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A BACKWARD GLANCE. 

As we enter upon the year 1917 there is abroad 
amongst Britain and her Allies a spirit of quiet 
confidence, of assurance in increasing strength, and 
of expectation of a victorious conclusion of the war 
before another winter passes. Our inclination just 
now is not so much to look backward as to look 
within for our state of preparedness and forward 
to the heavy tasks that still await us all. Yet 1916 
must not be allowed to pass out of mind with its 
praises all unsung, for it has been a year of grand 
achievement. No hasty phrases can pay fitting 
tribute to the magnificence of the Fleet—whether 
in Jutland Battle or im silent watchfulness; to the 
unexampled fortitude, self-sacrifice, and valour of 
the land Forces, shaking the German moral; or to 
the resourcefulness and daring of our heroes in 
aerial flight. Nor can we in few words make 
more tham the barest suggestion of the immense 
nature of the organisation and reorganisation of 
our productive powers in factories at home and 
abroad. Are we not now, approaching the full 
utilisation of all our forces and resources for the 
'" knock-out blow” which is to bring in a Peace 
which shall be lasting? If 1917 is to be the decisive 
year, we believe that from many standpoints his- 
tory will regard 1916 as almost equally momentous. 

The manufacture of munitions of war in thou- 
sands of works throughout the British Empire has 
made such demands upon engineering genius and 
skill as to have demonstrated for all time the essential 
nature of the engineering profession and industries 
of the nation. And the part that electricity and its 
applications have performed in this connection, 
though onlv partly known at present, will remain 
for ever a monument in honour of the usefulness 
of the electrical engineer. Assuredly the war has 
raised the status of all branches of engineering— 
mav the nation not be slow to recognise the fact. 
and register it with appropriate action! 

The year that has vone, however, has not only 
bcen one of continued organisation for the pur. 
poses of war. for deliberations and investigations 
begun in the Press, and carried on in many direc- 
tions ever since August, 1914, have become focused 
in committee-rooms where, at the bidding of the 
Government, experts have been inquiring into the 
details of our great industries and the measures 
necessary for safeguarding their interests after the 
war. The sittings have not yet been concluded, for 
the inquiries have been no light undertaking, but 
engineering, electrical, and other trades have all been 
preparing their suggestions with regard fo the 
future. One of the Governmental Committees has 
urged the setting up of additional financial facili. 
ties in the form of a Trade Bank to assist our 
industries. The Economic Conference at Paris has 
formulated the Allies’ after-the-war policy. The 
Institution of Electrical Engineers courageously 
leaving the beaten path of its quondam “ profes- 
sional” virtue has elaborated an excellent trade 
policy. The large industrial concerns have been 
“ getting together " in federated association. Elec- 
trical and other engineering trade associations have 
been actively pursuing the same worthy object. The 
Board of Trade has made changes in its Intelligence 
Services, and the appointment of new Ministers of 
Shipping and Food has relieved it of some of its 
overload of work. Capital and Labour have made 
асуапсеѕ toward each other in the interests of in- 
dustrial harmony. Yet, notwithstanding all our 
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preoccupation with actual war work, and with all 
these efforts at industrial and trade reorganisation, 
individual manufacturers have been able to lay the 
foundations for special lines of manufacturing, and, 
besides meeting the exceptional needs of war fac- 
tory installations at home, have admirably main- 
tained the value of our electrical and allied exports 
at a figure which, but for restricted tonnage accom- 
modation, labour, and material, would have been 
multiplied seveggl times, so great has been the 
demand of the world. 

The intense activity of our industries in general 
has caused the demand for electric power to mul 
tiply and increase far beyond even the high record 
of 1915, and has thus reacted upon the electricity 
supply industry, which has been hard put to it to 
keep pace with the growing load; the nation’s grate- 
ful thanks are due to the station engineers, who, 


short-handed as to staff and starved as to capital, . 


have manfully contended against unprecedented 
difficulties and have almost invariably succeeded in 


maintaining an adequate supply of energy. Those 


undertakings which are situated in manufacturing 
districts have recorded outputs of energy breaking 
all records, and in many cases substantial profits 
have been made; large stations have been hastily 
extended, and some small stations, which never 
anticipated anything in the nature of a power load, 
have awakened to find themselves equipped with 
three-phase turbo-alternators and badges, and a 24- 
hour load. That the’ war activities of the supply 
stations will secure for them the confidence of power 
users and generate a momentum which will ensure 
to them a permanent and substantial development 
cannot be doubted. 

The spirit of co-operation for patriotic ends, 
which has pervaded the industrial councils of the 
nation since the outbreak of war, has made itself 
felt in the electricity supply industry to good pur- 
pose, and has brought into existence a movement 
which under ordinary circumstances might have 
perished at its birth—the movement towards the 
interconnecticn of electricity supply undertakings, 
which was initiated in the Institution of Electrical 
Engineers, developed by the Lancashire and 
Cheshire Committee, and immensely invigorated by 
the unexpected support of the Board of Trade. 
Under the zgis of the I.E.E., the I.M.E.A., and 
the I. A.E.P.C., the scheme has gathered strength, 
and several district committees have been formed 
to carry it into effect; but little open opposition has 
been manifested, and the technical difficulties, which 
aumittedly exist, are not incapable of solution by 
the men who have the matter in hand, while the 
Treasury has promised to assist in providing the 
necessary funds. 

The spirit of co-operation, as indicated by the 
last remark, has extended to Government circles 
also, and we gladly recognise again the striking 
change of attitude adopted by our rulers towards 
industry in general. The Committee of the Privy 
Council, guided by its Advisory Council for 
Scientific and Industrial Research, and backed up 
by the Treasury, has recently declared its intention 
to devote comparatively large sums to the promo- 
tion of research and similar purposes, in consulta- 
tion and collaboration with representative trade 
associations—a significant indication of the new 
spirit that sways the Government. The admirable 
work of the National Physical Laboratory has also 
been generously acknowledged by the Council, and 
we may count upon its future development with 
adequate financial support from the State—which it 
never had until the war broke out. 

Committees have been appointed to consider the 
position of science in schools and universities, and 
to reform the curricula adopted by the Civil Ser- 
vice Commissioners, and we trust that they will 
ruthlessly sweep away antiquated notions and re- 
move the fetters which have so long enthralled our 


schools. During the year good progress has been 
made in the electrification of several important rail- 
ways, and in presence of the shortage of petrol the 
electric vehicle has had an exceptional opportunity 
to display its qualities—marred only by the difficulty 
of obtaining it. We have for many years advocated 
the use of electricity in agriculture, and the favour- 
able reception accorded to Mr. W. T. A. Kerr’s 


account of his experiences in this connection, at the - 


I.M.E.A. meeting, fills us with hope for future 
progress. ' 

We have only lightly touched on some of the out- 
standing operations of the year in the foregoing. 
recognising that no one nowadays has leisure to 
indulge in detailed retrospection; but we have said 
sufficient to indicate how important and interesting 
have been the movements and tendencies of 1916. 


In the New Year we shall doubtless witness pro- 


gress on very similar lines, placing us in a better 
state of preparedness for the period of Peace, which 
will not now, we hope, be long delayed. 


- ‚ А REPORT on this subject has been 
German published by the German banking 
Companies institutions which formerly offered 


in Russia. for subscription shares in the Rus- 
sian A.E.G. and other electrical 
companies in Russia. The report is based upon a 
statement made in a Russian newspaper concerning 
a recent meeting of the '' Special Commission for 
Combating German Domination." It appears that 
the Commission had under discussion the question 
of removing German influence from the Siemens 
and Schuckert Co., Siemens & Halske, the A.E.G.. 
the Electro-Peredatscha, and the Petrograd Flec- 
tric Lighting Co. of 1886. The representative of 
the Ministry of Commerce submitted three pro- 
posals by which the problem could be solved, namely. 
liquidation, purchase by the State, or participation 
of the Government in the companies so as to exer. 
cise the requisite supervision. 

The Commission decided in favour of the 
liquidation of the five companies, and the pre- 
paration of a definite scheme for this purpose 
was left to the liquidators to be appointed. 
The general principles of the scheme, however, 
were outlined by the Commission. According to 
these, the bearer shares in all the companies are to 
be abolished and replaced by registered shares. The 
holders of the former will be entitled to apply for 
an exchange for registered shares, but only those 
who are not suspected of having relations with Ger. 
man capital will be permitted to effect the transfer. 
All the remaining shares will be purchased by the 
Government at the nominal prices, and will either 
be retained by the Government, which in this way 
will become interested as a shareholder, or they 
will be sold by the State at their quotation value as 
registered shares. It would be a good thing for 
our future electrical trading operations in Russia 1f 
British holders could be found for some of the 
German electrical investments. It is stipulated that 
the liquidation of the five companies must be ended 
by July Ist, 1917. БИ | E 

The German banking institutions, in commenting оп 
the above statement, remark that further information 
as to the extent to which these proposals are being 
carried out is lacking. The adoption of the scheme. 
it is held, would deprive German shareholders of 
their rights as such, and render them dependent 
upon a claim on the Russian Government for an 
amount corresponding to the nominal value of their 
shares. It is intended to lodge a protest against 
the scheme, and to take all necessary steps for the 
representation of German shareholdings, and for 
this purpose German holders are notifying their 
shares to the banks concerned, which include the 
Disconto Gesellschaft, of Berlin, 
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THE SUPERFLUITY OF ELECTRICITY 
REGULATIONS. 


[ COMMUNICATED.] 


ELECTRICITY supply suffers from too many regula- 
tions; gas supply does not. It is not because gas is 
such an inoffensive sort of thing; the Board of Trade 
inquiries into railway disasters where people are roasted to 
death, owing to the use of gas for lighting purposes, prove 
the contrary. The electrical industry has been foolish enough 
to burden itself with all the safeguarding measures and 
their cost, whilst. the gas industry allows compo tubing to 
be run in any manner, and it is consequently much cheaper 
to install., If a person is blown through a window owing 
to bringing a naked light near to a leakage of gas, the 
verdict is ** What a stupid thing todo!” If a house is 
destroyed through a leakage of gas being ignited by an 
electric spark, the verdict is ** Fire caused by fusion of an 
electric wire," and the public exclaim “ What a dangerous 
thing electricity is!” After 20 years’ experience, the 
writer has never known an electric spark do £5 worth of 
damage, provided there was no gas leakage. Verily we 
deserve what we get in the way of blame that should not be 
ours by right. Do not the regulations say: ** Thou shalt 
earth all tubing, covers, and the like; thou shalt not go 
hear any gas pipes or fittings ; thou shalt completely cover 
up thy fuses ” ?—all to save people from the effects of a 
leakage of gas. The electrical industry should say : ** We 
are out for all the business we can get; all rules will be 
abolished forthwith ; and if a complaint is received about a 
person getting a shock, he will be informed that he should 
uot have been so silly as to touch the thing ; or if the 
complaint is that a house is burnt down, he will be advised 
not to have gas in his new house at all.” The gas industrf 
would then have to run iron tubing covered with insulating 
material, and put insulating connectors between the gas 
meter and the tubing. 


Each electricity supply authority used to. make its own . 


rules, and the confusion was awful. A contractor doing 
work in a strange town had to go to extra trouble and 
expense to conform with the local fads. Nowadays most 
supply authorities accept the I.E. E. wiring rules, the Board 
of Trade regulations, and the Factory Acts. The official 
who has to study all these regulations and pass work 
accordingly, has got his work cut out if they are all to be 
adhered to. In passing a job he has to consider whether a 
certain part of the work is covered by the I.E. E. rules, the 
Board of Trade, or the Factory Act. Не even has to con- 
sider special regulations insisted on by insurance companies. 
Now, this state of things is unfair to the inspector, the 
contractor, the manufacturer, and the general publie. If 
scores of rules are necessary, let them at least be issued by 
one authority ; let the Board of Trade be that authority, 
and let the rules be issued in three sections, The first section 
should deal with the supply authority and private generating 
stations ; the next with workshops of all descriptions ; 
the last should deal with private houses, shops, and offices. 

In order to greatly diminish the number of rules, why 
not deal with electrical wiring apparatus in the same way 
as meters are dealt with? A new type of meter is sub- 
mitted to the Board of Trade and, if satisfactory, has their 
approval. stamped on it. Let the lampholder, switch, wall 
socket, &c., be stamped ** D.O.T.," and let new designs be 
submitted before being placed on the market. [f this idea 
were carried out, the inspector's duties would be reduced. to 
looking out for faulty workmanship. Arguments as to the 
length of break of fuses or switches would vanish. The 
publie would also probably get more standardised articles, 
asa manufacturer would prefer to make to a standard design 
rather than ask for permission to make, for instance, a wall- 
plug having its pius J in. further apart than any one else's. 

Rules are too numerous, and, owing to the system of 
luspection, are not all kept. The bulk of the work is left 
to the supply authority's inspector, who reoeives no help 
from any of the people who make the rules. The Board of 
Trade could take over the whole business of inspection, and 
the certificate of the local B. of T. inspector would satisfy 
the supply authority and the insurance companies, who 
could dispense with their inspectors. 


BAKING BY ELECTRICITY. 


Bv G. BASIL BARHAM. 


WHEN the possibilities of baking on a large scale by 
electricity were first discussed, it was the general consensus 
of opinion that the idea was impracticable. The electric 
ovens then on the market were far from efficient, and with 
energy at а comparatively high price, there seemed to be no 
possibility of electricity supplanting steam, coal, or gas in 
the bakery. 

Even at that time, however, small electric ovens were 
demonstrating the possibilities which existed, and proving 
that electric cooking was not the expensive luxury that 
many considered it to be. Experiments were made with a 
view to improving the efficiency of the electric oven, and 
certain Continental manufacturers of electrical appliances 
devoted large sums of money for the purpose of. developing 
electric cooking apparatus. One of the big German firms 
realised that the chief stumbling-block in the way was the 
cost of energy, and at once adopted different tactics to its 
competitors. It increased the size of elements, worried 
but little about efficiency, set to work to build ovens of 
large size, and sent an army of agents to push their sale in 
countries where electricity was the cheapest possible form of 
power, such as Norway, Sweden, and, more particularly, 
Switzerland. Few engineers are aware that in that country 
are some of the largest electric cooking installations in 
existence. 

ELECTRIC BAKERIES. 


As the writer pointed out some little time ago, the con- 
venienee, cleanliness, and great range of regulation possible 
with clectricity are so great as to constitute powerful argu- 
ments in favour of, electrically-heated bakehouses, even an 
localities where electricity costs money and cannot be 
obtained for next to nothing. 

There is a large electric bakery in Bregenz, Switzer- 
land, which has a baking surface of about 6 ft. 7 in. by 
19 ft. 8 in., or about 14 sq. yards. This surface is, how- 
ever, divided into two storeys, placed one above the other. 
The controlling switches are mounted on a switchboard ` 
placed beneath the doors of the oven, and shielded from the 
heat by a protective sereen. Each of the two storeys of the 


- oven is controlled by 10 switches, which are so arranged 


that their positions on the bourd correspond to the positions 
in the ovens of the heating elements they control. The 
elements are so arranged that when they are all in operation 
the heat ig very evenly distributed, and a careful tem- 
perature test will show no difference in heat between any 
two parts of the oven. It can therefore be seen that, with 
20 circuits for the two storeys, the heating can be adjusted 
within very wide limits, and it is possible not only to reduce 
it from full to zero all over the oven, but also to raise 
any desired parts of the latter to a high local temperature, 
whilst the remainder of it continues comparatively cool. 
As may be supposed, ordinary thermometers are useless, 
and in order to show the temperature inside, pyrometers are 
fitted in the front of the oven. The oven is lighted elce- 
trically by means of incandescent lamps, but as the bulbs 
of these would not atand the heat were they fixed inside the 
oven, openings are provided at the right-hand side of the 
doors. An electrically-heated steaming apparatus is pro- 
vided on each storey, as steam is required when dealing 
with certain kinds of bread, and in connection with the 
ovens a large water tank has been installed, which supplies 
all the hot water needed for the domestic operations carried 
on in the adjoining house as well as that required in the 
bakery itself. | ; 
PRIVATE BAKERIES. 


Anyone who has not devoted close attention to the subject 
would be surprised to know what immense strides have 
been made in the direction of equipping what I may term 
private bakeries with electric ovens. The majority of large 
hotels and restaurants do all their own cooking, including 
the baking of bread and pastry, and in many of them 
electric ovens, specially designed for their needs, are 
installed. At the same time, it need not be supposed that 
the demand has already been filled. -As a matter of fact, 
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the demand has not yet been stimulated, and there is a 
vast field open to the firms who care to undertake its 
cultivation. 

One of the first questions that the hotel or restaurant 
proprietor or manager will raise when approached on the sub- 
ject, is that of the relative costs of electricity, coal, and gas. 

The popular impression is that electricity is expen- 
sive, and the hotel man fears he will find himself face to 
face with the prospect of higher fuel bills. Generally 
speaking, one does nominally pay a higher rate for elec- 
tricity. This is only one phase of the question, however, 
and before deciding that he cannot afford electricity in his 
bakery, the prospective customer should be shown that the 
cost of fuel is only one item in the expense of the bakery. 
It has been pointed out that the first consideration in the 
installation of a bakery in an hotel is the amount of space 
required for it, and the possible location, and here is just 


the beginning of the electrical advantages. If electricity is 


years ago. 


to be used, much less space is required. Electric ovens сап 
be built with three or four decks or compartments, giving 
several ovens of equal capacity in a space where only one 
deck of any other class could be placed. In the large city 
hotels this consideration of space is an important one, and 
the reduction in the rental cost that has to be charged 
against the bakery is a real saving. 

Where the bakery hasalready been installed, and the question 
is one of substituting electricity, the question to be asked is, 
“ Can you advantageously use the space thus saved?" Asa 
matter of fact, the question of space is a very important one 
in the kitchens and bakeries, and very few hotel kitchens, 
where business is good, are not overcrowded and in need of 
more room. | 

For obvious reasons the hotel bakery should be located so 
as to secure adequate light and ventilation ; but the use of 
electricity will much improve any situation that may be 
selected, and can be adopted in places where the use of 
fuel would not be possible. 

The next point, after the saving of space and the possible 
use of space not otherwise available, is the economy of 
labour. Here the question of the best oven enters, for 
there is a wide variation among electric ovens, and the 
great progress in electric baking in the past few years has 
effected economies and advantages in their use that make 
the present-day oven far better than those of even a few 


ECONOMICAL ADVANTAGES. 


Some of the economical advantages resulting from the 
use of electric ovens may then be pointed out. When the 
extreme heat of a modern electric oven is turned on, the 
temperature necessary for quick and efficient baking is 
attained in & comparatively small space of time. The long 
period of preliminary heating necessary in coal and gas 
ovens is avoided. This is more than a simple saving in 
fuel; it is a big saving in labour as well. The wages of 
the fireman may be small, but they go on in good times and 
bad, and add to the cost of operating coal ovens. "The time 
spent by the pastry chef in watching his oven heat to the 
proper degree has a calculable effect on the amount of work 
he can turn out. This із an appreciable factor, too, after the 
baking has started, for the uniform regular heating of an 
electric oven requires less of the time of the pastry chef. 


EcoNoMY OF OPERATION. 


As an illustration of what can be produced in actual 
operation under working conditions, the pastry chef of the 
Quaker Cafetria, Sacramento, Cal., with an electric oven 
consuming 10°5 KW., produces per week 500 pies, 
63 large cakes, 105 pans of hot bread, 15 pans of shortcake, 
45 loaves of nut bread, 250 cups custard, 600 baked apples, 
250 apple dumplings, and 35 puddings. Another and 
smaller bake oven for meats, consuming 6:5 KW., turns 
out each week 280 lb. rib roast, 60 Ib. lamb, 40 lb. 
pork, 210 lb. stew, 100 lb. hash, 50 Ib. bacon, 30 Ib. ham, 
50 10. of “ made ” steak, 15 lb. meat loaf, 90 Ib. turkey, 
75 lb. chicken, 50 lb. duck, 450 lb. fish, 800 Ib. roast 
potatoes, 100 Ib. beans, 100 lb. macaroni. Great quantities 
are possible with electricity, where practically no time is 
lost and the maximum baking heat is steadily maintained. 

Comparing the space occupied by an electric oven and an 
erdinary brick oven, Mr. G. J. Bucker, who has devoted 


considerable study to the question, gave the following 
example :—A brick oven having a capacity of 240 1-lb. 
loaves of bread occupies a floor space of 10 ft. wide x 12 ft. 
deep, or an area of 120 sq. ft. Anelectric oven of the same 
capacity measures 4 ft. wide x 8 ft. deep, or an area of 
32 sq. ft., which is about one-fourth the floor space occupied 
by the brick oven. 

A still further consideration affecting the comparati ve cost. 
of haking by coal and gas or electricity is to be found in 
the reduction of waste and loss. The heating elements of a 
modern type of electric oven are not confined to either the 
top or the bottom of the oven, but are uniformly distri- 
buted, so that every part of the oven is at the same tempe- 
rature. There are no variations in different parts of the 
oven, or at different periods of the baking. The results 
are uniformly baked products. The oven bakes the same all 
day long. and day after day. Requiring less of the attention 
of the chef, it results in practically no spoiled baked goods. 

These various advantages have been accentuated because 
they all bear directly on the cost of fuel, and that is so often 
the stumbling block in the minds of many hotel managers, 
who would otherwise install electric ovens. They see no 
further than the figures of their coal ог gas bills, but when 
the reduced overhead cost is properly figured, the reduced 
labour bill calculated, the increased volume of pastry, and 
the lessened loss from poorly baked goods are taken into 
consideration, the nominal differences between the fuel bills 
are Insignificant. 

here are further advantages in electric baking, not so 
intimately connected with the cost problems, but still very 
matter-of-fact advantages, which indirectly mean money to 
the hotel. Take that same uniformity of baking of which 
we have spoken. Nothing is more helpful in keeping 
customers than the bread and pastry, and when the quality 
is always uniform in colour and texture, it binds the 
customer to the place. А 

The employés find better working conditions where elec- 
tricity is used, as the temperature is less and the ventilation 
better, and their satisfaction will be reflected in the 
character and amount of work they turn out. Emphasis has 
been placed on the fact that the up-to-date electric oven has 
almost perfect insulation, and retains a high temperature 
for hours after the current has been switched off. Asa 
matter of fact, pyrometer tests have been made which show 
that a baking heat is still retained for hours after the oven 
is disconnected. In order to utilise this heat to advantage, 
bread should be baked first at the highest temperature, 
and, after switching off the energy, lighter goods, such as 
cakes, pies, puddings, &c., can be baked, as they do not 
require so much heat. Here, again, is a saving which 
should be pointed out to the prospective customer, as with 
less efficiently insulated gas or coal ovens it weuld he 
necessary to use fuel throughout the whole of the baking. 


SOME ACTUAL FIGURES. 


To give a final example of the economy and advantage of 
electric cooking, we may take the figures of the New Vienna 
Bakery in Salt Lake City. This bakery has a thorough 
modern equipment, including individually motor-driven 
mixers, dividers, rounders and electrically-heated wrapping 
and sealing machines, and the company does an exclusive 
wholesale business, its entire product being sold through 
retail dealers. The scale of its work may be judged from 
the fact that it sells 18,000 loaves daily. 

The main body of the oven measures 4 ft. high, 10 ft. 
wide, and 12 ft. deep; it rests on an angle-iron frame 27 in. 
high. It is divided into four chambers, each 56 in. x 
84 in. x 16 in. high, which provide a baking surface 
of 208 sq. ft. The oven has a capacity of 836 12-oz. 
loaves or 456 25-oz. loaves of bread. "The oven is divided 
in the centre by a partition, with two baking compartments 
on each side, one above the other. All compartments have 
1j-in. tile floors. The customary steam connection is pro- 
vided for each. Each half of the oven has three heating 
elements—one in the top of the upper compartment, one in 
the top of the lower compartment, and one directly under the 
floor of the bottom compartment. With this arrangement, 
heat is provided for the top and bottom of each baking 
chamber. Each compartment has a mercury thermometer 
and inside lights. 
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The oven is wired for 220-volt, two-phase service. It 
takes a maximum of 75 KW., and, averages 48 per cent. of 
this demand when baking 16 hours per day, and 55 per 
cent. on eight hours’ baking per day. When making 
1-lh. loaves, it requires 45 minutes to load the oven, bake 
the bread, and take out the finished product. On this 
schedule, 25,000 3-lb. loaves could be baked in 24 hours’ 
continuous baking. | 

To sum up, it may be said that the chief selling points 
to emphasise in connection with the installation of electric 
ovens for bakeries, either for bakers and confectioners or for 
big hotels and restaurants, are :— 

Maintenance of a uniform temperature throughout the 
period of baking ; the entire absence of the dirt, dust, and 


ELECTRIC TRUCKS AND TRACTORS. 


AMONGST the many problems which have been forced into 
prominence in this country by the war, those which have 
reference to labour economy must occupy a leading position. 
In the past, small fortunes have been wasted on the assump- 
tion that manual labour was cheap because wages were low 
and such labour was plentiful. Now, with the scarcity of 
labour of all kinds, even the most conservative -have 
perforce turned their attention to labour-saving appliances. 
One direction in which there is an enormous field for 
improvement in this country is in the internal handling of 
material in our warehouses, factories, and railway terminals. 

Despite the adoption of transporters and cranes, the hand- 


LANSING INDUSTRIAL ELECTRIC TRACTOR WITH LOADED TRAILERS. 


LANSING INDUSTRIAL TRACTOR HANDLING Founpry PRODUCTS. . 


smoke, which inevitably go with the old brick oven ; sim- 
plieity of operation ; ease of control; perfect heat distri- 
bution; better results in baking ; cleanliness and sanitation ; 
utilisation of all heat generated, and the great saving in 


floor space. 


Water-power in France.—By a law enacted in September 
last, the French Government has given sanction to the State 
financial support of hydraulic works for the production of energy 
for sale, with, of course, a measure of control and a share in the 
profits. The importance of this question is due to the large 
importation of coal—18 million tons in 1912, of which half came 
from Great Britain. There is still three million H.P. at low water 
and eight millions, on the average, in French waterfalls which have 
have not been utilised. | 


truck and barrow still figures very largely as a local means 
of transport, although obviously out of date, inefficient, and 
wasteful. To meet the conditions of such work, the indus- 
trial electric battery truck has been introduced and very 
largely applied in America, while it is also significant that 
it is being tried, and giving satisfaction, in various situations 
in this country. 

It must be obvious that there are numerous situations 
where satisfactory crane facilities are almost impossible. 
though а small power-driven industrial truck for short 
haulage would meet the case quite well. There are other 
situations in warehouses and railway stations where a small 
battery tractor is preferable and more economical, because 
it can be kept in operation all the time, if necessary. 
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hauling less expensive trailers which are loaded and 
unloaded in relays continuously. 

The latest type of industrial battery truck and tractor to 
be placed on the British market is the ** Lansing," which is 
being supplied by Messrs. Baxter & Caunter, Ltd., and is 
its predecessors, it is of 


illustrated herewith. Like 


THE LANSING INDUSTRIAL TRUCK. 


American origin, and has, we believe, met with very - 


considerable appreciation by the railway authorities on the 
other side. 


In the Lansing truck the operator’s platform and seat | 


are во placed that he can either sit or stand, and in 
a quarter-turned position has a view both behind and 
in front of the truck. Although both 
lever and wheel steering can be 
supplied, the wheel steering is for the 
most part adopted, being preferred by 
the users. The steering is easy, due to 
suitable load distribution, and the short 
wheel base and small over-all dimen- 
sions enable turning to be done in a 
small space. 

The controller is under the driver's . 
seat, with an operating handle, having 
an up-and-down movement under the 
steering wheel, on the driver's right. 

The controller is of the Westinghouse 
series-parallel type, giviug four speeds 
each way; each step is indicated by 
the quick action of a ratchet wheel and 
pawl, and it is provided with a special 
interlock with the brakes, such that the 
brakes can only be set when the con- 
troller is in the neutral position. "The 
. controller is locked when the brakes are 
set, although with the controller in the 
neutral position the brakes may be 
released and operated freely in coasting. 
The controller may be thrown to neutral 
' position either by the controller lever 
or by the pedal which simultaneously 
sets the brakes. This arrangement 
eliminates intermediate switch ог 
circuit-breaker, ensures that the motor 
will not run with the brakes on, 
or that the machine will not start 
with the brakes off until the con- 
troller handle is moved, and provides 
an effective emergency stop. The motor, of standard 


steel casting enclosing a 10 to 1 worm drive, differential, 
and bearings in an oil chamber, attached direct to 
the motor, The gear is of bronze alloy, with а case- 
hardened steel worm, the shank of which is attached to the 
motor shaft, and is carried at the motor end in an annular 
ball bearing and at the opposite end in a double-thrust 
bearing.  'The differential is of the 
bevel gear type with six high-carbon 
or nickel-steel gears. Timken roller 
bearings for wheel hubs, and solid 
rubber tires on wheels, are fitted. 
The trucks and tractors are usually 
fitted with 24-cell Ironclad-Exide 
batteries, although other types are 
available if specified ; a double-throw 
charging switch and standard plug. 
together with a Sangamo ampere-hour 
meter, form part of the equipment. 

The frame is built of standard 
rolled sections, the driver's platform 
being a fixture; the driver operates 
the brakes by meaus of a foot pedal, 
and a latch holds them set ; the brakes 
are external acting steel bands, lined 
with raybestos. 

The trucks, being self-contained 
load carriers, have the battery fitted 
under the frame or chassis, while in 
the case of the tractor the battery is 
carried inside a compartment forming 
the body of the vehicle. 

The Lansing trucks are built in 
several sizes; models H and G, with a 
rated capacity of 5,000 lb., are 9 ft. 
4 іп. over-all in length, and. have а 
turning radius of 5 ft. 6 in. and 6 ft. 
6 in. respectively. The tractors, which are very popular 
in the States, have in models C and D, rated trailer load 
capacities of 4,000-5,000 Ib. and 10,000-12,000 lb. : over- 
all lengths of 6 ft. 8 in. and 7ft. 9in.; wheel bases of 
2 ft. 9 in. and 3 ft. 6 in. ; and wheel treads of 27 in. and - 
30 in. respectively, while the overall height is 4 ft. 


MITENES 


ViEWS SHOWING CONSTRUCTIONAL DETAILS OF LANSING TRACTOR AND TRUCK. 


Accident at Nottingham.—Last week a car, descending 


the Derby Road tramway route, got.out of control and ran into а 
stationary car, upsetting the latter, two persons being, killed and 
several others injured as a result. 


Westinghouse vehicle pattern, has certain details specially 
adapted to the Lansing drive-axle, which consists of a 
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THE LO-THERMO MOTOR. 


` 


Messrs. ELECTROMOTORS, LTD., of Openshaw, Manchester, send us 
particulars of a new development in the design of totally-enclosed 
motors which marks a further step in the advancement of prac- 
tical electrical science, and for which, we understand, patents are 
pending. | | 

The demand for totally-enclosed motors has, іп the past, been 


restricted by the difficulty in constructing them. particularly as | 


Lo-THERMO MOTOR, WITH TUBULAR RADIATOR, 


regards machines of large size, and they have been extremely costly 
in comparison with ventilated motors. 

The reason for this is that all the heat generated in an enclosed 
motor must of necessity be radiated through the outside carcass of 
the mathine, and as the rate of dissipation is limited, it follows 
that the heat generated must also be limited, and, from a practical 
point of view, this necessitates that the output for a given carcass 
is restricted, with the result that these machines are relatively 


costly. Furthermore, high speeds have been impracticable. for {ће 


very reason that a large proportion of this heat is generated by the 
armature-iron losses alone, and as these increase with the speed, a 
point is soon reached when these losses alone balance the radiating 
capacity. ° 

Many expedients have been employed to overcome this, such as 
pipe-ventilated motors, forced ventilation, &c., but the necessary 
trunking is always an objection, and frequently impossible. Other 
devices, such as pipes through the machine. itself, have been 
employed, and fins and ribs upon the carcass, but still without 
much success. | i 

A more successful means has been the employment of a hollow 
bedplate upon which the motor is mounted, and through which air 
is circulated from the motor. The hollow bedplate is embedded in 
concrete to absorb the heat, or can be cooled by a system of water- 
pipes. This introduces an element which has to be taken into 
. account in any scheme of erection, and any arrangement which 
eliminates this fixture is an obvious advantage. 

The idea of the present invention lies in a practical means of 
providing large air-cooling surfaces constructed in such a manner 
that the system can be applied to standard machines of the well- 
known chimney or pipe-ventilated type, the construction being 
such that the surface can easily be adjusted by the manufacturer 
to auit any requirement. : | 

It is constructed in various forms, illustrations of two of which 
are given herewith. In the first of these the radiator proper con- 

sists of a box with end pieces designed to fit on vertical trunk 
openings in the motor end covers, and through this box pass in a 
vertical direction a number of thin metal tubes. Inside the back 
bearing of the motor a fan is fitted on the armature-shaft, which 
causes a circulation of air through the machine and through the 
radiating box, and the arrangement of the tubes, &c., is such that 
the air impinges on the thin vertical tubes, giving maximum 
cooling. The advantage of the system is that not only is increased 
radiating surface provided, but as the tubes are thin compared 
with the motor carcass, the radiation is much greater, and it is 
possible to approach within quite reasonable limits of the capacity 
of a ventilated motor of given frame size without the use of anything 
excessive in the size of the radiator. 


‚ д 


Another form of the invention is also shown, in which the 
tube radiator is replaced by one having thin sinuous metal sides 
with top and bottom covers, end also having baffle plates mounted 
inside the radiator, which cause the air to impinge in a thin 
stream against the outside surfaces, so that this type performs the 
same functions as the tube radiator. : 

| The design lends itself admirably to an entirely water or dust- 
tight construction, widening its field of use enormously, yet. at 
the same time, the bulk is of quite moderate dimensions- -in fact. 
less than for an ordinary totally enclosed motor when dealing with 
the larger powers. 

Thie development will have exceptional opportunities in ammu- 
nition factories, chemical works, collieries. foundries, flour mills, 
bleach works, steel works, wood-working plants, breweries, for out- 
door use, and, in fact, anywhere where it is necessary for motors to 
work in either an explosive, dust-laden, or-wet atmosphere. 

To centrifugal pump makers it offers exceptional advantage for 
the reason that high speeds are available, which not only means 
cheaper motors but enables smaller pumps to be used for a piven 
duty, thus materially reducing the total cost of auch combinations. 

A considerable number of these motors have already been built 
and put into practical service in collieries, chemical works, Xc., 
with the most satisfactory results. 


——  — —— M — 


IMPROPER USE OF AUTO-TRANSFORMERS. 


TH: principal cause of the favour with which auto trans- 
formers have been regarded during recent years is their 
moderate first cost. From the technical point of view, how- 
ever, they must be used with caution, and the following 
example (from L'Industrie Electrique) is an excellent illus- 
tration of the grave risks resulting from unsuitable application 
of this type of apparatus. A supply company contracted to 
supply a distributing company with 3-phase bulk supply at 
22,000 volts, 50 cycles per second, but had available for the 
purpose only a 16,000-volt, 50-cycle distribution, and a %5- 
cycle supply. А frequency-eonverter was installed giving 
2,300-volt, 50-cycle supply, and the problem then was to 
establish a transformer equipment capable of converting the 
2,300-volt and 16,000-volt supplies to 22,000 volts. The 
arrangement adopted is shown in fig. 1 (page 8), and consists 
of a delta-connected primary winding for 2,300 volts and a star- 
connected secondary for 22,000 volts, the secondary plaving 


Lko-THERMO MOTOR, WITH BAFFLE-TYPE RADIATOR. 


also the part of а 3-phase auto-transformer, raising the 16,000- 
volt supply to 22,000 volts. "M 

The neutral of the existing systems of distribution being 
insulated, the same arrangement was retained for the second- 
ary of the new transformer in order to avoid the addition of 
current transformers and the substitution of 3-pole for the 
existing bipolar gear on the oil circuit-breakers. 

The first trouble experienced on the system was under the 
following conditions :—Having opened the 2,300-volt primary 
delta, it was proposed to supply 22/000-yolt current from the 
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16,000-volt supply alone, using the star-secondary as auto- 
transformer. Immediately severe. telephonic disturbances 
Were set up, several lines being unusable, and in order to get 
over the trouble, the primary. delta winding was kept closed. 
Some tine afterwards an accidental earth on the distributor's 
network revealed another defect of the transformer equip- 
ment. The pressure on the supply eompany's system rose 
from 10,000 to 19,000. volts, a high-frequency current (caused 
by the are to earth) fowed through the auto-transformer, and 
а Violent discharge destroyed the lightning arresters, 

After. this experience, a supplementary transformer was 
installed to effect. the 16,000-volt/22,000-volt transformation. 
Had a double-wound secondary been used in the first place, 
instead of the auto-transformer, the cost would not have been 
much higher, and disturbances would have been eliminated. 

From this example it may seem that the neutral point of 


1000 Kw., 3ph. 
22000 v., 5Ocycles 


1200 Kw., 3 ph. 
16000 v., 5Ocycles 


2300v.,! 5 Ocycles 


Fia. 1. 


al] auto-transforiners should be earthed. It should be remer- 
bered, however, that: (1) Earthing an existing insulated dis- 
tribution system requires the substitution of 3-pole for 2-pole 
relays on automatic circuit breakers. (2) The presence of 
several earths on а distributing system favours the develop- 
ment of harmonic currents, which may produce serious tele- 
phonic disturbances, and even attain values high enough to 
cause material damage. (3) It is not advisable, in any case, 
to connect two important systems of distribution by auto- 
transformers, since. al disturbances, of whatever origin 
(atmospheric disturbances, earth faults, &c.), are then trans- 
ferred freely from one system to the other. The magnetic 
circuit of a double-wound transformer forms an elastic link, 
eliminating these risks. 


[A ————M—— 
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EXCESS PROFITS TAX APPEAL. 


[DECISION IN FAVOUR OF ELECTRIC SUPPLY COMPANIES.] 


On Friday, December 15th, the appeal case of the Electricity , 


Supply Companies of Great Britain was heard by the Board 
of Referees. The Provincial Companies and certain of the 
London Companies (127 undertakings in all) were repre- 
sented by Mr. H. B. Renwick (managing director of the 
County of London Electric Supply Co.), and certain other 
of the London companies (10 in number) by Mr. W. F. Flad- 
gate (director of tbe Charing Cross Electricity Supply Co.). 
The appeal thus represented no less than 137 companies’ 
undertakings, involving a capital expenditure of about 
£25,000,00)0. The application of the companies was for an 
increase of the statutory percentage. 

The Referees decided that in the case of the London-sub- 
urban and provincial companies the statutory percentage 
should be increased from 6 per cent. to 74 per cent., and in 
the case of the London companies (other than the above) the 
percentage should be raised from 6 to 7 per cent. 

The following companies are classed as London-suburban 
companies :—The County of London Electric Supply Co., the 
Scuth London Electric Supply Corporation, the South Metro- 
politan Electric Light & Power Co., and the Metropolitan 
Electric Supply Co. 

The following are the chief considerations which weighed 
with the Referees in arriving at their decision :— | 

The eléctricity companies are working under a concession, 


viz., a terminable lease. Not only is the lease terminable, 
however, but the terms of the compulsory purchase provided 
therein. are extremely ancertain, and provide nothing for 
goodwill. The companies are also working in competition 
and subject to statutory limitations, obligations, and restric- 
tions, Which, due to these and other causes, prevented in 
the past the forming of adequate reserves for depreciation, 
Further, the supply of electricity is an industry newly 
developed, and the present Commpames were the pioneers. 


The industry necessitated а capital expenditure heavier 
in’ the first place than in ordinary. commercial business, 
and there is also involved) a capital expenditure con- 


tinuously throughout the whole of its lease in advance of the 
profitable demand. ‘The pioneer work in developing. the 
industry involved. the successive serapping of plant (which 
rapidly becomes obsolete owing to new inventions), thus 
hitherto preventing the providing of adequate reserves. The 
proper working profits were, therefore, deferred. Moreover, 
the companies were all originally established as hghting com- 
panies in conformity with the Косе Jughting Acts, in 
which no mention of power for driving machinery is men: 
tioned, and which were framed to deal with lighting only. The 
supply of electric power was a later development, depending 
on the invention and perfecting of the electrie motor, which 
has, in fact, become thoroughly efħetent only during the last 
decade or so. The companies, therefore, had to adapt their 
systetus to cope with this now big and growing demand, and 
In many cases this meant the partial or complete reconstruc- 
tion of their distributing systems, and the serapping of a 
large. proportion of their. generating plant and, in any case, 
much larger expenditure of capital in advance of demand. 

It was shown very strikingly what а large proportion. of 
the output of many of the electric lighting companies is for 
power purposes, and, althongh working under a terminable 
concession, they are, in effect, practically power companies 
without enjoying the advantage of perpetual tenure, as in 
the case of companies working under a Power Act. 

Evidence on the above lines was given by Mr. II. В. 
Renwick, Mr. C. H. Merz, and Sir Harmood Banner. , | 

The thanks of the industry are due to Mr. H. B. Renwiek 
for initiating and organising the appeal; and for establishing, 
apart from the financial side, the principle that electric sup- 
ply companies working under statutory obligations, and sub- 
ject to compulsory purchase, are entitled to special considera- 
tion as compared with ordinary traders. i 


е 


CORRESPONDENCE. 


Letters received by ws after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cat ions at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


National Industrial Organisation. 


The article published in your issue of the па goes to 
the root of the matter, and T trust Mr. Looker's outspoken 
views will be generally endorsed. 

‘Hitherto the publie has been apt to view with suspicion 
any tendency on the part of competing manufacturers. to 
co-operate with each other for any purpose whatever. Jt > 
has been too readily assumed that. a trade association. could 
have but one function, and that & sinister one, viz., to 
squeeze higher prices out of the consumers of their goods. 

Your contributor now shows that the interests of the con- 
sumers themselves, and, in fact, those of the entire commu- 
‘nity, are inseparably bound up with those of the producers. 

It is particularly instructive to note that the duty of foster- 
ing scientific and industrial research in this country is placed 
on our manufacturers, who are recommended by the Govern- 
ment to work together in these matters through the medium 
either of their existing trade associations or of new trade 
associations formed for that specific purpose.. 

Surely the time is ripe for all our manufacturers to recog- 
nise that they cannot hope to survive in the approaching inter- 
national struggle for the world's trade unless they sink their 
independence sufficiently to permit of their co-operating with 
their trade competitors for such purposes as "raising the 
average standard of production " and increasing the efficiency 


.of their operations by the utilisation of whatever improved 


materials and processes their co-operative research may reveal. 
The need for effective industrial organisation was never 

more urgent, and I hope the Evectrican Review will con- 

tinue to exert its influence along the lines it now advocates: 


Harry Allcock. 
Hale, Cheshire, December 98th, 1916. 


> 


City and Guilds Examinations. 


It should be the duty of every principal, head of depart- 
ment, and teacher at our technical institutions to “read, 
mark, learn, &c.," the annual report relating to the above, 
recently published; but we wonder how many will do so. 

On more than one occasion you have allowed us to com- 
ment on the bad treatment which _“ Electric Wuiremen’s 
Work " (now renamed “ Electrical Installation Work ") re- 
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ceives at the hands of those in authority at technical insti- 
tutes. Now this is the fundamental electrical engineering 
subject; it appeals to all sorts of people besides wiremen, 
and should, therefore, be taught at more centres than the 
other electrical subjects, and have a preponderance of 
students. 

From the report we gather the following facts :-— 

(a) That in session 1915-16, '" Electric Wiremen's Work ” 
was taught at only 48 centres, as against 108 centres for 
“ Electrical Engineering," a ratio of 444 рог cent. In 1914-15 
the ratio was 48} per cent. 

_These figures clearly show that the fundamental subject 
(“ Electrical Installation Work "—to give it its new name) 
is grossly neglected. In a word, our technical institutes give 
twice as much attention to the training of officers as to the 
training of men for the electrical army; even though the cost 
of equipment in the latter case is far less. We might also 
infer that when there is anv cutting-down to he done, it is 
the fundamental subject which suffers. 

(b) The percentages of those ''in attendance” at the 
classes who got as far as sitting for @xamination were as 
follows :— 1916. 1915. 


... 15 percent. 93 percent. 


Electric wiremen’s work 
25 percent. 314 percent. 


Electrical engineering 


Thus, on the average, we have 70 per cent. of the electrical 
engineering students failing to come up to the examination 
scratch, and no less than 80 per cent. of the ‘f wiring” 
students failing likewise. The construction we put on the 

-79 per cent. is that, in spite of the attraction of well-equipped 
laboratories, the subject is too far over the heads of the 
majority. In the case of the 80 per cent., we should say the 
result was due to inadequate equipment and tuition simply. 

(c) The percentages of those who passed to those who rat 
at the two sets of examinations are as follows :— PS 


1916. 1915. 


Electric wiremen’s work . 51 percent. 50 percent. 

Electrical engineering 2. BT percent. 463 per cent. 

These figures show that in spite of the miserable equip- 
ment and poorly-paid teaching vouchsaled to the so-called 
“ Wiring Classes," the examinational results therein are de- 
cidedly better than those of the other classes. 16 is, then, 
surely worth while giving more attention to these classes. 
May we not infer, also, from the above figures that many 
students who are at present pitchforked direct into the elec- 
trical engineering course would do better if they had a pre- 
liminary grounding in '' Electrical Installation Work" ? 

Very few people, we suppose, are aware that students in a 
Grade II or Final Class, who find the examination paper 
beyond them, can take the Grade I paper and obtain the 
same certificate that they got when in the lower class! 

This sort of thing reflects strongly on the quality of the 
tuition, and depreciates the value of the tabulated results in 
the official report. . 

The excellent work being done by Mr. G. Bowron in the 
electrical workshops at Queen Mary's Convalescent Auxiliary 
Hospital at Roehampton, London, has attracted much 
favourable attention, end has been regarded as а novelty; 
yet it is exactly the sort of work that should have been the 
regular thing in " Wiring Classes " for years past. 

| A. P. Lundberg & Sons. 
London, N., December 27th, 1916. 


[We admire our correspondents’ enthusiasm on behalf of 
electrical installation work, though we do not share the view 
" that. this is “the fundamental electrical engineering sub- 
ject." Surely this is an extreme view to take; the manufac- 
ture of electrical goods and apparatus is of vastly greater 
importance in respect of both internal and export trade than 
the installation of such apparatus, which absorbs only a very 
&mall percentage of the cost of construction. Adapting our 
correspondents’ military metaphor, we think they have mis: 
taken the Army Service Corps for the Army itself. We fail 
to see, too, why the failures of candidates in one case are 
attributed to quite different rauses from the failures in the 
other; is there not here а suspicion of prejudice? |, We quite 
agree as to the excellent work done by Mr. С. Bowrón. 
which we described and illustrated in our issue of October 
"22th last —Eps. Brec. Rev. ] 
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WAR ITEMS, 


- 


Exports to China.—The “ London Gazette "for January 
Ond contains a further list of persons to whoin exports to 
China and Siam inay be consigned. 


Ministry of Munitions and Copper.—The Ministry of 
Munitions announces that from January Ist no copper will 
be supplied for the purpose of casting brasa or other copper 
alloy, and no brass or other copper alloy шау be cast except 
for the purposes of Class “A” or Class ^ B“ orders, under 


the Ministry of Munitions Circular L. 33. A further. and 


lengthy notice respecting the Ministry and copper appears 
on a later page of this issue. 
Controlled Works.—The number of establishments con- 


trolled by the Ministry of Munitions is now 4,623. 


their accountant, Mr. R. Hamilton (34). 


_ was conceded, 


The Armorduct Co. to be Wound Up.—In the latest list 
of businesses ordered to be wound up is the following :— 

Armorduct Manufacturing Co., Ltd., 6, Farringdon Avenue, 
London, E.C., electric cable and conduit manufacturers. Con- 
E John Paterson, 1, Wallbrook, K C. January Ist, 


Lighting Restrictions: The Lighting of Tramcars. M 
Rochdale, on Friday, William Clough, the manager of the 
Bury Corporation Tramways, was summoned for permitting 
a lighted external electric lamp to be used on a tramear 
belonging to the Bury Corporation on December 17th, at 
7.35 рап. Evidence showed that under the canopy at the 
front of the car there was an unshaded Jight. Defendant 
said it was a 16-с.р. light, and without it passengers using 
the stairs would be in danger of falling. The lighting of the 
car was satisfactory to the Bury, Bolton, and County Police. 
und in Leicester, Shefheld, and Birmingham there had. been 


. коте relaxation of the lighting order after the attention of the 


Heine Office and Board of Trade had been called to the 
number of accidents taking place owing to lack of light on 
the tramears. The Magistrates’ Clerk said it seemed rather 
absurd that a car should be lighted like that in Bolton, while 
at Rochdale it must be in darkness. There should be some 
uniformity about the lighting. The Chief Constable said the 
Order stated that no light must be visible from outside. Mr. , 
Clough: Consistently with public safety. The Magistrates 
imposed a fine of Us. | | 


Exemption Applications.—At the Sheffield Tribunal, in 
respect of the application of a firm for an electric. crane 
driver, aged 29, married (three children), and passed for 
general service, the Military Representative pointed out that 
C92 and C3 men could do the work, and that in some in- 
stances in Nottingham women were driving cranes. Ad 
journed to enable the firm to see about badging. 

At the Stockton Borough Military Tribunal, Mr. А. E. 
Ycerbes, on behalf of the Imperial Tramways Co., Ltd., stated 
that they had released 421 men for the Army. His applica- 
tion on behalf of two motormen, single, aged 40 and 32 res- 
pectively, classed B3, for conditional exemption was granted. 

At-Burnley, Mr. H. Mozley, tramway manager, appealed 
for his cashier and general clerk, aged 30. Out of 17 clerks, 
]) had joined the Army, and four had left for other occupa- 
tions. ‘Training for the position took years. He had 17 
clerks, but all were temporary. The case was put back to 
the end of February. 

At Bolton, an electrical engineer appealed for ап engineer 
and wireman, 27, ара single. He said the man was the very 
last he had left. He had let all the others go, and now they 
wanted the last one. If he had kept the others until they 
had to go he would probably have been told he could keep 
so many. Exemption was granted to February 28th, with 
right of appeal, though it was intimated that the decision 
would probably be appealed against. | 

Before the Sevenoaks Rural Tribunal, the Sevenoaks Elec- 
tricity Co. appealed for Messrs. J. T. Vounsden (32). mana- 
ger; J. H. Wickenden (27), cable jointer; P. H. Topping (27), 
engineer; and J. Shaw (29), mechame. The managing direc- 
tor (Mr. F. R. Reeves) said that the staff had been reduced 
t9 a minimum, and to take more men away would cause a 
stoppage. The applications were made with great reluctance, 
as the company were quite aware of the country’s needs, but 
they had their obligations. He had been in communication 
with the Board of Trade, and was informed that workmen 
would not be taken away unless the company could spare 
them, electricity, like gas and water, being necessary for 
the use of the publie. Amongst those who had joined up 
froin the staff were the chief engineer and his chief assistant. 
There were nearly 200 consumers of current in Sevenoaks, 
and the Government also had a supply. The manager was 
given conditional exemption, and the others until March 3lst. 

At Berwick-on-Tweed. the Electric Light Co. appealed for 
The manager said 
they were doing with the minimum number of employes, and 
women were of no use. They were supplying motive power 
to several important local factories. Conditional exemption 

At Sevenoaks, conditional exemption has been granted to 
Mr. F. G. Humphrey, electrical engineer, from whose works 
over 30 men have joined up. | 

At Oxford, Mr.-S. A. Stock (24), manager of the electrical 
engineering business of Mrs.. E. Storey, defended an appeal 
by the Military against six months’ exemption. The Mili- 
tary Representative said that respondent was passed for gene- 
rab service, and nine months had been allowed to fill. his 
piace. Mrs. Storey stated that Mr. Stock was the only man 
she had to carry on cher late husband's business. She had 
done her best to get another man, and was quite willing 
to allow Mr. Stock. to go if she could get a substitute who 
was a qualitied man. The business could not be carried on 
without someone who could do the buying, installing, esti- 
mating, &e., and she had no income except that frou the 
business. Captain Bailey intimated that it was possible that 
the Substitution Officer could get a substitute, and the appeal 
was respited for a month for this to be done, 

At Faringdon, Mra. Butler, of Carswell Manor, asked for 
conditional exemption for H. R. Jacobs. (36), who has charge 
of the electric light plant, but exemption was refused. 

At a sitting of the Surrey Appeal Court, the Military 
Representative . appealed against conditional 7 exemption 
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granted at Godalming to E. Lown (29), electrician to Messrs. 
Read & Co., of Farncombe, on the ground that he was doing 
work of national importance. The exemption was revised to 
three montha 

At Barnsley, the Electric Traction Co. appealed for a car- 
shed foreman (3), a brakesman (39), the parcels superinten- 
dent (36), two traffic inspectors (24 and 35), and a tram 
driver (26). The car-shed foreman, the parcels superinten- 
dent, and the eldest traffic inspeetor were conditionally 
exempted, and the other appeals were rejected. 

At Oxford, the Electric Co., Ltd., appealed for temporary 
exemption to January 31st for L. J. Hodge (31), electrician, 
who has been with the company for seven years, and is re- 
garded as indispensable. Hodge, it was stated, did important 
work, connecting all the cable from the streets to the housea 
and the power stations. It was dangerous work, to the man, 
to the buildings, and to the valuable plant at the generating 
station. A substitute had been obtained and was being 
trained, but it was impossible to think that he would be- 
come efficient in a month. It was intimated that Hodge had 
been anxious to volunteer for service, and had only been 
kept back by pressure. The Tribunal allowed until January 
3l st. 

At Chesterfield, a final month has been allowed to a fireman 
engaged at the refuse destructor works for the T.C. A simi- 
lar term was previously granted for а substitute to be 
obtained. 

At Barnsley, an appeal was made by Mrs. Burns for the 
retention of B. Gregory (22), electrician, passed in Class A. 
Two months were allowed for a substitute to be found. 

At Whitby, the Military Representative asked for a review 
of a certificate of exemption held by H. Frith, electrician 
with Mr. A. H. Walker, but no alteration was made. The 
Military Representative said that he should appeal against 
this decision. . 

A Brighton firm of electrical engineers, engaged on much 
hospital work, appealed for & wireman and electrician. "The 
firm stated that it was impossible to replace the man, as 
those available found they could now start on their own 
account. Two months were granted. 

At Bexhill.on-Sea, Messrs. J. Iu. French & Co. asked for 
further time for H. Mullinger (40), manager of the elec- 
trical and heating department of the business, and who is 
continuing on special Government work. 
inonths, with the Volunteer condition, were granted. 

The West Kent Appeal Court, on December 19th, had 
before them again the case of Mr. A. Leach, electrical engi- 
neer, of Maidstone, referred to in a recent issue of the ErLkc- 
TRICAL Revirw. Mr. Leach claims having applied for 
naturalisation in America, and for a passport for that coun- 
trv, and, as the matter is being considered by the Home 
Office, the case was further adjourned to await the decision. 

At Coventry, the Corporation tramway department asked 
for exemption for five single and 72 married men, owing to 
the difficulty of obtaining suitable substitutes. The pre-war 
staff numbered 314. and that number is reduced to 147. It 
was stated that out of 27 substitutes, 12 had been retained. 
It was suggested that tramway: workers, passed in low cate- 
gorles, who are already in the Army, should be released to 
replace men now working on the trams, and the Tribunal 
decided to place all the men claimed on the substitution list. 

At Sheffield, Messrs. T. B. & W. Cockayne appealed for 
the retention of W. Fuller (35), electrical engineer, and ex- 
einption to June 30th was conceded. 

Messrs. Page & Bloomer appealed, at Stourbridge, for T. 
White (31), electrician, and three months were allowed. 

Worcester Tribunal has granted conditional exemption to 
F. J. B. Cook (36), the only man left in the electrical depart- 
ment of Messrs. J. Ward, Т. 

At Weston-super-Mare, the Electric Supply Co., Ltd., ap- 
pealed for H. Brewer (38), wireman, engaged in installation 
work. The manager, Mr. G. Charlton, said that if Brewer 
were taken the installation department could not carry on 
work. One wireman of higher classification was under orders 
to serve, and that would leave only two. including Brewer. 
The Militarv Representative recommended that the case be 
adjourned sine- die, based on the medical category, СЗ, and 
this course. was adopted. 

At Stockton-on-Tees, on December 98th, the Imperial Tram- 
wavs Co. appealed for two motormen, aged respectively 40 
and 32, and both passed in Class B3. Mr. A. Е. Forbes, for 


the company, said thev had released 421 men for the Army. . 


The Mavor said that the Tribunal were satisfied that the men 
appealed for would not be of a great deal of service to the 
Army, and they would be given conditional exemption. 

At the Kingston-on-Thames Tribunal, the borough electrical 
engineer applied for exemption for a stoker, 26 and passed 
B1. He said that owing to the scarcity of men he and his 
chief assistant had several times had to stoke the boilers. The 
Mavor, evidently willing to serve as a substitute, remarked 
that it wasa '' very healthy exercise for you; better even than 


golf. I would rather shovel coal than knock a golf ball. 


about." Final exemption until Jan. 31st was granted. 


Holidays.—The works of Messrs. BRUCE PREBLES AND 
Co., LTD.. at Edinburgh, reopen to-day, after having been closed 
from Saturday last for the New Year holidays, 


Another three 


BUSINESS NOTES. 


Calendars and Diaries.—The Victa ELECTRICAL Co., 
LTD., 60, Queen's Road, Battersea, S.W., have issued a plain wall 
calendar with monthly slipe. 

From the BRITISH ALUMINIUM Co., LTD., of 109, Queen Victoria 
Street, London, E.C., we have received a wall calendar with neat 
monthly date slips at top right-hand corner above an interesting 
view of the company's Dam at Kinlochleven. On the back of the 
card is a complete roll of honour of the staff and employés of the 
company who are, or have been, with the Forces. 

Messrs. Pope's ELECTRIC LAMP Co.. of Hythe Road, Willesden, 
have issued a calendar with daily slipe for 1917. The block is 
practically surrounded by cartoons of the Elasta funny man and 
the performances of the Pope Elasta British-made wire lamps. 

From MEssrs. HASLAM & STRETTON, LTD., of Cardiff and Bristol, 
we have received a wall calendar, with monthly date slips, which 
will, by means of the picture in colour, " Annabel,” brighten our 
New Year. á 

We are once more indebted to the ELECTRIC CONSTRUCTION Co., 
LTD.. for one of their very useful pocket diaries. It is a simple 
and handy vest-pocket engagement book that cannot easily be done 
without, especially after one has become as used to it as we have. 

Messrs. W. Н. WILcox & Co.. Lro., of Southwark Street, S.E., 
have sent us one of their 1917 Date Remembrancers--a wall 
ealendar with monthly sheets. 

Messrs. Тот х WINSLOW. of Larkhall Rise. Clapham, S.W., have 
issued a wall calendar for 1917, small monthly date-slips appearing 
below a study in colour of " Aida." А series of desk-blotter slips 
has also been received. 

THE ELECTRIC AND ENGINEERING SPECIALITIES Co. ol 
79, Great George Street, Liverpool, have issued a wall calendar 
with monthly slips for 1917. The feature is a woman-worker, 
executed in colour, who has set down her pails the while she enters 
into a neighbourly gossip, in which, presumably, she makes a fore- 
cast of coming events—-‘* You mark my words! " 

The Chemical Trade Journal has published a wall calendar, as 
usual, with large monthly sheets. 

To the LANGDON-DAVIES Motor Co. we are again indebted for a 
pocket memoranda book, the opening pages of which contain a 
number of useful tables and particulars of the firm's standard sizes 
and types of motors. An insurance coupon is included. | 


Our Trade with New Zealand.—The Board of Trade 
Journal contains extracts from a supplementary report by Мг. В. W. 
Dalton, H.M. Trade Commissioner in New Zealand, in which, while 
recognising the difficulties under which home manufacturers are 
at present working, he lays emphasis upon the desirability of such 
manufacturers appointing agents in New Zealand at once, and 
warns them against deferring until more normal times the first 
steps towards the preparation of a selling organisation. Mr. Dalton 
says that the most important class in which the trade of the 
United Kingdom is deficient is machinery.- In normal times our 
share of this trade should be larger than it has been. He finds 
that there is lacking a sufficiently close touch with the special 
needs of the market in specialised lines different from those in use 
at homie, and an active selling campaign. 

Mr. Dalton reports that an agent, whose head office is in 
Australia, but who travels through the whole of New Zealand 
once а year, desires to take up the representation in the Dominion 
of British manufacturers of electric lighting glassware, dry bat- 
teries, electric bells and indicators, ceiling roses and fuses, insulators, 
conduit tubes and fittings, porcelain counterweights, electric fans, 
lampholders, pocket flash-lamps and lighting switches. Particulars 
can be obtained at the Board of Trade Department of Commercial 
Intelligence in London. 2 


An Ediswan Supper.— The staff of the West of England 
and South Wales Branches of the " Ediswan " Co., at the invitation 
of the district manager (Mr. F. W. Fifleld), partook of supper at 
" Maxwell's" Restaurant, Bristol, on Tuesday evening, December 19th. 
Mr. Fifield proposed “ The Ediswan Со.” and “ Bristol and Cardiff 
Staff,” and referred to the continued progress of the company. 
He expressed the hope that on the occasion of their next happy 
perty the war would be over. The enjoyment of the gathering 
was added to by the presence of Sergeant Ronald David, who at the 
time was in Bristol recuperating from wounds sustained in the 
Somme fight. Sergeant David, who joined the 6th Gloucesters at 
the outbreak of war, was the manager's chief assistant at Bristol, 
being transferred from the Cardiff office when the local depót 
opened. The members of the staff contributed to the musical 
programme. 


Works Extensions at Ргеѕќоп, — At the last meeting of 
the Preston Town Council, reference was made to a lease having 
been obtained by Messrs. Dick, KERR & Co., LTD., of a plot of land 
at the Dock suitable for the erection of new buildings. 


Palestine.— We have received from Mr. S. Feingold, of 
3, Boulevard de Ramleh, Alexandria, Egypt. some literature 
respecting Teutonic efforts for trade domination in Palestine before 
the war, together with particulars of the Anglo-Palestine Com- 
mercial Intelligence Agency which he has formed for the purpose 
of awakening an interest in Great Britain and her dependencies in 
the prospects of doing business with Palestine after the war. He 
is anxious to get into touch with British manufacturers iseuing 
export trade catalogues, 
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For Sale.—The Swansea Harbour Trust is offering for 
sale some electric motors, &c. Particulars will be found in our 
advertisements. 


Catalogues and Lists.—From Messrs. Noyes Bros. 
(MELBOURNE) PTY., LTD. we have received a fully illustrated 
brochure, showing electrical installations carried out by them in 
Australasia. ү 1 

Messrs. A. J. GREENLY & Co., of 37 and 38, Strand, W.C., have 
published a list of advertisement designs, with a view to giving a 
more or less definite idea of the cost of various forms of advertising 
work. 

DEARBORN CHEMICAL Co., Chicago.—32-page illustrated pam- 
phlet respecting corrosion, incrustation, and foaming in boilers, 
their causes, and the prevention of same by the use of proper 
reagenta in the water. | 

Messrs. CRAVENS' PATENT, LTD., 97 and 99, Corporation Street, 
Manchester.—21-page price list (illustrated) of many kinds of 
factory and warehouse trucks, ladders, trolleys, baskets, &c. 

INTERNATIONAL TIMÉ-RECORDING Co., LTD. 57, City Road, 
London, E.C.—16-page illustrated pamphlet describing their various 
time recorders. 


MR. О. N. Вкск, 1}, Queen Victoria Street, London, E.C.— 


16-page pamphlet describing the bar and pipe-bending tools of the 
Wallace Supplies Manufacturing Co., of Chicago, for whom he is 
sole agent here. 

THE ARORA Co., Loughborough, Leicestershire. - New list in a 
condensed form, arranged for over-printing on the front page, and 
vovering all the goods put on the market to date-—electric fires, 
boiling plate, rapid grill, and hearth stand—all of which can be 
supplied from stock with no advance in prices.  - 


Bankruptcy Proceedings.—C. B. OciLviE, electrical 
engineer, 43, Dudley Road, Whalley Range.—Receiving order made 
mber 22nd on a creditor's petition. 2 


The U.S. Industrial Situation.—In the course of an 
editorial on “ Present Business Conditions," the American Zlectrical 
Reriew and Western Electrician (December 9th) contains the 
following comments on the present and prospective situation :—" In 
the electrical industry there is no dearth of orders, and business is 

ва active as could be desired. The great difficulty seems to be that 
manufacturers are unable to secure the necessary raw materials 
and consequently cannot show an output sufficient to meet the 
demand. There is nothing in the present conditions to indicate 
an early change in the industrial situation. Employment is easy 
to secure, wages are advancing, the agricultural as well as the 
manufacturing districte are very prosperous, and the railroada 
have more business than they can handle. The situation is 


abnormal and in some respects unsatisfactory, but the volume of pro- - 


duction and consumption is unprecedented, and will no doubt 
continue so until the termination of the European war. Gold is 
rapidly accumulating in the country and credits are expanding 
with the resultant danger of a reversal in these conditions at the 
close of the war. A rapid contraction of credit invariably involves 
severe losses and a period of depression.” 


Hardening Steel.—The Westminster Electrical Testine 
Laboratory, of York Mansions, York Street, S.W., has sent us а 
circular, describing the results obtained with the Wild-Barfield 
process for hardening steel, which is particularly suitable for 
hardening sorew gauges, as it causes no change of dimensions, and 
scale, while the steel offers remarkable resistance to wear. ME: 


H. TRAUN & Sons, 25, Goswell Road, London, E.C.---Creditors 
must send particulars of debts, &c., to the Controller, Mr. J. D 
Pattullo. 65, London Wall, E.C., by February 10th. . 

ISABRIA, LTD.—Creditors must send particulars of their claims 
&с.. to the Controller, Mr. G. S. Pitt, 140, Leadenhall Street. Е.С. 
by January 28th. ИЗА 


Book Notices.— We һауе received copies of several 
journals published by Messrs. L. Vaudecrane et Cie., of the Rue 
Taibout, Paris. One is a recently started weekly paper, Z' Exporta- 
teur Francais, and another is Le Bureau Moderne. whic has 
reached ita fifth year. Both of them are business-like publications 
which should be of interest to those who are concerned, or wish to 
е with French home and colonial industrial and commercial 

airs. i 

“Some Modern Methods of Ventilation.” By R. Grie 
London : Constable & Co., Ltd. Price 8s. 6d. net. А ы 

“Engineering Directory." No. 63, October, 1916. London: 
Engineering, pan А 
. _ "Practical Safety Methods and Devices— Manufacturing and 

Engineering." By G. A. Cowee. London: Geo. Routl М 
Ltd. Price 12s. 6d. net. ы кы ыш: 

Our old friend Ha:el/'s Annual, іп the thirty-second year of its 
existence, assumes а somewhat altered appearance, and has changed 
ite parents, for it has now adopted the title "The New Hazell 
Annual and Almanack " (3s. 6d. net), and has passed under the 
joint control of the Oxford University Press and Mesars. Hodder 
and Stoughton. The main characteristic features of the old 
volume have been preserved in the new, and others have been 
added, and the volume, which is almost doubled in size, has been 


given an entirely new setting. The opening 52 pages, following upon 
a full index, are occupied with calendar and almanac matter, and 
naturally a great deal of space is devoted to the war (with maps) 
and matters arising out of it. The recommendations of the Paris 
Economic Conference are printed. and a whole mine of information’ 
appears relating to such matters as the Army and Navy, trade after 
the war, aviation, Parliament, industries, banking, education, and 
so forth. The sections on the British Dominions and Colonies 
and on foreign countries have been entirely rewritten, and embody 
full statistical information. ; . 

" Water Powers of Canada." Ottawa, Canada : Department of 
the Interior Dominion Water-Power Branch. IE 

"* Proceedings of the Physical Society of London." Vol. ХХІХ, 
Part 1, December 19th, 1916. London: The Electriciaag Printing 
and Publishing Co., Ltd. Price 4s. net. 


Trade Announcements.—THE E.N. Co., LTD., of ** The 
Light House," 233. Tottenham Court Road, London, announces 
that by an extraordinary ‘resolution of the shareholders the 
capital of the company has been increased to £10,000. Mr. 
Vernon H. Wells, electrical engineer, late of Faraday House, 
Clarke, Chapman & Co.. and the Westminster Engineering Co., 
Ltd., &c., has joined the board of directors, and he took up his 
duties as from January Ist. Mr. E. Cecil Beman, the founder of 
the company, remains managing director as heretofore. On the 
company's premises the latest applications and developments of 
electric lighting, heating, and power may be secn. The first annual 
dinner of the company was held at the Horse Shoe Hotel, Totten- 
ham Court Road, on Friday evening, December 22nd. when the 
whole of the staff and a few friends interested in the company 
sat down. Mr. E. C. Beman, the managing director, presided, and 
Mr. V. H. Wells, the new director, was the guest of the evening. 
Both gentlemen delivered speeches appropriate to the occasion. 

The name of the Anglo-Mexican Petroleum Products Co., Ltd., 
has been altered to the ANGLO-MEXICAN PETROLEUM Co., LT». 
It will continue to market the products of the Mexican Eagle Oil 
Co.. Ltd., including fuel oils, Diesel oils, lubricating oils, &c. 

Messrs. IRWIN & JONES, LTD., of London House, E.C., have been. 
appointed sole agents in the United Kingdom and France for the 
sale of the “Hunt” storage battery industrial trucks mannu- 
factured by the C. W. Hunt Co. (Inc.). of America. The firm will 
also look after Messrs. Hunt's interests for elevating and conveying 
coal and general merchandise. Mr. Herbert A. Jones has just 
returned from an extensive tour in the United States and Canada, 
where he has been inspecting and studying modern methods of 
handling and transporting raw materials and finished products. 


Fire.—lhe Birmingham Daily Post states that early on 
the morning of December 28th a serious fire was discovered at the 
Cable Works, Lydbrook. The generating station was found to he 
in full blaze, and practically the whole station was gutted before 
the arrival of the Ross Brigsde. Fortunately, the main portions of 
the buildings were kept intact. The cause of the fire is a mystery. 
The whole works had been closed from the previous Friday. The 
damnage is estimated at considerably over £ 1,000. . 


LIGHTING AND POWER NOTES. 


Australia.—In order to augment the electric lighting 
plant at Barcaldine (Queensland), the Council proposes to install 
a battery. 

The report of the Goulburn (N.S.W.) Municipal Electrical 
Department for the year 1915-16 shows a total revenue af £4,531, 
the average price per unit sold beimg 4°82d.; private lighting 
accounted for 102.107 units, realising £2,514 ; street and municipal 
lighting for 54,218 unita and £1,098, and power for 69,992 units 
and £877. The accounts show a gross profit of £2.200, and after 
allowing for depreciation, &c., a credit balance of £1,518 is carried 
forward. 

A scheme for the supply of electricity for lighting and power to 
Lilydale (Vic.) was considered at a meeting of ratepayers recently : 
the proposal is to utilise the river near Yarra Junction, from which 
sufficient power can be generated to supply the whole of the route 
(about 16 miles) with light and power, while probably many 
orchardists and ayriculturists will become users of this cheap 
means of irrigation. The Lilydale Shire Council is to be asked to 
investigate the possibilities, and to approach the Upper Yarra Shire 
Council to co-operate. If the scheme outlined be carried on, Lily- 
dale, Healesville, and Warburton, besides the smaller settlements 
on the line, could be adequately supplied. 

The sanction of the ratepayers of the Moonta (8.A.) Council has 
been obtained to the borrowing of £4.000 for an electric light 
scheme. For more than 30 years the Y.P. Gas Co. has supplied 
coal gas to the business and private residences, but the price of the 
illuminant (15s. per 1.000 ft.) has not given satisfaction, and the. 
ratepayers in business centres in many instances installed acetylene 
plante of their own. 

A loan has been arranged by the Strathalbyn (S.A.) Council for 
the installation of electric light ; it is proposed to obtain a second- 
hand plant from Melbourne. 

The Yarram (Vio.) butter factory has given an option to Mr. 
V. J. Crowley on the whole of ita electrical plant. which at present 
supplies power to the factory-and for lighting the town, with the 
object of installing a hydro-electric scheme. A company has been 
formed witha capital of £10,000 for the purpose of carrying out 
tho scheme.— Commonwealth Engineer. 
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The annual report of the Fremantle CW.A.) Municipal Trainways 
and Electric Lighting Board for the year ended August 31st last 
shows a gross profit of £17,000, being an increase of £574 on the 
previous усак working. The total income amounted to £63,113 ; 
the working expenses were £46,118. After. providing for interest 
on loans there was a net balance of £10,640, The amount to the 
єгєй of depreciation reserve account at August 3lst, 1915, was 
& 22.613, to which a sum of 66.469 has been added. 

By entering into an agreement Wih the Government for the 
supply of electricity for a period of 25 years, the Bourd has secured 
е right. of supply within a 5- mide radius of Fremantle Town 
Hall; when the arrangements for the taking the new supply are 
completed the Board's power house will be closed down. and the 
capital cost of the plant, less residual value, will require to be 
written off against depreciation account. Land has been acquired 
for a sub-station building, and the necessary machinery and appli- 
ances will be installed. and this expenditure will be financed out 
of depreciation funds. A general rearrangement of the distributing 
mains will also be necessary, and all motors will require either 
rewinding or replacing.—Commonicealth Engineer. 


Barnsley.—DvLk SurrLv.—' The Corporation has given 
formal notice that it is making application to the B. of T.. as the 
undertakers under the Barnsley Electric Lighting Order, 1890. for 
an Order permitting it tosupply electricity in bulk tothe Electrical 
Distribution of Yorkshire, Ltd. 


Birmingham.—Councillors Beale and Appleby, two new 
members of the Electricity Committee. have been asked to inquire 
fully into recent failures in electricity supply and to present an 
independent report to the Council. 


Bispham-with-Norbreck.—The Electricity Committee of 
the Urban District Council has decided that in future the charge 
for electricity for power purposes shall be 2d. per unit for the first 
200 units per H.P. installed. | 


^ 


Canada.—N1IAGARA POWER. А meeting of the бй 
Hydro- Басы: Radial Railway Association, at Toronto. recently 
passed a resolution calling on the Ontario Government to permit 
the Hydro-Electric Commission to expropriate the plant or pro- 
duct of the Canadian Niagara Power Co. and others developing 
power at the Falls. Sir Adam Beck stated that when the 
Chippawa development was completed energy will cost $75 per 
H.P.-year ; he disagreed that Buffalo was being deprived of power. 
stating that the agitation was for the purpose of compelling the 
U.S. War Department to hand over an additional 4.000 cb. ft. per 
second of water from Niavara River. 


Derby.—PnoPosEp Lo4N.—The Electricity Committee 
has recommended application for sanction to aloan of £34.000 fora 
2.000-KW. turbine, rotary converter, boiler, economiser, &c., and 
works extensions. 


Ealing.— Year's WonkiNG.—The Council's electricity 
undertaking made a loss of £3,038 last year, after meeting financial 
payments of over £10,000. Coal cost increased by £2.159, rates by 
£667, insurance by £177, wages, bonuses, &c., by £775, making а 
total of £4,000 ; on the other hand. it was estimated.that but for the 
war £3,000 extra revenue would have accrued, and the profit would 
have been £4,000, . After meeting the loss out of reserve, thelatter 
stands at £13,000. 


Edinburgh.— Year's Workixc.—During hes year ended 
May 15th, 1916, the Corporation electricity undertaking had a total 
revenue of £139,136 : working expenses amounted to £79,477, andthe 
cross balance was £59,659, resulting, after meeting interest and loan 
payments, in а deficit of £5.075 on the year. We note that the 
hulk of the revenue is credited to private lighting at the low war- 
time figure of 24d. per unit. less discounts, and, after meeting the 
ahove deficit, the reserve fund stands at £102,183. During the 
year 17.373.558 units were sold. or rather less than in the previous 


year; private lighting accounted for 9,573,928, and power for 


1.216.379 units. 


Glasgow.— The Secretary for Scotland has now sanctioned 
the borrowing by the T.C. of a further £500.000 for eleetricity 
extensions, raising the authorised borrowing powers to £3,000,000. 
A licence has ulso been granted to proceed with the erection of 
buildings at the new Dalmarnock power-house site. 

The Electricity Committee has recommended a contribution of 

£50 towards the expenses of the action pending between the 
d B.C. and Gas Light and Coke Со. in regard to alleged 
preferential charges. Тһе chief engineer has been authorised 
to furnish any available information to the Committees dealing 
with the question of interlinking electric supplies. 


| 4 MEI ме.-— Гре Tramways and 
Electricity Committee has. completed arrangements with the 
Luddenden Foot U.D.C. for supplying electricity in connection 
with public hghting within the district. 


Halifax.— Pr 5uic 


Hebden Bridge.—StGGEsTED BULK SUPELY, ,— Inquiries 
are to be made of the Yorkshire Electric Power Co. and the 
Halifax Corporation as to terms for a bulk supply; also of Messrs. 
Willans & Robinson as to the price and time ot delivery of un oil 
encine of equal power to that at present on the works. 

Owing to increased costs of production, the Electricity Com- 
mittee has decided that prices for electricity must be increased ag 
from January lst, 1917. 


кышы charges are тапсы: 20 рет 


cent., and power prices 25 per cent.: this is the first advance at 
Hebden Bridge since the war broke out. 

HvybRo-ELECcTRIC PLANT. --- А small. hydro-electric plant, 
utilising a fall of about 500 ft., has been installed in connection 
with the Old Town Mills. The plant is about half a mile from 
the mill, from which it is controlled electrically : it consists of a 
Pelton wheel running at 600 R.P.M., supplied by Messrs. Gilbert 
Gilkes. and fitted with a shaft governor. which, we gather, shuts 
off the water bv a deflector, in case of accident, in a fraction of a 
second. In addition, needle control in the nozzle adjusts the water 
to the power requirements independently of the deflector, thus 
saving water. The electrical equipment was supplied by the 
General Electric Co., and consists of a 500-550-volt generator, 
supplying energy by au overhead line to a 630-R.P.M. motor, which 
drives the mill shafting through a Renold chain drive. The 
distant control consists of a hydraulic sluice operated by the piston 
of a hydraulic cylinder, the water supply to which is controlled by 
a magnet-operated four-way valve. The magnets are energised 


‘from accumulators, and electrically connected to the mill by wires 


on the overhead line, which also carries telephone and lighting 
wires. The installation was carried out by Messrs. Gilbert Gilkes 
and Co. 


Hereford.—Loan APPLICATION.—The T.C. has applied 
to the L.G.B. for sanction to а loan of £63.309, instead of £45.000, 
as orginally asked for. to meet the cost of installing additional 
generating and transmission plant. 


High Wycombe.—Pcsitc LicgriNG.— The Electricity 
Co. having declined to modify the terms in settlement of ita 
outstanding claim for public lighting—a pavment of £100 per 
quarter, with an undertaking to renew the contract for seven years 
upon the expiration of the existing contract —the T.C. has decided 
not to extend the contract at the present time. 


Holme.—The electricity company's balance-sheet for the 
past year shows that. after allowing £76 for depreciation of plant, 
there was a profit of £32. A dividend of 3 per cent. has been 
declared, and a balance of £25 carried forward. 


Kirkcaldy, EXTENSIONS REPoRT.—Nir John Snell, in a 
report on the question of plant extensions, recommends that the 
existing station should be remodelled, the extensions to be spread 
over 10 years. at a cost of 461.300, An alternative proposal is 
that the Fife Electric Power Co. should acquire the existing station 
at. roughly, £38,000, to be paid within two years after the war, and 
supply in bnlk for the Corporation' s requirements. 


Llandudno.—PRoposeED  BATTERY.—4À statement has 
been presented to the U.D.C. showing the profit or loss on the 
electricity undertaking from the time current was first supplied 
to the Light Railway Co. for traction purposes. The Council 
attributes the loss on working to the fact that no battery for 
small loads has been available. The electrical engineer has been 
requested to report fully on the question of providing & battery. 
The L.G.B. is also to be asked to authorise the necessary capital 
expenditure and the borrowing of the money. 


New Zealand.— The report of the Christchurch Muni- 
cipal Electric Lighting Department for the year ended March 31st, 
1916. shows that there were 2,935 consumers, as against 1,623 in 
1914-15, whilst the units sold were 2.260.672. as against 1.375.738, 

The electricity department of the Gisborne B.C. in its annual 
report shows expenses totalling £9,623, againat a total revenue of 
£10,515, leaving a balance to carry forward of £892. The gene- 
rating plant comprises three 150-u.P. Diesel engines, but it is being 
extended by the installation of а steam plant—Babcock & Wilcox 
boilers and Belliss & Morcom triple-expansion condensing engines 
of 500 H.P. A hydro-electric scheme is also under consideration. 
The number of consumers is now 1.150. The tramway revenue 
amounted to £2,064 and the expenditure to £2.190; the tramway 
debit balance at date of accounts was £444. The cars are of the 
storage battery type. 

The years working of the Wellington Corporation Electricity 
Department shows a net credit balance of £10,558. The revenue 
from power supply and public lighting amounted to £12,763 (power 
£9,472. public lighting £3.291). The Н.Р. of motors connected at 
the power station was 4,058, and the average revenue per unit sold 
for power l'?9d. The revenue from private lighting was £67,623, 
and the H.P. of motors connected to electric lighting station 
1.504.— Commonwealth. Engineer. 

The ratepayers of Tauranga have voted in fav our of the Council 
borrowing £1.600 in connection with the completion of the electric 
lighting scheme. . 


Richmond-on-Thames.—The Guardians have approved 
of an increase of 20 per cent. in the charges of the Electric Light 
and Power Co. for power and heating as from the termination of 
the present. quarter. 


Shilton.— The Connell. has refused an offer. to light 20 
atreet Jamps electrically at £2 per lamp for six n and has 
adopted a scheme tor using oil lamps. 


South Africa.—For the quarter ended September 30th. 
the working of the Cape Town Municipal Electricity Department 
resulted in a falling off in туей: Although a considerable і increase 
in sales of energy occurred. Of 277,475 extra units sold, 275,80 
were sold tor power, the alkene revenue from which was oniy 
£775. while during the same period tho temporary closing of 
certain premises and the introduction of half-watt lamps resulted 
in a decreased lighting revenue. Forthe whole year it is estimated 
that the profit will be decreased by £8 500, TA, Mining Journal, 
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A hydro-electric plant of 110-Kw. capacity has recently been 
constructed and put into operation at the mine uf the Pigg's Peak 
Development Co. in Swaziland. Most of the equipment has been 
lying in disuse at this old Swaziland mine for some years, and the 
addition of this plant is likely to prove of service in increasing 
the gold output of the mine. 


Stoke-on-Trent.—CookiNc RaTrEs.—With reference to 
electricity for cooking, the T.C. has decided that where domestic 
consumers are prepared to guarantee a miniumum consumption of 
£4 per annum, energy in excess of this amount shall he charged at. 
dd. per unit. 


Tasmania. —H YDRO-ELECTRIC REPORT.—In his second 
annual report on the Stato Hydro-Electrie Department, the chief 
engineer and general manager (Mr. J. H. Butters) states that the 
contract entered into with the Electrolytic Zine Co. of Australasia, 
Ltd., is the first step towards a revolution iu the industrial life 
of the State, and is, he firmly believes, the forerunner of many 
large industrial enterprises in Tasmania which will require a large 
amount of hydro-electric power. In view of the contracts which 
have been entered into, und the contracts which ure in neyotiation, 
viz., with the Mount Lyell Co., the Launceston Municipal Council, 
und others. it has become essential to form some idea of the State'a 
water power. A commencement has been made in this direction 
during the financial year: rain and snow gauges have been estab- 
lished throughout the Great Lake and Ouse detachment. areas, and 
means of mensurement of all the water passing the dam at the 


Great Lake has been established. Preliminary investigations are | 


being made at Arthur's Lakes. Lake St. Clair, the river Derwent, 
and the Franklin River. The report states that the impression 
seems to exist that the Great Lake scheme is entirely a Southern 
one: that the Arthurs Lakes scheme, 
developed, will be for fhe North, whilst the Lake St. Clair scheme 
will be for the West. "This is quite erroneous, as all the schemes 
on the central plateau would be interconnected. From conservative 
information available. says the report, it has been established that 
70,000 H.P. can be developed from the Great Lake scheme after the 
Ouse diversion has been effected : but the policy of the Department 
would be not to load this scheme up to its full capacity until a 
number of years’ readings have been obtained of actual discharge 
through the Great Lake sluiceways. and rather to recommend the 
development of one of the other schemes, which, in its turn, would 
be loaded up to, approximately, three-fourths of its? calculated 
capacity, and so on; this Mr. Butters considers will conduce 0 the 
most satisfactory working. 

The contracts which have teady been secured will load up the 
southern line.: -and further large contracts will necessitate the 
building of additional transmission lines. The Department will 
induce manufacturers to establish in divergent centres such as 
Launceston and the West Coast. in order that the benefits of hydro- 
electricity may be distributed throughout the State, but the 
deciding factor in settling the site will be the manufacturers 
themselves 

Mr. Butters points out that the industries which will be likely 
to establish themselves in Tasmania are ones whose electric power 
costs represent a large proportion of their total annual costs, and 
which require a very large amount. of electrical energy, which 
makes the power costs the most important factor of their opera- 
tions-—such as the electrochemical and electrometallurgical 
industries. This may be emphasised when it is noted that the 
whole of the requirements of the City of Hobart and its suburbs 
at the present moment amounts to less than 2.000 H.P., while one 
contract alone for an electrometallurgical industry will require 
30.000 n.P. These electrochemical and metallurgical industries 
(ie. the primary industries) will be the first früits of the hydro- 
electric investment, and they. in their turn, will induce a large 
growth in existing secondary industries, and also the establishment 
of additional secondary industries. кс. : these secondary industries, 
however, will neither require nor expect electric energy at prices 
much below what can obtained on the mainland: in fact. it may 
be stated that there are few secondary industries whose principal 
market, is outside Tasmania, which would come here even if power 
were supplied free. as the extra shipping and marketing charges 
would more than outweigh this concession. The prosperity of the 
State, therefore, clearly depends upon being able to induce large 
primary industries to establish themselves. 


Taunton.—^'rarrF SuPPLY.—The Elec tricity Committee 
Pücoramends- that the electrical engineer should in future have 
2.000 units without charge, and be charged jd. per unit for addi- 
tional supply to his residence, which, by arrangement, was equipped 
with domestic electric appliances for light. heat, cooking and hot 
water supply. to provide facilities for inspection to prospective con- 
sumers, and to obtain data: the last year's consumption for all 
purposes was 6.757 units. The Committee has also decided to 
extend to any of its workmen an existing arrangement for supplying 
them at ld. per unit. flat rate. on the understanding that en 
failures- of the light such men should immediately report for 
breakdown duty. 


Willesden.— Loan Sanction.—The Council has recently 
received sanction from the L.G.B. to raise £5.000 to cover the cost 
of laying a new direct-current feeder in order to meet the growing 
demand of local factories: this, toecther with recent sanctions 
for other extensions: will represent ov er £15, ODY E on desig. 
ments of this kind. E uel Rue asp б. uy | 


Worthing.—PRicE I NCREASE. к.—Тһеге will БЕЛЫЙ be a 
deficit at the end of next March (including the debit balance of 
£416 brought forward) of £1,984." Ani increase of 20 per cent. on the 


if proved, and when — 


present charges during the next quarter would, if put into operas- 
tion at once, reduce this deficiency by approximately & 350. and it 
would also largely meet any deficiency in the coming year. assum- 
ing the war continues so long ; and the Committee hus accordingly 
recommended a further increase from 10to 30 per cent. on the pre- 
war charges, with the exception of supplies registered by slot 
meters. Lt was stated that had the year been normal. the under- 
taking would have shown a profit of from £1,500 to &£ 1,600. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—Since Mr. Moffet, ilie new manager, assumed 
charge of the tramways he has instituted some beneficial changes. 
Amongst these is the much-needed electrically lighted numbering 
of the cars for showing the direction in which they are going. 
Although every car has been fitted with coloured lights for the 
past eight years, no attempt was made to utilise them as way- 
direction lights, 


Blackburn.— The traffic. returns for the, Corporation 
Tramways for the week ended December 27th show that 240,897 
passengers were carried, the number a year avo being 237.306. The 
receipts amounted to £1,252, an increase of £20 compared with 
last year. 

Blackpool.—TRarric RETURNS.—Mr. Charles Furness, 
general manager of the Corporation Tramways, reports that the 
month's receipts were £2,599, an increase of £133 compared with 
the same period last year. Passengers showed an increase of 
76,947. From April Ist to December l4th the receipts were 
£81,105, an increase of £13,556 compared with the same period 
last year. The receipts during the whole of 1943. which were a 
record, amounted to £54 00 ; passengers this year show an increase 
of 2, 780.094. 


Bradford.— FRAMwaAv ve. Raimwav Fanuks.—-In con- 
nection with the new railway fares und reduction of facilities. a 
few interesting comparisons have been made at Bradford between 
the suburban railway service, under the new conditions, and the 
tramway service. The figures indicate the prospect of a heavy 
increase in tramway patronage, at the expense of the railways. 
Practically every place served by the railways around Bradford, 
and many which are not so served, are served by the tramways. 
Amongst some of the most startling comparative figures are the 
return fares for Thornton, railway 1s. 3d., tramway td. ; Bingley, 
ls. 44d. and 6d. ; Queensbury or Stanningley, ls. and 6d. .In regard 
to the linking-up of the city with other towns, the return fure by 
railway between Bradford and Leeda will be 28. 3d., as against 18. 
by car: Halifax, 2s., as against Is.: Huddersfield (which has 
hitherto shown practically no advantage by tramway, owing to the 
circuitous route), Зв. 134., as against 28. through, or 10d. by poing 
rit Brighouse, and walking to the Fartown terminus of the 
Huddersfield system. 

TRAFFIC RETURNS.—The receipts of the Corporation Tramways 
for the 267 days of the current tramway year show an increase of 
over £10,000 on the corresponding period: of the previous 12. months 
—£ 261.326 compared with £251,258. 

Continental.—lTALv.—Messrs. Aroedi, Grippa & Co., of . 
Milan, have submitted a scheme to the Italian Ministry of Public ` 
Works for the electrification of the secondary and complementary 
railways of Sicily. The electrification embraces 11 secondary lines, 
with two branches, serving 25 towns and cities, and seven comple- 
mentary lines, with two branches. serving 28 towns and cities. 
The consumption, at present. of coal on all these lines is 70.000 
tons. worth 3,500,000 pesetas. and a saving will be effected 
of 1.000.000 pesetas when the network is electrified. It is intended 
to use single-phase current at 11.000 volts pressure. The distrib- 
tion will be made from a transforming and converting station at 
Nicosta, which will be fed from the central station of the Società 
Elettrica della Sicilia Orientale. 
50,000 volts from 14 sub-stations, where the pressure will be stepped 
down to 11,000 volts. —Zuduxt ria e Invenciones, 


Edinburgh.—TRaMWay PuncnasE.—The C ity ү ram- 
ways Committee has recommended the acceptance of the Tramway 
Co.'s offer to sell the rolling stock, cables. and other plant to the 
Corporation for £5U0.000. 

A Sub-Committee has been appointed to inquire into the present 
or prospective need for additional transport facilities between 
Edinburgh and South Queensferry, and as to what assistance would 
be given to the Corporation in the event of the facilities being 
provided. 8 


Glasgow.— The valuation of the tramway undertaking 
by the Assessor of Railways and Canals for the year 1917-18 was 
reported to be £275,896. as against £269,087 for the previous 
year. 

Mr. Dalrymple, the general manager of the Corporation Tram- 
ways, has addressed a memorandum to the traffic staff. in which he 
makes suggeatians for the avoidance of accidents. which have been 
somewhat frequent recently. 


^ Halitax.—The quene зу еш of leading {ташейта. and 
methods of maintaining. order in.lqading and ‘unloading usnally 
associated with that system, are to be adopted early in the year. 
At first the adoption will be partial. and it wil] be extended to all 
routes as the passengers become accustomed to it. | 


The distribution will be made at С 
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Ikeston.—-TRaMWay SALE.— The Notts. and Derbyshire 
Tramways Co. is asking for Parliamentary powers to take over the 
Corporation Tramways undertaking at an agreed price of £28,150. 
to be paid in instalments. The transfer would take effect as from 
September 50th last. N 


Leicester. —FAnE INcgEAsE.—Owing to the additional 
expenditure required during the ensuing year, the Tramways Com- 
mittee has found it necessary to increase the revenue, and has 
decided to^ fix a 13d. fare for the full journey on all the tramway 


routes, with a ld. stage on each route, aud also to inerease the fare 
for children to Id. 


London. —On Boxing Day, owing to an exceptionally high 
tide in the Thames. the railway in the vicinity of Kew Bridge was 
submerged, and the electric trains were for a time held up. 

COOKING [INSTALLATION.- -According to the Engineer, the com- 
panies associated with the London Electric Railways have converted 
a building at Earl's Court Station into aclub for their women 
employés, who number over 4.000, and have provided an electric 
cooking plant consisting of four baking ovens. а large boiler and 
steamer, boiling plates. grills, &c., for cooking 200 meals. 


Luton.—AccipENT.—On December 2&th last, а Luton 
car, descending а hill, left the track. and was wrecked against a 
bank. two porsons being badly injured. 


Newcastle.—1n reply to complaints as to irregular 
tramway services, Mr. Hatton, the manager of the Corporation 
tramways, has submitted a statement showing that. despite the 
difficulties of the present situation, the passengers per week now 
number 1.509.000, as compared with 1,180,000 before the war : that 
during the war 696 new nrotormen and auxiliary motormen, 201 
youths, and 525 women had been trained to fill vacancies, and that 
the enzineering and maintenance staffs had been considerably 
depleted. The overhead construction had been well looked after. 
but. the track could not be properly repaired. Many interruptions 
were due to slight defects in equipment, collisions due to inex- 
perienced driving, overloading, and lack of lighting. Jt was 
surprising that they had done so well under the circumstances. 


New Zealand.—The annual report of the Wellington 
Corporation tramway department for the vear ended March 31st last 
records atotal revenue of £187,864, as compared with £167,331 for 
1914-15. and a net credit balance of £21.474. The car-mileage was 
2.084.402 as compared with 2.521,692, and the passengers carried 
were 28,687,773 as compared with 25,517,515. During the year. 10 
double saloon passenger and 1 freight car have been constructed, 
the rolling stock now numbering 112 vehicles : provision has been 
made to build and equip another 10 large cars during the present 
year. In view of the small margin of generating plant available 
for meeting emeryencies, provision has been made in this year's 
estimates for the purchase of а 1,000-Kw. mixed-pressure, geared 
turbine set. The average revenue per car-mile was 15'76d., the 
average working expenses 1024d.. and the average total expenses 
HE 86d.- Commonwealth Engineer. 


Oldham. —loxsr MitkEAGE.—Àt a meeting of the Tram- 
ways Committee held on Thursday. December 25th, it was reported 
that ‘00 car-miles had been lost on the system during the past 
week throuzh the fog and 520 car-miles were lost through snow. 


Salford.—The Corporation. Tramwa ys Committee has 
agreed that the claim for time and a-half pay for Sunday labour 
shall be dealt with by the Committee on Production. 


South Africa.—ELECTRIFICATION or RatLways.—The 
South African Railway Administration has under consideration 
the question of electrifying certain sections of the railway system. 
Sir Willian Hoy. the veneral manager, in a letter addressed to the 
, Durban. ‘Town Council. states that in all probability consulting 


engineers will shortly be invited to South Africa to report upon a ` 


scheme which has already been drawn up. Some years ago ascheme 
was proposed to construct an electric railway between Johannes- 
burg and Pretoria. and it would seem that from the point of view 
of possible traffic. both passenger and freight, the time is ripe 
for the revival of this scheme. Apart from uniting the two towns, 
aml developing the intervening district. it would furnish an admir- 
ab'e and prastical solution to the problem of finding work, not 
only for South African soldiers who are even now returning from 
GT A. but also for the great mass of industrial workers who are 
lik ly to be thrown out of work at the close of the war. 

The original promoter of this electric scheme was Dr. William 
Macdonald, who, with the then Mayors of Johannesburg and Pretoria 
(Mr. H. J. Hofmeyer and Sir Johannes van Boeschoten), proposed 
a route some 10 miles shorter than the existing steam line to 
Pretoria. ‘The cost was estimated at £400,000, and it was then 
affirmed by the S.A.R. Administration that the profits were likely 
to'be so large that. the new railway would more than pay for the 
possible loss on the old route. The capital: required to construct 
this line wa: offered by more than one private firm, who saw the 
enormous potentialities of such a lige. Power was offered. it ів 
wnderstood. by the Victoria Falls E.P. Co.. and the then general 
manaver of the S.A.R. was heartily in favour of the scheme. 

The scheme was shelved in consequence of opposition from the 
outset by certain Cape members of the Cabinet at that period, who 


did not look with favour upon the linking-up and closer union of 
Pretoria with Johannesburg, 3 


TELEGRAPH and TELEPHONE NOTES. 


Breaking Insulators.—On December 27th, seven youths 
were fined 15s. each for throwing stones at telegraph insulators at 
Habergham Eaves. Mr. J. H. Callis, of the Sectional Engineers 
Office, Blackburn. stated that no fewer than 300 insulators had been 
broken at this particular section in J916. 

At a Children's Court at Preston, on Monday, five young boys were 
fined for stone-throwiny at insulators. It was stated that in Cadley 
Lane, Fulwood, alone, 150 insulators had been broken, and on one 
section £400 damage had been done to insulators during the past 
nine months. 


Iceland. — The Great Northern Telegraph Co. of Denmark 
announces that its rates have been reduced to Iceland and the Faroe 
Islands to 4d. and 3d. per word respectively. 


Spain.—The new postal headquarters at Madrid is to be 
equipped with wireless telegraph and telephone apparatus of the 
latest models. The transmitter will be of the sane type as that 
which made possible the transmission. of the human voice 
from -New York. to. Honolulu and Paris. The antenna will be 
carried by four iron posts mounted on towers on the top of the 
building. From the central tower, 90 metres high, wires 
will beled to the other three posts. two at the front of the building 
and the other in the rear. The receiving apparatus will include 
some type of telephonic relay. enabling the intensity of the feeble 
current received to be amplified 500 times.— Industria e Inren- 
сіопех. 


United States.—.X Bill forbidding foreign ownership of 
wireless stations within the United States ia being prepare 1. —- The 
Timex, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Syvnry.—Feb. 19th. © Municipal Council. 
Meters, maximum-demand indicators, feeder regulatora. Specifica- 
tion from E.L. Department, Town Hall. р 

January 22nd. Deputy P.M.G. Nine electrically-controlled 
clocks for Newtown Post Oftice.* 

PERTH.— January 10th.  P.M.G.s Department. Telephone 
instruments and parts. See ‘ Official Notices " December 15th. 

MELBOURNE. — January 31st. Department of the Navy. 
Dynamos, switchboard, motors, balancers, and control rear, for 
Flinders Naval Base. Specifications from the Director of Naval 
Contracts, Melbourne.* 

March Sth. Concil. 
^ Official Notices " to-day. 


Bootle. — Corporation. 
Notices " December 29th. . 


One 7.500-K.V.A turbo-alternator, See 


Tramway vail. Nee Official 


Glasgow.—The chief engineer of the Corporation Elec- 
tricity Department has been authorised to obtain tenders for the 


supply of one 6,000-Kk Ww. turbo-generator set to meet the demands 
of the winter of 1917-18. 


New Zealand.— l'AURANGA.— February 12th. Borough 
Council. Supply of six three-phase transformers, 11,000-100 volts. 
Messrs. Н. W. Сите & Sons, Consulting Engineers, Raetihi.—- 
У.А. Shipping and Commerce. 


South Africa. —Dursax.—February 12th. Six four-ton 
electric travelling portable jib-cranes for the harbour. * 


Spain.— Tenders have lately been invited by the manicipal 
authorities of Caceres (Province of Caceres) for the concession for 
the electric lighting of the town during a period of 15 years. The 
municipal authorities of Torroella de Montyri (Province of Gerona) 
have also lately invited tenders for the electric lighting of the town. 


West Ham.—January 11th. Corporation. Опе water- 


tube boiler, one 3,000-K w. turbo-alternator. See " Official Notices " 
December 29th. 


Wigan.—January 8th. ‘Tramways Committee. 30-H.P. 


motor tower-wagon. Mr. Frank Buckley, General Manager, Market 
Place. | | 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


ee — — o = 


CLOSED. 


Aberdeen. — Corporation Tramways Committee. 
electric motors 'o: cars: British Thomson-Houston Co., Ltd. 


Aldershot.—On the recommendation of the B. of T., the 


U.D.C. has renewed a contract for 1,200 tons of small coal for the 
electricity works. at £1 3s, 6d. per ton. 


Four 
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Glasgow.—The Statute Labour Committee has accepted 
the offer (£132) by Messrs. Wm. Anderson, Ltd., for additional 
wiring at the harbour tunnel. 

Messrs. Wm. McGeogh & Co., Ltd., have secured the contract to 
supply the electrical materials to the T.C. Cleansing Department 
for the next six months. 


Salford.—Gas Committee. Accepted tender :—12-H.r. 
electric motor : Messrs. Mather & Platt, £123. 

The Electricity Committee has accepted the offer of Mr. J. Heaton 
for 2,500 tons of Tyldesley No. 1 slack coal under the conditions of 
the existing contruct (approximately £2,333). 

The General Purposes Committee has considered the contract 
entered into with Measrs. E. M. Evans & Son for the maintenance 
of the intercommunication telephone system for the Finance Com- 
inittee, and has recommended the Council to agree to the payment 
of an increase of 20 per cent. in respect of the saine, the Council 
reserving the right to reconsider the matter on the termination 
of the war, should such event take place prior to the termination 
of the contract. 


Surbiton. —U.D.C. Two electrically-propelled dust vans : 
Edison Accumulators, Ltd., £1,025 each. 


FORTHCOMING EVENTS. 


rs (London Centre).— 


Institution of Post Office Electrical En 
At 6 pm. At e Institution of Electrical 


Monday, January 8th. 
Engineers, Victoria Embankment, W.C. Paper on “ Тһе Story of the 
Keyboard Perforator,” by Mr. Н. H. Harrison. 


Liverpool Engineering Society.—Tuesday, January 9th. At tbe Royal 
Institution, Colquitt Street. Paper on ''Serew-Measuring Apparatus," by 
Mr. A. Brooker. f 


institution ef Civil Engineers.— Tuesday, January 9th. At 5.30 pm At 
Great George Street, S.W. Paper on ''Recent Progress in ging 
Machinery,” by Mr. W. Brown. 

Association of Engincors-in Charge. — Wodnesday, January 10th. At8 p.m. 
At S$. Bride's Institute, Bride Lane, Е.С. Paper on ‘ The Design and 
Construction of Industrial Premises," by Mr. A. Alban H. Scott. 

Greeneck Electrical Society. Thursday, January lith. At 7.45 p.m. At 

2 West Stewart Street. per on “Factory Installations," by Mr. R. T. 

terson. y ts 


institution of Electrical Engineers. Thursda , January llth. At 8 p.m. 
At Victoria Embankment, W.C. Paper on “ ciples Involved in Com- 
puting the Depreciation of Plant," by Mr. F. Gill and Mr. W. W. Cook. 

(Scottish Local )—Tuesday, January 9th. At 7 p.m. At 
Prinoes Street Station Hotel, Edinburgh. Paper by Messrs. Gill and Cook. 
(Yerkshire Local Section).—Wednesday, January 10th. At 7 p.m. 

At the Philosophical Hall, Leeds. Ordinary genera] meeting. 


P sd 


THE MINISTRY OF MUNITIONS AND 
COPPER. 


THE Minister-of Munitions has issued the following Notices and 
Orders, dated January Ist, respecting copper supplies :— x 

1. He hereby takes possession as from the date hereof until 
further notice upon the terms specified in the Schedule hereto of 
all unwrought copper, including copper scrap and swarf, in any 
form whatsoever subject to the following exceptions :— 

(a) Rough copper, copper ore and copper scrap, and swarf, 
in the possession of, or due under an existing contract in 
writing for future delivery to, a smelter or refiner for the pur- 
pose of conversion into refined metal. 

(b) All copper, including copper scrap and swarf. in the 
possession of or due under an existing contract in writing 
for future delivery to a manufacturer for use in such 
manufacturer's own works. 

(c) Copper scrap and swarf specially excepted under the 
written authority of the Minister of Munitions. . 

2. If any person having control of any metal to which this notice 
applies without tbe consent of the Minister of Munitions sells, 
removes or secretes it. or deals with it in any way contrary to any 
conditions imposed in any licence or permit that may have been 
granted in respect thereof, he will be guilty of an offence against 
the Defence of the Realm (Consolidation) Regulations, 1914. 

3. All existing licences issued by oron behalf of the Minister of 
Munitions for dealing in any scrap or swarf to whioh this notice 
applies are hereby cancelled. 

4. The Minister of. Munitions hereby requires every smelter or 
refiner to make a return to the Director of Materials at the end of 
each calendar month, including the month of December, '1916, of 
the total quantities of refined copper of each description in stock, 
distinguishing between (1) that sold for use on Class "A" or 
Class " B "work ; (2) that allocated for such use in his own works ; 
and (3) the residue not во sold or allocated. And he further 
requires every maker and holder of copper scrap or swarf to make 
a return tò the Director of Materials at the end of each calendar 
month, including the month of December, 1916, of the total 
quantities of each class of such scrap or swarf in stock, distinguish- 
ing bstween (1) that sold for use on Class “А " or Class " B" work, 
(2) that allocated for such use in his own works, and (3) the 
residue not &o sold or allocated. 


5. All applications with regard to this Order should be addressed 
to— The Direotor of Materials, A.M.2.B., 
' Armament Buildings, * 
Whitehall Place. 
London. S.W., 
and marked "Copper Permit." 


« The before-mentioned Schedule referred to :— 

(a) Copper included in the Returns made in accordance with 
Clause (2). Sections (a), (h) and (с) of the Order made on December 
8th, 1916, and taken over under the above Order (except copper due 
for future delivery on sliding-scale terms) will be paid for on delivery 
by the Minister of Munitions on the basis of the value as indicated 
by the average of the official quotations of the London Metal 
Exchange for the last 15 days of December, 1916. 

Copper due for future delivery on slidiny-scale terms will be paid 
for at not more than 10s. per ton of metal over the original full 
contract terins, including all discounts, commissions, or rebates of 
any sort. 

Special circumstances in connection with any copper taken over 
may be taken into consideration by the Minister. 

(5) A Price Schedule for copper scrap and swarf based down- 
wards on the quotation for electrolytic copper as a standard will 
be drawn up by the Director of Materials for the purpose of the 
taking over of stocks under the above Order, and as a basis for 
future transactions. | 

(c) The quantities of refined copper specified in the returns of 
emelters or refiners under Clause (4) of the above Order and not 
sold or allocated as therein mentioned, will be paid for on delivery 
by the Minister at the average of the relative official quotations 
of the London Metal Exchange for the month in question. 

(d) The scrap and swarf specified in the returns by makers and 
holders under Clause (4) of the above Order and not sold or allo- 
eated as therein mentioned will be paid for on delivery as may be 
directed by the Minister on the basis of the average of the quota- 
tions for electrolytic copper for the month in question, subject to 
any adjustments for quality that may be necessary. 

(e) In all cases where two prices are quoted for the same descrip- 
tion of copper by the London Metal Echange the price paid by 
the Minister, if based thereon, will be the mean of the two prices, 
and all prioes paid by the Minister will be net per ton delivered 
c.i.f. U.K. port if imported from abroad, or free on rail at the pro- 
ducers’ works if made in England, or equal thereto. 


NOTES. 


An Electrical Trap.—A Cape Town firm missed a number 
of brass fittings from fire extinguishers, but could not trace the 
thief. A powerful electric charge was therefore applied to certain 
apparatus. Subsequently one of the firm's employés -a coloured 
man named Michael Brown- was found to have received a severe 
shock, and without saying anything to him about the matter the 
firm informed the police, with the result that Brown, who had 
nothing to say. was found guilty, and was ordered to pay £5 fine, 
or to do one month's hard labour. i 


Flash-lamps without Batteries.— The great convenience 
of portable and pocket “ flash-lamps" is discounted to quite:& con- 
siderable degree by the short life of the dry cells generally 
employed. A practicable fiash-lamp without a battery— either 
primary or secondary --sounds almost too good to be true, yet, 
according to Z Industrie Electrique, the feat has been accomplished 
in Germany by utilising a tiny magneto-generator driven by a 
spring and* clockwork. The mechanism is provided with an 
escapement which ensures constant speed of revolution for the 
generator armature, and hence constant voltage. Apart from 
the advantage of these lamps in service, they can, of course, be 
kept in stock indefinitely without deterioration, whereas so-called 
dry cells only work when they are moist, and are rarely worth 
much three months after they are made. There is no doubt that a 
clockwork mechanism can develop sufficient power to light a small 
lamp. The ordinary flashlamp bulb generally requires 0°15 ampere 
at З volts—i.e.. less than } watt. A man working a crank can 
develop 100 watts easily. and he can store sufficient energy to ' 
light a half-watt lamp for some time in a spring which can be 
wound up by his fingers. Our contemporary is certain that French 
manufacturers will take up promptly this interesting innovation, 
which has so many useful applications. Nothing is said about the 
initial cost of the apparatus. which must be much greater than 
that of the battery lamp: but by manufacturing in great 
quantities it should be possible to bring it down to reasonable 
limits. 


Low Wages of Women Electrical Workers.—The Times 
recently reported Miss Mary Macarthur, hon. general secretary of. 
the National Federation of Women Workers, as saying that "in 
electrical engineering . . there are wómen earning very 
small wages. . . . Last week a girl of 19, with five brothers at 
the Front, who was only earning 9s. 9d. for a 524-hours’ week at 
stator winding, was refused а leaving certificate." 2°23d. per 
hour ! 


Battery Patent for Sale,—The Svenska Ackumulator 


` Aktiebolaget Jungner, of Stockholm, is offering for sale or licence 


several patents for “ Improvements in electrical accumulators.” А 
notice on the matter appears among our adyertiscinents toalay, 
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Electric Light Switching."—The results of the Second 
Batch Examination in this subject are given below. Those 
desiriny further particulars should communicate with Messrs. 
A. P. Lundberg & Sons, 477-489, Liverpool Road. London, N. 

Candidates whose papers were in time for this bateh, and who 
do not find their names below. have failed to quality. | 

Adranced Grade (in Order of Merit- W. А, McCall (Blackburn), H.Grim- 
shaw (Golborne, Lancs.), J. J. Rogers Dundalk, Ireland. 

Intermeaiate Grade (in Order of Меги. — John Moran (Burs, Lancs.), R. H. 
Lawrenson ‘Romsey, Hants. T. A. Holt (Birmingham), N. A. Jassawalla 
(Karachi, India}, 5. Booth (Warrington, J. Prime (айога). E. Emery (Old 
Hill, Staffs, Sapper N. A. Robinson (Beanmaris), J. Wright (Grimsby), 
W. M. Fowler (Grimsby, W. R. Clements (St. Margcaret's-on-Thames), 

Worked another Paper. J. Bibb (London, S5.W., D. Н. Keeling (H.M.S. 
Ајаг. 

Preliminary Grade іп Order of Meriti. —H. M, Osborne (Birmingham), R. F. 
Galea (Malta), P. F. Hood (Leith), J. Pendleton (Shefheld), '* Parwin " (Hinckley, 
Leicestershire), H. Pritehard (Rhymney, Mons, W. Е. D. Morgan (Tredegar, 
Mona, M. C. Stoker (Manchester), М. Addyinan (Leeds), К. P. Gilbert (London, 
No, D. 1. Little (Кору, С, Doudney (London, М.К). 

Worked another Papers -A. J. Tourle (Dunstable), R. €. Stripp (London, 
N.W a, J. Hamer (Dewsbury), Sapper R. Rees (B.E.F.). | 


Electrical Table Cloths.—The Board of Trade Depart- 


ment of Commercial Intelligence has received an application for 
the names of makers of electrical table cloths, 


Trade with Portugal,—A local agent at Lisbon desires 
to get into touch with British suppliers of electrical materials and 
installations for electrical lighting. Board of Trade Journal, 


The "Safety First" Campaign.— The Council for the 
"Safety First" campaign of the London General Omnibus Co., 
which was appointed at the recent conference, is now complete, and 
Mr. H. E. Blain, operating manager of the company. expects that 
in the course of a week or two the campaign will be in working 
order. It is understood that the Council will at once appoint a 
number of Special Committees to deal with every form of street 
danger.--77e Times. А 


Volunteer Notes.—First Lonpon ENGINEER VoLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place, —Orders 
tor the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Friday, January 5th. Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill. No. 9. Signalling Class, 
Recruits’ Drill, 6.25--8.25. Lecture on " Telephones." 7.30. 

Saturday, January 6th.- -Commanding Officer's Parade, 2.45 
(uniform), for drill in Battersea Park. 

Sunday, January Tth. Entrenching at Otford. Parade, Victoria 
(S.E. & C.R. Booking Office), 8.45 a.m. - | 

Special Order. —General Sir Desmond O'Callaghan, K.C.V.Q., 
desired that his complete satisfaction with all that he had seen on 
his inspection should be recorded in the orders. 


(By order) MACLEOD YEARSLEY, Adjutant. 


American Profit-Sharing.—The Electrica! Review and- 


Western Electrician states that the Consolidated Gas Co. and the 
New York Edison Co.. and their athliated companies. have adopted 
a profit-sharing plan. An official statement on the matter says :-— 
"It is increasingly recognised that profit-sharing in some form 
promises more than anything else to stimulate the interest of 


employés in the success of the undertakings with which they are 


identified. This relationship tends especially to promote individual 
and collective effort and a better spirit of co-operation in the 
various departments of the complex organisations now required by 
the larger public-utility corporations that thev may render satis- 


factory service. The directors of these companies have decided to ` 


pay all employés. other than those of the executive and adminis- 


trative staff. receiving not over $3.000 per annum, a percentage—- 


upon their salaries or wages equal to the dividend rate paid to the 
stockholders of the Consolidated Gas Co. Quarterly dividends are 
now paid at the rate of 7 per cent. annually, and, consequently, 
these employés -some 17,000 in number-- will receive a like rate, 
which will approximate $1.000,000 annually. in addition to their 
salaries and wages." The first payment was to be made on Decem- 
ber 15th. 1916, to all employés who. on November 30th, 1916; had 
been six months or.longer in the service of the companies. 


"Tramway Men and War Wages.—At a sitting of the 
Bradford Munitions Tribunal, last week. 55 employés of the 
Bradford Corporation Tramways Department complained that the 
departinent had refused leaving certificates. The case of William 
Wood, a fitter. was taken as a basis. Ald. A. Taylor. of the 
Amalgamated Society of Engineers. representing the men. said their 
reason for wishiny to leave was their allegation that they were not 
receiving the standard rate of wages. In October an award fixed 


the standard rate іп the engineering trade in Bralford. and the ` 


Tramways Committee, во far, had not carried out the terms of the 
award, or viven the men the full benefit of it, and they had refused 
leaving certificates. Wood said his wages were 41s. per week, 
whereas the standard was Hs., but. he received a bonus of 3s. In 
the srantiug of the bonus nothing was said about any award 
which might be made. He said the men had refused to accept a 
suggestion that the matter should be placed before the Committee 
on Production. for arbitration. Mr. C. J. Spencer. manager of the 


Tramways Department. said the Committee: were as anxious аа the 
"men tor payinent ot the standard rate. The majority of the Com- 


inittee considered that they were already paying the standard rate, 


-and it would be bad policy and dangerous. to pay more than that 


rate. They held that the difference between war wave and war 
bonus was as the difference between " Tweedledur and Tweodledee.” 
The bonua was paid as ordinary wages Uy a special resolution of the 
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City Council. As to the leaving certificates, the Committee. had 
offered to submit this toarbitration by the Committee on Production 
às a third party, and in refusing this offer, he submitted. the 
unreasonableness was on the side of the men. Ald. Taylor said the 
bonus could not be regarded as wages. and could be removed by 
resolution. and the men could not sue for it. TheChairman of the 
Tribunal said he was sorry to have to say the Bench were not 
unanimous. The majority decision --of himself and the repre- 
sentative of the employers panel- -was that the bonus of 3s. ought 
to be considered as part of the wages, and that the refusal to grant 
leaving certificates was not unreasonable, and this was the decision | 
of the Court. Mr. Moody, of the employés panel, dissented from 
this view. Ald. Taylor intimated that the other cases would be 
withdrawn. 


A French View on Trade Policy. — With a view -to 
reviving the manufacture of machine tools in France! the Ministre 
du Commerce has invited the opinions of the various Chambers of 
Commerce throughout. France on ways and means, as a pre- 
liminary to immediate official action. The invitation has 
brourht forth a remarkable contribution from Mons. O. Arnodin, 
forwarded throueh the Orleans Chamber. The writer referred to 
the placing by the French Government of an order for 100,000 fr, 
worth of machine tools abroad, because the French manufacturers’ 
price was 110,000 fr.. or 10.000 fr. above the foreign quotation. 
By this order leaving France, he contended the nation was 
impoverished to the extent of the value of the order. - The sum 
disbursed by the French suppliers would have gone in purchase of 
raw materials, wages of workmen. profit, Xc.. and as raw materials 
were only the workman materialised, the amount would be dis- 
tributed among the population in the purchase of food and cloth- 
ing, rent, and all the requirements of life. a portion going to the 
State in the shape of taxes. It was a crime on the part of the 
State to purchase abroad, and notably in Germany. in normal times, 
machine tools which could be produced in France. The author 
also related an electrical transaction in which this country was 
concerned. and which illustrates Germany's unscrupulous methods. 
The instance came under the writers own eyes in the course of a 
visit to the Felten und Guilleaume Kabelwerke. at Mülheim-am- 
Rhein. in 1900. The German Government had decided to lay a sub- 
marine eable connection with America: As hitherto Germay 
manufacturers had not experimented in the making of this kind of 
cable, the German firm named was asked to make a preliminary 
study of the question, and accordingly sent a delegate to English 
manufacturers, surreptitiously to investigate the methods of manu- 
facture. Thereafter the German Government instituted what 
mizht be called a " preliminary” international competition, in 
which offers were solicited, with descriptive schemes ; but the 
right was retained to accept or refuse any offer, even though it 
might be the most advantageous. Naturally, the English manu- 
facturers, skilled in this class of work, and with well-equipped 
factories. submitted offers much below that of the Felten und 
Guilleaume Kabelwerke : the German Government then communi- 
cated the details of the English schemes to the German firm. and 
called upon it to make a lower offer on the occasion of the final 
adjudication. After a further severe revision of its prices, this 
firm found itself still unable to touch the English quotations, save 
at a ruinous loss. At this juncture. the thought occurred to it. to 
call together its workmen. mostly members of the Socialist 
Syndicate, and these. after examining the situation, decided to 
accept such a reduction in-their wages as would enable their 
principals to compete, it being understood that the wages would 
return to the normal so soon as the contract, estimated at 
25,000,000 fr., was completed. The outcome of this manwuvre 
was that the cable was made in Germany, which was the object 
aimed at.. 


The Electrical Vehicle Committee. —Mr. Frank Ayton, 
the hon. secretary. informs us that. as a result of correspondence 
between the Electric Vehicle Committee and the Ministry of 
Munitions, a tentative arrangement. has been agreed to hy the Jatter 
under which the firms at present manufacturing eleetric vehicles in 
this country will be allowed. for the time being, to manufacture 
such vehicles for purposes of urgent national importance. The 
firms, however. are required to apply for a permit in the case of 
each order that they desire to put through their shops. The firms 
referred to are Messrs. Ransomes, Sims & Jefferies, Ltd.. Messrs. 
Elison Accumulators. Ltd.. Messrs. Electromobile (Leeds). Ltd., 
and Messrs. Richard Garrett & Sons. 

The Committee has received a notification, dated December 29th, 
from the Board of Trade, Department of Import Restrictions, 
stating that on and after the 29th ult. it will not be possible to 
consider the granting of licences for the importation of motor-eara 
or chassis :—(1) If imported fully asseinbled : or (2) if imported in 
parts. unless permission to assemble has first been obtained from 
the Ministry of Munitions, and the application is accompanied by 
licence so granted. | | Е 

The Board requests that immediate steps be taken to prevent the 
shipment of any further consiguments of motor-cars. chassis. and 
parts and accessories thereof. | i 


Electric Steel Furnace.—At the annual general meeting 
of the National Steam Car Co., Ltd., on the 2?th ult.. the chairman 
stated that. anticipating difficulty in. obtaining steel, the company 


had erected. an electric steel furnace and foundry af Chelmsford. Ву 


this means they were not only able to produce wheels and castings 
for their ‘buses and transport vehicles, trom their scrap material, 
but were also supplying steel to Sheffield.. The business ought te 
be continued after the war. and would render the company inde» 
pendent of outside sources for all steel castings in tbe future. 
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Linking-up Electricity Works—West of England Area. 
—As briefly mentioned in our last issue, a meeting convened by 
Mr. W.J. Bache, borough electrical engineer, Cheltenham. was held 
at the Merchant Venturers’ Technical College. Bristol. on the 
ith ult. The following gentlemen were present :- -Messrs. W. J. 
Bache (Cheltenham Corp.), G. Charlton (Weston-super-Mare EN. 
Co.), F. Christy (Portishead and Mid-Somerset E.S. (Cos), Н. 
Faraday Proctor (Bristol Corp.), J. A. Purves (Blandford, Burnham, 
Dorchester. and Swanage E.S. Cos.), W. G. V. Smith (Bristol Tram- 
ways ('o.), and F. Swarbrick (Minehead E.S. Co.). 

Мевётв. J. H. Bolam (Weymouth Elec. Dept.), A. B. Randall 
(Salisbury E.L.S. Co), and F. Н. Corson (Gloucester Corp.) were 
unable to be present. 

After un introductory statement by the convener, Mr. H. Faraday 
Proctor (joint hon. secretary to the National Electric Power Supply 


Joint Committee) outlined the history and progress of the move- ' 


ment. He stated that the question had been raised as to the ont- 
look for the smaller undertakings; this was giveu very early 
consideration. and it was laid down by the Joint Committee at its 
meeting on June 23rd :—" That in formulating any linking-up 
proposals existing areas and rights should be preserved." It was 
felt that the output. of the smaller undertakings was likely to be 
much improved. He did not anticipate that very much could be done 
immediately in the West of England area, but strongly advocated 
the immediate appointment of a General Committee and a working 
Sub-Committee. that statistics and data should be prepared of the 
whole of the undertakings in the area, and that preliminary con- 
sideration should be given to the practicability of linking-up 
existing undertakings. These preliminaries could best be con- 
sidered by engineera only and from the enyineering standpoint, 
hence this meeting was confined to the chief engineers of the 
undertakings in question. A little later on they must include the 
representatives of the company boards and municipal committees. 
He expressed the hope that everyone would eo operate and facili- 
tate to the best of his ability the preparation of data ; although 
the linking-up of his particular undertaking тїї not yet be 
possible. ultimately it would most certainly come. Electrification 
of railways and the development of electricity in agriculture might 
both be conducive to hastening the matter. The West of. England 
area as defined was unfavourable for a linking-up scheme of any 
magnitude, but Mr. Proctor mentioned the probable linking-up of 
Bristol with Bath and Portishead. 

Mr. Christy inquired whether it was the intention to " swallow 
eup `“ the smaller undertakings. and Mr, Verdon Smith asked as to 
the compensation for displaced officials. Mr. Swarbrick stated that 
farmera would welcome a supply if it could be obtained, and 
referred to what had been done in this connection at Hereford. 
Mr. Charlton remarked. that his undertaking would welcome the 
prospect of obtaining cheap electricity, which seemed probable 
under a linking-up scheme. 

Mr. Proctor having replied to some of the points raised, it was 
decided to form a General Committee which should comprise all 
those who had been invited to the meeting that day. with Mr. 
Corson ав chairman and Mr. W. J. Bache as vice-chairman and 
secretary. | | 

A Working Sub-Committe was also appointed, consisting of 
Messrs. H. Faraday Proctor, F. Teague, A. Dimmack, and J. Н. 
Bolam. representing local authorities : and F. Swarbrick, F. Christy, 
and G. Charlton, representing companies. The following matters 
were referred to the Sub-Committee :—Consideration of extent of 
area ; report on plant capacity and requirements ; standardisation ; 
consideration of provision of capital required for linking-up : 
suggestions as to possibility of immediate linking-up of specific 
districts. 


The Training of Disabled Soldiers.--A school for 
training disabled soldiers has been started by the Newcastle Electric 
Supply Co., Ltd., with the active support of the Institution of 
Electrical Engineers. The school is at the Wallsend generating 
station of the company. Theoretical and practical training is 
being given in the control of switchboards, after which it is hoped 
to find permanent employment for larre numbers. The period of 
tuition is four hours a day for six weeks. The men are to be under 
35. and have fairly good use of their limbs, although the loss of an 
arm or a leg is not an obstacle to their employment. During the 
tuition period the men are being paid 25s. a week, and they will 
subsequently earn 30s., with 8s. ба. war bonus. When the men 
now in training have received six weeks' tuition there will be 
vacancies for a fresh contingent. and it is not improbable that the 
scheme may be considerably extended.— Yorkshire Post. - 


Institution . and Lecture" Notes.—The Institution of 
Electrical Engineers.—At a meeting of the DUBLIN LocaL SEC- 
TION on December 22nd, a paper was read by Mr. J. P. Tierney on 
"The Use of Electricity for the Industrial Development of Ireland.” 
Mr. Tierney said that whilst the mineral and industrial resources 
of Eugland had been developed to their fullest, the corresponding 
resourees in Ireland. had hardly been considered, Nearly all the 
electrical power supply of the country was obtained from sea-borne 
fuel. the cost of which had been very high. Although about 93,000 
tons of coal were mined in Ireland in 1914, in no single instance 
was there a main-line railway siding into any Irish coal mine, 
so that the coal had to be transported by road carts. The result 
was that the people of Dublin were paying 45s. per ton for coal, 
whereas Irish coal was being sold at the pit's mouth in Athy tor 
15. per ton, the actual distance from Athy to Dublin being 
45 miles. ^ The Advisory Committee for Scientific and Industrial 
Research should devote some money for the purpose of ascertaining 
the exact value of Irish coal. As to the development of the peat 
industry, the only proper course was the erectíon of a power station 
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practically in the centre of the peat area. "The question of the 
utilisation of Irish peat for power production was one to which the 
Local Section should direct the attention of the Advisory Com- 
mittee. | 

Mr. David Sherlock, in the discussion, said that a sum of 
£ 1.000.000 had been allocated to these purposes. —/rish Times, 

Meetings of the YORKSHIRE LOCAL SECTION will take place at 
Leeds on the following dates:— January loth, February 21st, 
March 21st, April 25th, and May “th. 

Belfast Association of Engineers. А lecture was delivered on 
December 21st by Mr. A. W. Brown. on * Water Power in Ireland." 
Mr. Brown said it would be quite possible to bring power to Bel- 
fast from Strangford Lough, which offered very promising possi- 
bilities. There would be some 20 sq. miles of it available : it was 
fed by the sea through a narrow channel 4 miles long and from 
ito 4 mile wide. The spring tides had a rise of 14} ft. and the 
пеар tides a rise of 115 ft., with a range Of 74 ft. To utilise this 
power to the full, storage batteries of very large capacity would be 
needed. The power available at the turbines would be some 60,U600 
to 10,000 w.H.P. The amount of capita] expenditure required 
would be*about £1.120,000. and the saving over a steam-driven 
plant would be about £20,000 a year. 


Appointments» Vacant.—Shift engineer, for Atherton 
power station (50s.): telephone construction foreman. for Ceylon 
(£300): assistant constructional engineer, for the Birmingham 
Corporation electricity supply department (£250), See our " Official 
Notices " to-day. | 


Extension of Letters Patent.—It is announced that 
application for extension of term of the following Letters Patent 
is to be made by Dr. S. Z. de Ferranti and Mr. E. S. Coats :- - 

"Improvements in and relating to spinuing, twisting. and 
doubling machinery,’ August 20th, 1903. No. 18,047. 5. Z. de 
Ferranti. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as lo their movements, 


Central Station Officials.—l'or the position of chief engi- 
neering assistant to the Leeds electricity department, ren- 
dered vacant by the appointment of Mr. Robert Owen as 
borough electrical engineer of Wigan, 78 applications were 
received by the Electricity Conimittee, and the following 
were selected as a short list:—Mr. J. R. Davison, B.Sc., 
A.M.LE.E., of Manchester; Mr. R. W. Grubb, MA. 
A.M.I.E.E.. of Dewsbury; Mr. Ernest A, Mills, A.M.I.C.E., 
of Birmingham; Mr. Ernest Porter, Leeds; and Mr. W. 
Yorke, A.M.I.E.E., of Sunderland. The Committee, after 
visiting Sunderland and Birmingham, recommended Mr. 
ЕвхЕзт A. MiLLS to the Council for appointment, and the 
matter was to come before the City Council бо Wednesday. 
The salary attaching to the position is £350 per annum. 

The Salford Electricity Committee has recomended the 
Council to increase the salary of the second mains engineer 
from £130 to £150 per annum, and to fix £150 per annum 
аз {һе maximum for the position. The scale previously fixed 
the minimum salary at £100, rising to a maximum of £135. 

On the occasion of Mr. J. B. MokGAN resigning his post as 
electrical engineer to the Horsham Urban Council, the works’ 
staff presented him with a case of pipes and a fountain pen. 
Mr. Morgan has now taken up his duties as works manager 
at the Horsham Engineering Works. 


General.—On Friday last, at the Grand Hotel. Bristol, a 
few friends frorn the West of England and South Wales gave 
a presentation dinner to Mr. PERcivaL F. Crinks, in order to 
give him a hearty send-off on his removal from the West of 
England to take up an important position on the London staff 
of the British Westinghouse Co. Mr. H. Faraday Proctor 
presented Mr. Crinks with а handsome gold English lever 
watch, ant a gold wristlet watch for Mrs. Crinks. Mr. Proctor 
spoke of the connection of Mr. Crinks with the Bristol Cor- 
poration prior to his joining the Westinghouse Co., and said 
а man's worth was only appreciated by a departinent after 
he had left it: Mr. Crinks resopnded to the toast. Mr. 
G. H. Hedley (managing director, St. Anne's Board Mill) pro- 
posed the health of the Chairman (Mr. W. H. J. Porter, 
district manager of the British Westinghouse Co.), who suit- 
ably replied. Mr. Porter spoke in eulogistic terms of Mr. 
Crinks's connection with the South Wales. office, and other 
speeches were delivered by Mr. H. T. Rogers (Messre. Breck- 
nell, Munro & Rogers), Мт. A. J. Newman (deputy enginecr., 
Bristol). and Mr. A. H. Dowson (Veritys, Ltd.). The singing 
of the National Anthem and ‘‘ Auld Lang Syne ” terminated 
a verv enjovable evening. During the evening musical items 
were contributed by Mr. A. Fisher (Ashton Vale Coal & Tron 
Co.) and Mr. E. Clifford. (Imperial Tobacco Co) Those pr: - 
sent included, imm addition to the gentlemen mentioned above : 
—Messrs. J. B. Lewis, D. H. Duff, G. W. Matthews, J. 
Plevin, and R. Wenning, of the Cardiff office of the British 
Westinghouse Co.: Mr. F. W. Prosser, sales manager and 
secretary, Bristol Corporation, Mr. a, Brooks, station 
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superintendent, ditto; and Mr. I. A. D. Pedler, mains engi- 
neer, ditto. 

Mr. J. L. CHALMERS, chief electrical engineer to Messrs. 
Bean & Son, of Dudley, on the occasion of the first anniver- 
sary of the establishment of the electrical department of the 
firm, has been presented by the staff with an illuminated 
address and a pold albert. | 

The Commonwealth. Engineer states that Mr. J. D. WAERN, 
of Messrs. Gardner, Waern & Co., has returned to Australia 
vid America, fron a business trip to Great Britain and 
Sweden. ‘ [tis the intention of the firm to embark, in con- 
junction with some of their principals, on the local manufac- 
ture of electrical and other plant.” 


Ald. J. W. HENDERSON has been appointed chairman of the - 


Corporation. Electricity: Committee at South Shields, in sue- 
cession to the late Ald. J. M. Rennoldson, who had held the 
position since. the electrical undortaking was inaugurated 
over Ж) vears аро. -The vice-chairman of the Electrical Com- 
mittee is now Coun. T. R. Dowson, a practical engineer. 


Roll of Honour.—For rescuing wounded under fire, Lance- 
Corporal J. E. T. Wricut has been awarded the Military 
Medal, 
Messrs. Gent & Co.. Ltd., Leicester. 

Sapper CLARENCE Lever, R.E, has been killed in action. 
He was formerly employed ав an electrical engineer by the 
Glasgow Corporation, and was 27 vears of age. 

Private GrorGe Jackson, Baneashire Fusiliers, killed in 
action, Was employed at the Westinghouse Works, Trafford 
Park. 

Private E. P. Pryce, of the K.S.L.E, formerly employed on 
the Liverpool Corporation. tramways. has been awarded the 
Military Medal for delivering dispatches under great danger. 

Sergt.-Major E. C. Wooprver, D.C.M., Canadian Mounted 
Infantry, who was formerly on the staff of Messrs. Crompton 
and Co.. Ltd.. Chehnsford, was killed in action on December 
20th. He was some time ago awarded the D.C.M., and had 
been recommended for a commission. 

Private W. Waste, Royal Seots, who his died of wounds, 
was on the staff of Messrs. W. Caverhill & Co., electrical 
engineers, Berwick-on-T weed. 

The Miltary Medal for gallantry in the. field has been 


awarded to Sergeant W. E. Rickarb, R.A.M.C., who was on. 


the staff of the India-rubber, Gutta-percha & Telegraph Works 
Co., Ltd., of Silvertown. "s 

Our South African correspondent says that early in Decem- 
ber news reached Johannesburg of the death in action of Lieu- 
tenant Т. F. WuiMsTER, of the Royal Engineers. Lieutenant 
Whimster was forinerly chief of the Victoria. Falls & Trans- 
vaal Power Co.'s testing department, which position he had 
held since 1910. He came to Europe about 18 months ago, 
and after some 12 months’ training went over to France on 
August 7th. His death is genuinely lamented by all who 
knew him. and particularly by the V.D. staff who speak 
of linn most highly.” Lieutenant: Whinister's duties have been 
carried out by Mr. Monk. The death is also reported from 
wounds received in action, somewhere in France. of Mr. W. 
O. SMYTH, late of Brakpan Power Station, V.F.P. Co. 

Our correspondent adds :—'' Prof. J. H. Dosson, the general 
manager of the Johannesburg Municipal Electricity and 
Tramways Department, who was appointed Major Coramand- 
mg the S.A. Pioneer Corps in German East Africa, has not 
had long to wait for Imperial recognition. Congratulations 
are due to him on the honour just bestowed on him—D.S:O. 
for services rendered in'German East Africa. -Major Dobson 
has been employed on railway work chictly, and has shown 
undoubted resource and energy under circumstances at once 
trying and unusual. His work must of necessity have been 
out of the ortlinary, as it is barely six months since he left 
Johannesburg, and the fact that he was without previous 
у experience makes this honour all the more remark- 
able. ` 

The Times reports that Lieutenant С. Т. Bowring. Canadian 
Machine Gun Company, who has been killed, aged 35. took 
hi5 electrica] engineering degree at Lausanne University, 
afterwards going through an apprenticeship course at the 
Westinghouse Works, at Pittsburg. In 1913 he joined the 
State Elevator Co., of Winnipeg. 

Obituary.—Mr. ARTHUR James InELAND.—Last week wo 
briefly recorded, with regret, the death of Mr. A. J. Ireland, 
Inanager of the supply department and branch offices of 
the British Thomson-Houston Co., Ltd., of Rugby. Mr. Ire- 
land was born in Northampton 57 years ago. In 1879 he 


went to America. and subsequently joined the American Brush 


Co., of Akron, Ohio. He installed a number of '' Brush " arc 
lamps in various parts of the West and in Texas, and as this 
was in the early days of electric lighting. his experiences in 
the Western States were not only varied, but often highly 
exciting. Leaving the Brush Co.. he became associated with 
the Thomson-Houston Co., of Lynn, Massachusetts, and 
later on was appointed European expert to the Thomson- 
Houston International Co., who were engaged in carrying out 
various important contracts for arc lighting plant on the Con- 
tinent. While acting as their representative at Turin, he was 
summoned to England, in 1885, to carry out, work for Messrs. 
Laing, Wharton & Down, who had acquired the patent rights 
of the 'Thomson-Houston system in the United Kingdom. He 
was retained permanently on the staff of this company, acting 
as their chicf engineer in connection with the installation of 
arc lighting syetenis at various places, including the installa- 


He was au electrical. engineering apprentice with’ 
e 


tions at the American Exhibition at Earl's Court in 1887, and 
at the Italian Exhibition in 1858. p 
Mr. Ireland, as chief engineer, took an active interest in 
the pioneer installations of Thomson-Houston arc lighting 
at Taunton, Bath, Bristol, and other centres in the West of 
England, and had charge of the installation to provide the 
grounds and buildings of the Military Exhibition at Chelsea 
with electric light. He also carried out some of the early 
work at the stations and goods yards of the Midland Railway 


ARTHUR JAMES IRELAND. . 
Co at St. Paneras, Leeds, Bradford, and Derby. In addition 
to the above he was responsible for some of the early central- 
station plant put down, such as at Weybridge, Fareham, &c. 

In 1890 the contract for lighting tlie eastern portion of the 
City of London was awarded to the Татр, Wharton & Down 
Construction Syndicate, and Mr. Ireland had charge of all 
this work, including the erection of a temporary generating 
station at Wool Quay; later on he supervised the erection of 
the first portion of the equipinent of the main power house 
at Bankside, which was designed to furnish power to the 
whole of the City of London. He was also responsible for 
the complete installation of street arc lighting throughout 
the eastern part of the city, and the extensive system 2 
underground mains laid down in that area, as well ds 
numerous sub-stations which were erected to give a supply 
to private consumers. | , 

In 1894 the Laing, Wharton & Down Construction Syndi- 
cate was turned into the British Thomson-Houston. Ltd., 
and. while acting as chief engineer for the latter, Mr. Ireland 
carried out important eentral-station work in different parts 
of the kingdom, as well ав the electrification of tramways in 
Dublin and elsewhere. 

In 18%) the supply business of the British Thomson-Houston 
Co., Ltd. (the successor of the previous two companies) be- 
сапе so extensive that Mr. Ireland was given entire charge 
of this work, becoming later also the manager of the various 
branch offices of the company. Since then he has continued 
to control this department of the company's business with 
uniform success. 

Mr. Ireland was widely known and highly respected in 
electrical and manufacturing circles in the United Kingdom. 
He was a man of strong character and lovable disposition, 
and all of those who were associated with him, or had any 
extensive relations with him, were always struck by his 
honesty of purpose and great sincerity. He was a type of 
the best of Englishmen, and had the ability to get the most 
out of .all those who worked under him, .while still main- 
taining the most friendly relations with them. Not only his 
staff, but evervone who came in contact with him, knew that. 
his word could be absolutely depended upon. | 

He was buried on December 28th at Barnes New Cemetery. 
Upper Richmond Road, Sheen. He leaves a widow, son, and 
daughter. 

Mr. М. B. BarRD.—We regret to record the death, which 
occurred at his residence at Glasgow on December 16th. of 
Mr. Matthew Barr Baird,.chairman of Archibald Baird & Son, 
Ltd., Clyde Steel & Engineering Works, Hamilton. 

MR. D. T. BosrEL.—The death took place at Balcombe 
(Sussex), on December 94th, of Mr. D. T. Bostel, of Messrs. 
D. T. Bostel & Sons, electrical engineers, of Ebury Street, 
London, to which business he had devoted 30 years of his 
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life. Deceased, who was in his 80th year, established the 
business of Messrs. D. T. Bostel & Sons, of Duke Street, 
Brighton, where he had served оп the Town Council. He 
later started the London concern, leaving his sons to carry 
or. that at Brighton; they also founded the business of Messrs. 
Bestel, Bros. (Worthing), Ltd., electrical engineers. 


‘NEW COMPANIES REGISTERED. 


Association of British Chemical Manufacturers (the word 
" Limited " is omitted from the title by licence of the Board of Trade) 
(145,644).—This company was registered. on December 28th, as a company 
limited by guarantee, and not having a capital divided into shares, with an 
unlimited number of members, each liable for not more than £25 in the 
event of winding up, to promote co-operation between British subjects. en- 
gaged as manufacturers in the chemical or closely allied industries; to place 
before the Government, and Government officials and others, either in the 
British Dominions or elsewhere, the views of members of the association and 
others upon matters affecting the chemical industries; to develop technical 
organisation; to promote industrial research, industrial efficiency, and the 
advrncement of applied industry, &c. The management is vested in a 
Council consisting of not less than 16 or more than 20, the first members of 
which are:—Dr. E. F. Armstrong, D.Sc. (London), F.C.G.1.. Joseph Crosfield 
and Sons, Bank Quay, Warrington; F. H. Carr, F.I.C. (director, Boots! Pure 
Drug Co., Ltd.), Nottingham, chemical manufacturer; Dr. C. Carpenter, 
D.Sc.. M.LC.E. (president, Society of Chemical: [adustry, chairman of South 
Metropolitan Gas Co.), Old Kent Road, S.E,; Dr. M. O. Foster, FIC., 
D.Sc., F.R.S., British Dyes, Ltd., Huddersfield; J. Gray, F.LC., managing 
director, Lever Bros., Ltd., Port Sunlight; C. A. Hill, B.Sc., F.I.C,, chair- 
man, British Drug Houses, Ltd., Graham Street, City Road, N.; N. N, 
Holden, managing director, Hardman & Holden, Ltd., Miles Platting, Man- 
chester; D. L. Howard, Howard &-Sons, Ltd., Uphall Works, Шога, chemical 
manufacturer; C. P. Merriam, managing director, The British Xylontte Co., 
Ltd., Hale End, London; The Rt. Hon. Sir Alfred M. Mond, Bart., P.C., 
M.P., chairman, Mond Nickel Co., Ltd., 39, Victoria Street, Westminster: 
Мах Muspratt, chairman, “United Alkali Co., Ltd., 30, James Street, Liver- 

l; R. G. Perry, chairman, Chance & Hunt, Lid., Oldbury; Sir William 
carce, M.P., director, Spencer, Chapman & Messel, Ltd., 36, Mark Lane, 
E.C.; R. D. Pullar, chairman, J. Pullar & Sons, Ltd., Pullar's Dye Works, 
Perth; A. T. Smith, managing director, Castner-Kellner Alkali Co., Ltd., 257, 
Roval Liver Building, Liverpool; The Rt. Hon. J. W. Wilson, Albright and 
Wilson, Ltd., Oldbury, chemical manufacturer; Dr. A. Ree (president, Society 
of Dyers and Colourists), 15, Mauldeth Road, Withington, Manchester, There 
are to be '' Group " Committees, each ronsisting of not less than three mem- 
hers, representing :— Group 1: Acids (including acetic. and oxalic), carbonic 
acid, hydrogen, oxygen and gases, alunt, chrome, zinc, copper and iron com- 
pot.nds, fertilisers (including superphosphates). Group 2: Alkalis, cvanides, 
chlorine and compounds, silicate, chlorates, borax, hydrogen, peroxide, mag- 
nesia compounds (not medicinal), Group 3: Fats, greases, waxes, resins, 
glycerine, soap. Group 4: Gelatine, sizes, glue, varnishes, paints, polishes, 
tanning. Group 5: Distillation of coal, shale, oils, and wood, alcohol, acetone, 
coal tar, primary products (including ammonia and ammonig products), char- 
coal, fuel. Group 6: Fine chemicals, analytical, pharmaceutical, photographic, 
rare earths, synthefic essences and perfumes, alcohol derivatives, ethers, Group 
7: Phosphates, manganese, potassium, sodium, barium, calcium, cardimium, 
&c., lead, arsenic, antimony, tungsten, molybdenum, &e. Group 8: Cellulose 
products (including paper), celluloid, rubber and substitutes, 
sives, and dyes and their intermediaries. Group 10: Glass, porcelain, pottery, 
refractory materials, lime, cemeat, chemical-resisting materials. Group 11 
(allied industries): Bleachers, dyers, and textile printers, 
Stewart & Co., 57, Coleman Street, E.C 

Ltd. 


Electrical Stores (Nottingham), (145,555).—This 
company was registered on December 16th, with a capital of £5,000 in £1 
shares, to adopt an agreement with J. T. Kemp and H. E. Crammond, and 
to carry on the business of electrical engineers and contractors, suppliers of 
electricity, carriers of passengers and goods, manufacturers of and dealers 
in electric railway and tramway and electric, galvanic, magnetic, and other 
apparatus, &c. The subscribers (with one share each) are: J. T. Kemp, 18, 
Highfield Road, West Bridgford, Notts., electrical engineer; H. E. Cram- 
mond, 126, Ratcliffe Road, West Bridgford, Notts.. electrical engineer, Pri- 
vate company. The number of directors is not to be less than two or more 
tha» five; the first are not named. 
Nottingham. 


New Shipston Lighting Co., Ltd. (145,577).—This com- 
pany was registered on December 19th, with a capital of £5,000 in £1 shares 
to take over the business of electricity supply works, &c., carried on at 
Campden Road, Shipston-on-Stour, Worcs., by the Shipston Electrical Co., 
Ltd. The subscribers (with one share each) are: W. D. Akers, London 
House, Shipston-on-Stour, Worcs., draper; J. W. Hence, Shipston-on-Stour, 
Worcs., butcher; Н. Holtom, Shipston-on-Stour, Worcs., bank manager; J. R. 
King, J.P., Honington Hall, Shipston-on-Stour, Worcs.; C. Stein, Park Hoase, 
Shipston-on-Stour, Worcs., surgeon; G. Turner, High Street, Shipston-on- 
Worcs., jeweller; A. Jarrett, Cedar Lodge, Shipston-on-Stour, 
Worcs.. draper. Private company. The number of directors is not to be 
less than five or more than seven. The first are W. D. Akers, J. W. Hence, 
H. Holtom, J. R. King, C. Stein, G. Turner, and A. YB Jarrett. Qualifica- 
tion, £50. Solicitor: G. Г. B. Rogers, 9, Cross Street, Reading. 


T. P. Pollitt & Co., Ltd. (145,566).—This companv was 
registered on December 18th, with a capital of £1,000 in £l shares, to take 
over the business of electrical, mechanical, and general engineers, contractors, 


&c., carried on at Fish Dock Road, Grimsby, as Pollitt & Со. The sub- 
scribers (with one share each) аге: T. P. Pollitt, Fish Dock Road, Grimsby, 
electrical. contractor; Mrs. M. Pollitt, £05, Hainton Avenue, Grimsby. Private 


The first directors (to number not less than two or more than five) 
are: T. P. Pollitt and Mrs, M. Pollitt. Registered by Alfred H. Atkins, 27-8, 
Fetter Lane, E.C. Registered. Office: Fish Dock Road, Grimsby. 


Trade Attractor Co., Ltd. (145,581).—This company was 
registered on December 19th, with a capital of £500 in £1 shares, to adopt 
ay agreement with Max Alexander and Herman Tas; to acquire and turn 
to account any invention relating to the production, treatment, storage, appli- 
cation, distribution, manafacture, and use of metallic substances, filaments, 
electricity, and of any apparatus therefor; to carry on the business of adver- 
tising agents and contractors, billposters, electrical engineers, &c. The sub- 
scribers (with one share each) are: Max Alexander, 61, New Oxford Street, 
W.C., merchant; Miss Violet Elliott-Lawson, 56, Cleveland Square, Hyde 
Park, W. Private company. The first directors (to number not less that two 
or more than three) are Max Alexander, Theodore C. Elliott-Lawson, and 
Miss Violet Elliott-Lawson. Qualification, one share. Remuneration (except 
maraging director), £30 each per annum. Registered by Simmons & Simmons, 
74, Cheapside, E.C. 

Corona Lampworks (Northern), Ltd. (145,612).— This 

any was registered on December 22nd, with a capital of £10,000 in £1 
shares, to take over the business of electric lamp supply stores or depÓt car- 
пе! on by The Corona Lampworks, Ltd. and by J. Brown, their agent, at 
156b, Briggate, Leeds, together with the agency rights. title, and interest in 
connection with the “Corona " brand of annealed tungsten’ wire filament 
lamps. The subscribers (with one share each) are: Miss F. Wilbv, 93, 
Brudenel} Road, Leeds; T. G. Wintle, Hazelmere, llklev, solicitor, Private 
company, The first directors are to be appointed Һу the subscribers, Qualifi- 
tation, 2100. Registered office: 156b, Briggate, Leeds. 


con: pany. 


_ Considered as paid. 


Group 9: Explo- 


Solicitors: Markby, — 


Solicitor: А. Barlow, 1,, High Pavement; 


‘be transferred to the Andhra Valley Co. 


Shell. Bands, Ltd. (145,660).—This company was regis- 
tered on December. 39th, with а capital of £6,000 in £l shares, to carry on 
the business of manufacturers of copper tubes, shell driving bands, and similar 
articles. by electrolytic. deposition, to deal in the development of metallurgy 
relating to the electrolytic deposition of metals, and to enter into an ayree- 
ment with N. Bosanquet, R. S. Dormer, and H. Philipson. The subscribers 
(each with one hare) are: J. G. England, 97, Strathyre Avenue, Norbury, 
S.W., cashier; N. E. Bowley, 73, Pearson Street, Kingsland, N., solicitor's 
clerk, Private company. The number of directors is not to be less than two 
ог тоге than eight; the first aie М, Bosanquet. and G. Housion-Boswall- 
Preston, R. S. Dorinei, and H. Philipson. Qualification, £1. Remuneration, 
£509 each per annuuin (managing director, £15 each per week). Registered 
ойне: Electrical Power House, Southwick, Sussex, 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Newtons, Ltd. (48,936).—Capital, £40,000 in £10 shares. 
Return dated October 3rd, 1916. 3,265 shares taken up; £18,690 paid; £14,000 
Mortgages and charges: £14,000. 


Engineering and Arc Lamps, Ltd.—A memorandum of 


© satisfaction to the extent of £500 on December Yth, 1316, of debentures, dated 


Мау 26ih, 1901, securing: £6,000 has been fited, 


Briliant Arc Lamp & Engineering Co., Ltd.—Assign- 
ment of book debts by way of memorandum of deposit dated December 7th, 
1916, charged on moneys due or to become due in respect of munitions con- 
tract, to secure all moneys due ог to. become due from company to London 
and South-Western Bank. | 


New St. Helens & District Tramways Co., Ltd. (59,426). 
—Capital, £150,000 in 20,000 prof. and 10,000 ord. shares of £3 each. 
Return dated November. Oth, 1916. 12,980 pref. and 9,000 ord. abares taken 
up; £125,410 paid, including £510 on 1020 forfeited shares, Mortgages and 
chapes: Nil. 


Chedburn’s (Ship) Telegraph Co., Ltd.—Capital, £120,000 
in £l shares (60,000 pref. and 60,000 ord.). Return dated October lüth, 1916 
(filed November 150), All shares taken up; £l per share called up on 50,000 
pref. and 50,000 ord.; £100,000 paid; £20,000 considered as paid on 10,000 
pref. and 10,000 ord. Mortgages and charges: Nil. 


Pacific & European Telegraph Co., Ltd. (36,033).—Capi- 
tal, £100,000 in £10 shares. Return. dated November 21«t, 1916. AH shares 
орь £4 per share called up; £40,000. paid. — Mortgayes and charges: 
OF uo . L4 


Monte Video Telephone Co., Ltd.—Capital. £160,000 in 
£l shares (87,000 pref. and 73,000 ога). Return dated. December 4th, 1916 
(filed December 12th), 86,492. pref. and 72,680 ord, shares taken up; £159,172 
considered as paid. Mortgages. and. charges: Nil, 


Magnesium Metal Co., Ltd.—Second mortgage deben- 
ture, dated December Mth, to secure £10,000, charged. өп the. company's 
undertaking and property, present and future, including uncalled capital, 
subject to charge dated February 18th, 1916. Holders: Vickers, Lida, Vickers 
House, Broadway, Westminster. 


Rhondda Tramways Co., Ltd.—.\ memorandum of satis- 
faction to the extent of £4,100 on November 30th, 1916, of charges dated 
March 24th, 1911, November Eh, 1912, and March bith, 1915, securing 
£250,000, has been filed. : 


CITY NOTES. 


A Bombay newspaper just to hand 
Tata Hydro- = contains a copy of the report of tbe 
Electric Power directors of this company. It states 
Supply Co., Ltd. that the concessions in respect of the 
developinent of the Andhra Valley have 
been transferred to the Andhra Vallev Power Supply Co., 
Ltd., for à sum of rupees five laes. "The company have 
applied to Government for the grant of a licence which will 
The company are 
also to receive annually а sum of rupees fifty thousands fram 
the Andhra Valley Co., or a sinn equivalent to 15 per cent. 
upon the net profits (after making certain deductions), which- 
ever be the larger sum. The 7 per cent. dividend on prefer- 
ences shares commenced to run fron January. 1st, 1916, and 
the directors recommend out of the balance of Rs. 518,866 
a dividend in respect of the half-vear ended June 30th last 
on the 7,732 “preference” shares allotted up to June 
30th, 1916, at the rate of 7 per cent. per annum after deduct- 
ing income-tax, and also a dividend in respect. of the same 
period on the 9,349 “ordinary " shares allotted up to June 
30th, 1916, at the rate of 5 per cent. per annum. The total 
amount so payable for dividends will. come to Rs. 5,00,653, 
leaving a balance in hand amounting to Rs. 18,213 to be 
carried forward to next account. 

"During the last season the Shirawta Dam reached a 
height sufficient for storage at 2097 level, or 13 ft. above the 
draw-off level. Towards the close of the rains an additional 
foot of storage was obtained by raising the escape. The work 
was recommenced on this dam on September 16th, and satis- 
factory progress has been made. | | 

‘The tunnel between Walwhan and Shirawta is completed 
except for trimming up work; a quantity of excavation re- 
mains in widening the approach cut, which will be put in 
hand when Shirawta Lake is emptied. The excavation for 


the tunnel head-works is nearly finished, but no masonry 18 


yet commenced. The Walwhan Dam, Lonawla Dam, Duct, 
and Forebay are all practically completed, and the pipe-line 
is completed for.one upper pipe-line and five small lower pipe 
lines. The whole of the works on contract-No. 1, comprising 


- maining to be done. 


20 THE ELECTRICAL REVIEW. [vol. so. No. 2.041, Jaxvany 5. 1917. 


all the above items except Shirawta Dam and tunnel head- 
works, are practically complete, only finishing-up work re- 
The construction of the four units of 
the first installation of the power house with all accessories 
was completed during the year, and all of snch plant put 
into regular revenue-earning service. ‘The difficulty at first 
experienced with the generators has been overcome, and 
operation generally may now be considered as satisfactory. 
The fifth unit, with its equipment, will soon be ready for 
beneficial operation. The work of improving the insulation 
of the transmission lines has been continued throughout the 
vear, and will shortly be completed. All apparatus has been 
in regular service at the receiving station and given uniform 
stisfaction., Two more synchronous condensers for improv- 
ing the power factor in the system are on order. The under- 
gound cables have been in full and regular service, and no 
trouble has been experienced with them. 

t Thirty-four mills are now receiving a supply of electrical 
energy, and we believe we are justified in saying that the 
service is a generally satisfactory опе. All mills, with whoun 
we had contracted for the supply of power from the first 


installation, are receiving their energy from our system, with. 


the exception of about 3,000 H.P., which the consumers have 
so far been unable to avail themselves of on account of the 
difficulty in obtaining their own machinery. This power is 
now gradually being taken up. There is now a total of 


: 40.510. в.н.р. of motors in service, returning а monthly revenue 


of approximately Rs. 92,22,000." 


Mr. Покхе Payne, the chairinan, was 
unable to be present at the recent annual 
meeting, but his speech was read by 
Mr. H. G. Brown. He said that it was 
Nupossible to issue the accounts earlier 
as the secretary was the sole male emplové of the company 
lert in London. The total gross income for the year was 
only £258,000, as compared with £370,000 in the preceding 
year and £560,000 im the vear before tliat—a decrease in two 
years of considerably more than 50 per cent. This was due 
to a reduction of 30 per cent. in the population of their dis- 
tricts due to the war, and to the continuance of the unfair 
competition of the jitney cars. It was reasonable to look for 
an increase 1n profits on the return of the troops—almost as 
rapid as the decrease had been. He did not mean to say that 
thev would get back all at once to the dividend formerly 
received on the deferred ordimary stock, bnt he thought they 
would again receive a moderate return on the money invested 
in that stock within a year or two of the end of the war. 
The company had deserved well of the people of British 
Columbia, but in the matter of the jitney car competition 
they had not received it. They had not yet been able to 
convince the authorities and the public of the folly of main- 


British Columbia 
Electric Railway 
Co., Ltd. 


‘taining by preferential treatment, to the detriment of a great 


enterprise, a service which was merely a convenience to a 
certain section of the public, and could do nothing to ad- 
Vance permanently the general welfare, by the expenditure 
of capital, the employment of labour, or the encouragement 
of industries. They were now called upon to face a large 
crease in the cost of labour. There had been for some tine 
past a great deal of trouble in connection with labour through- 
out the American continent, and British Columbia had not 
escaped. The shortage of men and the increase in prices of 
commodities created a difficult. situation. These ‘conditions 
seriously affected the company’s employés, and although the 


"agreement with them still had a few months to run, it was 


recently decided to grant an immediate increase of wages. 


‘This involved an increase of considerably more than $100,000 


per annuin in working expenses, and it was to remain in 
force until June, 1918. An improvement in net earnings com- 
menced in February, and had continued down to the date of 
the last return received (October). There were grounds to 
hope that that increase in earnings might continue on a 
sufficiently large scale to enable them this year to meet the 
dividend on the 5 per cent. cumulative preference stock with- 
out having recourse to the reserve fund, and with perhaps a 
small surplus. Jn estimating the prospects of the company, 
one had largely to be guided by the general outlook in 
British Columbia. From its geographical position, British 
Coluinbia had experienced a more severe set-back from the 
war and less benefit from war trade than any other province 
of Canada, the mining industry alone having derived sub- 
stantial benefit. while such important industries as the ship- 
ping trade and the lumber trade had been practically para- 
lysed. There could be no doubt, however, that during the 
last six months these trades and conunereia] and industrial 
conditions generally had been steadily improving. Much 
attention was being given to the development of the mining 
industry, and the mines had experienced a great demand for 
their products for munition purposes. The Provincial Gov- 
ernment were assisting the development of the shipbuilding 
industrv, and there seemed no reason whv Vancouver and 
Victoria should not successfully rival Seattle and San Fran- 
cisco in shipbuilding. There was an increasing export trade 
with Russia and the East, particularly in munitions, railway 
materials, &c., and it was believed that after the war the 
exchange of commodities with Russia across the Pacific would 
be permanently established. He thought that undoubtedly 
the worst times were experienced towards the end of last 
year, and that from now on they would see continued im- 
provement. 


Мг. G. A. 'TovcngE, M.P., presiding at 
the recent annual meeting, sad it was the 
irony of fate that їп a year when, owing 
to shipping difficulties the price of fuel was 
disastrous, they should experience. such a 
drought as had never been known in the 
history of the company. Jn the 21 years for which they had 
the offictal records the rainfall for the six months correspond- 
ing to the second half of the financial year had never. been 
anything like as low as it was this vear. [n ordinary cireuni- 
stances they used their reserve steain station only as a stand- 
by in case of emergencies. This year they had had to generate 
a large proportion of the electrical energy supplied. to the 
tramways and to their customers, both public and. private, 
by means of steam. The etfect, upon. the acoounts would be 
appreciated when he told them that, in the six months to 
September 30th. last, the operation of their steam station cost 
practically 423,000, against £540 in the corresponding. six 
inonths of the previous vear. Of this £73,000, no Jess than 
£20,400 was the cost of fnel alone. Notwithstanding the bad 
times in South America, the gross receipts of the combined 
businesses were not only maintained but increased. They 
amounted to 4162469, and constituted a record, comparing 
with £157,590 in 1915, and £160,420 in 1914, up till that date 
their. highest figure. The tragedy came in the expenses, 
Which were £100,530, against 474.270 in 1915, an increase 
of £26269. The net receipts were £61,921, compared with 
£85 820, a decline of £21,399. Taking the Light & Power Co. 
by itself, the gross receipts were £00,577, agaist £88,550 in 
1915, an increase of £2,027. The expenses were £55,633, in 
comparison with £30,906 in 1915, an increase of £24,727. The 
net receipts were 34.944, against £57,614, or а decline of ` 
£22.70), The number of customers for light and power on the 
books at the end of. September last showed an Increase of 7.38 
per cent. over the number at September 30th, 1015. The 
number of lainps connected was greater by nearly 6 per 
cent. The number of units of current sold was almost iden- 
tical with the number sold in the previous vear, but the in- 
come per unit was nearly 243’ per cent. greater. On the other 
hand, on account of the steam operation, the cost per ünit 
sold was nearly 81 per cent. more. Practically no change had 
taken place in regard to their relations with the competing 
company, but they expected to see the chairman of that 
company here in. London at an early date. The records of 
the Tramways Co. during the year did not show any great 
progress; nevertheless, it had not gone back. The gross re- 
ceipts were £71,853, against £69,040 in 1915* (an increase of 
£2,843). The expenses inereased, being £44,906, compared 
with £43,360, but the ratio of expenses to gross receipts was 
slightly Jess at 62.47 per cent., against 62.8 per cent. in the 
year to September 30th, 1915. The net receipts were £26,977, 
against £25,680 (an increase of £1,247). The revenue brought 
into the accounts of the holding company was £62,383, com- 
pared with £78,451 last year. But for the additional abnormal 
operating expense of the lighting and power business there 
should have been a profit of about £23,000, or £5,000 more 
than sufliced.to рау the dividend on the preference shares for 
the year in full. As it was, there was a small loss of £930, 
after meeting all fixed. charges, including debenture stock 
interest and sinking fund and interest on the promissory 
notes, In the circumstances they had no alternative but to 
defer the payment of the preference dividend. The outlook 
with regard to the fuel situation was still too serious to enable 
them with any prudence to distribute the accumulations at 
‘the credit of profit and loss. It was a matter of some con- 
pratulation that they were able to рлу, out of the year’s 
earnings, the interest charges on practically a million pounds 
of loan capital. | 


Cordoba 
Light, Power 
and Traction 

Co., Ltd. 


The Nuremberg Co.—The accounts of 
the Elektrizitats A.G. vorm. Sehnekert 
and Co., of Nuremberg, for the vear ended 
on July 31st, 1916, indicate gross profits of 
£516,000 and balance forward of £76,000, 
as compared with £436,000 and £66,000 respectively in 1914-15. 
The general expenses, interest charges, taxes, and customary 
depreciation absorb £184,000, as against £182,000, and the 
coupon tax reserve fund £5,000, as in the previous year, 
leaving net profits amounting to £403,000, as contrasted with 
£215,000. It is proposed to transfer £26,000 to the provident 
fund, to apportion £17,000, as against £11,000, as the profit 
share of the directors, managers, and officials, and to pay a 
dividend of 8 per cent. on the share capital of £3,500,000, this 
contrasting with 6} per cent. in. 19014 15, 61 per cent. in 
1913-14, and 8 per cent. in 1912-13. 


The Rhenish Schuckert Co—The report of the Rheinische 
Schuckert Ges. fur Elektrische Industrie, of Mannheim, which 
deals with the year ended on July 31st, 1916, states that the 
unfavourable conditions brought about by the war continued 
during the усаг. Constructional activity remained restricted, 
but a greater amount of installation work was carried out in 
connection with the company's electricity supply under- 
takings. The sale of energy increased owing to the growth 
in the number of connections, although the private consunip- 
tion, especially in the country, left something to be desired: 
No changes took place in the number of the company’s own 
supply works, which experienced further satisfactory develop- 
ment, notwithstanding the difficnlt conditions: the extensions 
of these works were kept within moderate limits, and com- 
prised chiefly the connection of new;consuimers. The accounts 


The Siemens: 
Schuckert 
Group. ° 
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show net profits amounting to £45,500, as compared with 
£45,100 jn 1914-15, and the dividend is at the rate of 5 per 
cent. on the ordinary share capital of £550,000, this compar- 
inp with. the same rate in 1914-15 and 1913-14, and S per 
cent. in 1912-13. 

Siemens & Hoalske.--The directora. of Siemens & Halske, 
A.G., of Berlin, state that the total production in. 1915-16 was 
not less than that which prevailed in the previous year, 
although displacements took place in various departments in 
consequence of activity for the requirements of the Army 
and Navy, whilst. the financial results also were approxi- 
mately the same as in 1914-15. The net protits are stated to 
amount to £625,000, as compared with £620,000, and after 
the allocation of £75,000 to the * Siemensstadt " war welfare 
foundation, as against £150,000 in 1914-15, it is proposed to 
рау a dividend of 12 per cent., being the &une rate as im 
1914-15, and comparing with 10 per cent. in 1913-14, and 12 
per cent. in 1912-13, on an ordinary share capital of £3,150,000. 
Including the provision. made by the Siemens-Schuckert 
Works, the capital of this foundation has now reached a total 
of £500,000. The pavinent of the dividend absorbs £373,000; 
the sum of £100,000 has been placed. to. the special reserve 
fund, as in 1914-12, and £45,000 has been appropriated for 
bonuses to the staf. The Siemens family has created, with 
a capital of £50,000, a foundation for the promotion af dwell- 
ings for officials and workinen in connection with the ecen- 
tenary of the birth of Werner von Siemens. The directors of 
Siemens & Halske have decided, in conjunetion with those of 
the Siemens-Schuckert Works, that each company shall make 
а contribution of £50,000 towards this foundation, whieh con- 
sequently begins with a capital of £150,000. 

Siemens-Schuckert—The financial statement of the Siemens- 
Schuckert Werke О.р, of Berlin; remarks that it was 
not possible fully to satisfy the demand for electrical manu- 
factures, as the production and hoprovement of substitutes 
for electrical eónductors and their insulation, in which the 
company participated largely, occupied. а considerable tine. 
It was necessary to acconunodate. the methods of mannfac- 
ture to the new material, and to test the latter in working. 
The exports to transinarine countries ceased entirely owing 
to the English blockade. The company's workshops were 
naturally occupied to a large extent on the manufacture of 
articles of war for the Army and Navy. The inereased 
demand of all industries, particularly the chemical industry 
and the heavy industry (iron and steel and = engineering) 
caused the most strenuous activity to prevail in the depart- 
ment for electrie motive power. Concerning. the company’s 
finances, the statement observes that the Jiquid funds have 
considerably increased, and that these will. of course, be 
largely required in the change over of the departinents to the 
production of peace manulactures. As gross. profits, the 
‘accounts show the sum of €1,275.000 for 1015-16, as econ- 
trasted with £1,399,000 in the previous vear. After defraving 
general expenses, interest on loans, and depreciation of build- 
Ings, the net profits are returned at £65,000, as against 
sas .0000 in 1914-15. Tt is intended to divide 10 per cent. 
between the two proprietary companies, as compared with 
19 per cent. in 1914-15, 74 per cent. in 1913-04, and 10. per 
cent. m 1912-13. The sum of. £025,000. has been. transferred 
to the reserve fund, as in the preceding vear; £75,000 bes 
been allocated as bonuses to staff and workmen, as in 1914-15: 
£25.00) has been placed to the contingency fund, and £75,000 
hes been allotted to the Siemensstadt war wellare founda- 
fion, as compared with £200,000 in 1914-15, 


— 


report with regret that they have not vet been able to obtain 
from „Government Departments a basis of settlement in 
respect -of either remuneration: or compensation for services 
rendered, for the use of their stations since the commence- 
ment of the war, nor in respect of other matters in which the 
Government is indebted to the company. In. these. ciremn 
sii:reces the declaration of a bonus, to which reference was 
made at the general] meeting, must still remain in abeyance. 
Hcewever, without taking into account the considerable sums 
Which are estimated to be due to the company in respect. of 
the matters referred. to above, the business whieh has been 
actually completed for the carrent vear has been satisfactory, 
and the directors, without departing: from the policy, which 
was approved at the last general meeting, of husbanding their 
resources, feel justified in declaring the 7 per cent. preferential 
dividend upon the cumulative participating preference shares, 
and an interim dividend of 5 per cent. on the ordinary shares, 
both less incouie-tax. с z 


. Holme (Huddersfield) Electricity Co.— he annual meet- 
Ing was held recently. It was reported that the scheme of 
utilising a local- stream for power generation was proving а 
Success, and was being watched with interest by neighbour- 
inv authorities. The balance sheet showed a profit for the 
first year's work of: £52, after allowing £76 (10 per cent.) for 
depreciation. A dividend of 3 per cent. was declared, and 
#25 carried forward. The chairman expressed indebtedness 
to shareholders and voluntary workers, and said the company 
would probably be out of debt in eight years. 


Marconi International Marine Communication Co., Ltd. 
—The directors announce an interim dividend of 5 per cent., 
‘equal to ls per share, less income-tax, on account of the 
current year. rs 


Marconi's Wireless Tele raph Co., Ltd.—Phe directors: 


, ty XI. 
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Humphrey Pump Co., Ltd.—The report for the year 
ended September 30th last states (savs the Financial. Times) 
that the conditions produced by the war have continued. to 
seriously prejudice the business of the company. 
progress has been made in the development of the new type 
ol small pumps, and the directors are pleased to state that a 
мире of orders dias been secured, including 
Work is proceeding as rapidly as cireutostances will. permit., 
and, in order to facilitate as 1iuch as possible the output. of 
props, machine tools are being put down at the company's 
test station af Dndley Port. There is a deficiency on the vear 
ol £4,728, making the total debit balance £26,375. 


Stock Exchange Notice.—lhe undermentioned are to be 
quoted in the Official List:— . | 

Consolidated Gas, Electrie Light & Power Co. of Baltimore, 
—$619,0) additional common stock, 


Lima Light, Power & Tramways Co.— «dividend of 1 
per cent is announced, 


STOCKS AND SHARES, 


b: TUESDAY EVENING. 

Coming back to work after the New Year's Day holiday, the 
Stock Exchange markets started to prepare decks for. an 
Iminediate issue of the long-expected War Loan. The with- 
drawal of the 6 per cent. Exchequer Bonds and War Expen- 
diture Certificates was the obvious forerunner of the new 
loan. A hum of anticipation. pervaded the Consol market. 
Brokers set their. staffs addressing foolscap envelopes by the 
dS Speculators bought 44 per cent. War Loan in 
MOCKS, 


It as hoped that the disturbanee in other investment mar-’ 


kets created by the 44 per cent. War Loan in June/July, 
1915. may be avoided this. time. Debenture stocks, parti- 
cularly in the industrial sections, lost anything from 4 to 10 
points. Preference stocks and shares. gave way in propor- 
поп. The shrinkage came gradually. Much of it was im- 
perceptible until a holder happened to want to realise his 
stock, When he found that the usual purchasers were pre- 
pared to deal only on, the basis of the new standard set up 
by the 4} per cent. loan. Rumour will probably be set at 
rest before these notes come out as to the price at which the 
new loan will be offered to the public; and if the advance 
gliesses are anything to go by, the investor will be generously 
treated. That this will react. upon existing securities 18 no 
doubt mevitable: but perhaps it is a little early vet to 
attempt any forecast as to what the actual influence of the 
loan will be. 

Business has been extremely active in the Consol market, 
upon. Which attention has naturally focused at the moment. 
liome Railway stocks are generally better. There is a little 
buying gomg on, and, rather curiously, it is the low-priced 
stocks of the speculative nature м шеп are being sought more 
partionlarly. Districts. dipped to 15}, but rallied to 164. 
Underground. Electric ordinary. shares improved to 2 3/16; 
the company’s 6 per cent. income debentures are ) up at 93. 

The issue of the 4} per cent. War Loan had the immediate 
effect of causing markets round the Stock Exchange to be 
reduced as a whole to something approaching stagnation dur- 
ing the time through which the lists were open; and if the 
neweomer 15 offered. on the extremely favourable , terms 
rumoured in the City to-night, no one would feel surprised 
if а somewhat similar state of affairs were to prevail for a 
month or six. weeks. 

Electric Lighting shares are quiet. South Londons rose 4 
but County of London preference shares at 91. have 
lot the small fraction which they secured last week. 
Curiosity is agog as to how the dividends will come out. 
The West End companies, it may be remembered, fared less 
successfully in. the corresponding period than did those work- 
ing in the City; and prophets are disposed to think that the 
electric lighting market may see a repetition of this tendeney 
in respect of the halt-vear which has just ended. 

Amongst telegraphs and telephones, there is a demand for 
the two stocks of the Anglo-American Telegraph Co., and the 
prices of both are. better, The Western Telegraph Co. 18 
making an offer of 25s. per share for the shares of the West 
Coast of America: Co., and this is the middle price of the 
quotations furnished by the market. West Coast of America 
shares were formerly of the nominal value of £10, but were 
written down to £2 10s., so that the present offer is 50 per 
cent. of their par price. 

-The last time that the company paid anv dividend’ was in 
Мау, 1913, when Js. per share was distributed in respect 
of 1912; as there seems to be httle prospect of further distri- 
bution for some vears to come, the assumption is that share- 
holders will accept the offer which is being nade to them by 


the Western Telegraph Co. The. latter. guarantees the 
150.000 4 per cent. debentures of .the West Coast of 


America Telegraph Co., and is about to pay off this obliga- 
tion. The West Coast concern has an issued capital of 30,008 
shares, out of an authorised 53,008; and we sinderstand that 


Substantial- 


contracts.. 
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a large propor of these is already held by the Western 
Telegrap 

Marconi shares are unaffected by the declaration of an in- 
terim dividend of 5 per cent. for 1916, the same rate as that 
paid for the previous twelvemonth. 
yet settled with the Government as to the payment which is 
> be made for the use of the Marconi stations since the out- 
break of war, and the directors, therefore, "will not declare 
any bonus. "The price of Canadian Marconis keeps about 
9a. 64., and that for Americans is 168. 6d. 

Brazilian Tractions have further spurted to 52, makin 
rise of 5} points since the middle of December. Other 
Brazilian things are also in favour. There is a disposition, 


too, for speculative buyers to pick up Mexican stocks, though - 


so far this has not extended ‘to the issues of the utility com- 
panies. British Columbia Electric deferred regained 2 points 
after its severe fall, the market in the stocks being better as 
a whole, although the effects of the shock administered by 
the recent report have not yet worn off. Other foreign tram- 
way issues are generally steady. 

The principal feature in the list of manufacturing com- 
panies, so far as prices are concerned, is a drop of 1s. 6d. in 
British Aluminium ordinary. Shares have been offered with 
a certain amount of freedom by country holders. Castner- 
Kellners -eased off to 3}. Many ex-dividend markings occurred 
this week, some of thein extending to stocks and shares con- 
cerned in the electrical industries; apart from these, how- 
ever, the movements are mostly insignificant. The price of 
rubber improved to 3s. per lb., and the first business day 
of the new year produced a fair crop of buying orders, the 
bulk of which also came from the provinces. The copper 
group generally remains heavy, and the same remark applies 
to that for iron, coal, and steel shares. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELROTRIOTTY OOMPAXIES. 


Dividend Price 
Jan.9, Riseorfall Yield 
1914. 1915. 1917. this week, — p.c. 
charms Cross ош e 6 6 4 — 839 
Chelsea 6 4 8 == 618 4 
Gig 9t London 9 8 uj — 708 
do. 6 per cent. Pref, 6 0 10 -— 6 00 
County of London 1 1 104 — 6 18 8 
do. 6 per cent. Pret, 6 6 + 616 
Kensington Ordinary .. .. 9 1 — 6 4 5 
London Electric .. 4 8 1 — 610 65 
do. do. 6 per cent. Pret, 6 6 444 —: 6 15 4 
Metropolitan е ee ee d 8 2 еер 6 18 4 
do. 4j per cent. Pref, $$ 8х4 — 7410 
8t. James' and Pall Mall . 10 8 6 — 618 4 
South London . 6 Б 91 +4 619 0 
South Metropolitan Pret. * 1 3 d — 6 78 
Weatminster Ordinary . . 9 1 т == 6 4 5 
TELEGRAPHS AND TELEPEONBS, 
Anglo-Am. Tel. Pref. .. - 6 6 96 + 650 
do. Def. ee oe 80/. 88/6 + } 9 8 0 
Chile Telephone oe oe ee 8 8 = b 19 8 
Cuba Sub. Ord. ee eo ee 6 6 -— 6 8 6 
Eastern Tel. Ord. А 1 8 140 — 6 14 0 
Globe Tel. and T. Ord. 6 7 1 — *6 14 0 
do. Pref. 6 6 10 — 618 5 
Great Northern Pl i 99 99 B6xd — 63 3 
Indo-European... oe 18 18 4 — 611 4 
Marconi 10 10 — 895 
New York Tel. 4 4 € 10 — 490 
Oriental Telephone Ord. .. 10 10 ei — 46 6 
United R. Plate Tel. .. SN 8 8 == е5 19 8 
West India and Pan. ee ee 1 6d. 1 E — 2 4 0 
Western Telegraph ө» 1 8 18 — 65 15 4 
Нома Ratts, 
Central London, Ord. жеи, 4 4 65k —_ 6339 
Metropolitan ‘ if 1 25 — 0 0 
А рш Ordinary Nil Nil E +? Nil 
Unde d e ju + ya 
do, do. a A " ee Nil as Nil 
do. do. Inoome 6 6 98 — 6 9 0 
FonRIGX Талма, &o. 
Adelaide Sup. 6 per cent. Pref, 6 6 439 — 616 
Anglo ATE: Таны rams, First Pref. 5 8 = 9 8 4 
d * ' ana Pref. ee 9 -m — 
do. 6 p le 6 6 : 6 — 8 0 0 
Brazil Tractions . s. 4 4 63 +8 718 10 
Bombay Electric Pref. 6 6 1 == 517 8 
British Columbia Elec. Rly. Píce. 6 6 6 — 800 
. do. do, Preferred — Nil 4^ — Nil 
до; do. Deferred — Nil 874 — Nil 
do. Deb. 4} 4 6% — 617 4 
Mexico Trams 5 percent. Bonds — N 82 — Nil 
, 6 per cent. Bonds — Nil 27 — Nil 
Merican Light Common M Nil Nil 1 —b Nil 
do On Pref, ee .9 Nil ма —$% Nil 
do. 1st Bonds Nil Nil 27 -6 — 
MancFAOTORING COMPANINS. 
Babcock & Wilcox е . 24 15 2H — 5 6 
British Aluminium Ord. š Б 7 —1/6 5 19 
British Insulated Ord. 15 1. 11 = 761 
British Westinghouse Pref, .. % 1 — 6 6 
СаПепдетэ .. EN vs .. 15 9 13 — 7 18 1 
do. 6 Pref. ee ee 6 6 == 5 17 
Castner-Kellner .. æ. > 980 B +A 6 5 
Edison & Swan, T pmid „ ee Nil — mem Nil 
do. do. y paid Ni — 1 — Nil 
do. do. 4 percent. Deb. Б 6 б1фха == 8 38 
Electric Construction .. - 6 7 1 - 7139 
Gen. Elec. Pref. .. s ee 6 6 9j«d = 631 
do. Ord. oe ee ee 10 10 183 = 43 6 6 
Henlsy oe ee oe oe 20 96 16 = ł ў 7 18 10 
do. pole T ee „ 4 & 4 - 519 6 
) ee ee ee 10 10 19§xd = •7 17 0 
Telegraph Con. .. .. .. 90 9 88 - * 650 


* Dividends paid free of income-tex. 
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MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday. January 3rd. 


Latest t'o 
CHEMICALS, &o. Price. Ino. or Deo, 
а Acid, Oxalic . ks .. per lb. 1/6 id. dec, 
= Ammoniac „Вај xi per ton 25 ө» 
Ammonia, Muriate (large: em n ee 
2 Bisulphide of Carbon Sg 428 ee 
$ Comper ЕА oo 466 £3in 
а Copper . " nc 
a Po А Chlorate $ T: per lb 9/6 is 
a ? Perchlorate ee . c " T oo 
a Shellac e we per owt. 149/- 
a Sulphate of Magnesia .. per юп A16 
i Sulphur, Sublimed Flowers .. »" £19 
Lump is Es i £216 
a Soda, Chlorate per Ib. 1/- 
.a сунан es per ton 140J. ee 
а Sodium ichromate, casks ee per Ib ee . 
METALS, &c. 
c Brass (rolled metal 2 to eos per ib ee ae 
с [T] Tubes (solid drawn) Т] ee oe 
c T] Wire, basis ee ee eo [T] ee "ee 
c Copper Tubes (solid drawn) .. 19 1/83 to 1/9 d. dec. 
8g » Bars (best selected) .. рег ton 8175 10 дез, 
g » Shee ee ee [I 4115 £10 de3. 
Е Rod . ee ,» 8115 210 dec. 
d 4 (Electrolytic) Bars. is i es 2, 
a , ,» • " oe ee 
,» n . n eer eo 
d e H.C. Wire per lb. E 
f Ebonite Rod.. eo . ee [T] 8/- ee 
f 99 і t eo ,» 2/8 ee 
"n German Silver Wire ee T) 2/8 ee 
h Gutta-percha, fine .. T өө »" 6/10 "- 
h India-rubber, Para fine .. x is 8/3 hd. dec 
i Iron Pig (Cleveland warrants) . per ton Nom. os 
1 ,, Wire, galv. No. 8, P.O. qual, i 496 % 
g Lead, English Pig .. eo ee І] 233.5 е 
a M ee ee en per bot. 418 16 өз 
e Mica (in original cases) small .. per lb, 6d. to 8j- T 
€ » " ‚ » medium " "uud ^ € ee 
e $ ,» ,» large eo 99 е ° 
а Silicium Bronze Wire .. . per ib. 1/11 
r Steel, Magnet, in bars .. per ton se Р 
a Tin, "Block lish) ee ?9 ee Д2 
n » Wire, Nos, 1 016 .. es per lb, 9/11 ne 


a G. Boor & Co. James & Shak ө, 
c Thos, Bolton & Sons, Ltd. Edward Till & 
d Frederick Smith & & Co. i Bolling & Lowe 


1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Bons 
ғ W. F. Dennis & Co, 


e F. W 
f Indis-Rubber Gutta-Percha and 
Telegraph Works Co., Ltd. 


“America’s Electrical Week.” — From information 
supplied to us by the Society for Electrical Development, it appears 
that the results of the “ Electrical Week " surpassed those of the 
“ Electrical Prosperity Week " of last year. The flood-lighting of 
the statue of Liberty opened the week with spectacular effect, and 
gained universal publicity, bnt, as a rule, the celebration was more 
of an educational character than in 1915. Some of the methods 
adopted for exciting public interest were very striking, and expense 
appears to have been a minor consideration. At Portland, O., a 
great Christmas tree, 100 ft. high, " blossomed into а jewelled fire 
of incandescence" on the opening night of the week, while 
electrical genii ran up and down the streets turning on festoons of 
lights which illuminated the city's shopping sections. Search lights 
played in varied colours on steam curtains sent up from the North- 
Western Building. At Chicago, Ill., many of the cíty's noted elec- 
trical engineers and merchants addressed crowds in the High 
Schools ; the lectures were illustrated, and treated of various topics 
of electrical interest. 

Coloured slides appeared all the week in 750 Chieago motion 
picture theatres. One thousand delivery wagons carried muslin 
signs. Every department store and dealer displayed the “ Aladdin " 
poster, and 4,500 ears on the surface lines carried the design. The 
Commonwealth Edison Co. distributed $1.000 in prizes for essays to 
Chicago High School students on “ The Comforts and Conveniences 
of Electricity in the Home." Contractora were awarded cash 
prizes for the highest total of contracts for wiring old and new 
residences under a co-operative plan. 

At 46 towns electrical exhibitions were held, and hundreds of 
thousands of booklets and other advertising matter were distributed 
by post. At Pueblo, Colo., the Arkansas Valley Railway, Light and 
Power Co. held an electrical show; novel indoor and outdoor 
features advertised the show, one of the street features being a 
“ talking lamp-post" connected with a phonograph in the com- 
pany's office, by means of which selections from grand opera, 


. political speeches, and lectures on electricity were heard by crowds 
A 


in the street. Certainly it was some week. article in 
Leslie's Illustrated Weekly, which ‘claims to be read in 420,000 
homes, admirably set forth the advantages of electricity in house- 
keeping, with the aid of eloquent illustrations, and the Presa 
generally supported the campaign with enthusiasm. 
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SMALL ELECTRIC MOTORS. 


Bv " BOOSTER." 


—— —— 


THs use of small electric motors might, in the opinion of 
the writer, be much more general if greater endeavours 


were made to demonstrate to householders, shopkeepers, - 
and others the advantages they offer in connection with the 


operation of small machines. | There are, for instance, 
numerous hairdressers who still adhere to a manually- 
operated wheel for working their machine brushes, whilst 
it is not uncommon to find gas engines and other primitive 
forms of motive power employed for grinding coffee in 
large grocers’ shops. The uses to which small electric 
motors may be put in the home and in various businesses 
are innumerable, and these motors provide a highly 
desirable, convenient, and economical method of performing 
many operations ordinarily done by hand. For driving 
sewing machines, washing machines and wringers, coffee 
grinders, meat choppers, vacuum cleaners, and other house- 
hold appliances, there is still an immense field for the 
electric motor. What is wanted to accelerate this branch 
of the industry is more vigorous propaganda on the 
part of central station authorities. Motor manufacturers 
particularly American manufacturers, have developed a 
large variety of sizes and types of small motors to meet the 
requirements of various devices and machines, and the 
varying frequencies and voltages met with on ordinary 
commercial circuits. Thoroughly reliable motors can 
be obtained for all outputs and all ordinary voltages 
down to about >; H.P., and, so far as the writer can see, 
there is no very logical reason while these small motors 
should not be employed more extensively in business 
establishments and in the home. | 

In the middle-class and wealthy residential areas every 
endeavour ought to be made to encourage the use of electric 
notive power ; for although fractional horse-power motors 
.onsume little current, they will, if connected to electric 
lighting mains in large numbers, materially increase the 
day loads. |. 

The difficulties involved in applying small motors to 
household appliances are nct, as a rule, very formidable, 
although certain points must be observed. In some cases, 
for instance, the absence of noise is of vital importance, and 
if proper precautions are not taken in this direction small 
motor applications are apt to fail lamentably. The writer 
experienced, some time back, considerable trouble with a 
small motor, owing to excessive noise which emanated from 
the gearing between the motor and the driven machine, and 
it would appear that if quiet running is essential, as, for 
instance, when motors are used for driving talking machines 
and musical instruments, gearing in the form of ordinary 
spur wheels should be avoided. As an alternative to such 
gearing a belt, chain, or friction drive may be used ; but, of 
course, where speed reduction is unnecessary, the motor may 
be directly coupled to the driven machine, preferably 
through a flexible coupling. Worm gear may also often be 
used with advantage, especially where the required speed 
reduction is large. The advantage of the friction drive, 
which has been applied with success to moving picture 
machines, is that it allows of speed variation without 
altering the speed of the motor, whilst the advantages 
of a chain drive over a belt are that the drive in the 
latter case is positive, and large speed reductions can be 
obtained with a comparatively short distance between the 
driving sprockets. Hence the method of driving is 
determined, not only by the question of noise, but also by 
the amount of space available, the general character of the 
machine to be driven and the ratio of the reduction desired. 
Ав many small. motor-driven machines are connected to the 
circuit only for short intervals, and are idle the greater part 
of the time, it may be possible to use a very small inter- 
mittently rated motor, but it is far better, if immunity from 
breakdown is desired, to employ a motor that will work the 
machine continuously at full load, for it is to be remembered 
that in private houses and business establishments motors 
will, as a rule, be left to the mercy of people who are not 
electricians in any sense of the word, and machines are apt 
to be left ranning for indefinite periods. 


' pressure. 


On direct-current circuits a simple shunt motor will in 
many cases serve quite well, although, of course, when the 
required starting torque is excessive, use may have to be 
made of a compound motor. Co-operation between the makers 
of household appliances and manufacturing electrical 
firms would, it seems, be beneficial. The makers 
of coffee-grinders and roasters, meat-choppers, washing 
and wringing machines, and other machines and appli- 
ances of a kindred nature might be approached with 
advantage, with a view to getting them to adapt their 
machines to the electric drive, fer it is owing in no small 
measure to the co-operation of machine tool makers and 
electrical {manufacturers that electric driving has, of late 


years made such excellent progress in engineering work- 


shops. If household appliances were turned out complete 
with electric motors in the same way as machine tools and 
certain other contrivances, the effect would, in all probability, 
be beneficial to central station engineers and everyone con- 
cerned. In America а great deal more has been done in 
this direction than has been done here. Motors are com- 
bined with all kinds of household machines and appliances, 
with the result that all that has to be done when they are 
delivered, is to connect them up to the supply circuit. A 
machine that is designed to be worked by electricity 18, as a 
rule, infinitely better than one that is fitted with a motor 
as an after thought. Such machines are usually very 
compact, for the motor is placed iu the best possible posi- 
tion, and owing to the accumulated experience of the firms 
that supply the motors, trouble is unlikely to arise. Just 
as an engineer who is in the habit of electrifying factories 
can determine with little trouble what type and size of 
motor is required to drive a given machine, во can those 
who are accustomed to household appliances easily pick out 


- a motor that will, under given conditions, perform the work 
. in the best possible manner. 


As regards the special features that, small motors should 
possess, lightness is not infrequently a matter not to be 
ignored, for many small motor-driven machines are of a 
portable or semi-portable character. Maximum output 
with minimum space is another desirable feature. 

On single-phase alternating-current circuits two distinct 
types of motors may be used—the so-called split-phiase 
induction motor and the series-commutator motor with 
laminated poles. On ап alternating-current circuit an 
ordinary shunt motor will not, of course, work. The series 
motor develops a good starting torque, and is used very 
largely for working small electric tools, fans, and vacuum 
cleaners. The early split-phase induction motors developed 
а very poor starting torque, and not infrequently a clutch 
was fitted which allowed the rotor to run idle until a pre- 
determined speed had been reached. In this direction, 
however, considerable improvements have of late years been 
made, and motors are now built by American manufacturers 
that are said to exert at starting a torque equal to 
the full load torque. Motors with clutches are, however, 
still occasionally used. "The advantage is, of course, that 
the machine develops a maximum starting torque with a 
minimum starting current. Motors of the induction type 
are very sensitive to variations in the supply pressure, since 
the torque varies approximately as the square of the applied 
It is, therefore, advisable when purchasing small 
induction motors to be connected to ordinary lighting 
circuits to select a machine that will develop the maximum 
torque likely to be required with a reduction in the voltage 
of 10 or 15 per cent. 

Perhaps the most useful service to which small electric 
motors can be put is that of driving small tools—such as 
drills, grinders, polishing buffs, and so forth; and for this 
class of service a series motor is, as already indicated, 
usually employed. Although the electric tool industry has 
made remarkable headway within recent years, these tools 
have not as yet by any means entirely displaced small tools, 
such as drills, &c., worked with compressed air. Of course, 
in the early days, small electric tools were rather trouble- 
some, especially those made abroad, and the bad reputation 
they gained is not to be wondered at. For a long time 
past, however, excellent portable electric tools have been 
made in this country, and they are now used in many 
engineering factories and shipyards. There are, liowever, 
many works in which compressed air remains in vogue, and 
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the electrical tool industry has undoubtedly still to be 
developed. With modern portable electric tools most 
electrical engineers are now quite familiar, und it is 
unnecessary to describe them. It will suffice to sav that 
the old trouble in the way of heating has been overcome, in 
a large measure, by fitting a fan to the armature shaft, 
which ventilates the armature windings. As the motors are 
series- wound, the speed increases considerably when the tool 
is removed from the work, with the result that the fan 
delivers at these periods a large volume of air. For many 
classes of work, the scheme of combining the motor with 
the tool leaves little to be desired. Since aluminium 
can be used in the construction of some of the 
mechanical parts, powerful tools can be made without 
undue weight. When large powers are required, however, 
power from a motor can be transmitted to the tool through 
a flexible shaft. The motor can then, of course, have any 
desired capacity, for it can be mounted on a truck to 
facilitate its removal from place to place. The weight 
of the motor in this case does not count. Upon the 
other hand, a certain amount of power is lost in the 
flexible shaft, hence the efficiency of the unit is not so high 
as when the tool and motor are combined. But when a 
powerful motor is required for drilling, grinding, or other 
work, the flexible shaft arrangement enables such а motor 
to be employed. И 

There is, it seems, a considerable field for portable 
clectric tools and small motor applications in garages where 
motor-cars are cleaned and repaired. For inflating tires, 
for instance, the use of small motor-driven air compressors 
might be encouraged. Incidentally, compressed air is also 
useful for cleaning upholstery. For heating garages, more- 
over, there is nothing safer or cleaner than an electric 
heater, so that altogether motor garages would appear to 
offer excellent opportunities for the sale of electrical energy. 
So far, the majority of motor-car repairers in this country 
have failed to recognise the ways in which electricity can 
be used in their business, and steps ought to be taken to 
enlighten them. 


IMPORT TRADE OF CHINA. 


Tue Chinese Imperial Maritime Customs have just issued a - 


volume giving the countries of origin of the principal imports 
into China during 1913-15. The following figures, showing the 
value of imports in 1914 and 1915 of goods of interest to the 
electrical engineering industry, have been extracted from thia 
volume, and the increases and decreases shown. It is to be 
noted that the average value of the Haikwan Tael in 1914 was 
2s. 83d., and in 1915 was 2s. 714. 


i | Hk. Tls. Hk. Tls. Hk. Ts. 
Machine belting.— 1914. 1915. Inc. or dec. 
From Great Britain’ 144,000 195,00 + 54,000 

». Germany 31,000 — - 31,000 

» Belgium 1,000 — — 7,000 

5» France 500 — — 500 

„ Russia 16,000 9,000 — 7,000 

».  4apan d 57,000 604.000 +: 7,000 

5» Other countries 30,500 $6,000 — = 55,500 

Total 286,000*  357,000t + 11,000 
* Includes 5,000 Hk. Tils. re-exported. 
tIncludes 2,000 Hk. Tls. re-exported. 

Electrical materials and fittings.— 

From Great Britain 736,000 404.000 — 332,000 
» Hong-Kong 244,000 260,000 + 16,000 
» Germany 735,000 1,000 — 734,000 
» Belgium 71,000 8,000 — 63,000 
„ Italy . 30,000 20,000 — 10,000 
„ Japan = 000 845000 + 157,000 
» United States 135,000 285,000 + 150,000 
», Other countries 154,000 262,000 + 108,000 

Total 2,793,000* 2,085,000 — 708,000 
* Includes 37,000 Hk. Tls. re-exported. 

Agbestos.— 

From Great Britain 24,000 33,000 + 9,000 
» Germany бу. c 8,000 So dm 8,000 
» Belgium 2x 28 16,000 —  -— 16,000 
, Russia А Ms 16,000 24 000 + 8,000 
». Japan is 9,000 16,000 – 3,000 
» Other countries 9,000, 8000 — 1,000 

Total or 2. 92,000 81,000 -  . 11,000 


Hk. Tls. Hk. Tis. Hk. Tis. 

Aluminium, manufactures of. — 1914. 1915. Inc. or dec. 

From Great Britain 2.500 1.000 — 1,500. 
»  Gennany 5,000 — - 5,000 
» Belgium 1.500 — — 1,500: 
», Russia 2.000 1,000 — 1,000 
», Japan au 22.000 7,000 — 15,000 
». Other countries 2,000 — - 2,000 

Total 35.000 9.0) — 26,000 

Copper wire.— 

From Great Britain 7.000 3,000 — 4,000 
4 Germany eX OO — ~ 29 000 
» Belgium 1.500 — - 1,500 
», Japan yn 145.000 123,000 — 30.000 
; Other countries 6,900 12,000* 4- 5,500 

Total гат 187.000)  138,000* — 49,000 
* Includes about 5,000 Hk. Tis. re-exported. 

Ccpper, bars, rods, sheets, plates, and nails.— 

From Great Britain 12.000 11000 — 1,000 
» айа 3,000 3.000 — 
» Gennany 4.000 EG оч 4,000 
», Belgium 13.00) — -— 13,000 
, Japan LA 542,000 81,000 — 461,000 
» Other countries 11,000 22,000 11,000 

Total 585,000 117,000 — 468,000 

India-rubber and gulta-percha manufactures.— 

From Great Britain 40.00) 31,000 — 9,000 
, Germany 9.000) — — 9,000 
, France 14.000 21,000 + 7,000 
» Russia T 186.000 90,000 — 06,000 
» Japan И 47,000 | 202,000 + 155,000 
,, Other countries 34 .000 41,000 + 7,000 

Total 330.000* 385,000 + 55,000 
* Includes 58,000 НК. Tls. re-exported. 

Telegraph and telephone materials.— 

From Hong-Kong 97.000 79,000 — 18,000 
,, Great Britain 59.000 — 171,000 + 112,000 
4, Germany 22A 000 »— — 4,000 
» Belgium 56,00€) — — 56,000 
», Japan eM 18,000 65,000 — 13,000 
», Other countries 53.000 95,000 + 43,000 

Total 967,000* 410,000 — 157,000 
* [Includes 32,000 Hk. Tls. re-exported. 

Railway carriages and wagons, including tramcars.— 

From Great Britain .. 608,000 100,000 — 508,000 
, Germany T LS 75.000 — — 75,000 
, Belgium 1,470.000 10,000 — 1,460,000 
,, Russia иЗ 28.000 13,000 - 15,000 
,, United States 86,000 172,000 + 86,000 
„ Other countries ae 18,000 335,000 + 257,000 

Total . 9,340,000* 630,000 — 1,710,000 


* Includes 117,000 Hk. Tis. re-exported. 


NATIONAL INSURANCE (UNEMPLOYMENT) 
ACTS 1911 TO 1916. 


UNEMPLOYMENT INSURANCE. 


Decisions by the Umpire. 


CONTRIBUTIONS ARE PAYABLE IN RESPECT OF :— 


2.088 X. All workmen engaged wholly or mainly in sawmilling 
or machine woodwork, whether in connection with insured or 
uninsured trades or independently, with the exception of those 
already insurable under Part II of the National Insurance Act, 
1911.* 

487 X. Workmen engaged іп the installation or erection of 
accumulators in buildings. ships, or vehicles. 

(This involves reconsideration of Decision 1,962 X.) 

NoTE.— Decision 1.962 states that the Umpire has decided that 
contributions are not payable in respect of : — 

Workmen described as out-door erectors and engaged wholly or 
mainly in the installation of accumulators. | 


CONTRIBUTIONS ARE not PAYABLE IN RESPECT ОЕ: — 


2,087. Volunteer workers employed on munitions work in their 
spare time and engaged for less than the normal factory hours of 
the place where they work, provided that they are :— 

1. Free to come and go or stay as they please. _ 
2. Are not dependent upon earnings at munitions work. 
3. Are not badged in respect of the munitions work. 


* The term “sawmilling and machine woodwork” includes the 
cross-cutting, boring, turning, polishing, or sandpapering of wood 
by power-driven machinery. 


THE 


Vol. 80. No. 2,041, JANUARY 5, 1917.] 


ELECTRICAL REVIEW. 25 


COLONIAL TELEGRAPHS AND TELEPHONES. 


By R. W. WEIGHTMAN, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF 
ELECTRICAL ENGINEERS.) 


(Continued from page 713.) 
ENGINEERING. 


There is practically no overhouse construction in any of 
the Dominions or Colonies, and the chief difference in the 
construction of pole lines lies in the character of the pole 
employed. Where timber is plentiful and there are no local 
drawbacks to its use, wood poles are the rule, but where it 
18 scarce or not of suitable size or quality, or where it is 
liable to be attacked by white ants, or destroyed by grass or 
bush fires, iron poles are used. 

White ants abound in practically all the tropical Colonies, 
and while it is usual in such countries to find an indigenous 
wood which is more or less immune from their attacks, like 
the teak-wood of Burmah, the cedar of British East Africa, 
and the sneeze-wood of South Africa, it is not always suit- 
able for use as telegraph Pound 

There are two types of tubular iron poles with cast-iron 
bases and wrought-iron taper upper tubes in general use in 
the Crown Colonies. The advantage in the tapering top is 
that it combines strength with lightness. The taper is lap- 
welded in machines specially designed for the purpose. In 
the original joint the space between the tube and the base 
was filled with a sulphur-oxide-of-iron cement, but in nearly 
all poles ordered now either the screw ring joint, or the taper 
ring joint is used. The author prefers the latter because it 
fits automatically, and it eliminates two 
items from the stores list, namely, the 
separate screw ring and the screw-ring 
spanner. 

In all these poles the cast-iron base is 
of sufficient length to keep the wrought- 
iron tube out of the ground when the 
pole is planted to its proper depth. The 
depth of the socket varies from 6 in. in 
a 20-ft. pole to 12 in. in a 30-ft. pole. 

АП cast-iron bases were originally 
made without the wrought-iron band 
which is now shrunk on to the top end 
of the base. Before the band was 
brought into use it was a common thing 
for a base to split at the socket in cold, 
gusty weather, but the band entirely 
prevents this. 

The top end of each pole is bossed 
and a wrought-iron lightning rod about 
18 in. long by 4 in. diameter is usually 
driven into a tapered hole in the 
boss. Sometimes, however, an insu- 
lator spindle is screwed in, but this is a 
` practice not to be recommended. Where 
lightning storms are frequent the insu- 
lator runs great risk of being struck, 
and in any case & wire running along 
the он of poles is very much in the 
way of the lineman. 

One type of pole has its base pointed, 
the point being solid for about 5 in., so 
that it can be driven into the ground by 
means of a special rammer which is 
dropped inside the base. А wooden 
disk about 2 in. in thickness is first 
put into the base to take the impact 
of the blows from the rammer off 
the cast iron. Where the ground is 
at all sandy or marshy a ground plate can 
be used. Ii is slipped over the bottom 
end of the base and wedges up against a narrow bead on the 
casting about 12 in. from the top. This pole will carry a 
horizontal load of about 80 lb. at a poms 12 in. from the top. 

The standard type of pole used has a cylindrical cast-iron 
(parallel) base with square flange at the bottom end to which 
a buckled base plate 1s bolted. 

Poles of this type are made in a number of standard 
lengths and strengths. Where the length is 40 ft. or over, 
the upper part is made in two or more sections. The cast- 
iron bases and buckled plates are usually dipped in Angus 
Smith's compound, while the tubes are.dipped while hot in 
hot linseed oil. A factor of safety of 2 based on a wind 
Pressure of 17 lb. per square foot is sufficient for these poles 
їп countries where there are no snow and ice accumulations 
io be taken into account. Where snow and ice occur a factor 
of safety of 4 should be allowed. 

e cast-iron bases used in South Africa have circular 
flanges at their bottom ends, with four Een ning webs 
extending from the flanges about 18 in. up the base. This 
flange is of larger area than the square flange, and can be 
used without & base plate where the ground is sufficiently 
firm. Fig. 1 shows a light pole specially designed for South 
Africa. It is used on farmers’ lines and carries one or two 
Pairs of wires between main routes and the homesteads. 

13 18 ft. in length and has a wedge joint. It will carry wires 


Plan of base: A-B 


having a total lateral stress of about 80 lb., 12 in. froin the 
top. It is probably the lightest and cheapest pole used in 
telephone practice anywhere. The upper tube is high-grade 
steek galvanised, and the lower section is cast iron. The cap 
is of cast-iron and the lightning rod wrought-iron. The 
bracket, spindle, and insulator used with this pole are also 
shown in the figure. 

There is a parallel pole of a more ornamental type which 
is used for special street work in South Africa. There is no 
cast-iron base with it, but it is protected from corrosion at 
the ground line by means of a sleeve which is shrunk on. It 
is 26 ft. in length, and will bear a maximum load of about 
300 lb. at the top when planted 4 ft. in the ground. Where 
poles of similar type have been planted without the sleeve 
protection, corrosion has often taken place at and above the 
ground line. This has been prevented by the use of cast-iron 
sleeves made in two longitudinal half-sections with their edges 
overlapping. When the two half-sections are screwed to- 
gether they have a neat cylindrical appearance. The small 
space between the sleeve and the pole is caulked with yarn 
and red lead and painted over. 

In some of the Crown Colonies tubular poles of the type 
introduced by the Indian Government, and known as the 
Hamilton pole are.used. These consist of riveted tubes of 
steel sheet fitting into cast-iron sockets having cast-iron sole 
plates. A full-length pole is about 08 ft. out of the ground, 
and comprises eight sections, each 8 ft. long. The poles taper 
from about 12 in. at the bottom to 3 in. at the top. They 
are jointed together by the upper T in each case being 
driven over the next lower one, and each joint is strengthened 
by a stiffening hoop shrunk on. Each section has its own 
cast-iron socket with sole plate, which is known by the letter 
corresponding with the tube it fits. The sole plate screws on 
to the socket. The top of the pole is fitted with a cast-iron 
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INSULATOR (SOUTH AFRICA). 
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Fia. 3.—BARREL INSULATOR WITH SLING (AUSTRALIA). 


cap with lightning rod, which is driven into the top of the 
tube. The above-ground parts are always galvanised, while 
the rae and plates are dipped in Angus Smith’s com- 
pound. 

The number of poles to the mile varies with the class of 
line, from 20 to 40 to the mile. The author has had experi- 
ence of spans up to 800 yds. in length over rivers and ravines 
standing quite satisfactorily for many years. Hard-drawn 
copper wire was used on spans up to 300 yds., whilst above 
that length bronze was used. Copper wire can be fully relied 
upon for long spans so long ae a reasonable factor of safety 
is allowed. In а country where snow is almost unknown this 
may be as low as two, but it should include full allowance 
for wind pressure. The poles are specially stayed, double 
width spacing is given on the arms, only one quality and 
gauge of wire is erected, every care being taken to adjust all 
the wires to the same dip, and no joints are made in the 
spans. With these precautions the wires all swing in unison 
and there is no trouble. | 

The stays used throughout these countries are of British 
Standard types with tighteners and with iron anchor plates, 
which are usually tarred. Where the n wire 1s fixed to 
an iron pole it is made off over a special clip. It is bad 
practice to fix it over an arm or bracket, as is often. done. 

Where iron poles.are employed near the sea,they can only 
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be preserved from corrosion by being frequently painted or 
tarred. The author has ‚tried every kind of paint for this 
purpose, but he found none $o stand any better than coal 
tar applied in the heated state. It is much cheaper than 
paint, and where native painters do the work the waste 
which is inevitable is not so serious a loss. 

Discarded railway rails are used at certain places, the rails 
being set with the web of the rail at right angles to the direc- 
tion of the line. Planted the other way about they are 
liable to bend over in very windy weather. 

In Canada wood poles and arms obtained from timber 
grown in the country are used on both telegraph and tele- 
phone lines. There are no iron or reinforced concrete poles 
in use. The poles are generally of cedar. They are generally 
cut to an apex at the top, the apex being at right angles to 
the arm, but they are not fitted with pole roofs. 

The practice in respect of the providing of earth wires on 
pos varies, but it is nowhere the rule to earth-wire every 
pole. ; 
At road and railway crossings poles of suitable length are 
used to give clearances of 16 ft. over roads and 95 ft. over 
railways when the ultimate lowest cross-arm has been fitted. 
A clearance of 3 ft. is allowed either over or under when the 
wires of another administration are crossed. 

.In Australia both wood:and iron poles are used, the selec- 

tion depending generally upon whether or not dangers from 
white ants or.bush fires have to be moet. Several types of 
iron poles are employed, the principal being the Siemens 
taper pole with cast-iron base and screw ring joint. For 
light lines the Oppenheimer iron pole, iron tubing, and old 
railway rails are also used. The Oppenheimer pole has a 
cast-iron base shaped like a dart, with moderately sharp cut- 
ting edges, which permit of its being driven into the ground. 
In the upper part a socket is formed into which the wrought- 
iron tube is fixed by means of iron wedges. 

All the wood poles used are obtained from trees indigenous 
to the sata In districts infested with white ants all poles 
are protected from their attacks by the application of a 
solution of arsenic (1 lb.) and caustic soda (2 lb.) dissolved in 
one gallon of water. The pole is well coated with this mix- 
ture by means of a long-handled tar brush for a distance of 
18. in. above and 18 in. below the ground-level. The solution 
18 given a few hours in which to soak into the timber, when 
16 18 given a coating of coal tar composition consisting of gas 
tar (7 parts), Stockholm tar (3 parts), and fresh-slaked lime 
(3 parts). The ground for a distance of 1 ft. around the 
pole is well sprinkled with the exterminator, and this ів 
covered with 9 in. of unpoisoned earth. Another method js 
to bore one or more holes with a # in. auger in a downward 
direction to the centre of the pole, and to fill the holes with 
the exterminator, the holes afterwards being plugged with 
hard wood plugs which are gently driven in and then cut 
off flush with the pole. 

The minimum height from the ground of the lowest wires 
along the road is 19 Ít., and at the road crossings 18 ft. All 
wood poles are provided with lightning conductors of No. 8 
galvanised iron wire fixed with staples 2 ft. apart. The top 
of each pole is cut to an apex, which is placed at right angles 
to the line. It is coated with coal-tar composition and fitted 
with a galvanised iron roof of suflicient size to project 2in 
beyond the pole on all sides. 

New Zealand has a greater variety of types of poles than 
most countries. Poles of wood, tubular iron, reinforced con- 
crete, and discarded railway rails are in use. The wood poles 
an ашу got qu n trees. There are no white 

5 in New Zealand, and poles are but rarely dam 
i e poles are not earth-wired. d Rese y 

lubular iron and steel poles have come more into u 
within the past few years. They are of both solid ddan 
and lap-welded types, although not of the standard taper 
pattern so much employed in South Africa and other coun- 
tries. They are used in the larger towns for telephone ex- 
ckange distribution purposes, also in the lighter sizes on 
some light country lines, where it is advantageous to use 
them owing to the ease with which they can be transported 
and handled over rough country. 

The reinforced concrete pole used is of solid construction 
the cross-section being rectangular. When erected the longest 
side of the pole 18 placed at right angles to the line, a factor 
of safety of 2.5 being allowed. Hollow concrete poles are not 
employed. 

Poles of 59.lb. and 70-lb. discarded railway rails are largely 
used, and are ‘said to make splendid lines. Where extra 
strength is required, as at angles, two rails with their flanges 
bolted together are often used, and where a line is required 
to be specially strong every fifth pole is doubled in this way. 
Poles of this type have been used for a great many years, 


and are so favoured that they would be in general use but 


for the fact that they are not available in the quantities 
rcquired. Special castings are made to attach the arms to 
these poles. 


Рог FITTINGS. 


There are many types of iron brackets and arms available 
for use with iron poles, and South Africa may take some 
credit for having helped to evolve a number of useful im- 
provements to these fittings. 

The bracket shown in fig. 1, p. 25, is of malleable cast iron. 
It is typical of many other patterns which vary mainly in the 
size of the seat. А similar bracket is made for four wires. 


For one wire only a single bracket with a back strap is used. 
On this bracket there 16 a small projection which locks the 
spindle nut, and so prevents it from getting loose owing to 
vibration. 

For а wood arm Jobson's combination bracket is a useful 
fitting. This was originally made with straight fixing bolts, 
and it is still used in this form by some administrations. In 
South Africa it gave much trouble owing to the arm shrinking 
ia dry weather and causing the clamp to become loose. On 
angle poles this often allowed the arm to cant, and even to 
twist right round. To prevent this, and to enable the clamp 
to be tightened up on the pole independently of the arm, the 
author’s old chiet in Natal, the late Mr. T. T. Hardaker, 
devised the shoulder bolt shown in fig. 2. With this bracket 
the clamp is first tightened up against the shoulders of the 
fixing bolts, and not till this is done are the nuts on the arms 
screwed up. This improvement айе the Jobson bracket a 
thoroughly reliable one, and many thousands have been used 
in South Africa and elsewhere. 

With the introduction of the tubular iron arm by the Post 
Office in England several of the Colonies quickly took it up, 
and with some of these it 1s now the standard arm. 

Tubular arms are made of different diameters and thick- 
nesses of iron, but the sizes most commonly used are all 
1 11/16 in. diameter by Nos. 7, 9, and 12 S. W.G. thick. They 
are always galvanised. Tests show that the No. 9 gauge tube 
is sufficiently strong for all practical purposes. 

If line construction is good the maintenance costs will be 
low, and the great advantage of freedom from faults is 
gained. Loss of time to telegraphists, delays to telegrams, 
and annoyance to eubscribers to telephone systems which 
result from interruption to wires are reduced to a minimum 
if the constructional work is of the best. Probably in no 
other class of engineering is the success of a work dependent 
upon factors of such low values mechanically as in telegraph 
and telephone engineering. A telegraph line may be 1,000 
n.iles in length, and its good working depend not only upon 
a thin wire having a breaking strain of 500 or 600 lb., but 
even more so upon scores of little joints and connections 
spread over its entire length. Good materials, properly stan- 
dardised for the different classes of lines and work, and good 
workinanship are of the greatest importance. They may cost 


. more initially, but they pay in the end. 


Double-shed white porcelain insulators of Post Office types 
ar» generally used in these Colonies and in South Africa. 
On the farmers’ lines in South Africa and on some lines in 
British East Africa a small single-sbed porcelain cup is used. 
It is quite a satisfactory light line insulator for use where 
the climate is dry. Тһе spindles and cupholders used with | 
these cups are generally of the standard types adopted by the 
British Engineering Standards Committee. 

Black insulators of the large P.O. pattern made from a 
bituminous composition have been given a trial in several of 
the Colonies, but are not highly spoken of. 

Class insulators, so much used in the United States and 
Canada, where the climate is dry, are not used to any extent 
in the Crown Colonies, and‘ not at all in South Africa. The 
inferior insulation ‘of glass as compared with porcelain has 
been against its adoption. Some insulation tests of porcelain 
and glass insulators of the same size and shape, carried out 
for the author recently, gave an average of 50,000 megohms 
for the former and 3.500 for the latter. Glass insulators are 
much affected by changes of temperature, and are liable to 
fly to pieces even when these changes are comparatively 
slow. In India, where glass insulators were tried, they had 
to be abandoned because of this weakness. Porcelain insu- 
lators are less affected by temperature changes. They are 
tougher, and when used in the standard manner on screwed 


‘spindles with. elastic washers of felt or india-rubber they are 


quite reliable. Felt washers are generally used to-day. They 
are cheaper than rubber and equally efficient. Where porce- 
lain insulators are fixed to the spindles by a non-elastic cement 
they are liable to be shattered during rapid changes of tem- 
perature. Porcelain insulators of Continental make have been 
used in some of the Colonies, but they are extremely brittle, 
and it is no uncommon thing for the internal threads to be 
completely broken away by the swaying of the line wire 
after the insulators have been in use a few months. The 
insulation of a line is а matter of the first importance. The 
best insulator gives the best service, and the author is pre- 
pared to say that no insulators made are to be compared 
either for insulation, strength, or general serviceableness 
with the British Post Office standard porcelain types as made 
in England. 

In Canada both porcelain and glass insulators are used on 
both telegraph and telephone lines; but, owing to the won- 
derful dryness of the climate, glass is found to give sufficient 
insulation in most localities and is largely used, mainly in 
the single-shed form. Where high insulation is required on 
both telephone and telegraph circuits, as on long-distance 
lines and in wet districts, porcelain is used. The insulators 
are usually held on wood pins, screwed with a large thread 
to take з corresponding thread in the insulator. This pin 
has & tapering shank which fits rigidlv into the hole in the 
arm. In some cases a steel pin is used with iron washer and 


nut at the arm end, and with à wood thimble on the top end 


to take the insulator. 

In Australia wood arms and single iron brackets are used 
on both wood and iron poles. 

The standard insulators used are of porcelain or Btoneware 
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of double-shed type and made in two sizes. They are 
threaded internally and are usually carried on wood pins 
sin:larly threaded, although iron spindles with lead-screw 
tops are also used. The wood pins are made to fit tightly 
into the wood arms. Where there is a possibility of the wire 
lifting the pins out of the arm or bracket а piece of 200-lb. 
galvanised iron wire is passed through a hole in the shank 
of the pin, and the ends are twisted together. 

The ''cheaply constructed line” is a novel feature autho- 
rised by the Commonwealth Department. Such a line is only 
erected when the cost of a standard pole line is prohibitive, 
and it is erected on trees, saplings, scantlings, and fences. 
Owing to the low effigiency of the insulation this class of line 
їз used almost exclusively for local telephone services. Where 
saplings are used they must not be less than 12 ft. long and 
3} in. in diameter at the top end. Scantlings must be of hard 
wood not less than 2 in. by 3 in. in section and 10 ft. long. 
Swan-neck spindles with pattern A or B insulators are the 
standard on straight sections of line. Where the wire is 
attached to a tree a sling insulator as illustrated in fig. 3 is 
used. This is bound to the tree by means of a strand of four 
No. 14 gauge galvanised iron wires which is passed through 
the hole in the barrel insulator, and the tension on the wire 
is always in such a direction as to draw the insulator away 
from the tree. Similar slings 12 in. in length are used on 
angle poles. Where the wire is carried on fencing posts 
barrel insulators of the same type are employed. They are 
fixed with spikes, and the wire is taken over the top of the 
ir.sulator and bound thereto. 

In New Zealand the insulators used are of standard Post 
Office white porcelain types, the large size on heavy lines 
and the small size on exchange distribution work. Iron arms 


аге not used. (To be continued.) 


DISCUSSION. ' 


Col. A. M. J. OGILVIE, in opening the discussion, said the 
paper was an excellent supplement to Mr. Preece’s paper on 
a similar subject, and covered the general standard practice 
of a number of Colonies. It was extraordinary what difficulty 
was met with in Colonial telegraph work, in keeping abreast 
of standard practice and in getting the best equipment, and 
this revealed a weak point in our national organisation, which 
should be overcome after the war. Steps were being taken 
ia this country before the war to secure general standardisa- 
tion, and the idea should be extended to include the Colonies 
after the war. 

Mr. LLEWELLYN PREECE said the paper told of practice 
throughout the world, and it would be welcomed by colonial 
enginecrs ав an assistance in overcoming their difficulties. 
The most important section, he thought, was on administra. 
tion; engineers were not often interested in it, but it was 
most important that they should study it. The engineer, 
purely, was of little use in the higher positions, which be- 
came more and more managerial. The New Zealand tele- 
phone department in the early days used to char the butts 
of the poles, but in one case a contractor forgot to do this, 
and ten years after, investigation showed that the only poles 
which were not faling down were those which were un- 
charred, and as a result it was decided to abandon the prac- 
tice of charring. In regard to pole life, an instance occurred 
to him of poles which had been standing 38 years being found 
in good condition, and moved for use again. These poles had 
heen erected only six weeks after they were growing, and 
their life was unprecedented in this country. 

Mr. F. В. McBerty said that in Western Canada and New 
Zealand telephonic development had been very rapid; in New 
Zealand machine switching had been largely adopted, and as 
a result of the extensive progress the telephone saturation in 
the Dominion was 5 per cent., and in individual cities it was 
f 9 per cent. It was decided to adopt automatic switching 
in 1912, and contracts had been entered into for about 30,000 
lines. These developments would in a short time result in 
one area having the largest automatically-worked svstem in 
the world. A reason for automatic working was high wages, 
but the main purpose in view was the improved quality of 
-the service—not economy, although it was estimated there 
would be from 25 to 50 per cent. saving. 

Sir WM. Ѕілмао said he felt exceedingly proud that engi- 
neers the world over could fall back on British Post Office 
practice. In this country there had been poles 40 years in 
one position, but the average was much less, as most poles 
were removed before their utility ceased, to make room for 
larger ones, or in the course of alterations. The question 
of waiting for material in the Colonies would not arise if a 
reserve stock were carried; in this country the P.O. held a 
large stock based on one year’s consumption. Not many iron 
poles were used here, as they were not necessary. He asked 
why experiments were made with solid as against tubular 
reinforced concrete poles. = 

Mr. E. O. WALKER asked whether aluminium wire was used 
at all; he considered iron wire preferable to copper or bronze 
in tropical conditions, as if a tree fell on iron wire and 
brought it down, it was still possible to work through it. 

Mr. A. Morr said three types of cable joints were employed 
in telephone work: the air space joint, the boiled-out joint— 
which was not a solid joint, there being space for air to pass 
—8nd the solid joint, which was hermetically sealed. All 
engineers were agreed about the latter; it was usually intro- 
duced at the end of an зіг-врасе cable before the wires spread 


out at the exchange. He thought the air-space joint had 
some virtues; in crowded city streets there were considerable 
risks in handling the boiled-out joint, though it might be 
quite safe on a country road. The practice in desiccation in 
this country was to apply it at the point of trouble; origin- 
ally the plant was installed at the exchanges, but it was 
found not to have a very eflicient range. : 

Mr. CRAWTER could not understand anyone complaining 
about the complexity of an ordinary lighting job, when fami- 
liar with automatic telephone plant. Colonial engineers were 
to be congratulated on the life of their storage plant; per- 
sonally, he thought it better to charge from the mains than 
use а motor generator in the small sizes. 

Mr. C. C. Е. MoNCKTON, speaking as a visitor from Fiji, 
thought that some variation might be required in standard 
methods in each Colony due to labour and climatic conditions. 
As regarded delays in delivery of material, in Fiji it was at 
least a year before it was received, and work thought out in 
1912 was finished in 1914 or 1915. They had separate tele- 
graph and telephone departments. Labour was expensive, 
and hurricanes were frequent, but a governing factor was the 
poor house construction. Iron-bark poles were used. and 
some lasted 15 years; in narrow streets the lines were carried 
on iron brackets attached to balconies. During hurricanes, 
the galvanised roofs were often blown off, and in their flight 
would cut through whole groups of wires, so an attempt was 
being made to use cable instead of numerous wires. In the 
country tubular metal poles were used instead of iron-bark 
poles, being lighter to transport. It was found that no 
creepers grew up the square iron-bark poles, but if a stay 


‘were put up, the creepers had to be cleared off it about once 


a month. The Siemens vacuum arrester was used for protec- 
tion against lightning. 

Mr. D. H. KENNEDY assumed from his remarks on Canada 
that the author commended the dry-core joint; in London 
they had some doubt as to the boiled-out joint. The cost of 
desiccating in a large city was considerable for air-space 
joints. 

Mr. W. AITKEN believed he was the first to point out the 
need of а leading-in insulator, but it seemed that with two 
wires on the same insulator, its function of preventing leak- 
age might be defeated. He did not believe in giving the 
telephone subscriber anything to do after he had got his 
connection, and he thought it was a mistake to ask him to 
depress a key when he had finished, as was the practice in 
some cases. The American train dispatching telephone sys- 
tem in a modified form had, he thought, been adopted in 
Erglish railway practice, but not for train dispatching. 

Mr. FRANK GILL said, as regarded joints, the boiled-out type 
was far ahead of the dry joint. It would stand more bad 
usage than the latter, and did not develop its faults; they 
could, therefore, do without expensive drying-out plant, which 
was, or should be, idle most of the year. 

Major A. C. Воотн expressed surprise at the use of the 
barrel insulator (in Australia); it had dropped out of home 
practice. All the systems of high-speed apparatus were now 
in competition, and it was very interesting to hear anything 
about them; figures as regards maintenance ought to be 
available now. The only difference between the Baudot 
system in use in Ceylon and home practice was that it was 
worked duplex. 

Mr. H. W. PENDRY said the Baudot system in Ceylon just 
doubled the duty which was originally intended. The alphabet 
was very simple, and it was found that operators began to 
pick it up in a few hours, and became skilled in three months. 

Mr. G. F. MANSBRIDGE thought it rather hard to talk about 
the dilatoriness of the manufacturer in forwarding material, 
because this was often different in some slight detai] from the 
usual standard article; he hoped the paper would lead to 
some better understanding of the conditions. He did not 
consider that increased power would help the Wheatstone 
apparatus, which was driven by clockwork. 

Mr. J. E. KINGSBURY also drew attention to the manufac- 
turing side and the demand for special articles, &c., suggest- 
ing that he would like to see engineers devote attention to 
seeing what special modifications could be made to meet 
the required conditions, rather than that they should agree 
to accept things for better or for worse. | 

Mr. E. T. У/пллАМЗ said that in some Eastern Colonies the 
typhoons brought down the best constructed lines. He had 
found that lead-covered wires used in rooms, where the walls 
ran with moisture, overcame many of the usual troubles in 
such situations. The Chinese stole copper or bronze wire, 
and so it was not often used there. In North China there 
was intense cold and much humidity; the wires got verv 
big owing to the frost, and this was worse than snow. He 
recollected a cable laid in a Chinese harbour which was 
specially designed to hold the largest junk which dragged its 
anchor. 

Lieut. McARTRUR said the functional organisation in South 
Africa had been found very successful indeed. He was afraid 
there was still doubt as to the actual protector to adopt for 
lightning protection, but so far the carbon-vacuum protector 
was the best for inside use. With long-distance lines in 
South Africa it was found that they could have too mach 
protection. The Germans had also adonted the carbon- 
vacuum protector in conjunction with other apparatus in 
German West Africa. 

The author, owing to the lateness of the hour, commented 
very briefly on the discussion. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL .GOODS. 


UNITED KINGDOM—FRANCE.—The text of an Agree- 
ment between this country and France, respecting trade with 
Morocco and Egypt in transit through British and French 
Territories in Africa, has recently been published by the 
Foreign Office. Copies of the Agreement (Treaty Series No. 7 
of 1916) can be obtained price 4d. (post free 14.) from Н.М. 
Stotionery Office, Imperial House, Kingsway, W.C. 


LRANCE.—A recent Presidential Decree provides that, as 
from January 186, importers of goods produced in or exported 
from foreign counties must state in their Customs declara- 
tions the names and addresses of the persons for whom the 
goods are intended, and must indicate whether the goods are 
or are not destined for Government supplies, or work on 
account of the State. The Customs Authorities may demand 
the production of the waybills, shipping documents, invoices, 
&c., to check the accuracy of the statements made. 


SWEDEN.—The exportation of sal ammoniac has been 
prohibited as from December lst, and of lead packings as 
from December 9th. 


ARGENTINA.—The procedure to be adopted in the case of 
under-valuation of imported goods has been laid down by a 
recent Presidential Decree, which provides that when tcre 
are presented for clearance goods which are not covered by 
any heading in the Valuation Tariff, and on which, therefore, 
duty is leviable on the declared value, such goods shall, if in 
the opinion of the Customs Appraisers the declared value is 
less than the real value, be retained by the Fiscal Authorities, 
and there sball be paid to the importer the declared value 
of the goods increased by 10 per cent. 

The Decree also provides that in the case of goods dutiable 
according to the declared value, the Customs authorities are 
not to allow any application for direct clearance or for ware- 
housing to go forward unless the consignees of the goods 
make a signed statement at the foot of the respective docu- 
ments to the effect that they agree with the value declared. 

A long over-due improvement in the conditions under which 
commercial travellers may exercise their calling in Argentina 
is foreshadowed by a Bill which was presented to Congress 
by the late Government of tbe Republic. In place of the 15 
separate licences which are at present required in order to 
cover the whole country, the Bill proposes the use of а single 
licence, to be valid for one year from the date of issue. "it 
only one branch of trade is represented the licence fee will 
be 400 pesos (£35), with an addition of 200 pesos for each 
additional branch, the maximum fee payable being 1,000 pesos 
(£87 10s.), which will entitle the holder of the licence to do 
business in all branches of trade. 

Provisions are also included in the Bill to the effect that 
samples, sample cases, and patterns brought from abroad may 
be cleared through the Custom House by the presentation of 
a written application, stating complete and minute details 
of the goods, a bond being given for the value of the duties, 
to hold good for 30 days. 


PERU.—New export duties on rubber exported vid Madre 
dc Dios and Mollendo are imposed by a recent Presidential 
Decree, as follows :— 


Rubbers of which the price quoted in London 


fluctuates between 25d. and 36d. per lb. 2 percent. 
Do., do., 37d. to 40d. per lb. ... ; 4 per cent. 
Do., do., 49d. or more per lb. 6 per cent. 


The tax is to be assessed on 70 per cent. of the value of the 
rubber exported. Ordinary rubber is to pay duty on the 
same scale, with & reduction of 30 per cent., calculated on 
the 70 per cent. paid by fine rubbers. 


BRAZIL.—His Majesty's Minister at Rio de Janeiro reports 
the inclusion in the Budget Bill for 1917 of a provision to the 
effect that a fourth copy of Consular invoices for shipments 
of merchandise to Brazil is to be made out, and forwarded 
by Brazilian Consuls to the Custom House of the port of 
destination. 


MEXICO.—A copy of the official edition of the new Mexican 
Customs Tariff, which came into force on November Ist, has 
been received at the Board of Trade. This edition comprises 
(1) the text of the revised Tariff, (2) General Rules for its 
application, (3) Explanatory Notes, and (4) an Index. Parti- 
culars of the rates of duty payable on electrical goods were 
givep in the EnECTRICAL Review of November 17th. These 
rates are correct with one exception, viz., the duty on “ belts 
for machinery, of rubber, and of tarred cotton or hemp,”’ 
which should read 25 centavos per kilog. gross instead of 20. 
The duties are fixed in national gold, and in payment thereof 
only national gold or American dollars will be accepted. In 
cases where payment is made in American currency, the 
American dollar will be received as the equivalent of two 
' pesos national gold. If payment is made in Mexican silver. 
the Mexican peso will be received at its par value. The 
smaller silver currency will, however, be received at the rate 
of 90 centavos for each peso national gold. 

A complete translation of the General Rules for the appli- 
cation of the Tariff appears in the Board of Trade Journal for 
December 21st, while the official edition of the Tariff (in 
Spanish) may be consulted at the Department of Commercial 
Intelligence. 


NEW PATENTS APPLIED FOR, 


(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. 
Electrical Patent Agents, 285, High Holborn, 
Liverpool and Bradford. 


1916. 


Tuowesox & Co, 
London, W.C., and at 


18,113. *“ Galvanic cells," R. SCHUSTER. 


15,144. ©“ Magnetos with fixed armatures," | E. C. R. Marks (Soc. Anon, 
des Etablissements L. Blériot). December 18th. 


18,145. '' Terminals for electric wires." Burney & BLackBURNE ахр E. M. 
Corr, December 18th. 


18,158, “ Electric lampholders." 


December 18th. 


H. Слкре, 


December 18th. 


18,160. © Arrangement for automatically advancing ignition in explosion 
engines.” SOC. ANON. POUR L’ECLAIRAGE ELECTRIQUES DES VEHICULES. ра. 
ber 18th. (France, December 29th, 1915.) 


15,173. “ Electric telegraphs." К. M. Savers. 

15,184. “ Insulating, &c., 
December 19th. 

18,193. “ Protective devices for electric circuits." British Тном»ох- 
Houston Co, (General Electric Co., U.S.A.). December 19th. 


18,194. “ Ignition mapgnetos for internal-combustion engines." ABINGDON- 
Ecco, Lro., & С. B. Bianco. December 19th. 


18.208. ''* Dynamo-electric machinery," — 4. H. NrguLaND. December 19th, 
18,225. “ Flash-lamp shade." Н. S. LirrirHaLEs. December 20th. 


18.238. '' Combined carton and shade for electric incandescent lamps.” 
W. G. NEWBERRY. December 20th. 


18,255. '' Electric voltage regulation.” 
Co. December 20th. 

18.257. *'' Electric switches for switchboards, &c." A. Н. Mibcrgzv & C. А. 
VeSbDERVELL & Co. December 20th. 

18,285, © Electrical generator, motor or motor transformer." E. L. Davirs. 
December 21st. 


18,287. '' Apparatus for clectro-deposition of metals." F. R. 
Dicember 21st. 


18,300. '* Automatic telephone systems." Automatic [ELEPHONE MANUFAC- 
TURING Co. December 21st. (U.S.A., December 3lst, 1915.) 


15,30]. ‘* Protective devices for electric circuits." British Tuomson-Hovs- 
ION Co, (General Electric Co., U.S.A.). December 215. 


18,307. ‘‘ Operating electric switches from a distance." А. H. FRANCKS AND 
TrkrerpHos Domestic & ЅткЕЕТ LiciuiiNo. Co. December 2151. 


18,323. '' Manufacture of filaments for incandescent electric lamps." 
INGHOUSE MgTaL FiLAMENT. Lamp Co. (Westinghouse Lamp Со.). 
АСА 

18,324. '' Distribution boards." Soc, ANON. Pour L'EcLAmRAGE ELECTRIQUE 
pts VEHICULES. December 21st, 1916. France, January 2Ist.) 

18,341. '' Electric motor mechanism." G. Jones. December 21st. 


15,366, 18,367. '' Hand-driven portable dvnamo-clectric machines." A. E. 
ANcOLD & А. H. Клилмс. December 22nd. 

18,374. “ Electro-pncumatic brakes for railway vehicles." 
December Rnd. (U.S.A., June Ist.) 


18,381. “ Device for electrically controlling helms of ships.” 
Gicraio Soc, Axon. Deeember 22nd. (Italy, December 22nd, 1915.) 


18,386. *' Acrial conductors," б. PLatsaxt. December 22nd. 

18,387. ''Dvnamo-electric machines." С. Pratsant, December 22nd. 

18,389. “ Safety apparatus for preventing increases of potential in electric 
installations." Е. C. R. Marks (Uytborck). December 22nd. 

18,398. “System of X-ray tube operation." G. R. Hocan & Н. P. Mac- 
Lacan. December 22nd. 

18,402. “ Transmission of electric currents of varying potential," M. В, 
Rovricvez,. December 22nd. 

18,411. '' Method of operating clectrodes for searchlights." Е. A. Srerry. 
December 22nd. (U.S.A., December 22nd, 1915.) 

18,423. ''Current-saving devices for electric welding." 
December 22nd. 

18,425. *'' Electric transformers for electric furnaces, Фс." 
cember 22nd. 


December 19th, 


slabs of units," J. Daves & W. H. Jones. 


B. Davies & EASTERN TELEGRArH 


Tusss. 


WEST- 
December 


E. H. Dewson. 


Fiat-Sawn 


C. RorutLaND. 


J. Birer. De- 


PUBLISHED SPECIFICATIONS. 


1915. 


12,748. DyNxamo-riectric МАСНІХЕЅ. H. Chitty. 
3, 192/16.) September 6th. 


14,026. ELeCTRO-MAGNETICALLY-OPERATED CLUTCHES, PARTICULARLY APPLICABLE TO 
REVERSING GEAR FOR RecIPROCATING МАСНІХЕЅ. Lancashire Dynamo & Motor 
Co. and W. Hargreaves. October 4th. 

15,555. ErkcrRIC Vacuum Devices. British Thomson-Houston Co. (General 
Electric Co., U.S.A.). November 4th. | 

16,992. ELECTRICAL SIGNALLING SYSTEMS OR ANNUNCIATORS, CHIEFLY FOR 
HOTELS. International Electric Co. & R. G. le Noir. December 2nd, 

16,993. Evectric Switcues. International Electric Co. & R. G. le Noir. 
December 2nd. 

17,000. Астивв SicNaL Devices. 
Noir, December 2nd. 

17,002. DISPLAYING STANDS OR SUPPORTS FOR VARIOUS ARTICLES. International 
Electric Co. & R. G le Noir. December 2nd. 


17.155. Enectrica, Rotary Converters. G. Schroeder. December 6th. 


17,195. ELECTRO-MAGNFTIC SwrrcHES. British Thomson-Houston Со. (Elec- 
tric Controller & Manufacturing Co., U.S.A.)). December 7th. (Addition to 
20,534 /11.) 

17,260. APPARATUS FOR REVERSING THE PoLaRity OF ELectRIC CIRCUITS FOR 
TELEGRAPHIC AND OTHER PURPOSES. A, Orling & Orling’s Telegraph Instru- 
ments Syndicate, Ltd. December 8th. 

17,265. MENS roa ErrrcnscG КкЕмотЕ CONTROL oF APPARATUS DRIVEN BY 
Ertcignic Мотокѕ. Е. A. Pickett & Igranic Electric Co. December 8th. 

17,338. SIGXALIING INSTRUMENTS BASED UPON THE ACTION OF A LIQUID 
COLUMN CONTUNED IN A Ture ОЕ [NsULATINO. Matertar. О. Cornaz & С. 
Parin-Mercier. December 10th (November 17th, 1915.) 

17,386. AUTOMATIC AND SEMI-AUTOMATIC TELEPHONE SYSTEMS. 

matic Telephone Co., Ltd., & II. J. Herink. December 11th. 

17,742. Mesop oF AND MEANS FOR ArracuiNG Fittincs TO б$нЕЕТ METAL 
OR OINER ИРЕТ OR STRIP MATERIAL, APPLICABLE ALSO FOR REINFORCING, FINISH- 
ING, OR INSULATING THE MarGinaL Epores ОЕ HOLES OR APFRTURES IN SHEET 
MrTaL OR отцЕК ЅНЕЕТ Materiars. О. Wickham. December 18th. 


2910. 
The numbers in brackets are those under which the specification. will be 
printed and abridged, and all subsequent proceedings will be taken. 
203. Cistncs ror Егесткіс Wires. А. К. Modi. January Sth, 1916. 
[102,387 .] 
490. Means FOR APPLYING ELECTRICAL TREATMENT TO THE Вору. 
Ward January llth, 1916. (100 770.) 
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and we read many an interesting Council Chamber 
discussion, concerning old-time deputations. We 
spent too much time visiting countries which manu- 
factured, and too little in visiting the purchasing 
markets of the world. 

The above, however, are things of the past. The 
future will not, we trust, find history repeating itself 
in any of these respects. 
agreed that, whatever may happen to Germany, 
British support of British electrical and engineering 
industries will be one of the first essentials hence- 
forth. Itis as obvious as anything well can be that 
there will have to be safeguards of various kinds 
introduced for the protection of ойг industries 
against any of the old kind of Teutonic aggressive- 
ness, and we shall have to be alert for the detection 
of new devices having the same end in view by more 
circuitous routes. Some of these safeguards are the 
subject of deliberations to-day in the meetings of 
Government Committees, and after all that we have 
said there is little need to discuss them further at 
this juncture. There are, however, two matters, on 
which we have written much at different times, to 
which we feel drawn to refer again just now. One 
is that old question of Trade-Union conditions of 
contract imposed by municipal corporations and 
some other authorities. In this matter we venture 
to hope for useful influence to be brought into 
the scale by Labour which, owing to the war, has 
gained a new insight into the problems of industry, 
and especially into the effects of foreign competi- 
tion. To us, one of the most manifestly unfair 
features of municipal contracting in days gone by 
has been the specifying of Trade-Union hours and 
rates of wages for tenderefs, and permitting foreign 
firms to compete who could not be expected to 
comply with such conditions. We hardly think 
that even municipal corporations themselves will 
consent to the imposition of such inequalities in the 
future; but if they do Labour will surely lift its 
voice in regard to a public policy which allows work 
to go out of Britain to the detriment of British in- 
dustry and British workpeople. 


In view of the heavy financial burdens that we 


shall have to bear in the future, it will be important 
to ensure the spending of all public moneys in such 
a way as shall best conserve the interests of the 
British Empire, and, so far as these expenditures 
are concerned, it would almost seem desirable that 
some authority or other should be set up whose duty 
it should be to decide whether or not the actual 
_ necessities of a particular situation or set of circum- 
stances required the placing of contracts of con- 
siderable value abroad in certain specified countries. 
We should be the last to place anything in the 
nature of restrictions in the path of free technical 
development, but we have at times been too free 
and haphazard in some of our doings, and must 
look more closely after our own and allied mdustrial 
interests henceforth. What, as an industry, we may 
have to guard against, if we are to carry with us 
the co-operation of the public authorities. is the 
temptation to raise our prices to such an extent as 
to play into enemy hands. This note of warning 
was sounded, though only, perhaps, parenthetically, 
at the Mansion House engineering meeting. We 
are sure that it will be considered judiciously in 
conjunction with the question of quality. | 

The efforts which are being made to induce muni- 
cipal and other public authorities at home and 
throughout the Empire to register their determina- 
tion to give a strong preferential treatment to 
British manufacturers, should be of real benefit to 
our industries when war pressure is removed. The 
Trade and Industry Committee of the Royal 
Colonial Institute has rendered excellent service in 
this manner of late, and in our '' War Items” 
day we record a series of resolutions which have 
been adopted in Natal. Other organisations are 
also at work with the object of establishing a very 


We are in the main all ` 


to- ` 


scund sentiment, or, shall we say, of focusing or 
definitely registering an already existing sentiment, 
in favour of British products. If we can secure the 
goodwill and support of Labour at home, and pre- 
vent any weakening of policy among purchasers fiere 
as municipal councils undergo election changes from 
time to time, and if we can be assured of the exist- 
ence of a healthy demand from public authorities 
throughout other parts of the Empire, we shall have 
good reason for satisfaction on these grounds alone, 
apart from whatever other safeguards are secured 
to us as a result of present deliberations. 


RECENTLY, in the course of a lec- 


Nottingham’s ture on the subject of fuel econemy, 
Electricity — delivered by Prof. Armstrong at 
Policy. the University College, Nottingham, 


the lecturer mentioned, in introduc- 
ing the subject, that he was not till then '' aware 
that Nottingham was the most sinful place in the 
Kingdom so far as its fuel and power policy were 


concerned," and went on to comment unfavourably 


-on the city's position as regards electricity supply, 


pointing out that it was merely '' an accident that he 
lighted on Nottingham as a crying example of the 
need of reform, and especially of a national policy ”’ 
(i.e., in regard to fuel and power). 

Although it is quite possible that the Professor's 
remarks were only intended as a general confirma- 
tion of the importance of his subject, they incident. 
ally revived a controversy of long standing, locally, 
as to the judiciousness or otherwise of the policy 
pursued by the Corporation Electricity Department. 
Sir John Turney, Chairman of the Electricity Com- 
mittee, interpreted the lecturer's remarks as an 
attack on his department, and replied at some length 
in the Council, while, on the other hand, numerous 
correspondents resident both locally and in other 
parts of the Kingdom, have supported and amplified 
Prof. Armstrong's statement. 

So far as we are aware, the outstanding feature 
of the city's electrical undertaking is the regularity 
with which it hands a substantial surplus over for 
the relief of the rates; this in itself is not a criterion 
of successful electricity supply, but, rather, of astute 
profiteering (and possibly electioneering). In any 
case, it is a reversal of what we had supposed to be 
the municipal ideal, t.e., to supply at the lowest pos- 
sible price, consistent with financial stability. 

Whatever may be the policy of the Committee pre- 
sided over by Sir John Turney, it has undoubtedly 
placed Nottingham at a disadvantage in regard to 
modern means of producing electricity in bulk 
cheaply—which is the necessity of modern industry 
—as compared with other cities of similar standing, 
and if we can trust the statements made in the local 
Press, the Corporation is even now reaping the 
fruits of its policy in the number of firms which are 
apparently installing their own generating plants. 
Needless to add, the multiplication of minor gene- 
rating stations is distinctly against the national 
interests, however it may be regarded by the 
City Council. It is, of course, not easy at any time. 
especially for an outsider, to account for the attt- 
tude of a municipal committee, and some of them 
have been known to favour supplying electricity at 
a loss, ostensibly because of the indirect advantages 
t» the town revenues resulting from the attraction, 
of new, and development of existing, industries: no 
such accusation can be levelled at the Nottingham 
Committee, which has evidently gone to the other 
extreme, much to the disgust and disadvantage. 
judging by Press comments, of local power-tisers. 
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CABLE JUNCTION BOXES. 
By S. G. 


MucH has already been written about electric cables, but 
very little has been said regarding the various accessories 
used in connection with them, which are of vital importance 
to their upkeep. 

The heavy first cost of the cables should on no account 
be overlooked when the question of accessories is under 
consideration ;` and in-order to maintain the cable net- 
work efficiently, it is absolutely essential that the greatest 
care should be taken in the choice of suitable accessories. 

There are several manufacturers of repute who specialise 
in cable accessories, and engineers should have little or no 
trouble in getting their demands satisfied. One might say, 
* But, the cost ? '* "In reply, it is only necessary to refer 
to the ordinary commodities in the household. I am sure 
оу would agree that it does not pay to buy cheap 
stuft. | 

À word of advice here would be in place : Choose a good 
firm of high standing, and keep to them ; they will get to 
know your likes and dislikes, just as your tailor does your 
clothes. Of course, it is up to you to see that you don't 
get overcharged. The real object of this article is to 
deal on a small scale with some of the designs already in 
use, and with which the writer has had experience. It is 
the small details that make up the complete junction and 
network box which will be dealt with, and not complete 
а which the majority of those interested are acquainted 

with. 
'" Owing to the keen competition which prevails, the users 
of cable accessories often accept the lowest tender. This 
may turn out all right in some instances, but there are 
cases, and not a few, where by paying a little extra a decided 
saving can be effected ; this point is very often discovered 
by the jointer when it is too late to rectify it. ! 

The choice of accessories requires very careful considera- 
tion, and care should be taken to obtain material of good 
quality, design, and workmanship. 

General.—In the first place, Junction and network boxes 
should not be skimped in design. Ample room should 
be provided for making the joints of the cables, and the box 
should be of such dimensions that it takes the necessary 
gear comfortably. ' 

The designer should put himself in the place of the 
jointer, and consider if he could joint the cables up properly, 
and, in the case of a network box, he should also place 


himself in the position of the mains engineer—that is, after — 


the box has been connected up ; can the gear, links, or fuses 
be disconnected easily ? 

There is one special point which should not be overlooked 
in the design of a link-disconnecting box, and that is, the 
connections should be read easily when the links are in 
position. It should be possible at a glance to tell which 


Fic. 1. 


Fic. 2. 


is, gay, positive, negative, or neutral, or, in the case of 
three-phase work, the phases A, в, and с should each have a 
di stinctive mark, so that they can be easily recognised. 
Fig. 1 illustrates diagrammatically a four-way discon- 
necting-box for triple-concentric cable; it will be observed 
that “ like poles " can be easily traced. 


Sweating Sockets—The importance of sweating cables 
into cable sockets properly cannot be over-estimated ; 
the following incident is a case in point. Whilst I was 
engaged upon a large cable contract, I had occasion to 
connect up some extra cables into an existing street pillar. ` 
It was not until about 3 o'clock in the morning that I 
could go along with my men to this pillar, as we had been 
working all night on other points of the system. It was 
mid-winter, and the most severe experienced for many years. 
In order to support these additional cables, which, by the 
way, were very small ones, I “ taped " them temporarily to 
one of the larger existing cables, about '5 sq. in. area. 
Imagine my surprise when this large cable came out of its 
sweating socket. Upon examination, it was found that the 
end of the cable only entered the socket by about 4 in., 
although the sweating hole was about 34 in. to 4 in. long. 
By the time our small connections were made, it was time 
for the “ workman’s car" to commence running, во the 
best we could do for the time being was to bind the cable to 
the socket temporarily to prevent it from coming out again. 

About noon on the same day the police came to my hotel 
with a report, to the effect that there was a strong smell of 
gas near this pillar. I immediately went to the spot, and 
discovered a very bad leakage—so bad, in fact, that when I 
opened the door it flew out of my hand, and I staggered 
back, the smell being so strong. 

After I had regained my composure, I. came to the con- 
clusion that a very serious explosion had been averted by 
the timely discovery of the badly sweated-in cable. There 
is no telling what might be the outcome of bad work like 
this; therefore, my advice is “ таке a good job of it," 
and see that the fittings are properly tinned before applying 
the cable. 

Design of Fittings.—The design of cable fittings is a 
matter which requires special attention, and if the following 
remarks are of no value to the cable engineer who is 
fairly advanced in his work, they may be of use to the 
designer or draughtsman. 

To commence with, the most simple form of connection 
is one gingle cable sweated into a cable socket, or one cable 
connected to a similar cable by means of a sleeve. 
Although these appear very simple, there are important 
points to be observed in the design of the same. For in- 
stance, the sweating length for each cable should be at least 
one and a-half times to twice the diameter of the strand 
(some engineers insist upon even three or four times the 
diameter) ; also in order to make a sound job the cross-section 
of the sleeve should be so designed that it will carry the 
full current which the cable is carrying (assumed at 1,000 
amperes per sq. in.) at 800 amperes per sq. in. in copper, and 


LT 
= 
—— 


means should be provided for pouring in the solder. See 
figs. ? and 8. A good supply of grub screws could be pro- 
vided to make a good job. 

A “split ” sleeve is sometimes preferred to the above, in 
which case the same remarks apply. The screws for fixing 
the two halves together must be mechanically strong. See 
fig. 4. 

Another type of sleeve is the “clamping " type. See 
fip. 5. This is different to the “ split ” type, as it is used 
for clamping the cable without the need of soldering. 
To make a good job of the joint, the sleeve must be 
drilled with a packing-piece placed between the two halves, 
say about ту in. thick, the size of the drill being just a 
shade smaller than the diameter of the strand of the cable. 
The result is that a slightly eccentric hole is formed, and 
a good grip on the strand is ensured. \ The seme remarks 
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regarding carrying capacity, &c., apply here also, with the 
exception that with this type of fitting, when used for 
mining work, the total length should be equal to at least 
four times the diameter of the strand. 


PACKING PIECE 


Fig. 5. 


Fig. 8. 


The middle and outer conductors of concentric and 
triple-concentric cables are secured to fittings in various 
ways. Figs. 6 and 7 illustrate what are termed “ binding " 
fittings. The strands are bent over the conical projection, 
and secured by means of binding wire, then sweated. One 
advantage of this type of fitting is its cheapness. 

Another type of fitting is illustrated in fig. 8 ; this is 
termed a “ barrel " or * eye" fitting. The outer conductors 
are sweated to the inside of the barrel. Although a great 
number are used, this device cannot be compared to the 
“clamp” fitting, fig. 9. This is, perhaps, the best of all for 
concentric cables. As will be seen, a brass sleeve is slipped 
between the insulation and the outer conductors, then the 
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strands are clamped round the sleeve and finally sweated. 
This fitting is specially adapted for use with paper-insulated 
cables, there being little likelihood of damaging the paper 
during the process of sweating. 

The length of clamp fittings, as shown in fig. 9, for 
general use, is a point which is sometimes overlooked. The 


=@ 


Fig. 11. 
following dimensions are suggested for clamp fittings which 


are also sweated :—Length of fitting = D x °75, and for 
fittings which are not sweated D x 1, where D — the bore. 


With clamp fittings of the above description, too much 
reliance is often placed upon the soldering. А clamp fitting 
is a “clamp” fitting, and it should be bored to such a 
diameter that when the two parts are screwed together 
the faces should fit properly, and, at the same time, the 
conductors should also be gripped securely. 

Fig. 10 illustrates what is termed a * ring clamp " fitting, 
used for concentric and triple-concentric cables. Although 
this fitting was first introduced about the year 1899, it 
takes some beating for making a good mechanical as well 
as electrical connection. 

As will be observed, all the strands are clamped on to 
the main pillar by means of a ring fixed with set screws. 
The one disadvantage about this fitting when used in boxes 
is that it takes up a lot of room, and, consequently, the box 
has to be made much larger than if the fittings shown in 
fig. 9 were used. 

Another type of fitting for concentric .cables, and one 
which makes a really good ‘job, is that shown in fig 11, and 
known as the “ cone " type. The sketch illustrates a fitting 


Fie. 9. 


_ to take the end of a concentric cable ; but, of course, it can 


be designed “ double ended " to make a straight-through 
connection, or three-way if desired. This type of fitting 
can also be used for a single cable by placing some of the 
strands/in the hole and the remainder over the cone. 


(To be continued. ) 


NEW POLYPHASE COMMUTATOR MOTORS. 


ALTERNATING-CURRENT motors for driving machine tools and for 
similar service should have practically the same characteristics as 
the adjustable-speed shunt-wound D.c. motor. The features which 
make the D.C. motor so desirable for machine tool work аге: — 

1. The practical constancy of its speed under varying loads. 

2. The simplicity and ease with which the speed may be altered 
to meet requirements. 

3. The wide range over which such adjustment is possible. 

The first of these is also characteristic of the squirrel-cage induc- 
tion motor, which in its simplest form is essentially a single-speed 
machine. It can be designed to run at either of two speeds, one of 
which is just twice the other, and, by providing an additional 
winding, at two other speeds bearing the same ratio to each other. 
A motor of this kind for use on a 50-cycle circuit, for example. 
might have windings designed for synchronous speeds of 1,500. 
1,000, 750 and 500 R.P.M., but no intermediate speeds would be 
possible without considerable and complicated additions to both 
motor and control gear. In cases where it is desired to run a 
machine at two, three, or four definite speeds bearing a simple 
ratio to each other, and frequent changes from one speed to 
another are not necessary, this type of motor is quite satis- 
factory. Like all squirrel-cage motors, it is not adapted for 
starting -under heavy loads. This type of motor has been exten- 
sively used for driving small machine tools, and in larger sizes for 
textile printing machines, &c. The larger sizes are, however, 
open to objection on account of the occurrence of relatively 
heavy current rushes when a change is made from one speed to the 
next. | 

The normal slip-ring type of induction motor is also essentially 
a single-speed machine, although the speed can be varied over a 
wide range with the greatest ease by introducing and regulating 
Suitable resistanoes in the rotor circuit. When operated near 
synchronism, its characteristics are similar to those of а shunt- 
wound D.C. motor. At lower speeds they partake more and more 
of those of heavily-compounded and series. motors, and the plain 
slip-ring motor is, therefore, unsatisfactory in cases where it is 
desirable to have practical constancy of speed under varying load, 
such as is obtained with the adjustable-speed shunt-wound D.C. 
motor. 

Like the squirrel-cage motor, the slip-ring motor can be designed 
to run steadily at either of two speeds, one of which is twice the 
other, but this generally involves the use of three additional slip- 
rings and & more complicated controller. Such & motor has good 
starting properties, and can often be used where only two steady 
speeds are required. As in the case of the squirrel-cage motor, 
additional windings may be fitted to give a further choice of' steady 
running speeds, but the complication and. cost of themotor and its 
control gear then become. excessive. 
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c The use of a changeable pole squirrel-cage motor in cascade with | 


a slip-ring motor affords a means of obtaining three definite running 

, the ratios of which will depend on the numbers of poles in 
the machines. For instance, a 12-pole slip-ring motor in combi- 
nation with a squirrel-cage motor designed fer four and eight 
poles wil have synchronous speeds of 500, 375, and 300 н.р.м. 
when operated on a 50-cycle circuit. Combinations of this kind 
are generaly too expensive and complicated for use in small 
sizes, but the main and auxiliary motor may be combined in one 
machine with considerable advantage. This has been done under 
Hunt's patente, and Cascade motors of this kind are on the market. 
They are subject to the limitation that one number of pairs of poles 
must be twice the other, so that the maximum and minimum 


Н-5355 
BEE eee ett 
a "НЕШЕ ЕЕЕ acton 0; 
PEE EEE иткеч 
seer EE 
2% ao Settee rere EET 
Р ЕЕРЕЕ 
o 70 HE "НЕЗ эя 
— aot Poe eee 
BE eer 
Я «oo «Ц 
с зоо 30/414 
ш ; 
& 200 20 ++ 


0 100 200 300 400 500 690 709 
TORQUE LB —F T. 


Fic. 1.— B.T.H. PoLvPHASE CoMMUTATING MOTOR: POWER 
FACTOR AND SPEED CURVES, FULL-LOAD TORQUE 485 LB. FT. 


speeds are in the ratio of three to two. These machines are 
generally arranged for operation at the minimum speed ; inter- 
mediate speeds can only be obtained by the use of regulating resist- 
ances, as in the case of the ordinary slip-ring motor, and therefore 
at the expense of constancy of speed under varying load and with 
. greatly reduced efficiency. "E ` 

Each of the motors and combinations described above has its own 
special field of application, but none has the same operating 
features as the adjustable-speed D.C. motor, and in view of the very 


Fig. 3.—50-n.P. B.T.H. MOTOR, 540-180 B.P.M. 


general distribution of electric power by alternating-current 
systems there is a wide field for an А.С. motor with the same 
characteristics. 

To meet this requirement, the British Thomson-Houston Co., 
Ltd., has introduced an improved type of commutator motor which 
can be built for pressures up to 600 volts and frequencies up to 
60 cycles. Speed adjustment is effected by moving the brushes by 
means of a large hand wheel, and may therefore be carried on con- 
tinuously from the lowest to the highest speed, as would be the 


case with a shunt-wound D.C. motor if it could be provided with la 
field rheostat having an infinite number of stepe. . bum e 
When the brushes are adjusted for the minimum running speed, 
the motor may be started by switching it straight on to the supply 
system ; under these conditions the starting current is about one 
and a half times the normal full-load current, and the starting 
torque approximately twice the normal full-load torque. The 
starting properties of this motor are, therefore, superior to those 
of a standard slip-ring machine, and there is the advantage that a 
starting rheostat is quite unnecessary. There are no separate 
resistances or transformers, and the motor is quite self-contained, 
the only accessory required being the ordinary switch with over- 
load and low-voltage release, or other standard protective devices. 
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Fic. 29.— B.T H. Motor EFFICIENCY CURVES. 


The efficiency at the maximum speed is slightly lower than that 
of a standard induction motor, but at the minimum speed it is 
much higher than that of an induction motor of the same speed 


, and power. | 


The power factor is uniformly higher than that of an induction 
motor, and at the maximum speed the machine will even draw a 
slight leading current over a wide range of load. 

The output is proportional to the speed, and in this respect alone 
the new motor differs from the adjustable-speed D.C. machine, 
which is only capable of giving the same output over its whole 
speed range. 

The curves in figs. 1 and 2 show the results obtained by brake 
tests of a 400-volt, three-phase motor designed for an output of 
50 H.P. at 540 R.P.M., and for speed adjustment down to 180 R.P.M. 
They are self-explanatory and quite typical. It is interesting to 
note that with its armature locked and an input of 110 amperes 
per phase, this machine exerted a torque of 1,020 lb. ft., or 
more than twice the normal full-load torque with one and 


Еа. 4.—30-н.р. B.T.H. MOTOR, 720-240 R.P.M. 


three-quarter times full-load current. The motor from which 
these results were obtained is shown in flg. 3, from which it 


. will be noted that the brush spacing is much more open than 


is usually the case in polyphase commutating motors. The 
standard number of brush studs for motors of smaller output 
than 50 B.H.P. is nine, and for larger motors twelve, and these 
numbers are quite independent of both frequency and speed 
range. 

Standard machines are designed for speed adjustment between 
maximum and minimum speeds having a ratio of three to one, but 
this range may be increased to four to one at slight extra coet, pro- 
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vided there is no objection to the standard temperature rise being 
exceeded at the lower speeds. Motors for use on 25-cycle circuits 
may even be regulated from the maximum speed right down to 
standstill. | 

Fig.4 shows & motor designed for an output of 30 H.P. at 720 
R.P.M., with speed adjustment down to 210 R.P.M., and indicates 
the method of securing satisfactory ventilation at the lower speed. 
Air is drawn over the commnrutator surface and through the 
machine in an axial direction, and then delivered radially through 
the openings in the end-shield by a fan of large diameter. 

These motors may be reversed in the same way as an induction 
motor ; that is, by interchanging two of the primary leads. Like 
the induction motor and the D.c. shunt-wound motor. this motor 
acts as a generator, and returns energy to the line when driven 
above the no-load speed for which it happens to be adjusted. 

Dynamic braking can thus be carried out at any speed within 
. the range of adjustment for which а motor is designed, a property 

which makes this type particularly suitable for the driving of 
hoists and small winding gears. | 


AMERICAN ELECTRIC COOKING CONDITIONS. 


In a recent article in the Electrical Review and Western Elec- 
trician, Mr. H. О. Swosopa gave an analysis of electric 
cooking rates and conditions in the States and Canada. 
pointed out that the use of nickel-chromium alloy had solved 
the difficulty of a suitable material for electric heating pur- 
poses. Another а сиу was the high cost of electrical 
energy; the cost was not in many cases sufticiently low to 
warrant a rapid introduction of the art, although the price 
was steadily falling, and in many cases special low rates for 
off-peak loads for installations with electric ranges were being 
offered. 

The author predicts that in a comparatively short time 
electrical energy will be offered not only in the States, but 
all over the civilised world at such rates that electric cooking 
can be universally adopted, and mentions that in England, 
in quite a number of cities, a rate equivalent to 2 cents рег 
KW.-hour is charged, which is far lower than those in the 
States, which range from 3 to 6 cents per Kw.-hour. 

The author goes on to study the data as to rates for 
deinestic cooking in 80 cities, these being situated in 28 dif- 
ferent States in the U.S. and Canada; most of these rates 
are not more than three years old. 

Twenty-six systems, or 30.6 per cent., apply a so-called 


room schedule, in accordance with which the price per KW.-' 


hour is reduced after a certain initial quantity at a high price 
has been consumed. This quantity varies in accordance with 
the number of active rooms in the residence. In some in- 
stances the number of the square feet of the floor space is 
substituted for the number of rooms. 

Twenty-four systems, or 28.3 per cent., use a two, or multi- 
rate, schedule. As in the preceding rates, the price per KW.- 
hour is reduced after a certain initial quantity at a high 
price, approximately light rate, has been consumed. In this 
case, however, this initial quantity is the same for all con- 
sumers. Some systems make only one reduction in price per 
KW.-hour; others make two or more, setting for each step 
a fixed amount of current consumption. 

Eighteen systems, or 21.2 per cent., have a plain Kw.-hou 
schedule, there being one uniform price per KW.-hour, regard- 
less of the quantity of current consumed and the capacity 
(connected load) of the installation. 

Twelve systems, or 14.1 per cent., charge on the basis of 
maximum demand, as is customary for practically all power 
Service. 

Three systems, or 3.5 per cent., apply a plain Kw.-hour 
schedule, the same as the other 18 systems just mentioned, 
but in addition thereto make a fixed service charge per month. 

Two systems, or 2.8 per cent., also apply a plain Kw.-hour 
schedule, the same as the other 18 and three systems, but give 
a discount, which increases with the current consumption. 

These figures clearly show that the room and two or multi- 
rate schedules are the most favoured methods of charging. 
In these cases the primary rate gives a high return for a 
small initial amount of energy, usually equal to the monthly 
demand for light during peak load hours, so that the 
remainder, representing energy consumed during off-peak 
load hours, can be sold at a low rate, and one meter only is 
used for hght and power. 

Sixty-one per cent. of the systems referred to allow a fixed 
prompt payment discount; the remainder allow none, and 
three of them provide a penalty if the bill is not paid in a 
certain time. Sixty per cent. use one common meter for all 
requirements. 

In order to make a direct cost comparison, the unit price 
of 100, 200, and 500 Kw.-hours purchased in one month was 
worked out. The lowest charge for 100 Kw.-hours is between 
1.5 and 2 cents per kKw.-hour; the lowest charge for 200 
and 500 Kw.-hours is between 1 and 1.5 cents; the charge 
made by more than 50 per cent. of all systems lies between 
9 and 6 cents рег KW.-hour, and the highest charge for 100 
KW.-hours is slightly in excess of 10 cents. The highest 
charge for 200 Kw.-hours lies between 9 and 10 cents, and 
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the highest charge for 500 xw.-hours lies between 7 and 8 
gents per KW.-hour. | 

Of all the systems investigated, 10.6 per cent. charge less 
than З cents for a monthly purchase of 100 kw.-hours, 65.9 
per cent. less than 6 cents, and only 4.7 per cent. adhere to 
the customary charge of 10 cents of 10 years ago.  . 

One of the other factors affecting the electric-cooking rate 
is the influence of this load on the feeder system, through 
which the energy is delivered to the consumer. While the 
maximum demand for a single range seems to be between 
35 and 40 per cent. of its connected load, the maximum 
demand for groups of ranges, as shown in the first three 
items of Table I, does not exceed 15 per cent. (14.6 per cent.) 


TABLE I.—Central Station Rates.—Connected Load, Maximum 
Demand, and Diversity-Factor for Domestic Ranges. 


Connected Maximum 


Name of No. of load, demand, Diversity 
city or country. households. KW. KW. factor. 

Salt Lake City. Utah ... 24 77 . 115 15:0 Ф 
Great Falls, Mont. ee 22] 110 135 123% 
Worcester, Mass. .. 16 77 13:5 17:5 96 
Anaconda, Mont. S. 22 .92 — — 
Canada ... a "n 1 — 2:9* es 
England ... i La 1 62 2:21 36:6 % 


* Maximum demand during six successive days. 
} 1°75 kw. are light and heat. 


of the connected load. In other words, the diversity factor 
is about 1 to 7,- permitting the installation of seven times as 
many ranges on a feeder system as the connected load appar- 
ently would permit. In fact, it is even considered safe (L. A. 
Gale) to figure on a ratio of 1 to 10, as the maximum demand 
of the domestic-cooking load does not occur at the time of 
the station peak. 

Similar conditions exist for large kitchens. The two named 
first in Table II, and supplying regular restaurant service, 


TABLE II.—Central Station Rates.—Connected Load, Maximum 
Demand, and Diversity-Factor for Large Kitchens. 


Connected Average Maximum 
Place of load, demand, demand, Diversity 
installation. KW, KW. KW. factor. 

Engineers’ Club, Boston 3070 — 18:0 600% 
Quaker Cafeteria, Sacra- ( 

mento, Cal. ... ` ... 962 — 55'0 573% 
U.S. battleship Teras : 

Officers’ galley .. 120 274 540 45'0 % 

Crew's galley ... .. 240 21:2 90:0 375 % 
Siemens-Schuckert Co., 

Berlin, Germany ... 93 20—40 400 430 % 
North German Lloyd, 

Bremen, Germany 194 40—60 600 30°9 96 


furnish meals at all hours of the day to single persons or 
small parties at short notice, and, therefore, must have a 
high maximum demand as well as & high diversity factor 
(57.8 per cent., or 1 to 1.75). The other four kitchens, how- 
ever, supply meals only at fixed hours of the day to large 


groups of persons at one time, and consequently have a maxi- ` 


mum demand and diversity factor (37.7 per cent., or a 1 to 
2.6) fully one-third smaller than the other two. In addition, 
therefore, it should be borne in mind that battleships, as 
wel as the two enterprises named, have their own power 
houses, which when the help ceases to work for the purpose 
of eating, operate with a minimum load, and, therefore, can 
supply the entire cooking energy without an increase in the 
capacity of the plants. 


In the second portion of the article, Mr. Swoboda turns to — 


the more difficult part of his subject—that of establishing cost 
data of actual cooking operations. 


The difficulties met with are worth recording, in view of : 


the frequency with which such data is tendered in papers 
and discussions. 

He points out that some reports state the energy for heat- 
ing food only, securing hot water and steam from another 
source; others include all this, and in one instance the heat- 
ing of the water for washing dishes is recorded. The type 
of equipment is often not stated, although efficiencies vary 
considerably Sometimes energy registered by the meter 1s 
used for other purposes and not indicated; also savings in 
food and labour, and maintenance of equipment are rarely 
mentioned. 

It is assumed that each country has developed a standard 
practice of its own. In the States and Canada hot water 
is supplied to the kitchen from the general system of the 
building; steam also is often available in factories for certain 
cooking purposes, and the electric equipment consists of a 
baking and roasting range, though with a single-meter sys- 
tem probably other domestic uses are also included. . 

The author, evidently judging by the English trial data 
which he publishes, concludes that it is customary to heat 
the water by special coke boilers—which is, of course, very 
far from being true as regards the average English con- 
sumer, who will probably continue for some years to use the 
existing coal range for heating bath water when required, 
and use the electric boiling ring, just as he now uses the 
gas boiling ring, for minor requirements. 

Mr. Swoboda falls into the further error. (if our interpreta 
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tion of his remarks is correct) of assuming that it is the 
usual English practice to give special cooking rates and 
install special meters for cooking, thus eliminating the use 
of energy for other purposes. : 

While this is certainly true as regards the two or three 
individual returns recorded by him of English tests, yet the 
fact remains that the majority of the progressive electric 
cooking centres in this country have adopted a domestic or 
"single- meter for all domestic purposes"' tariff, the move- 
ment having received its impetus from the favourable results 
obtained by the so-called ‘* Norwich tariff," which was put 
into use nearly 10 years ago, long before the Americans had 
inade any move in this direction. 

Germany, according to Mr. Swoboda, has adopted the 
system of individually heated cooking vessels to a consider- 
able extent, and heats the water electrically. 

Judging by the conditions, it it assumed that the German 
reports cover only two hot meals per day, as against three 
in England and America. 

The data covers a period of eight years, and the author 
deduces that in the United States and Canada 1 kw.-hour 
per day, or .33 KW.-hour per meal, are required; in England 
1.36 KW.-hour per day, or .44 kw.-hour per meal, and in 
Germany .76 Kw.-hour per day, or .38 Kw.-hour per meal. 

The German figures include water heating, and correcting 
for this the cooking figure becomes .90 Kw.-hour per person 

r meal, which low ayerage is attributed to the use of 
individually heated utensils in place of large ranges. 
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Соокіха Loap CURVE OF AMERICAN APARTMENT HOUSE. * 


Average electrical consumption means little to the pur- 
chaser of an electrical stove, who would naturally like to 
know the approximate monthly bill. Tabular data from 
American sources shows that the average bill is $3.5 per 
month for a 3-cent rate. In addition, it is mentioned that at 
Billings, Mont., with 300 ranges, the lowest bill is about 
$1.50, and the usual highest about $5, neglecting a few 
careless consumers who incurred bills up to $10. ог fully 
one-half of the consumers the bills were not, more than $3.6 
per month each. 

The company operating at Twine Falls, Idaho, guarantees 


hold : 

The energy consumption in the case of restaurant kitchens 
(a la carte service) ranges from .95 to 1.21 xw.-hours per 
ineal, and for large kitchens, feeding groups of persons at 
fixed hours (as the U.S. Battleship Texas and a large German 
cable works) from .33 to .43 KW.-hour per meal. The energy 
eonsumption falls off with experience of the use of the 
apparatus. | ‚ 

The author draws attention to the ease with which electric 
heating can be applied to individual apparatus, such as 
table utensils; to the possibility of using automatic tempera- 
ture regulation in ovens, and introducing exact cooking 
methods leading to certain results, in connection with which 
time and temperature data has been published by Lancaster 
and Gumaer. | 

The saving іп both labour and food are referred to, as 
well as the superior quality of the food when cooked. 

Several of the tables reproduce English results which have 
already appeared in our pages. 

We notice that the author avoids all reference to the first 
cost of apparatus, which is a greater obstacle in this country 
than the cost of energy to the general adoption of electric 
cooking, and judging by opinions of American central-station 
men set forth in the report of the Electric Range Committee 
of the N.E.L.A. (quoted in our issue of October 6th) is also 
not withowt influence on progress in the States. , 

Mr. Swoboda’s paper, which contains 21 tables of electric 
cooking data, is an instructive summary of the present posi- 
tion of the art. We can only regret that more representative 
English data was not available, or, at any rate, not included, 
although from the ‘‘ business getting” point of view, prob- 
ably more convincing than any data to the average person is 
the knowledge that other people, in similar, circumstances, 
are adopting the electrical method. This fact is, for instance, 
ccrrohorated іп an article by Mr. &. M. Kennedy which 
appeared recently in the Electrical World. He mentions the 


that the bill shall not exceed $4.8 per month for any house- , 


case of a lady who was about to construct an apartment 
house, and wanted independent advice regarding the advan- 
tages of electric cooking in such a case. The local power com- 
pany referred her to 13 apartment houses in different parts 
of the States, and 10 of these replied, all stating that the 
electric range filled all the cooking requirements of the 
tenants; the rate paid averaged З cents per kW.-hour, and 
monthly bills varied from 1.75 to 3.50 dollars, averaging 2.15 
dollars. АП advised: the equipment of the new apartment 
house with electric ranges us being clean, safe, economical, 
and modern. The unanimity of the replies was a revelation 


to the lady who applied, and to some of the power company’s. 
_employés. [We reproduce a typical load curve from a house 


of this type containing 45 apartments.] Mr. Kennedy also 
referred to a half square mile area in a rural district in 
Southern California, where of the 16 houses in the block, 14 
азе using, electric ranges, despite the fact of there being 
natural gas mains only 1,000 ft. distant. 
was induced to purchase a range, and it is significant that 
within less than four months, the other 13 residents fol- 
lowed suit; this is not an isolated experience on this com- 
pany's system. 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


—— ——— — -— — 


ON December 12th the paper on this subject by Mr. J. S. 
Peck was discussed by the ScoTTisH iocar SECTION of the 
INSTITUTION OF ELECTRICAL ENGINEERS. An abstract of the 
paper appeared in our issue of December Ist, 1916. 


Mr. W. W. Lacke (Glasgow), who opened the discussion, 
adinitted that Glasgow was one of those cities guilty of hav- 
ing separate stations for traction and power, but these had 
for years been run in parallel when required. In Glasgow 
they had had considerable experience in linking-up. In 1898 
the Corporation purchased the Kelvinside undertaking, and 
in 1912 the Partick and Govan stations were taken over by 
the Corporation and linked-up with the ( ~ 
it was not very long before the consume. v 
were brought into line with the Glasgo 
Partick and Govan stations were then 1 .. .: 
the Glasgow stations when required. 

Kelvinside station, it supplied its own ar 

when the load was considerable, but dur- „~ 

hours of the day the load was drawn fij. «uc imani руси 
stations. Govan and Partick stations would have undergone 
similar treatmefit had not the war compelled the suspension of 
operations. For stations of less than 3,000 Kw. which were 
to be linked up with large power stations, it would be found 
practicable to change consumers’ lamps and apparatus to a 
pressure and periodicity to suit the larger power station. 
There were 14 local authorities and 14 supply companies in 
the London area supplying electricity. There was no doubt 
that the 12 of these of under 3,000 KW. maximun demand 
could and should be tackled, which would practically halve 
the number of generating stations in London. It uppeared 
to him that for many years linking-up would be limited to 
an exchange of energy at times of light load, i.e., at week- 
ends and on holidays, and in some cases for all-night loads. 
Consequently, when apparatus had to be installed it would 
not be necessary to have it of anything like the capacity of 
either of the stations connected. When Port Dundas, St. 
Andrew's Cross, and Pinkston stations were linked-up, fortu- 
nately they had the same voltage and periodicity, and little 
trouble was experienced. The plant at Pinkston at that time 
consisted of reciprocating engines, running at 75 RPM. 
coupled to alternators with 40 poles, whereas the plant at 
Fort Dundas consisted of turbines running at 750 and 1,500 
R.P.M., with 2 and 4-pole alternators. One or two adjust- 
ments had to be made before all went smoothly, but there 
was nothing of a serious nature. The three stations were 
now run in parallel at times of full load, and interconnected 
with cables which, between Pinkston and Port Dundas, were 
over one mile long, and between Pinkston and St. Andrew's, 
Cross between two and a half and three miles long. АП the 
stations might be said to be of different capacities, and yet 
there was no difficulty in arranging the load amongst them. 
He could not say what the speed regulation of the reciprocating 
engines at Pinkston was, but he thought it was very different 
from the speed regulation obtained from furbine-driven sets. 
If a rotary was to be used for interconnection both ways it 
must have independent field excitation if it was to be any- 
thing like stable. This arrangement was adopted in the 
Falkirk electricity department. 

Mr. WnYsaLL (Greenock) pointed out that it was a fact 
that many stations were being satisfactorily operated when 
linked-up to each other without any of the devices spoken 
of by Mr. Peck. His personal experience of linking-up was 
small. In Greenock they had interconnected with a small 
hydro-electric system at very short notice, and there had been 
no difficulty. In connection with the linking-up of two under- 
takings having a different periodicity, he favoured the syn- 
chronous motor-generator, and thought they should be pre- 
pared to accept its disadvantages. 

` 
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Mr. Arcu. Pace (Glasgow) argued that the necessity for 
considering complicated phase-converters and frequency- 
changers was a reflection on the short-sighted policy which 
was followed in the early days of electricity supply. One 
undertaking in Scotland started out by offering its prospec 
tive consumers 3-phase, 2-phase, or direct-current supplies all 
at different voltages. In. Glasgow they were running four 
stations linked up, with an aggregate capacity of 00,000 KW. 
The first two stations had been running together since 1905, 
and the electricity department and. tramway systems were 
linked up in 1908. So long as the stations were working in 
tandem, or, as one might express it, in series, there was no 
trouble. The only limiting factor was the capacity of. the 
interconnecting cables. They had recently closed. the links 
forming a triangle, and the possible necessity for some type 
of trunk cable was looming up. He was afraid the impression 
conveyed by this paper to engineers who had no experience 
of running А.С. stations In synchronisii, and who were con 
templating this step, would be unfavourable, and it might even 
bave a deterrent effect. It could not be too stronglv pointed 
out that so long as the frequeney was common, whether or 
not the voltage varied, the running of any number of stations 
linked-up was a very simple matter. In Glasgow, apart from 
the economies effected (and these had been considerable) 


, 


the great feature of hinking-up had beens the. factor of safety 
so far as continuity of supply was concerned. This might be 
noticeable there because the tramways departinent had little 
or no lighting load, and the margin of spare plant in Pinkston 
was always available to help the electricity department when 
sudden darkness came over the city. They had all kinds of 
plant, reciprocating engines and turbines, with varying regu- 
lation at the steam end, also throttle and cut-off governing. 
The better regulating machines did take up the fluctuations, 
but with the large number of plant units in commission the 
ammeters were fairly steady. The load distribution was 
easily controlled by the switches for regulating the speed, 
which were mounted on the maim control panels. It might 
be well to sound a note of warning to engineers who were 
thinking of linking-up, to make certain that the capacity of 
the interconnecting cables was not only adequate to deal 
with the load to be transferred from one station to the others, 
but that there should be a margin of copper to deal with the 
fluctuations, which in the case of, say, & tramway or railway 
Joad would be shared by the prime movers in the second 
station which ordinarily was dealing with a power and light- 
ing load. He asked the probable efficiency of the phase- 
converters; anyone who had had experience of the tricks of 
motor-generators and rotaries when there was a surge on the 
A.C. system knew how unreliable these frequency-changers 
were bound to be. As to the question of regulators in the 
feeders, he asked Mr. Peck where his preference lay as be- 
tween the induction type and step-by-step regulation. It was 
their practice to have a voltage-regulator on only one station. 

Mr. SEDDON thought that linking-up would no doubt hasten 
the growth of larger stations, with a corresponding reduction 
of plant in the smaller ones, and this change would operate 
to the advantage of the supply authorities. Probably only in 
the case of stations of about equal plant capacity would ex- 
change of load take place. At times, transfer of load would 
have to be cffected with low frequency and volts down on 
the disabled station, so that auxiliary bus-bars would be 
required. He believed synchronous motor generating plant 
was the best coupling to adopt. Where it was required to 
connect a single-phase station with a 3-phase supply of a 
similar frequency, he believed Scott-connected 3-phase to 
9-phase transformers was the best method. 


In his reply, Mr. Peck pointed out that those with 3,000-Kw. 
stations and under could change to the standard frequencv 
of the district; pressure could be cheaply changed by trans- 
formers being rewound. As regarded frequency, if the sta- 
tion was small and uneconomical, it was time it was scrapped. 
It might involve the changing of voltages, and there might be 
a ditficulty in changing from 25 to 50 periods, or from 40 to 
50, and it would be necessary to make some radical changes 
in the motors or couplings. It was standard practice to put 
in a rotary-converter for correcting speed deviations, and 
speed would fluctuate unless there was some exciter to make 
the speed stable. Small independent stations would probably 
be changed into sub-stations for distributing purposes, which 
уоп be to the general advantage. Iet them have large 
stations by all means, though he did not see why the small 
stations should not do what they could. The small station 
could be run with a governor, and at waste-heat stations let 
them supply all the energy they could. He thought it was 
quite possible to transfer at unity power factor between sta- 
tions without boosters if a sinall difference in voltage was 
alowed. Step-by-step regulators were considerably more etti- 
cient than induction regulators, which also took a consider- 
ае amount of current from the line, although, perhaps, not 
so much as to affect a large system... On the other hand, the 
induction regulator would give a uniform variation in voltage 
and also had the advantage of being motor or automatically 
driven. As to his illustrations, they must remember that the 
speed of motors was constantly being adjusted to make the 
stations take up the desired load, the governors being set 
for a certain regulation, and having the load factor over the 
whole range. In_ practical working, extreme ranges seldom 
or never occurred. His impression was that a frequency- 
converter would be somewhat cheaper than a phase-converter 
of the motor-generator type with a 3-phase motor and 2-phase 
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generator, or vice versa. To link up а system with 30,000 
kW. of plant, a frequency-changer of 38,000 KW. would be 
required, and a number of frequency changers were in use 
approximating that capacity. If they were not to scrap odd 
frequencies, and wished to link up large systems, it would 
involve Jarge cost for frequency-changing apparatus. 


- WAR ITEMS, 


Trading With the Enemy.—The “ London Gazette ”? for 

January oth contains further lists of persons and bodies in 
the following countries with whom trading is prohibited :— 
Argentina, Uruguay, Bolivia, Brazil, Chile, Colombia, Greece, 
Morocco, Netherlands, Paraguay, Spain, Хе. 
: The Controller of the Foreign Trade Departinent has Issued 
à new consolidating list. containing the names of over 2,000 
persons and firins with whom persons in the United Kingdom 
are forbidden to trade. Cases still come to the notice of the 
Department in which finus are. corresponding with persons 
oi the statutory list, and they not infrequently give as an 
excuse that they have never heard of the list. Everyone en- 
gaged in foreign trade should realise. that he is under an 
obligation to make hinself. familiar with the statutory list, 
and to observe it. Failure to do so renders hnn hable to tha 
heavy penalties provided by the Trading with the Enemy 
Acts, and these apply to holding any communication what- 
ever with anybody on the statutory list, and not inerely to 
entering into an agreement or continuing to carry on busi- 
ness with such persons. In exceptional cases а licence may 
be obtained froin the Foreign. Trade Department exempting 
from the prohibition. The statutory list is published at inter- 
vals in a consolidated form, and additions are made approxi- 
mately at intervals of a fortnight. Copies of the consolidated 
list and of all additional lists may be obtained at a sinall cost 
from the Superintendent of Publications, His Majesty's Sta- 
tionery Office. 

The German Aron Meter Co.—It is stated that all the 
shares in the H. Aron Elektrizitats Zaller Fabrik, G.m.b.H., 
ot Charlottenburg, have recently passed. into the possession 
of German subjects. As a consequence, the compulsory ad- 
ministration introduced by the Ministry. for Coninerce has 
been abolished. 

Tramways Substitution.— The Municipal Tramways Asso- 
ciation announces. that arrangements have been made with 
the War Office for the establishment of a substitution scheme 
applicable to tramway undertakings for dealing with em- 
ployés of inilitary age.—Daily Telegraph. 

Women Workers.—Jhe ** Times " states that. a woman 
has been placed in charge of the clectrie hyhting station at 
Bradninch, near Exeter; also that women are to be employed 
for " gate" work on the London tube trains. They will not 
be so employed on the ''Dustrict аё present. 

Sleeping at their Posts.—At the Hull Munitions Court, 
three Ds electrical workers were charged with being asleep 
when they should have been at work. They were engaged on 
a 24-hour shift on a ship. It was stated that owing to the 
fact that their particular «lepartimient did not work diligently 
the ship was delayed for three days. The Electrical Union 
desired a heavy penalty to be imposed for this slacking. Two 
of the men were fined £2, and the third, aged 17, who said 
that this was the first time he had done a 24-hours!. shift, 
was fined £l. ° 

Natal and Preference to British and Allied Manufacturers. 
—The Board of Trade Journal recently stated that the Durban 
Town Council had decided to submit the following resolu- 
tions to the Natal Municipal Association. for consideration 
and adoption :— 

“1. (a) That every Natal Municipal. Council апа Local 
Board be asked to affirm the principle that all goods and 
materials purchased out of the public funds should be the 
produce of British or Allied countries, and that such a condi- 
tion shall be inserted in all specifications for the supply of 
goods or materials, unless it can be shown that such goods 
can only be purchased from neutral countries. 

“ (b) That every Natal local authority be asked to furnish 
to the Secretary of the Natal Municipal Association, for 
transinission to the Right Поп. the Prine Minister, a return 
of those goods which it has been customary to purchase from 
enemy or neutral countries, with a view to the information 
being forwarded to the Union High Comintssioner in. London, 
for publication for the information of British manufacturers. 

"9 That the Natal Municipal Association be recommended 
to submit resolutions (a) and (b) to the next meeting of the 
United Municipal Associations of South Africa, and that that 
Association be urged to inipress upon its constituent authori- 
ties in the Cape, Transvaal, and Orange Free State Provinces, 
the desirability of acting in the direction indicated in those 
resolutions.” 

Exports to China.—The “ London Gazette ” for January 
Ath contains a further list of persons and bodies in China and 
Siain to whom exports may be consigned. : 

Vacancies in the O.T.C.—Men suitable to train as offi- 
cers, whose exemptions are about to expire, and young men 
about to reach military age, are advised that there are now 
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vacancies in the Inns of Court Officers’ Training Corps. They 
should call without delay for a personal interview with the 
Selection Board at 10, Stone Buildings, Lincoln’s Inn, Lon- 
don, W.C., any day (except Saturdays) between the hours of 
10 a.m. and 4 p.m. No appointment 1s necessary. 

Optical and Glassware Munitions.—The Minister of 
Munitions has made ап order requiring all persons engaged 
in the manufacture, purchase, sale, or other dealings in 
chemical and medical glass or glass tubing and rod to comply 
with regulations restricting the manufacture unless the glass 
is required for an Admiralty, War Ойсе, or Ministry of Muni- 
tions contract, or the supply is authorised by the Director of 
Optical and Glassware Munitions, 117, Piccadilly, London, W. 
The purchase and sale outside the United Kingdom of chemi- 
cal or medical glass or glass tubing or rod is also restricted. 
Chemical and medical glass includes carboys, thermoineters, 
glass for miners' safety flame lamps, glass for X-ray appara- 
tus, &c. Certificates will be granted to dealers to order reason- 
able quantities of chemical and medical glass and glass tubing 
and rod for the purposes of stock and/or export, provided 
that such orders are not considered by the Minister of Muni- 
tions as likely to interfere with the execution of orders re- 
quired for war purposes. 
of such stocks will be required, provided that in the case of 
articles, the export of which is prohibited, the Usual perinit 
to export be obtained. 

empren Applications.—At the West Riding Appeals 
Tribunal, at Leeds, last week, the City Train ways Committee 
appealed for four single men, armature winders and electrical 
equipment repairers. The matter had been previously ad- 
journed for the department to try to find substitutes, but 26 
was stated that suitable men had not been obtainable, and, 
much as these men would like to be released for military 
duties, it was found impossible to grant their request. There 
were at present 70 or 80 cars unfit for use owing to lack of 
skilled labour. With a little more time the department might 
be able to get the substitutes. The cases were further ad- 
jovrned, the Corporation representative undertaking to report 
when the men were replaced. 

The City of London Tribunal has given a final extension of 
two months to а plate-glass merchant, single, aged 30, who 
has been learning wireless telegraphy, and wants to sit for 
the Postmaster-General’s examination in February. 

At Bacup, the secretary and manager of the Corporation 
electricity department asked for the exemption of an engi- 
neer (30), whose certificate had been withdrawn from the 
recruiting office. The man appealed for had the oversight of 
1,000 н.р. of current for power purposes, four miles of high- 
tension mains, a similar extent of low-tension mains, in addi- 
tion to the overhead street lighting of the main roads. The 
Military Representative said he was bound to put on pressure, 
аз the man was single, young, and passed for general service. 
The manager replied that the difficulty was to replace him. 
He was the only one with a knowledge of the undertaking. 
Exemption was granted to March 8154, but the Tribunal 
thought some steps should be taken to replace him. 

At Southport, appeals were heard for three men in the 


Corporation electricity department: a storekeeper (38), passed ` 


for C2, a plumber and cable jointer, general service, and a 
meter tester and attendant (37), B2. The electrical engineer 
said that so far as the department was concerned they con- 
sidered they had got to the limit. The cable jointer was given 
conditional exemption, and temporary exemption to March 
lst was granted in the other two cascs. 

The Birkdale District Supply Co. appealed, at Southport, 
for & single man (24), general service, einplover as assistant 
engineer and switchboard operator. The manager said they 
had tried to find substitutes, but with indifferent success. 
The case was adjourned to February Ist, and it was intimated 
that the company would have to try and find a substitute. 

Before the Stratford-on-Avon Tribunal, on January 3rd, the 
Military Representative asked for the withdrawal of exemp- 
tion allowed to Mr. J. G. Bomford (94), electrical engineer, 
partner in the firm of Messrs. Booth & Bomford, on the 
ground that it was no longer necessary in the national interest 
that he should continue in civil employment. Mr. Bomford 
said that he had been passed in Class Cl, and he was engaged 
on important railway and marine engineering work. The pre- 
war staff of 20 had been reduced to eight. The application 
was not acceded to, and the exemption was confirmed. 

The Margate Tribunal has given the junior partner in a 
lecal electrical engineering firm 14 days in which to obtain 
work of national interest in his own line of business. 

At Broadstairs, on January 2nd, certificates previously 
granted to four members of the staff of the Isle of Thanet 
Traction & Lighting Co., Ltd., and to a tram driver. were 
renewed. The manager (Mr. Forde) said that they had to 
furnish the War Office with a list of the men who had joined 
up, and those in a low category would be exchanged for 
present employés passed as fit for general service. 

At Nuneaton, the Military Representative applied for a 
review of conditional exemption granted to a stoker (35) at 
the Corporation electricity works. The clerk said that the 
inan was in a certified occupation. The Chairman: A stoker 
jn any occupation, who is married and over the age of 25, is 
m a certified occupation. The conditional exemption was 
confirmed. 

At Hitchin, on January 1st, exemptions granted by the 
Recruiting Officer some time ago to essential men in public 
utility service were, under a new War Office Order, brought 


No further authorisation to dispose , 


before the Tribunal. These included P. Wilson (19) and A. 
Dobbs (19), on the staff of the electric light station, and they 
were ordered to be medically examined and classified before 
the review is made. 

At Letchworth, Colonel Sowerby appealed for exemption for 


A. Edwards (34), electrician at Lilley Manor, and four 
months’ conditional exemption was conceded. 
At a meeting of the Newcastle-under-Lyme T.C., on Janu- 


ary 3rd, the Electricity Committee reported having considered 
the stalf at the clectricity works, and the question of the 
introduction of female labour, as recommended by the Mili- 
tury Representative. It was decided that, in the opinion of 
the Council, it was impossible to release any of the present 
members of the staff for military service; that as the work 
undertaken by the remaining eligible members of the staff is of 
a highly skilled nature it would not be practicable to employ 
female labour; and that the Chairman be instructed to lodge 
appeals on behalf of the staff when occasion required. None 
of the eligible members of the staff left are passed for general 
service. 

Before the East Suffolk Appeal Court, the Electric. Light 
Co., at Felixstowe, appealed against loeal decisions in respect 
of a Diesel oil engine driver (24), refused exemption, and a 
Wireman, electrician, and gas engine attendant (37), granted 
until January 3186. It was stated that the staff was barely 
sufficient for the important work to be done; it was abso- 
lutely impossible to replace the men. The refusal of exemp- 
tion to the younger man was confirmed, and the elder man 
was given conditional exemption with a view to the military 
Sceking a revision of a conditional exemption certificate held 
by a single young man at the works. 

„At Trowbridge, the Military sought a revision of condi- 
tional exemption granted to Gilbert Rawlings, electric light 
attendant at the works of Messrs. J. Sainsbury & Co. The 
certificate was granted on the ground that Rawlings was in 
a certified occupation, and the Recruiting Officer contended 
that, in spite of that, it was no longer in the national interest 
that the man should be exempted. The Tribunal refused to 
interfere in the case. 

At Newton Abbot (Devon), if was reported that Mr. D. R. 
A. Millman, electrician, passed in Class Cl, had failed to 
secure work of national importance in the month allowed. 
Another month (final) in which to comply with the order was 
granted. 

At Maidenhead, on January 2nd, the Tribunal confirmed 
the certificate of conditional exemption held by Mr. C. О. 


ee borough electrical engineer, who is to remain in the 


BUSINESS NOTES. 


Scheme of Arrangement.—TYLER APPARATUS CO., 
LTp.—With reference to the affairs of this company. the list of 
creditors in which we published in our issue of December 22nd, 
1916, we have received a copy of the scheme of arrange- 
ment which we understand has been passed by the creditors. 
Under this scheme the claims of the first debenture-holders, 
secured creditors, and unsecured creditors will be satisfied as 
follows :— 


The second debenture-holder, Mr. A. M. Powell, will pay off, and take a 
transfer from the first debenture-holders of the whole of the first debenture 
for the sum of £1,450. He will also advance to the company a further suin of 
£1,000 for ndditional working capital to be secured by the issue of n further 
debenture for the said amount. As the only debenture-holder, Mr. Powell 
agrees to the present book debts as at October 13th, 1916 (amounting to £4,500 
or thereabouts), being released from his debentures and assigned to three 
trustees in trust to pay the sime over to the creditors from time to time проп. 
the terms and conditions mentioned in a certain deed as from October 13th, 
1916. At the expiration of nine months from November Ist, 1916, the com- 
pany is to pay to the trustees £50 per week out of the income of the company 
for the benetit of the creditors until such time as the whole of the creditors 
have received 20s. in the £. In order to allow the company a reasonable 
opportunity of paying its debts in full and re-establishing itself, Mr. Powell 
ngrees not to call in the prineiple suins due under the debenture for à period 
of not less than 18 months from the date of the trust deed, but without preju- 
dice to any of his other rights thereunder in the event of a breach of conditions 
or reservations, 

The receiver at present appointed on behalf of the first debenture-holders 
is to be discharged, and the balance of any amounts collected by him, or the 
book debts as at October 13th, 1916, since his appointment, will forin part 
of the trust fund. The Board is to be reconstituted, and three new directors, 
who have been responsible for bringing and carrying through the above 
scheme, are to be appointed, All debts not exceeding £5 (the aggregate does 
not exceed £150) are to be paid out of the funds of the company аз soon ns 
possible. 


New British Dry-Cell Industry.—After experimental 
work extending over two years. BRITISH UTILITIES, Lrp.. has 
established a factory for the manufacture of dry cells at Sonth 
Park Комі. Wimbledon. We understand that the works have 
been in operation for коте кіх months. turning out a high-grade 
cell under the trade mark of “ Firefly.” and that these cells are 
guaranteed to stand up for three months in stock. The firn is 
equipped for large-scale production, and is specialising in medical 
ce'ls, dry cells for bella, telephones, and ignition purposes, and in 
refills for popular sizes of electric torches. Needless to add, there 
is an immense opening for. reliable makes of dry cells in this 
country. and it is a matter of satisfaction that steps are being 
taken by British makers to meet this demand. despite the 
difficulties created by the war and the uncertainty of the position 
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after the war. We can only hope that satisfactory assurances 
will be forthcoming in respect of the latter question, so that. such 
new industries can be established with confidence. 


Catalogues Wanted in Italy.—Messrs. Ing. Stauble and 
Rag. Salvini. of 76 Foro Bonaparte 76, Milan, who have an 
established organisation for the sale, Ac., of all kinds of electrical 
material. and have carried out business for many Italian industrial, 
electrical and telephone concerns, are anxious to establish con- 
nections with British manufacturers, and accordingly will be 
pleased to receive catalogues, prices. conditions, Kc. 


Catalogues and Lists. —Lancpon-Davirs Motor Co., 
110. Cannon Street, London, E.C. 20-pare illustrated price list of 
single-phase and polyphase motors. 

Messks. FERRANTI., Lirb., Central House, Kingsway, W.C. -New 
pamphlet Маз. giving very fully illustrated instructions for the 
use of alternating-current house service watt-hour meters (types 
FC and FCT). 


Cable-Makers’ AssoCiation.— The address of this Asso- 
ciation is now Sardinia House, Sardinia Street. Kingsway, London, 


W.C. 


Liquidations.—KiLowarr Рсвизніхо Co., Lrp.—This 
company is winding up voluntarily with Messrs. A. Webster, 
203/206. Temple Chambers, F.C.. and E. A. Burnie, 50/60, Grace- 
church Street, E.C.. as liquidators. A meeting of creditors із 
called for January 16th. f 

LEITNER ELECTRICAL Co., Ltb., Mavbury, Woking. --— First 
dividend 3s. 4d. in the €, payable January 24th by Corfield and 
Cripwell. 119, Finsbury Pavement, E.C. 


Calendars and Diaries — Messrs. ALFRED HERBERT, 
Lro., of Coventry, have sent us. ак in previous years. one of their 
serviceable wall calendars, each monthly раке of which has very bold 
block date figuring and interesting pictures of some of the firm's 
machine tools. | 

MESSRS. ALFRED GRAHAM & Co. of St. Andrew's Works, 
Crofton Park, London. have issued, as before, their handy-sized 
blue pocket book of Tide and Speed Tables for the vear. It con- 
tains diary spaces und a great deal of information of a general 
. character. Messrs. Graham have also again sent us one of their 
serviceable desk blotting-pads with diary at left-hand side. 

THE DAVENPORT ENGINEERING Co., LTb.. of Bradford, have 
issued a wall calendar with daily slips for 1917. Their patent 
water coolers are illustrated. 

Messrs. THERMIT, LTD.. of 675, Commercial Road, Limehouse, 
London, E. have prepared the usual calendar and note-book for 
the current year. As before. the opening. pages are devoted to 
illustrated descriptive matter concerning the company’s process. 

Messrs. PEcKHAM. Ducamp & Co.. of 90, Charing Cross Road, 
London. W.C.. have prepared à very serviceable and well-bound 
desk reminder. in which ample spaces are reserved for every day of 
the year. A small calendar for the current month appears at the 
top of each weekly pare. 


Book Notices.—" The Electrical Engineers Diary," for 


1917. has come to hand from Messrs. S. Davis & Co. (price 58.). As. 


last year, it is published in two editions -one with stiff covers, the 
other with limp covers. Besides the diary portion. which is printed 
on sectional paper with a week to an opening, and is provided with 
four sheets of blotting paper, which gan be torn out. and take the 
place of the interleaved paper formerly used. the volume contains an 
encyclopedic mass of information suitable for the use of engineers, 
architects. contractors, \c., and covering almost every subject con- 
nected with the generation and use of electrical energy. Official 
rules and regulations, including the I.E.E. wiring rules, are 
included in ertensv; a list of London streets in which electricity 
mains are laid, and a list of electricity supply authorities in the 
United Kingdom, form useful features, and the technical inform- 
ation is well up to date, such matters as phase advancers, lighting 
in war time, &e.. being covered. Certainly as a desk companion 
the engineer will find it an extremely useful work. especially if he 
makes himself well acquainted with its contents. One often finds 
that the information, in search of which one has turned the office 
upside down, was lying close at hand all the time- in the " Engi- 
neers Diary." as likely as not. 

The "International Mercantile Diary," issued by Messrs. Syren 
and Shipping. Ltd.. price 5s. net, is intended to facilitate the 
development of trade between Great Britain and foreign countries, 
and therefore is provided with very comprehensive foreign 
exchange tables, arranged on a new method, for the conversion of 
any sum of money at any rate from or into sterling. Tables for 
converting British or metric weights and measures into foreign 
equivalents are also given, which, it is claimed, cover erery 
country. and have a far greater range than any previously published. 
The tables are based entirely upon the decimal system, запа the 
publishers point out that they will, therefore, be of equal value 
whether the existing British currency is retained after the war or 
is replaced by decimal coinage with the pound as the unit of value. 
The book also contains a mass of useful information on matters 
relating to trade and commerce. 

With regard to the tables, we note the usual lack of appreciation 
of the meaning of “significant figures," some of the equivalents 
being given to as many as six figures and others to only three : 
also. in English, centimetre, &« carry no accent. Аз а rule, it is 
sufficient to give the equivalent values to four siyvnificant. figures. 
There is no "grain troy,” the "rain," unlike the pound and 
ounce, being fortunate enourh to have only one value. The 
boiling point of water is given as 202° F., and the conversion 
factor from Centigrade to Réaumur is incorrectly stated, The 


kilometre on page 21 is given as 2.000 metres. Conversion tables 
are given on an ingenious system, which economises space and 
facilitates reference; but here again the mistake has been made 
of giving too many figures, as many as wine significant figures 
being given in some cases. The prefix " myria" is not used in 
practice. A table appears on page 30, representing the geometrical 
progression 1, 2, 4. 5, &c., to the 56th term, which is piven to 17 
significant figures! It would be interesting to know of what 
practical use such a table can be. Time and space prevent us from 
commenting further on this remarkable collection of conversion 
tables, except to say that, in some respects, the author has shown 
more zeal than judgment. The diary portion is admirably 
arran,'ed. | 

“Scientific Papers of the Bureau of Standards." No. 295, 
" Determination of the Derree of Uniformity of Bars for Magnetic 
Standards." Washington : Government Printing Office. 

"A Laboratory Course of Practical Electricity.’ By M. J. 
Archbold. London: Macmillan & Co.. Ltd. Price 5s. net. | 

“Science Abstracts.” Sections A and B. Vol. XIX. Part 12, 
December 27th, 1916. London: E. х F. N. Spon, Ltd. Price 
Is. 6d. each. . 


Industries of the Empire.—The following is 4 copy 
of a statement issued last week by the Trade and Industry Com- 
mittee of tht Royal Colonial Institute : — 

" For some time past the Trade and Industry Committee of the 
Royal Colonial Institute has been engaged upon the work of 
encouraging the establishment of new industries in the British 
Empire. with a view to giving a measure of confidence and security 
to capital to be embarked therein. as well as assisting the expansion 
of existing industries. As a result of a resolution. the Committee 
has been in communication with the Governments and Chambers 
of Commerce of the Dominions and Colonies with a view to urging 
the necessity of making it obligatory on all Government and 
municipal bodies to purchase Empire-made goods, and to place all 
contracts as far as possible with British firms. Such action, in the 
opinion of the Committee. would prove a strong factor in stimu- 
lating the establishment of new, and the growth of existing, 
industries, as well as consolidating inter-Empire trade. | 

“In response to the communication sent by the Trade and 
Industry Committee on the subject. replies have been received 


from 28 Governments and 21 Chambers of Commerce and Boards of : 


Trade, which ро to prove that the Empire is united in the desire to 
assist and encourage Empire trade. and to take such action as may 
be deemed appropriate and feasible. There is naturally diver 
gence of views as to the methods to be adopted for attaining the 
object in view, mainly on account of the various systems of govern- 
ment which exist in the British Empire. but it is satisfactory to 
find that the Crown Colonies and Colonies not possessing respon- 
sible government are unanimous in their desire to co-operate in 
carrying out the principle embodied in the communication of the 
Committee. As regards the self-governing Dominions, there is а 
general desire to comply with the terms of the resolution, and 
to take such steps as will ensure unity of action in the future. 

"The Chamber of Commerce of Sydney affirms the principle 
that all Government Departments, Municipalities, and other publie 
bodies spending publie money. should purchase Empire-made goods 
and place all contracts with British firms where possible. The 
Chamber of Commerce of Melbourne states that the prineiple em- 
bodied in the- resolution is already largely in force in the Common- 
wealth, and that the Chambers of Commerce throughout Australia 
have already taken steps to carry out the principle embodied 
therein. As regards South Africa, the resolution was adopted at a 
meeting of the Association of Chambers of Commerce of South 
Africa in Cape Town on September 12th last. The Chambers 
of Commerce in India have taken active steps in connection with 
trade after the war. and have formulated a series of suggestions for 
the Empire as a whole. They strongly advocate the extension of 
the system, by which Government Departments and local autho- 
rities rive preference to British goods, and that local authorities 
should only use other than British goods if actually forced to do so 
by eonsiderable advantage in favour of such foreign goods. The 
replies are, on the whole, of a very satisfactory character. and may 
be seen in the Trade and Industry Department of the Royal 
Colonial Institute, Northumberland Avenue, W.C." 


Trade Announcements.— lle offices of the PHILLIPS 
CoMMUTATOR GRINDER Co., Lrp., have been removed from the 
City to 122, Walworth Road, London, S.E. 

THE LONDON ELECTRIC FIRM has removed to Brighton Road, 
Croydon. Telephone No. “ 68 Purley.” 


For Sale.—The Wolverhampton B.C. Electricity Depart- 
ment has for disposal two mild-steel steam separators. For 
particulars see our advertisement pages to-day. 


LIGHTING AND POWER NOTES. 


FN IEEE UERSUM CUR 


Australia, — Electric power from the Public Works 
Department power house at Port Kembla will be used in the con- 
atruction of the great dam on the Cordeaux for the Sydney water 
supply ; a survey for a cable is being made over the distance of 
about seven miles, which is on the way towards the southern line 
towns to which the Works Department has offered a supply of 
power. Mittagong, one of these towns, has decided upon & 


- 


—— 


Vol. 80. No. 2042, Jancary 12, 117] THE ELECTRICAL REVIEW. | 39 


municipal installation, and is about to ask the ratepayers' consent 
to the raising a loan. .North Illawrra Council, which has for 
some considerable time been contemplating an installation, has 
recently received offers for the supply of power from the South 
Bulli and the Corrimal Collieries. but has been unable to come to 
any decision up to the present.—A wstralian Mining Standard. 


Bedford.—EXTENSION ScHEME.—As mentioned in a 
previous issue. a special meeting of the T.C. was called to consider 
the extension scheme at the electricity works, which had been 
recommended by the Electricity Committee, at an estimated cost 
of £33,980, of which sum a prospective consumer outside the 
borough was to advance £5,080. A great diversity of opinion was 
shown in thediscussion, Mr. W. E: Sowter voicing the case of the 
Committee at considerable length, and (judging by the Press 
report) riving excellent reasons why the new work should pro- 
ceed. However. on a vote it was decided to rescind the resolution 
of the Committee to carry out {ће extensions, by 12 votes to 11. 
A motion was then carried appointing a sub-committee to seek 
better terms from the contracting parties, and during these pro- 
ceedings Mr. Sowter handed in his resignation, as he took the vote 
to indicate a lack of confidence in the Committee. The dis- 
cussion revealed the usual lack of understanding of matters 
electrical; and although an array of aldermen foregathered to 
squash the proposed extension, none of them apparently offered a 
suggestion for meeting the immediate new demands of 720 Kw.. 
for which, according to Mr. Sowter, no generating plant is 
available. | 


Belfast.—EXTENSION ScHEME.— The monthly meeting 
of the Corporation was marked by a rather acrimonious discussion 
in cognection with the proposed new power station. Sir John 
Snell wrote that he had had a conference with the chairman of 
the Electrical Committe2, Councillor Duff, and the Electrical 
Engineer, and as a result he asked for further information, after 
which he would be able to present a report. Sir John further 
suggested another conference in London, which was approved. 
Councillor Alexander again drew attention to the unsatisfactory 
state of the electrical supply, and said that surely a local man 
could be got to keep the station in order. Our correspondent says 
the margin of power over the demand is very small at the present 
time, and it is quite evident that something.must be done at an 
early date to supplement the supply. 


Bradford.—Wark Waaks.—Having before it a consider- 
able number of applications from workers, and recommendations 
from Corporation committees. the special Corporation Committee 
to deal with war wages and bonuses agreed last week upon 
an equitable flat-rate addition to pre-war rates of pay as 
the best way of dealing with the whole matter, and adopted for 
recommendation to the City Council the following scheme: - 
Advances and bonuses given since the commencement of the war, 
either in accordance with Trade Union rates or otherwise, shall. 
in the case of men, be made up to a total of 8s. per week on the 
rates or scales in operation on August 4th, 1914. In the case of 
women and youths, the bonus will be inereased from the present 
28. to 4s. per week. In the few cases in which increases during 
the war have exceeded 8s. per week. there will be no reduction. and 
if during the continuance of the scheme the standard rate of wages 
in regard to any trade should be increased to cause the aggregate 
increases to exceed 8s. the new standard will be paid. The 
revised bonus allowance will be added to the normal remuneration 
of the married employés serving with the Forces in arriving at the 
allowances payable to their wives. The new bonuses are to be 
regarded as war wages, and recognised as due to the existence of 
the present abnormal conditions, and will be applied pro- 
portionately to the actual wages earned, whether more or less than 
the wages of a normal full week. This scheme, if approved hy the 
City Council, will apply to all Corporation employés except a 
dozen or less. 


Burnley.— The Electricity Committee will be prepared, 
on the conclusion of hostilities, to consider the question of supply- 
ing electricity to the Rose Grove district. 


Chippenham.—WonKHoUsSE Licntixc.—The B. of С. 
has appointed a Committee to consider the question of having the 
electric light installed at the workhouse. The Electricity Co. 
has offered to install a plant with 136 lights and 126 switches. at a 
cost of £175, and to allow £50 for the present was fittings. If the 
Guardians take the light for five years the payments could be 
spread over that period, and the maximum cost of lighting would 
be £55 perannum. The House Committee had recommended the 
acceptance of the offer as being a reasonable one. 


Continental.—PoRTUGAL.—The Times correspondent at 
Lisbon says that by a decree just published there, the consumption 
of gas and electricity is reduced in the case of public lighting by 
5«) per cent. and of private by 30 per cent. : the closing hours of 
= hops is fixed at 7, and that of theatres and cafés at 11. 


Darlington.—The Corporation electricity undertaking 
Ћ яғ a capital of 2128.936, and a revenue of £27,177 resulted from 
tast year's working, equal to 912 per cent. on the capital employed. 
“The last year is the only one in the last eight that the department 
aas not transferred any of its surplus profit in aid of the rates. 
"T he depreciation fund amounts to £7,318, while £5,515 has been 
spent out of profits on capital works. 


Dewsbury.—War Waces.—The Electricity Committee 
Ex25 resolved to grant the application of the Amalgamated Society 
< Engineers for an advance of 3s. per week in the wages of men 


employed in the electricity works from October 18 last. subject. to it 
being recognised that the advance is a war wage and dependent on 
the existence of the abnormal conditions. It was resolved to yrant 
an ndditional 2s. per week war bonus to all the staff at the elec- 
tricity works, except one man already dealt with. 


Doncaster.— STREET LIGHTING.—At a recent meeting 
the Mayor said, with rerard to the recently adopted limited system 
of lighting the town by electricity. that the electric lamps had 
served their purpose so well that he would like to see them replace 
the vas lighting all over the town. 


Dublin —LoaNn Sancrion.—The_ re-borrowing by the 
Corporation of £46.816 in .respect of the electric lighting 
undertaking and refuse disposal works has been sanctioned, and 
steps have been taken for the creation of stock for that amount. 

THE SPECIAL INVESTIGATION. In а letter to the Dublin 
Corporation as to his position in connection with the City Elec- 
tricity Undertaking and the reports of Mr. D'Alton and the Special 
Committce of Inquiry. Mr. L. J. Kettle. Deputy City Electrical 
Engineer. declares his readiness to put his opinion on the matter to 
a test by running the works or the undertaking against Mr. 
D'Alton for a week, a month, or a year under similar conditions, 
and guaranteeing to show at least equally wood results, “I will 
wager my salary, he says, " for the time being against his on the 
result. and if I ат proved incompetent, you will not be under the neces- 
sity of getting rid of me, for Ishall not waitfort"-* 127 " * 
confident you will show appreciation." Mr. Ket 
he has time and again asked to be paid on result: 
very pleased to have not only а professional, but 8 
in getting the best results possible. He adds t ' 
to effect economies which he gave the Council | 
than, good. The books and records show that it > r 
as alleged, put false statements before the Со. кзы 
taking is not. he asserts, the hopeless thing one would imagine 
from the reports. He attaches to his letter an appendix, in which 
he deals, in technical detail, with the pointa stated in Mr. 
D'Alton's report. | 


Eccles.—BuLk SuppLy.—The Corporation has decided 
to inquire from the Salford Corporation and the Lancashire Electric 
Power Co. as to their terins for supplying electrical energy in bulk. 


India.—4According to Indian Engineering, the Govern- 
ment Resolution оп. the Report submitted by the Committee 
appointed in June last to advise Government on the question of the 
charges at present levied by the Calcutta Electric Supply Corpora- 
tion, Ltd.. will be received with yeneral satisfaction. With rebates 
for prompt payment the present cash rates for current are > annas 
for lighting and 3 aimas for fans, with further reductions in the 
case of larve consumers, while the meter rent was reduced from 
Re. 1 to 8 annas in 1915. The Committee, after considering tho 
case in all its bearings, recorded the following opinion :--" We 
cannot but come to the conclusion that there is a sufficient margin 
to admit of a further reduction in the cash price per unit for 
lighting. There has been a reduction of 1 anna since the agitation 
for lower rates commenced in 1914. This reduction was. we think, 
unduly delayed. and it would have been more fitting if the addi- 
tional profits had been utilised in working out the loss on the old 
plant rather than increasing the dividend of the shareholders." 


. With this expression of opinion the Government Resolution fully 


concurs. 


Keighley.— STREET LiGHTING.—AÀ proposal to spend 
£300 onthe further lighting of the streets by electricity, has been 
referred back by the T.C. 


Leigh.—LiNKING-UP.— Тһе T.C. has confirmed a pro- 
posal by the Electricity Committee to link-up its undertaking with 
that of the South Lancashire Tramways Co., for the purpose of a 
mutual stand-by. and also for the laying down of plant at a 
local works, which schemes will involve the expenditure of £2,100 
and £1,440 respectively. 


Lewes.—STREET LiauTING.— The T.C. has decided to 
have certain public thoroughfares temporarily wired for publie 
lighting by electricity. at an estimated cost of £15. 


London.— MaRYLEBONE.—The Electricity Committee, on 
the report of the general manager, recommends the reconetruction 
of the ash conveyor (which has been in use 11 years). at a cost of 
£1.590. plus £100 for labour. He has also reported on the fires 
which frequently occur in the overhead bunkers, and has decided 
that some means must be provided for quickly removing the coul 
which is on fire. He recommends that a conveyor should be erected 
under the coal bunkers in the boiler house, at a total cost of 
£1.700. 

The general manager reports that he finds the cost which 
would be entailed to gasify coke in producers, extract the ammonia 
and turn it into sulphate. and fire the boilers with gas, would far 
exceed any saving that. could be made. 

As the next best step he recommends that two of the boilera 
should be fitted with the Underfeed Со. в travelling grate, at а боба] 
cost of £2,100; the boilers are designed to evaporate normally 
18.000 lb. of water per hour, and this can be increased to 25.000 Ib. 

A technical: report on the low-temperature distillation of coal 
has been submitted to the Committee. 

The working of the electricity department for the September 
quarter shows that 2.715.481 units were sold. & net increase of 
3°79 per cent, over September. 1915, The revonue from consumers, 
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including meter rentals, amounted to £28,312. an increase of £812 
on the corresponding quarter. The total expenditure for the 
quarter amounted to £17.113, an increase of £1,844. The result of 
the quarter's working is a drop of £133. as compared with 1915, 
but, on the half-year, it is £1,939 better than last year. 

It is estimated that the lighting units have decreased by about 
124 per cent. as the result of daylight saving. further lighting 
restrictions, and consumers’ economies since last year. The 
analysis discloses an increase of no less than 20 per cent. in sales 
for uses other than lighting. which it is expected to retain after 
the war. : 

WooLWICH.—-The General Purposes Committee has agreed to 
support the Hackney B.C. in defending the pending action in 
respect to alleged preferential charging. but urges that official 
action should be taken to defer the proceedings till after the war. 

BaATTERSEA.— The Electricity Committee recommends the Council 
to grant an advance of 3s. per week as war waves to fitters in the 
employ of the Electricity Department. 

With reference to the electricity supply in the Nine Elms district, 
the Committee is arranging for a 300-K.v.A. transformer, to be 
supplied by the British Electric Transformer Co., at a cost of £368. 

SOUTHWARK.—'l'he Electricity Committee has prepared a list of 
revised charges, which will be equivalent to a total increase iu 
prices since the war started of 30 per cent. on lighting aud 50 per 
cent. on power. It is pointed out that, as revised, the charges are 
only equivalent. to those of the competing company in the area. It 
is surrested that in the future an increase in price of 1 per cent. 
may be made for each 6d. by which the price of coal exceeds 20s, 
per ton. 


Manchester.—Proposep Loan.—The Electricity Com- 
mittee proposes to apply to the L.G.B. for sanction to borrow 
#30.000 to cover the cost of additional plant at consumers’ and 
Corporation sub-stations. 

Mr. S. L. Pearce, the chief engineer, anticipates. in view of the 
increased demand, that it will be necessary to review the position 
with regard to the generating plant in the course of the next few 
months. 


Portuguese East Africa. — According tothe British South 
African Erport Gazette, the English company holding the contract 
for the supply of power to the Government. railway and docks at 
Lourenco Marques, has installed a 400-KW. generating set and two 
new boilera, at a total cost of £6,500, оп the advice of Messrs. 
Mordey & Dawbarn, the consulting engineers. 


St. Annes-on-Sea.—ELectric HEATING.—Mr. J. H. 
Clothier. the electrical engineer to the District Council, reports that 
during the past month there has been quite a run on electric 
radiators, householders turning to this form of heating in prefer- 
ence to the now costly coal fire. The result has been that the load 
has been particularly heavy. constituting a record. | 


Sheffield.— Loax SANcTION.— The Treasury has approved 
of the borrowing of £8,280 for rotary converters and sub-station 
buildings, including cost of: purchase of a site for the sub-station. 

NEW POWER STATION. -A public meeting of ratepayers has 
approved the proposed new power-station scheme ; it was pointed 
out that the electric furnaces in use or ordered represented an out- 
put of 100,000 tons of steel per annum. 


Southport.—The Corporation Electricity Committe has 
instructed the Town Clerk, Borough Treasurer, and Electrical 
Engineer to draw up new regulations with reference to electricity 
supply. 


Swansea.— HIRE-PURCHASE SCHEME.—The Corporation 
has approved of a recommendation of the Electric Lighting and 
Tramways Committee, as the best means of encouraging the supply 
of electricity to houses and premises where the occupiers are unable, 
or unwilling, to bear the initial cost of installation, to supply the 
electrical apparatus, do the wiring, &c., on the hire-purchase 
system. The scheme is applicable to electrical apparatus of all 
descriptions obtainable at the Committee's showrooms, проп a cash 
payment of 20 per cent. the balance to be paid by means of 
quarterly instalments spread over three, five or seven years. The 
cost of installing a house varies from £3 12s. 6d. for one of five 
rooms, to £6 12s 6d. for one of ten rooms, and the payment of the 
cost of the installation and fittings is to be charged to a suspense 
account, which will he reduced year by year as the instalments 
are repaid. 


Walsall.—The maximum load recorded at the old 
Wolverhampton Street station on December [3th last was 2.006 Kw.. 
the effective plant capacity being 1,570 KW. The original war 
wages of the electricity and tramways departments have been 
increased from £411 and £1,800 to £822 and £2,075 respectively. 

Owing to the delay in getting the new generating station into 
full use, the Electricity Committee has decided to increase the 
price of current by 20 per cent., as from the meter readings for the 
December quarter, . 

Wimbledon.— Loan КЕғсѕЕр. — Тһе В. of T. has refused 
to sanction a loan of £3.133 for-house mains. services, meters. and a 
gub-station transformer. The Council has decided to inform appli- 
cants for connections of this fact. 


Winchester.— PRICE IxcnEASE.— The T.C. has increased 
the price of current as from the Christmas quarter for lighting. 
power, heating. and cooking by another 10 per cent.. making 25 per 
cent. since the war broke out. 


TRAMWAY and RAILWAY NOTES. 


Astley.—A correspondent states that the. proposed new 
tramway through the Astley district --where extensive new coal- 
fields are being opened out—which would connect with the South 
Lancashire Co.'s system at Leigh and Boothstown. has been shelved 
until after the war. 


Bradford.—The tramway authorities are inviting em- 
ployers of the city to change the meal times of their staffs in such 
a way that the meal hours will be spread over a wider period than 
at present, In view of the increased demand on the cars consequent 
on the railway restrictions, and also of the limit on the number of 
cars available owing to the action of certain workmen in refusing 
to work overtime. 

The trathe receipts up to the present time—quite apart from the 
increased use of the cars by reason of the railway restrictions -- 
amount to £10,000 more than for the corresponding period of last 
year, and last year was unusually high. About 600 men have been 
released from the staff of car operators for the Army or war 
work, to attempt to replace whom the department has secured 300 
women as conductors. The sheds have been combed ара re-combed 
for men fit to be trained as drivers, and the repair department has 
lost St men to the Army or war work. The men left have not, 
unfortunately. been able to appreciate their responsibility to quite 
the extent which is desirable under present circumstances, and the 
decision of the local Munitions Court having gone against them in 
а recent dispute on rates of pay, they are refusing to work over- 
time. The renewals and building department of the undertaking. 
owing to war effects. has practically ceased to exist, and the number 
of cars which can be put on the road is greatly reduced, to cope 
with greatly increased tratic. The normal week-day number of 
cars 15 176, but the number possible is now about 156. and whereas 
the Saturday service is normally 196, it is now reduced to 164. 

ACCIDENT.—On Monday morning a car. from which the driver 
had alighted, ran away down a steep hill, colliding with another 
car and wrecking it; 21 passengers were more or less seriously 
injured. 


Darlington.— The tramways have’ now completed their 
llth year. and in the annual abstract of accounts it is stated that 
the irross profit for the past year was 675 per cent. on the capital out- 
lay of £77.929, compared with 5'8, 53. £4. and 44 per cent. for the 
previous four years. After providing for interest and depreciation, 
there was a net loss of £1,088. The working costs per mile were 
almost the same as in the previous year. The passengers carried 
numbered 4.439.273, an increase of 204.495 on the previous year, 
and the traffic receipts showed an increase of £963. 


Doncaster.— WELDED Jomsts.—The Tramways Com- 
mittee has appointed the Tudor Accumulator Co., Ltd.. to carry 
out the work of welding and building not less than 250 rail joints 
on the Corporation’s permanent way. The track has given con- 
siderable anxiety for some time. and £5,000 has been spent on it 
during the past financial pear. 

Referring to war-time difficulties last week, Councillor Balmforth 
said that they had had to resort to women drivers and conductors, 
who had done so well that he did not know whether the men 
would not be in the second place at the finish of the war ; 36 
Saturday drivers had been trained. and something like $5 
women, 28 of whom had left at various times. The department. 
required more cars, but could not get them, and the number they 
had were running full time. and could not be laid by for 
overhauling. There was difficulty in getting repair parts, and some 
cars had had to be pulled to pieces to effect repairs on others. In 
regard to an application for cheap workmen's fares, he said that in 
the near future fares might have to be increased. 


Dudley.— AccIDENT.—On Thursday morning, last week, 
a serious tramway accident occurred on the Tipton Road route, 
resulting in the death of one person and injuries to 25 or 30 others. 
The accident was almost a repetition of one which occurred in the 
same place a year ago. The driver left the car for a few moments 
at a terminus, while the conductress turned the trolley pole and 
mounted the rear platform, when the brakes were apparently 
released, and the car ran away uncontrolled down an incline. being 
derailed at some points and overturned. Of the passengers 25 were 
taken to the hospital, while one—an extra conductress who was 
learning—was caught uncer the car and died shortly after rescue. 


Huddersfield, —Mr. E. H. Sellars, the Chairman of the 


Tramways Committee. has made a public appeal for patience and 
forbearance during the present stress and difficulty in the tram- 
way service. The departinent has lost 180 men to the Army or to 
war work. and the whole of the works staff has been combed to 
find suitable men to train as motormen. The number of stoppiny 
places on the routes is to be materially reduced. and the public are 
asked not to require parcel carrying after 5 p.m. Ladies are 
asked to use the cars for shopping at times other than workers’ 
meal times. 


Keighley.—WoxEN Drivers.—The Corporation has 
decided to abandon its experiment of employing women drivers on 
the electric cars. One or two minor accidents have occurred, and 
it is said the women have not the necessary muscular power etfec- 
tively to apply the brakes. 

The question is to be considered as to whether it is feasible for 
the tramway system to be linked up to that of Bradford through 
Bingley and Orossflats by petrol omnibuses- 
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Lancashire Tramway Wages.—.As a result of an arbi- 
tration conducted by Sir George Askwith. a war bonus of 6s. 6d, 
per week has been granted to the male tramway employes of 14 
Lancashire towns, that amount to include any increases granted 
since the outbreak of the war. Youths under 18 are to receive a 
wear bonus of Зв. 3d. The award makes no change in the wages or 
war bonus paid to female employes. Among the areas affected are 
Birkenhead, Salford, Wigan, Stockport, Oldham, Preston, Bolton, 
Accrington. and Ashton-under-Lyne. 


Sheffield. Application is to be made to the Ministry of 


Munitions for a permit to have 400 tons of tramway rails rolled. 


South Lancashire.—AÀ new system of tickets with the 
stages numbered was introduced at the beginning of this week by 
the South Lancashire Tramways Co. 

Miners wishing to enter the South Lancashire Co.'s cars in the 
afternoon, at Walkden, now form queues. 


THE CONDENSATION PUMP. 


In the General Electric Review for December, Dr. Irving 
Langmuir, of the Research Laboratory of the General 
Electric Co., Schenectady, N.Y., describes a new form of 
mercury vapour vacuum pump, characterised by its extreme 
speed and the high degree of vacuum attainable. 

The origina] type of pump is shown diagrammatically in 
fig. 1. 
In this device a blast of mercury vapour passes upward 
from the heated flask-a through the tubes B and c into the 
condenser D. Surrounding B is'an annular. space E con- 
necting through F and the trap G with the vessel to be 
exhausted. “The tube c is enlarged into a bulb H just above 
the upper end of the tube B. This enlargement is sur- 
rounded by a water condenser J, from which the water is 
removed at any desired height by means of the tube K, 
which is connected to an aspirator. The mercury con- 
densing in D and H returns to the flask a by means of the 


Fig. 1.—Fuirst FORM OF CONDENSATION PUMP. 


tubes Land M. The tube N connects to the “rough” or 
"hacking " pump, which should maintain a pressure con- 
siderably. lower than the vapour pressure of the mercury 
in A. 

This pump operated extremely satisfactorily, but was 
rather difficult to make. "Trouble was frequently experienced 
by some liquid mercury collecting at the bottom of the 
annnlar space E. This mercury by being in contact with 
the hot tube B, gave off vapour which produced a blast 
passing upwards into the annular space Е. Some of this 
mercury vapour flowed out along the tube F and interfered 
with the free passage of gas from F into the pump. 

To avoid this difficulty the design shown in fig. 2 was 
adopted. In this pump mercury vapour from the flask is 
carried through the thermally insulated tube B to the 
nozzle L. The vesel to be exhausted is connected to в. 


The gas from this vessel passes through the trap G and the 
tube F into the apnular space Е. At P this gas comes into 
contact with the mercury vapour blast. issuing from the 
nozzle L, and is thus forced outward and downward against 
the walls of the tube c, and is finally driven down into 
the space р, from which it escapes into the rough pump 
connection N. The mercury which condenses on the sides 
of the water-cooled tube c passes back. through the tube M ` 
into the boiler 4. 

By this construetion none of the mercury which con- 
denses passes into the annular space Е. and thus the trouble- 
some blast of mercury into the tube F is wholly avoided. 

In the pump shown in fig. 1, a part of the mercury vapour 
condensed on the walls of the enlargement ҥ, but the larger 
part passed up into the air-cooled condenser р. In the 
newer pump (fig. 2) the enlargement of the tube c and the 
second condensing chamber are eliminated entirely. This 
greatly simplifies the construction without materially 
affecting the operation of the pump. It is true that the 
speed of operation appears to be somew' ' Mobos im the 
type containing the enlargement, but t 
pumps is usually so excessive, even withov 
that a further increase in speed serves no . 

In order that the pump may functio 
essential that the end of the nozzle Т, (fig. : 
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Fig. 2.-- IMPROVED FonM or Fic. 3. -DIAGRAM ILLUSTRATING 
CONDENSATION PUMP. THE ACTION OF AN ELECTOR. 


below the level at which the water stands in the con- 
denser J. In other words, the overflow tube К must he 
placed at a somewhat higher level than the lower end of 
the nozzle, as is indicated in the figure. The other dimen- 
sions of the pump are of relative unimportance. The dis- 
tance between L and D must be sufficiently great, so that no 
perceptible quantity of gas can diffuse back against the 
blast of mercury vapour, and so that a large enough con- 
densing area is furnished. 

The pump may be made in any suitable size. Some have 
been constructed in which the tube B and the nozzle L were 
1} in. in diameter, while in other pumps this tube was only 
] in, in diameter, and the length of the whole pump was 
only about 4 in. The larger the pump the greater the speed 
of exhaustion that may be obtained. | 

In the operation of the pump the mercury boiler A is 
heated by either gas or electric heating, во that the mercury 
evaporates at a moderate rate. А thermometer placed in 
contact with the tube B, under the heat insulation, usually 
reads between 100° and 120° C. when the pump is operating 
satisfactorily. Under these conditions the mercury in the 
boiler A evaporates quietly from its surface. No bubbles 
are formed, so there i8 never any tendency to bumping. 

Unlike Gaede’s diffusion pump, there is nothing critical 
about the adjustment of the temperature. With an 
electrically-heated pump in which the nozzle L was à in. in 
diameter, the pump began to operate satisfactorily when the 
heating unit delivered 220 watts. Тһе speed of exhaustion 
remains practically unchanged when the heating current is 
increased even to a point where about 550 watts ів applied. 
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The back pressure against which the pump will operate 
depends, however, upon the amount and velocity of the 
mercury vapour escaping from the nozzle. Thus, in the 
case above cited, with 220 watts, the pump would not 
operate with a back pressure exceeding about 50 bars,” 
whereas with 540 watts, back pressures as high as 800 bars 
did not affect the operation of the pump. | 

The ** speed " of a pump is determined by the time taken 
to reduce the pressure in a chamber of given capacity by 
a known fraction, and is measured in ет per second ; in 
the case of a piston pump this is approximately equivalent 
to the piston displacement per second. Mechanical high- 


vacuum pumps have speeds not greater than 100 to. 


200 cm. per second, though Gaede's molecular pump gives 
e 


а maximum speed of about 1,300 em. per second. Leakage 


back through the pump, renders the degree of vacuum 
attainable dependent, to some extent, upon the exhaust 
pressure into which the pump discharges : in the case of 
Gaede's molecular pump, the ratio between the exhaust 
pressure and the lowest attainable intake pressure is about 
50,000:1. The rate of flow of gases through tubes at 
pressures so low that the collisions of the gas molecules 
with each other are of relatively rare occurrence compared 
with the collisions between the gas molecules and the walls 
of the tubes (* molecular flow”) depends directly upon the 
diameter of the tubes, which offer a relatively enormous 
resistance to the flow at very low pressures ; hence large 
tubes must be used. The attainment of very low pressures 
is limited by the speed of the pump and the size of the 
tubing between the pump and the vessel that is being 
exhausted, and also by leakage either in the pump or in 
the vessel ; in the latter case, the gas leaking in does not, 
in genera’, pass through Ше walls of the vessel, but is given 
off from its walls or from bodies within it. Even after 
heating glass for half an hour or more to 360° C., the 
evolution of water vapour from the glass surface at room 
temperature js not entirely stopped. It is this phenomenon 
that puts a limit to the pressure actually attainable with 
mercury Vapour pumps. 

For a number of years Dr. Langmuir has been convinced 
that the collisions between gas molecules and a solid or 
liquid body against which they may strike, are, in. general, 
almost wholly inelastic. Each niolecule which strikes a 
surface thus condenses on the surface instead of rebounding, 
although it may subsequently re-evaporate. This condensa- 
tion takes place just as well at high temperatures as at low, 
but at high temperatures the re-evaporation may occur во 
soon that it is difficult to detect the condensation. In this 
case, the condensed molecules constitute an adsorbed film. 
The condensed particles, before they re-evaporate, are held 
to the surface by the same kind of forces as those which 
hold solid bodies together. This leads to a theory of 
adscrption which is inexcellent agreement with experimental 
facts. It was by a direct application of these ideas that he 
was led t» construct a high-speed mercury-vapour pump. 

An ejector such as is shown in fig. 3 could not be used 
to prodnee a high vacuum. Suppose, for instance, that a 
blast of mercury vapour passes through the tube A and 
escapes from B into the exhausted chamber c, and condenses 
at D. А large fraction of the atoms of mercury vapour 
escaping from в will have tiansvers? velocity components, 
so that they will strike the walls of the outer tube at K. 
These will condense, but the heat liberated will cause the 
walls to assume a temperature comparable with that of the 
mercury vapour blast. The condensed mcreury will, there- 
fore, evaporate appre хіт: tely as fast as it condenses. The 
atoms which evaporate are just as likely to leave the surface 
in a direction towards E as towards с. Therefore a large 
fraction of the mercury vapour which strikes the wall x 
will pass into the tube капа out through F, so that it will 
completely prevent the entrance into E of a gas at low 
pressures. Experiments have subsequertly proved that this 
is exactly what happens when it is attempted to operate 
an ejector at very low pressure. Not only does the device 
fail to pump. but it is often impossible to get any gas to 
pass through the device, even when there is a pressure of 


——————————— л, 


" The bar is the C.G.S. unit of pressure: one dyne per sq. cm. - 


Опе bar is equal to a pressure of (00075 mm. of mercury. or about 
one-millionth of an atmosphere, 


100 bars or more a£ F and the pressure at р is held at one 
bar or less. 

If it had been assumed that the mercury atoms striking K 
were reflected into E, then there would be no obvious means 
of preventing this reflection. Dr. Langmuir was con- 
vinced that reflection did not occur, and, therefore, that 
to avoid this blast of mercury vapour into E, it would only 
he necessary to cool the walls of the outer tube at the point 
K. In this way, the blast of gas into E 18 made to disappear, 
and the gas from F therefore passes into k and towards K. 
Beyond the nozzle в the molecules of this gas are struck by 
the atoms of merenry escaping from B, and are forced 
outward (not drawn inwards) against the walls of the outer 
tube at K. The gas molecules are then subjected to a con- 
tinual bombardment from = mercury atoms, which have 
velocity components in the direction towards c. If the 
walls of the tube c are also water-cooled, the gas which 
enters at F is thus pushed along the walls of c, and is finally 
driven into the condenser р. 

This was the reasoning which led to the construction. of 
the type of pump shown in fig. 1. "The very first pump 
constructed operated perfectly satisfactorily, and gave a 
speed of about 1,800 cm.* per second. 

The action of the pump is based on radically different 
principles from that of the ejector. The most essential 
element in the operation seems to be the condensation of the 
mercury vapour at K and the maintenance of a temperature 
in this region so low that the condensed mercury does not 
re-evaporate. It is, therefore, suggested that pumps based 
on this principle should be called condensation pumps. 

The condensation pump lends itself admirably to con- 
struction in metal. One type of pump which has proved 
relatively simple in construction and efficient in operation 
is shown diagrammatically in fig. 4. A metal cylinder A 


Fig. 4.--CONDENSATION PUMP IN METAL. 


is provided with two openings, В and c, of which B is con- 
nected to the backing pump and c is connected to the vessel 
to be exhausted. Inside of the cylinder is a funnel-shaped 
tube F, which rests on the bottom of the cylinder А. Sus- 
pended from the top of the cylinder is a cup E, inverted 
over the upper end of r. A water jacket J surrounds the 
walls of the cylinder A from the level of B to a point some- 
what above the lower edge of the cup E. 

Mercury is placed in the cylinder, as indicated at р. By 
applying heat to the bottom of the cylinder the mercury :- 
caused to eyaporate. The vapour passes up through F ai 
is deflected bv E, and is thus directed downward and ou 
ward against the water-cooled walls of a. The gas enterin- 
at C pases down between a and E, and at P meets th 
mercury vapour blast, and is thus forced down along thi 
walls of д and out of the tube B. The mercury which con- 
denses on the walls of д falls down along the lower part of 
the funnel F, and returns again to D through small openings 
provided, where the funnel rests upon the bottom of the 
eylinder. 

Pumps of this type have been made in several different 
sizes. A pump in which the funnel F is 3 cm. in-diameter, 
and. ће cylinder a is 7 cm. in diameter, gives a speed of 
exhaustion for air of about 3,000 cm.’ per second, and will 
operate against an exhaust pressure of 200-( 00 bars, depend- 
ing on the amount of heat supplied to the mercury. The 
power consumption ranges from 100 to 500 watts. 

Very small pumps have also been constructed in which 
the tube F is only 0°6 cm. and the cylinder А is only 2 cm. 
in diameter. This type of pump gives a speed of about 
200 em.* per second. 
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[t must be realised that the condensation pump, like any 
mercury pump, does not remove mercury vapour from the 
system to be exhausted. The vapour pressure of mercury 


-at room temperature is іп the neighbourhood of two bars. 


By inserting a trap such as that indicated at G (in fig. 2), 
between the pump and the exhausted vessel, this vapour 
pressure may be lowered. 

For a very large number of experiments, the presence of 
mercury vapour is not injurious, By the use of solid CO, 
or liquid aiv the mercury vapour may be entirely 
eliminated. 

By means of a new type of vacuum gauge devised by 
Dr. A. W. Hull, pressures as low as 107° bar, obtained hy 
the condensation pump, have been measured. There is 
little doubt, but that pressures very much lower than this 
сап be, and have been, obtained by cooling the bulb to be 
exhausted in liquid air, so as to decrease the rate at which 


_ gases escape from the walls. 


` 


THE POSITION OF THE SHIFT ENGINEER 
AFTER THE WAR. 


Bv JOHN MARKS. 


SiNcE war broke out, the shift engineer has been declared 
to be indispensable, badged, and sternly prevented from 
following his one-time wandering propensities in search 
of better jobs (off shift). \ 

Previous to the war, complaints were rife from the whole 
body of shift engineers that they were grossly underpaid, 
and in many cases treated worse than the workmen ; in far 
too many cases this was true, and тапу remedies were 
suggested for the very undesirable state of things then 


` existing. 


The writer, who did many years’ shift duty in important 
plants, has always taken a keen interest in the welfare of 
the station man, and particularly of the men on shift : on 
many occasions prior to the war, he maintained, against his 
colleagues, that the best policy was not to try to mend 
matters, but to end them by leaving station work altogether. 
Though the reasons for this view were simple, and founded 
on facts which could not be disputed, yet the writer found 
the majority of station men against him when he declared 
that the only way to better things was to get out of the 
line. 

It should be obvious to any man who will study the 
financial returns of the large power companies for an hour 
or two, that to expect comfortable berths, having adequate 
salaries attached to them, from the central-station line, is 
to expect the impossible. The money earned is not 
sufficient to рау a return to the shareholders, let alone ће 
generous to the officials ; and until the companies concerned 
do pay substantial dividends for a series of years, there 
will be nothing but low pay and overwork for every 
engineer connected with the central-station industry, from 
the top to the bottom, -in both municipal and company 
work. 

This fact presses especially hard on the shift engineer, 
whose work by its nature is inconvenient socially, and often 
debars a man from intercourse with members of his own 
and kindred professions. 

This would be but a slight disadvantage if the remunera- 
tion and prospects were reasonable; but good pay cannot 
come where profits are lean or non-existent, and prospects 
cannot be lively when there are literally many hundred 
well-qualified men holding positions inferior to their 
abilities ; whilst, at the same time, the tendency is for the 
number of officials and men required in the industry to 
diminish consequent on the increased size of individual 
generating sete, and the present fashion for very large 
&ations supplying wide areas. 

The shift engineer must maintain the supply, often with 
plant badly overloaded and in need of repair, and must also 


be prepared to turn out. the unit on his particular shift for 


the least, possible expenditure. 


On top of these advantages, he enjoys the privilege of 
night and week-end duty, and is also permitted to be blamed 
for any little untoward happening, which may be discussed 
whilst he is not present. The above list of drawbacks is by 
ho means exaggerated, and yet it is possible to find many 
shift men who delude themselves with the idea that a good 
berth will come their way if they only wait long enough. 

Now, though the shift man’s duties are responsible, yet 
they аге mostly of a very routine nature, requiring steady 


day-by-day application to many small details, rather than 


original thought or brilliant ingenuity ; in fact, in some 
ways a clever man would be a nuisance as a shift engineer. 
Me was all right in the days when things were new and 
little understood, and when a really good technical educa- 
tion was necessary in order to permit him to visualise 
rapidly what. was developing when things went wrong, and 
so to check or remedy the same as soon as possible; but 
that day has passed. Consequently, we have a second good 
reason why the shift engineer cannot expect his. remunera- 
tion to mount very high, and shift men will he wise to 
recognise that men of quite mediocre talents and training 
can, and do, run shifts suecessfully, year in year out, in 
quite large plants. 

Then, again, the station man ів unorganised, and 
experience teaches that unorganised occupations are never 
paid well, or even treated considerately, nnless they are 
occupations for which few men can compete. 

The writer does not consider that organisation will do 
much for the shift man, for two reasons. The first is that, 


. to the type of man now in mind—namely, the man brought 


up and sent into engineering as a profession, £250 to £300 
a year is a pittance, and not a living. Now neither in com- 
pany nor in municipal work will the shift man's salary ever 
go above the higher limit, and in the great majority of cases 
it will not reach the lower figure. The writer constantly 
comes across men on the verge of, or just over, 10 years of 
age, who will not see that with men only a year or two their 
seniors, or in some cases not their seniors at all, in the 
superior jobs, there will be no possible chance of these jobs 
falling to them until they are too old to be considered, or 
to enjoy them if they should achieve them. Such men 
cannot deny the position when it is pointed out to them, 
but merely content themselves with getting cross over the 
matter, and seeking to delude themselves as to the facts. 

The second reason is that amongst station men there is 
far too much snobbery, as to their being above belonging 
to a protective association: as if they were better than 
doctors or lawyers, and rs if there can be any dignity in 
helonging to a profession in which underpay and. overwork 
is the rule! There is practically no spirit of loyalty between 
man and man; in fact, often the reverse. And the con- 
trivings to get the superintendent or chief to lunch at their 
homes, or spend the evening there, would be laughable if 
they were not so contemptible. 

Then, again, the doctors or lawyers can enforce their 
demands by making matters unpleasant for those who 
quarrel with them, aud they have done so. With the shift 
man, however, the case is different: his job can be kept 
going, if need be, by the older officials working the station 
until strike-breakers can be obtained. These chaps would 
be available in 10 days on the offer of a salary of 50s. a 
week. Thus, whilst the work does not lend itself to high 
salaries or pleasant conditions, its present economie state 
makes it impossible for its members to enforce their 
demands. 

Hence, once again, the policy is to get out of station 
work into some sphere in which one's abilities will render 
one too valuable to be readily dispensed with ; in such 
cases hoth money and power can be obtained. They can 
never be obtained. however, in any routine tvpe of berth, 
and shift engineering is undoubtedly routine to a great 
extent. . 

At the present time, chiefs are wanting shift engineers, 
and one of them recently pleaded at a Tribunal Court that 
shift engineers were being advertised for in thouxands. As 
a matter of fact, there were consideraby less than 100 such 
advertisements in the columns of the Review that week. 
Still, the men are wanted at present. 

In such a саве one would expect to tind a greater salary 
than was offered before the war, of than-will benormal after 
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the war. when so many more men will be available. What 
dowefind? That the very large majority of such places offer 
less than 20s, а week salary ; that many of those offering that 
pittance (with war bonus) state that the appointinent is for 
the war only, whilst the appointments at or above the level 
of £200 a year are so rare as to be cause for wonder and 
comment. 

If this is what is offered now in a time of want, what 
will be the ease when shift men are. once more ах plentiful 
as dead leaves in October у Another. feature which must 
be considered is the fact that long before the war, chiefs up 
and down the country were offering shift jobs to men of a 
very different class to that drawn npon, say, 10 years ago. 
Twelve months before war broke out the writer Knew young 
fellows who had never done anything more thin act as 
engine-room lads, to obtain shift Jobs, and, what is more, 
hold them. These cases were carefully noted, and it was 
also found that they were by no means isolated. The jobs 
tackled, to the writers knowledge, included both three-wire 
p.c. and three-phase work ; in at least. oue case the man 
who tried for, and pulled off, the job. certainly stretched 
the truth in order to secure the berth: whilst in another 
case that the writer knew of, the man made a full state- 
ment to the chief that he knew but little of the electrical 
side of the work. 

The important point is that such men have not. only 
obtained, but have held, such appointments, and have gone 
from one station to another and held their. jobs amongst 
strangers, 

It should be borne in mind that lads such as these have 
heen brought up on incomes of, as a rule, less than £2 per 
week ; consequently, when they work up into a position 
carrying, say, 45s. or 50s, a week, in. peace time, they have 
satisfied their ambition as regards obtaining what they 
describe as a good job. especially when they have been 
accustomed to "losing their wages if they were off. sick ; 
whilst the privilege of 10 or 14 days’ holiday with pay also 
enhances the attractiveness of the post. 

Consequently, the chief employing them is pleased by 
obtaining a man who will settle on a low wage compared 
with what the usual type of engineer expects to earn ; he is 
also relieved from the bother caused by his shift engineers 
always being on the move, in search of appointments carry- 
ing salaries on which they can live. The enyine-driver 
type of lad who has got himself into a shift job run live on 
the screws usual to the business. 

Tt is possible that when a good many of these men are 
employed up and down the country they will join up with, 
хау, an engine-drivers’ Trade Union : and from this point 
of view there may be interesting developments in store for 
the chiefs who have encouraged such men. In many places 
with which the writer is in touch, the shift engineer mixes 
socially with the drivers : the writer does not refer to the 
works’ football team meetings as social meetings, but to the 
fact that in many cases they actually live in. the same dis- 
tricts, even the same streets, and knock. about together for 
the greater part of their spare time. 

This may be quite all right. or it may not, according to 
the view a man takes of his “а ‚ Every man must 
settle this matter for himself ; but, when this sort of thing 
ean be found in a good many towns, the sensible shift 
enginecr who has come into engineering as a profession will 
recognise that a job of this type is no job for him. In 
fact, “the writer believes that before many years are run, the 
shift-engineer position will be that of a foreman, and not an 
official. Consequently, the wise policy is to go into. the 
work for the sake of the experience to be tained, and to vet 
out of it at any eost after three years. 

The writer expects. criticism, but would ask his critics 
‘to remember that all the above statements are statements of 
fact, and the direct outcome of first-hand experience by the 
writer. 


Academy of Ѕсіспсеѕ.— Те Académie des Sciences has: 


awarded the following prizes for electrical progress :—Plumey 
Prize to Prof. Louis Barbillion, of Grenoble; Kastner-Boursault 
Prize to Prof. Eric Gérard, of Litee (posthumous award): Hebert 
Prize to M. J. Lemoine; Hughes Prize to M. L. Chaumont (killed 
in battle): Henri de Parville Prize to M. E. Montoriol. Many of 
the other prizes were awarded to men who have fallen in the war. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SvpNrEvy.—Feb.. 19th. Municipal Council. 
Meters, maximum-demand indicators, feeder regulators. Specifica- 
tion from E.L. Department, Town Hall. 

MELBOURNE. -- January Bist. — Department of the Navy. 
Dynamos, switchboard, motors, balancers, and control gear, for 
Flinders Naval Base. Specifications from the Director of Naval 
Contracts, Melbourne.” 

March 5th. Council. One 7,500-K.v.A. turbo-alternator. See 
“Oficial Notices " January 5th. 


Public 


Bambridge.— February 3ed. Urban Council. 
lighting of the district with yas or electricity. 
Middlesbrough. — February tst. Corporation. Twelve 


months’ supply of electric lamps. 
Engineer. 


New Malden. y alst. Malden and 
U.D.C. Installation of fire-alarm system. 
Council's Engineer. 

New Zealand.— lAUvRaNg A.— February 12th. Borough 
Council. Supply of six three-phase transformers, 11,000-400 volts. 
Messrs. H. W. Clime & Sons, Consulting Engineers, Raetihi.— 
N.Z. Shipping and Commerce, 


South Africa.— viia N.— February 12th. Six four-ton 
electric travelling portable jib-eranes for the harbour.* 


Spain.—January 29th. Municipal authorities of. Mon- 
terrubio de la Serena (Province of Badajoz). Concession for the 
electric lighting of the town during a period of 16 years. 

The municipal authorities of Fuente del Arco (Province of 
Badajoz) have lately invited tenders for the concession for the 
electric lighting of the town during a period of two years. 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


Mr. S. E. Burgess. Borough 


'oombe 
~%articulars from the 


Реа za — — - =. ——À 


CLOSED. 


Colchester. — T.C. Tramear brake blocks ; 


Messrs, Pasley 
and Co. 


Glasgow.—The Electricity Committee recently received. - 


tenders for one 6,000-K Ww. turbo-alternator set, with relative con- 
densing plant. to be put. down at the Port-Dundas station. for the 
winter of 1917-18. The offer by the British Westinghouse Co.. at 
£20,500, for the turbo-alternator. with condensing plant to be 
manufactured by tbe Mirrlees Watson Co. at £58.15, has been 
accepted, this offer being the lowest. 


Horsham.—VU.D.C. Prite Шей & Gold and E. P. №. Co., 


maintenance of new station battery for 10 years. at £45 per 
annum. 


Leigh.— The tender of Messrs. Bruce. Pechles & Co., 
Ltd., for a 250-kw. "La Cour ^ motor-converter. for £1,225, has 
been accepted by the T.C. 

London.—M ARYLEBONE.— 


accept the following tenders : 


Reconstruction of ash conveyor, £1,690. Messrs. Babcock & Wilcox, Ltd. 
Coal conveyor under bunkers, £1190, Messrs. Babcock & Wilcox, Ltd. 
Cast-iron parts, £265.--Messrs, Jas. Oakes & Co, 

Underfeed grates to two boilers, £1,781, —Underfeed Stoker Co., Ltd. 


Manchester.— lie Electricity Committee. 
tenders : 

Erith-Riley stoker.- Erith's Engineering Co., Ltd. 

Steelwork.— Redpath, Brown & Co., Ltd. 

Transformers.— Ferranti, Ltd. 

Cables.— British. Insulated & Helshy Cables, Ltd.; Pirelli General Cable 
Works, Ltd. | 

Sheffield.— Tramways and Motors Committee. Accepted 
tender :---British Thomson-Houston Co.. Ltd.. for 50tramcar motors. 

The Electric Supply Committee has accepted the following 
quotations :-- 

R. White & Sons.-- Extending ashes.roadway at Neepsend power house, 
£1,096, 

A. Reyrolle & Co, Ltd.— Eight sets of panels of sub-station switchgear, 
£41,041; six panels of 3,300-volt, three-phase sub-station switchgear, 
єт, 

Vickers, Ltd.. Two 700-&w., rotary converters for augmenting the supply of 
electricity for tramway purposes, £2,444. plus 5 per cent. for contin- 
genceles. 

The Health Committee has placed an order with Edison Accumnu- 
laters. Ltd.. for five additional electrical vehicles for refuse 
collection, at. the following prices: -One at £1.26f, four at £1,066 
each. 

"The Water Committee has purchased a second-hand motor- 
generator, with starter, from Mr. €. L. Turner. for £77. 


Sunderland.— The Council, on Wednesday, accepted the 
following tenders :— 


Armstrong, Addison & Ca.—Wood tronughing. 

Wooliscroft & Son.—-Farthenware cable supports, 

J. W. Thompson.--Cast-iron joints, troughs. 

B.I. & Helsby Cables, Ltd.—Copper rod. 

R. H. Lonzbotham & Co., Ltd.—Purchase of second-hand plant. 


Twickenham.— The U.D.O. has accepted the tender of 
Messrs. Stuart & Moore to install five call-Uells for £18 115. 3d. 


The B.C. is recommended. to 


Accepted | 


- 
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FORTHCOMING EVENTS. 


Birmingham and District Electric Club.—Saturday, January 18th. At 
7 p.m. At the Swan Hotel, New Street, Birmingham. Annual mecting. 
Chief Technical Assistants’ association.—Saturday, January 13th. At 
3 p.m. At the Tavistock Hotel, Covent Garden, W.C. Discussion on «The 
First Principles in connection with the Design and Lay-out of Plant for fess 
Central Stations," to be opened by Mr. Heaviside. D 
Association of Supervising Electricians. — 765097, January 16. At 
7.45 p.m. At 8t. ride's Institute, Bride Lane, E.C. Half-yearly necting 
and informal discussions. con 
Section).— 


Institution cal Engineers (Manchester Loca 
At the Engineers’ Club. Paper on 


of Electri 

Tuesday, January 16th. At 7.30 p.m. 

“the Principles Involved in Computing the Depreciation of Plant," by - 
Mr. W. W. Cook. 


(Stockton) ; J. W. Spark (West Hartlepoo 


mouth). toge 
elected honorary secretary: 


The Price of an Outrag 
Losses € ‘ommission has been enzag 
J. Dixon, of The Vicarage, Willesden, for the repaymen 

with the 


Nort h Metropolitan Klectric Supply 
tions, m connection 


religious feeling as long as the cable ren 
out to the company that there were two alterna 


President (Sir James Woodhouse 
report, said that the company 


D; C. Turnbull (Tyne- 


ther with Mr. S. R. Windle (Sunderland), who was * 


e.— The Defence of the Realm 

edin hearing а claim by the Rev. 
t of pro- 

h reference to negotiations 

Co. and the Ministry of Muni- 


with the laying of an electric eable through 
secrated ground, which he considered an outrage against 
ained. The Vicar pointed 


tive routes. The 
\, according to the Daily Telegra ph 


jonal charges incurred wit 


required, for military purposes to 
t way. under the pathway of 


Mr. F. Gill and 

(Birmingham Local Section).—Weduesday, January 17th. At 7 p.m. : 

At the University, Edmund Street. Paper on « principles Involved in lay an electric cable in the most direc 

Computing the Depreciation of Plant," by Mr. p. Gill and Mr. w.W. the churehyard, and they 80 informed the Vicar. The Vicar 

` objected. They consulted ‘the engineers of the local authority aud 

niuminatin Engineering Society.— Tuesday, Jamie? wth. At 5 p.m. At Ks ABC | о оа © 

the Roya gaen of Arts, John Street, Adelphi, W.C. Discussion on “The there Did objections to the alternative routes. which they pointes 
of Illuminating Power,” to be opened by Prot. J. T. out. Ultimately they were informed that this outrage, W rich 

would take place by the use of the churchyard, could be arranged 


Lumen &$ & Measure 


Morris. 
Chemical Society.— Thursday., January 18th. At 8 p.m. At Burlington House, by 
ientitic meeting. 


Piccadilly, ҮҮ. Ordinary scic¢ 
в. - Thursday, January 18th. At 7.45 p.m. 


Belfast Association of Engineer 

At the Municipal Technical Institute, College Square. Paper on u Electric 

Lifts for Land and Shipboard,” by Mr. C. G. Major. 

nock Electrical society.—Thursday; January wth. Visit to the 
Brewers’ Sugar Co., Ltd. (Cereals Works), Westburn Square. (Meet at 


1.30 p.m.) 
Royal institution of Great Britain.— Friday, January 19th. At 5.90 p.m. 
At Albemarle Strect, Piccadilly. Lecture on “goap Bubblos of Long 
- Duration," by Prof. Sir James Dewar, F.H.B. А 
institution of, Mechanical Engineers.— Friday, January 19th. At 6 p.m. cl 
At the Institution of Civil Engineers, Great George Street, А.А. General 


legal expenses 
refused to pay it. and the result 
exercised the powers under the 
the cable through the churchyard. 
consent to their doi 
question was how much should be paid. 


feelings wouid disappear if he g 
in the matter the better. 


strong view about the арр 


a payment of £200 to the church fund and thirty guineas for 
for a Faculty- They described it as blackmail. and 
was that the military authorities 
Defence of the Realm ‘Act, and laid 
The refusal of the Vicar to 


ny that occasioned these costs. 
The outraging of religious 


The President said he thouz about patriotism 
It was a question of money. That was 
thought the Commission took & 


ear from the correspondence. He cf 
lication. They would communicate their 


meeting. 

: a ese 

sociation of M Electrical Engineers (West of Scotland decision 

Branch. Т &nuary d At EA pa i the Royal Technical 

ege, Glasgow: aper on '' МО ern Switch and Fuse Gear: Its Defects : i 1 

and some Suggested Remedies," by Mr. A. McPhail. : Reconstruction Policy.— 1" our leading article on 
_& Government Assistance for our Foreign Trade " (ELEC. REV. 

ferred to the effect of the changes in 


December 39th, 1916). we re 


work of the Reconstruction Committee 


the Cabinet on the 
y Mr. A uith. The following comment on the 


——— 
appointed b 
sition appeared in the Times of yesterday .—" The Reconstruction 
' Committee, which was appointed by Mr. Asquith last March to 
NOTES. advise upon problems that will arise on the conclusion of the war, 
was placed in 8 difficult position by the resignation of the late 
a Committee of Mr. Asquith 8 Cabinet, and 


Government. It was 
several of its members no long 


their work. 
together, and the routi 
kept going in Dean's Yard. It is 

dit is understood that a scheme 


— 


n,— Lhe issues of the Daily Mail of 
and llth inst. contain articles * from 
Harold Ashton ` describing the most recent activities of Mr. 
Frederick L i an enormous business in 
Divine healing ОП the astonishing system of prayer on а 
sliding scale of payment." It is an old theme. to the tune 
of those “with plenty of money and no brains" having been ` 
е “with plenty of brains and 


". but the up-to-date application of the " astonishing 


is an interesting variation on the old theme. 
ntion is better than cure. and provides for 


immunity from shot and shell. Brief reference is made to Mr. 
Rawson's earlier activities in " science and gpeculation, including 
j Should Mr. Ashton desire to prosecute his 


the Elmore Companies. 
inquiries further into those matters, he will find the files of the 


ELECTRICAL REVIEW for 1890, and subsequently, quite useful 
sources of information. It is to be hoped that Mr. Ashton 
articles m&y lead to further investigation and such protection a4 
may be necessary fot weak-minded members of the community. 


Electric. Light Switching.— The results of the Second 


Batch Exam. were published on page 16 of our last issue. 


Mr. F. L. Rawso 
the 6th, 8th, 9th. joth. 


no money 
system " 
recognises that preve 


Foreign Trade.— THE DECEMBER Fiqures.— The official 
returns of imports and exports during last month contain the 


following electrical and machinery figures 1—2 
Dec., Inc. or Twelve months, 1916 
IMPORTS :— 1916. dec. Inc. or dec. 
Electrical goods, &c. £192,156 + £80,753 + £ 556.510 
Machinery ... .. 52061 77 180,137 — 855,373 


Exports :— 
Electrical goods, &c. 237,190 7 20,991 + 938,590 
Machinery — '" 1,625,029 + 180.773 + 1,066,837 


Linking-up Electricity Works: North-East Coast.— * 
meeting of the North-East Coast interests was held in the Town 
Hall, Sunderland, оп the 20th ult.. Mr. A.S. Blackman, borough 
eleotrical engineer and general manager. Sunderland, presiding. 
The chairman, in explaining e meeting, referred to 
the Board of Trade circular letter of May 25th. 1916, with regard 
to the interconnection of electricity supply stations, and also to the 
memorandum of the National Electric Power Supply Joint Com- 
mittee, urging COD i tion of linking-up, from 
the national point of view, in the interest of fuel economy. It was 
decided to form & Committee to 
i : ^ information with rege 


secretary was instructed to obtain into 
ished in other parts of the country. The 
A 


linking-up already accomplis 
Committee was appointed ав - 

(Sunderland), chairmen ; H. A. Couves (County of Durham Е.В. 
Co.) ; H. Ellis (South Shields) ; A. B- Gridley (Cleveland and Durham 
EP. Co); J. В. Р. Lunn (Darlington); 


brough) ; B. P. Sloan (Newcaatle-on-Tyne ES. Co.) ; J. J. Smith 


nger had any authority to continue 


Mr. Vaughan Nash, however. 
ne office work of collecting ma 


regularised in a few days’ time, an 
work undertaken by the 


for continuing the valuable research 
is now before the Prime Minister. 


Reconstruction Committee 
Among the important problem ‘ch the Committee referred to 
aub-committees. We isation, industry 
and trade. relations 
These aub-committees, 
resumabl y receive a ne 
of the most important, Lo 
Trade Policy, has been sum 
time, after à long interval." 


between labour and capital, an 
which are compose | 
w mandate from Mr. Lloyd Georze. One 
rd Balfour's Committee on After-War 
moned to meet ayain in а few days 


Trade after the War.—W* bave received a copy of the 
third report. 9 1 Committee of the London Chamber of 
d After the War." We hope to 


Commerce on 
refer to the rfiatter in a later 1816, 


The Use of Ma£nesite.—^* from January ath, the 
Minister of Munitions has prohibited the use of magnesite and 
magnesite products for. or in connection with. (D The con- 
struction Or repair of any building (other than % furnace), or any 


flooring ОГ deck ; or (2) the manufacture of any insulating or non- 
1 t under and in accordance with the 


of Munitions. All appli- 


to this Order should be addressed to :— 


terms of & pe 
(W.JJ. 342), Armament Buildings. 


cations 1n reference 
Director of Steel Production 


Whitehall Place. S.W. 


Appointments Vacant.— Charge engineers, electricians 
and engine drivers used to high-speed petrol engines, for the 
North of Ireland, Camp E.L. plants. See our advertisement pares 


to-day. 


The Government and Overseas Trade. —àt а meetin 


of the Advisory Committee to the Board of Trade on Commercial 
Intelligence. on Wednesday. Sir Albert Stanley. President of the 
i f the Committee 8 work. 


Board. emphasised the importance О 
idered by the Committee were proposals 


Amongst the matters const 

for a large extension of the Trade Commissioner Service in the 
British Dominions. proposals f ial missions, and other 
matters relating to the organisation of Dritish overseas trade, and 
questions arising out of the work of the Department of Com- 


mercial Intelligence. 


» Chief Constable 


Electric Lamps for Policemen.— The 
‘on for the police to be made an allow- 


has asked the Hull Corporation 
ance for the provision and maintenance of flash lamps of ls. per 
The Watch 


man pe 
Committee has ag 


_ ll 
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Long-Life Tungsten Lamps.—lIt is well known that 
when a tungsten filament is operated in an evacuated bulb under 
ordinary conditions, the resistance of the filament gradually in- 
creases. thus lowering its temperature. and the bulb is progressively 
darkened by a black deposit of vaporised tungsten. Both these 
effects contribute to lower the efficiency and candle-power of the 
lamp.  Heretofore. in order to increase thelifeof a lamp at a given 
ethciency, various solid halogenous compounds of low vapour ten- 
sion. such as potassium iodide, have been placed in the lamp in such 
а position that when the filament is at normal incandescence and 
the bulb is well evacuated there is evolved an atmosphere which is 
chemically active to the metal of the filament.and which is of sub- 
stantially the pressure of a first-class vacuum. 

Roy Winne, of Schenectady, N.Y., has discovered that the useful 
lite of alamp may be further increased by placing in the bulb 
with a revenerative compound of the above nature, a very small 
amount of jas, preferably nitrogen. Ordinarily, the pressure of 
the yaseous atmosphere should be less than 100 microns, and 
usually within the range of about 10 to 20 microns, or ОТО to 
0050 min. of mercury. 

To illustrate. the effect. of the novel filling combination on the 
ife of the lamp: a 125-volt 100-watt lamp. having a drawn 
tungsten filament was provided with а «та amount of potassium 
thallium chloride placed in the same way as in a vacuum lamp. 
The bulb was evacuated. and then enough dry nitrogen was 
admitted to produce an atmosphere of about 25 microns (0025 mm. 
of mercury) pressure. The lan p was then sealed off and operated 
at a specific consumption of W95 watt per candle. After 1900 hours 
the candle-power had fallen only to 96 per cent. of its original 
value. During the operation of the Jamp the resistance cf the 
filament repeatedly increased several per eent., and then came back 
to normal. In the absence of the nitrogen the initial efficiency of 
a lamp of this type containing potassium thallium chloride would 
have fallen to about 80 per cent. in about 1.000-1.200 hours.-- 
Electrical World. 


The Care of Accumulators.^—A South African corres- 
pondent sends us the following astonishing item from a local 
paper. which quotes it, aa n letter addressed to 75e Motor. H.M. 
writes :- " Ihavean 8-volt lighting battery. which has been standing 
а long time, and does not vive any current, and will not charge up. 
I have been advised to empty it, and fill it up with spirits of salts 
and carbonate of soda. and then put the cells in boiling water tor 
three hours. This, it is stated, releases the charge in the plates, 
and produces condensed oxyyen gas. T should like your opinion on 
this, as а practical man told me he vot the recipe from a newspaper." 
Exactly what the cell would look life after this strenuous course of 
treatment. we can only try to imagine: much would depend on 
whether the soda was put in before the spirits of salts. or whether 
the mixture was made beforehand. The recipe, which reminds us 
of the venius who washed his watch with soap and water. and the 
Mad Hatter who used butter for a similar purpose. must have been 
invented by some cynic who had had a bitter experience with storage 
cells; and owed them a grudge. 


New Steel Tubing Plant.—' llic working of a new and 
invenious machine for making steel tubes automatically has been 
demonstrated at the works of Mephan Ferguson Proprietary. Ltd.. 
Footecray, by Messrs. H. С. Tucker апа H. M. Baker. who have 
purchased the sole rights for the Commonwealth from the Auto- 
matic Welding Co., of Menominee, Michigan. U.S.A. It is claimed 
that the invention will revolutionise the consumption of light 
auge steel tubing in Australia. Plants have recently been 
established in America, Canada, and Japan, and the manufacturers 
are at present. negotiating with concerus in Great Britain for the 
English rights. 

The machine so operates that a strip of steel inserted into one end 
is converted at theother into a welded tube ready for the market, and 
eut. to any predetermined length. The machine is capable of 
turning ont 1.000.000 ft. in а year. in any size from 4 in. to 2 in. 
diameter, and in any reasonable shape. including circular, octagonal, 
square. oblong. ќе, Ав far as is known, no steel tubing has up to 
the present been manufactured in Australia. The steel strip used 
by the machine is importel. Over £1.000.000 is spent annually 
hy Australia in importing all classes of tubing.— Melbourne Age. 


Educational. —MELBOURNE.—With a view to raising the 
standard of efficiency in the technical branch of the City Council's 
Eleetrie Supply Department's service. the Electric Supply Com- 
mittee has had under consideration a proposal to establish (4) a 
system of apprenticeship with provision for technical training : 
(^) a system of scholarships whereby the most promising of the 
junior епріпеегіпу staff may be able to vain experience in the work- 
shops of the best British electrical manufacturers. One member will 
be sent each. year to Great Britain for two years’ experience. It is 
recommended that the Council provide the successful officer with 
кл for his return fare. and an allowance of £1 per week during 
his absence. Those chosen will he required to give a wuarantee 
that they will return to Melbourne at the end of the term of two 


years. The cost of the scheme is estimated at £150 per annum.— 
The А йе. s 


Bars for Magnetic Standards.—]n a recent paper 
(Sc. Paper No. 205) the U.S. Bureau of Standards draws attention 
to the lack of uniformity met with in steel and iron standard bars 
used for the calibration of permeameters, and for magnetic testing 
xenerally. By means of a pair of test coils slipped over the bar. at 
a fixed distance apart. the departure from uniformity has been 
mapped out for many such bars. and in mauy cases large deviations 
Irom uniformity have been observed. of which no indieation is 


M 


apparent to the eye. Few bars show a deviation from uniformity 
as low as 10 per cent.. which would enable an accuracy of 1 per 
cent. to be obtained with the apparatus used at the Bureau. It ів 
pointed out that this method of testing for uniformity is capable 
of being applied to the detection of mechanical inhomogeneities 
and flaws, and for other purposes. 


Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.. Headquarters, Chester House, Eccleston Place.- -Orders for 
the week, by Lieut.-Col. C. B. Clay, V.D.. Commanding : - 

Monday, Jannary Voth, Technical for Platoon No. 9. at Regency 
Street. “Squad and Platoon Drill. Platoon No. 10. Signalling 
Class. Recruits Drill. 6.25. 5. 

Tuesday, January МУЛ. School of Arms. 6 7. Lecture. 7.15, 
“Company Drill." by Company Commander Fleming. 

Wednesday. Junnary Vith.- Instructional Class, 6.15. Platoon 
Drill. Platoon No. I. 

Thursday. January V8th.— Platoon Drill. Platoon No. 7. Ambu- 
lance Class by M.O.. 6.30, 

Кейн. January Y98th.—' Technical for Platoon. No. 10, Regency 
Street. Squad and Platoon Drill; No. 9. Nignalling Class. 
Recruits’ Drill, 6.23 - 8.25. 

Nuturday, January 20th. Commanding Officers Parade, 2.45. 
Uniforms, for Drill in Battersea Park. 

Sunday, dannary 21. —Entrenching at Otford. Parade Victoria 
(S.E. X €. Railway Booking Office), 8.45 a.m. - 


(By order), MACLEOD YEARSLEY, Adjutant. 


Electrolytic Zinc Dust.—The sudden increase in the 
price of zinc dust after the beginning of the European War. owing 
to the cutting-off of the German and Belgian supply. led to the 
conducting of some experiments on the possibility of its production 
on а commercial scale from solutions of zinc. and the substitution 
of zinc made in thia manner for the zine dust ordinarily used in the 
precipitation of gold and silver in the cyanide process. The pro- 
duction of electrolytic zine sponge seemed the most feasible method 
of accomplishing this object. the sponge to be of such a nature that 
it would crumble to dust when dried. Sodium zincate solutions 
allow of the deposition of zinc sponge under a widely varying 
ranze of electrical and thermal conditions. Stirring of the elec- 
trolyte must be avoided. Current efficiencies of about 60 per cent. 
and zinc dust precipitating efficiencies of 70 to 75 per cent. are 
possible. There seems to be no difficulty in getting 1 Ib. of zine 
dust from a solution of zinc with 3 KW.-hours of energy. Sodium 
zineate sulution recommends itself because of its ease of preparation 
from caustic soda and zine oxide, both of which are articles of 
commerce. Journal of the Franklin Inst it не. 


Cost of American Rural Transmission Lines.—^ome 
data recently presented by the Committee on Overhead Lines at the 
N.E.L.A. Convention, is interesting as showing that many minor 
distribution lines in sparsely-settled districts in the States bring 
in littie if any return on the investment thev represent. More 
firures were not given for Eastern territories because few lines 
serving low-density loads are installed there. the practice being not 
to install lines unless a profitable load is in sight. The loss in 
working was not indicated with a view to discouraging supply to 
thinly populated districts. but toshow that legislation necessitating 
more costly lines would be deterrent to such extensions. Ten 
groups of lines were analysed having a length of service of only 
16 years. and therefore the average deficit of, 87 per cent. on the 
investment, or 50 per cent. of the yross revenue. does not represent 
the result of the lines in full working. The total cost per mile 
recorded includes right-of-way, physical cost exclusive of con- 
ductors, conductors, services. street lighting equipment. &c.. and over- 
head costs, and averayves for 630 miles of line. $1.6160 per mile, varying 
from $860 to $2.750 per mile in individual States. The annual 
revenue per mile of line averaged $262; individual groups of 
lines show averages of between $133 and $385 revenue, and of 
between 1.800 and 8.000 KW.-hours supplied annually per mile of 
line. The data, however. shows that the итовв revenue return per 
mile of line was almost always over 10 per cent. on the cost of the 
line, and in three cases was over 20 per cent.. and the final deficit was 
arrived at by assuming interest at т per cent.: depreciation at 
S per cent. on lines exclusive of conductors, which was taken at 
2 per cent.. and at 8 per cent. on services, transformers, and street 
lighting equipment. Operation and maintenance was reckoned at 
1'5 per cent.. exclusive of taxes, and the power cost in most. cases 
was bet ween 3 and 4 per cent. Several lines yielding a less revenue 
than 8200 per mile show a smaller deficit (on the assumed basis) 
than the average on account of lower construction cost. In such 
cases light construction and long spans reduced the cost to, roughly, 
$1.000 a mile of line. 


Using Power Supply for Lighting.—At the Wolver- 
hampton Police Court. last week, John Cullwick Turtour was 
summoned at the instanee of the Wolverhampton Corporation for 
having improperly used electricity. | 

Mr. Howell (Deputy Town Clerk). who supported the summons, 
said the defendant in August last applied for a supply of electricity 
for power purposes. Recently an inspector passing defendant's 
premises noticed wires about the place, and he found that the 
current supplied for power was being appropriated for lighting 
purposes. The charges for lighting were at a higher rate. 

Mr. R. Dallow (solicitor), who defended, said it was a fact that 
the current supplied for power purposes was used for lighting. He 
explained that prior to November 5th the premises were lighted 
from a dynamo run off shafting. On November 5th a mishap 
oceurred to the dynamo, and defendant. who was working on 
munitions, could not stop. and so arranged the wires to get light 


| 


No, 2,09, JANUARY 12, 1917 


m 


M a deviation from uniformit 
d enable an accuracy of | : 
rütus used at the Bureau ti ; 
sting for uniformity is аа 
Of mechanical inhomogeneities 


LONDON ENGINEER ох. 
nse, Eccleston Place. -Orderg for 
. V.D. Commanding : - 


cal for Platoon No. 0). аќ Reveney 


ll. Platoon No, 19, Sirnalliny 


of Arms, 6— 7. Lecture. 7.15 
imander Flemin:, 


"truetional Class, 6,15, Platan 
юп Drill. Platoon No. 7. Ambu- 


al for Platoon No. 10, Regency 
rill, No. 9. Signalling Class, 


imanding Officers Parade, 2.45. 
ark. 

‘hing at Otford. Parade Victoria 
) 845 am. - 


MACLEOD YEARSLEY, Adjutant. 


[he sudden increase in the 
ing of the European War. owing 
and Belgian supply, led to the 
1 the possibility of its production 
ns of zinc, and the substitution 
‚ zine dust ordinarily used in the 
1 the evanide procese. The pro- 
seemed the most. feasible method 
onre to be of such a nature that 
ried. Sodium zincate solutions 
ponge under а widely varying 
jlitions. Stirring of the elec- 
Heieneies of about 60 per cent. 
70 to 75 per cent. are 
ifficulty in getting | lb. of zine 
Kw.-hours of energy. Sodium 
acause of its ease of es 
hath of which are articles 0 
[ uxt if me. 


ansmission Lines. — "X 
[ее on Over 


; showing t 
as sho < m the States bring 


ncies of 


| t 
1 there. the practice heing no 


ad is in sight. 
‘ew to discouragune’ 5 tins 
that legislation neces! 


to suc 


a rn e 
aid or ШЕРОН ted 
used зев were = рар 
prem sth 8 I | оп 
cem wor E hight 
«ho ge 


Vol. 80. No. 2,042, ЈАХСАНҮ 12,1917.] THE ELECTRICAL REVIEW. 47 


from the power supply. The same day, or shortly after, a man 
from the electricity works called, was shown the light, and was 
asked to supply a second meter, which the Corporation ulti- 
mately supplied. Under the circumstances, defendant did not 
think he was doing any harm, and there was certainly no intention 
to defraud, as everything was done openly. Neither was there any 
idea of saving money. as & considerable sum was spent in lamps. 
The sole idea was to yet on with the work. | 

After evidence had been given by Mr. Ernest Stubbs (assistant 
electrical engineer to the Corporation), the Stipendiary said no 
doubt electric current was applied wrongly, but there did not 
appear to have been any considerable use of it in the wrong way. 
However, there had certainly been a mistake, to put it in the mildest 
way, and defendant would be fined 40s. 


Institution and Lecture Notes. — Institution of 
Municipal Engineers.—' Some Notes on the Uses of Electricity in 
Municipal Engineering " were read at the annual meeting of the 
Institution, on Saturday:-last, by Mr. Horace Boot, for the edifica- 
tion of municipal engineers and surveyors, the author remarking 
that he had been struck with the lack of veneral knowledge shown 
on several occasions. The paper indicated the various uses to which 
electricity could be put, but it was not suggested that the borough 
engineer and surveyor should be thoroughly competent in every 
branch ; generally, the advice of Mr. Boot was to call in an expert 
where the municipality did not already possess one as a permanent 
official. In the course of a short discussion, the two or three 
speakers who took part concentrated upon the question of 
sewage pumping, and drew attention to the better results obtained 
by the use of small automatic electric pumping plants than by 
compressed air. Attention was called to the fact that a small 
electrically-driven centrifugal pump could be worked as efficiently 
as a large one. and at the same time did away with the labour 
difficulty, which was causing a good deal of trouble with small 
schemes. Mr..Reginald Brown also mentioned the Act recently 
obtained by the Post Office, giving compulsory powers to erect 
poles on private property, and complained of the injustice of allow- 
ing the Post Office to do this before arranging^what compensation 
should be paid the owner. He also supported Mr. Boot in the 
belief that the telephone system of the country would be better in 
the hands of the local authorities. 

London School of Economics and Political Science.— On 
Thursday, January 18th, at 5 p.m., Mr. E. J. P. Benn will lecture 
on “ The Organisation of Trades." 

Institution of Electrical Engineers.—At the meeting of the 
ScoTTIsH LOCAL SECTION, in Edinburgh, on Tuesday evening last, 
a paper was read on “ Principles Involved in Computing the Depre- 
ciation of Plant," by Messrs. F. Gill and W. W. Cook. The same 
paper was to be read in London last night. | 


Fatalities.—An inquest was held at Lancaster, on Friday, 
respecting the death of William Thomas Goodchild (50). an elec- 
trieian. of Wandsworth. The evidence showed he was engaged 
fixing conduits in a factory near travelling cranes. In avoiding 
one crane he was caught by another. and crushed to death between 
the side of the crane and a standard. The Coroner commented 
on the fact that it was the third death within a short period ; 
he said that warnings should he given to men engaged in such 
dangerous occupations, and if another fatality occurred he would 
probably recommend a criminal prosecution. The charye-hand of 
the electricians, John Maudsley, said Goodchild was carrying out his 
orders, and had been repeatedly warned about the cranes, but 
witness admitted that in future it would be wiser to stop the cranes 
when such work was being carried out. The jury agreed to a 
verdict of " Accidental death," and added a rider that the elec- 
trical cranes should be stopped while work of this character was 
in progress. 

A Bradford Corporation tramway inspector. Mr. Enoch Bower, 
who was crushed between two cars on December 23rd, died on 
Saturday. aged 57. 


David Davies, an electrician, whilst repairing an electrie trolley ` 


atthe Glamorgan Colliery, Llwynypia, received an electric shock. and, 
falling from the scaffolding about 18 ft. to the ground. was killed. 


An inquest was held at Huddersfied, on Monday. in the case of . 


James Chadwick (35). lead-burner. of Rochdale, who was killed 
whilst engaged on repairs at a Huddersfield works. The evidence 
was to the effect that he had arranged to attach a lamp to a 
flexible lead. The installation was worn, and consequently. 
faulty. and the deceased received a shock at the lighting voltage. 
The lead-burners, it was said, had three or four flexible leads, 
which appeared to have been made up of odd parts. In returning 
a verdict. of " Accidental death," the jury recommended that the 
leads should һе used only after being obtained from the electric 
. Stores. 


Electrical Supplies to South  Africa.— The Svuth 
African Mining Journal for November 18th. just to hand, says :— 

“On the whole, there are plenty of electrical materials in town. 
The British arekeeping up very fairsupplies, which are very necessary 
on account of the many standardised goods, as arranged in the 
various plants in the pre-war days. We are getting plenty of 
lamps from America, but much of their electrical material is not 
suited, because of the different sizes. for our general trade. ‘and they 
are not laying themselves out to supply material outside their own 
particular sizes. This is altogether in contrast to the method 
üdopted by the Japanese, who are doing everything they can to 
copy any models sent from here. in every detail and accuracy. 
Their efforta so far in supplying the South African market with 
electrical goods have been quite a success, and as travellers, and in 
a lesser degree speculators, are constantly travelling between here 
and Japan, the prospects in many directions of trade with them 
ems promising for great expansion.” 


The issue of the same journal for the previous we»k comments аз 
follows on the copper position :— 

" In reviewing the copper cable position, owing to the prohibition 
of export by the British Government, it has been guthered that the 
mines have fortunately provided themselves with large stocks of 
cables where copper wire is part and parcel of their composition. 
In this respect, also. the mines have ample copper wire and other 
copper goods to last many months, as the managers have antici- 
pated that something was likely to happen in this direction. The 
prominent representatives here of the Cable Makers’ Association 
have also anticipated the position by accumulating large stocks of 
cables, containing copper. in Johannesburg. as well as other copper 
goals. Hence the prohibition will not be felt here for à consider- 
able time. but obviously the tendency will be to harden values for 
all copper material, particularly in electrical goods where copper wire 
is the medium for conveying theelectric powerand light. In com- 
mercial circles, apart from the mines and municipalties, there are 
ample stocks on hand to carry on with for a very long while, and 
substitutes are so easily procurable." 


South American Telegraphs.— By a decision of the 
Brazilian Supreme Court, adverse to the Western Telegraph. Co., 
the Central and South American Telegraph Со, will: be enabled 
to lay cables from Buenos Ayres, in Argentina, to Brazil. along the 
Atlantic coast. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oficials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


= 


Central Station and Tramway Officials.—At Barrow T.C. 
meeting, on Monday, there was a long discussion upon a 
proposal by the Electricity Connuittee that the salary of. the 
borough engineer, Mr. Н. R. Burnett, should be increased 
from £550 to £600 per annum, to date ‘from January 
Ist, 1916. It was shown how the output of the Corporation 
works had grown from between three and four million units 
to 13.8 million units last vear, and would probably be 15 
million units this year. Mr. Burnett had supervised most 
inportant extensions of the works, and saved the Corpora- 
tion the costs of a consulting engineer. The Mayor pointed 
out that in a list of nine towns, with an average output of 
four million units, there was not a case where the engineer's 
Salary was below £600. In one town, with an output of 
seven and a half million units, the salary was £700. The 
Council decided to increase the salary to £600, but rejected 
the recommendation to make it date from January Ist, 1916. 

The Doncaster Corporation last week approved the appoint- 
ment of Chief Inspector Baker as superintendent traffic 
manager, in succession to Superintendent Strachan, who has 
left. Inspector FULLER was promoted to be chief inspector. 
There was strong opposition on the ground that, though no 
word could be said against the two oficials concerned, the 
whole system of traffic management required. reconstruction, 

The Bradford Corporation has agreed to lend. the services 
of Mr. C. J. Spencer, the tramway manager, to the Govern- 
ment for important special work. Mr. Spencer will. com- 
mence his new duties very shortly. 

Increases of remuneration recommended to. the Wakefield 
City Council include those of Mr. G. Varney, temporary chief 
assistant electrical engineer (period of war), from £175 to 
£208; Mr. T. C. BrNwrETT, assistant station superintendent, 
£120 to £130; and Mr. C. P. SECKHAM, assistant. superinten: 
dent, £109 to £117. 

The Neweastle-under-Lyine T.C. has increased the salary 
of the electrical engineer by £25 a year. 

The salary of Mr. A. W. Crece, acting engineer at Aecring- 
ton, is to be increased from £350 to £400. per anninn. He 
is also to be granted a special fee of £50 for loss of holidays, 
prolonged hours of duty, and special work in conneetion with 
the installation of the new plant. He receives a further 
grant of £140 from the chief electrical engineer (Mr. Gray) 
during his absence in the Army. 

The Establishment. Connuittee of Woolwich B.C. reported 
at the last meeting of the Council. having had under con- 
sideration a memorandum, from the Electricity, Comunittee, 
recommending an increase in the salary of the borough 
electrical engineer. The Electricity Committee submitted 
statistics showing the working of the undertaking, and the 
salaries paid to the electrical engineers of other London 
boroughs. The Establishment Committee was in agreement 
with the views of the Electricity Committee, and recom- 
mended that the salary of the borough electrical engineer, 
Mr. С. W. Keats, be increased from £400 to £500 per annum 
as from April 186, 1916. This recommendation has been 
adopted. 


General.—The marriage took place recently at Cootehill, 
County Cavan, of Mr. J. J. Woops (resident enginecr and 
manager of the Clones Electric Light & Power Co., Ltd.) to 
Kathleen McCutcheon, of Market Street, Cootehill. 

Lieutenant ALFRED WALKER EMPSON, A.M.T.E.E.. Royal 
Flying Corps. is in a London hospital recovering from an 
operation, After war broke-out he gave up his position as 
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chief engineer to the Merida Electric Light Corporation, 
Yuchatan, Mexico, and rcturned to England to join the 
Machine Section as a private. His brother was killed in 
action on New Year's Day. 

Mr. W. RarCLIFFE-SMALL asks us to state that for the pre- 
sent his address is 159, Westminster Bridge Road, S.E. Tele- 
phone No.: '' Hop. 4703.’ 

Мг. H. W. BoswonrH, who has for a number of years 
been on the staff of the Lancashire Dynamo & Motor Co., 
ltd., has been appointed manager of their London office. 
His address will remain as at present, 28, Victoria Street, 
Westminster. 

Mr. G. R. DnuMMoND, M.LE.E., M.I.M.E., has resigned 
his post as electrical and mechanical engineer to the Govern- 
ment of Jodhpore, and rejoined the Lahore Electric Supply 
Co., Ltd., as general manager. The Jodhpore electric power 
s heme has been completed with the exception of the low- 
tension distribution from sub-stations, for which a good deal 
of copper is required, which at present is not available. 
Upon receipt of this copper Mr. Drummond has agreed. to 
return to complete, test, and hand over the seheme. The 
total cost of the power scheme, including fairly large work- 
shops, ice factory with large cold storage, will be 10 lacs of 
rupees, and when in full operation is expected to bring à 
return of 9 per cent. to 14 per cent. to the Jodhpore Durban. 

Мг. С. L. Е. Рнильѕ, technical director of the Philips’ 
Glowlampworks, Ltd., Eindhoven, has been nominated Doctor 
honoris causa by the Senate of the Technical University at 
Delft (Holland). 


Roll of Honour.—l.ieutenant H. Y. V. Jackson, M.I.E.E., 
Royal Engineers, who was prior to the war on the South 
Wales staff of the British Westinghouse Co., Ltd., has been 
a E the Military Cross for distinguished service in tle 

eld. г 

Sergeant WirnKkES, Royal Flying Corps, who was at the 
electric power station of Messrs. Pilkington Bros., Ltd., St. 
Helens, has been killed in an aeroplane accident, aged 27 
years. 

Private W. Forrester, North Staffs. Regiment. reported 
to be missing, enlisted from the staff of Messrs. Bullers, Ltd., 
of Hanley. . 

Corporal J. ARNOLD, West Lancashire Divisional Engineers, 
who has fallen in action, was engaged for 15 years at the 
electric light station at Rainhill Asylum, near St. Helens. 

The D.C.M. for conspicuous bravery under fire has been 
awarded to Private GEORGE NEEDHAM, of Croydon Corporation 
tramway. staff. 

Captain С. F. D. Suaaate, Inspector'*of Ordnance Machi- 
nery, has been awarded the Military Cross. Captain Suggate 
obtained his commission in 1914, and has been on active 
service for some considerable time. Previous to entering the 
Service, he held an appointment in the electrical engineer's 
department of the Great Eastern Railway Co. 

Private FRED PALMER, of the Loyal North Lancashire Regi- 
ment, has died from pneumonia whilst on service. He was 
employed at the Manchester Corporation Stuart Street elec- 
tricity works. 

At the Barrow Town Council, the Mavor recorded con- 
gratulations to R. WILLIAMS, а jointer in the mains depart- 
ment of the electricity undertaking, on being awarded the 
Military Cross. . 

Private Epwarp Owen, R.E., aged 28, an electrical engi- 
neer, has been killed in action. 

Private STEPHENSON, formerly in the Hull Corporation elec- 
iricity department, has been missing since November, when 
he was in action. 

The Times reports that Second-Lieutenant W. M. NOBLE, 
R.E., who was the only son of Mr. W. Noble, of Herne Hill, 
and who was with the General Electric Co., has died of 
wounds, aged 26. : 

Private F. T. Woops, London Regiment, formerly in the 
employ of the India-Rubber Co., Silvertown, has been 
awarded the Military Medal for gallantry in assisting an 
officer to capture some of the enemy's field guns, and in 
carrying messages under heavy fire. 

"I must say I feel very proud to-day; my son has been 
mentioned in dispatches," said Colonel Alex. Sinclair, when 
taking the chair at the last meeting of the Swansea Cor- 
poration Electric Lighting Committee. Ald. Daniel Jones 
said that not only the chairman, but the department could 
be congratulated, because the Colonel's son, before joining 
the Army, was employed at the Corporation electricity sta- 
tion. He moved that congratulations be recorded on the 
minutes. The resolution was carried unanimously. 


Will.—The late Sir WM. Ramsay, F.R.S., left £17,896 per- 
sonal estate. 


NEW COMPANIES REGISTERED. 


— — ——— ———— 


Bury Electrical Plant Co., Ltd. (145,630).— Private com- 
panv. is company was registered on January 2nd, with a capital of 
£3.000 in £1 shares, to carrv on the business of clectrical engineers and con- 
tractors, suppliers of electricity, manufacturers of and dealers in railway, 
tran:way, electric, magnetic, galvanic, and other apparatus, &c., and to enter 
into an agreement with O. Ashworth, G. K. Haworth, and W. A. Bale. The 
subscribers (each with one share) асе: O. Ashworth, " Ona,” Holcombe Road, 


Green Mount, near Bury, merchant; G. K. Haworth, “ Strathmore," Bury 
New Road, Ramsbottom, merchant; W. A. Bale, 607, Rochdale Old Road, 
Bury, incorporated accountant. The first directors (to number not less than 
two or more than three) are: O. Ashworth and G. K. Haworth, Qualifica- 
tion, 50 shares. Solicitor: G. Clough, 8, Garden Street, Bury. Registered 
office: Castle Grounds, Bury, Lancs. 


Ercole Marelli & Co., Ltd. (145,688).—Private company. 


This company was registered on January 3rd, with a capital of £20,000 in 
£l shares (preferred), to carry on the business of makers and importers of 
and dealers in electric and ventilating fans of all kinds, electric dynamos and 
alternators, direct and alternating-current motors, and dynamos for galvo- 
plastic industries, &c., and to enter into an agreement with E. Marelli. "Ihe 
subscribers (each with one share) are: А. M. Baroni, 19-20, Garlick Hill, E.C., 
electrical engineer; F. J. Manning, St. Michael's House, Basinghall Street, 
E.C., solicitor. The first directors (to number not less than two or more 
than five) are; E. Marelli, A. S. Benni, and A. M. Baroni. Qualification, £3. 
Remuneration, as fixed by the company. Solicitors: Jones, Hall & Manning, 
Te ee House, Basinghall Street, F.C. Registered office : 19-20, Garlick 
Till, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Coatbridge & Airdrie Electricity Supply Co., Ltd.—Fur- 
ther charge on the company’s undertaking und property, present and future, 
including uncalled capital and Coatbridge and Airdrie undertakings, and 
benefit of certain agreements, contracts, &c., dated December 21st, 1916, 
supplemental to charge dated October 17th, 1906, to secure £3,000. Holders: 
Е London Electric Supply Co., Ltd., Moorgate Court, Moorgate 
face, Е.С. 


Tyne Electric Steel Foundries, Ltd. — Particulars of 
£30,000 debentures created December 8th, 1916, filed pursuant to Section 93 
(3) of the Companies (Consolidation) Act, 1908, the amount of the present 
issue being £15,300. Property charged: The company's undertaking and 
property, present and future, including uncalled capital. No trustees, 


Telephone Co. of Egypt, Ltd.—A memorandum of satis- 
faction to the extent of £500 on December 20th, 1916, of debenture stock 
covered by trust deed dated July 27th, 1904, and three supplemental deeds of 
acknowledgment dated February 21st, 1906, March 4th, 1908, and October 27th, 
1907, securing £200,000, has been filed. 


Henry White & Co., Ltd.—A memorandum of satisfac- 
tion to the extent of £900 on June 3rd, 1915, £1,100 on August 3lst, and 
£6,000 on December 4th, 1916, of debentures dated December llth, 1903, 
securing £10,000, has been filed. 


City of Oxford Electric Tramways, Ltd.—A memorandum 
of satisfaction. to the extent of £1,100 on December 15th, 1916, of charge dated 
Ist, 1916. All shares taken up; los. per share called up on 8,500 '' B "— 


Brown, Boveri & Co., Ltd. (89,167).—Capital, .£50,000 
in 1,500 “А” and 8,500 “ B” shares of £10 each. Return dated December 
Ist, 1916. All shares taken up; 155. per share called up on 8,500 “Б”; 
£6,375 paid; £7,500 considered as paid on 1,900 “ A." Mortgages and 
charges: Nil. 

Pirelli, Ltd. (103,068).— Capital, £8,000 in £5 shares. 
Return dated October 26th, 1916. All shares taken up. £8,000 paid. Mort- 
gages and charges: Nil. 


CITY NOTES. 


The directors recommend a dividend 
of 6 per cent. per annum (less tax) on 
ihe preference, and final dividend of 5 
per cent.. (less tax) on the ordinary 
shares, both for the half-year ended on 
December 81st, 1916, being the same rate as at the same 
period in 1915. Towards rail renewal £20,000 18 set aside, 
and towards reserve and renewal fund £7,000, and the carry- 
forward amounts to £13,359. At the corresponding period in 
1916 the respective amounts were: £18,000, £5,000, and 
£18,045. During 1916 the passengers carried were 60,448,121, 
and the receipts were £319,612, as compared with 60,165,648 
passengers carried, and receipts £317,762, 1n 1915, an increase 
of 982,473 passengers and of £1,850 in receipts. Ald. Cotton, 
M.P., has resigned his directorship owing to infirm health; 
the board have co-opted Mr. W. Hewat. N 

Mr. A. R. Monks, presiding at the 

Isle of Thanet annual meeting recently, moved the 

Electric Tram- adoption of the report, which showed 
ways & Lighting for the year ended September 30th last 
' Cos Ltd. 


a profit of £9,742, compared with 

£10,050 for the previous year. The Isle 
of Thanet had passed through another year of severe depres- 
sion. Since the end of the financial year the tramway re- 
ceipts had shown some increase, but substantial improvement 
could not be expected until the termination of the war. Mr. 
Monks said that this waa, perhaps, the worst year they had 
ever had. In addition to the common causes operating 1n 
war-tiine against tramways on the East Coast, they had had 
Bank Holidays, aircraft raids, and sunless times. They had 
had difficulty in maintaining their staff; their women conduc- 
tors had been quite satisfactory. The revenue account showed 
a decrease in traction of £2,976. and in sale of electricity 
£924, although from October, 1915. they had charged an extra 
10 per cent. on electricity sales. They took advantage of the 
high price of serap copper and rails to realise those stores. 
The total revenue was £28.835, a decrease of 22,752. In the 
pre-war year of 1913 the figures were £19,670 better than 
those of 1916. The increased power station costs (£797) this 
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year arose from the price of coal and coke. Coke had risen 
very seriously (£450), so that they had had to use more coal 
than if they could have had ample supplies of coke. They 
were using Kent coal in combination with Welsh coal, and 
although at first it was not auite satisfactory, during the last 
few weeks it had been so. They had entered into no contract 
for coal for the current year, but they had no anxiety about 
it, as they had fair stocks and a fair amount coming from 
running contracts. The total operating expenses were £19,092, 
a saving of £2,445 for the year. Really, the position was 
better than appeared on the face of the accounts, having 
regard to the increase in wages and the increased cost of 
material. Until the war was over they must go on marking 
time and preserving the concern as well as they could. 

The Karbidwerk Lechbruch, A.G., after 


German making provision for depreciation, reports 
Electrical net profits of £2,200 for 1915-16, as in tlie 
Companies. preceding year. A dividend of 4 per cent. 


18 in contemplation on à share capital of 
£55,000, being the same rate as in. 1914-15. , 

The E. H. Geist Elektrizitlats, A.G., of Cologne-Zollstock, 
which went into voluntary hquidation a few vears аро owing 
to the pressure of competition on the part of the large firms, 
has closed the year 1915-16 with an unchanged deficit. cf 
£24,000, which prevailed at the beginning of the winding-up 
proceedings. - 

The directors of the C. J. Vogel (Telephon-Drahtfabrik), 
A.G., of Berlin-Adlerhof, report net profits amounting to 
£57,000 for 1915-16, as compared with £48,000 in the previous 
year. It is intended to pay a dividend at the rate of 16 per 
cent. on the old share capital of £175,000, as compared with 
15 per cent. in 1914-15, and & per cent. on the new shares. 

The report of Siemens Elektrische Betriebe, A.G., of Berlin, 
which refers to the vear ended on September 30th, 1916, 
states that the value of the connections of the electricity 
works owned by the company, and of those in which it is 
otherwise interested, increased by 25 per cent., the produc- 
tion in KW.-hours was 30 per cent. higher, and the receipts 
9) per cent. greater, but the final results showed no improve- 
ment, owing to the enhanced cost of materials and labour. 
After placing £28,000 to depreciation, as in 1914-15, the 
accounts indicate net profits of £53,900, as compared with 
£85,200 in the previous year. It is proposed to pay a divi- 
dend of 5 per cent. on the ordinary share capital of £1,500,000, 
as against 5 per cent. in 1914-15, and 64 per cent. in 1913-14. 
The loan capital amounts to £1,626,000, and recourse. has 
been had to the banks for additional credit, which has in- 
creased froin £146,000 in 1914-15. to £470,000 now, for the 
purpose of extending existing supply works. 

The Elektrizitats A.G. vorm. Schuckerl € Co., of Nurem- 
burg. is one of the two proprietors of the Siemens-Schuckert 


Works, and the company’s financial results for the year ended. 


on July 3186, 1916, were given in a recent issue. According 
to the directors’ report, the proceeds derived from the inland 
investinents were not considerably Jess than those in the 
preceding vear, but the foreign -holdings experienced material 
changes. For instance, the whole of the shares in the Aktie- 
selskabet Hafslund, of Vinderen, near Christiania, were sold 
to a Norwegian group, a special incentive being given by the 
Мк. position œ the Norwegian rate of exchange. It was 
also possible for the company favourably to dispose of all its 
Italian investments, and thus become relieved. of the con: 
siderable risk incidental to holdings in hostile countries, and 
the large amount of money thereby realised equipped. the 
colnpany for new business. Iu the case of the remainder of 
the investments in hostile countries and in the. war zone. 
adequate. provision had been made for depreciation, which 
would exclude any loss in future vears. 

The directors of Siemens Ё Halske, A.G., of Berlin, report 
that most of the company’s departments Were preponderat- 
ingly occupied on war work in 1915-16, further displacements 
having taken place in the direction of increased. transforma- 
tion of working, new plant, restrictions, and extensions. In 
particular, a great denfand was made on the branches for 
signalling and control. conductors, wireless telegraphy, tele- 
phony, internal-combustion engines, and carbon electrodes for 
various purposes. Much technical ‘work had to be overcom . 
In consequence of the numerous new requirements put for- 
ward, and considerable progress and success were achieved ; 


and great activity was also exercised for the needs of the c 


Aimy and Navy outside of the company's. regular depart- 
ments, The total production. was not less than in 1914-15. 
the financial results, despite the displacements in some depart- 
ments, approximating to those in the preceding vear) As 
Previously reported, the dividend is at the rate of 12 per cent.. 
as in 1914-15. The " permanent investiments " are valued at 
#4 168,000, as against £4,426,000, and include interests in the 
Siemens-Schuckert Works, the Austrian. Siemens-Schuckert 

Vorks, Siemens Bros. & Co., Ltd., the Russian Siemens and 
Halske Co., and the Russian Siemens-Schuckert Co. 

The Stemens-Schuckert Werke, G.m.b.H., of Berlin, whose 
dividend of 10 per cent. for 1915-16 was recently announced, 
reports that the company’s output of peace manufactures was 
influenced by Government meusures and the further with- 
drawal of workmen for the Army. A considerable share was 
taken in the manufacture of substitutes, particularly for con- 

uctors and their insulation, which had met the require- 
ments, although much time had been needed to gain the 
confidence of consumers in the use of the substitutes. It 
was, however, impossible fully to cope with the growing 
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demand. The export trade to trans-marine coentries and to 
Spain entirely ceased, but à market existed in other coun- 
tries. As a result of the great requirements of the home 
Chemical industry, and the iron and steel and engineering in- 
dustries, the company received large orders. for generating 
plant in the form of units up to 60,000 KW, for generators and 
transformers dn connection with transmission pressures up 
to 100,000 volts. The report adds that the transfer from war 
to peace manufactures would make a large demand оп the 
liquid. funds, which showed a further fncrease as compared 
with 1914-15. The subscriptions. made by the company and 
its officials to the five German war loans, together with the 
contributions of the two proprietary companies, are reported 
to have reached £2,500,000). 


М 


Fellows Magneto Co., Ltd.—The * Financial Times 
states that the subseription. list has been closed, preferred 
shares to the value of over £16,000 out of the 20,00). 8 per 
cent. cumulative preferred and participating shares offered 
having been subscribed. for, and allotted. 


Northampton Electric Light & Power Co., Ltd.—n 
issue of 50,000 7 BU shares of £1 each is offered for subserip- 
tion at par, preference in. allotment being given to the exist: 
ing share and debenture holders. The issue will be made as 
ordinary shares unless the applicant elects to take 5 per cent. 
cumulative preference shares, the two classes ranking pari 
passu with the existing shares of the corresponding: classes.— 
Financial Times. 


Anglo-American Telegraph Co., Ltd.—Balance dividend 
of £L 10s. per cent. upon the ordinary. consolidated stock for 
the vear 1916, less income-tax at 4s. 9d. in the £; balance 
dividend of £1 10s. per cent. upon the preferred stock for the 
year 1916, less income-tax at 5s. in the £; first and final divi- 
dend of £1 10s. per cent. upon the deferred. stock. for the 
year 1916, less income-tax at 4s. 6d. in the £. The above 
dividends, together with those already paid, will amount to 
43 15s. per cent. on the ordinary consolidated. stock, £6 per 
cent. on the preferred stock, and £1 10s. per cent. o the 
deferred stock for the year. 

India.—The Poona Electrie Supply Co., Lid., has been 
Incorporated under the Indian Companies Act with a eapital 
of Rs. 10,00,000, divided into 6.000 ordinary shares of Rs. 100 
each and 4.000 preference shares of Rs. 100. each. 

Messrs. Cromptons, Botubay, Ltd.. have applied. to. the 
Government of Bombay for a licence for the electrification of 
portions of the Poona City, Poona Cantonment, Kirkee, the 
Suburban Area, e, and an agreement has been 


entered into between them and Messrs. IL. M. Mehta and 


OI M. Watson on behalf of this company for the purchase 


of the licence; The company will. generate, develop, and 
accumulate: electrical power, and, in general, carry on the 
business of electricians in all its branches. The managing 
agents are Messrs. Н. M. Watson & Co., of Apollo Strect, 
Bombay.—ndian Textile Journal, | 
Stock Exchange Notice.—Apnlication has been made to 
the Committee to allow the following to be quoted in the 
Official List :— | 
Southern. Brazil. Electric Co.. ТАЧ.—#507,000 6 per cent. 
mortgage debentures, Nos. Al to 850 (£500), Bl to 1,000 
(£100), CI to 500 (£59), and DI to 1,000 (£20). | 
Kaministiquia Power Co.—Dividend of $13 per share, or 
at the rate of 7 per cent. per annwn, for the quarter ending 
January Bist. 
Direct United States Cable Co., Ltd.—Interim dividend 
of 2s. per share, less income-tax at 5s. in the £, being at the 
rate of 4 per cent. per annwn for the quarter ended Decem- 


ber 31st. 


Calcutta Electric Supply Corporation, Ltd.—' l he number 
of units sold to consumers during the five weeks ended De- 
cember Ist, 1916, amounted to 92,360,000, compared with 
O(KESST units in the corresponding tive weeks of 1915. 


STOCKS AND SHARES. 


TUrSDAY EVENING, 

Stock Exchange business has been contracted in most direc- 
tions In consequence of the coming this week of the War 
Loan prospectus. It is officially announced that the loan will 
be out on Thursday might, and that prospectuses will be avail- 
able for distribution by nine o'clock on Friday mnorning. So 
far. there has not been much selling of existing securities, 
and that there is an eager welcome awaiting the new loan is 
bevond a doubt. 

No surprise would be expressed had there been some sort 
of a rush to sell stocks and shares, with a view to providing 
money for investing in the new issue, but probably it is 
better appreciated now than it was at the tine that the 44 
per cent, War loan appeared that for sellers to be able to 
realise, there must also be buyers, and that these latter may 
theinselves be potential applicants for the new loan if tbey 
are not called upon to take the older securities. 


Ya 


50 THE ELECTRICAL REVIEW. [vol. so. No. 2,012. JANUARY 12, 1917. , 


So far as electric lighting shares are concerned, prices are 
much the same as they were à week ago. As we were then 
saying, a little interest attaches to the forthcoming dividend 
announcements, which are expected to be about the saine as 
those of last year in companies serving the City; while, as 
regards the West End undertakings, it is possible that in 
Rone cases We may see a decline. 

The Board of Referees sitting to hear excess profits. tax 
appeals have given. their decision, as stated on page S of the 
last issue of the Review, which is that in the case of the 
London-suburban and provincial companies the statutory per- 
centage should be mcreased from 6 per cent. to 74 per cent., 
and that in the case of the London companies the percentage 
should be raised from 6 to 7 per cent. 

The Home Railway market has shown a fair degree of 
bvoyancy, considering the fact that business has once more 
fallen away to something like a пили. Strength is notice- 
able mostly in stocks of the lower-priced order. Districts are 
something of a favourite at 17}. a rise of 14}. London. Electrie 
ordinary shares rose Ts. 6d. to 23, and Underground Electric 
"A" shares gained a few pence at 6s. 9d.; the £10 shares 
hardened to 91, while the company's income bonds, after 
touching 944, reacted to 932. Мебора сап and Metropolitan 
Surplus Land stocks are firm at 25 and 45 respectively. North 
london ordinary. stock fell 3 points to 70, apparently on 

ressure to sell on behalf of a deceased account. The Central 
london group is steady. . 

The market is strongly convinced that the raising of fares 
on the lines other than the Tube railwavs will have a marked 
effect upon the trathe of the latter, and already we have heard 


“not a little as to the money which is to be saved by going 


on certain routes by omnibus instead of bv train, though at 
the expense, it may be, of a certain amount of time. Phe 
pre-ordinary stocks are holding their prices firmly, and once 
more it is more difficult to buy than it is to sell in not a few 
Instances. 

The declaration of a dividend of 30s. per cent. for the vear 
on the deferred stock of the Anglo-American Telegraph Co. 
goes against 33s. 6d. paid a year ago. The market, however, 
-was prepared for this, because the extra 23s. 6d. last wear 
was in the nature of an interest payment upon interest, and 
was not considered likely to be repeated. There was a little 
activity in advance of the declaration—suflicient to wing 
memory with recollection of the days when Anglo “A ” used 
to be one of the chief gambling stocks in the markets, its 
annual dividend being awaited by thousands of keenly-inter- 
ested speculators To-day it has descended—or ascended— to 
the level of a sober speculative investinent, in which a move- 
ment of 10s. per cent. causes as much surprise as in the old 
davs four tines that amount would have done. 

The Eastern group generally is firm: and there has been 
a little buying of Western Telegraph shares, probably on 
behalf of those who are selling their West Coast of America 
shares to the Western Co. on the tering indicated here last 
week. Marconis are stagnant, and therefore inclined to be 
dullish. Some of the Irish holders have recently turned 
sellers, and the price has drooped to 55s. Americans are what 
the market calls sticky about 16s. Canadians remain un- 
changed at 9s. 3d. 

Affairs in. Brazil are considered to wear a much more pro- 
mising aspect than they did two or three weeks ago. Active 
buying of the country’s bonds and railroad shares has aroused 
renewed attention in the industrials. Curiously enough, how- 
ever, Brazilian 'Tractions, after reaching 52, gave way to 504, 
it being said in this case that the holding of a well-known 
proprietor, recently deceased, may have to be marketed 
though, on the face of it, this seems to be improbable. 

Mexican matters also are declared to be on the mend, 
although, as the news comes from Washington and New York, 
too much importance need not perhaps be attached to it. 
However that inay be, the prices of Mexican Railway issues 
are certainly better; and should the optimism continue, no 
doubt it will soon find its way to the Mexican industrials, 
Which are, at present, more depressed than ever. Mexico 
Tramways bonds are particularly flat. 

Anglo-Argentine Tramways lean to the duller side. British 
Columbia Electric stocks have pursued their improvement, 
the preferred and the deferred both attracting purchasers, 
fron which the inference is drawn that the unfortunate 
result of the company's last vear’s working may be regarded, 
as We suggested at the time, as the low ebb to which its 
fortunes are likely to decline. Two or three of the debenture 


H 


.Rtocks in this group are rather better. Amongst Tatin- 


Canadians the tendency is steady, without noticeable features 
developing. 

_ British Aluminium ordinary continue heavy at 98s. 6d., 
and Electric Constructions went back to 90s. India-Rubber 
are 4 down at 124. Castner-Kellners weakened to 3 5/16. 
Taken all round, the industrial market is unusually quiet, 
for which. naturally, the imminence of the War Loan is de- 
clared to be the principal cause. Another consideration, not 
quite so prominent, is the uncertainty felt in regard not only 


to present excess profits duty, but to the possibility of the 
existing rate being increased. | 


This factor bulks largely in the quietude prevailing amongst 


rubber shares, which is in striking contrast to the buoyancy 
displayed twelve months back, when something like a boomlet 
was In progress. It manifests itself also in the iron. coal, and 
steel group, where the recent peace talk has had the effect 
of causing people to ask what is likely to happen in this 


particular industry after the war is over, and war profits are 
replaced by more normal earnings. The whole of the Stock 
Exchange, however, waits upon the coming of the War Loan, 
the intluence of which is likely to be felt for the greater part 
of the time during which the subscription lists are open. 


‘ 
en a a 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home EnmoTRIOITY COMPANIES, 


Dividend Price 
m a Jan.9, Rise or fall Yield 
1914. 1915. 1917, this week, — p.c. 


Brompton Ordinary  .. .. 10 10 6g — "11 0 
Сап сов aot € УА а 8j — 1 8 A 
о. о. о. ec 8 — 
Chelsea ee oe ee se 6 4 8 = 6 18 4 
City of London .. Же 25 9 8 11{ – { 72 8 
do. do. 6 per cent, Pref. 6 6 10 — 6 00 
County of London xx T 7 7 102 — 6 18 8 
Kensington Ordinary .. x3 9 1 6 — 6 4 6 
London Electric .. T "T 4. 8 1 — 610 6 
do. do. 6 per cent. Pref, 6 6 41, — 616 4 
Metropolitan $5 a s 8 3 == 6 13 4 
do. 44 per cent. Pref, 4 — 7 4 0 
Bt. James’ and Pall Mall .. 10 8 6 — 618 4 
South London  .. ae ais 6 6 94 — 619 0 
Bouth Metropolitan Pref, os q q 14 — 673 
Westminster Ordinary .. is 9 3 53 — б 4 5 
| TELRGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pref, se oe 6 6 95 —1 6 6 4 
do. Й ve oe 80/- 88/6 99 тт 6 6 4 
Chile Telephone ee ee ee 8 8 7 — 6 13 8 
Cuba Sub. Ord. ee oe ee 6 6 — 6 8 6 
Eastern Extension - << 1 8 14 — ө5 14 4 
Eastern Tel. Ord. m ne 1 8 140, — *8 14 O 
Globe Tel. and T. Ord. ee ee 6 q 12 — eg 13 0 
do. . Pret. ee 6 6 10 -—— 6 18 6 
Great Northern Tel, .. .. 99 29 87 +1 619 0 
Indo-European .. T .. 13 18 494 — 611 4 
Marconi  .. РЕ T .. 10 10 р — $ 8 12 9 
New York Tel. 44 T S, 4 44 10 — 490 
Oriental Telephone Ord. .. 10 10 2 — 1 490 
West India and Pan. ee ee 1 ва. 1 те P | 4 0 
Home Rans, 
Central London, Ord. Assented 4 4 65} — y 6 9 9 
Metropolitan oe ee ee 1 1 25 — 4 0 
бай до. реш ML ai abe 17 +1 Ni 
ndergroun ectric inary 2 + Nil 
A do. "A" ,, Nil Nil ed +84. Nil 
do, do, Income 6 6 931 + 1 6 8 
Forkion Талма, &о, 
Adelaide Sup. 6 per cent. Pref, 6 6 413 — 616 
Anglo-Arg. Trams, First Pref. 8 ome 9 8 4 
do. 2nd Pref. ee d = — 
do. 6 Deb. .. 6 6 64: +2 716 0 
Brazil Tractions.. ге - 4 4 60 —1À 718 6 
Bombay Electric Pref. .. .. 6 6 1 — 617 8 
British Columbia Elec, Rly. Pfce. 6 6 63 +1 717 6 
do. do. Preferred— Nil 42 +3 Nil 
do. do. Deferred — Nil 4 48 Nil 
do. do. Deb. 4 63 4 618 0 
Mexico Trams 6 per cent. Bonds — N +4 Nil 
do. 6 per cent. Bonds — Nil —b Nil 
Mexican Light Common vs Nil Nil 7 — Nil 
do. t. ee ee Nil Nil 16 — Nil 
do, ist Bonds 8 Nil Nil 217 , = — 
| MaxnvrFAOTURING ООМРАИТЕВ. 
Babcock & Wilcox s си 14 16 2} -= 6 6 9 
British Aluminium Ord, `.. 6 1 28 — 612 8 
British Insulated Ord. .. . 216 11 11 = 7 610 
British Westinghouse Pref, .. 7% 7 3 — 6 6 4 
Callenders ee co ев eo 15 90 13 кч, 7 q 10 
do, b Pref, eo ee 5 5 4) a b. і 8 
Castner-Kellner .. ve 90 A 84 — Ж 612 7 
Edison & Swan, £3 paid — :.. Nil — EA = м! 
do. do. fally paid ., Nil — "Ag — Nil 
do,  do.4percent.Deb, 6 б 614g - 8438 
Electri Construction ..  .. 6 1i 1 - + 710 0 
Gen. Elec, Pref... .. æ. 6 6 1 - 631 
do. Ord. ce eo ee 10 19 1354 — 7 6 6 
Henley .. T se . 90 95 16 — 7 18 10 
do. 43 Pref. ee ee eo 44 4$ 4 = R 19 6 
India-Rubber eo ee өө 10 10 123 m 1 *8 0 0 
Telegraph Con. .. ee eo 0 90 83 ` — 6 6 0 


е Dividends paid free of income-tar. 


. ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Month | Receipts for | 5% Route 
Locality, ^ | ended the S| Total о дањо, | miles 
| (4 wks.) month. Жк open. 


— MÀ — — — а —ÀÀ—À — --— ——— | ————— 


— = i | ee ee 


4 4 4 8 

Bristol (Trams) .. | Dec. 29 | 17,977 |—4,190 || 69 | 958,696 |+ 5,947 
Cork .. m iis » 81| 9,118 |4 167 | 59 i + 660 
Dublin ee -| 200 24,615 |+ €03 || БІ | 311,281 | + 2,197 
Hastings ..  .. » Bl| 8,959 |+ 647! 53| £4,070 | + 4,007 
Lancashire United | ,, 27 | 6,620 | 2658 ' 58 | 94,776 |+ 5,468 
Llandudno-Col.Bay | „ 99 | 522 |r 655 | 4] Bugle ' бб 
Tyneside .. Ps 2 


Anglo-Argentine .. „ 81 |217,974 | +6,487 || 52 | 2,872,405] + 4,677 
Auckland ee ee | [T] 15 21 ‚682 = 122 28 126,697 t 854 
Oaloutia .. .. | . 99 19,970 «1,490 | .. | .. 418,368 
Kalgoorlie; W.A. .. October) 2,716 «a 48 | 25,983 ae 

ras oe ee Dec. 81 4,491 t 705 52 61 ,858 + 8,956 
Montevideo 54 Dec. + t9 9|, 0697.8 |+ 56 


Dublin-Lucan Riy, | Dec. 31 651 + 71) 96 4,251 |+ 883 


| 


| 
| 
| 
l 


EL 
S are 
stock 
Oan, 
` part 
зец, 
Yiela 
p.c. 
£2711 9 
таз 
$110 
6 18 4 
таз . 
609 
618 8 
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6 46 
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615 4 
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746 
613 4 
619 0 
6768 
6 46 
6 6 4 
6 64 
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6 8 6$ 
ы 14 4 
«5 14 0 
95 13% 0 
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COLONIAL TELEGRAPHS AND TELEPHONES. 


By R. W. WEIGHTMAN, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF 
ELECTRICAL ENGINBERS.) 
(Continued from page 27.) 
LiNE WIRE. 

IN the Orown Colonies dnd South-Africa galvanised iron wire 
is not so much used now, although for minor telegraph cir- 
cuits 200-lb. and 400-lb. wires are still employed considerably ; 
200-1Ь. wire is also used to some extent for unimportant tele- 
phone circuits. . 

For long-distance telegraph lines 150-lb. and 200-lb. copper 
wires are used. Practically all telephone circuits are of copper. 
In South Africa 70-lb., 100-lb., 150-lb., 200-lb., 300-lb., and 
400-lb. gauges are used according to the grade of service 
required. 

The 70-lb. wire is used for local distribution on telephone 
exchange systems, and for this service it is, in the author's 
opinion, а useful and adequate wire. 

Bronze wire, usually 150 lb. per mile, is employed in some 
Colonies for long spans, but not largely, and copper-clad steel 
wire has also been used to a slight extent. In two Colonies 
where this latter wire has been tried it has quickly broken 
dcwn owing to moisture penetrating the copper, probably 
through defects caused in the handling, and causing corro 
sion of the steel core. Where it is erected near the sea the 
thin coating of copper is soon eaten away, and the life of 
the wire is very short indeed. 

In situations where the insulation of open wires may be 
lowered from any cause, hard-drawn copper and bronze wire, 
with a special insulation to a Post Office specification, is 
scmetimes used. This insulation consists of impregnated 
paper, cotton lapped and braided, the braiding being impreg- 
nated with & weatherproof composition, the basis of which 1s 
red lead. This compound is impervious to moisture, and its 
waterproof properties appear to improve with exposure to the 
air. 

The Britannia joint is commonly used for jointing both iron 
and copper wires, but here and there McIntyre sleeves of both 
oval and twin-tube type have been introduced. The author 


has all along favoured the wire joint, as with native work- ` 


men there is less risk with it. In inexpert hands the sleeve 
is liable to be badly twisted and the wire damaged. On the 
other hand, with the sleeve the soldering iron is dispensed 
with, and this is certainly a great advantage in a country 
where the work is in skilled hands. 

The practice as to terminating line wires varies. That 
favoured by the author was to terminate, on both sides of a 
road or railway crossing, .at,acute angle poles; also every half- 
nile on heavy routes, and every mile on light routes, all 
terminating points being securely stayed. 

Earth plates of both galvanised iron and copper are used. 

The former costs about half the latter, and serves the pur- 
pose equally well. Care should be taken to have plates of 
the same material at both ends of the wire. In Canada galva- 
nised iron rods, which are driven well into the ground, are 
largely used. 
. Canada.—Copper and iron wire are both used largely on 
both telegraph and telephone systems. The open telephone 
circuits in Canada are transposed. Phantom telephone cir- 
cults superimposed on physical circuits are largely used, and 
special transpositions are arranged in these cases. McIntyre 
sleeves are employed generally for making joints. 

As a rule the line wires are bound to the insulators by a 
length of wire of the same gauge as the line wire. It is 
taken round the neck of the cup, one end is passed over and 
the other under the line wire, and each end is given five 
complete long tight wraps around the line wire. 

There are a few farmers’ lines on fences in Canada. The 
fences generally consist of three separate strands of barbed 
Wire on wood posts, the top strand being 15 to 20 in. from 
the next. The top wire is used for the line, and it is not 
usually insulated in any way, but merely stapled to the posts. 
The earth is used for the return. In dry weather no great 
amount of leakage takes place, owing to the extreme dryness 
of the atmosphere, and fairly satisfactory talking is possible 
over short distances; but in wet weather the speech-trans 
Mission value of such lines is very poor. In a few instances- 
the line wire is insulated on porcelain knobs. At creeks and 
road crossings the line wire is raised on poles. These lines 
are not permitted to be joined up to public exchanges. 

Australia.—For main trunk telephone circuits copper wire 

and 400 lb. per mile, and for minor trunk circuits which 
Connect with the main trunk system, 100 and 200 Ib. per mile, 
18 used. For other minor trunk lines, and also for telegraph 
circuite, other than those on which fast-speed Wheatstone 
E emplo ed, 200 and 400-lb. galvanised iron wire is used. 
or the high-speed circuits copper wire is provided. Galva- 
Dised iron wire suffers very little from corrosion, except when 
erected on the sea coast. 


TELEGRAPH SYSTEMS. 


„а the Orown Colonies, Post Office standard apparatus is 
T белега! use, and the circuits are to Poet Office diagrams. 
e Cardew vibrator is used a good deal, in some cases super- 


imposed on Morse lines, and also in place of the Morse on 
. lines that suffer chronically from low insulation. 

The Vyle polarised sounder is replacing the sounder amd 
relay, and as also being adopted with condensers on central- 
battery omnibus circuite. he standard practice on these 
circuits is to usé & voltage of 80 with a feed resistance, non- 
inductive, of 1,000 ohms between the battery and the line. 
The sounders are wound to 2,000 ohms, and the condenser 
is of 4 infd. capacity. On a line of 150-lb. copper, 120 miles 
in length, the author found working was improved by intro- 

. ducing sufficient non-inductive resistance into the line tappin 
at each station to make the resistances of the tappings at al 
stations uniform. Where primary cells are used, the practice 
is to use а 2,000-ohms feed resistance. 

At Colombo, Ceylon, the Baudot system has been installed 
on a circuit 800 miles in length, connecting with Madras. 
There is usually one repeater in the circuit, but direct work- 
ing is often carried on satisfactorily. The apparatus is similar 
to that used by the Indian Government, and differs essentially 
from Post Office, practice in that the distributors as well as 
receivers are motor-driven. Some difficulty was experienced 
at the start owing to the storage batteries, which were already 
in use for other telegraph purposes, being of very low capa- 
city, viz., 18 ampere-hours. The trouble was overcome by 
the motor circuits being tapped off different sections of the 
battery, so that only one motor was run off the one lot of 
cells. With this arrangement there was no further trouble. 

The system was introduced to fit in with standard practice 
in India. The native Morse operators quickly picked up the 
rew alphabet, and became expert in manipulating the instru- 
ments. The double set installed in the first place was soon 
afterwards duplexed satisfactorily. This experience should 
be of value to other administrations whose traflic is on the 
increase. The Morse is undoubtedly better suited to native 
operators than the more delicately constructed type-printing 
apparatus, and it will continue to hold its own on ordinary 

. lines, and even on lines on which the traffic is sufficient to 
require a Morse duplex to carry it. But for heavier traffic 
one or other of the type-printing multiplex systems, of which 
there are severa) now on the market, will be found to give 
better results than either the Morse quadruplex or the Wheat- 
stone. | 

The question at what stage secondary cells should be in- 
stalled for telegraph working should not be decided by the 
mere financial saving that may result. The equipment is 
not costly, the constancy of the voltages makes for g 
working, and there are no complaints of weak signals, un- 
avoidably common with primary cells; these are advantages 
which cannot be measured in £. з. d. Where the number of 
primary cells in use is over 200, and з local supply of current 

13 available for charging, the adoption of this system is worth 

considering. | | 
Leclanché porous-pot form cells are much used оп ordinary 
line and local circuits. The Leclanché is still erroneously 

regarded by many as suitable only for light intermittent , 

work, and the prejudice against it for heavy work dies hard. 

In South Africa, Post Office standard apparatus is also in 
general use. Single needles with tapper keys are used on 
omnibus circuits connecting with railway stations in the Natal 

Province. For this class of circuit they are probably more 
suitable thàn any other type of instrument. They require 
nó adjustment, and respond to signals of varying strength 
within wide limits. In the larger offices the double-plate 
sounder takes the place of the single needle. The Vyle 
pclarised sounder is replacing the relay and sounder, and it 


` is also being adopted оп central-battery omnibus circuits, and 


on concentrator systems. The author regards this system 
as one of the greatest developments in telegraphy in recent 
vcars. It has the centralised battery feature of the closed 
circuit system without the waste of current that takes place 
with the latter, while under the charge and discharge process 
of operation it has the positive action of a double-current 
avstem. There should be a large field for the application of 
this svstem on the many unimportant omnibus circuits that 
run out from centres in the Dominions and Colonies. 

One of the longest quadruplex lines is that between Durban 
and Johannesburg, about 350 miles by line, and this works 
quite satisfactory without a repeater. 

lhe Wheatstone automatic has been in use between the 
main centres for many years, and the Creed apparatus has 
bcen introduced more recently. The Creed circuits are worked 
duplex, and high-speed duplex repeaters are employed on 
them where necessary. One of the longest of these circuits 
is that between Cape Town and Johannesburg, about 1,000 
miles. and this has two repeaters on it. The latest type of 
scunder silencer, that recently brought out by the Automatic 
Telephone Co., on the principle suggested by Major A. C. 
Booth, of the British Post Office, 1s being installed. Motor- 
driven transmitters have been introduced. Both Gell and 
Kotyra keyboard perforators as well as ordinary mechanical 
perforators are in us. | aT 

At the principal offices the working current 18 got from 
secondary cells with charging and distribution equipment of 
Post Office standard design. At other stations primary cells 
of both bichromate and Leclanché types are used. The prin- 
ciple of using Leclanché cells for all purposes up to the point 
where storage cells can bo installed, adopted by the British 
Post Office after the searching investigations of Mr. Luvas, 
is being applied as circumstances permit. These investiga- 
tions proved the great suitability for heavy work of the 
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porous-pot type of cell when charged with a finely granulated 
form of depolarising mixture; it 15, besides, the cleanest and 
easiest cell to handle, and there is no waste of material when 
the cell is in disuse. The “sack” form of Leclanché cell is 
even more suitable than the porous-pot form where heavy 
currents are required, owing to its lower internal resistance. 
Its initial cost as compared with the porous pot is, however, 
against it. Dry cells are only used on telegraph work where 
pertability is desired. 

In Canadian practice minor circuits are worked single cur- 
rent on the closed-circuit system. The apparatus es 
is of American make, and the circuits of American design. 

On many of the longer telegraph circuits, repeaters are 
employed. The longest line is on the Canadian Pacific sys- 
tem, from Montreal to Vancouver (2,900 miles), duplex, with 
two repeaters. ; 

Where power is available from two different supply sta- 
tions, the Canadian Pacific Co. employs motor-generators 
directly on the line and local circuits. Two separate machines 
are provided for each voltage, one with the positive and the 
other with the regative earthed, and in each case a stand-by 
machine is installed, to replace either of the two machines in 
the event of breakdown. This means for main-line current 
а separate set of three machines for, say, 125 volts, another 
set for 200 volts, and for the longest circuits another set for 
400 volts. For local circuits machines giving 25 volts are 


. used, and resistance is inserted where necessary to make all 


local circuits uniform. Where power is available from one 
supply station only, secondary cells are used. Both negativ» 
and positive batteries are installed, and stand-by batteries of 
90 per cent. the value of the batteries in use are provided. 
The voltages employed are notably high compared with 
British practice. Enamelled-coil windings are largely used, 
with satisfactory results so far. 

In Australia telephones are now frequently used where 
formerly Morse apparatus would have been installed. The 
introduction of either the Murray or Western Electric multi- 
plex or the Baudot eystem is under consideration. Creed 
apparatus was introduced between the Eastern and Western 
States in 1918, and has been in regular use for the past two 
years. 

A reorganisation of the circulation of traffic from small 
offices has recently been made. Where formerly a number of 
small offices situated at great distances from the chief office of 
a State, worked direct with the chief office on one wire, they 
are now sub-divided and connected on short lines with dis- 
tributing centres which have fast direct communication with 
the chief office. This involves an extra transmission, but 
the experience is that the traffic is handled more rapidly and 
congestion is reduced to & minimum. 

In New Zealand the Murray multiplex is being introduced 
with two quadruple sets at Wellington, which will connect 
with a similar set at Auckland, and another at Christchurch. 
It is considered that this system will solve the traffic problems 
of the Dominion better than any of the other type-printing 
systems. 

The_ longest telegraph circuit is that between Wellington 
and Dunedin, about £30 miles, including a section of sub- 
marine cable 40 miles in length. The telephone is largely 
used for the transmission of telegrams, and by its use the 
most remote places are brought into touch with the general 
system of the country. 


TELEPHONE SYSTEMS. 


Throughout the Crown Colonies, and also in South Africa, 
the natives, who form the large majority of the inhabitants, 
are not sufficiently educated, or concerned in commercial 
pursuits, either to appreciate the value of the telephone or 
to use it. 

At Suva, Fiji, a multiple magneto board on the “ring 
through " system is about to be installed. This will have an 
ultimate capacity of 1,200. 

. The author is aware that there are objections to the adop- 
tion of this system in a large exchange, but he is of opinion 
that for exchanges in countries where the commercial condi- 
tions are not so pressing as in large centres, the ''ring 
through ” has its advantages. A subscriber does not perhaps 
provide a special attendant for his telephone, and if he 1з 
busy when his bell rings he may not be able to answer imme- 
diately. With the ''ring through ” system, the calling sub- 
scriber does the ringing, and if prompt attention is not given, 
a second, and further rings can be given without disturbing 
the operator, and the calling subscriber knows that his in- 
ability to get through is not due to any remissness of the 
operator, but to inattention at the called subscriber's end. 
When the conversation is finished, both subscribers depress 
their "ring off" buttons. This method of clearing is also 
criticised, but from years of experience of “ring through " 
exchanges, the author can say that while one subscriber may 
forget to “ring off," it very rarely indeed happens that both 
forget, and the pressing of either button operates the clear- 
ing signal. 

ere are no automatic exchanges in any of the Crown 
Colonies. Not only are insulation difficulties felt to be a 
bar to their introduction in the damp climates of these coun- 
tries, but the need for the employment of highly skilled 


mechanicians to look after the plant is regarded as another 
obstacle. 


The distribution at the larger of these exchanges is generally 
by means of cables from the exchange led to pole lines - 
through distribution and protector boxes fixed to the poles; 
10-]b. and 20-lb. conductors are employed. LE cg 

The underground cable distribution is sometimes arranged 
by means of cast-iron boxes of Post Office types in the man- 
holes, but the method most generally employed now is that 
of lead branching joints. | 

Where the distribution is by means of armoured calle the 
lcad-sleeve joints are usually in cast-iron boxes for protection 
and to preserve the continuity of the armouring. Where 
aerlal lead-covered dry-core cable 1s used it is supported in the 
usual way on steel suspender wires. A cable suspender best 
suited for a tropical climate is made with a loop of three-ply 
tarred marline, which is attached to the suspender wire by 
a suitable galvanised steel hook. Raw-hide suspenders quickly 
deteriorate in a hot, damp climate, and zinc suspenders are 
too rigid for the lead sheathing of the cable; they are apt 
to grip the cable too tightly and set up crystallisation and 
fracture of the lead. A free means of suspension 1s essential. 

For small exchanges the author prefers the underground 
armoured cable. It can be used with complete safety. The 
upkeep is practically nil; all the work of erecting suspender 
wires and the heavy stresses they bring upon the poles are 
obviated. š 7 

The termination of cables in a building usually follows 
Post Office practice, the cables being connected to distribu- 
tion cases by means of a link of enamel and cotton-covered 
lead-sheathed cable made airtight with beeswax. This class 
of cable 1s also used between the underground cables and the 
main frames in exchanges. Similar cable, but without the 
beeswax seal, of single or multiple pairs is used between the 
distribution cases and instruments. This cable is most useful 
in any position in which a short cable lead is wanted, as in 
running wires into a small office or testing station. Its insu- 
Jation can be relied upon, and the careful sealing necessary 
with dry-core cable is obviated. | 

Aerial rubber cable has been tried in some of the tropical 
Colonies, but it is liable to break down owing to the heat 
and rain to which it is exposed. 

Where underground cables are connected to pole lines it 
is usual to take out not more than 25 pairs at any distribu- 
tion point. This permits of comparatively light and inexpen- 
sive pole-line construction. 

Special measures are taken in the manufacture of all appa- 
ratus for use in the hot humid climate of the tropical Colonies 
to keep up the insulation of all electrical parts. Teak-wood 
is always used, and tcrews are of non-corrodible material. 
Iron and steel mounts are zinc plated, and precautions are 
taken as far as possible to prevent insects getting inside instru- 
ments. For coil windings of large gauge, plain enamelled wire 
is the rule, but it is sometimes given a single lapping of silk 
which is impregnated with beeswax. The silk in this case is 
certainly a mechanical protection for the enamel, and is of 
value in this respect. Owing to the difficulty of properly 
enamelling wire of gauges smaller than about 30 S.W.G., 
small-gauge coil windings are given a single silk covering, 
and the coil is impregnated with a high-quality insulating 
varnish in a vacuum chamber. This impregnating process 
makes the coil quite moisture-proof. 

All switchboard wiring and cabling is done with enamel 
and silk and cotton-covered wire. 

In South Africa the number of telephones per 100 of the ~ 
population, not including natives, is about three. The tele- 
phone services throughout the country are under the Govern- 


"ment with the exception of the Durban exchange, which is 


owned and worked by the municipality. Every town and 
village of any importance has its exchange. and a large trunk 
system has been developed. At present the longest connec- 
tions in regular use are about 500 miles in length. A speech 
efficiency equal to 30 miles of standard cable is aimed at. 
and intercommunication is given to all stations that come 
within this limit. Loading coils have not yet been intro- 
duced, but they will be employed when the time arrives to 
consider the longer trunk lines between the Cape and Trans- 
vaal main centres. 

At the principal Government exchanges central-battery 
manual boards are in use, the largest being that at Johannes- 
burg, with an ultimate capacity of 9,000 lines. At other 
towns magneto boards on the “ring through" system are 
employed; in others drop shutters are used, and, again, in 
other exchanges indicator-jack boards are in use with mechani- 
cally restoring clearing drops. pus 

Magneto boards with automatic clearing are in use at 
certain exchanges. The hand micro-telephone is used through- 
out on subscribers’ instruments. 

Telegraph circuits are superimposed on telephone wires 
where it is advantageous to do so, and phantom telephone 
circuits are obtained wherever possible. The telephone is 
much used for public telegrams between outlying stations and 
central transmitting offices. On lines of this character it is 
no! unusual for several offices to be in bridge on the same 
pair of wires, the calling being done by a code system of 
ringing. Magneto telephones are used, and silence cabinets 
of standard types are provided. 

Both wet and dry cells are used on magneto telephones. 
The author always used wet cells in Natal, as he found them 
more reliable and economical than dry cells. A dry cell is 
п.) longer efficient when it becomes really dry, and in a hot. 
dry climate the moisture which keeps'the cell active is liable 
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to evaporate quickly and leave the cell useless long before 
the elements are used up. ; 

The underground cables and distribution methods vary in 
the different Provinces in accordance with the practice in 
vogue prior to the union, but the work of co-ordinating the 
methods to one standard has now made great headway. In 
presenten .praetice underground cables having 10-lb. con- 
uctors are in nse. Heavier conductors are employed where 
required, also composite cables having large conductors for 
long-distance circuits. Lead branching joints in manholes are 
in general use on underground distribution. The joints are 
made solid with compound which is forced in under pressure. 

Distribution i8 carried out both by underground direct 
cable, and on the block system from high poles by means of 
both dry-core cable and open wires. In both cases the 
internal distribution is through lead-covered cables to distri- 
bution frames or cases, and thence to the subscribers' sets. 


(To be continued.) 
— Qa ÓÁ— MM 
REVIEWS. - 


The Electrical Contractor. By Louis W. Moxey. London: 


Hill Publishing Co. Price 6s. 3d. net. 


This book is written for the instruction of American elec- 
trical contractors, who, apparently, are as ignorant as those 
of England are reputed to be on the subject of conducting 
the business whereby they earn their living. On this side 
we are used to the statement that electrical contractors know 
nothing either of business methods or technical details. It 
is necessary for the enthusiastic supporter of municipal 
trading to find some justification for his views, and this is 
most easily done by proclaiming the incompetence of the con- 
tractor. lt is, however, less easy to explain why American 
contractors should be so incapable as to make it necessary to 
write an elementary treatise such as Mr. Moxey has provided 
for their benefit. 

The book is arranged in the reverse order to what one 
would naturally expect. It begins with profit recording and 
book-keeping; passes on to costing and estimating, and thence 
to mains calculations, finishing up with a chapter on illumi- 
ration calculations and some rather elementary tables of 
" General Date." Most contractors would work out illumi- 
nation details first, then calculate the cable sizes, work out 


` the estimated cost, carry out the job—if they obtained the 


order—charge up the cost details, and after making up the 
books, return thanks for any profit left over. 

Considering the book in what seems to be this more natural 
order, surely 1% cannot be necessary to write, for electrical 
contractors, separate chapters on simple illumination calcula- 
tions, and on'the calculation of voltage drop ір А.С. and D.C. 
circuits, and to explain at length how to decide what size 
of conductor should be used. 

If the book is written for electrical contractors such chap- 
ters should be unnecessary. If necessary to the reader, then 
that reader is not justified in claiming to be an electrical 
contractor; he should be reading an elementary text-book on 
physics at school. 

Mr. Moxey’s other chapters are more valuable, but, like 


, many Americans, he seems inclined to let his system dominate 


his business. Probably in practice this is not the case, but 
his book reads as if all work has to conform to the system. 
The ordinary contractor naturally has a system, but he 
Tealises that many jobs will not fit into the system at all 
comfortably. 

For example, Mr. Moxey gives a large number of tables 
covering the cost of various items of work, ranging from 
putting in engine foundations to fixing wire or tube. His 
cost tables are of some interest, but it is doubtful whether 
such tables would in practice be sufficiently useful to justify 
the labour in preparing them and keeping them up to date. 
Of course, a certain number of basic prices are essential to 
estimating, but conditions differ so widely between one job 
and another that the allowances necessary on this account 
almost destroy the value of the original figures. Mr. Moxey 
m effect recognises this. For example, in Table XXVII (Cost 
of Pole Line Construction) his figures for digging holes for 
25-ft. poles range from 60 cents to 3 dollars, i.e., in the ratio 
of 1 to б. One may just as well estimate th 
Principles (i.e., common-sense and experience) as take such 
a tabulated result and decide whether the conditions corres- 
pond to the highest or the lowest figure. 

Similar rematks might be made with regard to the system 
of costing by card records. They are of value, but in prac- 
tice so many allowances and adjustments must be made that 
it is very difficult to reduce costs to exact basic rates. It 
must be*done wherever possible, but to read Mr. Moxey's 
book gives one the impression that it is & very simple proce- 
dure, and this is far from being the case. 

The hook, of course, needs translation for English readers. 
Prices are all in dollars and cents; systems of wiring are in 
American (few English readers would understand exactly 
what is meant by ‘‘ knob and tube work," for example), and 

r costa are based on American rates, which are apper- 


. meter. 


e cost from first . 


ently about double those normally paid in | 
are also a few misprints and one or two err 
ample, the statement that the neutral condui 
wire D.C. system should be double the size 
Buch items will doubtless be corrected in a la 
if this were then reduced to the basis of En 
prices it would doubtless be of value to ma 
At present it is to be feared that this would 
on this side of the- Atlantic. 


Electrical Engineering. First Course. By E 
W. L. Urso. London: Hil Publishing 
net. 


This book, emanating from two of the prof 
Coltege, Schenectady, 18 & somewhat ditncul 
with. Lhe authors, according to their pretace, 
an objection to text-books as a general thing, | 
set forth, they have decided to issue this ont 
dificult to classify, inasmuch as it consists of 
geneous collection of information. Some of t 
of the most elementary character, while otl 
vanced mathematics, and would be far beyor 
‘first course '" student. 

The first three chapters discuss, on quite 
units, form of work, and magnetism respective 
IV, the integral calculus is freely used to est 
netic intensity at any point along the axis of 
V deals with the design of a cast-iron electr 
a weight of 1,000 lb. The subject and treat 
be altogether out of place at this stage. Chap 
treat of the generation of E.M.F. апа inducta 
They are quite good, but a knowledge of the 1 
and differential equations 18 requisite. Also, t 
ins with the generation of E.M.F.'8 in non-u 
so brief as to be scarcely clear. After this ` 
short but clear chapter on the properties of 
rents. The characteristics and principles o 
generators are then dealt with. 

Following is a very good chapter on the v: 
used in the design of a continuous-current 
method adopted is to take the dimension 
machine, and to analyse them exhaustively. 4 
with commutating poles then receives sin 
Next we have two chapters on D.C. generator: 
in series, and on electric motors. ‘The tre; 
elementary, and.in no way remarkable. 

Chapter XIV deals with the theory of the t 
This chapter would be more in place 
of physics than in the present treatise. 

The next two chapters in this queerly-arr 
very good, and deal with the vector represe 
nating waves and their application. ‘The s 
of alternating-current calculation is very clear. 
illustrated. 

Chapter XVII—which is continued in Ch: 
cusses constant-pressure and constant-current 
Taken together, the two chapters deal fairly 


. the subject. 


The three intervening chapters are quite : 
of capacity reactance, parallel circuits, disto 
resonance effects. The theory and use of the 
receive attention, but, possibly, in too brief : 
excellent chapters follow on problems in el 
on distributed inductance and capacity. T! 
thorough, and necessarily of an advanced ch 

Throughout the book, as the reviewer has 
the authors have not scrupled to use mathe 
of all kinds where necessary, and yet we 1 
XXV a few notes on the mathematics of con 
The reviewer is of the opinion that if this 
first introduction to this powerful method c 
will not be of much use. 

Transformers, hysteresis and eddy-current ! 
distortion in transformers are then dealt wi 
tory manner. Chapter XXX is devoted to me 
in transformers. The treatment is fairly g 
have been illustrated by a few numerical 
really effective. We next find 16 pages discus 
principles of transformer design. бо far 
chapter is fairly satisfactory, but surely it is 
a first-year course of electrical engineering, 
following chapter on polyphase transformer : 

Chapter XXXIII deals in quite an eleme 
alternators.. It should preferably have bee 
earlier in the book, or omitted altogether. 
ture reaction and the characteristics of alte) 
discussed with the aid of complex quantities 

A distinctly useful chapter on the leakage 
alternator follows—useful, that is to say, 
student, but not to a beginner. 

The familiar, and often very troublesome, 
hunting in synchronous machinery is dealt 
XXXVII. As the subject goes, the treatme: 
though one would not have been surprised t 
oscillations necessitating the use of elliptic 
with. Each chapter in this book is more or | 

Chapter XXXIX deals with the design of 
alternator, A 100-Kw..engine-driven alternatc 
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example. The method of design is not at all modern or good. 
Short-circuit currents in alternators are then discussed. The 
treatment is good and rigorous. This chapter is perhaps one 
of the most useful in the book. 

Chapter XLI develops the equations of the synchronous 
motor, and these are well and clearly discussed by means of 
tabulated calculations and curves; while Chapter XLII deals 
with induction motors in a similar way. 

The design of induction motors is next outlined. The 
reviewer does not consider the authors' method at all satis- 
factory. Indeed, in a footnote the authors point out that 


the work is not & book on electrical design. "Their method 


is exemplified by the design of а 10-н.р. motor. 

Rotary converters are then dealt with. The usual stereo- 
typed equations are developed, and a clear account is given 
of the question of voltage control. The concluding chapter 
of the book deals in rather a neat and concise way with 
single-phase commutator motors. 

om the above it will be seen that the book is scarcely 
suitable for the average first-year student. It is more a mine 
of wealth for the lecturer to third-year men. 

The -book is well printed, but bound in a cover which is 
very easily marked or stained. | 
' m a number of the authors' footnotes, it is evidently 
intended to issue a companion volume giving an advanced 
course. Considering the character of the present ''first 
course" work, the reviewer is filled with interest to know 
the style and contents of the '' advanced course."—H. G. S. 


Ес 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS, 


The Remy Thermostatic Control. 
A problem that has existed since electric generators began to be 


installed for lighting and engine-starting purposes.on petrol motor. 


vehicles, has recently been attacked by the Remy Electric Co., of 
Detroit, U.S.A., the outcome of the experiment being a thermo- 
static device for automatically increasing the current output of 
the dynamo in winter, when the demand for current is heavy, and 
decreasing it in summer when thé consumption is more moderate, 
Temperature, which is chief among the causes of fluctuation in 
current consumption, is the agent relied upon for the operation 
of the new control, which is illustrated diagrammatically in the 
accompanying illustration. 

Briefly stated, the idea: is to use an. automatic thermostatic 
switch in circuit with the field coils of the generator. Under 
normal conditions the switch is closed and the fields are at full 
strength. When, however, the temperature rises to a predeter- 
mined point, the thermostat opens and introduces a resistance into 
the field circuit ; thus the field is weakened and tht current output 
reduced. The reduction depends on the amount of resistance, and 
this, together with the temperature at which the device operates, 
is permanently adjusted at the factory before the generator is 


. sent out. 


The active element of the thermostat is a blade made up of a 
strip of nickel steel and one of spring brass, the two being welded 
together. One end of the blade is riveted to a stamped steel 
bracket and the other end, which is free, is fitted with a silver 


Fig. 1.—DIAGRAM OF CONNECTIONS OF REMY CONTROLLER. 


contact button. A similar contact button is carried by the end of 
the bracket, and is adjustable by means of a small nut, The com- 
posite blade is insulated from its bracket by means of an insulating 
bushing where the rivets pass through. The resistance consists of 
a short length of wire insulated by a layer of mica, The connec- 
tions are shown in fig. 1. | 

The thermostat is so set that at normal temperatures the silver 
contacts are pressed together firmly, and the field current is at full 
strength. When the temperature rises to 150° F., the contact points 
are separated and the field is weakened. 

The thermostatic switch is located close to the commutator 
where the temperature is highest and where changes of tempera- 
ture are first apparent. When the temperature of the atmosphere 
is high, as in summer, the generator naturally heats up more 
rapidly than in winter. Starting out with full field strength, the 
dynamo delivers its full output of about 21 amperes to the battery, 
and continues to do so for about the length of time required to 
put back into the battery the amount of current taken out during 
the operation of starting the car engine. After that, the resistance 
being put in circuit, the output falls to 14 or 15 amperes, and the 
battery gets the remainder of its charge at a low rate. When the 


- of sectional paper is placed to catch the reflected image. 


temperature is low, as in winter, the generator heats up more 
slowly, and the full qyrrent is delivered to the battery fer a longer 
time, giving the extra charging required to compensate for cold- 
weather engine-starting and for the extra car illumination required 
in winter-time. 


Device for Giving an Image of the Searchlight Arc in Full Size. 


In a short article in the Journal of the U.S. Artillery, by Capt. 
Adelno Gibson. Coast Artillery Corps, particulars are given of the 
above device, the essential parts of which are: (1) a pin hole 
through the side of the searchlight drum, opposite the arc ; (2) a 
small mirror (about 2 in. х 2 in.) held in position on the side of 
the drum near the pin hole so as to catch the image and reflect it 
downward ; (3) a holder attached to the tie rod, on which «ше 

ig. 
is & drawing of the apparatus, giving in detail all ite essential 
features. The image projected on the sectional paper is an er- 


- cellent reproduction of the actual arc, and shows how the arc is 


burning without necessitating looking at it through the coloured 
glass window in the searchlight drum. 

On the most recently improved searchlights, as the Beck light 
and the Sperry light, lenses are inserted in the drum so as to give 
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Fig. 2.—DEVICE FOR OBTAINING IMAGE OF SEARCHLIGHT ARC. 


a reduced image of the arc on a piece of ground glass. On the 
lights now installed in the U.S. service, there is no device for 
giving an image of the arc. The purpose of this apparatus is to 
provide a cheap, easily made and efficient means for projecting a 
full sized image of the searchlight arc outside the drum and in 
such a position that the operator can readily observe the condition 
of the carbons, the length of the arc. and whether the arc is in 
focus. By making two marks on the sectional paper, showing 
the normal length of the arc and the correct position of the 
carbons when properly focused, the maintaining of a proper length 
of arc aud keepiny the light focused become very easy even to an 
unskilled operator. : 
. The special merit of the device is that it provides a clear, full- 
sized image of the arc without the use of lenses. and yet in spite 
of a 32-in. focus, keeps the image in a convenient position near 
the searchlight drum. 

The device as shown has been installed on one of the 60-in. 
searchlights at Fort Monroe, and has been found so satisfactory 
that the Coast Defence Artillery Engineer desires to have each 


light of the U.S. Coast Defence equipped with a similar apparatus. 


The materials for constructing the apparatus may be found among 
the scrap material at any post. The quality or shape of the mirror 
is of no consequence—any scrap of broken mirror will answer. 
The rod for holding the mirror passes through a small hole in the 
drum and is clamped in. position by tightening two nuts, one 
inside and one outside the drum. The sheet metal holder of the 
sectional paper may be bent so as to enable the operator to see the 
image from any particular position desired. If so desired. the 
image on the sectional paper may be made clearer by surround- 
ing the paper with a hood of sheet metal or of dark paper or 


. cloth. This tends to exclude all light except that forming the 


image of the arc. - 

The small expense and ease of construction of the apparatus 
make it practicable, if so desired, to install the device on both 
sides of the searchlight. 


Condensite-Cellulac. 


A new form of electrical insulation is being placed on the market 
by the DIAMOND STATE FIBRE Co., of Bridgeport, Pennsylvania, 
called “ Condensite-Cellulac." This material, it is stated, is entirely 
different in physical and chemical characteristics from any other 
form of fibre, hard rubber, mica, or synthetic insulation now avail- 
able; it is homogeneous throughout, and combines the properties of 
" Condensite," which is employed in its manufacture, with the good 
qualities of the best grade of vulcanised fibre. 

Condensite-cellulac is permanently anhydrous and nofi-hygro- 
scopic, and is impervious to the action of oil or ordinary acids or 
solvents. It is infusible, and is not affected by the action of heat 
within the range of temperature ordinarily encountered ; it is very 
tough, and will stand considerable vibration or shock. ~ 

It may be used advantageously {n apparatus which is to operate 
under unfavourable conditions of moisture, or subject to splashing 
with oil, or where exhaust steam is used. in industrial proceases. 
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Condensite-Cellulac is furnished to the trade in sheets, rods, 
tubes, &c., and is readily machined. It may be formed into very 
sheets (015 in. or less) with remarkable accuracy to gauge, thereby 
furnishing an excellent diaphragm material. It ів also supplied 
shaped to customers' specifications. The work, as thus supplied, is 
ready for use, having been hardened and made insoluble and 
infusible by the application of heat. It can also be supplied in the 
soft uncured state, permitting of its being hardened in the place 
where it is to be used, and thereby formed to fit in spaces or loca- 
tions with an accuracy not otherwise possible. Thus, for instance, 
gaskets for hot lines, steam, hot water, compressed air, &c., may be 
accurately fitted to rough flanges, and cured in place by the heat of 
the line. 


Heater for Motor-Cars. 


Messrs. DRAKE & GORHAM, LTD., of 66, Victoria Street, S.W., 
have brought to our notice a neat heater for preventing motor-car 
radiators from freezing, or for taking off the chill from cold cylinders 
when starting up. It consiste, as shown in fig. 3, of a perforated 
metal cylinder with nickel-plated ends, containing a heating ele- 
ment of wire wound on a strip of mica. which is attached to 


Fic. З. MoTón-CAR HBA1ER. 


porcelain plates ; a flexible cord about 12 ft. long with a plug 
enables the heater to he connected to an ordinary lampholder, and 
a metal loop provides for hanging it on any convenient projection 
on the engine. The resistance is suitable for usual lamp-circuit 
voltages, and the wire never glows red, во that there is no fear of 
ignition of petrol vapour. It is a handy and useful device, and 
may find other applications besides that outlined above. 


The “ Kingsway” Signalling System. 


Taking account of the new conditions to be complied with in 
signalling in mines, the GENERAL ELECTRIC Co., LTD., of London, 
has developed a new line of apparatus for this purpose, under the 
abovetitle, which, while making full useof the advantages of elec- 
tricity. provides such eafeguards that no danger of explosion is to 


Fic, 4.— INTERIOR OF THE DAVIES-RAILING RELAY. 


be feared; the safety of the apparatus has been confirmed by 
exhaustive teste, and it complies with all requirements of colliery 
Work and with the Home Office regulations. 

For signalling along haulage roads the bare-wire system has been 
retained, but instead of a bell directly connected to the wires, the 
Davies-Railing patent ‘relay is employed, which makes and breaks 
the local bell circuit in an explosion-proof box. Current for the 


line is derived from a three-volt battery, and a patent shielding 
winding is placed round the relay coils to damp out the inductive 
rise of voltage, so that danger from sparking on the wires is 
absolutely obviated. The relay closes the bell circuit in a mercury 
cup ; fig. 4 shows the interior of the cast-iron box containing the 
relay, the box cover having long machined joints. No change is 
made in the method of signalling, the only difference being the 
insertion of the relay at a point near the bell. The relay is 
extremely sensitive, and operates with a current of “telephonic " 
strength. с 

This, however, is only one item in the "Kingsway " system, 
which includes also electrical shaft-signalling apparatus com- 
prising indicators for the engine room, a bell for the banksman. a 
bell for the onsetter. and the necessary pushes, batteries, and wires. 
The engine-room indications are both audible and visible, and the 
mechanism is so contrived that the indicating finger remains 
standing at the last signal until a fresh signal is given, when the 
finger immediately flies back to zero and registers step by step the 
number of rings. Mining telephones and flame-proof bells, 
relays, and tappers also form part'of the apparatus made by the 
company. 


THE ELECTRICAL PRECIPITATION OF 
SMOKE AND FUMES. 


--——— — —— ——— АӨ 


Еком а paper read before the CANADIAN MINING INSTITUTE 
by Mr. WALTER A. SCHMIDT, we learn that the latest Cottrell 
plant is that which has been installed at the copper and lead. 
smelting works of the Consol Mining & Smelting Co., at 
Trail, in the Rossland distriot of British Columbia. e appa- 
ratus is known as a '" multiple-pipe treater,” which distin- 
guishes it from the earlier '' plate-trgater '" system installed in 
other plants, which has now been practically superseded by 
the multiple-pipe form. The treater consists of a number of- 
123-in. pipes, up each of which a central wire runs. This wire 
varies in size according to the conductivity of the gases, but 
in all cases its surface area is relatively very smal! as- com- 
pared with the dust-collecting surface of the iron pipe. The 


© wire may be made of any conducting material, but is com- 


monly made of nichrome. The wire forms the discharging 
electrode, and the inner wall of the iron pipe is the collect- 
ing electrode. The wire is charged with electric current taken 
fiom a synchronous contact-maker, which produces an inter- 
mittent direct current at 60,000 volts from an alternating 
current supplied to the machine. There is, of course, a high 
difference of potential between the wire and the periphery 
of the iron pipe, with a resulting glow discharge between 
these at all points. The smoke—that is, furnace and roaster 
gases charged with suspended particles of matter and fume— 
13 passed through these iron pipes upwards in a constant 
stream. Each little particle of suspended matter, somewhere 
inthe course of its passage through a pipe, is struck by one 
or more ions, and becomes charged with static electricity. As 
the electrical sign of these charges is the same as that on 
the iron wire, and opposed to that of the pipe, the particles 
become attracted to, and settle on, the iron pipe. 

The gases which the Cottrell dust-collecting plant treats at 
the works at Trail are drawn off from the furnaces and 
roasters in flues which lead them to the treaters. . After pass- 


ing through the latter, and being relieved of their burden 


of dust and fume, the gases continue in flues to the main 
chimney. The treaters are thus part of the flue system; they 
are built of steel throughout, set in concrete in the flues, 
and are erected in sections, each containing 32 pipes. The 
dust collecting on the pipes is shaken down and into a hopper 
at the bottom by an operator coming round and tapping th» 
pipes with a hammer at certain stated intervals. In some 
cases, however, automatic tapping devices are fitted to the 


pipes. | | 
The first installation at Trail consisted of 384 pipes, 15 ft. 
in length, in 129 sections; this treated the gases from three 
lead stacks, апі was somewhat overloaded. Approximately 
100,000 cu. ft. of gas was treated daily; during the course of 
last year, however, the installation was doubled in size, and 
a second plant has also now been installed; this consists of 
nine sections, and is intended to deal with the gases from the 
various lead-roasting furnaces.. As a result of the success 
achieved, a third plant, consisting of eight sections, is being 
installed to treat the gases from the copper-converters. An 
interesting use of the plant is to be made in connection with 
the latter; in the lead-stacks a lead matte is made, which. 
after roasting, is returned to the furnaces. In time the lead 
matte becomes charged with so much copper that it 15 
more valuable for the copper than the lead. Until now the 
practice has been to take this copper-lead matte and charge 
it into the copper furnace; in this way the copper 1з obtaine.l 
as copper matte, but the lead is lost in the. slag; the gold 
and silver contents are, of course, saved. It is now intended 
that tho copper-lead-matte shall be blown in the copper- 
converters along with copper-matte from the copper ио 
The copper will all be obtained as blister-copper, and the lea 


-will be blown off as lead oxide and lead fume, and precipi- 


tated in the No. 3 Cottrell plant. 
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The dust collected in the plant which treats the gases from 
the lead-stack is mainly sulphide of lead, containing from 65 
to 70 per cent. lead. The dust collected from the roaster 
plant gases contains from 50 to 60 per cent. lead, and con- 
sists, roughly, of 60 per cent. lead lees 20 per cent. lead 
oxide, and 20 per cent. lead sulphide. Lead losses in ше 
stack have always been very high at the works at Trail, 
but little provision for settling the dust by long flues or Dus 
heuses had been made. Since, however, the Cottrell electrical 
process was adopted these losses have been reduced to а 
minimum. -The erection of a fourth plant to treat the roaster 
gases from the new zinc plant is also under consideration, 
and, while little labour is necessary to keep them running, it 
is estimated that the power required to run all four plants 
will not exceed 200 a.p. Further experimental work in the 
direction of treating the gases from the lead-refining furnaces 
with the view of saving antimony and arsenic is also jn pro- 
giess. 


THE RONTGEN SOCIETY. 


At the meeting of the Röntgen Society on January 2nd а 
paper was read by Mr. C. A. Scuunck, F.C.S., containing an 
account of his spectroscopic investigations into some sources 
ot ultra-violet radiation. The researches, which were under- 
taken with a quartz spectrograph, had for their purpose the 
discovery of the relative efliciencies of various sources from 
the point of view of treatment by the ultra-violet rays. Mr. 
Schunck found that the tungsten arc was the most intense 
and efficient source of radiation at present availuble for this 
purpose. 

Major W. J. TURRELL, with whom Mr. 'Schunck has colla- 
borated, stated that the great practical difficulty at the pre- 
sent time was in getting a supply of tungsten at a figure not 
absolutely prohibitive. There was a very large quantity of 
tungsten available, enough to supply all the needs of the 
medical profession, but; although for military purposes the 
metallic tungsten was purchasable for’ 6s. or 6s. 3d. a lb., 


‘this supply was not available for general use, and all he 
could get for the civil hospitals was a pure tungsten costing 


about £4 4s. a lb. He made representations on the subject 
t» the Ministry of Munitions, but no concession was granted. 
He suggested that the medical societies should move in the 
matter, as until the supply of tungsten was assured one could 
not expect instrument makers to go to the trouble of design- 
ing and manufacturing lamps for the supply of ultra-violet 
radiation. He thought that two kinds of lamps were re- 
quired for therapeutic purposes, one the ordinary arc lamp, 
unenclosed, used with a director or condenser, and taking 
1) or 12 amperes, and the other an enclosed lamp with a 
small opening in which one could fit a condenser or not as 
required, and taking 4 or 5 ampercs. The latter type, he 
believed, would come to have a great value in the wards of 
the ordinary hospital and for the treatment of superficial 
wounds. 

Major RonrnT WiLsoN, of the Canadian Medical Service. 
who exhibited last year a lamp consisting of a positive of 
tungsten and a negative of cored carbon, pointed out the 
value of ultra-violet radiation, more particularly in suppurating 
wounds, and said that a lamp of the type he had designed 
did not cost more than £10 to make, took about 44 amperes, 
and furnished all the ultra-violet rays required. He did not 
think there was anything to be gained by saturating the 
carbons instead of coring them. 

Mr. J. Н. GARDINER suggested that there was no need to 
be discouraged about the difficulty in getting a supply of 
turgsten, for iron went a long way, and impregnation with 
uranium, too, would give a valuable concentration of in- 
tenaity. 

Mr. ScCHUNCK, in replying on the discussion, said that spec 
trcscopically one got as good an cffect with one tungsten and 
one carbon as with two tungsten electrodes. He thought that 
the spark spectra might be used for treating very small areas 
with a condensing lens. The best source of light for this 
purpose was carbons impregnated with uranium nitrate ап і 
ammonium molybdate. 


Car Lighting and Engine Starting for Motor-Cars.— 
From an interesting article in the //orselexs Age. of New York, on 
the subject of the tendencies of design in petrol motor-car con- 
struction, we learn that the tendency of the times as revards the 
car-lighting and enyine-starting equipment is to make the dynamo 
of the former and the electric motor of the latter as separate 
units. this plan having been adopted on 84 per cent. of the 1917 
models of cars which have, so far, been announced, as against 
6l' 7 per cent. a year ago. The voltage now in favour is 6 volts, 
this being adopted on 89'5 per cent. of the cars, leaving only 105 per 
cent. fitted with 12-volt sets. As regards the wiring, the single- 
wire system with earthed return has slightly increased in popu- 
larity amongst motor engineers- from 82 to 83 per cent. 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. Tuowrsos & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


18,462, 18.463. ‘Sparking plugs for internal-combustion engines.” C., Е. 
L. Kise. December 27th. . 


18,464. “ Electrodes of sparking plugs for internal<ombustion engines.” 
C. F. L. Kise. December 27th. 


18,466. '' Electric. starters. for internal-combustion | engines." 
Кіхс. December 27th. 


15,503. “ Electric signalling lamps." 
ceniber 27th. 

18,504. '' Electric starters for internal-combustion engines," А, Н. Мохе 
AND C. A. VaspEkvELL & Co. December 27th. 

18,506, 18.507. “ Electric incandescent arc devices." — Britisn THomses- 
Heuston Co. (General Electric Co., U.S.A.) December 97th. 

18,509. “ Electrical transformers." A. G. Ernis & J. L. THomesox. De- 
cember 27th. 


18,510. “Insulators for leading-in electrical conductors." J. C. H. vaN 
Deve. December 27th. 


18,511. “ Dynamo-electric machines.” E. W. Dorry. December 27th 

18,541. Electrical apparatus for permanently waving natural hair on the 
head." | E. F. SUTEN., December 28th. И 

18,552. “ Apparatus for advancing the spark in internal«ombustion motors. 
Soc. ANON. POUR L’ECLAIRAGE ELECTRIQUES bits VeEnmicuces, December 28th, 
(France, September 9th.) " 

18,553. ‘ Electrolytic production of non-metallic substances.” G. F. 
Jacker. December 28th. (France, December. 29th, 1915.) 

18,584. "'' Electric hand-lamps, &c." J. F. Beckincuan, December 29th, 

18,29]. '' Absorber adjustment for X-ray machine to absorb nitrous and 
nitric compounds generated from the air by electric discharge."” H. SOMER- 
FIELD. December 29th. 

18,609. “ Electric warming apparatus." H. T. Pinnock. December 29th. 


12,611. *'Accumulators, and particularly electrodes or plates for accumu- 
laters and electrochemical apparatus." І. Cukur. December 29th, (France 
December 29th, 1915.) . 

18,624. '' Trolley heads for electric tramears, Sc." J. N. Warts. Decem- 


C. F. L. 
Н. Lecas & C. L. Breepen. De- 


ber 29th. 


15,649. *'' Electro- mechanical make-and-break movement." F. DE CANNART 
D'HswaLE. December 30th. 

18,658. “ Dies for pressing or moulding portelain or earthenware articles.” 
P. Cooper. December 30th. 

18,661. “Control gear for controlling. alternating-current motors." R. J. 
Gourekson & J. A. STEVEN. December 30th. о 

18,672. © Apparatus for мны, and especially for rectifying, alter- 


nating or polyphase currents, J. G. P. Hartmann. December 30th. 
(U.S.A., December 30th, 1915.) е 


PUBLISHED SPECIFICATIONS. 


- 1915. 


14,493. TRANSFORMERS FOR INCREASING THE FRXQUENCY OF ALTERNATING ELEC- 
ron Currents. Marconi's Wireless Telegraph Co. & I. Shoenberg. October 
2th. 

17,092. X-ray PnuorocRaruy. T. T. Baker. December 4th. 

17,191. Масхкто ErkrcrRic. IGNn'tion DevictS FOR INTERNAL-COMBUSTION 
ENciNES. O. Heins. December 7th. (January 22nd, 1915.) 

17,331. TeveGkaritic AND LIKE Receiving Devices. A. J. Roberts. Decem- 
ber 9th. (Cognate application, 5,090/16.) 

17,335. THermat ELECTRICAL SWITCHING AND/OR ACTUATING APPARATUS FOR 
THE AurOMATIC CONTROL OF TEMPERATURE. E. С. St. John. December 10th. 

17,497. ELECTRIC AND PNEUMATIC CONTROL MECHANISM, PARTICULARLY FOR USE 
iN. Denrat Surcery. O. H. Pieper & A. Е, Pieper. December 14th. (October 
Lith, 1915.) 

2916. 


The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proccedings will be taken. 

7233. ELECTRICALLY-OPERATED PokrastE Vacuum Creaners. H. Scholey. 
Jaruary 17th, 1916. [102,521]. 

948. Evectric Swircnues. F. J. Testor & F. Testor's Fabriks Aktiebolag. 
January 20th. 1916.  [102,523.] 

972. Согх-ғккЕр TrirrnoNic Apparatus. F. M. Balding, J. Be Scantlebury 
and G. S. P. Scantlebury. January 20th, 1918. (102,396. 

1,502. TESTING ARRANGEMENT FOR MACHINE TELEPHONE SWITCHING SysTEMs. 
Western. Electric Co. (Western. Electric Co., U.S.A.). February Ist, 1910. 
102,531. 
| | ама PLucs. J. L. Evans. February 9th, 1916. [102,402.] 

2.044. WaLL BOXES FOR CONTAINING ELECTRICAL Swircues, PLUGS, AND THE 
LiKE. A. E. Read, J. E. Franks & M. Brooks. February llth, 1916. 
[102,404.] 

3,599, CIRCUIT ARRANGEMENTS FOR TELEPHONE OR OTHER INSTALLATIONS PRO- 
VIDED WITH SELECTING Devices. Siemens Bros. & Co. and T. Pettigrew. March 
10th, 1916. (Addition to 7,128/13.) [102,419.) 

4,625. Exectric ToRcHEs. А. A. King. March 29th, 1916. [102,426.] 

5,596. INTER-COMMUNICATION TELEPHONE Systems. J. W. Dungey & C. B. 
Kersting. April 17th, 1916. [102,565.] 

6,589. Startins AND Storrins Devices ror Exvectric Motors. J. G. Hen- 
derson. May 8th, 1916.  [192,434.] 

7,232. Evectric Devices кок AUTOMATICALLY Turninc Licirrs On ов Orr. 
E. Steiger, May 22nd, 19165. [102,575.) 

7,334. Tetrorarn Key. Е. Palmer. May 29th, 1915. (Patent No. 100,590.) 


7,616. Exvecrric Sicnaitinc Apparatus. F. Ritchie. May 29th, 1916. 
102,445. ; 

Ho: eee METERS OR Rerays. British Westinghouse Electric and 
Manufacturing Co. (Westinghouse Electric and Manufacturing Co., U.S.A.). 
June 12th. (Patent No. 102,336.) 

8,339. Ногрекѕ= FoR Exectric Lames. R. B. Benjamin. July 8th, 1915. 
[100,536.] 

9,040. ALIGHĦTING SIGNAL АРРАКАТСЅ FoR AEROPLANES AND. HYDRO-AEROPLANES. 
August 21st, 1915. (Patent No. 101,283.) 

9,179, TrLEPHONE Systems. Е, Merriman. June 29th, 1916. [102,454.] 

9.249. Mews For Controituinc Excectric Motors.  Igranic Electric Co. 
(Cutler-Hammer Manufacturing Co., U.S.A.). June 30th, 1916.  [102,585.] 

9,927. Mkrnobps OF AND APPARATUS FOR PRODUCING ASYMMETRIC МАУЕЅ OF 
ELectkOMOTIVE Force. British Westinghouse Electric & Manufacturing Co. 
Jule 14th, 1915. — [100,893.] 

10.335. Toxrsation Devices FOR. AMPLIFYING ELECIRIC CURRENTS AND SIMILAR 
PULPOSES. Western Electric Co. (Western. Electric Co., U.S.A.). July 22nd. 
1016. (102,589.] 

13,820. Automatic Ienition Apvancinc Devices ror Масхетоѕ. L. Bignon 
and J. C. Rousset. October 2nd, 1915. (Patent No. 101,712.) 
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LABOUR AND INDUSTRY. 


—— —. —-—-—-- 


IN October last we Bondi welcomed the estab- 
lishment of a new Government Department under 
the presiding influence of Mr. Arthur Henderson. 
then the Labour Adviser to the Government, with, 
among its prime objects, the laying of the founda- 
tions for a regular and definite system of co-opera- 
tion and communication between industry and the 
Government. We regarded it as the organisation 
needed in order that negotiations might be con- 
cucted, and material collected, which would indicate 
upon what new basis we might expect to be able to 
[аша our scheme for industrial harmony after the 
war. It was Mr. Henderson's desire to represent 
industry as a whole, not unduly biased in favour of 
Labour, nor neglectful of the interests of Capital, 
and suggestions were invited from both sides. The 
Employers’ Parliamentary Council raised objection 
t» the appointment being filled by a Labour man, 
but we believe that it would have been extremely 
d.ficult to suggest a course more appropriate to the 
situation then prevailing? In the three or four 
months that have since elapsed there have been 
important changes in our public life, and one of 
these has been the falling of the reins of this 
new Department from the hands of Mr. Hender- 
derson to those of Mr. John Hodge, also a 
Labour man. Now, unless we are strangely mis- 
taken, Mr. Hodge means to hold the reins with а 
vety tight hand—the whip as well, judging from his 
ailusions to the failings of the soulless managers of 
Labour Exchanges. The present Minister of 
Labour was first revealed to us as a coming force 
ia connection with our national industrial problems 
last year, when he presided over the great Labour 
meeting at Queen's Hall addressed by Mr. W. M. 
Hughes, the Australian Prime Minister. In our pre- 
sent very serious deliberations he is for the nation 
a tower of strength, because we believe him to have 
had ample opportunities for grasping the problems 
of the manufacturer as well as understanding the 
necessities and legitimate claims of the worker. We 
believe him to have the confidence of large numbers 
of the workers, and what, perhaps, is more to the 
point so far as this journal is concerned, of the 
workers connected with the iron and steel and engi- 
neering trades of the United Kingdom. Therefore, 
we desire to extend to him, as we did in like circum- 
stances to Mr. Henderson, and as we did also to 
Mr. G. H. Roberts, M.P., now Under Secretary for 
the Board of Trade, on the occasion of a frank, but 
conciliatory and most useful, speech which he de- 
livered at the Mansion House two or three months 
ago, a cordial welcome to a position of some con- 
siderable influence in national affairs. But other 
important things besides these changes in per- 
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sonnel have also taken place during the last 
few months. We have at various stages of 
hostilities discovered that it is an engineer's war, 
that it is a war of munitions, that it is a war in 
which the silver bullets must tell. Latterly, how- 
ever, we have been learning that it is a war between 
the workers, and as we write, in the midst of the 
War Loan activitv, we recognise more than ever 
that Capital, whether of the princely rich or of the 
small householder struggling with heavy bills in 
order to be able to buv a war-savings certificate, 
is the great essential if all the other forces—naval, 
military, munition, and agricultural—are to be pro- 
vided with the equipment which will enable them to 
carry the Allied cause to the only Victory that 
will make life béarable. Equipment, then, and 
money for equipment now and in the coming 
months, are the needs of the moment, and it is im- 
portant that the world should know that our mil- 
lions of workers are solid in their determination to 
do their bit to defeat the would-be oppressors of 
Europe. Mr. Appleton. Secretary of the General 
Federation of Trade Unions, has rendered useful 
service in according an interview to an American 
newspaper, in which he has made it clear that, so 
far as he is able to represent the sentiments of 
British workers, it is unlikely that they will tolerate 
relations with the German working-class movement 
after the war, unless the German workers '' mwumne- 
diately and forcibly repudiate the dastardly acts of 
the German Government." He appeals to the 
workers of America not to allow anything to stand 
in the way of efforts to bind up the wounds of 
Belgium and restore her to her place among the 
nations. He affirms that the sense of justice and 
of right of the roughest of British workmen is 
sound and true in this connection. Is it too 
much to hope that thé truth will find its way 
into the German workers’ minds, and that the 
scales will at last fall from their eyes, showing that 
the pressure that will be increasingly used by the 
Allies is in their own ultimate interest ? 

But to return to the Minister of Labour—we wel- 
come the note of optimism with which he has com- 
menced his very difficult work. We must remember 
that he has been all his life connected with our 
steel industries, and that, therefore, inevitably those 
industries loom very largely on his horizon. In 
Press interviews, he has just expressed the firm 
conviction that there is certain to be a boom after the 
war; also that in many factories now employed in 
war-work there need be no stoppage at all, only a 
change-over from one class of manufacture to an- 
other. 


Factories that are making steel for war purposes must be 
immediately directed to supplying steel for industrial pur- 
poses. Industries are now being starved for steel, and they 
will want all they can get. Shipbuilding will be pushed on 
as rapidly as possible. Therefore there will be full employ- 
ment for engineers generally. Engines and cranes and 
machinery of all kinds are now being worn out. The present 
is not the time to renew them—that lies with the future. 
Many things that we are now making the best of in all 
departments of life will call for instant renewal, and it will 
all mean more work. i 

I do not really think that there will have to be very much 
displacement of labour. I believe there wil be a keen 
demand for open-air work when the men come back. The 
land will attract many thousands. In fact, for some trades, 
such as the leather and building trades, the difficulty will be 
to find the men to do the work. 


Our duty, however, is to be prepared by means 
of existing, and, if need be, additional, organi- 
sations for facilitatmg the return of demobilised 
men to their former avocations if they desire, 
or to such other occupations as their state of health 
and altered dispositions incline them. If we make 
suitable plans in good time, we may be able to 
carry through the change with a minimum of fric- 
tion, and we can the better make plans which will 
be acceptable to all parties if there be that spirit of 
co.operation between employer and employed 


agreement practical in due course. 


“mobilised. 


under Government auspices, for which we are all 
longing. 

It has been put to Mr. Hodge by some em- 
ployers that in the past the Government has con- 
sulted Labour more than Capital. That is an old 
grievance of industry which we should not have 
cared to dwell upon too pointedly just now for fear 
of spoiling the atmosphere, but Mr. Hodge is not 
going to shut his eyes to indisputable facts. Whether 
or not he accepts the employers’ complaint as being 
accurate, he makes it clear that, as Labour Minister, 
he will not pursue that policy. '' Both sides must 
be heard; otherwise it will be impossible for con- 
fidence to be retained." We are sure that this atti-, 
tude will be hailed by right-minded men on both 
sides as the only fair and equitable one. A number 
of preliminary conferences between masters and 
men have been held, and it appears that these are 
to form but the prelude to bigger conferences or 
co-ordinated policy which may make actual working 
Indeed, it is 
announced that to-morrow there is to be held at 
Birmingham a meeting of the newly-formed National 
Alliance of Employers and Employed. Mr. Neville 
Chamberlain, who, as we have already shown, has 
been deeply interested in the relations of Capital 
and Labour after the war, is to preside, and Mr. 
Hodge and Mr. Appleton will probably be present. 

Taking for granted a boom in trade, with plenty for 
the engineering and iron and steel, and some other, 
trades to do, and assuming a spirit of harmony be- 
tween Capital and Labour, what we have to see to 
is that the way is clear for fighters to return to work. 
and present workers, as far as necessary. to change 
over to whatever their future occupations are to be. 
The ease with which these operations can be con- 
ducted is dependent in part upon the number of 
men to be demobilised from the Army, the absorb- 
ing power of industry, and the rate at which both 
the Army and the munition workers are to be de- 
We gather that the Demobilisation 
Committee, in an interim report, estimates that the 
Army will release 30.000 men per week, and we can 
roughly calculate over what period demobilisation 
would be spread if we assume the number of mil- 
lions ultimately to be freed. The rate of demobilis- 
ing munition workers is to be recommended in a 
report that is promised by the Reconstruction Com- 
inittee. It depends, we suppose, upon too many 
factors for any estimate other than of a most specu- 
lative and unreliable nature to be made, but we must. 
in the absence of other information, presume that Mr 
Hodge has some good reason, officially based, for hi: 
belief that there will not have to be very much dis- 
placement of labour. Nevertheless, when the soldiers 
do return, and when such munitions workers as are 
not required are to be released, we shall require a 
most efficient organisation in a state of complete 
readiness to begin operations to get the industrial, 
commercial, and, may we add, the professional, 
forces back to peaceful callings. It is one of Mr. 
Hodge's duties, as Minister of Labour, to see that 
this organisation is established on right lines. and 
in time. He naturally turns to the system of Labour 
Exchanges, which was set up some years ago, and 
has worked in some places satisfactorilv, and in 
others not so. He proposes that these Exchanges 
fcrm the nucleus of the said organisation, but he 
knows that the past has not left a halo of glory 
around the heads of these departments. They 
appear to be disliked both by emplovers and by 
Trade Unionists. Our own ‘‘ Correspondence "' 
columns, and those of other technical journals, have 
shown that for certain classes of engineers the 
Labour Exchanges have been far from satisfactory. 
and the mere necessity of having to apply through 
them has aroused a sort of professional resentment. 
There need be no ground for such feeling if the Ex- 
changes be conducted in a proper manner, that 1s. 
as Mr. Hodge says, “with sympathy and under. 
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standing." We hope that he will succeed in secur- 
ing the appointment of committees which shall con- 
trol the policy of the managers of the Exchanges 
and make them ''live organisations." It is of the 
greatest possible importance, as he recognises, that 
the men in charge should try to understand '' what 
a man who registers is fitted for." Mr. Hodge says 
that his Department is seeking to anticipate the 
report of the Demobilisation Committee by planning 
the extension of the Employment Exchanges, “ ѕо 
that, in the event of Peace coming on us hurriedly, 
we may be in a position to handle the great problem 
of demobilisation promptly and efficiently." In 
that work of extension, the atmosphere of suspicion 
must be cleared away, and a spirit of sympathy must 
take its place, so that all the parties who ought to 
be able to relieve the situation may co»operate with 
the best possible results. We are glad to observe 
that, optimist though he is, and eager to weigh up 
the merits of all parties, Mr. Hodge does not under- 
estimate the difficulties of the situation, and the 
engineering industry will wish for him, and for the 
other authorities who are at present engaged pre- 
paring the way, a complete success to their efforts. 
for the matter concerns the early future of the whole 
nation. We trust that to-morrow nrght's meeting 
at Birmingham will signalise a real advance in the 
movement toward harmony. | 


WE commend to the earnest atten- 

Our Trade with tion of our manufacturers the inter- 
New Zealand. esting report by Mr. R. W. Dalton, 

| H.M. Trade Commissioner in New 
Zealand, on the position of the import trade of that 


Dominion. He finds, as might be anticipated, that 


the sentiment is strongly in favoür of manufactures 
from the Mother Country, not only because of kin- 
ship, but because it is recognised that trade between 
the Dominion and Home must be encouraged in 
the interests of the Empire. Doubtless owing to 
the heavy war demands upon our engineering fac- 
tories, the exports to New Zealand fell off to some 
extent in 1916, but if our firms are able to take 
appropriate action to increase the efficiency of their 
selling organisations without delay, there should be 
little difficulty in regaining any lost ground at the 
close of the war. But we gather from Mr. Dalton's 
remarks that what we have already stated in regard 
to other markets is equally true of New Zealand, 
namely, we need to acquaint the buyer there at once 
with the'reasons for our inability to do all that we 
should like to do to meet their requirements, and to 
assure them of the undoubtedly better position in 
which we shall be as electrical and engineering manu- 
facturers as the result of our present war industrial 
activities. We may, however, leave the report to 
speak for itself on this and other interesting points. 
such as the danger of losing to foreign firms good 
agents who ought to be secured before their hands 
are tied. 

We must remember that electrical matters are be- 
ginning to move very satisfactorily in New Zealand. 
The Lake Coleridge power scheme is likelv to 
Prove a success. All the power that can be 
produced is taken up on contract, and there is still 
att unsatisfied demand which can only be met by 
extension. Тһе progress of this scheme has also 
given rise to a disposition to develop other water 
powers, of which there are many throughout the 
Dominion. A recent declaration of one of the 
Ministers indicated that careful inquiries were being 
made with a view to the provision of electrical 
Pcwer throughout the North Island by the construc- 
tion of one or two stations. It was hinted some 
time ago that the Government were going to 
take over the Hora Hora power works, which 
supply power to the Waihi Gold Mines. This was 
Subsequently denied. but there can be no doubt that 


electricity, and all the appliances that it brings in 
its train, are destined to have a big future in New 
Zealand. America is having a great time at pre- 
sent, partly because of efficient and energetic repre- 
sentation when others are perforce inactive, and it 
will require an effort on our part to recover ground 
which has necessarily gone to them during the war. 
We are informed that the deficiencies of British 
trade are inexperience with high-tension plant and 
with water-power and turbines. It is also stated that 
there is a backwardness in the production of up-to- 
date cooking and heating appliances as compared 
with the American. Labour is, of course, a great 
problem, and any labour-saving device is at a pre- 
mium. The country is one of great promise from 
every point of view. It can prosperously accom- 
modate a vastly increased population, and electric- 
ally the outlook is the brightest for British firms if 
they can only be prepared to handle the situation 
enterprisingly, either now or immediately war de- 
mands begin to ease off. | 


——— — — € a M MÀ 


As recorded in our last issue, Mr. 

Dublin Again. L. J. Kettle, Deputy City Electrical 

Engineer to the Corporation of 
Dublin, is not minded to let judgment go by de- 
fault; he considers that Col. d'Alton's reports 
reflect very seriously upon his own technical abilities. 
and adopts the characteristically Irish expedient of 
issuing a sporting challenge to the Colonel to make 
vood his criticisms on the floor of the electricity 
works; he is prepared to run the works—or the 
undertaking--for a week or a month or a year 
avainst Col. d'Alton, and guarantees to show at 
least equally good results, the stakes being the ` 
salaries of the combatants—plus, we suppose, their 
professional reputations. 

We admire the spirit of the challenge, though we 
dc not see the remotest possibility of its being 
accepted. We are bound to sympathise with Mr. 
Kettle, whatever the merits oí the quarrel, for it 
cannot be denied that the Corporation never gave 
either him or Mr. Ruddle a fair chance to do the 
best for the undertaking. We have neither'time 
nor inclination to discuss the pros and cons of the 
controversy, which has already evoked an amazing 
superfluity of reports and, we have no doubt, a 
corresponding chaos of undercurrents such as 
usually confuse the issues of any Irish argument; 
some inkling of the situation may perhaps be 
eathered from the last paragraph of Mr. Kettle's 
letter, in which King Charles's head pops up in the 
shape of a reference to the need for ' a good sys- 
tem of Home Government " as the only thing that 
will improve the load factor—but that is by the way. 
What we wish to say is this: in these strenuous 
times it behoves us, one and all, to sink all personal 
considerations and work solely, whole-heartedly, and 
with our utmost energy for the good of the State, 
and of every community in the State. It occurs 
to us that if Mr. Kettle could forgo his quest for 
blood and join hands with Col. d'Alton in the one 
ereat aim of placing the Dublin electricity under- 
taking on the soundest possible financial, commer- 
cial, and technical basis, he would perform a feat 
worthy of the highest commendation. Granted that 
it would necessitate an heroic effort of self-abnega- 
ticon—but great deeds are not achieved by little men, 
and we sincerely believe that by adopting this 
course Mr. Kettle would not only earn the grati- 
tude and esteem» of his fellow-citizens, but would 
also most surely attain the goal of his ambition. 
There is nothing derogatory to the dignity of a 
central-station engineer in collaborating with a con- 
sulting engineer—it is am every-day occurrence-- 
and it is to be hoped that. in the interests of Dublin 
City, both Col. d'Alton and Mr. Kettle will give the’ 
matter careful consideration from,.this point of view. 


60 THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,043, JANUARY 19, 1917, | 


CABLE JUNCTION BOXES. 


Bv 8. G. 


(Concluded from page 32.) 


Disconnecling Links.—' These take various forms, accord- 
ing to the likeg and dislikes of che designers and users. 

Fig. 12 illustrates an ordinary “ bolted down" flat link ; 
а brass set-screw or a stud and nut can be used for fixing. 
For alternating current, lock nuts or spring washers should 
be used. 

An improvement when a stud and nut are used is shown at 
fip. 13. As will be seen, the stud has a projection turned 


Fig. 12. Fig. 13. 
on the eud ; this prevente the nut from falling into the box 
when it is being undone with the spanner. 

The bolted faces of all disconnecting links and fittings 
should be perfectly smooth ; the current density on these 
faceg should not exceed 200 amperes per sq. in., and the 
sectional area of the fittings should be such that the current 
density does not exceed 800 amperes рег sq. in. in copper. 


Fig. 14, 


Another form of disconnecting link is shown in fig. 14. 
This design allows the link to be disconnected without 
the entire removal of the nut and washer, the link being 
slotted. — . | 

Fig. 15 illustrates a spring contact link. "The advantage 
of this type of link ig that it can be readily removed with- 
out the use of a spanner. The current density in the spring 
contact as well as the link should not exceed 800 amperes 
per sq. in. in copper, and the contact surface should not 
carry more than 200 amperes per sq. in. Ав will be seen, 
the contact clips are sweated into the contact block, and, if 
desired, they can be riveted in addition. 


Fig, 15. 


Fia. 18. 


Fia. 17. 


Ба. 16. 


Fig. 16 illustrates similar contacts bolted to the sides 
of the contact block, and more easily renewable. 

Fig. 17 illustrates a similar contact, the whole of the 
clip being made in one piece. 

In order to t & a good job with any of the above 
spring contacts, it is absolutely essential that the links be 
“ ground in” properly, first using a fine powder with oil, 
then thoroughly cleaning both links and clipe, and finally 
* grinding in." It is not good enough to take the clipe 
direct from the press and the links direct from the milling 


machine and mount them in the box. If the job ix worth 
doing at all, it is worth doing well and properly. 

The mounting of fittings inside the box is a point 
which requires special attention. 

In the old days, fittings were mounted on any kind of 
wooden base; then teak was adopted as a standard 
méthod for many years, and is, in fact, used to a great 
extent even now. 

For the better class of insulation, porcelain has super- 
seded teak, and now there is a tendency for porcelain to be 
superseded by iron or steel bars covered with micanite. 

Of course, for E.H.T. work nothing, in the writer’s opinion, 
can be compared with porcelain boxes, and for all H.T. and 
E.H.T. work shields or separators should be used between 
the poles or phases. | 

Fig. 18 illustrates a fitting mounted on a teak base for 
voltages not exceeding 500. The hase should be well boiled 


in paraffin wax, and a strip of mica should be placed 
between the fitting and the base. The base should rest on 
porcelain buttons. 

Fig. 19 illustrates a fitting mounted on porcelain insula- 
tion for either L.T. or H.T. work, the length of the insulator 


varying according to the voltage. 


Fig. 20 illustrates another form of porcelain insulation, 
the difference being that two insulators are used ; the hole 


is bushed with a mica tube, and the pair are gripped on to 
an iron bar by means of the contact stalk. 

Fig. 21 illustrates another form of porcelair insulation. 
The insulator is threaded on to a wrought-iron bar, and the 
fitting is bolted on to the insulator. | 

Fig. 22 illustrates what is known as the “ mushroom " 
insulator. 


Figs. 23 and 24 illustrate how the fittings are mounted: 
on metal bars covered with micanite ; in one case a light 
steel tube is used, and in the other case a flat wrought-iron 
bar is used. 
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This method of insulating was first adopted, so far as the 
writer recollects, on controller work, about 11 years ago, 
with good results. 

Fig. 25 illustrates a disconnecting link mounted inside a 


Fig. 26. 


porcelain box which is provided with a glass lid. The 
advantage of this type of mounting is the high insulation 
obtainable and the small amount of risk from accidental 
contact with the live parts. 

Spreaders and Separators.—Non-disconnecting joint boxes 
for“ core" cables are sometimes, but notalways, provided with 


Am 


Ес. 29. , Га. 30. 


these, and it is generally a matter of opinion whether they 
shall be employed or not. In the writer’s opinion the best 
job, although a little more expensive, is where spreaders are 
used. Spreaders' take various forms, as will be seen by 
referring to figs. 26, 27, and 28, the materials used being 
either teak, ebonite, or porcelain. 


JPF 


Fig. 32. . Fic. 33. 


Fig.’ 34. Fic. 35. 
Wood Bushes.—Cables should on no account be taken 
through the holes in the boxes unless the latter are fitted 
with wood bushes, well boiled in paraffin wax, with the 
sharp edges of the holes taken off, as shown in fig. 29. 
These wood bushes prevent the cable from being damaged 
by the small pieces or sharp 
edges on the cast-iron, which, 
In the case of a rubber or 
bitumen cable, have been 
own to cut right through 
the insulation, as in fig. 30. 
The length of the wood bush 
should be consideréd in rela- 
tion to the diameter of the 
cable, and the following di- 
mensions are suggested: for 
lead-sheathed cables, length of 
wood bush = р x 1. For 
Tübber or bitumen cables, 
D x 1:5, where D = the diameter over the insulation. 
Compound Pockéts—Fig. 81 illustrates a compound 
Pocket added to the end of a junction or network box 
gland. This pocket is used for sealing-off the end of the 


Fig. 36. 


cable, and, as will be observed, improves the appearance 
the joint when completed. 

Lifting Handles.—All lids of disconnecting boxes sho 
be provided with lifting handles made of wrought-iron, 
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Fic. 27. Fia. 28. 


cast into the lids of the boxes. Cast-iron handles 
useless, as they get broken off either en rpute or on site. 

Firing Feet.—Sometimes boxes are required for fixing 
a wall or on the floor, in which case it very often occ 
that the designer or draughtsman overlooks the fact - 
strength is the ruling condition. "This point should rec 
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Fie. 31. 


special attention, for a broken fixing foot is almost equ 
lent to-the whole box being broken. It is not only in 
erection that breakages occur, but on the railway as | 
Wrought-iron fixing straps are often used, but in most c 
they look ugly. 

Coaliny of Boxes.—All cast-iron underground b 
should be coated with compound. The compound ust 
used is known as “ Dr. Angus Smith’s Compound.” 

A formula for this is as follows :— 


Coal tar, 1 ewt. 

Slaked lime, 10 lb. 

Pine resin, 4 Ib. 

Tallow, 7 lb. 

Coal naphtha, sufficient to thin down. 


If the castings, when taken fairly hot from the sand 
plunged into a vat containing this compound, left f 
short time, and then allowed to drip, it will be found 
when cold a very good coating is produced, which is а. 
protection against rusting. 

Pavement Frames and Covers.—Thousands of these 
at present in use, and I think there is only one | 
which requires the designer’s special attention—and thi 
when the pavement frame forms part of the cast-iron 
it should be remembered that sometimes they are place 
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Fic. 37. Fic. 38. 


Fig. 39. 


pavements which have a more or less steep gradien 
which case the cast-iron pit must be provided with sui 
adjusting screws to adjust the frame and cover to sui 
angle of the pavement. 
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Lead Sleeve Joinis,—Lead sleeves are very often em- 
ployed in making joints on three-core cables, mostly for 
H.T. work. The sleeve is plumbed on to the lead sheathing 
of the cable, and in most cases the complete joint is enclosed 
in a cast-iron shell or box, both the lead sleeve and the 
cast-iron shell being filled with compound. 

A cheap form of underground house service box is also 
made by means of lead sheet pressed into the required shape, 
and, when fixed in position, it can be “bricked up" for 
protection. a 

Lid Joinís.— These take various forms according to 
special requirements, and to the likes or dislikes of both 
designers and users. 

Fig. 82 illustrates a common tongue-and-groove joint 
which is commonly used in almost all non-disconnecting 
boxes ; the groove can be filled with compound or packing 
material, such as cotton, spun yarn, &c. 

Fig. 33 illustrates a miniature tongue-and-groove joint, 
sometimes, but not often, used. 

Figs. 34 and 35 illustrate what is known as a “split” 
joint, the groove being filled with compound or packing. 

Fig. 36 illustrates a bolted “machined” joint. This 
type is rather expensive, but has its advantages. , 

Fig. 37 illustrates a similar joint, but the parts are 
secured by means of a swing bolt (a wing nut can be used, 
if desired). | 

Fig. 38 illustrates what is known as a *'bolted-down 
packed joint." | 

Fig. 39 illustrates a “ diving-bell" lid, and is used for 
disconnecting boxes, where the lid can be removed quickly 
without having to waste time undoing a number of bolts 
and nuts. 

Compound.—It was not until paper-insulated cables were 
manufactured that much, if any, attention was given to the 
filling of joint boxes with compound. 

In about the year 1900 trouble in this respect began to 
show itself, and it was then that cable engineers began to 
look around to find means of overcoming the trouble. 

It often occurred 'that one was called out at midnight, or 
in the early hours of the morning, to locate a fault, which 


si M Fie. 40. 


was often traced to moisture having crept along the cable 
due to the end of the same not being properly sealed. 

In those days faults were not so easily located as they are 
at present, and it very often occurred that quite a long 
length of excavation had to be made before the fault 
could be found. 

Not only was there the inconvenience of getting out of & 
warm bed at midnight, especially if it happened in winter 
time and the ground was covered with snow, or perhaps it 
was raining very hard, but also the expense of pulling up 
the road and reinstating it. | 

In the first place, a suitable compound should be used. 


By suitable, I mean one which is suitable for the voltage at. 


which the cable is working, one which will adhere properly 
to the cast-iron box, and one which is suitable for the 
climate. | 

The actual filling of the box with compound is a matter 
which requires very careful attention. It often occurs that 
insufficient time is allowed for this procedure ; this is a 
dh mistake, and i& bound to be discovered sooner or 
ater. 

Care should be taken when melting the compound on a 
fire or “devil” in а bucket to melt it slowly, and as 
soon as it begins to soften around the edge of the bucket, 
it must be constantly stirred and kept on the move b 
means of a ladle or other suitable metal article whic 
is clean and near to hand. A wooden stick must not be 


used until all the lumps are thoroughly melted. Do not 
et it boil. 


- rushed. 


` 
Whilst the compound is melting, the box must be 
thoroughly warmed all over with a blow lamp. This part 
of the business is often neglected, sometimes due to 
impatience on the part of the jointer, sometimes for other 


. reasons. 


I would here emphasise the fact that it is absolutely 
essential that the whole of the box be thoroughly warmed - 
before being filled. | 

When the box and the compound are quite ready, filling 
can be commenced. 

The jointer must keep the blow lamp playing all over 
the box during the whole of the time of the filling, so that 
the temperature of the box is not reduced. The compound 
must be poured in a little at a time until the box is filled. 

The box can then be left to cool; when cool, and con- 
traction has taken place, it can be topped up. 

The lids of all boxes which have to be filled with com- 
pound should be domed, and the filling holes should be 
placed at the highest point of the dome. 

An improvement on this is shown at fig. 40, two spouts 
being cast on the lid. 

In order to overcome the formation of cavities or blow- 
holes in the compound experienced with the ordinary 
methods employed in filling boxes, special filling funnels 
have been designed. One is known as the “ Dickenson 
Cover," and another the * Glover Filling Funnel." 

Finally, I would emphasise the fact that if the ordinary 
method of filling is adopted, it must on no account be 
It is & business which requires patience, and 
sufficient time must be taken to do the job properly. 


SOME CONSIDERATIONS 
AFFECTING THE USE OF ELECTRICITY 
IN AGRICULTURE. 


ONE of the most unsatisfactory features of the past two 
years has been the persistent indications that British farming, 
almost alone of all our industries, has failed to respond in 
anything like the required degree to the urgent call for 
increased effort to meet the emergency conditions arising 
out of the war. 

This is not a matter for surprise, as the outbreak of war 
found our agricultural industry not only sadly neglected, in 
the sense that it does not appear to have been anybody's 
duty to provide it with the scientific and commercial organ- 
isation which is essential to a prosperous industry, but also 
greatly embarrassed by a long period of ruinous competition 
to which it was condemned for political rather than economic 
considerations. The seriousness of the resulting situation 
to a nation at war can scarcely be over-estimated, for food is 
an essential factor, possibly determining the issue of the 
conflict, which the gigantic scale of modern operations 
appears to render more and more difficult of decision on the 
battlefield. "Thus it is fair to rank food as a munition of 
the first importance, and to secure at all costs the industry 
involved in its production, though—astonishing as it may 
seem—this view of the matter is only dimly appreciated 
by the average individual, and even official circles have 
only recently translated their appreciation into decisive 
action. 

A recent article in the Daily Express appealing to the 
then Minister of Agriculture, and urging him “to assert 
himself and make his Ministry a reality," said :—“ The 
problem of agriculture is the problem of the greater part of 
the nation’s food. It should be dealt with as a whole, and 
every part should be co-ordinated to the other parts. All | 
the indications to-day are in the direction of piecemeal 
compromises, which will lead us nowhere except into a 
position full of the gravest peril.” 

We refer to this subject now, as on previous occasions, 
because we believe that the successful future of our agri- 
cultural industry is intimately bound up with the organised 
application of electricity to agricultural uses on a large 
scale, and that if the problem is to be dealt with as a whole, 
as it obviously should be, then careful consideration must 
be given to the prospective use of electricity on farms in all 
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those areas where a supply of electricity can be made avail- 
able with our existing resources. 

After all, farming, in common with every other industry 
employing labour, is more or less an engineering problem, 
to the extent that labour-saving machinery may be adopted 
in connection with it, and because farm power, owing to 
the very nature of its employment, is more than ordinarily 
liable to inefficient production and wasteful application 
under average conditions of use. 

To put the matter quite frankly, the farming industry, 
in comparison with other leading industries, has, as regards 


the methods employed, been nearly stationary for more years ` 


than most of us can remember; and it is not easy to 
account for this, except on the hypothesis that those 
interested in it have never treated it seriously, and have, 
therefore, lacked the necessary enterprise to adapt the 
practical teachings of the engineer and chemist and com- 
mercial organiser to their own line of business. 

It is well to note, however, that farming is ** not as other 
industries," and factors enter into its successful conduct 
which differentiate it from most other industries which 
have adopted electrical methods, and frequently found it 
profitable at the same time to modify their processes and ideas. 

These matters have been discussed by various writers, and 
Dr. Russell* points out a fundamental distinction—namely, 
that, except iu rare cases, the farmer does not grow for 
contracts, but always for “ stock ” ; the manufacturer knows 
exactly what he will be paid, as а rule,'and, therefore, what 
he can afford to spend and how far he can go in introducing 
new methods. The farmer cannot do this; he cannot be 
certain either of his crops or what price he will get for 
them, and he lays out money on а crop which will not be 
sold for 15 months. : 

While we think that Dr. Russell has underestimated 
the speculative risk attaching to ordinary manufacturing 
operations, it is a fact that the weather introduces an unusual 
risk in the case of farming, interfering with' labour at times, 
and at others seriously influencing growth and ingathering. 

On the question of farm labour, Mr. Wibberleyt argues 
that, judged from an efficiency standpoint, the rate of wages 
is actually higher on the land than off it ; the men must be 
paid on the farm whether they are performing effective 
work or not, and practically all the tillage operations are 
crushed into about a ten-week period in the autumii, 
instead of having an even labour distribution throughout 
the year, unaffected by weather conditions. We may add 
that Mr. Wibberley goes on to urge the adoption of a system 
of * continuous cropping,” which is described as an attempt 
to farm on factory lines, i.e., to spread out tillage operations 
over the greater part of the year, an arrangement which 
would obviously tend to more efficient use of machinery 
and labour. - An article in our American contemporary T'he 


Central Station, some months ago, referred to the ** factory 


Idea" in farming, pointing out that the real secret of the 
transformation is electricity, which is saving farm life from 
its monotonous drudgery. The transmission line gives the 
farmer an independence of action which he has not had 
before. Far-seeing owners of large interests, it says, realise 
that the farms of the United States, conducted on business 
lines, are assuming the character of conservative business 
propositions through the agency of central station power ; 
further, the central station managers are urged to remember 
this fact —and this admonition should be noted with interest 
In this country. Looking at the problem of maximum 
production of food purely from the abstract point of view, 
it is evident that the farming industry, in common with 
others, can with advantage modify existing methods, 
particularly if the full benefit of engineering developments 
18 to be secured. 

Farming on a scale consonant with engineering ideas of 
efficiency and labour economy is clearly not easy of accom- 
plishment in a country where farms and fields are, for the 
most part, comparatively small in extent, and where, more- 
over, the situation is complicated by the numerous tenant 
farmers. 

- However, it will be admitted that from an engineering, 
and especially an electrical, point of view, 20 100-acre farms 
can be dealt with with greater success as a single unit than 


* Pres. Address, Agricultural Section, B.A., 1916, 
T T. Wibberley on " War-Time Farming." 


if treated separately, and if, as would seem a logical possi- 
bility of the future, larger commercial and financial 
interests are involved in home production of food, it can 
scarcely be doubted that the engineering side of farming, 
and any reorganisation of method necessitated in its develop- 
ment, will be regarded as essential to success. 

That the ideas outlined above are by no means utopian, 
is shown by a recent American venture described in the 
Scientific American, under the title “ How Wall Street Tills 
the Soil."* 

In this case a large New York City farming company has 
reclaimed and cultivated а marsh, now known as Oak 
Orchard Farm, covering apparently about 20 sq. miles, 
which is employed in general farming on modern industrial 
lines. | 

To quote the article, “ Corporation ideals, corporation 
methods of handling employés, machinery, costs manufac- 
tures and sales, and corporation efficieneies—all these are 
being applied to the tilling of the soil. . . . Capital is 
growing things in the ground—after the fashion of her own 
successful experience in other lines." The conversion of 
the swamp was an engineering achievement, a wide drainage 
canal being dredged down the valley with 100 miles of 
lateral ditches ; the company drained, cleared, ploughed, 
harrowed, sowed, and harvested certain areas within 
12 months. 

Practically nothing but oil tractors, ploughs, and culti- 
vators are employed ; miles of telephone wires connect. the 
various quarters, while the villages, silos, canneries, and 
packing plants employ both electric light and power. It will 
be conceded that farming in this case is rapidly becoming a 
manufacturing business ; an unusual amount. of. machinery 
is employed, and this appeals to the interest of the em- 
ployés who learn something else but hand labour. If the 
farm can be made to offer an adequate return on capital, 
when conducted on industrial lines, what sound reasons 
are there for neglecting intensive farming ? 

The Editor of Farm, Stork and Home, in voicing advanced 
American opinion, says “ we are faced with the necessity of 
choosing between co-operative effort on the one hand and 
corporate farming on the other, at least along many lines. 
The economic tendencies are, of course, all in the direction 
of larger units of operation." 

It is safe to assume that the fuller realisation of our own 
recently-awakened national aspirations in the matter of food 
production will sooner or later result in similar develop- 
ments in this country, and it is up to us to ensure that such 
development shall be “all-electric” ‘wherever possible. 
This ideal, however, will not be achieved unless our elec- 
trical supply authorities adopt a more enlightened attitude 
than they have done in the past in regard to agricultural 
electricity supply ; the knowledge that, for instance, an 
organisation existed with the sole object of promoting the 
commercial use of electricity on the farm, would encourage 
engineers, agriculturalists, manufacturers of plant, and others 
interested in this many-sided question, to arrive at an 
understanding, and to scheme for some definite and 
tangible result. 

American views on this subject are, of course, well known, 
but we may quote the view of the Journal of Electricity, 
Power and Gas, that the future of agricultural power, par? 
ticularly in the Western States of America, where electric 

power is available in most agricultural regions, is dependent 
upon the development of electric tractors and farm imple- 
ments. Electric motors are practically foolproof, and 
require little or no attention ; electric pumping has largely 
displaced gas-engine pumping ; electric-driven saws, feed 
grinders, ensilage cutters, hoists, threshers, shredders, 
huskers and shellers are in daily use. The farmers wife 
cooks, sweeps, irons, churns and performs many other house- 
hold duties with electricity. The one thing needed to com- 
plete the electrical equipment of the farm, and relegate the 
horse to a well-earned rest, is an electric plough, low in 
first cost, easy to handle, of large overload capacity and 
rugged in construction. A great reward awaits the designer 
who surmounts the difficulty. Such a device, our contem- 
porary says, would meet with a large sale, and would be 
a most desirable load for central stations. Electric 
farming will be one of the most important factors 
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in promoting the hack-to-the-farm movement, upon whose 


success the material prosperity of the country depends. 


It will be noted that this contemporary does not refer to. 


the future development. of electro-culture in farming ; the 
careful investigation of the subject* which is being carried 
out in this country, however, and the promising results so 


far obtained, justify the inclusion of electro-culture of crops 
as one of the most important prospective electrical develop- 


ments in farming in this country, from the agriculturalists’ 
point of view. It is, for instance, known that beyond a 
certain stage the increased use of fertiliser does not yield a 
material increase in crop; the latter reaches a limit of 
growth under the conditions existing, and for the extra 
fertiliser to take effect, the limiting factor has to be 
removed. This stage is reached by the agriculturalist 
operating through the soil; but plant growth is dependent 
on both material and on radiant energy of the sun, the 
material being largely obtained from the air, and it is here 
that electro-culture may come to the aid of the older method, 
and possibly help to raise the limit referred to above. It 
may be noted here that the Royal Horticultural Society, in 
co-operation with the Board of Agriculture and the Imperial 
College of Science, is conducting an extended field trial of 
the effect of electricity on plant growth ; investigations of a 
more or less scientific nature have been numerous in the 
past, and we believe a comparatively large scale trial of the 
method on commercial lines. is contemplated in the West of 
England at the present time. , 
= Itis to be hoped that sufficiently good results may be 
obtained in the near future to convince even our scientific 
agricultural experts—who, generally speaking, have shown 
a marked indifference to electro-cultural developments— 
and even to modify the advice tendered by Mr. Middletont 
recently to “ speed the plough” as a means of increasing 
our home-grown supplies of food. 
` The employment of electro-culture promises a much less 
laborious and less costly method of increasing crop pro- 
duction than ploughing new land, if the results can be 
satisfactorily established. . 

To summarise the position, we have in electricity an 
agent which provides the following advantages in use :— 
= Farm Lighting.—It is hygienic, free from fire risk, and from 
contaminating properties, extremely flexible in application, and 
always immediately available. | 

Farm Domestic Uses.—The numerous small power and heating 
applications make it an ideal labour saver and the only economic 
means to avoid drudgery. : 


Farm. Power. —It is the ideal power for the farm, using simple, 
robust, and relatively cheap apparatus specially adapted to unskilled 


== Uc e c 
eb 


TUYERES, ASH PUSHERS, &c., ERITH-RILEY STOKER, 


labour; it is always available at any moment; is flexible in 
application, and in the case of central station supply. increased 
demands can be easily arranged for and met. 

Transport.—The simplicity, rugged construction, and cheap 
operating cóst of the electric vehicle will ultimately lead to its 
adoption for certain classes of farm transport. The electric vehicle 
has a low fire risk, can be driven by unskilled labour, and its 


* See ELECTRICAL REVIEW, Oct. 27th and Nov. 3rd, 1916. 
+ Board of Agriculture Report on German Agriculture. 


battery equipment can be utilised for temporary lighting and small 
power applications in an emergency. 

Electro-culture.—Previously referred to; may ultimately provide 
the farmer with a means of increasing his output beyond the limits 


- commercially possible to-day, and at relatively low cost. 
No other form of energy is capable of such a diversity - 


of useful applications, is so economical in use and cheap 
in eost, or has such excellent prospect of becoming still 
cheaper. Moreover, no branch of science shows greater 
promise of increasing utility to mankind in the future. 
And, surely, it requires but little imagination to assume 
that in the greater scheme of organised agriculture in the 


` future, electricity must, if the position is properly appre- 


ciated, play a prominent, and probably an indispensable part. 
Needless to add, this appreciation will not come about with- 
out organised effort on the part of electrical engineers in the 
first instance. 

(To be continued. ) 


THE ERITH-RILEY STOKER. 


THE universal adoption of turbo-generators has enormously reduced 
the space required for the generation of electrical power, particu- 
larly in large central stations employing large-unit generators. 
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DIAGRAMMATIC SECTION OF ERITH-RILEY STOKER. 


The inevitable result has been the development of large-unit 
boilers, to give high duty in minimum space. | 

This, in turn, has led to rapid developments in mechanical 
stokers, which are naturally essential for 
large boilers; for instance, it would be 
utterly impracticable to fire by hand labour 
a boiler that burns five tons of coal hourly, 
which is below the limit already reached in 
practice. | . 

Mechanical stoking and mechanical draught 
is also essential for smokeless and economical 
combustion at varying loads, even on small 
and medium sizes of boilers ; and the ideal 
system for large power plants involves con- 
tinuous mechanical handling of coal to the 
stokers and continuous discharge of the in- 
combustible ash. | 

The  Erith-Riley stoker, as adopted 
for central stations at . Manchester, 


Luton, Worcester, Fulham, &c., is the latest 
development of the Erith grateless underfeed 
stoker; it gives identical combustion, plus 
continuous cleaning ; and it is this fully- 
automatic working at all loads which accounts 
for its extremely simple construction, all de- 
vices for intermittent manual operation being 
absent. : 
Ав our illustrations show, it is of unlimited 
unit capacity, being composed of any number 
of retort-units. 

In àll sizes, the furnace is entirely archless 
| and undivided, even for boilers with furnaces 
30 ft. wide. This most desirable feature is only possible with 
entirely underfeed combustion and continuous automatic cleaning. - 

Just as in the Erith stoker introduced in 1900, the coal i$ 


mechanically fed into each trough or retort by slow-moving rams ; 
the coal spreads along the retorts, and rises upwards and грат ^ 
wards over the tuyeres at the sides.of the retorts. Air «f =” 
combustion is positively supplied by fans into the closed ashp3t 


or air chamber on the underside of the grateless stoker, and enters 
the furnace exclusively through the tuyeres, which distribute it 
equally over the entire zone of active combustion, whatever the 
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number of retorts used per stoker. The whole area of the retorts 
and tuyeres is thus devoted to active combustion; the fuel is 
always in three layers, viz, (1) unburnt coal in the troughs 
Or retorts; above this (2) is the coking zone, covering a 
layer of ignited fuel extending over the full area, this coking 
zone involving only moderate temperature. Above the coking 
zone, but not in contact with metal, is (3) the upper layer 
of incandescent fire into which the fuel is constantly raised 
after coking; and thus combustion is smokelessly completed 
with a very high final temperature, and this incandescent fire 
radiates direct to the boiler tubes. A thick bed of fire being 
carried, the upper layer forms its own combustion arch, so that all 
occasion for coking arches is absent, and thus all partition walls 
and perishable firebrick arches are useless. In this way it has 
always been practicable to get. as smokeless and efficient com- 
bustion in the water-lined furnaces of internally-fired boilers as in 
any brick-crowned furnace, or with any water-tube furnace 
setting ; but by adding to these well-known features of the Erith 
grateless stoker the continuous discharge of ash under the Riley 
patents, unlimited unit capacity and completely automatic working 
is attained by the Erith-Riley stoker. 

In all previous underfeed stokers the tuyeres were stationary and 
the cleaning intermittent, involving complicated mechanism as 
well as severe manual labour at the cleaning intervals ; and, for the 
same reason, the length of the retorts had to be restricted to suit 
hand-poking for clinkers, with a corresponding limitation of 
tuyere capacity, and of the duty per retort. 

In order to get sufficient coal-burning capacity for high-duty 
compact boilers, this limitation led to the development of double- 
ended boilers with an underfeed stoker at each end, thereby doubling 
the stoker cost? But, for many reasons, double-ended boilers are 
highly inconvenient, and they are never likely to become popular. 


furnace area to be fully utilised, and makes it practicable to main- 
tain the highest temperature of combustion. 

No grates being used, riddlings are eliminated, and the positive 
fan draught allows the greatest range in fuels, both as regards 
size, heat value, volatile constituents, and ash contents ; hot semi- 
bituminous coals, such as Welsh, give excellent results, because the 
hot zone of combustion is not in contact with metal, but above 
the -middle layer or coking zone; while either clean or dirty 
bituminous coals are smokelessly burnt. 

A very valuable feature is the provision for instantly adjusting 
the travel of the moving tuyeres within a wide range, so as to suit 
different classes of coals. In the same way, any individual row of 
tuyeres can be given a long stroke, independently of the others, so 
that its ash-pusher will discharge any exceptionally large clinker 
that may form ; the adjustment is external, and the action is fully 
mechanical, avoiding occasion for hand-poking. 

The Erith-Riley stoker is equally adapted to all makes of water- 
tube boilers, and is constructed in England by Erith’s Engineering 
Co., Ltd., London ; in France, by Erith Leroy et Cie., Paris ; and in 
America, by the Sanford Riley Stoker Co., Ltd., of Worcester, Mass 
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THE AUSTRALIAN COAL TROUBLE AND 
ITS EFFECTS. І 


Tue Australian newspapers for the end of November, which 
are just to hand, contain a good deal of information relating 
to the experiences of -electric supply authorities and their 


EgRITH-RiLEY STOKER INSTALLATION ; EACH BOILER SUPPLIES A 5,000-KW, LOAD. 


With the Erith-Riley: stoker, however, there is no occasion for 
double-ended boilers, as the patented feature of reciprocating 
tuyeres keeps the fires continuously sliced, and the incombustible 
ash is continuously discharged at all duties, and thus all inter- 
mittent manual operations are avoided, simplifying the mechanism, 
eliminating the severe manual labour of dumping ash and poking 
down clinkers; and, further, making it easy to increase the 
unit capacity by extending the length of retorts and adding 
eig tuyeres, and thereby extending the active combustion 

rea, 

The unitary construction not only assures archless furnaces 
Without limitation of furnace width, but makes it very easy to 
assemble all sizes of stokers; thus one 18 retort stoker is merely 
two 9-retort stokers (or three 6-retort stokers) assembled together 
Instead of separately. 

The positive supply of air by a fan, diagrammatically shown in 
the section of the furnace, together with the entirely underfeed 
Combustion and continuous cleaning, ensures the greatest flexibility, 

th air and coal responding to varying loads. 

In this way, it becomes entirely practicable to eliminate banked 

res, and thereby to save much fuel as well as extra boilers ; when 
the peak load comes on,the stoker and fan are speeded up, and 
high rates of combustion are very rapidly attained, owing to the 
Very large area of active combustion and the direct radiation from 
a hot fire to boiler tubes. " 

The absence of. brick arches or partition walls enables the whole 


consumers consequent upon the coal trouble. Restrictions on 
gas and electric light and power consumption were made at 
Melbourne, Sydney, Ballarat, &e. The Electric Light and 
Power Board, which was set up under an Emergency Act, 
handled the matter. One paper says:— — — 

"Immediately the orders were issued defining the indus- 
tries and factories to which electric current is to be supplied 
the several eleetric supply compamies concerned set about 
cutting off electricity from those not included in the terms 
of the regulations. No notifications are being issued to con- 
sumers, the practice in operation being simply that the officers 
of the companies visit the consumers’ premises and cut off 
the fuses. The completion of the full round of consumers to 
be deprived of their current is expected by the heads of the 
companies to take considerable time. In this connection they 
wish to point out emphatically that the onus of discontinuing 
the use of electricity is thrown absolutely on the consumers. 
The companies will accept no responsibility if electricity 1s 
used in contravention of the regulations. Deprivation of cur- 
rent is, however, being facilitated as a consequence of the 
meeting of representatives of electrical supply companies, 
when a list of factories was drawn up and classified according 
to national utility, and the decision was reached to act uni- 
formly when the regulations were issued.”’ | | 

Another paper says that in view of the space available m 
big refrigerating chambers, the Electric Light & Power Board 
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decided that the smaller butcher and other shops utilising 
public supply of electric power would be deprived of current 
at noon on Saturday. From the previous Wednesday until 
then about 100 places with small installations had an oppor- 
tunity to secure space for their goods in the refrigerating 
rooms of the City Municipal Cold Storage and other such 
buildings. The Board sat daily to hear applications. An 
application. was made by one man for power to crush 10 tons 
which was eventually to go to the British Gov- 
ernment. On condition that the wolfram was dispatched 
from Australia. through Dalgety & Co. (British Government 
buyers) the power was granted. 

A telegram was received from the Federal Treasurer asking 
that a certam contractor might be given electric power to 
help in the manufacture of à secret. ink which Js used for 
paper money. This was granted. 

A somewhat similar application from the Commonwealth 
Bank—for power to operate a paper-money destroying 
machine—was allowed. 

On November 20th, 14 persons were proceeded against, on 
Information that they had suffered electricity generated by 
the Sydney Municipal Council to be consumed. One of the 
cases was dismissed, and in the remaining 13 instances fines 
ranging fron £l, with 6s. costs, up to £5, with бв. costs, 
were inflicted. Mr. Waldron, the City Solicitor, prosecuted. 

The Magistrate (Mr. Macfarlane) said that he did not in- 
tend to impose heavy penalties in the cases before him, as he 
hoped that the prosecutions would act as a warning to other 
people. In the event of further breaches of the Act he would 
ппроѕе tbe full penalty of £500. 

George Crowley, Wright's Road, 
light in the hall and stairway, 
on November rd. 
with бв. costs. 

Dr. Keith Smith said that he had burnt electric light in 
the hall and surgery of his residence at 7, Duke Street, Kens- 
ington, for the purpose of examining а patient who had сопе 
im with an injured arm. A fine of £2, with 6s. costs, was 
in posed. 

Dr. N. H. Bridge. pleaded. ignorance, 
busy to read the newspapers. He 
costs. 

One electric light and power company which had taken 
special precautions to protect itself against strikes, and had 
stored coal sufficient for three months’ supply, protested 
against its coal being taken by the Government. The direc- 
tors had no objection to it being taken for the use of trans- 
ports, munition works, &c., but they emphatically objected 
to сом being taken from them in order to maintain other 
undertakings which had not the foresight to conserve a 
reserve supply. 

The strike was settled on November 30th* and concessions 
were immediately. Made respecting supply of gas and elec- 
tricity. to factories engaged on war work. 


Drummovne, had electric 
and also in the billtard-room, 
He pleaded guilty, and was fined £3, 


as he had been too 
was fined £2, with 6s. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


The Position of the Shift Engineer After the War. 


Mr. John Marks's'interesting article ventilates a very im- 
portant subject, and will interest a wide circle of readers. 
There is no doubt that, in the near future, a very consider- 
able change in the status and responsibilities of shift engi- 
neers will take place; this may, as Mr. Marks believes, be 
in the direction of а gradual degradation, or it may, as I 
hope, take the form of a very notable improvement. Broadly 
speaking, there are two possibilities: either the present era 
of isolated plants, usually small and circumscribed by muni 
cipal boundaries and municipal jealousies, may continue, in 
which case Mr. Marks’s expectation will certainly be fulfilled; 
or else the numerous petty generating stations of the present 
time will be superseded by really large centralised plants, 
which will require an entirely different and linproved type of 
shift. engineer. 

Let us consider the duties of a present-day shift engineer. 
In the great majority of cases the principal scene of his 
activities is the engine-room, an uncertain amount of cursory 
attention being given to the boiler-house. Now, up-to-date 
engine-room plant js very reliable, jts efficiency depends 
chietly upon its design and lay-out, and is only to a very 
small extent susceptible to improvement at the hands of the 
running staff: while the boiler-house plant demands very 
much more than cursogy attention if high efliciencies are 
expected. In these cird&instances, the shift engineer feels 
that he is ineflective, and is often conscious, not only that 
the engine room offers him but little scope, but that his train- 
ing, which has frequently been confined to engine-room work- 
ing, and often, even, to switchboard or sub-station operation, 
has not qualified him suecessfullv to attempt Improvement in 
the methods of the firemen. Generally, one of two conse- 
quences ensues: If he is a good man, and ainbitious, he prob- 


ably does his best to follow Mr. Marks’s example and get out 
of station work altogether, while if he is of a more mediocre 
type he soon becomes apathetic, and degeneratés into little 
better than a '' passenger," whiling away the laggard hours 
of his shift in the office chair, with his feet on the table, or 
varying the tedium by occasional more or less aimless walks 
round the station. ‘There are, of course, bright exceptions 
who by sheer force of personality rise above their present- 
day circumstances, and do succeed in making their position 
one of importance, but they are rare, and their capabilities 
are not at present realised to the full in central-station em- 
ployment. 

Under the conditions in vogue at the present time, instead 
of the steam-raising plant being operated under expert tech- 
nical supervision, which is of the highest importance to secure 
efficiency, it is left almost entirely to. semi-skilled men who 
in general, however willing and hard-working they may be, 
lack both the skill and the capacity to understand the prob- 
lems presented by what is, in reality, a rather delicate 
chemical operation. In the result, large quantities of coal 
are wasted which could, апа should, be saved. We are led 
to the conclusion, then, that in the large power stations of 
the future the shift engineers must be primarily steam-raising 
experts, and only secondarily electrical men; the " glorified 
switchboard attendant" type finding his level in the sub- 
station and mains departments. 

As for the contention that supply authorities cannot afford 
hiph salaries to such men, I-think this is baseless. On a 
reasonable estimate, 5 per cent. of the coal now used could 
be saved by the change I have indicated: therefore in a 


= moderately large station burning, sav, £2 000 worth of coal 


weekly, there would be a saving of £100 every week to pay 
increased salaries out of, which would leave a handsome 
surplus to the undertaking. 

In order to avoid personal applications of these strictures 
on shift engineers, I hide my identity behind the pseudonym 


of 
Ex-Shifty. 


Women Tramway Drivers at Keighley. 


I notice in your issue of January 12th an item with refer- 
ence to women drivers, under the heading of Keighley, in 
which you state that the Corporation has decided to abandon. 
its experiments of employing women drivers on electric cars. 
I should like to repudiate this statement, as neither the Tram- 
ways Committee nor the Corporation have arrived at any 
such conclusion. I understand that something of the sort 
appeared in the Yorkshire Observer, but it was put in bw 


some nnauthorised person. In fact, we have an idea that 
the Amalgamated Society of Tramway and Vehicle Workers 


was responsible for it. - 
The real position 1s that very severe weather set in about 
the time when we started training women for driving work. 


: and we were unable to equip them with suitable clothing to 


continue under such bad weather conditions. As far as the 
Corporation are concerned, the matter is now postponed until 
the severe weather has abated somewhat, and proper gar- 
ments can. be provided. 
Harry Webber, 
Borough Electrical Engineer & Tramways Manager. 
January Vth, 1917. 


—— —À 


City and Guilds Examinations. 


We noticed your comments on our letter in your issue of 
5th inst., and hope you will allow us to reply thereto. We 
have purposely delayed this reply so as to be able to deal 
at the same time with any remarks that might emanate from 
your readers. But, in spite of the importance of the matter, 
none of the many teachers and others who are coneerned 
with it have had the energy to write a line, either in support 
or disapproval of our views. 

When we stated that electrical installation work was the 
fundamental electrical engineering subject, we meant, of 
course, as regards the whole group of applied electrical subjec ts 
dealt with in a technical college. Consequently, what vou 
say about manufacture has nothing at all to do with our 
topic, for manufacturing 18 not taught in technical colleges. 

Your variation of our military metaphor amounts to saving 
that the electrical officers do all the real fighting work of 
spreading the applications of electricity. With this, of course, 
we don’t agree. 

As regards the construction we have put on the various 
percentage results quoted, we were quite prepared to find 
you disagreed, but we should have liked te know exactly how 
you interpreted them. 

lastly, vou do not say whether you agree or disagree with 
our main contention, that the subject of electrical installation 
work is grossly neglected at our institutes and polytechnics. 


A. P. Lundberg & Sons. 
London, N., January 12th, 1917. 


[It seems clear that we are to some extent at cross s purposes 
with our correspondents; apparently, while we are thinking 
of the electrical engineering industries as & whole, and the 
objects and methods of technical training in connection there- 
with, they are discussing a part of the subject only. The dis- 
tinction between the respective functions of the technical col. 
lege and the trade school comes into the question, whicka is 
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complicated by the fact that some institutions combine both 
functions, inclining to the former in the day-time and to the 
latter in the evening; and the cognate division between tech- 
nical training in the broader sense and manual training or 
handicraft instruction is also involved. We agree that elec- 
trical manufacturing as a handicraft is not, and cannot be, 
taught in technical colleges, but we maintain that the train- 
Ing given in such colleges is directed mainly to the production 
of inen qualified to take part in the design, manufacture, and 
erection of electrical plant of every description. On the other 
hand, in the trade school the actual manipulation of materials 
and apparatus is the main subject of instruction, together 
with sufficient explanatory tuition’ to enable the pupil to 
understand the reasons for the processes and precautions 
whieh he is taught. Of these two divisions, the former is of 
far greater importance than the latter, for it cultivates the 
intelligence and lays the foundation for individual initiative 
far more efficiently than the latter. 

As regards the comparative results of the City and Guilds 
examinations in “ Electric Wiremen's Work" and “ Elec- 
trical Engineering," we consider the respective numbers of 
students in attendance reasonably proportioned; a smaller 
proportion of the wiring students present themselves as candi- 
dates for examination because they are probably drawn from 
a class of worker that has no liking for such functions, or for 
mental effort, but the data for 1916 are undoubtedly affected 
very materially by the war conditions, which not only reduced 
the percentage of candidates able to sit for examination, but, 

‚ by taking away all over 18 years old, reduced the percentage 
of passes. 

We do not consider that the subject of '' Electrical Installa- 
tion Work " is '' grossly ” neglected; where there is a demand 
for classes to be held, they are usually provided. It should 
not be forgotten, either. that Grades I and II in “ Electrical 
Engineering " have a direct bearing on wiremen's work.— 
Eps. Exec. Rev.) 


Books for Soldiers. . 


I am anxious to know if one of vour numerous readers 
could oblige me with a second-hand text-book on "Storage 
Batteries and Accumulators,”’ 

Prior to enlisting I was emploved with an electrical firm, 
and I was anxious to further my knowledge as regards this 
ек but this war terminated the desire, at least, for a 
while. 

Having a little time to spare, when we are not engaged 
in “strafing” the Turks, I thought I could not be better 
employed than endeavouring to further this desire of mine, 
and I thus appeal. through vou, to some kind reader who 
will help me out of mv difficulty. 

Things are rather slow here at present. The climate is 
the main thing to contend with, especially in the summer, 
when all kinds of diseases and fevers are prevalent.. Strange 
to say, we Britishers stick the climate better than the Indian 
troops. It is very little news we get out here other than that 
in the Basrah Times, a copy of which I enclose, and you will 
agree that this, even, is very scanty. 

I must now close, and tender my best thanks in anticipa- 
ton to whosoever replies to my request. Wishing yourself 
and readers a right merry Christmas and a happy New Year. 


| Sydney James Knight (Corpl.). 
Mesopotamia Expeditionary Force, 
December "ith, 1916. 


[Offers of books on technical subjects generally will be wel- 
come, as we receive many requests for them.—Evs. Erc. 


Rev.] 


WAR ITEMS, 
^ 4 

Prohibited Exports.—By an Order in Council, the Cus- 
toms (Exportation Prohibition) Act, 1914, is amended as fol- 
lows. .The following clause is deleted :— 

(C) Telegraphs (except wireless) instruments and material 
‘for (not including insulated wires and cables, the exporta- 
tion of which is prohibited to all ports and destinations abroad 
Other than ports and destinations in British Possessions and 
Р totectorates). 

The following heading iş added :— 

i (B) Telegraphs, instruments and material for, the follow- 

i т 

Wheatstone automatic apparatus :—Automatic- transmitting 
4nd Wheatstone transmitters. ' | 

Parts of Creed apparatus:—Creed engines, Creed relays 
With pneumatic valves. 

b Auxiliaries to Creed apparatus : —High-tension keys operated 
У pneumatic pressure; high-tension keys operated magnetic- 
"ally; Dictaphones and dictaphone cylinders; Einthoven gal- 
*enometers; paper tape photographically sensitised. 
f (C) Telegraphs (except wireless) instruments and material 
‘OF, not otherwise prohibited. 
. Munition Work in Switzerland.—The Paris correspondent 
of the Exchange Telegraph Co. quotes in the Times a state- 
Ment of the Zurich correspondent of the Journal regarding 
“erman efforts to increase the production of munitions. Very 


: the Corporation. 


important orders have been placed in Switzerland. * It can 
be affirmed that a great number of workshops, employing 
inore than 4,000 hands, are working on behalf of the German 
Government. Captain Schmitz, Attaché to the German Em- 
bassy at Berne, is organising the distribution of the work, 
assisted by the Allgemeine Electrizitüts-Gesellschaft, which ia 
itself carrying on operations under cover of a Swiss company 
of electric appliances—namely, the Prothos Co. This com- 
pany, which for the past three months has manifested re- 
newed activity out of all proportion to its antecedents, is 
erecting an important branch factory at Altstetten, near 
Aurich, for the manufacture of fuses and grenades for the 
German пагу authorities. A single firm at Schaffhausen 
has delivered to Germany ЗЮ motors for submarines. The 
Swiss people who are working in these factories are receiving 
very big salaries, and this constitutes for Germany an excel- 
lent means of propaganda. In view, however, of the develop- 
ment, of German industry in munitions in Switzerland, the 
German Government is proposing to send to these factories 
her own subjects who are residing in Switzerland, in confor- 
mity with a special clause in the new law relating to compul- 
sory national service.” 

Exemption Applications.—.At the Falkirk Tribunal, ex- 
emption was claimed by an electrical supply company in res- 
pect of two linesinen. An agent said the company generated 
13 milion units per annum, 84 per cent. of which was sup- 
plied to works and collieries. There were 40 miles of under- 
ground cable. The subjects of the application: were skilled 
linesmen, and their particular duty was the setting up of 
telegraph poles and binding the wires. They had 75 miles, 
of overhead wire to look after. A representative of the com- 


' pany said that, owing to the shortage of men, they had been 


engaged on certain work for the past six months which would 
otherwise have been completed in. one month. Both men 
were granted conditional exemption. 

At Ramsbottom, the District Council appealed for the 
trackless car depot foreman, single, aged 24. ТЕ was stated 
that he was an electrician, and had charge of the electrie 
sub-station. He had been at the depot three and a half years, 
end if he was taken the service of cars could not be con-^ 
tinued. Conditional exemption was granted, but the Military 
Representative gave notice of appeal. 

At Blackpool, application was made on behalf of the Tower 
Co. for a switchboard attendant (27), an electrical engineer 


- (36), and an assistant chief, and an electrical mechanic and 


clerk of works. The engineer's case was not assented to. and 
the switchboard attendant's claim was also refused. Tem- 
porary exemption was granted to Mav 31st in the other two 
cases, The Winter Gardens Co. appealed for an electrician, 
aged 99, but the claim was refused. 

At the Flintshire Tribunal, R. Jones (39), stoker at the 
Rhyl! electricity works, appealed against a refusal of exemp- 
tion, and was granted three months? exemption. 

The Exmouth Tribunal have granted conditional exemp 
tion to the following members of the staff at the electric light 
works :—Mr. F. C. Mann, electrica] engineer and manager; 
J T. Pyne and S. H. G. Carter, stokers; and C. E. Stott, 
mainsman. i 

At Southend-on-Sea, 12 tram drivers were appealed for bv 
Mr. R. Birkett, electrical engineer, stated 
that efforts to replace the men had failed: they had engaged 
23 men as drivers, and 21 had thrown up the job. The Mavor 
observed that the Corporation must set a good example; it 
might even happen that the trams would have to shut down. 
The railways had begun, and the trams might have to follow. 
The men would be exempted until March Ist. when the cases 
would be reviewed. 

At Dover, on January 10th, Mr. Weodman. borough elec- 
trical engineer, appealed for C. C. Bailey (31). collector of 
electricity charges, &¢., and six months were allowed. 

At Coventry, an appeal was made by Mr. C. H. Patrick. 
electric light and power contractor. who is in Class C 3, and 
is engaged on Class A work for local munition factories. Ех 
eniption until Мау Ist. 

An appeal was made at Tredegar for ən electrician (30), 
engaged with the Powell Duffryn Co.. Т4. It transpired 
that applicant was filling a place vacated by a man who had 
joined the Army, but it was pointed out that the company 
were now in want of four electricians. If a substitute could 
be found the company would take him. A month only was 


. conceded. 


Before the Hovlake and West Kirby Tribunal, exemption 
was sought for an electrical engineer having charge of the 
plant supplying current to the village of Caldy. Exemption 
to March 3lst was «ranted. 

Exeter Tribunal has reviewed certificates of conditional 
exemption held by Messrs. A. C. G. Buchanan and A. G. 
Powell, electrical engineers at the Corporation works, and 
Mr. L. W. Cornish, assistant mains engineer. It was stated 
that the conditions remained practically unchanged. Each 
certificate was cancelled; Messrs. Buchanan and Powell were 


exempted until Mav 815%, and Mr. Cornish until March 31st. 


At Hitchin. on January &th, a review was asked for the 
cases of P. Wilson and A. Dodds, on the Hitchin staff of the 
Electric Supply Corpn.. who had been conditionally exempted 
on account of their occupation. The Incal manager (Mr. 
Laverty) said that the Corporation wished the whole of the 
applications from their 18 stations to be heard by the City of 
London Tribunal. The Military Representative objected, say- 
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ing that the certificates had been obtained locally, and they 


had been willing to rest on them. He asked what reason had 
they to fear coming to the Local Tribunal for a review. The 
Tribunal decided to deal with the cases after the two men had 
been medically examined and classified. 

Before the West Kent Appeal Court, the Military appealed 
against exemption held by J. S. Newnham (29), the only 
outside electrical fitter with the Beckenham U.D.C. He had 
been passed for general service, and he stated that he worked 
64 hours per week for a wage of £2 15s. The appeal was suc- 
сехи, and the Court allowed one month, with no further 
application. without leave, a substitute to be found if possible. 

At Dewsbury, the Military appealed against a draughtsman 
with the Yorkshire Electrie Power Co. It transpired that 
at the outbreak of war the man gave up a good position 
with the Rio Tinto Co., in Spain, to come home and do some 
work for the country. He asserted that he would now have 
been in. Woolwich Arsenal if the Military Representative had 
not refused to give him a permit, and he resented the sugges- 
tion that he only came home on holiday. Had he stayed in 
Spain his salary would have been increased by £1 per week. 
The Tribuns] expressed the opinion that his coming home 
US. to the man's eredit, and they exempted him as being in 

e thed Geempation. 

Messrs. Binney & Son, electrical engineers’ furnishers, ap- 
oy ded et Coventry, on January Pith. for exemption for Mr. 
VOW. Vallis. for 20 vears manager of the Coventry business, 
oí 08S d fo garrison service at home. The firm, it was 
ted. pc ose! 1 sunplies for transmission of power to local 
tota iws АВ were being extended, and, in addition, they 
had to supply from stock in case of breakdowns. Six months’ 
exemption was conceded. 

Before the East Kent Appeal Court, on January 8th, Mr. 
F. J. A. Kingston (33), of Messrs. Kingston & Co., Ltd., elec- 
trical engineers, of Margate, appealed against the withdrawal 
of his certificate of conditional exemption. It was stated 
that since the outbreak of war the firm had voluntarily 
granted the use of their X-rav apparatus and instruments for 
the benefit of wounded soldiers, and applicant had carried 
out the work. The Military Representative said that the ex- 
emption was granted upon the grounds of munition work, 
but the amount done was so small as not to warrant exemp- 
tion. The appeal was dismissed. 

At Coventry, Mr. W. J. Blomfield (39), electrical engineer, 
asked for extended exemption, pleading that his work was 
af national importance. Не was a Special Constable, did 
motor patrol duty, and was passed for general service. He 
was allowed exemption until April Sth, and was advised in 
i meantime to use every effort to get someone to take his 
place. 


с 


CAPITAL AND LABOUR. 


Wr have received a copy of a pamphlet containing three 
addresses delivered. respectively at Bolton, Manchester, and 
Liverpool, in October and November last, by Sir WILLIAM 
Г.к, Bart. Two of the addresses relate to * Harmonising 
Capital and Labour” and " Industrial Administration." In 
the former address, Sir W. H. Lever makes some reference 
to the prosperity-sharing scheme which has been adopted by 
Messrs. Lever Bros., of Port Sunlight, and an appendix to 
the address in the pamphlet gives full details of this scheme. 
He emphasises the fact that the old false idea that Labour 
is merely the paid tool of Capital has got to go “bag and 
baggage.” — Business.?s not only the science of the produc- 
tion and distribution of goods, it is also a social science. The 
-so-called “ practical?” business man, ostrich-like, buries his 
head in his ledger and ignores the writing on the wall. Labour 
as a honnan element in production and distribution has not 
been scientifically analysed as Capital has been for the guid- 
ance of Capital. The workman is no longer a “ band,” he is 
an educated man, and his wants are growing and his outlook 
extending. " Cannot Capital and Labour," he asks, '' after 
having fought and died side by side in the trenches of 
Flanders and France, be won over to fight for the success 
or our Empire industrially after the final war victory? " Too 
long has there existed a wide gulf between Capital and 
Labour; for too long have suspicion and distrust produced 
active opposition between these twin brothers in productive 
enterprise, The claim of Capital for as big an output as 
possible at as low a cost as possible has hitherto had to pull 
against the claims and aims of Labour for as high wages as 
possible with as restricted an output as possible. 'The new 
lesson for the capitalist is that high wages. short hours, and 
good healthy conditions, by increasing intelligence and effici- 
ency, Increase output and actually reduce costs: while the 
new lesson for Labour is that increased output stimulates 
consumption and, consequently, demand for production and 
distributive labour, the fact being that consumers of all 
classes supply themselves where they can be best and most 
economically served. Labour, however, will not be brought 
to work side by side. with. and to harmonise with. Capital 
merely by ever. higher and higher wages, shorter and shorter 
hours, combined with better and better welfare conditions. 
Cnlv by entrance into co-partnership together can the twin 
brother be brought to pull in one direction. 


lf high wages, short hours, and good housing meant finality 
to Labour unrest, the labourer would not be a man, but a 
vegetable. For one thing, a ladder must be provided from 
the humblest position in industrial organisation to а seat on 
the board of directors—Labour must have a shure in manage- 
ment; for the other, Capital and Labour must both be pro- 
vided with the same outlook by dividing the profits their 


. Joint labour has created, fairly and squarely between them. 


On this systern each will also automatically share and suffer 
from losses when they have to be faeed, and consequently 
become more interested in the policy of the business as a 
Whole, and associate themselves тоге and more with careful 
and skilled management. With. co-partnership, the spirit of 
greed cannot mtrude between Capital and Labour. Co- 
partnership ean. only fail when Capital or Labour expect too 
much as a result of it, and where Labour, after being taken 
into co-partnership 15 not treated as a partner. Capital must 
not expect that Labour after co-partnership will cease to 
make demands for higher wages, or relinquish its right to 
combine in Trade Unions; and equally, co-partnership must 
not be shipwrecked by Labour expecting that Capital. shall 
cease to fill its function of control and maintenance of disci- 
pline. Co-partnership means much more than sharing profits 
as an addition. to wages. It means that spirit of comrade- 
ship; the spirit that reeognises equality and brotherhood. 

Dealing with ‘Industrial Administration,” Sir William 
affirms that the biggest. problem the employer has to face, 
and one that is always present with him, 1s to surround him- 
self with a permanent efficient. staff, happy and contented in 
their employment, who will not ouly work for him, but, what 
is much more valuable, will work with him. To ensure this, 
it 1s absolutely essential to convince the employé working 
for a salary or wages that the welfare of the employer and 
employé are identical. The chief basic principle of industrial 
adininistration is increased ‘production—with consequent re- 
duction of overhead charges and reduced operating costs— 
combined with shorter hours for workers, the whole result- 
ing in better working conditions, greater efficiency, higher 
wages, and better profits. The workman to-day claims 
rights, and does not deny. that the exercise of rights will 
bring with it the responsibility for the performance of duties, 
and these duties he is willing to undertake. Of course, we 
must have authority and law, and due observance of disci- 
pline in the factory and workshop, as on the steamship, and 
as for the nation and State. The question is: has the autho- 
ritv to be autocratic or democratic? 

Scientific administration will make clear that restriction of 
output is not only mumoral for the man who might have 
made two articles but who only made one, and who has thus 
robbed his fellow-man even more wickedly than the thief 
who had stolen one out of any two articles one of his fellow- 
men might have made; for whilst, in the case of the robber,. 
there would still be the two articles, and both would be of 
service, there would be only one article in the case of restric- 
tion of output, and the lapse in production could never be 
made good. 

Parhament has passed Industrial Acts preventing the thral- 
dom of Labour; it may also be forced to pass laws to prevent 
restriction of output as an act of robbery against the common 
weal. Industrial administration, by providing the means for 
intensive mechanical production by increased steam power and 
more efficient plant and machinery, demanding less and less 
exhaustive strain on the етріоусв, has unlimited opportunity 
for increased output at reduced cost after paving the highest 
world's scale for wages; and this can all. be accomplished: pro- 
vided the falsehood of restriction of output is not permitted 
to spoil the working of these economic principles. 

Mechanical utilities, mechanical horse-power, and stan- 
dardisation of products, are the keystone of the arch of better 
conditions for employer, and still more so of better conditions 
for employé. High wages cannot be paid without corres- 
pondinglv increased output by employes. The lowest output, 
and the longest working hours per wage-earner in the world, 
are to be found in China and India; and in these countries 
there is also the lowest mechanical horse-power per wage 
earner, and the lowest wages carned per wage-earner. The 
example of the highest of all these will be found in the 
United States. The mechanical horse-power per wage-earner 
in the United States is two or three times that per wage- 
earner in the British Isles, and the output is also two or 
three times that of the British Isles; but the wages in the 
highly-skilled trades in the U.S.A. are over four times per 
wage-earner of those paid in the British Isles, and even in 
the less skilled trades over three times. 


Sir Wiliam proceeds to prove by pre-war statistical tables 


that in the U.S.A., bv increased mechanical horse-power 


combined with inereased output the cost of coal to the con- 
sumer has been reduced, and the employers have been en- 
abled to pay more than. two or three times the rate of wages 
per wage-earner'in mines, as in all other industries in the 
U.S.A. than can be paid in the British Isles. Whether this 
i; owing to the ‘ca’ canny” or other restriction policy 
aüopted in the coal industry in England or not, Sir William 


‘does not presume to suv. The tragedy of it is that it makes 


the coet of cooking, heating, and lighting oppréssive for the 
wage-earner, and creates а handicap to every: British industry 
that uses coal, making the cost of production of all artieles 
higher. It threatens our iron and steel industries, and witu 
them our world: supremacy in shipbuilding and our mercan- 
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tile marine, upon which we absolutely depend for our very 

existence as а nation. The first of all false policies to. be 
scrapped by Trade Unions ought to be that of restriction 
of output. Sir Wiliam Lever concludes that in the after- 
war struggle for industrial position, defeat is certain if our 
industrial organisation is founded on attempted oppression. of 
Labour on the one hand, or restriction of output by Labour 
on the other. 


ELECTROMOBILE EXPERIENCE. 


By R. BORLASE MATTHEWS, WH.Ex., M.LE.E. A.M.I.C.E. 


Many cart and delivery-van owners are now seriously 
considering the employment of electric vehicles, and are, 
therefore, greatly interested in what others are doing, and 
have done, iu. this field. Accordingly, some particulars 
gleaned from the lengthy experience extending over 
sume 15 years of a very large. garage will, doubtless, be 
welcome at the present time. It will be news to many to 
learn that as many as 120 electric vehicles are housed and 
maintained by the Hertford Street Motor Co., Ltd. (incor- 
porating the Electromobile Co.). Further, it is of interest 
that all the cars are British built, with British batteries. 

Long Life.—A visitor to the large Mayfair garage of 
this enterprising undertaking will have a very practical 
demonstration of the long life to be anticipated from an 
electric chassis. This firm still has in daily running, side 
by side with modern cars, vehicles that first began their 
career 10, 11, апа even 12 years ago. May one be per- 
mitted to ask : Where are the petrol vehicles of a decade 
past? It would be better to draw the veil than to press 
for the reply. 

Advantages of the Electric—Some years avo the Anto- 
mobile Club held a test for town motor cars, and the 
Electromobile was awarded first place and a gold medal for 
(и) general design of a complete саг; (b) absence of noise 
with car stationary or running ; (c) absence of smell and 
smoke ; (d) absence of leakage of lubricant; (е) absence 
of vibration with car stationary or running ; (f) smooth- 
ness of running and comfort of passengers; (у) ease of 
access for repairs ; (/) ease of starting ; (/) ease of stopping 
and speed changing without jerks and noise; (7) ease of 
manceuvring. Quite the most humorous and, at the same 
time, convincing feature of this competition, was that the 
Electromobiles entered, instead of being brand new cars, had 
previously run over 20,000 miles. — Again the question 
arises : Whatever chance would a petrol car stand in a com- 
petition of this nature after such a mileage ? It would be 
a mere faree to enter such a be-travelled petrol vehicle. 
The above are, of course, features inherent in electric 
vehicles generally, and they are very valuable advantages, 


for if, as is the case, they can be obtained commercially, . 


they are ideal. 

Care of Batleries,.—While the principal business of the 
company is the hiring-out of high-class private carriages, 
“irs are also guraged on the premises, and batteries belonging 
to a number of private owners are charged and main- 
tained. In addition, the company especially eaters for the 
maintenance and charging’ of batteries for commercial 
vehicles. Users of electric vehicles who would like to 
have the whole responsibility of the care of their batteries 
taken off their shoulders, could not do better than make an 
arrangement with such a company as this. Lf, however, 
they own a sufficient. number of vehicles, they should 
inaugurate a battery maintenance system along similar 
lines. This would result in a longer life for their batteries, 
though it must be admitted that even: where: unskilled 
labour is employed, the length of life has been proved to be 
quite satisfactory. A company such as the above excels in 
the organisation of the battery maintenance system, and, 
where economy to the absolute limit is a consideration, this 
point is of the utmost importance. | 

Battery Life. — In accordance. with this company's 
experience in the case of ordinary lead battery plates, a 
distance run of 4,000 to 5,000 miles should be expected 
from the negative plates. With modern lead-plate batteries 
and proper attention to charging, considerably greater length 
of life is obtained. Asa result of the care and attention 
given to their batteries—notwithstanding the rough con- 


ditions of road usage to which the batteries are subjected — 
the above mileages are often greatly exceeded. 

Interchangeable Batleries.—A very special and important 
characteristic of the company's system of operation is the 
fact that no battery is allocated to any car, but that 
the batteries are all interchangeable and are always charged 
off the саг. This means the maintenance of а very close 
supervision over the batteries; When a car is ready to 
leave the garage, it is supplied with a freshly-charged 
battery of suitable mileage capacity for the journey. to he 
undertaken. If boosting is required during the course of 
the day, this is done while the battery is on the car. 
Boosting, however, ig an unusual practice where this firm is 
concerned, as the ordinary battery plates that it employs 
last better under normal conditions of discharge. Further, 
it is so easy to put а fresh battery in place, that that may 
just as well be done as to give a boosting charge. Where 
exceptionally long distances have to be covered, or where 
time is not so pressing, as is the case with many commercial 
vehicles which have to spend some hours loading up and 
discharging, boosting. is of great value, and several types 
of modern batteries are well adapted to it, much more во, in 
fact, than those equipped with the ordinary form of plate. 

Value of Good Discharging. —Experience has shown this 
company that there is nothing so good for a battery as to 
be well discharged before recharging. A voltage when 
discharged of 1:8 per сс] when tested on a closed. circuit, 
is that whieh they find the preferable point at which 
recharging should take place. If the voltage is either 
higher or lower, it is not so good for the life of the cells. 
However, under practical conditions of working, this ideal 
cannot be obtained as often as desired. Instructions are 
given to the drivers to crawl home at an economical speed, 
as soon as they notice the voltage falling off seriously, and 
even then a battery occasionally gets discharged to too low 
a point. 

Battery Hls.—PVrospective. battery troubles are a bogey 
to many would-be users. Nevertheless, these difficulties do 
not occur with the modern lead-plate battery as they used 
to do with the older types employed in electric vehicle 
practice of a few years ago. Injurious sulphating is а 
trouble unknown to this company, for, as one will be told 
with a smile, their batteries are too hard-worked to suffer 
from an ailment due more to standing idle than anything 
else. Evidently the moral is to use one's batteries con- 
stantly. Inquiries as to other battery ailments elicited. the 
fact that, with their careful supervision, very little ever went 
wrong, and that it was outside their experience ever to get 
hung up on the road through the fault of a battery. A 
great deal of care is taken to ensure the use of the best acid, 
fresh distilled water, and the purest of materials generally, 
thereby eliminating entirely many a battery trouble. Of 
course, in the case of bad conditions of discharge, or of 
considerable over-discharge, as must occasionally happen in 
in a business where the distance a car will have to run is often 
not known on setting out, reversal of plates in a single cell 
may occur, Now and then an individual cell may fail, but 
this would always be noticed in the charging room by the 
low maximum voltage obtained. Such а battery would be 
transferred. immediately to the testing. department—a great 
advantage of interchangeable batteries. When the faulty cell 
is discovered, a special test is made by the aid of a cadmium 
electrode and а low-reading voltmeter to ascertain whether 
the positive or negative plates are at fault. Moreover, an 
inspection of the record card which accompanies each 
battery, and gives details of its performance, will always 
vive an indication as to whether or not there is any likelihood 
of trouble. RS a ve. EN. 

Over-charging.—Over-charging, too high a rate of. charg- 
ing, excessive gassing, and similar troubles are avoided 
as a result of the system employed for charging, which 
includes the fact that the men responsible are fully experi- 
enced, and do nothing else. Further, all the charging 
apparatus is particularly designed for doing this special 
work. For instance, as the result of experience, the seven- 
point charging resistance is so proportioned as to give 
suitable gradations, which would not be obtained with equal 
steps or divisions. 

Since the batteries are always charged away from the 
the cars by properly-qualified men, there. is no need to fit 
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„on each vehicle an ampere-hour meter with differential 
winding (to allow for the inefficiency of the battery on 
discharge) and an automatic cut-out. Naturally, it is 
usually advisable to equip. ordinary lead-plate battery 
vehicles with such an instrument, where such full 
attention cannot be given to the charging operation. 
All the cars are equipped with a voltmeter and ап 
ammeter in a combined case, also an odometer or milcage 
recorder. | 

Operating System.—When a car is about to leave the 


garage, 16 is run over a small battery lift in the floor, on . 


which a trolley is brought up from the basement carrying 
a freshly-charged battery. Here is a striking example of 
one of the systematic details adopted for keeping a record 
of the performance of the batteries, for with the fresh 
battery is а card having ready inserted upon it the number 
of the battery and the charging data—which comprise the 
duration, rate, input in ampere-hours, and potential 
difference at the end of charge (on closed and open circuit). 
Before the carriage leaves, its number is entered on the 
same card, also the odometer reading and general particulars 
as to date, hour, driver's name, user, «с. On the return 
of the carriage, the odometer reading is again recorded, also 
the difference, giving the total mileage, together with the 
time of return. The battery is then taken down to the 
battery room, and a test is made of the voltage after 
running, on open and closed circuits respectively. Should 
a charge be taken when away from the garage, particulars 
are entered on the back of the card. Naturally, the battery 
would not be removed from the car unless not less than 
about 35 miles had been travelled, or unless the remaining 
charge was insufficient for the next run. 


. The information on the battery card is entered up in ` 


the record books and further analysed for ampere-hours per 
mile and watt-hours per mile, &c. Separate records are 
kept of the mileage of the negative and positive plates 
respectively. | | 

Battery Details.—When a battery with ordinary lead 
plates has travelled about one thousand miles, the collected 
sediment in the bottom is cleaned out. This is consider- 
ably oftener than is the custom of some other battery users, 
who either let it run more like 2,000 miles before cleaning, 
or else, if the design of the vehicle permits, use cells that 
have sufficient sediment space to permit running for the full 
life of the plates. However, with the facilities at this 
garage, and with the limited space available on the standard. 
vehicles for the batteries, no doubt the practice they adopt 
is very sound, as the risk of short-circuiting the bottoms of 
the battery-plates is rendered very much less.  Half-an-inch 
is provided in the standard batteries used by the Hertford 
Street Motor Co. for sediment space. Each battery has 
45 cells, arranged 9 x 5, with 17 plates per cell, the thick- 
ness of the plates varying from 3 to 4 mm., according to 
the make. The rating is 150 amp?re-hours at 30-ampere rate 
of discharge. When new, the batteries have a capacity of 
about 40 miles on the average car without boosting. Asa 
battery gets towards the time when replating is necessary, 
the mileage falls off to about 25 miles per charge. Under 
the latter condition the batteries are very useful for short 
runs, or the completion of a day's work. Perforated ebonite 
separators are employed between the plates instead of wood, 
as they have becn found to give every satisfaction as regards 
circulation, and have a very long life. The company 
exercise a very catholic opinion as to make of plates, which 
they purchase separately, for building into their own 
batteries, not necessarily getting the positive and negative 
plates from the same manufacturer. Also, they occasionally 
purchase the plates ready formed, and sometimes unformed. 
In the latter case they have to be formed on the premises, 
a special space in the battery-charging departinent being 
allocated for this purpose. 

Car Particulars.—In the modern chassis employed by 
this concern there is very little to get out of order. Ball 
bearings are employed throughout, even on the motor, so as 
to reduce friction to a minimum. The wheels are fitted 
with pneumatic tires, and 4,000 miles is considered as the 
minimum normal life of a studded tire, which is far better 
than is normally obtained on a petrol vehicle. All parts are 
made interchangeable, even the armatures and. field coils of 
the motors, One 8-H.P., 1,500-R.P.M. motor is employed 


on each car. As the motor has a double commutator, a 
series-parallel control at constant voltage is obtained, as is 
done in the case of an ordinary tramcar equipment. The 
commutator or speed controller is of very simple design, 
operated by a small lever under and concentric with the 
steering wheel. No breaking of the circuit with resultant 
sparking takes place on the commutator, as the main switch 
(which is fitted with a magnetic blow-out) is opened for 
each change of speed by a foot lever, and. the latter is also 
connected to a mechanical byake. In addition to the foot 
brake, two electrie braking positions are provided on the 
controller. The motor drives the differential through 
double-reduction double-helical gearing. The efficiency of 
the motor is 80 to 87 per cent. The standard chassis has 
a wheel base of 7 ft. 6 in., with a track of 4 ft. 6 in., and 
weighs 9} ewt. without the battery, and the latter turns 
the scale at 11 ewt. 

Garage Arrangement.—It is of historicalsinterest to note 
that the garage is erected on the site of the once far-famed 
Mayfair Ducking Pond. It covers an area of half an acre, 
with a total floor space of two acres, comprised in a base- 
ment, ground and first floors, and a flat asphalted roof. 
The structure is carefully designed and fireproof. Large 
hydraulic lifts are employed for handling the cars, and. two 
small ones for the batteries. The east bay of the basement 
is devoted to mechanical repairs on the chassis and the 
body ; while the central and west bays are set apart for the 
battery charging, cell forming, and maintenance depart- 
ments. The dynamo room is also situated in the basement. 
The ground floor is, of course, chiefly occupied «by the 
vehicles in use; the electric batteries are attached or de- 
tached to or from the cars on this floor by the aid of two 
lifts from the basement below. The offices, together with 
handsome reception and waiting rooms, are also here. A 
separate department is provided for the tire storage and 
repairing and vulcanising plant, &c. For, similarly to the 
batteries, the tires get very careful attention. Compressed 
air is laid on through the building wherever accessible by 
cars, so there is no excuse for not properly inflating the 
tires. The second floor is utilised for storage, coach-work 
repairs, repainting, upholstering, &c. 

The dynamo room is equipped with two 90-KW., one 
118-KW., and one 130-Kw. motor-generator sets, to reduce 
the supply voltage as received from the Westminster Electric 
Supply Corporation at, 400 volts to 113 volts, which is the 
standard for the garage. The annual consumption of energy 
is something like half a million units. 

Costs.—The average cost of current for running does not 
exceed that of modern electric passenger-car practice, as 
over two car-miles per unit is obtained. This is obtained, 
inclusive of the loss of transformation in the motor- 
generators from the 400-volt mains to the 113-volt charging 
supply, and hence is an indication of the very cheap cost 
of operating electric vehicles as far as power is concerned. 
The cost per car-mile of. plates and maintenance is less 
than that of the tires. This indicates that electric vehicle 
operation is a sound commercial proposition that offers 
very considerable advantages over petrol or horse-traction 
systems, provided the mileage does not exceed that of the 
capacity of a single battery, or, alternatively, that facilities 
are provided for picking up other ready-charged batteries 
as required. The present difficulties in the way of the 
latter arrangement will prevent electric vehicles from com- 
peting with petrol-driven cars on the longer distances, for 
if the weight of the battery were increased beyond that 
which has been found to be the economical weight, there 
would be the serious drawback of having to haul about 
non-earning deadweight. | 

In Conclusion—The writer wishes to express his 
indebtedness for the courtesies extended to him, in his 
quest for information, by the management of the com- 
pany, and in particular to Mr. W. H. Hixson, the chief 
electrical engineer and works manager, who personally 
took a great deal of trouble in explaining the details of the 
methods, organisation, and system adopted and so thoroughly 
worked out by this company. Their carefully-kept records 
and statistics afford extremely valuable information, of 
which they have taken full advantage, with the result that 
they can probably run an electric vehicle more economically 
than anyone else. 
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BUSINESS NOTES. 


Book Notices—We have received a copy of the special 
January number of the British Trade Review (113, Cannon Street, 
XC). We are informed that the Reriew, which in the past has 
circulated almost exclusively abroad with the object of encouraging 
our overseas trade, is now to open its subscription list to United 
Kingdom manufacturers. The issue before us is a very bulky one, 
and its editorial matter necessarily covers а host of subjecta in view 
Of the breadth of its title. Some of the special articles are: The 
Financing of Trade after the War ; Catalogues as Salesmen ; British 
Aeroplane Industry in 1916 ; Electrical Progress in 1916 ; The Paper 
Trade in 1916; The Metal Market in 1916. There are many 
reports on the state of markets in different parts of the country. 
and altogether the number forms a very useful and businesslike 
review of the numerous and important trade matters that are now 
interesting a far wider circle than formerly. 

We-have received a " apecial number " of the new Zlevue (zenerale 
de l Electricité, containing the programme mapped out by its 
founders, from the pen of M. André Blondel, who has been for 25 
years associated with La Lumiere Electrique, and was largely 
inatrumental in bringing about the fusion of the two journals, 
which now appear united under one cover. M. J. Blondin, who 
was editor-in-chief of La Lumière Electrique from 1895 to 1902, 
and founder of La Rerue Electrique in 1904, shares with M. J. de 
Soucy the office of editors-in-chief of the /ferue Generale, and an 
article over their joint signatures outlines their plans 'for the 
realisation of the project, while the remainder of the issue seta 
forth the system of classification which has been adopted, the 
membership of the administrative council and the editing com- 
mittee, and the list of shareholders. 

The first number of the paper has also come to hand, containing 
& number of articles by men of eminence in scientific, technical, 


and legal circles, as well as the fortnightly Bulletin of the Union ` 


des Syndicats de l'Electricité, of which the journal, in succession to 
Lu Herue Electrique, ів the official organ. We offer our hearty 
congratulations to our confréres on the impressive make-up of their 
new paper. which not only embodies the realisation of some 
features of their ambitious programme, but also gives every reason 


to anticipate for it a successful future. The Herve (Générale will. 


appear weekly, the annual subscription outside France being 50 fr. 

" Journal of the Institution of Electrical Engineers.” Vol. LV. 
No. 262. January, 1917. This issue contains the following papers 
and lecture: —‘‘ Parallel Operation of Electric Power Stations," by 
Mr. J. S. Peck ; "Colonial Telegraphs &nd Telephones." by Mr. 
R. W. Weightman: lecture to Newcastle Local Section by Mr. 
H. W. Clothier. РЕТ 

" Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXVI. No.1. January. 1917. New York: The Institute, 
Price $1. 

" Memoirs of the College of Science.’ Kyoto Imperial University. 
Vol. I. Nos.8,9,and 10. Kyoto: The College of Science. 

" Practical Electrician's Pocket Book and Diary, 1917." London: 
S. Rentell & Co. Price 18. 6d. net. 


Catalogues and Lists —Messrs. TAYLOR, TAYLOR, AND 
Новвох, LTD., 62, Oxford Street, London, W.— Pocket booklet 
giving particulars and prices of their engraving machines for 
engraving on brass, iron, steel, &c. 

PIRELLI-GENERAL CABLE Works, LTD. 144, Queen Victoria 
Street, London, E.C.—28-page illustrated brochure, giving an 
account of the origin of the undertaking at Southampton. which 
rests upon the universal reputation of two well-known Italian and 
British electrical companies who, in co-operation. have been able to 
equip the works on the most modern, and therefore the most 
efficient. lines. Notes on a tour round the works are illustrated by 
views of different departments. Excellent and interesting photo- 


` graphic pictures are included of the Southampton works, the 


Pirelli Italian and Spanish factories. and some of the factories of 
the General Electric Co., Ltd., in England. 


Calendars. — Messrs. AUSTIN WALTERS & NON, of 
Gaythorn Electric Works. Manchester, have rent us a calendar for 
1917, with monthly sheets with bold black date figuring. 

Messrs. STEWARTS & LLoYDs, LTD., have sent us one of their 
neat white and gold framed calendars for 1917. 


The Value of Good Lighting.—1In a pamphlet recently 
issued by the WESTINGHOUSE COOPER НеМІТТ Co., Lro.. Mr. 
A.S. Hubbard demonstrates the importance of illumination as a 
factor in manufacturing costs by an ingenious argument, showing 
how the loss of a few minutes’ working time costs an employer 
more than would provide a workman with a good light all day. 
He proceeds to discuss the connection of good lighting with effi- 
ciency of labour. and defines the optimum conditions giving the 
maximum distinctneas of vision with the minimum of glare and 
irregularity. For the mercury vapour lamp it is claimed that its 
bluish-green light affords greatly increased acuity of vision and 
diminishes fatigue, and where colour values as they appear in day- 
light need not be distinguished, this lamp. with its low intrinsic 
brilliancy and high efficiency, is recommended as the best substitute 
for daylight in workshops. 


Patent Restoration.— Application has been made for the 
restoration of Patent No. 25,008 of 1911, entitled “Improvements 
Ih and relating to indicating mechanism applicable to meters,” 
granted to T. F. & H. T. Thorp. 


Factory Property in 1916.—Messrs. LEOPOLD FARMER 
AND Sons, London, E.C.. have issued their report on factory and 
commercial property sales during 1916. "They state that the sales 
and letting of factory property, wharves, land, &c., show far better 
results than was the case in 1915. “This result is, in a large 
measure, due to the war, which has produced a great demand for 
factories and commercial property of all descriptions. . . . We 
have disposed of a large number of factories, with and without plant 
and machinery, at figures running into many thousands of pounds, 
and an unprecedented demand still exista for properties of all 
kinds. Premises that previous to the war had failed to find tenants 
for years have been rapidly taken up. owners in many cases having 
obtained, through competition, increased prices to those asked." 
Many factories have been disposed of to the Government, Govern- 
ment contractors in all branches of manufacture, English firms 
starting to manufacture goods previously imported (now barred 
through the war), and Belgian manufacturers who largely exported 
goods to this country, but are prevented from doing so now owing to 
their works having been destroyed by the Germana, 

“То say the industrial world of England is busy, is a mild terin 
to use: it is in the throes of a boom, and, so far as one can 
judge, is likely to be for some years to come." 

The outlook for further deals in factory property is good. and 
the firm hope to report a continuance of the demand and aupply of 
commercial properties of all descriptions in the present year. 


Trade Review.—Mkssns. BoLLING & LOWE have issued 
their annualreview of the iron and steel trades for 1917. 


Trade with China.—Mr. Archibald Rose, H.M. Assistant 
Commercial Attaché at Shanghai, is now in thia country. Не is 
prepared, by appointment, to give interviews to representatives of 
British firms, and especially to anawer any questions that they may 
desire to put to him concerning (1) methods of trade in China ; 
(2) appointment of agents; (3) extent of Japanese competition. 
Applications should be addressed to the Comptroller-Genera), 
Department of Commercial Intelligence, 73, Basinghall Street, 
London, E.C.. not later than January 25th in the case of firms in. 
the provinces and February Ist in the case of London. 


Liquidations.—*cuoEN Bros., 29-39, Cock Lane, Siow 
Hill. London, E.C.--The Controller, Mr. J.gV. Barrett. has applied 
to the B. of T. for his release. 

STOLZ ELECTROPHONE Co. (1913) Ltp., London. Е.С. -- 
Liquidator released January Rth. 


Bankruptcy Proceedings.—C. В. O«iLviE, electrical 
engineer, Whalley Range.—First meeting January 24th; public 
examination February 6th, the former at Manchester and the Jatter 
at Salford. 


LIGHTING AND POWER NOTES. 


Argentina.—The town of Dolores (Province of Buenos 
Ayres) has been in darkness since December Ist, when the local 
electric lighting company cut off the current owing to non-pay- 
ment by the municipal authorities of the public lighting bill. — 
Review of the River Plate, 


Australia.— At a recent sitting of the Royal Commission 
appointed to inquire into the admistration of the work at the 
Federal Capital. Mr. J. Bethel. the chief storekeeper of the Metro- 
politan Board of Works, who had been instructed to inspect and 
value the plant and material in hand. stated that a large and valu- 
able stock of electrical materials was lying at the depot. Much of 
it had been kept in hand for a considerable time. No record was 
kept of it when used, the men taking what they required without 
check of any kind. Of 94 electric motors there 23 were lying dis- 
used. and 36 were in temporary use. Much of the present material 
lying in the store and yards would never have been ordered if a 
proper system had been in vorue. Не found five motor cars 
there, valued at £1.330, and two motor-cycles. 

In reporting on the Brunswick (Vic.) electric lighting system. 
Mr. N. Murray stated that the installation has cost £33.000 to date. 
While Brunswick was considered the most extensively lighted 
suburb,the cost was stated to be about 25 per cent. greater bv the 
series system than with the parallel system. The high-tension 
circuit throughout the city is considered to be a decided hazard to 
life and property.— Melbourne Age. 

The Sydney City Council has accepted a tender for the erection 
of a sub-station in Castlereagh Street, at a cost of £21.000. The 
front portion of the premises wil] be utilised as showrooms for 
electrical fittings. motors. and also electrically-driven motor-cara. 

The Council is about to proceed with the erection of a nine- 
storey building in Kent Street for stores and workshops. Sydney 
Telegraph. . А 


Ayrshire,.—The Troon T.C. has decided to ask Kilmar- 


nock Corporation, which desired to erect an overhead transmission 
to a new hosiery factory. to lay the cable underground. 


Bedford.—PraNr Extrensions.—With reference to the 
scheme of extension recently put forward by the Electricity Com- 
mittee. and rejected by the Council (see last week's notes), as а 


result of the interview of the Special Committee appointed to 
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secure better terms for the proposed supply outside the borough, 
the consumer has agreed to raise the minimum guarantee to £3,250 
per annum for seven years. and. if necessary, to take current, if 
required. from the Corporation for the period of the loan. Similar 
rates to those in the borough are to be charged. These concessions 
are far less than the demands of the Special Coinmittee, and. the 
Bedfordshire Times remarks, do not amount to very much in 
reality ; however, the resolution to adopt the revised agreement 
and proceed with the extensions was carried unanimously, and 
negotiations are to be commenced for obtaining a loan. As we 
understand it, the undertaking requires the addition of modern 
generating plant, and the authority behind the new consumer out- 
side the boundary will ensure that the new plant, which would 
otherwise be difficult to obtain, will be secured. 


Bradford.— Тһе Parliamentary Sub-Committee of the 
Corporation has decided, we understand, to oppose the Electrical 
Distribution of Yorkshire. Ltd., in the provisional orders which it 
is asking for from the B. of T. to supply several West Hiding dis- 
tricts. Bradford is primarily concerned about the districts of 
Clayton, Queensbury, Rawdon, and Yeadon, and as these come 
int) the areas for which powers are being sought, it may be 
expected that strenuous opposition will be forthcoming when the 
application is heard. 


Cardiff.—Ytar’s WonkiNG.— The accounts for the year's 
working of the Corporation electricity department for the year 
ended March 31st last show a total revenue of £67,842, works costa 
amounting to £38,931, and a gross profit of €28.911 : interest and 
sinking fund, &c., absorbed £19,544, and the net profit was 
£9.367. The units sold amounted to 7.152,034. an increase of 
129.822 units over the previous year; the consumers numbered 
4.108; 1,031 motors, totalling 6.574 H.P., were connected. The 
maximum load was 4,205 KW. and load factor 20°21 per cent. 
2,730.906 units were used for power supply purposes during the 
year, an increase over the previous year of 171.390 units. Supplies 
for domestic purposes, particularly for heating. show a steady 
improvement, the output on this account being 394.504 units as 
compared with 259.992 units for 1915. The total connections for 
heating installations at March 31st. 1916, represented 1,194108 KW., 
an increase of 31576 KW. on the previous March figures. 


Сагііѕіе. — Ркороѕер PLANT ExTENSION.—The Corpora- 


tion has decided to apply for permission to install additional 
generating plant, at a coat of £9.000. 


Chile.— Permission has been granted to Don Martin 


Pizarro to install an overhead electric lighting system in the town 
of Pozo de Almonte.— Board of Trade Journal. 


Epsom and Wimbledon.—E.L. PRoPosaLs.— At the last 
meeting of the Surrey County Council, the Parliamentary Com- 
mittee reported in regard to Electric Lighting Orders promoted by 
the Epsom and Wimbledon authorities, that the Committee proposed 
to make representations to the B. of 'T. that, in view of the general 
questions relating to the supply of electric energy raised by the 
two London Electric Supply Bills, which will be revived after 
the war, it is not expedient that any new powers should be 
granted or vested interests acquired until such questions are settled ; 
also that the time is inopportune for the consideration by Parlia- 
ment of proposals which must involve the raising of new or addi- 
tional capital. The report, which was vigorously opposed by. 
the two Wimbledon representatives, was carried with three 
dissentients. 


Featherstone.—Prov. ORDER.—The Urban Council bas 


decided not to oppose the application of the Electrical Distribution 
of Yorkshire, Ltd., for a prov. order in the Council's district. 


Grimsby. Women Lapour.—At the last meeting of 
the Corporation Lighting Committee it was reported that some 35 
unskilled and semi-skilled employés of the electricity department 
had been debadged ; the Committee decided to employ women and 
girls to replace men wherever possible inside the works, and to 
release the others as quickly as substitutes were found. 

A scheme was also approved by which the Corporation and the 
G.C. Railway Co. could either, in emergency. supply the other with 
clectricity in bulk to a certain amount at fixed rates. 


Halifax. ANNUAL REkPORT.—The year's working of the 
Corporation electricity department to March 31st last shows a total 
revenue of £71,766 ; working expenses amounting to £36,051, and a 
gross profit of £35,715; after providing for interest, income-tax, 
and sinkiny fund charges. £20,765, there was a net balance of 
£14,949, which was carried to the appropriation account, from 
which £3,345 was transferred for the relief of rates and £3.857 
to the renewals fund, the remainder being spent on capital 
account, &c. 

A total of 134 million units were sold: we note that the net 
amount transferred in aid of rates during the last 16 years amounts 
to £35,294. | 2 
. Morley.—AÀn explosion of an electric switch box, last 
week, is believed to have been caused by gas which had made its 
way into the box from an adjoining maim. 


Paraguay.—On December 11th a general strike. деле 
by the Paraguayan Regional Workmen's Union, commenced in the 
capital. The tramway service stopped during the morning. and іп 
the afternoon the power house ceased operation, owing to the em- 
ployés having left to join the strikers; the railway staff also 


joined the movement. During the day the inmates of the public 
prisons, accompanied by the police, were taken to the power hous> 
to assist in the working of the plant, in order to provide lighting 
for the city. The President of the Republic intervened to bring 
the strike to a conclusion. — Heriew of the Rirer Plate. 


South Africa.—The Cape Town Corporation has been 


considering the question of placing a limit upon the amount to be 
contributed in aid of rates by the electricity undertaking, and has 
decided that the contribution should be at the rate of 3 per cent. 
on the capital invested ; any surplus over this sum to be utilise і 
for reducing the charres made for electricity to consumers. Accord- 
ini to the estimates, an excess profit is anticipated this year. but 
the Corporation has decided, owing to the abnormal conditions. not 
to make any reductions in the charges at present. 

Messrs. Merz & McLellan have been asked to undertake an 
investigation into the financial position of the Durban Corpora- 
tion's electrical undertaking. The circumstances under which this 
arrangement has been made are indicated in a report of the Coi- 
poration, which stated that last July the necessary documenta 
should be forwarded to the London agents. The references 
were :-— 

(a) Whether the plant of the electrical undertaking is worth the 
amount of the liability placed upon it. 

(^) Whether the provision out of revenue for depreciation and 
renewals has been sufficient ; and 

(c) On what basis should depreciation and renewals allowances 
be made in future. 

(/) Are all the tariffs in force by the department for the supply 
of current profitable to the department, and if not, what suggestions 
as to their alteration could be made? 

(e) What is the lowest price at which power could be sold, 


keeping in mind the cost of production, capital expendi- 
ture, &c. ? 
Southend-on-Sea.— PRoPoskpn PLANT ExTENSION.—The 


engineer has been instructed to inquire as to the cost, &c., of two 
750-KW. generating sets, which will be required to meet future 
demands: also as to the possibility of enlarging the existing 
condenser. | 


` Stretford.— 1t was reported at the last meeting of the 
Council that, owing to the exceptionally heavy demand for current, 
the coal consumption had gone up to 280 tons per week, necessi- 
tating taking coal out of stock, as the deliveries only average 220 
tons per week. At present it was possible to deal satisfactorily 
with the load, but consideration would have to be given before 
granting increased supplies. 


Swansea.— Тһе electrical engineer has reported that a 
water-tube boiler, with auxiliaries, induced-draught fan. and feed 
pump. should be installed at the station as soon as possible. The 
engineer has suggested that certain of the Corporation houses on 
the Trewyddfa Common might be dealt with under the scheme of 
free-wiring, and the Electric Lighting Committee and the Housing 
Committee have approved of this suggestion. 


Tasmania. — HvpRo-ELECTRIC PLANT EXTENSION.— 
Additional plant is to be installed at the Lady Margaret hydro- 
electric station of the Mount Lyell Mining Co.; the power at 
present available is about 5,000 H.P.. which is to be raised to 
6.600 H.P. The cost is estimated at £30,000. The utilisation of 
the full resources of the lake is contemplated at a further cost of 
£30,000, making £60,000; the power then available would 
approximate 10,000 H.P. 

Two working methods for the extraction of sulphur from pyrites 
prior to smelting have been elaborated by the experta of the Mount 
Lyell Со. Опе is the liberation of the sulphur in a closed retort 
furnace externally heated by means of the electric current. The 
other consists in the employment of a modern circular reverbera- 
tory furnace. mechanically rabbled, built to exclude the admission 
of air, and coal fired. No difficulty is experienced in either case in 
driving off the sulphur, but it is necessary to devisé permanently 
effective mechanical means of stirring the ore under the novel con- 
ditions obtaining, for which there is no precedent. The low cost 
of the electric current scems to favour the commercial application 
of the first-mentioned type of furnace. The attempt to recover 
sulphur from the furnace gases has been given up as uncommercial, 


Whitehaven.— The Water and Lighting Committee of 
the T.C. is to consider the desirability of extending the electricity 
mains to Kells, authority for which has been received. 


Worcester.— EXTENSION SCHEME. — The. Council has 
confirmed the Sub-Committee’s action in connection with an 
increased supply to a local firm, and that steps be taken to secure a 
loan of £720 tu cover the cost. Under the original terms it was 
found that concessions to the firm in lighting supply would repre- 
sent some 4500 a year, but, as the result of negotiation, this was 
reduced to from £225 to £250 during the war and a smaller amount 
afterwards. Under the scheme the firm contributes towards the 
cost of a ring main, which will enable fresh business to be 
obtained. 


Worthing.—The T.C. has decided to realise a portion of 
the resérve fund to meet an estimated deficit of £1.984 on the 
electricity undertaking at the end of the present financial year. 
This reserve fund at present stands at £4,500. 


—— M 
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 TRAMWAY and RAILWAY NOTES. 


Accrington.—It is stated that the female conductors on 
the cars are much dissatisfied at their exclusion from the recent 
award granting a war bonus to male employés, and intend to take 
steps to bring their claims before the tramway authorities. 


Ashton-under-Lyne.—TRamMWay PuRCHASE.—A public 
meeting of ratepayers, on Wednesday last week, authorised the 
Corporation to proceed with a Parliamentary Bill to obtain powers 
to purchase the Oldham, Ashton, and Hyde Tramway Co.'s under- 
taking within the borough and in the adjoining villages of 
Waterloo and Bardsley ; power is also sought to construct con- 
necting tramways, at a cost of about £5,000, and to run a motor- 
"bus service. ! 


Australia.—The Premier of Western Australia recently 
called a conference of representatives of the Perth, Subiaco, and 
Victoria Park Municipal Councils and the Perth and Claremont 
Road Boards, to discuss a proposal to vest the management of the 
Perth Tramways in the Municipalities concerned. The Premier 
pointed out that the Government absolutely believed in the local 
authorities carrying out their reaponsibilities, and one of these was 
the tramway service. A Committee was appointed to inquire and 
report to a future conference.— 7enders. 


Bradford. —ELECcTRIC VEHICLE.—The Lingfield Dyeing 
Co., Ltd., has recently taken delivery through the local agents 
of a 2-ton G.v. electric delivery van, fitted with Ironclad Exide 
battery. | 


Cardiff.—YEan's WonkiNG.— Тһе report of the year's 
working of the Corporation tramways to March 31st last shows 
that the total revenue was £167,794, working expenses amounted 
to £90,733, and the gross profits to £78350. After payment 
of interest, £24,803, sinking fund, £23,988, income-tax, £3,708, 
and allowances to employés on war service. £5,326, there 
was a net balance of £20,525, as compared with £16,949 
in the previous year. Of this £6,947 has been carried to 
the depreciation account, and the balance, £13,578, to reserve. 
The car-mileage was 2,399,240 ; the passengers carried numbered 
80.878,116. The average revenue per car-mile waa 14'343d. ; the 
working expenses, including power. were 7°514d. The total amount 
of sinking fund and loans repaid was £310,606, and other funds in 
hand &mount to £110,359. 


Carlisle.—The City Council has approved the action of 
the Watch Committee in refusing another application of the Tram- 
ways Co. to licenoe women aa drivers of the cars. . 


Continental.—S8»PA1IN.—4A concession has been awarded 
to the Sociedad Los Tranvias de Zaragoza for the construction and 
working of an electric tramway in Saragossa.— Beard of Trade 
Journal. 


Edinburgh. —TRaAMwaAYs PuRcHasE ScHEME. — The 
proposal to adopt the overhead trolley system for the city tram- 
ways when they are taken over by the T.C. haa led to opposition 
on the part of the Cockburn Association, one of the influential 
societies in the city, and it is intended to petition against this part 


‘of the proposal. 


The T.C. has decided to purchase the cable cars from the 
Tramway Co. at the end of the lease for £50,000. 


Glasgow.—A meeting of the Tramways Committee has 
been held with a view to considering the growing development of 
traffic, and efforts are to be made to secure a rearrangement of 
hours of factories, &c., and alteration of shopping times, with a 
view to relieving congestion. 


Gosforth.—The U.D.C. has decided to draw the atten- 
tion of the B. of T. to its complaint regarding the inconvenience of 
the front-entrance cars, and the irregular service given by the 
Newcastle tramways. 


Halifax,—YxanR's Мовкіхо. — The annual report of the 
tramways department for the year ended March 31st last shows a 
net profit of £19.055, as compared with £16,211 in the previous 
year. Whilst the working expenses of the year were reduced by 
£1,258, the total revenue increased by £132. The passengers 
carried numbered 21,024,003, as against 20,707,071. There are 
86 female conductors on the system. 

In its reply to the L.G.B., stating schemes which it has in 
prospect for after the war, the Corporation includes as “ urgent 
work ` the relaying of tramway track at a cost of £31,556. 


Hyde.—Proposep Tramway PuRCHAsE.—The T.C. has 
decided to proceed with negotiations with the Oldham, Ashton and 
Hyde Tramway Co. for the purchase of the length of line within 
the borough. Negotiations are to beentered into with the Tramway 
Co. and the Stockport Corporation for the working of the tramway 
from August hext until the purchase has been completed. 


. Leeds.—The effect. of the railway restrictions has made 
itself manifest by the extraordinary increase of the number of people 
using the tramway cars since the restrictions came into force ; the 
last week's receipts were up by £700. The number of passengers 
carried was 2,198,614, against 2,056,373 for the corresponding 
Period of last year. At the present time there are nearly 80 cars 
Withdrawn for repairs. 


Manchester.— TRAFFIC CONFERENCE.—An informal con- 
ference has been held by the Manchester and Salford tramway 
departments. The increased traffic on the cars, due to the restricted 
railway service and the increase of fares, was one of the subjects 
under consideration, and special attention was devoted to the 
question of “rush ` traffic in the mornings and evenings. The 
use of trailers and the employment of women as drivers were other 
matters touched upon, whilst there was also discussed the problem 
of fares and the question of increasing them or reducing the 
length of the stages. The conference is probably the prelude to 
Joint action between the two authorities. 


Oldham.—The manager (Mr. Priestley) of the Corpora- 
tion tramways reports that the recent arbitration award, in which 
Oldham was included, will mean an increase of £3,500 per annum 
in wares in that department alone. The suggestion was made at 
the meeting of the Committee that the town might reap benefit 
from the curtailment of the train service by more through-cars 
being run to and from Manchester, but the manager said the Man- 
chester Corporation was unable to help, owing to the shortage of 
labour. There were nine cars running through, but 13 would be 
required for a 10-minutes' service. The question of running non- 
stop cara was raised, but the manager pointed out that the B. of T. 
compulsory stops would have to be observed, and they had not the 
men to work such a system. 


Rotherham.—SUGGESTED Tramway PurRcHask.—The 
Corporation has decided to inquire upon what terms the under- 
taking of the Mexborough and Swinton Tramways Co. may be 
acquired by the municipality. 


Salford.—The question of revising fares and other 
working arrangementa in connection with the tramways is to be 
considered by the Tramways Committee in Salford and other 
south-east Lancashire towns. | 


Southend-on-Sea. — The Tramways Committee has 
inspected a car in which the lighting has been rearranged, and a 
similar improvement is to be made in the lighting of other cars. 
The electrical engineer has been in communication with the B. of T. 
upon a proposal to convert certain of the tramcars into double- 
decked cars. The Board suggests that the conversion should, in 
the first place, be carried out on large bogey cars, and inquiries are 
to be made of other towns where a similar gauge of light railways 
is in use as to their experience of the running of double-decked 
cars. 


Stretford.—TRaxwaAvy SNroPPAGE.—Às a result of the 
breakdown of one of the engines at the electricity works, the tram- 
way service of the Manchester Corporation in the district was 
temporarily interrupted ; after a delay of about two hours a tem- 
porary supply was obtained from the Manchester electricity works. 
The cause of the breakdown was the extraordinary demand for 
power for factories. j 


Surbiton.—ELxrcrRIC Dust Vans.—A deputation of the 
D.C. has waited on the L.G.B. urging the necessity that permission 
should be granted for the purchase of two electric vehicles for the 


- collection of house refuse. Ata recent meeting of the Council it 


was decided thht Edison Accumulators, Ltd., be informed that, in 
the event of the refusal of the Board for permission to pur- 
chase by instalments, the Council will purchase one vehicle for 
cash and hire another for 12 months, on the understanding that 
the Council will purchase the vehicle for the sum mentioned in the 
specification, less hire cost, at the expiration of that period. 


Walsall.—CuRioUs AccIDENT.—As the result of a tram- 
car losing its driver, & curious accident, or. to be more correct, & 
series of accidents, occurred between Walsall and Willenhall. on 
Friday in last week. The driver of the car, in looking round at his 
trolley. fell off, and as a large picture belonging to one of the 
passengers obscured the view of those inside, neither the conductress 
nor the passengers were aware of the mishap for atime. When 
the conductress discovered the absence of the driver she imme- 
diately applied the brakes, but as the car was then descending a 
slope, the brakes were not sufficient to stop its career. The 


. consequence was that it dashed into a two-horse laundry van. 


Directly after this collision a youth got on to the platform, and, 
fortunately, succeeded in bringing it to a standstill. The driver of 
the van, and a child who accompanied him, escaped uninjured. 
Meanwhile the driver of the car, after falling off, ran after it for 
some distance, then tried to get on to a motor-lorry going in the 
same direction, but slipped, and one of the wheels passed over his 
legs, which was badly crushed. He was taken on the lorry to 
where the car had stopped before it was realised how serious his 
injuries were. 


TELEGRAPH and TELEPHONE NOTES. 


Grant to Bell Employes.— The American Bell Tele- 
phone System has decided to distribute more than 86.000.000 among 
its employés. to help to meet the increased cost of living. 


U.S. Wireless Law.—A Bill has been introduced into the 


U.S. Congress to strengthen the Government control of radio- 
communication.— 7. and T. Age. 
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Midway Island.—To conv ey their “cordial greetings 
and best wishes for the New Year," the Commercial Cable Co. have 
sent us a coloured card illustrating Midway Island ав a barren 
waste іп 1900, and as a cultured colony in the occupation of the 
Commercial Pacific Cable Co.'s cable staff. We gave some par- 
ticulars recently of the transformation effected by the company 
(E.R., October I3th. 1916). 


Railway Signal Breakdown.— The fusing of a cable con- 
nected with the electrical signalling apparatus at London Road 
(L. & N.W. Railway) Station, Manchester. last week, greatly inter- 
fered with trattic. The points being affected, trains were unable to 
complete the journey, some of them being held up for lony periods, 
whilst many passengers from Longsizht. walked along the track as 
the quickest way of reaching town, 


Wireless Record.—According to the 7. and T. Age, the 
steamer Floridian, San Francisco to Sydney, maintained communi- 
cation with the Marconi station at San Francisco up to a distance 
of 3,000 miles, and her position reports were received up to a dis- 
tance of 5.227 miles. The standard Marconi 2-KW. 500-cycle set 
was used on the ship. 

Mr. David Sarnoff has been appointed manager of the com- 
mercial department of the Marconi ов Telegraph Co. of 
America. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SyDNEY.—Feb. 19th. Municipal Council. 
Meters, maximum-demand indicators. feeder regulators. Specifica- 
tion from E.L. Department, Town Hall. 

Mirch 5th. Council. One 7,500-kK.v.A. turbo-alternator. See 
" Oifieial Notices ` January Sth. 

Bambridge.— February 3rd. Urban Council, Public 


lighting of the district with gas or electricity. 


Bedford. — Electricity Department. Extensions, com- 
prising buildings, boiler-house plant, turbo-generator. steam and 
water auxiliaries, switchgear, &c. See " Official Notices " to-day. 


Halifax.— February 12th. Corporation. Tramways Com- 
mittee. Stores and materials, including lighting materiale, wheel 
brake blocks, trolley and overhead line materials, &c., for twelve 
months. Tenders to Tram Ways Engineer. 


London. — Ваттев&кА. — February 6th. Electricity 


Department. Oils, engine-room stores, meters, joint boxes, &c. 
Sce “ Official Notices ` to-day. 


Manchester. — February 2nd. 
Cooling towers. See‘ о Notices ' 


Elettricity Committee. 
` to-day. 


Middlesbrough. — February 1st. Corporation. Twelve 
months’ supply of electric lamps. Mr. 8. E. Burgess, Borough 
Engineer. | 


New Malden. — January 31st. Malden and Coomhe 


U.D.C. Installation of fire-alarm system. Particulars from the 
Council's Engineer. | 


New Zealand.—Tavranca.—February 12th. Borough 
Council. Supply of six three-phase transformers, 11.000-400 volta. 
Messrs. Н. W. Clime & Sons, Consulting Engineers, Raetihi.— 
V.Z. Shipping and Commerce, | 


Salford. — Tramways Committee. Stee] tires, pinions, 
-and year wheels. General Manager, 32, Blackfriars Street. 
= South Africa —DuRbax.—February 12th. Six four-ton 
electric travelling portable jib-cranes for the harbofir.* 
March 8th. Department of Post and Telegraphs. Installation 
of an automatic telephone exchange at Pietermaritzburg. See 
" Official Notices " to-day. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


CLOSED. 


. Cape Town.—The tender of Messrs. E. A. Shaw & Co. 
for the wiring of the Victoria Court Flats. at £800. has been 
accepted. The work comprises about 215 lighting points and 34 


bell points. 
. Sjeaford.— U.D.C. Coal for the electricity works to 
June 30th : D. Pattinson & Co.. 27s. per ton. ses 


Southend-on-Sea.— Town Council. 


John Brown & Co., Ltd.— Tires, £373. 

P. R. Jackson & Co.—Armature coils, &c., £303. 

S. Stone & Co.— Bar steel, iron, &c., £190. 

Hider Dempster.-—BSprings, white metal, &c., £219. 

British Thomson-Houston Co.— Field coils, £162; gear casos, &c., £68. 

Messrs. Chamberlain & Hookham have given notice, under the 

provision of their contract for house-service meters, of intention to 
terininate the same, and have quoted amended terms for the con- 
tinued supply of such meters, The electrical engineer is to report 
thereon. : . 


Contracts placed :— 


FORTHCOMING EVENTS. 
| | 


Boyal Institution of Great Britain.— Friday, January 19th. At 5.30 p.m. 
At Albemarle Street, Piccadilly. Lecture on ‘‘Soap Bubbles of Long 
Duration," by Prof. Sir James Dewar, F.R.S. 


Institution of Mechanical Engineers.—Friday, January 19th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, S.W. General 
meeting. 


Association of Minin ag Electrical Engineers (West of Scotland 
Branch).—Saturday, January 20th. At 4.30 p.m. At the Royal Technical 
College, Glasgow. Paper on * Modern Switch and Fuse Gear: Its Defects «— 
&nd some Suggested Remedies," by Mr. A. McPhail. | 


Association of Mining Electrical Engineers (Notts and Derbyshire 
Branch) and the National Association of Colliery M gr cari 
(Midland Branch).—Saturday, January 20th. At 3.30 At the 
University College, Nottingham. Paper on ‘“ Electrical рейси at 
Collieries," by Mr. C. Jones. 

Salford тес Technical and | Engineer ine Association. —Saturday, January 20th. 

At the Royal Technical Institute, Peel Park. Presidential 
nadine, he Mr. J. Morris, and musical social evening. 

Institution of Civil En nymeers ү January 23га. At 5.30 p.m. EU 
Great George Street, Westminster, 5.W Paper on '* The Physical Features 
of ‘ Adam's Bridge’ and the currents across it, considered as affecting the _ 
proposed construction of a railway connecting India with Ceylon," by С 
Mr. F. J. Waring. 

Liverpool Engineering Society. Wednesday, January 24th. At the Royal 
Institution, Colquitt Street aper on '* The Education of Apprentices. to 
Engineering and Allied Trades," by Mr. T. R. Thomas. 

Greenock Electrical Society.— Thursday, January 25th. At 7.45 p.m. At 
22, West Stewart Street. Open night for discussion. 

Physical Society of London.— Friday, January 26th. At 5 p.m. At the 
Imperial College of Science and Technology, South Kensington, S.W, 
General meeting. 


NOTES. 


F. L. Rawson.—We read in the Zmes that on Tuesday 
last the police raided 90, Regent Street, W., the premises at which 
Mr. Frederick Lawrence Rawson carried on the business of a 
"Divine Healer.” The Times says :—-" Since the outbreak of war 
he claimed that he could allay, by his magic, the sufferings of the 
wounded, the perils of the missing, and the pangs of the starving 
prisoners in Germany. During the last fortnight public attention 
has been focussed on Mr. Rawson's exploits by a series of articles 
in the Daily Mail. A large staff of clerks, shorthand typists, and 
practitioners were employed in the business, and thousands of 
letters were said to go out every week to all parts of the world. 
Before taking up the career of a "divine healer" Mr. Rawson 
was in business in the city. On Monday the police visited the 
Regent Street premises and removed to an internment camp a 
Hungarian who was in Mr. Rawson's employment. On Tuesday 
Chief-Inspector Fowler, of Scotland Yard, with other officers 
visited Mr. Rawson's rooms and aeized letters. documents, and 
hooks relating to his business. They were conveyed to Scotland 
Yard." 


^ Safety First" Council.—The first meeting of the 
London "Safety First " Council was held on January 15th, the 
Council. as constituted, consisting of representatives of 34 local 
authorities of the metropolitan area, 9 associations representing 
road usere, 6 railway companies, most of the tramway and omnibus 
undertakings, the three Trade Unions connected with transport 
workers, and a number of prominent lighting and carrying com- 
panies. The following officers were elected :—President, Lord 
Sydenham ; vice-president, Sir George Gibb, chairman of the Road 
Board ; chairman of Council, Mr. J. W. Joynson-Hicks, M.P. : 
vice-chairmen, Sir Edward Smith, L.C.C., and Mayor of Hampstead 
(Alderman О'Вгуеп) ; hon. treasurer. the Mayor of Westminster (Sir 
George Welby); hon. secretaries, Messrs. H. E. Blain, A. P. 
Johnson, and A. E. Cave. Four Committees were elected, namely, 
General Purposes. Street Dangers, Publicity, and Drivers’ Educa- 
tional. The Council then proceeded to consider a number of 
“safety first " suggestions which had been received. Discussion 
took place with regard to the lighting regulations, and a resolution 
was passed asking the Street Dangers Committee to consider the 
question as early as possible.—-Da/y Telegraph. 


Prohibited Exports —A supplement to the Board of 
Trade Journal of January 18th contains complete lists of articles 
which, according to the latest information received by the Board 
of Trade, are prohibited to be exported to various destinations from 
British India, Canada, New Zealand, South Africa, LE 
Egypt, Malta. Cyprus, Mauritius, and Ceylon. 


Bachelet Patents for Sale.—From an announcement 
appearing in our advertisement pages to-day, it will be observed 
that the liquidator of four Bachelet companies is offering the 
patents for sale. 


Vol. 80. No. 2,043, ЈАХСАВҮ 19, 1917] THE ELECTRICAL REVIEW. 


Decimal Coinage and the Metric System.—The 
Manchester and District Decimal Association has issued a pre- 
liminary circular focusing attention upon the considerations which 
have induced it to advocate the reform of British coinage and the 
adoption of the metric system of weights and measures. It is 
held that much of the new plant which has been so generally 
installed for the manufacture of munitions of war. and thousands 
of our workpeople, may be thrown idle at the end of the war unless 
we now remove all obstacles that would otherwise hinder the 
enormous expansion of our export trade that will be imperatively 
required to ensure continuity of employment and the maintenance 
of our national economic stability, amongst the chief of which is 
our archaic collection of systems of coinage and measurement. 
The Lord Mayor of Manchester is the president of the Association, 
and in the list of vice-presidents and Council there are numerous 
representatives of manufacturing firms of world-wide reputation, 
including electrical firms such as Messrs. Mather & Platt. Ltd., 
Vickers, Ltd., W. T. Glover & Co., Ltd., the British Westinghouse 
Co., Ltd., Electromotors, Ltd., Ferranti, Ltd., and the Lancashire 
Dynamo and Motor Co., Ltd., a8 well as mechanical engineers, 
textile manufacturers, shipping merchants, &c. 


Pointing out that the British Empire, Siam, and Persia are the . 


only nations that have not adopted a decimal system of coinage, 
and that all.our financial transactions are based on a rate per cent., 
which indicates the fundamental necessity of a decimal system in 
business, the circular advocates the adoption of the system of 
coinage which we have also recommended—viz., the.decimal sub- 
division of the sovereign, without altering the existing values of 
our gold and silver coins. The florin would be the standard coin, 
divided into 100 cents instead of 96 farthings. The bronze coinage 
would be depreciated 4 per cent., but, as we have pointed out, at a 
time when standards of value have been so violently disturbed, a 


reduction of 4 per cent. in the purchasing value of the penny would . 


be unfelt, and the present is obviously a most opportune moment 
for revising our coinage. The Association emphasises the fact. on 
the importance of which we have laid stress, that according to the 
foregoing proposal the pound sterling is retained. The adoption 
of the metric system of weights and measures is similarly regarded 
as certain to bring benefits far outweighing any temporary 
difficulties and inconveniences met with during the period of 
transition, and the Association expresses the intention of urging 
the Government to take action on these lines at an early date. An 
appeal is made for support, the subscription for members being one 
guinea per annum and for associate members 5s. Mr. Fred Hilton, 
of 55, Market Street, Manchester, i$ acting secretary. 


Volunteer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters, Balderton, Oxford Street, W.— Orders for 
the week, by Lieut.-Col. C. B. Clay, V.D., Commanding :— 

Monday, January 22nd.— "Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.25 —8. 

Tuesday, January 23rd.—-School of Arms, 6.—7. 
"Musketry," by the Instructor of Musketry. 


Lecture, 7.15, 


Wednesday, January 24th,—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 2. 
. Thursday, January 25th.—Platoon Drill, Platoon No. 7. Ambu- 


lance Class by M.O., 6.30. 

Friday, January 26th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill No. 9. Signalling Class. 
Recruits’ Drill, 6.25— 8.20. 

Saturday, January 27th.—N.C.0.'s “Class, 
Commander E. C. Fleming. 

Sunday, January 28th.—Entrenching at Otford. |! Parade Victoria 
(S.E. & C. Railway Booking Office), 8.45 a.m. 


(By order), MACLEOD YEARSLEY, Adjutant. 


Institution and Lecture Notes.—The Faraday Society.— 
At the annual general meeting of the Society, on December 18th , 
the following officers and Council were elected :— 

President. —Sir Robert Hadfield, F.R.S. 

Vice- Presidents, —Prof. K. Birkeland, W. R. Bousfield, K.C., 
F.R.S., Prof. F. G. Donnan, F.R.S., Dr. Eugene Haanel, Prof. A. K. 
Huntington, Dr. T. Martin Lowry, F.R.S. 

: Treasurer. —F. Mollwo Perkin, Ph.D. 

Council. —W. R. Cooper, Dr. С. Н. Desch, Dr. J. A. Harker. F.R.S., 
Emil Hatschek, Cosmo Johns, Prof. Alfred W. Porter, F.R.S., E. H. 
Rayner, A. Gordon Salamon, Dr. George Senter, Cav. Magg. E. 
Stassano. 

Birmingham and District Electric Club.-—At the annual 
meeting the following officers were elected :---President, Mr. A. B. 
Mudie ; vice-presidents. Mr. H. Foulds and Mr. J. J. Richardson ; 
hon. secretary. Mr. N. Deykin ; hon. treasurer, Mr. W. H. Varnon. 
The report referred to the services rendered by Mr. W.G. L. Riddle, 
who had filled the office of president for two years and of hon. 
secretary for nine years: The financial statement showed a con- 
siderable balance in hand, and it was decided to invest part of the 
tirplus funds in war certificates. — Birmingham Daily Post. 


Bread and Butter Machine.—An electric machine of 

ritish manufacture, capable of cutting 3.000 slices of bread an 

hour. and buttering them, has just been produced and supplied to a 
number of shipbuilding works on the Clyde.— Financial Timex. 


Appointments Vacant.—Shift engineer (42s.), for the 
ueen Mary's Military Hospital, Whalley ; temporary assistant 
electrical engineer, for the Barking U.D.C. electricity works ; mains 
engineer, fitter drivers and engine drivers, wiremen, stokers and 
fitters for the War Department (hutted camps, electrie power 
uses), See our advertisement pages to-day. 
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Fire.—The battery room and its equipment at the station 
of the Merthyr Electric Light and Traction Co., Ltd., was destroyed 
by fire on January 9th. The cause of the outbreak is unknown. 


. Electric Signalling on the G.W. Railway.— The instal- 
lation of track signals, combined with electrically-worked distant 
signals at " slipping ` stations, has been a feature of interest in con- 
nection with the work of the Signal Department of the Great 
Western Railway during the pust year. Installations of this kind 
have been brought into use at Slough. Exeter, Taplow, and Wantage 
Road, while others are in progress at Reading, Newbury, Kingham, 
and other places. 


Workmen's Compensation. — At Blackburn County 
Court. his Honour Judge Sturges sanctioned a settlement of £300, 
in addition to £10 already paid, in a case in which Ellen Hunter 
claimed comp:nsation from Messrs.‘Yates & Thom, Ltd.: Canal 
Foundry, for the loss of her husband, who, in November. 1916. was 
following his occupation as an electric crane driver, when he was 
caught between the crane and a pillar. and crushed to death. Mr. 
Harry Backhouse appeared for the widow; and Mr. John Taylor 
for the employers. 


Trench Foot and Electric Leakage.—In the Lancet of 
January 13th, Dr. C. N. Longridge discusses the cause and pre- 
vention of trench foot i in the light of a theory of electro-patholovy 
which he attributes to Mr. A. E. Baines, "à distinguished elec- 
trical engineer." The theory in question is that the brain, and 
possibly the spinal cord. is the seat of electrical generation, and 
that the current so generated is carried to the tissues by means of 
the nerves; Dr. Longridge predicts that Mr. Ba'nes will ultimately 
rank with Simpson, Lister, and Koch as a benefactor of the human 
race, but however that may be, the extent of his own electrical : 
knowledge may be gathered from the following explanation of the 
origin of trench foot :— 

“The dominating factor in the conditions under which trench 
foot occurs is wet. When а man ів standir; for days on end in 
water and liquid mud, his boots, socks, and the skin of his feet and 
legs become soaked. As is well known, the electrical resistance of 
the skin is enormously diminished whew the skin is wet. Under 
these conditions & gradual leakage of electricity to egrth takes 
place from the feet. Other things being equal, electricity will 
always leak from a point in ртеіе ‘епсе to a plane surface. which 
accounts for the fact that the toes are most affected. This leakage 
deprives the cells of the foot tissues of their trophic influence. and 
they die. Hence the lesions of trench foot." 

Dr. Longridge has carried out experiments with a view totesting 
his theory, and remarks that ‘ before testing it is necessary to 
‘earth’ the patient in order to dissipate any induced charge of 
electricity of which he may be the host. If this is not done, the 
patient's own intrinsic current may be swamped by charges he has 
picked up from trams, electric trains, or other sources. With both 
poles in contact with the body the galvanometer will give a 
deflection. When leakage is taking place from any particular area 
a high and rapid deflection is noted." 

It will be observed that he makes no distinction between statie 
charges and electric currents ; nor does he, apparently, allow for 
the fact that any circuit through the earth is liable to carry 
currents of voltaic or thermoelectric origin, or atray currents from 
other sources, or that a delicate yalvanome‘er will register currents 
if the moistened figures are placed on the terminals —not " body 
currents "at all, but ordinary commonplace currents that would 
equally well be produced by a slice of beefsteak. Hence the 
experiments which he describes are wholly illusory. Naturally. 
as the result of misleading experiments and fanciful hypothesis. 
he comes to the appropriate conclusion that treatment of the feet 
with dielectric vil gives better results than any other method. 

“The experience of officers at the front is that trench foot can 
be prevented. І am certain it can, but it can only be done. firstly. 
by keeping out the wet. and, secondly, by keeping up the electrical 
resistance of the skin of the feet. The feet should be thoroughly 
greased, and by far the best grease to use is the dielectric ointment 
which is now an article of commerce." 

Certainly, keeping out the wet and anointiny the feet are sure 
to be salutary and beneficial measures—but the electrical theory is 
all nonsense. 


Tudor Accumulator Co., Ltd.—The Public Trustee is 
inviting tenders for the purchase of 3,579 '" A" shares and 1,200 
"B" shares, all of £10 each, in the above company. Particulars 
appear in our advertisement pages to-day. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Stztion Officials.—The chief clerk in the Ealing 
electricity department is to be given а war bonus of £10 per 
annum. А similar war bonus is to be paid to the assistant 
engineer and the mains superintendent. Salaries of the 
clerical staff are to be increased by from Qs. Öd. to 3s. 61. 
weekly. 

The Sunderland T.C. has approved of the following changes 
of salary: Chief assistant electrical engineer and sales mana 
ger, £300 to £325; superintendent, Ilylton Road alectricit. 
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works, £275 to £300; chief clerk, £250 to £260; testing super- 
intendent, £200 to £215; wages—cable jointers increased by 
ls. 04d. per week; junior cable jointers by 2s. ld.; meter 
testers 2s.; Installation and meter inspectors by 9s. The 
tramway traflic superintendent's wage was increased from £3 
бз. to £3 10s. per week. 

Major H. Grey, the electrical engineer. to the Accrington 
Corporation, Who is on active service, has tendered his resig- 
nation. The General Purposes Committee, however, have 
made arrangements by which he will continue in office until 
the end of the war. 

Upon the recommendation of the electrical engineer at 
Barnes, Mr. Law and Mr. Cornet are to be granted, as recog- 
nition of their valuable services during the past year, honora- 
riums of £30 and £20 respectively. 

The Finance Committee: of the Whitehaven T.C. has re- 
commended that the salary of the acting electrical engineer, 
Mr. (пилтт, be increased to £250 a year, on the understand- 
ing that he is not paid any premiums in respect of pupils. 

Colchester T.C. has appointed Mr. SHEPPARD, of the elec- 
tricity works staff, to succeed Mr. Cottam as shift engineer. 

Sapper A. GREED, R.B., Wireless Section, who has been 
discharged from the Anny after an attack of malaria, has 
resumed his duties in the mains department of the Dewsbury 
Corporation electricity works. 

The Leatherhead & District Electricity Co.. Ltd., have 
granted their manager, Mr. H. Lesne Dixon, leave of ab- 
sence to accept a commission in the Roval Flying Corps. 

The Neweastle-under-Lyine Corporation has increased the 
salary of Mr. A. J. C. De Renzi, borough electrical engineer, 
to £950 per annum. 

On the occasion of his marriage, Mr. J. IT. WirLtAMs, of 
the Urban Electric Supply Co., Ltd., Grantham, was pre- 
sented with a cruet by the members of the staff at Grantham. 
Mr. Edmundson, the manager, made the presentation. 


General.—Mr. F. А. B. Lonp, member of the London 
Chainber of Coinmerce, and of Messrs. W. F. Dennis & Co., 
has been nominated to the vacancy on the ward of Cord- 
wainer for the City Corporation by the Comimon Councilmen 
of the ward. 


Roll of Honour.—Flight Sub-Lieutenant NrEvitígE W. 
Framers, of the staff of the Port Elizabeth Municipal elec- 
tricity departinent, South Africa, was killed on active service 
in November last. 

Corporal A. V. SCHOLES, of the Royal Flying Corps, who 
was formerly telegraphist at the Huddersfield Post Office, has 
been awarded the Military Medal for efficiency and gallantry 
in maintaining conmmunication with an aeroplane by wireless 
telegraphy while under heavy fire. 

The following is a list of employés in the Oldham Corpora- 
tior tramways departinent who have laid down their lives 
during the war:—Private J. W. Hopson, aged 25; Private T. 
H. Hilton, aged 24; Private Foster Irving, aged 26; Private 
Harry Slinger, aged 32; Private J. L. Taylor. aged 26; Ser- 
geant J. Wright Wood, aged 40; Sergeant H. Shaw; Sergeant- 
Major А. Dale; Private E. Custy ; Private J. Cartledge; Cor- 
poral J. W. Rose; Private T. Winstanley, aged 35; Private 8. 
Crawshaw, aged 20; Private J. Wilson, aged 94; Private S. 
Hallam, aged 21 (awarded Military Medal some time before 
his death). i 

Corporal R. E. Вкіттох, No. 7,000, No. 1 Siege Company, 
Royal Monmouth R.E., who has been ijnentioned in Sir 
Douglas Haig's dispatch of November 13th, was an apprentice 
in the office of the electrical engineer to the Swansea Har- 
bour Trust. 

Sergeant JAMES SMITH, of the Scottish Rifles, and formerly 
employed on the Blackburn Corporation Tramways, has been 
awarded the Military Medal. | 

Quartermaster and Hon. Lieutenant Turr, Welsh Regiment. 
and Sergeant (Acting Company Sergeant-Major) D. A. Hor- 
KINS, Welsh Regiment, mentioned in dispatches, were em- 
ploved in the Swansea Corporation electricity department. 

Private Е. STEWART, Seaforth Highlanders, an electrician, 
has died from wounds. 

Private O. H. Davirs, Canadian R.A.M.C., who was an 
electrician on the Canadian Pacific Railway, has been awarded 
the Military Medal for gallant conduct in his attention to 
wounded under heavy shell fire. В 

Corporal Epwarps, V.C., has been presented with a gold 
watch and chain, subscribed for by his fellow-workers at the 
Western Electric Co., Ltd., Woolwich. 


Sergeant ARTHUR Wanpbpy, Rifle Brigade, has been awarded 


the D.C.M. He was employed by the Leeds Private Tele- 
phone Co. 

Sergeant James SMITH, of the Cameronians, forinerly em- 
ployed on Blackburn Corporation tramways, has been awarded 
the Military Medal. 

LrsuirE HULME, who is in the Flying Corps in France, and 
was previously emploved by Messrs. Dick, Kerr & Co., Pres- 
ton, has been promoted to first-class air mechanic in the 
wireless section. B 

Sapper JOHN WhHARTON, R.E., has been awarded the D.C.M. 
for gallantry on the field. He was an articled apprentice to 
Mr. J. Morris, electrician, Bolton. 

Acting-Corporal Hanorp Snanr, A.S.C., who has been men 
tioned in dispatehes, was an employé in the Leeds Corpora- 
tion electric lighting department. 

Boy Telegraphist ExuNEsT KELLY, R.N.. who has won the 
D.S.M., after being previously recommended for it on three 


occasions, is only 17 years of age. He was with the British 
Westinghouse Co., at Manchester, until two vears ago, when 
he entered the Navy. He is on a Dover patrol mine sweeper. 

А. B. Woopuoust, of the R. N.D., only sou of Mr. William 
Woodhouse, who is associated with the Yorkshire. Electric 
Power Co., has been. killed in action. 

Private С. E. Par MER, Roval Fusiliers, Lewis Machine Gun 
Section, for 11 years on the staff of the Т.С.С. tramway depot 
at New Cross, has died of wounds received. in action. 

Private Lronarb BraNkKs, Royal West Kent Regiment, who 
enlisted whilst with Messrs. б. W. Gibson & Co., electrical 
engineers, of Dartford, has died whilst a prisoner of war in 
Turkey. 

Private A. Skirnrow, of the West Riding Regiment, is in 
hospital wounded. He was employed in the Leeds Corpora- 
tion electric lighting department. 

Many of our readers will desire to join us in congratulations 
to Sergeant J. Conway Риск, of the Welsh Guards, upon 
having been mentioned in Sir Douglas Haig's dispatch of 
November 13th, 1916, for distinguished and gallant service 
and devotion to duty. 


Obituary.—Cartain W. T. Lr Fevvrre.—The death has 
taken place in hospital, at Bangor, of Captain Walter T. Le 
Feuvre, R.E., the borough electrical engineer of Bexhi!l. 
Prior to the war the deceased had held a commission in the 
Territorial Army, and in 1914, having obtained leave from the 
Corporation, he took a commission in the Royal Engineers. 
He served in France for some months, but owing to an ltijury 
to the ankle he was returned for home service, and was 
acting as instructor when he was taken ill with pneumonia, 
Which caused his death. Captain Ге Feuvre held the post 
of electrical engineer to the Bexhill Corporation from the 
establishment of the undertaking 16 vears ago. He was in 
his 4rd усаг, and leaves a widow and two daughters. Dur- 
ing his absence on war service Mr. C. A. Frost, assistant 
engineer, has been m charge of the works. 
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NEW COMPANIES REGISTERED. 


Pressparts, Ltd. (145,747).—Private company. — This 
company was registered on January Vth, with a capital of £3,000 in £1 
shares, 10 take over the business of an electrical and mechanical appliance 
manufacturer, sheet metal worker, stamper, piercer, solderer, welder, polisher, 
and рег carried on by Henry Justus Eck at Darwin Works, Salop Street, 
Birmingham, as Pressparts. The. subscribers. (each with one share) are: 
Edwin В. Alldridye, 354, Gillot Road, Edgbaston, Birmingham, coppersmith; 
Henry Justus Eck, 10, Priory Road, Chiswick, W.. engineer; Alfred C. Lee, 
107, Wake Green Road, Moseley, Birmingham, coppersmith. The first direc- 
tors (to. number not. less than three or more then five) are: Edwin B. AN- 
dridge, Honry Justus Eck, and Alfred C. Lee.’ Mr. E. H. Clutterbuck, soli- 
сиог, has filed the usual declaration that the company is not formed for the 
purpose or with the intention of acquiring all or any part of any business 
the books and documents of which are liable to inspection under the Trading 
with the Enemy Act, 1914, Solicitors: Lane, Clutterbuck & Co., Minories 
Chambers, Birmingham. Registered office: В, Salop Street, Birmingham. 


Ridout & Ratcliff, Ltd. (145,740).—Private company. 
This company was registered on January 10th, with a capital of £2,000 in £l 
shares, to take over the business of an electrical contractor formerly carried 
on by G. F. Ratcliff, at 43, Baker Street, but now at 42, Upper Baker 
Street, W., and the business of an clectrical engineer carried on by L. Ridout, 
at the last-named address. The subscribers (each with one share) are: L. 
Ridout, 42, Upper Baker Street, W., electrical contractor; G. F. Ratcliff, 42, 
Upper Baker Street, W., electrical contractor, The first directors are to be 
appointed by the subscribers, Solicitors: Turner & Co., 89, Chancery Lane, 
W.C. Registered office: $2, Upper Baker Street, W. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


James Keith & Blackman Co., Ltd.—A memorandum of 


Satisfaction in full on December flith, 1916, of second debenture dated Febru- 
агу 12th, 1913, securing £1,000, has been filed. 


Northampton Electric Light & Power Co., Ltd.—Issue 
on January 2nd, 1917, of £1,835 debentures, part of a series of which partt- 
cilars have already been filed, 


Musselburgh and District Electric Light & Traction Co., 
Ltd.—A memorandum of satisfaction to the extent of £800. on December 27th, 
1916, of charges dated November ТЗІ, 1905, and May Ith, 1909, securing 
£90,000, has been filed.” Р 


Southern Brazil Electric Co., Ltd.—Loan contract with 
mortgage and pledge executed by way of local mortgage, exevuted abroad 
oa October 17ih, 1916, as collateral security for £750,000 debentures covered 
bv trust deed of August 19th, 1914. Property charged: Certain concessions, 
lands, water rights, and immovable property in Brazil, and shares in other 
companies. Holders: Royal Exchange Assurance Co, 


Delagoa Bay Development Corpn., Ltd. (76.099).— 
Capital, £166,300 in £10 shares. Return dated December 5th, 1916 (fled Decem- 
ber 6th). 267.400 shares taken up; 10s. per share called up оп 177,400; £88,700 
paid: £45,000 considered as paid on 90,000 shares. Mortgages and charges: 
£183,900. : 

East India Tramways Co.. Ltd. /74.457).—Capital, 
£100,000 in £1 shares (15.000 pref.. 35,000 ord., and 50.000 del.). Return 
dated December 15th, 1916. 7,476 pref., 33,433 ord., and 50,000 def. shares 
taken up; £l per share called up on 7,476 pref. and seven ord, shares: £7,489 
pail, including £6 paid on 24 pref. shares forfeited; £83,426 considered a 
paid on 33,426 ord. and 50,000 def. Mortgages and charges: Nil. | 

Harold Wood Electrical & Engineering Supplies Co., Ltd. 
(93.423).—Capital. £1,000 in 950 pref. ord. shares o £1 cach and 1,000 def. 
shares of Is. each. Return dated December 8th, 1916. All shares taken up; 
£1,000 paid. Mortgages and charges: £600. 
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Hampshire Light Railways (Electric), Co., Ltd. (52,564). — 
Capital, £1,000 in 210 shares. Return dated December 7th, 1916. All shares 
taken up; £1,000 paid. Mortgages and charges: Nil. 


Blackpool & Garstang Electric Light Railway Co., Ltd. 
(62,150).—C apital, £10,000 in £o shares. Return dated December 29th, 1916, 
361 shares taken up; £4 per share called up; £1,707 paid (including £323 
received on application for further shares not allotted), leaving, £60 in arrears., 
Mortyages and charges: Nil. 


Railway Finance & Construction Co., Ltd. (formerly 
krown as Electrical Equipment & Securities, Ltd. Re-named 1909.) (72,010).— 
Capital, £100,000 in £l shares. Return dated November Eth, 1916. Ye 202 


shares taken up; £1 per share called up оп 657 and 4s. per share on 23,55; . 


£6,576 paid; £85,716 considered as paid, being 16s. per share on 29,3953 and 
£l per share оп 63440, Mortgages. and charges: Nil. 


CITY NOTES. 


The annual meeting of this company 
Tata Hydro- was held in. November, at Bombay, Sir 
Electric Power Doras J. ‘VATA presiding. The president, 
Supply Co., Ltd. referring. to the present position. of. the 
company and its future prospects, said 
that the supply of power was generally satisfactory to their 
consumers. Lhe equipment of all mills intended to be served 
with power from the first installation of generating plant 
was now nearly complete, and they were being regularly 
supplied. ‘Lhey were pushing forward as much as possible 
the equipment of those nulls which were to receive power 
{гош the second installation, but some unavoidable delay was 
being experienced owing to certain restrictions now placed 
upon. the manufacturers of the driving equipment by the 
british Munitions Department. On. the completion of the 
equipment, the average consumption of electrical energy in 
Bombay supplied by the company would approxinately be 
40,000 electrical н.р. The fifth generating unit, with com- 
plete equipment, would soon be in service. The hydraulic 
works comprised in the first construction contract were prac- 
tically completed. The work of building the Shirawta dam, 
which would take some time to complete, was in full pro- 
gress. On its completion, their capacity to supply, so far as 
hydraulic development was concerned, would be considerably 
auginented, enabling the scheme to be gradually extended to 
its safe limit of output. The payinent of interest out of 
capital had eeased from January Ist, 1916, from which date 
dividends and debenture interest would be paid from revenue. 
The concessions which this company had in the Andhra Valley 
had been transferred to a new company, which was estab- 
lished under the name of the Andhra Valley Power Supply 
Co., Ltd. An agreement was to be drawn up between the 
two companies in order to facilitate the co-operation of the 
two companies in fullest harmony.—The report and dividend 
recommendation given in the EnectricaL Review for January 
5th. 1917, were approved. The meeting subsequently con- 
firmed the resolution passed at an earlier meeting increasing 
the capital to Rs. three crores by the creation of 10,000 new 
shares of Rs. 1,000 each. 
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Yorkshire (West Riding) Electric Tramways Co., Ltd.— 
The report for 1916 states that, after providing for all ex- 
penses, there is a net income of £26,188. A dividend of 6 per 
cent. per annum, less income-tax, on the 6 per cent. cuinu- 
lative preference shares has been paid, £12,525 £aken to depre- 
ciation, renewals and reserve, and £17,952 carried forward. 
The number of passengers carried during the year was 
12,588 974, and the miles run 1,768,007, as against 11,002,483 
and 1,763,702 respectively for the previous year. 


Imperial Trantways Co., Ltd.—Mr. Samuel White, J.P., 
has been elected chairman of the company in the place of 
the late Sir George White, Bart.; Sir G. Stanley White, 
Bart., has been elected a director; Mr. W. G. Verdon Sinith, 
the secretary of the company for the past 15 years, has been 
appointed managing director, and Mr. F. H. Withers secre- 
tary. 4 

Edmundson's Electricity Corporation, Ltd.—The direc- 
tors have decided to withhold payment of the six months’ 
dividend on the cumulative preference shares payable Janu- 
ary 15th until the accounts for the financial year ending 
March 31st are prepared.--Financial Times. 

Bristol Tramways & Carriage Co., Ltd.—Mr. Samucl 
White, J.P.. has been elected chairman of this company in 
the place of the late Sir George White, Bart., and Mr. S. 
E. Baker has been elected a director. | | 

Nairobi Electric Power & Lighting Co., Ltd.—Interim 
dividend at the rate of 6 per cent. per annum on the prefer- 
ence and ordinary shares for the December half-year. 


Rio de Janeiro Tramway, Light & Power Co., Ltd.— 
Dividend, 14 per cent. on the is&ued capital. j 

Sao Paulo Tram, Light & Power Co., Ltd.—Dividend, 
2) per cent. on the issued common stock. 

Bank Ваќе, —Үевіегдау the Bank rate was reduced from 
б per cent. to 5} per cent. 


STOCKS AND SHARES, 


TUESDAY EVENING. 

THE present are War Loan markets. Everybody is trying to 
do his and her utmost to make the loan a success, and little 
els: is talked about in the Stock Exchange to-day. With 
the loan itself there is general satisfaction. Hardly any 
points have cropped up which call for effective criticisin; and 
an excellent feature is the fact that February 16th. is defi- 
nitely announced as the date for closing the subscription lists. 
One great point. in favour of the loan is that it establishes a 
lower rate of interest than that which the Government was 
offering before it appeared. 

In each of the preceding War Loans a higher rate was 
offered- every time, with the result that people said they 
would take half the amount which they felt able to subscribe, 
and then wait for the next Government issue, to see whether 
better terms would not be given. Now, however, instead of 
the 6 per cent. provided by the recent. Exchequer Bonds and 
the 6} per cent. obtainable from Treasury Bills, the Govern- 
ment has stepped forward with its 5 per cent. at 95; while 
Mr. Bonar Law held out a very plain hint that if this did 
not produce suficient money, other and less favourable terms 
were What the investor might expect. : 

As was inevitable, a good deal of nonsense has been written 
about the War ‘Loan rae those who ought to know better; 
and a little more restraint on the part of the halfpenny Press 
would stimulate, instead of prejudice, the newcomer. Far- 
fetched schemes of raising money with which to upply for 
the loan are being advocated by the noisy sensation-mongers, 
who ignore, either deliberately or without Knowledge, the 
results that would accrue from the following out of their 
counsels. There is doubtful national advantage to be gained 
from the wholesale realisation of securities which make an 
appeal only to British purchasers. If stocks can be sold to 
foreign buyers, so much the better; but there is small sense 
in robbing Peter to pay Paul; and if апу sales of stock were 
to be attempted on а large scale, they would damage credit 
generally, and contribute indirectly to a weakening of the 
new War Loan. 

At the same time. we have no sympathy whatever with 
those extremely astute people who work out calculations into 
decimal points, with a view to seeing how they can 
obtain an interest in the new War Loan through the pur- 
chase of existing stocks which carry. conversion rights. Pos- 
sibly they may be able to save a few shillings, but whatever 
they gain is of advantage only to themselves, and. probably 
deprives the country of the new money which would be 
afforded it by direct subscription to the present issue. 

Holders of the securities with which we deal week by week 
will find no national benefit served by their endeavouring to 
sell the stock and shares in the British companies comprised 
in our lists. If a holder of Brazilian. Tractions elects to pass 
on his shares toa Dutch buyer, or if Mexico Tramway bonds 
can be sold to American purchasers, and the money realised 
from these sales be utilised in. the purchase of the new loan, 
so much the better for this country and the victorious con 
clusion of the war. But to turn out good-class stocks simply 
with the idea of getting them transferred into other British 
hands is of very hypothetical value; while as for some of the 
means suggested for the raising of money in other directions, 
the majority. are as ill-conceived as they are likely to prove 
useless in the attamment of the main object. 

That the markets for purely investment stocks should be 
dull and quiet is natural enough. Brokers and jobbers know 
perfectly well that most clients are bent upon subscribing 
their spare cash to the new loan. At the same time, the 
dedines which have taken place during the past week are 
comparatively trifling in. amount—comparatively, that is to 
sav, if one remembers the effects produced by the issue of 
the 4} per cent. War Loan in 1915, when values fell steeply, 
and when, for a time, hundreds of securities became practi- 
cally unsaleable. | 

The Home Railway market feels а good. deal the influence 
of the latest competitor. In this department there has been 
a fair amount of selling—or, rather, of attempting to sell, 
because the jobbers are not. keen to take stock unless they 
know where to place it. Many of the lower-priced descrip- 
tions which were in speculative favour some six weeks ago 
have given way somewhat sharply, and the Undergrounds 
fall with the rest. Underground Electric incomes broke away 
to 901. a fall of 34 points, certain of the recent buyers, who 
had picked up the stock. lower down, electing to take their 
profits. A partial recovery has left the stock at 91, and the 
company's shares are both easier. Districts declined to 164, 
and Metropolitans are 1} lower, although in all these cases 16 
has to be remembered that there have been recently sharp rises. 

Electricity supply shares are exceedingly quiet, the reason 
being, of course, the uncertainty felt in connection with the 
approaching dividends. coupled with the advent of the new 
loan. Prices on the whole are well held, and proprietors are 
making no effort to sell. No doubt their tenacity 15 fortified 
by the decision of the Board of Referees In regard to excess 
profits duty, reference to which was made here last week. 

The telegraph market is quiet. Anglo-Americans have gone 
back a little. In this market, as in most of the others, а 
good deal of attention is bent on the problem as to what 
industrials ought to pay the investor, in the light of the 54 


- —m-.-À ч a ША "HÀ un 


per cent. yield offered by a Government long-dated loan. 
The New York Stock Exchange has calmed down so consider- 
ably that from a daily turnover which reached over three 
million shares, dealings have dwindled to the neighbourhood 


of less than 900,000 in а day. The Globe Telegraph issues are 
both a little lower, Indo-Europeans fell lüs., and Marconis 
are quoted ex the dividend of 2s., allowing for which there 
is a trifling rise in the price. 

News from Mexico is said to be worse this week, and most 
of the Mexican securities have gone back. Mexico Tramway 
Fives have fallen 5 points to 25. Nor are Brazilian things 
so good as they were last week. Brazil Tractions lost 14 
points. The various water and power companjes connected 
with the Pearson group are inclined to be lower. 


States and Canada are mostly dull. Dramatic breaks occurred 
in the shares of the Canadian Car & Foundry Co., the com- 
mon losing 30 points in a day on account of an explosion 
which took place at the works. 

Industrials followed the general trend of markets. British 
Westinghouse have weakened to 54s. 6d. Callenders ordinary 
and preference have both eased off; the preference, it may 
be worth pointing out, now return 61 per cent. on the money. 
Electric Constructions receded to 18s. 9d. British Insulated 
preference are lower at 5. The same tendency is noticeable 
amongst iron and steel shares. The rubber share market, 
however, keeps firm. There is not much business doing. 
naturally, on account of the attention absorbed by the War 
Loan: but the disposition is to look for higher prices amongst 
apeculative shares generally as soon as the War Loan has 
settled down into permanent hands. Copper, the metal, 
shows no signs of improvement; and, consequently, most of 
the shares connected with the industry have lost small frac- 
tions on the week. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи Exvxrorricrry COMPANTES. 


Dividend Price 
ра Јап. 16, Riseorfal Yield 
1914. 1916. 1917. this week, р.о. 


Brompton Ordinary 5 10 10 d — 4711 0 
Charge CH Brak a РА 81 LX 4 18 0 
о. 0. о. ef.. — 
Chelsea "n ee ee ee 6 4 8 — 6 18 4 
City ot London ee ee ae 9 8 111 = 1 9 B 
do. до. 6 percent. Pref. 6 6 10 — 6 0 0 
County of London ve ет. 1 1 103 — 618 8 
do. 6 per cent. Pref. 6 6 9 — 616 
Kensington Ordinary .. eo 9 1 — 6 4 6 
London Electric ee ee eo 4 8 жез 6 10 5 
do. do. 6 percent. Pref. 6 6 4 — 615 4 
Metropolitan ee m a 8 3 = 6 18 4 
do. 4 per cent. Pref. 4 — 740 
8t. James’ and .. 10 8 6 —, 618 4 
South London... “э - b 6 9i `` — 619 0 
Bouth Metropolitan Pref. OE | 1 14 — «тв 
Westminster Ordinary .. , 9 1 58 — 6 4 5 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, ee oe 6 6 93ха TIT 3 6 9 Я 0 
do. Def. ee ee 80/- 88/0 224 xd — 6 18 4 
Chile Telephone .. oe we 8 8 xd - 614 8 
Cuba Sub. Ord. ee ee ee 6 5 8 — 6 8 6 
Eastern Extension is ss 1 8 18ixd — *b 15 4 
Eastern Tel. Ord. e - 1 8 1e8xd —1 *6 16 0 
Globe Tel. and T. Ord. ee ee 6 1 12+ P — 5 14 8 
до. Pre e eo 6 6 02 . -— 6, 1 6 
Great Northern Tel. ^.. à 2 9 87 — 519 0 
Indo-European .. oe - 13 13 49 — 612 8 
Marconi... vv ee » 10 10 Зраха + 814 9 
New York Tel. 43 T ‚ 4% 4 10 == 490 
Oriental! Telephone Ord. .. 10 10 — 49 0 
United R. Plate Tel. eo ee 8 8 1 -— ы 19 8 
West India and Pan. .. - 1 6d. 1 — з 40 
Western Telegraph .. .. 1 8 18$ == 65 15 4 
Home RAILS, 
Céntral London, Ord. Assented 4 4 654 === 0323 
Metropolitan vs NS 2.7. 1 1 ree —1 461 
do. District  .. GUN Nil 1 — Nil 
Cader Electric Ordinary Nil Nil 3 — + - Nil 
о. do. "A" .. NH Nil 6,6 К Nil 
do. do. Income 6 6 91 —23 *6 11 10 
Бовегех Trams, &0, А 
Adelaide Sup. 6 per cent. Pret. 6 6 448 = 616 
Anglo-Arg. Trams, First Pref. Я. 8 =m 9 :4 
do. апа Pref, se 9? — -— 
Brasil Tractions ee ee ee 4 4 49 —1à 8 8 4 
Bombay Electric Pref. .. .. 6 0 10} = 517 8 
British Columbia Elec. Rly. Pfce. 6 5 62ха — 8 14 
do. до, Preferred — Nil 41 +14 Nil 
do. do. Deferred — Nil 834 —2 Nil 
do. do. Deb. 4 4 64 +14 61210 
Mexico Trams 5 percent. Bonds — Ni 25 —b Nil 
о. 6 percent. Bonds — Nil 22 — Nil 
Mexican Light Common we Nil Nil 1 — Nil 
о, . es ee Nil Nil 15 — Nil 
do. 1st Bonds vs Nil Nil 71 == — 


MANUFACTURING COMPANIES. 


Babcock & Wilcox . 55 14 16 2 — 669 
British Aluminium Ord. oe б 7 28, -— 612 8 
British Westinghouse Pref. .. 7 1 953 -— 611 4 
Callenders oe ee eo ee 15 20 15 — q 16 4 
do. 5 Pref, ee ee 6 6 4 — 6 b 0 
Castner-Kellner ee ee ee 90 99 — 6 12 q 
Edison & Swan, £8 paid . Ni — — Nil 
do. do. y paid мі — ] -— Nil 
Electric Construction ..  .. 6 Th ae — A 800 
Gen. Elec. Pref. о о ее ee 6 6 4 5 6 8 1 
до. Ord. ee ee ee z 20 18: == 1 is 6 
y oe ee ee — 10 
do. 4$ Pret. ee oe oe 43 4$ 4 — 6 19 6 
India-Rubber ee ee ee 10 10 124 ped *8 0 0 
Telegraph Con. ee eo ee 90 90 88 == *6 b 0 


* Dividends paid free of income-tax. 


Those ` 
undertakings concerned with munition-making in the United - 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, January 17th. 


—— —— ж: # = = ——~ 


Fortnight’ 
CHEMICALS, &c. оке, 
есы ee ee ee 
a Acid, Oxalic oe ee . per 1b. 1/6 е 
a Ammoniac 8а] - P .. рег ton ee 
a Ammonia, Muriate (large crystal) is £651 oe 
a Bisulphide of Carbon os oe n £28 oe 
a Borax ae ee es ee ee 1] £81 Е ee 
а Copper Sulphate .. оз 2x ВЫ 266 
a Potash, Ch orate we ee e.. per lb. 2/6 oe 
e , Perchlorate ee ee ” 9 - ee 
a Shellac oe ee ee ee per cwt. 14 l- oe 
a Sulphate of Magnesia... .. per ton #16 
a Sulphur, Sublimed Flowers .. Me M £19 
a P] Lump ee oe ee LEJ 216 
а Boda, Chlorate ee oe ee per Ib. 1/- 
a 99 oe oe ee ee per ton 120/- ee 
a Sodium Bichromate, casks .. рег lb. - гй 
METALS, &c. 

c Brass (rolled meta) 2" to 12" basis) per lb. oe T 
с , Tubes оа drawn) ee [T] ее ee 
c » Wire, basis .. - is "m ee КЕ 
c Copper Tubes (solid drawn) .. 2i 1/8 to 1/84 4d. dec. 
g » Bars (best selected) .. рег ton £166 £9 de». 
g [T] Sheet ee ee ee [T] £166 £9 deo 
g ” Rod oe ee ee eo , i 2166 c £) dec. 
d » (Electrolytic) Bars $i £141 ue 
d » 9 Sheets ГТ] ё 161 eo 
d » ээ Rods [1] £149 oe 
d А] ($) H C. Wire per lb 1/54 ЯС 
f Ebonite Rod .. eo ee ee ” 8J- ee 
f [I1] Sheet Ф. ec ee FT] 2/6 eo 
n German Silver Wire  .. vs » 9/8 T 
A Gutta-percha, fine.. .. e» ” 6/10 oe 
А India-rubber, Para fine .. se m 8/3 ee 
i Iron Pig (Cleveland warrants) .. per ton Nom. T 

» Wire, galv. No. 8, P.O. qual. » 288 £2 inc. 
S Lead, English Pig .. ee ee 99 £31 b M e 
g Mercury ae МА .. ‘per bot. £18 16 es 
e Mica (in original cases) small .. per lb. 64. to BJ- vi 
€ » » » medium m 8/6 to 6j- oe 
e ; » ” large .. » 1/8 to 14/- & up. ee 
d Silicium Bronze Wire .. .. per lb. 1/103 jd. dec. 
r Steel, Magnet, in bars ee ee per ton oe “ee 
g Tin, Block (English) - .. s 5 4 | ws 
n », Wire,Nos.1tol6 ..  .. per lb. 2/11 | E 


_____________ MM 
Quotations supplied by— 


a G. Boor & Co. James & Shakespeare. 
c Thos. Bolton & Sons, Ltd. ^ Edward Till & Co 

d Frederick Smith & Co. i Bolling & Lowe. : 

e Е. pe ane & Sons.- 1 Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons 


p———— "OU €——— €—— MÀ. 


Official Price of Aluminium.— Тһе selling price of 
aluminium ingots of ordinary commercial purity of 98/99 per cent. 
has been fixed by the Ministry of Munitions at £225 per ton, 
carriage paid to consumers’ works. The maximum selling price of 
re-melted aluminium scrap and swarf ingots of 98/99 per cent. 
purity has been fixed at £210 per ton. carriage paid to consumers 
works. The maximum price must not be exceeded. but a lower one 
may be fixed by agreement between the seller and the buyer, based 
upon the Metallic Aluminium content. These prices are to take 
effect as from January Ist, 1917, and permits, under Regulation ЗО A 
of the Defence of the Realm Regulations, will be granted only for 
such dealings in the above-mentioned materials as are in accordance 
with the above prices. The xbove prices are subject to alteration, 
at any time, as may be directed by the Minister of Munitions. 


Patents and Alien Enemies.—Messrs. Vickers, .Ltd., 
have withdrawn their applications in respect of Patents 
Nos. 19,282/05 and 26,322/07. A licence has been granted to 
Mesars. E. К. & F. Turner, Ltd., in respect of Patent No. 27,548/12, 
grantel to Amme Giesecke & Konegen Akt.-Ges. Applications 
have been made by Messrs. Benham & Sons, Ltd.. in respect of 
Patent No. 26.347/12, granted to Albrecht for electric heating 
devices, and by Messrs. S. Dreyfus & L. Gaisman (Hooley Hill 
Rubber and Chemical Co.) in respect of Patents Nos. 11.530/13 and 
11.615/13, granted to Farbenfabriken vorm. Friedrich Bayer & Ce., 
and Nos. 12,777/13 and 12,661/14. granted to Newton for the same 
firm for the vulcanisation of caoutchouc. ` 


Sterling Telephone and Electric 'Co., Ltd.—Mr. Guy 
Burney, managing director of this company, has issued, under date 
January Ist, 1917, the following circular :— 

“ We have the pleasure to announce that the enemy shares of 
this company have now been acquired from the Public Trustee by 
Sir John Bethell, Bart., M.P., and his friends. Sir John Bethell 
has consented to act as chairman of the company. Sir Thomas 
Bethell (brother of Sir John) and C. S. Syrett, Esq., have also been 
elected directors of the company. The whole of the shares are 
now entirely held by British-born subjects. The difficulties asso- 
ciated with the enemy share-holding having been removed, we 
trust we may confidently look forward to a continuance of your 
friendly relations and support.” 


\ 
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COLONIAL TELEGRAPHS AND TELEPHONES. 


By R. W. WEIGHTMAN, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF 
ICAL ENGINEERS.) 


(Concluded from page 53.) 


al Meu bon Е осоро in some parts of South 
rica has been qui enomenal, especially in th ini 
districts of the Rand. E d И ка: 

In Canada, the Bell Co. have central-battery manual sys- 
tems in their larger exchanges, and in exchanges below 500 
or 600 lines they use magneto boards. They have no auto- 
Inatic exchanges. The practice of the Manitoba Government 

partment is on similar ‘lines. | 

In Alberta and Saskatchewan the Government exchanges 
at Calgary, Medicine Hat, Lethbridge, Regina, and Saskatoon 
are equipped with the Strowger automatic system, as is also 
the munici | exchange at Edmonton. This latter exchange 
was | in 1907 with a 500-line installation, but is now 
for 10,800 lines, of which 9,300 are connected. It is spread 
over four exchanges and an area of roughly 20 square miles. 
Ail other exchanges in these two provinces are magneto 
except two central-battery manual exchanges at Saskatche- 
wan. 

Dry cells are used on all subscribers’ magneto instruments 
throughout Canada. i | 

The block and alley system of distribution is generally 
followed. : 

Superimposed telegraph circuits, which are usually leased 
to the telegraph companies, are arranged on both “ simplex ” 
and "composite " systems. The “simplex” is the well- 
known system which gives one Morse circuit superimposed on 
one telephone pair by means of epea ing coils. The ''com- 
posite" gives two Morse earthed circuits, which can be 
worked either single or duplex, and one metallic telephone 
circuit on one pair of wires. , The theoretical connections of à 
terminal composite set are given in fig. 4. The condensers 
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Ба. 4.—'' Composite’’ SYSTEM or SuPERIMPOSING Two 
TELEGRAPH CIRCUITS ON TELEPHONE PAIR. 
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and retardation coils on the Morse arms prevent the tele- 
Phone currente from passing through these arms, and they 
also so flatten the telegraph currents that the “thump” 
Which would otherwise be heard in the telephone is reduced 
t^ à minimum. The condensers and retardation coils con- 
nected in shunt with earth off the telephone circuit have the 
ellect of reducing the momentary telegraph currents that 
pass from one Morse circuit to the other through the tele- 
phone circuit. These earthed branches have a high imped- 
ance to telephone currents and a low impedance to telegraph 
currents, so that the latter ate largely shunted to earth. e 
condensers in these branches prevent the earths on the re- 
tardation coils from interfering with the local telephone calling- 
signals. The telephone transmission loss due to the. intro- 

uction of a repeating coil at each end of a telephone circuit 
on the ‘‘simplex’’ system is equal to about one mile of 
standard cable, while the loss on a circuit equipped with a 
poene" set at each end is equal to about 3 mile of 
cable, ” 

The minimum speech efficiency on the long-distance cir- 
cuits varies under the different administrations, but it ranges 
from 30 to 36 miles of standard cable. 'The general dryness 
«f the climate contributes to a high standard being attained. 

Long-distance lines are, equipped with lightning dischargers 
on the poles at suitable intervals, and where these wires are 
taken into an office or testing station it ie a common practice 
to placé the dischargers one or more poles away on each side 
of the office. " Chapman " discharger shown in fig. 5 
1з а type much used for this purpose. 

, Branching joints on underground cables are of the lead 
Ү4уре, and all joints, both straight and branching, are 
teated with paraffin wax. In making a straight joint the 
led sheath is removed from the ends of the cable for a dis- 
tance equal to the length of the lead sleeve. The core is 
bound tightly with strips of muslin at the end of each cable 
sheath, the binding being packed close to the sheath ao as to 
Prevent the wires being cut by the edge of the sheath. The 
*Xposed conductors are thoroughly “boiled out” by pouring 
hot wax over them with a ladle until all traces of 
Moisture are removed and the binding is thoroughly saturated 
With paraffin. Enough paraffin enters the sheath to form a 


seal, which protects the cable against moisture while the joint 
їз being made. The temperature of the paraffin is above that 
of boiling water, but it must not be high enough to scorch 
or шаке brittle the paper insulation. In “boiling out" tho 
cable it is the rule to work from the cable sheath towards 
the: ends of the conductors. The jointing of the wires is done 
in the usual way, the joints being distributed along the 
whole length of the splice, The whole of the jointed wires 
are again ''boiled out’’ until all traces of moisture have 
been removed. The splice is then wrapped with strips of 
muslin and, compressed until the lead sleeve will just slip 
over the splice. The splice is again '' boiled out," and this 
operation is again repeated after the final wrapping is com- 
pleted, the drying out being continued until air bubbles 
cease to appear on the splice. The lead sleeve is slipped over 
before the splice has had time to cool and is wiped on to the 
cable sheath at each end. 

. The splice on a dry-core cable is undoubtedly its weakest 
point, but this form of joint when carefully made is so 
reliable that breakdowns аге of very rare occurrence. 16 is 
in almost general use in the United States. : 

There is no through communication yet between the Eastern 
and Western shores of Canada. There ia a break of 600 
miles between Fort William and Kenora in which there is 
no telephone line at all, and the Rocky Mountains form an- 
other break between Alberta and British Columbia. The 
longest lines regularly in use in Canadian territory are those 
between Montreal and Windsor, and Montreal and North 
Bay, distances of about 600 miles. Loading coils are in use 
on both open-wire and underground sections of the long 
distance circuits. Communication is given with a large num- 
ber of places in the United States through the trunk lines 
of that country, the longest distances being Montreal to San 
Francisco, 3,800 miles, and Toronto to San Francisco, 3,900 
miles. (Communication has, since been arranged between 
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Montreal and Vancouver, vid the American trans-Continental 
line, a distance of about 4,000 miles.) 

The telephone development of Canada is higher than that 
in any of the other Dominions or Colonies. For the whole 
of the country the average number of telephones per 100 of 
the population is 6.5. In British Columbia the average is as 
high as 11, while in Manitoba and Alberta the figures are 
19 and 8 respectively. | / | 

Probably no country in fhe world has taken up automatic 
telephony so whole-heartedly as the Australian Common- 
wealth. In 1912 the chief electrical engineer personally in- 
vestigated the systems then in use in America and Europe. 
Hia report, dated October 10th, 1912, deals in & very thorough 
manner with the comparison whieh may be made between 
manual and automatic systems. In comparing the semi- 
automatic with the full automatic he contended that the view 
that it is desirable to interpose an operator to control the 
series of operations that have to be made, and to check and 
correct failures when these occur, is wrong, and he declared 
himself emphatically in favour of the full-automatic for Aus- 
tralia. Since:then important headway has been made; full- 
automatic equipment has been installed in 10 exchanges, the 
largest of which is Perth, with over 3,000 subscribers. Six 
other exchanges are in course of construction or aun 
tenders have been invited for a further 18, and 14 others are 
under consideration. The exchanges so far opened are all 
equipped with the Strowger system, but both the Siemens 
and the Western Electric Co.'s systems are to be tried. 

Both central-battery and magneto exchanges aro in use. 
Distribution from all the larger exchanges is effected by 
means of underground cables. On very small exchanges 
open-wire distribution is adopted. Rubber-covered paper-core 
aerial cable has been used in certain of the States, but it has 
not proved satisfactory. | 

Selective 4-party line services are provided on the central- 
battery exchanges, and code-ringing party lines on the others, 
and on lines in country districts. 

Both wet and dry cells are in use on subscribers’ instru- 
mente, but the Post Office Leclanché cell with powdered 
depolariser is now being adopted. uo ПОРО 

ere is & fairly extensive trunk system within the indivi- 
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dual States, but the only capital cities as yet connected are 
Melbourne-Sydney (595 miles) and Melbourne-Adelaide (4874 
miles). On both these circuits Morse duplex is superimposed 
and worked regularly. Loading coils have not yet been 
introduced into the Commonwealth. The percentage of tele- 
phones to the population at the end of last year was 2.721. 

New Zealand was very early in the field in establishin 
telephone exchanges at its principal centres, and many o 
the exchanges installed between 20 and 30 years ago are still 
in operation. Many of the larger exchanges have become quite 
inadequate for present requirements, and the question of 
substituting more efficient systems has been before the 
authorities for some years past. The introduction of the 
central-battery manual system was contemplated, and three 
Western Electric central-battery exchanges were installed, but 
the administration hesitated to introduce this system generally 
in view of the development of automatic systems. In 1911 
the chief electrician of the department was deputed to inquire 
into the various systems in use in America and Europe, and 
as & result of very exhaustive investigations he recommended 
the adoption of automatic exchanges for several of the prin- 
cipal towns. Experiments were carried out with several auto- 
matic systems available at the time, and the Western Elec- 
trie Co.'s full-automatic system was decided upon as being the 
best calculated to meet the varied services of the Dominion. 
Contracts were entered into with this company for exchanges 
for the Wellington and Auckland telephone areas, and for 
separate single exchange installations for Masterton, Hamil- 
ton, Oamaru, and Blenheim. The ultimate capacity of each 
of these exchanges is the same, viz., 1,800 subscribers’ lines, 
and 9200 junction lines for special services. 

At Wellington the system will have three main exchanges 
with immediate equipment for 4,000, 2.500, and 600 lines 
(ultimate capacities 8,000, 4,000, and 2,000 respectively). In 
addition, three sub, or ''satellite " exchanges off the largest 
main exchange, with capacities from 200 to 600 lines, are 
contemplated, the ultimate capacity of the whole system being 
20,000 lines, and accessory junction lines. Two of the main 
exchanges are now being installed, and but for de caused 
by the war these would have been in operation by now. At 
Auckland the arrangements will be on similar lines with four 
main exchanges and two ''satellite " exchanges, the total 
ultimate capacity being the same as at Wellington. It is not 
too much to say that before many years have passed all the 
pe dn exchanges throughout the Dominion will be ‘‘auto- 
matic.” 

The longest speaking circuit is that between Wellington 
and Auckland, a distance of about 420 miles. This is obtained 
from two 400-lb. copper wires which are used for quadruplex 
telegraph purposes during the daytime. At night-time—- 
after 6 p.m.—they are used as a telephone trunk circuit. In 
many cases telegraph circuits are superimposed on the tele- 
phone wires, and phantom telephone circuits are also obtained. 
T.oading coils have not so far been installed. The standard 
of speech on trunk lines is the equivalent of 30 miles of 


standard cable. The number of telephones per 100 inhabi- 
tants is 4.6. 


LIGHTNING DISCHARGERS AND PROTECTORS. i 


To-day it is generally, although by no means everywhere, 
recognised that the proper place for the lightning discharger 
is outside the building, or if inside, it should be placed as 
near the point of entrance of the wires as possible. 

No form of lightning discharger known to the author will 
save wires if they are actually struck by lightning; they may 
be merely severed by the discharge, or short lengths of wire 
may actually disappear, deflagrated by the current, and such 
cases are not of rare occurrence an open country lines. The 
discharges the engineer has to protect himself against are 
those due to induction. 

In Natal the author carried out a long series of experiments 
with the object of proving what types of protectors were best 
suited to the different working conditions there. 

For protection at out-of-the-way offices where unreliable 
attendants are in charge, the carbon discharger is not always 
suitable. Аё a station of this class a discharger is wanted 
which will give protection without earthing the line. For 
this purpose the Wurts discharger was found to be most 
reliable. The type used had three cylindrical pillars of non- 
arcing metal with serrated surfaces, set in a porcelain base 
mounted on an iron bracket. The cover is of zinc. It will 
take one line wire on each outside pillar, the middle pillar 
being connected to earth. The connecting wires from the 
line wires were led as straight as possible, without spirals, 
twists, or sharp bends, and the earth was made as short and 
direct and as good as possible. With all types of dischargers 
it is essential that the greatest care be given to these points. 
The insulated wires running into the office were spiralled a 
few turns where they left the line wires, and the slight 
impedance thus introduced formed an effective choke to the 
discharge. Where dischargers of this type were employed 
and properly installed all other protective devices, such as 
fuses, spindles, and reels with fusible wires on them, were 
dispensed with. | : . 

This discharger is equally satisfactory on sections of line 
where lightning is specially troublesome, ав on high, exposed 


tracts of country. Connected to the wires at suitable intervals - 


they save them from damage due to heavy lightning charges 
flashing from the wires to the arms and poles, and they relieve 
the discharges at the terminal stations. 


On railway signalling lines on which metallic circuits were 
used to minimise the effects of lightning, the discharger shown 
in fig. 6 was used. On these circuits working had to be car- 
ried on at all times, as any interruptions resulted in the dis- 
organisation of railway traflic. This discharger is on the 
Lodge principle, and is the most effective discharger known 
to the author. It is, however, very expensive, and prohibi- 
tively so for a number of wires. The Wurts discharger might 
have been quite adequate, but it was introduced on other 
hnes subsequently to the adoption of the Lodge discharger: 
on these railway circuits, and the latter served the purpose 80 
well that any risk there might have been in trying the other 
was never undertaken. This type of Lodge discharger 18 con- 
structed with two separate serie& of three discharge disks and 
choke coils for the line wires. The central disk 1s earthed. 
The two line wires arc connected to the two top disks, and below 
each disk there is a choke coil containing а number of turns 
of fairly heavy wire. The main discharges take place at these 
disks. The two succeeding disks on each side are similarly 
arranged with choke coils. With these dischargers in use 
the signalling instruments were operated in the heaviest 
lightning storms and not in a single instance during several 
years of operation did a discharger fail in its duty. As the 
edges of the line disks were burnt away by the discharges, 
they were turned slightly round to give fresh points for dis- 
charge, and it only rarely happened that a disk became so 
burnt as to require replacement. 


NEW ZEALAND TRADE. 


A careful analysis of New Zealand's import trade during 1915 
by Mr. В. W. Dattoy, H.M. Trade Commissioner in New 
Zealand, has been published by the Board of Trade (Cd. 8,415. 
Price 44d. Wyman & Sons, Ltd.) Mr. Dalton remarks that the 
United Kingdom maintained its trade at a surprisingly high 
level, having in mind the difficulties under wich manufac- 
turers were working. While this fact is justifiable cause for 
gratification, it should be remembered that, though the 
results are not as yet remarkable, it is an undoubted fact 
that the manufacturers of certain countries not so much 
affected by the war have taken the opportunity of abnormal 
conditions to endeavour not only to capture trade which was 
formerly held by enemy countries, but also to establish them- 


selves in face of competition, from whatever quarter. To 


this end they have been assiduously applying themselves to 
the appointment of agents and the organisation of selling 
campaigns. px | 

The results of these activities may be more apparent in the 
statistics for the year 1916. Meanwhile, it may be regretted 
that, probably as a result of their being 80 hard pressed in 
other directions, manufacturers at home who are. determined 
to appoint agents in this market show а disposition to put 
ої doing so until after the war. The advisability of so doing 
must be very seriously questioned, for, with foreign manufac- 
turers diligent in their search for good agents, and with 
agents doubtful as to what the after-war conditions may be— 
and, therefore, disposed now to take offers which may be 
made to them—it would seem to be a dangerous policy to 
defer until more normal times the first steps towards the 
preparation of а selling organisation. - : 

While due credit must be given to the majority of New 
Zealand buyers for their loyalty to former suppliers, the fact 
that, in times such as those through which our manufac- 
turers have passed, they should be able to maintain their 
trade at this high level in a market so far distant speaks 
very eloquently for their enterprise, for the efficiency of the 
shipping lines, and for the protection of the Navy. 

It was only to be expected that suppliers nearer to the 
Dominion markets should be able under the circumstances 
to increase their trade with this market, for the time being, 
at any rate. Australia and Canada have increased their per- 


- centage shares of the competitive trade by 1.7 and 1.2 res- 


pectively, so that the share of the Empire in the trade of the 
Dominion is even greater than it was in the previous year. 
The percentage share of the United States in 1915 increased 
by 2.0, and that of Japan, though small, by 0.9. 
"The two latter countries in particular’ have been actively 
establishing organisations in this market on a more or less 
permanent basis. Nevertheless, bearing in mind. what the 
manufacturers at home have been able to accomplish during 
the war, and the fact that productive methods have been 
very much improved, there seems ground for believing that, 
if during the war they do what they can to maihtain their 
touch with the market, when the war is over they will be 
able to regain their former position, if not to strengthen it. 
There is also ground for presuming that a part, at least, of 
such success as foreign countries may have had in this market 
during the war is merely temporary, and will automatically 
disappear when manufacturers at home are again in а posl- 
tion to supply. . For the rest, it has still to be seen how far 
the war has increased the competitive ability of British 
manufacturers; but it ау Бе presumed that they will be on 
& more favourable basis than ever before. Added to this, 
there is the undoubted fact to be taken into account that 
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the buyers of this Dominion are more than ever prepared to 
purchase British goods in preference to those of any country, 
and that this attitude, arising primarily from patriotism to 
thé Mother Country, із strengthened by а realisation, as a 


result of the war, that the support of Empire undertakings 


i3 desirable, if not essential, in the best interests of the Domi- 
nion. If, in the meantime, manufacturers can spare the time, 
and will take the trouble, to explain to customers exactly 
what they are doing for the war, and how the war is inter- 
fering with ther ordinary trade, the patriotism of the Domi- 
nion is such that a clear understanding will produce a marked 
effect on business. 

Dealing particularly with machinery and machines, Mr. 
Dalton remarks that in this trade, production in which in 
the United Kingdom has probably been affected most of all 
industries by the war, the share of the United Kingdom in 
the total has declined from 59.0 per cent. to 55.4 per cent. 
It cannot be denied, however, that the United Kingdom's 
position in this trade before the war was not at all satisfac- 
tory. In relation to other trades, the percentage of the im- 
poris supplied by the United Kingdom was low, and there 
are certain important lines in which United Kingdom manu- 
facturers are quite outclassed by their competitors. In con- 
sideration of the various items it will be noticed that, almost 
without exception, those lines are either lines which have 
been the subject of comparatively recent invention or deve- 
lopment, or are such as are particularly adapted to Colonial 
conditions, and are in a great measure different from the 
articles required to serve similar purposes in the United 
шош: The inferences to be drawn from these conditions 
would appear to be hardly complimentary to the ability and 
efficiency in designing and marketing of United Kingdom 
firms. Ав there can be no doubt that the manufacturers of 
the United Kingdom are second to none in manufacturing 
ability, it can only be supposed that their real fault has lain 
in failure to ascertain modern needs in such countries as 
New Zealand, and to manufacture to meet those needs, as 
well as in failure to organise an adequate selling campaign. 
It is such conditions as these which have doubtless given 
rise to many of the criticisms of the efficiency of British 
manufacturers which one hears. Most of these criticisms are 
entirely unreasonable, and many are the product of hearsay 
or the outcome of 8 disposition, becoming all too popular, to 
imagine that the British manufacturer generally is effete as a 
serious competitor for the trade of the world. One cannot, how- 
ever, consider the statistics under this class without concluding 
that in certain sections of this trade, at least, there is need 
for some further enterprise on the part of United Kingdom 


8. 

The leading competitor is the United States, but it may, 
Perhaps, fairly be said that if the reason why British firms 
do not secure more of this trade is because they are not 
sufficiently enterprising, it, is not equally true that the fact 
that American firms do secure it is a proof of their enter- 
prise being greater. In many of the lines in which American 

rms are found to be predominant, the articles are of a 


nature which have had to be made in the United States to. 


meet the needs of that country, and, as the conditions are 
much the same in this Dominion as they are in America, 
the same articles will suffice. The conclusions to be drawn 
from this are that such trade as the United Kingdom does 
secure in these lines is, and will be, the result of greater 
enterprise than that of their American competitor, and that 


the belief existing here that American firms are more enter- - 


prising than British is to this/extent, at least, fallacious. The 
fact is that American production is so much standardised that 
1з the majority of cases, perhaps, manufacturers in that 


. country would be even less disposed to alter their patterns 


than British firms—the trouble is that they are not so fre- 
quently asked to do so, because, for the reasons already indi- 
cated above, there is not the same need. | ' 
The above remarks are made well understanding that con- 
ditions have changed in the United Kingdom since the war, 
and that there is reason to hope that when the war is over, 
manufacturers at home, having extended their plants, and 
finding that there is need of trade to keep them going, will 
turn their attention to many of these lines. If they do, there 
18 no doubt that the trade in New Zealand in goods of the 
class now under consideration will experience & change. 


PRINCIPLES INVOLVED IN COMPUTING 
THE DEPRECIATION OF PLANT. 


By F. GILL asp W. W. COOK, Memerrs I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


T 18 not very satisfactory that engineers should hold such 
por ént views on so important a question as depreciation. 
N ly this is due to the subject being regarded as one for 
the accountant alone, but in our view depreciation concerns 
the engineer, the financier, and the accountant, and no one of 
the three is competent to settle the question in any particular 


Cai 


case, as, in order to obtain correct results, there must be co 
operation between the three. 

By the term '' depreciation ' is intended to be covered: (1 
Provision for the diminution in value of plant in place an: 
working (that is, its loss in value to the owner as a continuin| 
plant), by reason of causes outside his control, such as age 
wear, and accidents; this provision is hereinafter called "rec 
newals." (2) Provision to enable the owner to take plant ou 
of commission before its physical life is exhausted in case 
where, from either progress of the art or growth of the busi 
ness, 16 is economically advisable to do so (that is, by reaso: 
of causes within his control); this provision is hereinafte 
called ‘‘ improvements.” 

It should be noted that the expression '' renewals " denote 
provision in respect of actual expired capital outlay, whil 


the expression " improvements '"' denotes provision £o enabl 


plant to be destroyed while still valuable. 

The function of the engineer in this matter is to provid 
the information necessary regarding the plant, such as firs 
cost, residual value, and life. 

The function of the financier is to provide informatioi 
regarding the money, the amount available, the rate at whic! 
it can be borrowed, and the rate that can be obtained for th 
loan of it. 

The function of the accountant is to provide accurate 
records based on the decisions arrived at, and to see that thi 
real results are neither disguised nor hidden. 

All three must come to a common decision, and each и 
any calculations he has to make must work to it, otherwise 
nothing but chaos can result. | 

When preparing а specification for plant to achieve certair 
definite results, there is usually more than one way of arriv 
ing at the desired end, and skilful judgment in the selectior 
from among the alternatives must be exercised. | 

While the first cost of alternative plans is highly important 
in most cases it is nothing like so important as the annua 
charges, and generally the decision as to which alternative t 
use can be made upon consideration of the annual charge: 
alone. \ 

Annual charges are composed of four principal parts : — 

1. Return on capital outlay. 

2. Depreciation—as already defined. | 

3. Maintenance, the cost of keeping the plant in as goo 
condition as is desirable, but not of renewing it. 

4. Operation—the cost of working the plant. 

It is desirable to insist upon the importance of the utmos' 
accuracy in the preparation of the annual charges. If th 
cost of any plant is to be judged by its annual charges, the: 
must be the true annual charges, and one cannot expres: 
these by the single statement that they are, say, 14 per cent 
per annum of first cost, unless either the cost is uniforn 
each year, or the rate mentioned is an equated rate take: 
over the prospective life of the plant. "e 

The sums required for return on capital and depreciatior 
both depend upon the treatment of the capital account an: 
the depreciation fund; in fact, these two are so intimately 
connected that their costs cannot be treated independently 

For the purpose of this paper there are two lives whicl 
must be defined :— | 

(a) Physical Life, that, is, the period during which the 
plant would eontinue to perform satisfactorily the service ti 
which it is adapted, if allowed to do so, but subject to al 
causes outside the control of the owner, such as wear an: 
tear or accidents. | | 

(b) Economic Life, that is, the period of physical life 
shortened by causes within the owner's control, such as desir 
for economy, improvement of service. the taking out of plani 
because a greater capacity is required. | 

It is necessary to distinguish quite .clearly between thes 
two. The physical life affects the amount to be put aside 
each year for renewals, and since ‘by definition the plant car 
perform its service satisfactorily during the whole time, there 
is no compulsion to renew before the conclusion of the 
physical life. | | 

The renewals fund thus ensures that the money investec 


. in plant is always represented by the assets, provided tha! 


none of it is voluntarily destroyed. | 

‚ In order that the owner of the р!ап&-тпау be always in а 
position to take advantage of developments and still be in & 
sound position, it is necessary to have a special fund avail 
able for the purpose, and such a fund is referred to in thi: 
paper as the improvements fund. | 

As such a fund is necessary for the successful conduct anc 
progress of the business, the annual contributions are, 1р a 
continuing business, part of the annual charges against thc 

lant. 

К The distinction between the renewals fund and the im 
provements fund must constantly be borne in mind. E 

The charges to the renewals fund represent actual expire 
capital outlay each year, and consequently are the measure 
of the diminution of the value of the plant in place con 
sidered as a structure, whilst the improvements fund enable: 
plant to be superseded before its physical life is ended, an: 
ensures that when this is done the value of the assets shal 
always represent the invested capital. _ 

The methods of arriving at the deduction to be made for 
any plant which has already been in existence some time 
may be divided into two classes :— 

(a) Based on а detailed examination of the plant and an 
individual assessment of values for each item. 
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(b) Based on an estimated life which the various classes of 
plant will have under a given standard of maintenance, and 
providing for the diminution in value by writing off or setting 
aside a proper sum in respect of each expired year (or other 
portion) of life. 

When carefully examined there is really no sharp dividing 
line metween these two methods. 

In the case of detailed examination (a), proper weight can 
be given to condition, but physical examination alone will 
not enable a proper deduction to be made for the depreciated 
state of the plant. In some cases, for some years, the plant 
shows no sign of wear or decay, yet obviously some provision 
ought to be made for the expired life during these years. It 
is usual, therefore, and necessary, to estimate the first cost, 
life, age, апа residual value. 

If, as in method (b), the bulk is considered instead of the 
individual items, the life and age can be estimated with much 
greater certainty, while consideration of the amount spent 
on repairs and upkeep, supplemented by inspection, will give 
the condition. 

The measurement of the effects of wear and tear and the 


passage of time is essentially a financial operation, and no. 


satisfactory solution can be found without going through the 
steps of establishing the first cost, residual. value, life, and 
age. 

It is often said that one cannot say how long a certain 
plant will last; but this is not a sufficient answer. ‹ Опе must 
estimate the life if there is to be any attempt towards scientific 
treatment in planning. 

One cannot neglect capital charges, i.e., return on capital 
and provision for depreciation; and the latter depends very 
largely upon life. í 

T who say the life cannot be estimated, and take, sav. 
10 per cent. as capital charges, do, in fact, estimate the life, 
though they do not state the period, and they do so without 
taking the necessary precautions to estimate it correctlv, 
because for any particular rate of return on money, and with 
a given residual value, 10 per cent. per annum can only be 
arrived at by one definite life. 

Further, without estimates of lives one cannot logically 
arrive at one common rate for capital charges for various 
classes of plant capable of living for various periods. It fol- 
on therefore, that of necessity estimates of life must be 
made. 

. Most of the examples in the paper which concern economic 
life have been worked out on a basis of :— 


First cost es. 4100 
Residual value ad " 13 per cent. 
Economic life и E .. 19 years. 

and the examples which concern physical life on a basis of :— 
First cost = m xs .. £100 
Residual value .. 9 percent. 
Physical life d : .. 95 years. 


In both cases interest where taken is at 5 per cent. per 
annum. 

Let the essential conditions be that the plant shall be 
charged with a yearly sum sufficient to :— 

(1) Pay for all maintenance. 

(2) Pay all operating expenses. 

3 At the end of the physical life, renew the capital outlay 
on it. ' 

(4) Provide sufficient money to enable the company to take 
advantage of improvements in the art, and take out of com- 
mission, When desirable, plant which still has some years of 
life deft in it. 

(5) Pay the company an agreed return on the money in- 
vested, say, 5 per cent. per annum. 

_ (6) Let 1t be also assumed that the capital is £100, and that 
it and the plant do not increase during the whole time. 

Maintenance and operating costs are assumed to remain 
constant and can be neglected. 

_ The money received each year in advance for renewals and 
Improvements cannot remain idle; it must be used to repay 
the capital gradually, or be lent at interest to someone out 
side the business. | | . 

Since the matter can be treated in different ways, it is 
necessary to consider what tests shall be required of the 
various methods. There are two: (1) The total cost of all 
the annual charges for the economic life of the plant shall 
not exceed the real cost; and (2) the incidence of the annual 
charges shall not be such as to cause anomalies in the con- 
duct of the business in different vears or periods, unless such 
incidence is due to some plant condition. 

In the typical methods to be examined, it is assumed that 
the first cost is £100, the residual value at the end of the 
economic life £13, and the economic life 19 vears. 


The present value of all payments, £94.86, is the total cost. 


independent of any method, to be used in the first test of 
any method. | 

There are various methods of treating the provision for 
depreciation, but substantially they reduce to the following : — 

(1) Maintenance Method, wherein no regular sum is put 
aside, the plant being maintained and renewed out of revenue 
expenditure. | 

(2) Reducing-Balance Method, wherein а uniform регсерё- 
age is deducted each vear off the reduced capital cost. 

(3) That usually called the Straight-Line Method, wherein 


ie sonus charge is the ratio of one year to the total time 
or life. 

(4) Sinking-Fund or Annuity Method, wherein value is 
given to the interest the fund will earn until it is wanted. 

(1) The Maintenance Method affords no means of calcula 
tion; it is bound to be irregular, and since no charge can be 
made until a renewal actually takes place, the method is 
always in arrear unless and until a complete renewal 1s 
effected. 22 

(2) The Reducing-Balance Method is very frequently em- 
ployed to ascertain the amount to be allocated for deprecia 
tion at the end of a year. The first cost being assumed at 
£100, the residual value 13 per cent., the economic life at 
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Fig. 1l. —ANNUAL CHARGES. FiG. 2.—ANNUAL CHARGES. 
REDUCING BALANCE METHOD. STRAIGHT-LINE METHOD AS 
FREQUENTLY POSED. 


19 years, it will be necessary to apply a rate of 10.18 per cent. 
per annum to the reduced balance to extinguish the £37 
during the life, and the costs for return and depreciation are 
shown in fig. 1. 

This method results in a relatively heavy charge in the early 
years, and a very light one in the last years. The present 
value of the whole series of payments is £94.86, and so. this 
inethod satisfies the check as to total cost; there only re- 
mains the check on incidence. 

(3) The Straight-Line Method has been strongly advocated 
and requires extended consideration. 

As usually posed, it is simplicity itself. £87 is to be found 
iu 19 years; therefore, all that 1s required is £4.58 per annum 
for depreciation and, with £5 for return, the total charges 
for these two heads are £9.58 per annum, as shown in fig. 2. 

This table does not, however, pass the test of total cost; 
the present value of 19 annual payments of £9.58 each at 5 
per cent. is £115.77, instead of £94.86, an excess of £20.91. 

If £4.58 be set aside annually, there will, of course, be 
£87 accumulated at the end of the 19 years; but since it is 
not prudent to leave money idle, it is plain that interest ought 
to be. and will be, earned by the money so set aside annually. 

If interest is taken at 5 per cent. per annum and added to 
the growing fund, there will be at the end of the 19 years 
not the £87 required, but £139.84, so the vearly payments 
must be reduced below £4.58 per annum until the amount 
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Fic. 3.—ANNUAL CHARGES. 
STRAIGHT-LINE METHOD IN 
PRACTICE. 


Ес. 4.—ANNUAL CHARGES. 

STRAIGHT-LINE METHOD. 

PART OF CAPITAL REPAID 
EACH YEAR, 


\ ! 


is just sufficient to accumulate only the £87 required, and 
this needs a yearly payment of £2.85 for the 19 years. , 

If the earned interest be not added to the fund, but 
credited to the general revenue account, as is generally the 
practice of those who uphold the straight-line method, the 
effect is that the revenue is increased thereby, with the result 
that a higher return on the capital is obtained, the interest 
earned by the depreciation fund not being required for the 
plant. But this is a violation of the hypothesis, because a 
stated return on capital was to be earned, no more and no 
less. 

This case is shown in fig. 3. Here, again, the present value 
of all the payments exacted for the plant is too great, being 
£115.71. 

lf the straight-line law is followed, but instead of accumu- 
lating a fund the capital is partly repaid each year, the 
present value is seen to be correct at £94.86, and there re- 
mains the question of incidence. Fig, 4 shows this. 
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(4) Annuity Method. Fig. 5 shows the case treated as 
an annuity, by which each year a part of the capital 1s 
repaid and a return is paid on the capital outstanding. Here 
the total annual charge is uniform at £7.55 per annum, made 
up of the decreasing return component and an increasing 
depreciation component. At the end of the life all the capital 
has been repaid, except £13, which will be found by the sale 
of the plant. The plant gets the benefit of interest, because 
as capital is repaid the return thereon ceases. The present 
value of the series of payments is £94.86. 

(4) Sinking-Fund Method. Fig. 6 shows the case treated 
b; a sinking fund; in this instance the capital remains fixed 
at £100, and a fund is built, up gradually against the end of 
life, at which time, and not until then, the money will be 
required either to repay the capital or to replace the plant. 

Here the total annual charge is uniform at £7.85 per 
annum, made up of uniform charges each year both for 
return afd for depreciation. The present value of the series 
of payments is £94.86. 

The depreciation fund is not required until the end of the 
life, and, of course, earns interest in the meanwhile; in this 
instance the interest 1s added to the fund, and because of that 
addition the annual charges are reduced. | 

The advocates of the straight-line method have to choose 
between figs. 2, 3, and 4. 

They cannot adopt fig. 9, because that requires either that 
no interest is earned by the money paid annually in advance, 
or that interest is earned but not disclosed, each being an 
untenable position. 

They cannot adopt fig. 3. because that requires the plant 


to pay an enhanced annual charge under the plea of its’ 
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Fic. 5.—ANNUAL CHARGES. 
ANNUITY METHOD. 


Fic. 6.—ANNUAL CHARGES. 
Sinkina FuNDp METHOD. 


Leing required to provide for depreciation, although, as a 
matter of fact, the enhancement is used to give the owner a 
greaten return. 

They are not likely to adopt fig. 4, because that nequires a 
charge which reduces each year till the end of the life of each 


TABLE I.--PRESENT VALUE OF THE ANNUAL CHARGES FOR 
19 YEARS BY THE VARIOUS METHODS SHOWN. 
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1 . 
Method. "Nor || ohian | volves 
£ £ 
Real requirements... ue vus == EE 94°86 
Reducing balance — ... — ... —.. 1 1518 94°86 
to 
| 2:19 
Straight, line as frequently posed 2 9°58 115°77 
Straight line in practice is S | 3 9°58 115°77 
Straight line if proportion of capital , + 9°58 94°86 
ів repaid each year | | to 
| | 5°46 
Annuity... ш... 5 7°85 94°86 
Sinking fund ... ea | 6 7°85 94°86 
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portion of plant, and then increases and again commences to 
fall. It would be impracticable to base any rates on this table. 

Tabulating the present values of the whole transaction by 
the various methods, we have Table I. 

Now, it is obvious that each method produces exactly the 
required present value, except that which takes up the posi- 
tion that interest will not be earned on the money receive 
each year and in advance of being required, or while admit- 
üng that interest will be earned does not credit it to its 
Source. | 3 

Examining the methods shown in Nos. 4, 5, and 6, each of 
which has a present value of £94.86, for the test of inci- 
dence, Nos. 1 and 4 require an annual charge which varies 
each year, while Nos. 5 and 6 have charges wihch are steady 
each year. | 

There is no condition as regards the plant which requires 
this varying annual charge, and certainly no plant condition 
Which would enable one to distinguish between the varying 
annual charges in Nos. 1 and 4 

there is some real reason for varying annual charges, of 
course they must be faced; but if they are untrue, it is 


oe to cumber a forecast of annual charges with a varying 


The reducing balance method (No. 1) is seen to be one of 
convenience, and not of fact, because if it were really correct. 
that the annual charges vary in such a marked fashion, e.g., 
Ist year 15.18 per cent., 6th year 8.87 per cent., 12th year 4.66 
per cent., then either there inust be some counterbalancing 
Increasing cost, or the charge to a consumer for the use of 
the plant would require to be a reducing one. 

There is no such reducing charge in practice; consequently, 
if the steady charge to the consumer is sufficient to give a 
return of 5 per cent. in the first vear, then the same charge 
will give 15.5 per cent. return in the 6th vear, 49.3 per cent. 
in the 12th year, and 94.8 per cent. in the I9th year. 

The same reasoning applies to the method shown in No. 4; 
In ordinary practice there is no such reducing charge, except 
in book-keeping, and that has its foundation m convenience 
or prudence, and not in the actual requirements of the plant. 

On the other hand, both the annuity and sinking-fund 
methods are correct in amount, satisfy all real requirements 
demanded by the plant, and, being uniform, can be easily 
handled. 

In practice it is not usual to repay the capital fractionally 
each vear; the money set aside for depreciation is generally 
accumulated until wanted, and the sinking fund method 
satisfies all conditions of the problem so far. 


(To be continued.) 


LEGAL. 


SECRET PROCESS IN RUBBER MANUFACTURE. 


IN the Chancery Division on Thursday, January 11th, Mr. Justice 
Peterson continued the hearing of the action brought by the 
Alperton Rubber Co. against Manning and the Belgium Tire Co. to 
restrain the disclosure of a secret process for the hardening of 
rubber. so as to render it suitable for electric insulation and other 
purposes. The allegation was that. the defendant Manning, while 
in the plaintiffs’ employ, obtained their formula for a hardened 
rubber called Alperlite, which they had introduced as a sub- 
stitute for the German Stabilit, and had disclosed it to the Belgium 
Tire Co., who were now manufacturing a similar substance. 

Mr. Hughes, K.C., and Mr. Hodge appeared for the plaintiffs, 
Mr. Herbert, K.C., and Mr. Manning for the defendant Manning, 
and Mr. Tomlin, K.C., and Mr. Deighton Pollock for the Tire Co. 

Opening the case for the defence, MR. HERBERT said that a 
winding-up order had been made against the plaintiff, and the 
Official Receiver, who was acting as liquidator, after considering 
the matter. did not feel in a position to goon with the action, 
which was being continued by the debenture-holders. Mr. Herbert 
also pointed out that Mr. Hughes had not thought it worth his 
while to go on with the claim against the Tire Co. for inducing the 
defendant Manning to leave plaintiffs employ. His submission 
was that on the evidence already given, &nd the evidence he should 
call, there was no justification for the claim in the action against 
Manning. His case was that Manning had acted in a perfectly 
bona fide manner. The formule he had been using while with the 
plaintiffs were pert of his technical equipment, and he was entitled 
to use them wherever he might go. Really the only important 
formula was that which related to Stabilit, and the question turned 
upon whether Manning had taken that formula and communicated 
it to the defendant company, and that company was manufacturing 
something from & formula supplied by Manning, which he had 
obtained in confidence from the plaintiffs. Не understood that the 
Belgium company were not only not using that formula, but were 
going to prove that they were using quite a different formula. 
However that might be, the plaintiffs’ evidence had not connected 


. Mr. Manning with communicating any process to the Belgium Co. 


The action was brought entirely under a misapprehension. The 
plaintiffs thought that Manning was in the employ of the Belgium 
Tire Co., and had taken this formula to them, whereas he was acting 
as a commission agent, and had merely placed orders with them. 

.MR. TOMLIN said that his case was that the Belgium company 
never had any information from Mr. Manning. They had been 
experimenting with a view to finding a substitute for Stabilit, and 
had found one. The case made against them was that they had 

ived information from Mr. Manning, but there was no evidence 
to that of any sort or kind. The case made against them was 

one of suspicion, and nothing else. .Mr. Manning denied in the 
witness box that he had communicated any information obtained 
while in the plaintiffs’ employ. He was a costs clerk with the 
plaintiff company, and had nothing to do with the technical part of 
their business. Nothing whatever was said about secrecy when 
he was engaged. | 

Evidence was called on behalf of the Belgium compeny to show 
that the formula used by them was not the same as that used by 
the plaintiffs. 

The case is proceeding. 


PETITION FOR REVOCATION OF PATENT. 


IN the Chancery Division, on January llth, Mr. Justice Sargant 
again heard an application on behalf of the respondent, Mr. Ralph 
Hancock, to & petition by The James Keith & Blackman Co., Ltd., 
for the revocation of his patent relating to centrifugal fans. 

Mr. J. H. Gray applied to have the petition held over, so that it 
should not come on for trial before the June (Trinity) sittings of 
the Court. He said the patentee was at present in America upon 
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Government business, and there was no probability of his being 
able to return soon, but his solicitors were prepared to give &n 
undertaking that if he returned before the time indicated for the 
hearing, they would notify the petitioners to that effect. 

5 His LORDSHIP granted the application on the respondent's 
solicitors undertaking that if they knew of their client's intended 
return, they would let the other side know. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


UNITED STATES OF AMERICA.—A recent decision by 
the Board of General Appraisers entitles crude india-rubber 
in sheets—imported in the form of sheets about 12 in. wide, 
2) in. long, and 1 in. thick—to entry free of Customs duty 
under the Tariff Act of 1913. 


. ARGENTINE REPUBLIC.—A Presidential Decree, dated 

October 17th, regulates the Customs procedure in connection 
with the clearance of samples at Argentine ports. Parcels of 
samples may not exceed 10 kilogs. (22 lb.) in weight, other- 
wise they will be regarded as ''cargo," and placed in ware- 
house at the port of entry. Only parcels containing articles 
which have been so defaced, &c., that they are useless for 
trade purposes may be cleared as ''samples without value.” 
When such samples are imported in trunks or other con- 
tainers subject to duty, the importer must pay or enter into 
a bond for the amount of duty leviable. 

Parcels containing samples of kinds not included in the 
preceding paragraph, or which may be classified unde: any 
heading of the Valuation Tariff, are to be regarded as '"'sampic: 
of (commercial) value," and, as such, shall pay duty in 
accordance with the values established by the Appraisers, 
provided that the samples consist of separate pieces of goods 
which are commonly imported in sets, and that there are 
only one or two pieces of each class of article; or—if the 
samples consist of articles of miscellaneous kinds, classes, or 
qualities in the form of one or two pieces to illustrate each 
kind or quality—provided that such samples are those of 
goods which are of kinds commonly imported in larger quan- 
tities and in parcels containing only one kind or quality. In 
this case, the interested party must declare in detail the 
pieces or objects which he wishes to import, and he may 
arply for permission to examine the contents of the parcel 
if such examination is necessary in order that he may make 
a correct declaration. 

When samples consist of single articles illustrating goods 
which are sold in pairs, the interested party must annex to 
his declaration a statement, in triplicate, specifying the 
" manufacturing number '" of each article and the material 
of which made, the dimensions, and any other details which 
serve to distinguish one object from the others of the same 
general category comprised'in the importation. 

Parcels of samples must bear, on the outside, in addition 
to any marks, numbers, and addresses, the word '' muestras,” 
or its equivalent in a foreign language. 

Customs officers are forbidden to permit importers to alter 
the condition of objects imported from foreign countries and 
documented as ‘‘ samples,” either by stamping such objects 
or perforating them with a view to depriving them of their 
quality as saleable merchandise. All parcels containing goods 
not defined as samples in these Regulations, but which, never- 
theless, may be sought to be cleared through the Customs as 
samples, shall render the importer liable to the penalties pro- 
vided by the Tanff Law. 

The complete text of the Regulations may be consulted at 
the Department of Commercial Intelligence, 73, Basinghall 
Street, E.C. | 


NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. TuowrsoN & Co. 
Electrical Patent Agchts, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford.  * 


10. ‘ Adjustable shade for gas and electric light." H. Аѕнтох. January 
nd 


16. “ Electric starters for combustion engines." D.C. S. SaANDEMAN. Janu- 
ary 2nd. 

18. ‘Electric cables.” British fwsuLateo & HeLsry Cases, LTD., AND 
J. Вкотнектом. January 2nd. 


3S ‘Automatic electric control of petrol-electric, &c., vehicles." У. S. 
Rosinson & Р. F. 5мин, January 2nd. 
4]. ‘Electric ignition for inte-nal-combustion engines." В, T. Lane. 


January 2nd. 

51. “ Transmission dynamometer. F. D. Everett. January 2nd. 

84. “Control of electric motors." J. M. L. Srater, January 2nd. 

90. ‘Electric lamp or other vacuum tube having a copper leading wire.” 
б. Ontant, S. Yaco & T. Yana. January 2nd. (Japan, са 26th, 1916.) 

97. “ Electric treatment of reaction substances," Е. Н. A. WIELGOLASKI. 
Janvary 2nd. 

117. ‘ Electrolytic apparatus." I. Н. Levin. January 3rd. (U.S.A., June 
Зг.1, 1916.) 

131. ** Electric incandescent arc lamps.” 
(General Electric Co., U.S.A.) January 3rd. 

139. “ Combined starting and lighting dynamos for motors cars, &c." E.C. 
R. Marks (Soc. Anon. des Etablisssmerts L. Blériot). January 3rd. 


British Тномѕом-Носѕтом Со. 


153. “f Electro-magnetic switches." Evrctric & Orpnance Accessories Co. 


y AND J. Етснкыз. January 3rd. 


155. '' Electro-magnetic regulating and switching devices." ELECTRIC AND 
OrrNaNcE Accessokies Co. & J. Етсныл5. January 3rd. 

177. “ Ignition systems," W. J. MeLLERSH-Jackson (Philips-Brinton Co.). 
January 4th. : 


180. '' Magneto-electric machines." G. A. Lister, M-L Масмето & E. A. 
Watson, January 4th. Е 

196. ''Shock-resisting winding for rotating magnet coils."  VuLcaN Mas- 
CH'NENFABRIKS Акт. Ges. January 4th. (Austria, May 24th, 1916.) 

216. “ Locking device for electric lamp globes.” W. C. Eus (A. Ellis 
and E. Ambrose). January 4th. 

220. “ Apparatus for electric welding." T. E. Murray & H. R. Моорком. 
January 4th. (U.S.A., January l2jh, 1916.) 

249. '' Apparatus for automatically retransmitting through successive lines 
telegraphic messages received from a distant station." 5. E. ArPLETON, Елѕт- 
ERN TELEGRAPH. Co. & A. FRASER. January 5th. 

253, 254, 255. “ Process of electric welding." T. 
Sth. (U.S.A., February 18th, 1916.) 

264. “ Electric ignition of gas, petrol, &c., internal-combustion cagines.”’ 
W. S. Frost. January 6th. 

.982. ''Alternating-current dvnamo-electric machines." 
ANO Motor Co. & W. STANSFIELD. January 6th. 

306. “ Electric signalling systems." F. G. Bett, W. C. Daver, Амр THe 
S1iFRLING TreLEPHONE & ELECTRIC Co. January 6th. 

313. '' Telephone system." AKTIESELSKABKET ELEKTRISK, BUREAU. 
бп (Norway, January loth, 1916.) 

314, 315. ©“ ennon dynamos.” C. T. Mason. 
March 15th, 1915.) 


E. Murray. January 


LancasHirgg DYNAMO 


January 


January 6th.  (U.S.A., 


РА 


PUBLISHED SPECIFICATIONS. 


A915. 

13,176. PowzR TRANSMISSION SysTEMS. 
(September 15th, 1914.) 

15,888. APPARATUS FOR CLOSING 1HE Doors or RAILWAY AND LIKE VEHICLES. 
Knorr-Bremse Akt. Ges. November 10th. 

16,113. WATIMETERS AND LIKE INSTRUMENTS FOR THE MEASUREMENT ОР 
Exvectric Power. Н. E. Trent. November 15th, (November llth, 1914.) 

17,247. TaLKiNG MacHINES AND DriviING MECHANISM THEREFOR. British 
Thomson-Houston Co (General Electric Co., U.S.A.). December 8th. 

17,393. LIGHTING ARRANGEMENT FOR OPHTHALMIC AND THERAPEUTIC WorK. 
W. J. Harvey. December llth. | 

17.399. ManiNE Dertn SouNDING. Sir R. A. S. Paget and Duddell. De- 
cember llth. | 

17,557. APPARATUS FOR CowPiLING STATISTICS MECHANICALLY BY THE AID OF 
PERFORATED BaNps. С. Haggenmiller. December ]1lóth. 

17,600. AuTOMATIC WEIGHTING APPARATUS, MORE ESPECIALLY FOR 1490705. 
E. C. R. Marks (Adam). December 16th. 

17,662. SicNALLINO Lamp. А. A. Lyon. December 17th. 

17,691. Exvectric SIGNALLING. International Electric Co., H. E. R. Roose 
and R. G. le Noir. December 17th. (Addition te 3,520/15.) 

17,736. Macnetic Compasses. Creagh-Osborne, A. J. Hughes and Henry 
Hughes & Son, Ltd. December 18th. 

17,753. Controt of ExectricaAL Mrasurinc Instruments. M. J. E. Tilney 
and N. C. F. Jensen. December 20th. . 

17,895. GYROSCOPICALLY-CONTROLLED TORPEDOES AND LAUNCHING TUBES THERE- 
Fok. Crucible Steel Co. of America. December 22nd. (April 3rd, 1915.) 

17.897. AUTOMOBILE TORPEDOES AND LAUNCHING TUBES FOR USE THEREWITH. 
Crucible Steel Со. of America, December 22nd. (April 3rd, 1915.) 

17,923. Астомлтіс Tratin-storrinc Devices. A. L. Lyttle & С. I. Costetlo. 
December 22nd. 

17.954. MEANS FOR CONTROLLING THE SreeD OF A MACHINE. Marconi's Wire- 
less Telegraph Co: & C. S. Franklin. December 23rd. 


W. Morrison. September 15th. 


1916. 


The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 

9. Ranwav SicNaLLING.. Н. W. Firth & F. W. Leake. January 3rd, 1916 
[1C2,509.) 

385. ELrcrRIC Inpicators. R. Е. H. Lovelace and Ediswan & Swan United 
Electric Light Co. January 8th, 1916. [102,629.] 

956. PROCESS FOR OBTAINING SOLID PRopucTS OF CONDENSATION FROM 
PurNoLs, FORMALDEHYDE, AND SaLts or SuLruO-acips. K. Tarassoff & P. 
Schestakoff. January 20th, 1916.  [102,635.) 

1,597. RaDIO-TELEGRAPIIY. J. Bethenod X E. Girardeau. 
1915. [100,058.] 

1,920. ‘HEeRMostats. C. E. Hearson. February 9th, 1916. (102,538.) 

2541. Arc LiGitT CARBONS AND METHODS OF MANUFACTURING THE SAME, R. D. 
Pike. February 21st, 1916. [102,645.] 

2.641. Projector Arc Lamp. J. Бгоскіс and Johnson & Phillips. February 
Wnd, 1916.  (102,047.] 

9.697. Automatic ELECTRIC FOR SicNaLs. W. A. Jeboult ,& Н. S. Stobart. 
February 23rd, 1916. (102,649.] 

3.922. AUTOMATICALLY-OPERATING AND SWITCH FOR MACHINE SWITCHING TELE- 
PHONE SYSTEMS AND THE LIKE. Western Electric Co. & J. G. Hackley. March 
16th, 1916. (102,655.] 

4,683. Quick-sreak Егесткіс Согым Мьмвекѕ. W. T. Henley's Telegraph 
Works Co. & E. E. Judge. March 30th, 1916. (102,662. 

5.238. TRaIN-sTOPPING APPARATUS. A. X. W. Grondin. April 10th, 1916. 
S A T. E. H d 

22. RatLway SIGNALLING AND INTERLOCKING APPARATUS. . E. Haywood, 
à c Kershaw, and Saxby & Farmer. April 19th, 1916. [102,673.] 

5,847. ILLUMINATED SIGNS OF THE MONOGRAMMIC Tyre. E. J. Kingsbury. 
April 20th, 1916.  (102,674.] 

6,491. TELEPHONE SYSTEMS. 
1916. [102.680.] 

6,619. ELrcrRiG Lamp Sockets. W. Hunt (Bryant Electric Co., U.S.A.). 
Mav 9th, 1916. ([102.682.] 

8,112. Fire Аглвмѕ. B. Jones. June 8th, 1916. (102,583. ] ` 

‚197. IGNITION APPARATUS FOR STARTINS INTERNAL-COMBUSTION ENGINES. 
Bus Mekaniska Verkstads Akticbolag & O. J. К. Kahr. July 19th, 1916. 

102,698. 
| п. Preraymenr Exectricity Meters. Landis & Gyr. Soc. Anon. Sep- 
tember 18th, 1915. — (101,535.] 

14,416. Exectric Conpensers. G. Giles. October 13th, 1915. [101,801 .) 

14.745. APPARATUS FOR ELEcTROCUTING ANIMALS. E. G. Fairholme & A. D. 
Clarke. October 17th, 1916. [102,704.] 

16,563. WiRELEsS SIGNALLING Systems. British Thomson-Houston Co. (Gene- 
ral Electric Co., U.S.A). October 19th, 1915. (Divided application on 
14,769/15.) (102,709.] : 


February 2nd, 


E. A. Laidlaw & W. H. Grinsted. May Sth, 


THE 
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JANUARY 26, 1917. 


TRADE ORGANISATION. 


Durinc the past two years a vast amount of atteu- 
tion has been devoted to the question of national 
industrial organisation. There have been luncheons 
and conferences, lectures and negotiations, all de- 
signed to further movements in that connection. 
How far have all these efforts been successful in 
bringing the industries of the country into one fully 
representative body armed with authority and in- 
formation to enable it to speak on behalf of indus- 
try as a whole? There is a feeling that, notwith- 
standing all that has been done, there is still some- 
thing wanting. 

As we have ventured to suggest for a long time 
past, strong trade associations are necessary to 
which the Government can turn for information 
regarding particular trades, but we should like 
to feel that our negotiations and conferences 
gave better promise of an actual Parliament of 


'Industry in which all our national industries had 


their seats occupied by duly accredited representa- 
tives of Capital, Labour, and Industry. It would 
be so much more satisfactory for the Government to 
be able to turn with confidence to a truly national 
and representative body when it needed guidance 
in regard to large industrial policy. We are sure 
that Mr. Neville Chamberlain must have thought so 
in the course of his National Service investigation 
and preparation. At present the Government is 
able in some cases to depend upon the со-орега: 
tion of a number of specialised and more or less 
representative trade associations, but some of the 
industries have not one coherent body qualified to 
speak on their behalf, and only a comparatively few 
of the associations which are in existence are 
co-ordinated in their operations. The war has 
demonstrated the need for trade associations to 
foster and develop particular departments of indus- 
try, and as was shown in our pages at the time, Mr. 
Asquith last year gave Governmental approval to 
this aspect of the organisation idea. We may be 
pretty confident that the Lloyd George Government 
will not be less in favour of our industrial house being 
set in order along these lines, for between now and 
the end of the war, as well as in the years following, 
all sorts of questions will be bound to arise in con- 
nection with which.it will be necessary for the 
State to consult those responsible for the conduct 
of our gréat industries, whether as capitalists or as 
workers. 

The call for organisation of trades, or, more pro- 


perly, industries, was voiced once more last week im .. 


a lecture at the London School of Economics. The 
audience was not one of manufacturers, .so the treat- 
ment of.the subject necessarily had to follow 
more or less general lines which to us and our 
readers would not be at all unfamiliar. One of the 
ways in which the lecturer (Mr. E. J. P. Benn) seems 
to us to differ, from other speakers when dealing 
with this matter is in his discounting all efforts 
that have been made during the last two years. We 
confess to feeling a little disappointment that the 
cemprehensive super-organisation of all great in- 
dustries has not emerged by now, but we are not 
inclined to agree with him that '' Chambers of Com- 
merce, federations of industry, and other similar 
bcdies | live almost entirely upon politics.” 
nor can we quite agree that ''their existence de- 
pends upon the tariff agitation," though in some 
cases we know that it does do so. Yet we cannot 
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see why, even if they do so depend, they should 


have ''no place in the serious study of the develop- . 


ment of trade efficiency or the increase of national 
output." In other places at least one of the fede- 
rated organisations (which was represented at Mr. 
Chamberlain’s Birmingham meeting last Saturday) 
has been attacked because it is not outspokenly pro- 
tectionist. We do not believe that either Mr. Benn 
ou the one hand, or the daily Press on the other, 
assists the organisation movement by dragging in 
fiscal controversies. It seems to us that Mr. Benn 
wants us to start de novo, as though all the great 
irdustrial negotiations of the past two years were 
so much serious effort thrown away, and he would 
have us face the fiscal question as though there had 
been no war with Germany, in which connection we 
have no fears whatever that he will be able to carry 
the nation with him. Not only does it seem to us that 
Mr. Benn wants us to start de novo in regard to our 
organisation efforts, but he expresses views which 
might be more in keeping with a state of things 
which would exist if we were at the beginning of 
industry instead of having reached the advanced and 
complex industrial position in which we stand to-day. 
His desire is that every workman and workwoman 
should be a member of a trade union; that every 
manufacturer should be a member of a trade asso- 
ciation; that from the trade unions and trade asso- 
ciations in a given industry there should be elected 
representatives to sit in a Trade Council; that from 
these Trade Councils there should be elected a 
National Trades Council with a member of the Gov- 
ernment at its head, whose duty it would be to pro- 
note the trading interests of the country, and that in 
this way the Government should recognise and соп. 
trol both parties in industry. The Government must 


| demand of the unions that they abandon their in- 


dependent and irresponsible attitude, and it must 
demand of the masters' associations that they give 
up those elements which are contrary to the public 
interests. | 

The trade association idea is preferred to the 
trust or amalgamation tendency, because it would 
keep the little man ín being. The little man is 
described as a ''tremendous '' asset in trade, for, 
somehow or other not explained, he is '' essentially 
British." His only trouble as seen by Mr. Benn 
is that he will devote his energies to fighting other 
little men '' instead of joining with them in an effort 
to fight the battles of the nation, and to improve 
himself and his industry." In passing, we may say 
that we were not aware that it was only the little 
man who fought his competitors, but we fully agree 
that “if we can get the advantages of amalgama- 
tion or united action without destroying the little 
man we shall be better off." How are we to pro- 
ceed in order to reach this very desirable end 
when the * little men "' have to meet in competition 
Teutonic trusts with anywhere between £10,000,000 
and £15,000,000 capital? Here by a stroke of the 
.pen we have it. Let us, he says, organise our 
little man, let us arrange his work for him, '' force ” 
him to specialise on some one little part of the 
trade in which he is engaged, then we shall “‘secure 
the advantages of economical production, which is 
the main asset of the trust or combine.” Now this 
is essentially a matter for manufacturers, and for 
those who have built up our industries with indivi. 
dual enterprise and capital; it is certainly not a new 
one for discussion among electrical manufacturers. 
Would newcomers ever be admitted to an industry ? 
If so, would they be told what they must manu- 
facture? Could we call this freedom from restraint 
of trade or of industrial enterprise? We hardlv 
know which idea we prefer—that of the trust 
or that of the trade association -in which co- 
operation cum compulsion is the ruling principle. 
Can it be supposed that the latter is an attractive 
policy wherewith to induce every manufacturer to 
become. a member of a trade organisation? To 


effect it would certainly call for a Government 
which was prepared to impose compulsion upon 
industry all round, and with an iron hand. 
How. can it be effected otherwise in this very 
human world—except at a School of Economics? 
Its only chance of succeeding is through negotia- 
tion, and, if you will, ‘“ peaceful suasion " within 
the ranks of an industry itself. Mr. Benn's ideas 
may sound attractive enough at a homely gather- 
ing at the London School of Economics where 
there is a lecture but no following discussion: 
they may be applicable, too, in respect of bed- 
steads or of boots, but our concern is more with 
the electrical and engineering industries, and the 
possible application of those ideas thereto in this 
year of grace nineteen hundred and seventeen. 
When the lecturer refers to the iniquities of the 
"stupid competitive system " which forces every 
manufacturer to attempt to cover the whole of his 
trade, and thus waste half of his energies, we in- 
cline to the view that he over-states his case— 
unless he has boots and bedsteads in his mind. The 
application of the principle of co-operation is alreadv 
at work in some trades, among them the electrical. 
and we believe it will grow’ spontaneously or by 
judicious fostering rather than by forciny. 

We are sorry that the space at our disposal pre- 
vents us from following Mr. Benn through manv 
other parts of his lecture. The whole discourse is 
a very interesting, though ambitious, one, for we 
agree with him that “ trade is a very large subject. 
far too complex for anv one mind to grasp 
properly," ‘опе can very easily become lost in 
detail." After all, the specialists in each trade 
must know their own problems best, wherever the 
State comes in to promote their organisation under 
its protection.” 

We confess to a little confusion arising in 
our minds as we consider some of the lecturer's 
remarks. For example. we cannot quite see 
what sewers and cemeteries have to do with ''trade,"' 
at any rate, in the way he uses them. That they are 
essential, as trade is, for our well-being, goes with- 
out saying, but 1s it suggested that we now give 
less attention to trade than ‘we do to local vovern- 


ment because there are thousands of local authori- 


ties? If so, then surely he means that in the multi- 
tude of organisations there must be strength and 
wisdom! He says: '' There are 28,678 local autho . 
rities in the United Kingdom to attend to sewers. 
cemeteries, street lights, and. other such details. 
Surely trade is worth at least as much attention." 
But. surely, we have more than 28,678 factories, 
works, firms, associations, and organisations look- 
ing after trade! Т 

We are entirely at опе with Mr. Benn when Һе 
argues in favour of more enterprising and co- 
cperative effort on the part of traders in the cap- 
turing of trade abroad: but this is an old story in 
the electrical and engineering world. `‘ Every trade 
must present a united front to foreign competition," 
and the '' small тап’ who cannot afford to cover 
the markets with business-getting men of the right 
type on his own account knows quite well that if 
he have the mind to do so he can secure his share 
in competition with the foreigner by acting їп co- 
operative groups, whether consisting of half-a- 
dozen different sections of his particular industry or 
of half-a-dozen individual firms in his own parti- 
cular section. [t is partly because the Teutonic 
trusts have been so wealthv that they have been 


* 


able to cover the world markets so efficiently with - 


capable representatives, and have been able to 
secure the spoils. In some of the coming markets 
of the world they may repeat their performances if 
we are content to act in such matters individually 
as small men," however much the latter may be 
‘forced "' to alter their lines of manufacture in the 
interests of economical production. 

Dr. Heath, of the Advisom Council. in congratu- 
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lating Mr. Benn on the plainness with which he had 
expressed his opinions, told us that for the securing 
ої Government grants for industrial research repre- 
sentative trade associations were essential, and that 
associations which desired to secure these grants 
would have to be representative of the employers, 
of the workers, and of men of science. It is along 
these lines, then, that we must proceed to develop 
and adapt our associations, though, of course, there 
are many other things besides research grants— 
important as these are—for which they exist. 


READERS who are interested in 


British Elec. trade statistics will view with in- 
trical Exports terest the graphic summary of our 
and Imports electrical export and import busi- 


during 1916. ness during the last few years, 
. which we publish elsewhere in this 
issue. Attention may be drawn, amongst other 
things, to the gratifying improvement in export 
values during the past year, despite the many ob- 
vious difficulties of overseas trade; to the important 
pesition now occupied by France as a purchaser of 
Pritish electrical. goods; to the growth of Dutch 
lamp imports into this country, the value of such im- 
ports during the year having considerably exceeded 
£300,000 ; and to the growing activity of the Japan- 
ese electrical industry, as represented by the rising 
values of Japanese material imported into this 
country, and the competitive power which this por- 
gends in other more accessible directions. 
Although the importation of American electrical 
xcods continued on a large scale, comparable with 
German bustness before the war, yet there appears 
to be a tendency to a falling-off in values, which 


we hope may be due to other causes than merely 


official restrictions. Оп the whole, we have good 
reason to be proud of the result of our efforts dur- 
ing the year, which, in addition to rendering mate- 
ral assistance to allied and more nearly related 
countries at a critical time, have no doubt helped to 
augment the '' silver bullets " which represent vic- 
tory in the field. 

IN the recent case of the Clones 
Electric Lighting Co. v. Commis- 
sioner of Valuation, which was 
heard at Monaghan on January 
ISth, Judge Johnston, sitting as 

Recorder at Quarter Sessions, heard an appeal from 

the Commissioner of Valuation. The case related 
to the valuation of the Clones electric lighting 

undertaking, and his Honour, in his judgment, con- 

Siders some points which are of general interest. 
Аз those who have been concerned with the law 
Of rating are aware, the assessment depends upon 
what an individual known to lawyers as the '' hypo- 
thetical tenant " would pay for the property as a 

going concern. In the case of a house, the hypo- 
 thetical rent is comparatively easy to determine; 
but who can say off-hand, or even after much com- 
putation, what any individual might pay as rent for 
the property of an electric lighting company? The 
rateable value of the property of the company in 
question was recently fixed (for 1915) at £100. In 

1914 it had been £25, and the company appealed. 

The first question for decision was whether a 

-12-H.P. gas engine and a 40-H.P. oil engine should 
be included as part of the rateable property. In 

England, such machinery would be rateable on the 

principle laid down in the Tyne Boiler Case, but in 

Ireland the matter is virtually decided by statute, 

the Valuation Act, 1860, providing that '' motive 

power . . . shall be valued with the buildings," 
but that “© no machinery shall be taken into account 
other than that used А the production of motive 
power." Judge Johnston decided that the engines 
were rateable; but he also decided—and with his 


The Rating of 
an Electric 
Lighting Station.. 


decision we venture respectfully to agree—that the 
accumulators, dynamos, switchboard, and belting, 
being mere tenant’s fixtures, were not rateable. 

. Passing on to other questions, he held (applying 
certain well-known principles) that the rateable 
value must depend on revenue. It was contended 
on the part of the appellants that inasmuch as the 
year 1914 meant a loss to the company, that year 
should be taken into account when arriving at the 
profit. The learned judge, however, declined to 
accept this view, saying that the letting value of the 
hereditament as it stood was the figure to be ascer- 
tained. It was not for him to look back to previous 
years. He did, however, allow regard to be had to 
the meter readings of 1916, which made it plain 
that, as the career of the company was one of in- 
creasing prosperity, they were favoured by his hav- 
ing regard only to the revenue of 1915. In the 
event, he reduced the rateable value from £100 to 
£75, after pointing out that the ‘‘revenue”’ in 
contradistinction to the ‘‘ constructional cost” 
method of valuation was the right one to adopt in 
the case of electric lighting companies. Incident 
ally, it may be mentioned that, in arriving at the 
gross profits, the appellants sought to be allowed 
to deduct the rent which they had to pay for the 
land on which the power station stood. But this was 
not permitted, because if they had redeemed the 
rent by an expenditure on capital account that would 
be treated, for rating purposes, as landlord’s capital. 
and would not carry with it any allowance. 


= 


Tur Committee appointed by the 
Manchester Association of Engi- 
neers in November, 1914, to con- 
sider this subject, recently issued a 
valuable report, which ought to be in the hands of 
all employers and educational authorities. Pro- 
posals are put forward to bring about closer co- 
operation between these parties, by the election of 
representatives of the former by the large technical 
societies, to form, with an equal number of tech- 
nical representatives of the local educational autho- 
rities, an advisory body to deal with all questions 
(other than finance) arising in connection with the 
education of engineering apprentices. The Com- 
mittee takes the view that in all cases the sehool 
or university training must be supplemented by 
adequate shop training, which cannot be given at a 
technical school, and must be continuous through- 
out a definite period. Too early specialisation is 
deprecated, 14 years being suggested as a suitable 
age at which to decide upon a boy's future voca- 
tion. 

Referring particularly to engineering apprentices. 
the Committee recommends the raising of the mini- 
mum age for leaving school to 15 or 16 years, the 
attainment of a satisfactory standard of education 
before apprenticeship, and continuity іп education 
by part-time attendance at school up to the age 
of 17; after attaining that age those who are 
capable of assimilating advanced technical training 
should be admitted to a day course (one day per 
week), the remainder being encouraged to attend 
evening classes. An important feature of the re- 
commendations is that scholarships should be pro- 
vided to. enable deserving youths in the works. 
whose behaviour and progress are satisfactory, to 
obtain further education. 

For brevity and lucidity the report is unexcelled. 
and the recommendations will, we believe, meet 
with the approval of the vast majority of those who 
have studied this important subject. The only un- 
certain element is the attitude of employers towards 
the proposal that apprentices shall spend two half- 
days a week at school, with wages, up to the age 
of 17; but some of our best firms are alreadv work- 
ing on similar lines, and we believe that the con- 
cession would be amply repaid within a short time. 
Hearty co-operation is again the key to the position. 


The Education 
of Engineers. 
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SOME CONSIDERATIONS 
AFFECTING THE USE OF ELECTRICITY 
IN AGRICULTURE. 


(Continued from page 64.) 


A QUESTION which wil] naturally occur to any engineer who 
studies the broad question of agricultural electrical supply, 
is as to the possible scope of such business. 

Unfortunately, detailed statistical information bearing on 
farm power does not appear to exist in this conntry, and in 
regard to this and other matters it is only possible to make 
certain deductions from published data. 

In our issue of December 8rd, 1915,* we published a 
rough map of the agricultural portions of England, showing 
the existing supply undertakings which might be utilised in 
initial attempts to supply the farmers in the area shown. 
About 160 such generating stations were shown as being in 
touch with agricultural country ; for electrical supply 
purposes each of these stations can be assumed—as a basis of 


| 


i 

| e o e € 6 0066 
pee 9 * i 
{ Фоо 9 e. e | € 


m— M — — 
! 


| 
| 
\ 
І 


|| 
^ 
“== — > - = а = -w 
Vries c movit e. 
„Меен Eco 
= —| . а 


DE REE AM 


99 9 * e 
T 


TTT T 
e . | 
| # 


5те / оло 


КУСУ. SA 


other engines was employed, steam, the most wasteful form 
of power on a farm, accounting for 106,000 H.P., or nearly 
one-half. The figures do not include temporarily hired 
engines, which would, no doubt, have greatly increased tbe 
total, and it is obvious that in the intervening, and particu- 
larly the last two, years a great increase must have occurred 
in the total. | 

An interesting feature of the 1906 figures is that only 
'4 H.P. was used, on the average, per holding (of 1 acre and 
above), while in the case of the holdings of 1 to 50-acre 
size, an average of only *06 H.P. was used per holding. 

It cannot be contended that these figures are any guide 
to the farmers’ possible power requirements, if electrical 
power were available, as will be gathered from Mr. Kerr's 
paper* on the subject last year: if anything, they are 
significant of the backward state of the agricultural 
industry. 

In the discussion following the reading of that paper, it 
was pointed out that Hereford farm consumers paid an 
average of £25 each for electricity, and on this basis some 
24 millions per annum of additional revenue from farms 
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MAP SHOWING PROGRESS IN ELECTRIC SUPPLY TO FARMS IN PART OF OXFORD COUNTY, ONTARIO, 


estimate—to deal with an area 10 miles in diameter, equal 
to 784 sq. miles, or, deducting 14 sq. miles for the built-up 
area of the town, which is usually not a large one, there is 
left 77 sq. miles of agricultural country per station. 
According to the 1906 Census of Production, the number of 
holdings or farms per 1,000 acres varies from 12 to 14 as 
between the Eastern and Western English agricultural areas, 
representing, roughly, 70 to 80 acres per farm, a figure 
which is probably a fair average, bearing in mind that the 
small holdings are more numerous in the vicinity of towns. 
On this basis it Will be seen that each of the assumed station 
areas would contain from 600 to 700 potential farm con- 
sumers, in addition to village and private house consumers, 
possible industrial users and public lighting. Averaged over 
160 stations, this represente, roughly, 100,000 potential 
farm consumers for a small portion only of the country, and, 
if we сап judge by published data regarding farm business 
here and abroad, each farm would, on thé average, be 
worth at least 30 lamps and 5 H.P. of power to the electric 
supplier, representing a total of three million lampe 
and half a million Н.Р. in the initial stages for the 160 
undertakings referred to. | 

Published data in regard to power actually used on farms 
are very meagre and, no doubt, misleading at the present 
time, 

For instance, in 1906 it would appear that for the whole 
of Great Britain some 213,000 H.P. of steam, gas, oil, and 


* “Electricity in Agriculture ; its National Aspects.” 


alone is awaiting the efforts of supply authorities in the 
160 central-station areas referred to. | 
As touching on the traction problem and the possibilities 
of employing electric tractors, vehicles, and ploughs, it may 
be noted that there were in 1906 about a million and 
a-half horses on farms in Great Britain, at least half of 


_ which were, no doubt, used for traction purposes. 


The work carried out by Mr. Kerr at Hereford demon- 
strates the feasibility of supplying farms in the vicinity of 
a country town, but it leaves us to surmise as to the position 
which might arise if the farm load greatly preponderated 
over that of the town. 

No reliable data, so far as we know, has appeared in 
reference to a considerable rural supply system, which is 
strictly applicable to English conditions, and an investiga- 
tion of the probable load characteristics, and other features. 
of such a system, would be of considerable assistance in con- 
nection with the movement for agricultural supply. 

. Ап American writer: who recently investigated thie. 
aspect of the question as regards the Pacific North- Western 
area of the U.S., pointed out that in the particular under- 
taking investigated, 37 per cent. of the population served 
was outside the city limite; this 37 per cent. furnished 
38 per cent. of. the company's revenue, but required 51 per 
cent. of the operating expense and gave only 10 per cent. of 


* “ Application of Electricity to Agricultural Purposes”; IL.M.B.A. 
Proceedings, 1916. BUSY 


T N.E.L.A. Paper on " Rural Transmission Lines,” by A. 8. Hall. 
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the operating revenue and about one-third of 1 per cent. of 
the net operating income. However, it appears that though 
each class of business is credited with its own operating 
and financial expense, the rural business is catered for 
by а соф rate, because it is argued that were it not for the 
37 per cent. of rural business the eity business would show 
a less net revenue than it now does, and the rates on the 
city business would have to be materially increased. It is 
further argued that such rural business might be justified 
even if earried on at an apparent loss. The limiting factor 
is the quantity of rural business which a given city business 
can profitably support. In this particular case the rural 
business gave 88 per cent. of the gross revenue, but required 
17 percent. of the total investment, or 9 per cent. more 
than ite share, and incurred additional financial charges to 
that extent, and the writer in question addresses himself to 
the problem of overcoming this handicap, believing that 
the solution will be found in the adoption of new and 
cheaper standards of construction for such work; wider 
limits of variation of supply voltage; specially adapted 
rural rates; and the joint use of pole lines by electric 
supply and telephone lines—a joint service being prac- 
ticable in cases where a single service is not on the ground 
of cost. 

In this country, so far as can be judged from experience 
in farm supply, such consumers would find it profitable to 
pay a higher rate for energy than the usual town, rate, which 
is often based on the competition of a cheap gas supply 
which doeg not extend into the farm areas. 

The experience of the Ontario Hydro-Electric Commis- 
sion in rural supply is important. There are approximately 
1,000 rural services on the Ontario system, and of these 
about 60 per cent. are farms. In the Toronto suburban 
district there are 200 rural services ; in Grantham town- 
ship, a fruit-growing district, there are 100 rural services ; 
and in North Norwich township, a dairy district, there are 
over a 100 such services connected and applied for. 

Probably due to labour shortage, the Commission had 
many more inquiries in 1916 for farm power than in pre- 
vious years, and amongst the large petitions received was 
one containing 476 names from a particular district. 

The Commission will give a service where there are only 
three consumers per mile; the usual procedure is for the 
Council of the township to present a petition, signed? by 
would-be consumers, and accompanied by a map showing 
the location of their farms, to the Commission, which pre- 
pares an estimate of cost of lines, and supply, and submits a 
definite tariff to the Council. | 

_ The tariff is then submitted to a meeting of the peti- 
tioners, who, if they accept it, must sign the contracts 
before any construction work is commenced. 

The contracts’ аге between consumer and township, and, 
assuming that sufficient consumers have been secured to 
warrant the building of a line, the township then: contracta 
with the Commission for a supply of energy. | 
_ All primary lines are constructed by the Commission at 
its own cost, and all secondary construction, including 
trangformers, lines, services of not more than 120 ft. fróm 
the main line, meters and cost of installing them, are paid 
for by &he township, whose share of the cost is covered by a 
debenture issue. The township may operate its own system, 
butthe cheaper way is for the supply station. authority to 
undertake the work, in which case it would collect all con- 
sumers’ accounts, meet operating expenses, pay to the Commis- 
sion: the amount due for power used, for the annual fixed 
charges on the township's debentures, and similar charges 
on the cost of the primary lines. 

It should be noted that under this arrangement the 
farm supply business appears to be on a self-supporting 
basis, the tariff being based on the cost*, which the Hydro- 
Electric. Commission's extensive experience in this con- 
nection should enable it to estimate with considerable 
accuracy. Actually the rural rate consists of a “service 
charge” of $3 per month for three consumers per mile ; $2°50 
for four consumers; or $2 for five consumers, plus a 
Kw.-hour rate for all consumption up to the first 60 hours’ 
use per month of the contract amount, and a charge of 


‚ ^ We do not know on what basis the power cost is determined 
in individual cases, but it is obvious that a "cut" rate could be 
offered, if thought desirable, for development purposes.— Ера. E.R. 


one-half this rate for all remaining consumption during 
the.month, the secondary Kw.-hour rate being based on the 
cost of power in the district. 

Many consumers wish to install a 5-H.P. motor, but 
generally use only a 2-H.P. demand, and (о meet such cases 
a consumer with a 2-H.P. contract is allowed to inatall and 
operate a 5-H.P. motor with the understanding that the 


township can install a special meter to indicate excess 


demand, and charge for it at 14 times the initial KW.-hour 
rate. i | | 

The following is the approximate cost of farm construction 
work on the Commission's system :— 

Assuming that a three-phase service is carried 600 ft. 
from the pole-line on the road to the farmer's barn, where 
the transformers would be located to be near the power site. 
and that a single-phase lighting service were carried back 
300 ft. to the house, the cost would be, roughly, $46. 
Interior concealed wiring would cost, per outlet (knob and 
tube), $2-2:5; conduit, $3:5-5 ; and open wiring, 90 c.-$1:5. 
The wiring for a house and barn would cost :— 

House.—10 lights on 2 switches, at $2°5 per outlet ... $300 


Barn.— 6 lights and 3 switches, at $4°5 per outlet... 40% 
Outside light for yard iN 255 bs 3'0 


Service entrance РЕА saat £s vus dO 

17 lamps, at 25 c. each vus des di 4'25 

Lines into premises ... iu uae .. 460 
Total ... ... $128 75 


The above figures are approximate, and only of interest as 
showing what the Commission considers should be the cost 
of this class of work in Ontario. 

It should be noted that the Ontario Power Commission 
Act, 1911, was introduced to facilitate the distribution of 
electrical energy in rural districts, and the Fifth Annual 
Report of the Hydro-Electric Power Commission (for 1912) 
mentions that the response to this in the form of inquiries 
and petitions was so great, that the Commission carried out 
а series of demonstrations at exhibitions, fairs, farms, &c.. 
in accessible districts, with a view to educating the farmers. 

In addition, several demonstration farms were com- 


pletely equipped with electric power and lighting. One of 


the important factors behind this instructional campaign 
was the desire to improve the load characteristics of this 
class of business by inducing farmers to so rearrange their 
work as to improve the electrical load factor, and thus 
facilitate cheap supply. The absence of a steady flexible 
supply of power resulted in the farmer reserving all the 
heavy operations until such time as a steam engine could 
be hired ќо "ао this work in the shortest possible time—a 
system which can obviously be modified if electric power ів 
continuously available. 


( To be continued. ) 


THE FARADAY SOCIETY. 


AN ELECTRIC FURNACE FOR TesTING FIREBRICKS. 


AT the December meeting of the Faraday Society, Mr. B. A. 
GRrrFITHS. and Mr. EDGAR A. GRIFFITHS, of the National 
Physical Laboratory, exhibited and described a carbon tube 
furnace which they have recently been using for carrying out 
a series of tests on the softening points of refractories, and 
their compressive strengths at furnace temperatures exceed- 
ing 1,800 deg. C., properties obviously of the greatest import- 
ance in considering the practical value of a new refractory. 

A sectional view of the furnace is*shown in fig. l. The 
lin. carbon tube c is of 2 in. outside diameter, and is П in. 
lcng. A Lin. slot extends down almost its entire length, to 
permit of observations of the heated specimen. ‘The tube is 
encased in а sheet iron casing A, 12 in. diameter, the ends of 
which are closed with asbestos slate board BB. The thermal 
insulator consists of crude zirconia powder—an excellent in- 
sulator—surrounded by a 3in. layer of magnesia-as 
lagging. | 

А most important feature of а carbon tube furnace is the 
construction of the electrodes, for any heating caused by the 
ussage of large currents across the metal-carbon junction 18. 
atal. Fig. 2 shows how the electrodes are formed in the 
present furnace. A copper tube, through which the water 
for cooling passes, is bent into a zigzag form and white bear- 
ing metal cast around it, the mould being formed of strip 
iron with the carbon tube ae core. In this way a perfect fit 
between metal and carbon is ensured, and with a current 
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of 400 amperes the drop of potential across the contact, was 
barely detectable. 

Another type of electrode designed for a large 54-in. crucible 
furnace is also of sufficient interest to describe here. This 
is shown in fg. ‘3. LL are graphite blocks bored to the dia- 
meter of the furnace tube. The copper leads M are hollow, 
and water-cooled. A further contact with the graphite blocks 
i3 through the flexible conductor o. | . 

To preserve & neutral atmosphere & stream of nitrogen 1s 


passed through the tube, otherwise the carbon is rapidly 


Fig. 1. 


oxidised. Up to 1,700 deg. C. the furnace is free from volatile 
carbon compounds. It is of interest to note that the atmos 
phere in the tube is highly ionised ; in fact, currents of several 
amperes will pass between insulated electrodes having only 
a few volts potential difference between them. The current 
is accompanied by the transport of material particles, probably 
molecular aggregates. 

Pressure is applied to the specimens under test, which are 
small cylinders of the refractory material about § in. dia- 
meter and 1 in. long, by means of the plunger arrangement 
above the furnace, the action of which will be clear from 
fig. 1. The magnitude of the pressure is read off on the 
scale H. In the furnace shown, pressures up to 150 lb. per 
square inch could be applied. The specimen is supported in 
the furnace on a carbon rod, from which it may be separated 


| Fia. 3. 


Fra. 2. 
if contamination is feared, and a similar rod on top transmits 
the pressure. Usually three test pieces were taken from a 
brick, and the results only accepted if concordant. A test 
took about two and a half hours with a 10 deg. C. increase 
of temperature per minute. ` 

Temperatures are measured in this furnace with an optical 
pyrometer, which sights the specimen through the slot in the 
furnace tube. Observations are effected by comparison with 
the field of illumination due to an electric lamp, the instru- 
ment being directly calibrated by comparison with a thermo- 
couple under ‘‘black-body’’ conditions. It is possible to 
аш a шеше ns 3,000 deg. TB the furnace for 
snort periods, but all commercial refractory bricks sof 
under Eus below 1,700 deg. em 


The tests that have so far been made with the furnace esnnot 
be published at present, but it may be stated that a mag- 
nesite brick normally breaks down at 1,500 deg. C. under a 
pressure of about 30 lb. per sq. in. The authors bave placed 
in the hands of makers and users of refractories &n instru- 
ment of considerable value. 


A МєЕтнор or UNwiriya OpticaL Gnass By Heat. 


Мг. К. G. Parker and Mr. А. J. DALLADAY described a very 
ingenious method they have devised for uniting together glass 
surfaces polished plane, or to the same.curvature, to a high 
degree of accuracy. The existing method, that of cementing, 
has obvious disadvantages, both mechanically and optically, 
and to do away with the necessity of cement is, as Dr. Rosen- 
hein characterised it, a remarkable achievement. The 
method, once it is known, is the quintessence of Шр, 
The finished surfaces, are merely placed together and sub. 
jected to carefully-controlled heating, some 80-90 deg. C. 
below the annealing temperature, when, under slight pres- 
sure, complete union takes place, the two pieces become 
absolutely one, and it is impossible to separate them along 
the surface of juncture. "The possibility of the process prob- 
ably arises from the fact that glass under slow stresses acts 
as a highly-viscous liquid, which becomes fairly mobile as the 
temperature is raised, even Very far below the melting range. 

The operation is carried out in a platinum-wound electric 
oval tube furnace, 34 in. by 24 in. by 14 in. long, fitted with 
double silica windows at each end. Two resistances permit 
of a very close control of temperature, down to 4 deg. C. 
per minute, which is measured on a Callendar recorder. An 
arrangement by which polarised light can be passed through 
the furnace, so as to examine the effect on the glass or silica 
under operation of.unequal heating, completes the apparatus. 
The method has been used successfully to construct such 
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apparatus as the cell for a Rayleigh interference refracto- 
meter or a polarimeter tube. Up to the present it has, un- 
fortunately, not been found possible to unite two’ different 
kinds of glasses, such as the flint and crown.used in object 
pases owing to their differences in annealing temperature. 
"used silica can, however, be welded by this method. 


THE RESISTANCE OF IRON AND ITS CHEMICAL COMPOSITION. 


Prof. E. D. CAMPBELL, of the University of Michigan, pre- 
sented a paper, which was read by Sir Robert Hadfield, 
entitled * Do Equiatomic Solutions in Iron “Possess Equal 
Resistances? " The conception of steel as a solid solution 
long ago suggested a relationship between its chemical com- 
position and its resistance, and Benedicks, in 1902, put for- 
ward his well-known rule that equiatomic solid solutions in 
lion possess equal resistances. This relation was based on 
certain assumptions, which need not detain us now, that th» 
experimental work of Arnold has shown to be untenable, and 
the object of the experiments -described by Prof. Campbell 
was to see whether it might not be possible to suggest a 
more satisfactory hypothesis to explain the relation between 
carbon-concentration and resistance of heat-treated steels. 
The experiments were made on seven steels of various com- 
positions in both the hardened and annealed states, the heat 
treatment being carried out in a small electrically-heated fur- . 
nace on bars 6 mm. square and 15 cm. long. The specific 
resistances: were measured at 25 deg. C. and at 95 deg. O., 
maintained by means of an oil bath, and were determined by 
measuring the fall of potential between knife edges clamped - 
to the bar 10 cm. apart, a constant current flowing through 

the bar. The experimental results are embodied in the accom - 

panying curves (fig. 4). It is at'once obvious that different 
amounts of influence are’ produced in the specific resistance 
by equiatomic concentrations of carbon. On taking into con- 
sideration, however, the amount of iron carbide present, 
Prof. Campbell coneludes that what determines the deyiation 
of resistance from that of pure iron is the molecular concan- 
tration of the carbides in solid solution, and not the atomic 
concentration of the carbon, and he puts forward this hypo- 
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thesis for consideration and experimental confirmation. One 
striking point to be noted in these results is the almost con- 
stant value of the absolute increase in specific resistance with 
increased temperature, at which the specific resistance is 
measured, this increase differing very slightly from that of 
pure iron. These results would indicate that this increase in 
specific resistance with increased temperature is wholly due 
to the increase in specific resistance of the solvent, while that 
component of the total specific resistance due to the solutes 
in solid solution is very slightly, if at all, affected by the 
temperature at which the specific measurements are made. 

The following papers were also read :—*' Grain Growth 
in Deformed and Annealed Low-carbon Steel," sent in by 
Mr. Вл?н H. SurnRY, of Detroit, who explains in it the 
conditions under which this undesirable grain growth occurs; 
and ‘* The Effect of Pressure on the Equilibrium Constant of 
a Reaction in a Dilute Solution," presented by Prof. W. C. 
McCcuLLAGH. Lewis, of the University of Liverpool. This 
raper indicates a simple mode of deducing the effect of ex- 
ternal. pressure on the equilibrium constant of a reaction in 
dilute solution. 

It was announced that general discussion on the following 
subjects were in course of arrangement :—'' The Training and 
Work of the Chemical Engineer," * Osmotic Pressure," and 
"The Physical Chemistry of the Setting of Cements and 
Plasters," The first of these will be held in February, and 
will be opened by Sir George Beilby, F.R.S. 


PRINCIPLES INVOLVED IN COMPUTING 
THE DEPRECIATION OF PLANT. 


By F. GILL Амр W. W. COOK, Mezwsrns I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


(Concluded from page 83.) 
VALUR OF PLANT IN PLACE AT ANY TIME. 


The engineer controlling a system must be able not only 
to know the annual charges on each kind of plant, but also 
to estimate the value remaining in the plant at any time. 

In considering extensions of plant, or the adoption of im- 
proved plant, it frequently happens that the question arises 
whether it is economical to take out certain plant still per- 
forming satisfactorily the service it is adapted to, and replace 
it by new plant of a more economical nature. If the existing 
plant is takén out, there will be a wastage of its then value 


in place, plus the cost of taking it out and less the amount 
received for the recovered materials, the net result of this 
being a present loss when the change is made. Against this 
loss there is to be set any economy in annual charges that 
may be gained by the new pani during the period which 
would have remained of the displaced plant's life. Further, 
since the wastage must be incurred when the change is made, 
while the prospective savings are in the future, the two sums 
must be brought to a common time for comparison; in fact, 
the problem is to find out if it 1s worth while to incur a 
present loss to achieve a future gain. 

Unless the new plant will thus pay for the wastage, or 
unless there are compelling reasons which require the change 
irrespective of economy, the change should not be made. 

If the first cost and the annual charges have been rightly 
estimated, the diminution in value is the amount which 
should be in the renewals fund, for that was the very purpose 
of the fund. That is, the first cost less the amount which 
should be in the fund is the measure of the remaining value. 

One easy way to test the equity of the value in place pro- 
duced by the alternative methods used in treating deprecia- 
tion 1s to examine how each would result if an undertaking 
passed successively to several owners, on the basis of the 
remaining value being the first cost less the amount which 
should be in the renewals fund. 

In this case, as already shown, the life concerned is not 
the economie life, but the- physical life, so that in calculating 
the following tables we must take the physical lite of 25 
vears, and the residual value, at the end of life, at £2. 

Assume that an original owner whose conditions are set 
out in Table II (5 per cent. sinking fund), to whom the user 
of the plant pays £7.05 per annum, sells at the end of the 
eighth vear on the basis of this table. He will then sell for 
£100 less £19.61 (the amount in the fund), = £50.39. 

This second owner's conditions will then be: Capital 
£80.39, remaining life 17 years, residual value £2, other condi- 
tions as before, and the table shows these figures for the 
next eight years. 

If the second owner transfers to a third owner at the end 
of the 16th year, on the same basis, he will then sell for 
£50.39 less £28.97 = £51.42. | 

The third owner's conditions will then be: Capital £51.42, 
remaining life nine years, residual value £2, other conditions 
as before, and the financial result is shown in the table. 

If the third owner transfers to a fourth at the end of the 
94th vear, on the same basis, he will sell for £51.42 less £42.8 

£8.69. 

This last owner's conditions will then be: Capital £8.62, 
remaining life one year, residual value £2, other conditions 
a3 before, and the table shows hia position. 

This last owner finds £2 from sale of materials and £6.62 
from his renewals, and thus gets back the money he had 
invested. 


TABLE II (ABBREVIATED).—VALUE OF PLANT IN PLACE. 
Sinking-Fund Method. 
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It is true that the portion of the annual charge allocated in 
this example to renewals becomes larger each year, being for 
the case under consideration, £2.05, £3.03, £4.48, and £6.62; 
but that is only one part of the transaction, and the increase 
is exactly counterbalanced by the reduction of the charge in 
respect of return on capital, in this case, £5, £4 09, £2.57, 
and £0.43. It will be observed that each successive owner 
has taken over the plant at what it would have stood at, had 
part of the capital been paid back each year on the annuity 
method. 

Thus each successive owner has had the same plant, the 
same annual charge, and has got back all his capital at the 
end of his term. Р 

Now contrast what happens under the straight-line law, 


the annual rental remaining constant at the amount fixed by - 


the first year's annual charge. The figures used are shown 
in Table III. 

The first owner's conditions are: First cost £100, life 95 
years, residual value £2. He charges the plant with £8.92 
per annum, and has the plant for eight years. During that 
time the money he receives, together with the interest earned 
by the renewals fund, which is not credited to its source, i.e., 
the plant account, is suflicient to enable him to pay a return 
on his capital increasing from 5 to 6.37 per cent. 

He then sells on the basis of this table at £100 less £31.36 
= £68.64, and thus, with what is in his renewals funds, his 
capital is repaid. 

The second owner's conditions are: First cost £68.64, 
residual value £2, remaining life 17 years, and the table 
shows the figures for the next eight years. 

Here it is seen that the annual charges for the second 
owner consisting of the Return, column ©, plus the Renewals, 
column D, fall short of the total for the original owner by 


‘£1.57, and this is available with the interest earned by.the 


fund to give a total return on the capital increasing from 7.28 
per cent. per annum in the ninth усаг to £9.28 per cent. per 
annum in the 16th year. 

If the second owner transfers to a third at the end of the 
l6th year, he will sell for £37.98 (£63.64 — £31.36), and the 
conditions for this owner will be: First cost £37.98, residual 
value £2. remaining life nine years, and the result is shown 
i1 the table. 

The balance ‘here, column E, is greater than before, and 
the total return on the capital increases from 18.41 per cent. 
to 17.09 per cent. per annum. 

If the third owner transfers to a fourth at the end of the 
24th year, he will sell for £5.92. (= £37.28 — £31.36), and 
the last owner’s conditions will be: First cost £5.92, residual 
value £2, remaining life one year, and his position is shown 
in the table. | 

This last owner gets £2 for the residual value, which with 
£5.92 in the renewals fund repays his capital, and the total 
return on his capital is 84.64 per cent. per annum. 

Thus each successive owner has had the same plant, an] 
has got back all the apial invested, but each successive 
owner has received a higher percentage return on thé capital 
invested than any of the previous owners. 

It may be argued that the amount of profit an owner can 
make has nothing to do with the value of the plant, and this 
is true. In the above cases the relative profits under the 
same conditions have merely been used to test whether the 
price at which the plant is valued seems a fair one or not. 

When one finds that, on the one hand, when interest is 
brought into the transaction, there is absolute equality as be- 
tween various years or various owners, and, on the other hand, 
when interest is not brought in, the successive year or suc- 


- cessive owner is always progressively favoured, one has good 


ground for the conclusion that all is not right with the 


method of valuation which neglects interest on the renewals ` 


fund payments. T 
EQUATED LIVES FOR PLANT. 


In treating a case in which there are various lives, it доев 
not appear to be well known that the average life obtained 
in the usual manner of getting a weighted average is an 
erroneous figure to use in calculations for redemption of 
money. The late Mr. Robert Hammond referred to this in 
his paper on ‘‘ Depreciation.” 

f we take a plant consisting of three classes of articles 
having different first costs and lives as shown below, we find 
that the average life is seven years, obtained as follows :— 


Amount.  Lifeim £ X years. 
| years. 
Class A 300 10 3,000 
Class B 200 5 1,000 
Class C 100 ga 200 
600 4,900 
Total average life 4,200/600 = 7 years. 


But in the complete cycle of 10 years the money actually 
involved will be :— 

| £ £ 
Class A, one renewal = 000 x 1 = 300 
Class B, two renewals = ХЮ x 9 = 400 
Class C, five renewals = 100 x 5 = 500 
1,900 

and therefore the figures should be, if interest be not added 


fund :— 


м 


to the 
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Amount.  Lifein £ X years. 
£ years. 
Class A 300 10 3,000 
Class В 400 5 2,000 
Class C 500 2 1,000 
1,200 6,000 


Equated life = 6,000/1,200 = 5 years. 


One usual way of calculating this equated life, i.e., without 
interest, is to divide the first cost by the sum of the annual 
instalments. . 

If, on the other hand, interest (say 5 per cent. per annum) 
is added to the renewals fund, the calculation will give 4.95 
years as the equated life. | 

If an average life of seven years is taken for calculating the 
provision, the actual deficit will be £1,200 — 857 = £343 in 
the 10 years. 

From this example it will be seen that there is a great 
danger if the difference between average and equated lives 
is not appreciated. The equated life is always shorter than 
the average life. Provision for a complex plant can only be 
made either by providing separately for each part and sum- 
mating the annual payments, or by using the correct equated 
life and treating the plant as a whole. 

When, however, a sub-division of plant having the same 
general characteristies is considered, the average lives or ages 
may safely be used. 

In some cases the life of plant is limited by the units of 
work performed rather than by time. One example of this 
is a tool such as a lathe or press; another is a locomotive. 
Such things do not wear out bv the passage of time, but by 
the work which is done by them, and it would be wrong to 
estimate the life of such a thing merely in years irrespective 
of work. 

The question arises, how the proper charge per unit of work 
is to be arrived at, since in some cases there must be found 
the correct amount to be charged to each job for the use of a 
too! or machine. 

In such а case, time, i.e., the physical and economic lives, 
must be brought into the calculation, and one 18 bound to 
estimate & period during which the units of work will be 
erformed in order not to ignore the fact that the payment 
or depreciation 1s made in advance of the money being 
actually required, and therefore interest must accrue. 


CONSTANT MAINTENANCE COST. 


It was assumed above that the maintenance cost would be 
constant throughout the life of the plant, and it is necessary 
to retum to this question. 

The renewal of each part, as it is required in its turn, is 
provided for by the fund established on the basis of the 
equated physical life. The cost of maintenance is the cost of 
looking after the plant, keeping it in running order, repairs. 
keeping records and inspections, but not of making renewals. 

Sometimes in practice it is found more convenient to charge 
small renewals to maintenance rather than to renewals 
все but that convenience does not affect the question of 
act. 

We believe that constant maintenance cost, if full provision 
is made for renewals, is a tenable assumption. | 

In the case of telephone plant, careful investigation failed 
altogether to detect any increase in the cost of maintenance 
with advancing age, and so far we know of no data showing 
increasing cost apart from renewals. 

Some advocates of the straight-line method say that the 
interest on the depreciation fund is required to offset this 
alleged increasing charge. | | 

If there are cases of maintenance cost increasing with age, 
this increasing cost must, of course, be met, and any such 
cases will doubtless have well determined cost data. but the 
provision should be made directly, and not indirectly. It 
would be curious indeed if on all classes of plant the increas 
ing cost of maintenance were just the afnount provided b; 
interest at varying rates, compounded over various periods. 


ASSESSMENT OF PROFITS. 


The amount to be charged to depreciation, or, as we prefer 
to put it, to renewals fund and to improvements fund, before 
assessing the profits of an undertaking, is the total amount 
indicated by the portion of the annual charges allotted to 
those costs. The correctness of the annual charges hae 
already been discussed, and when these have been settled, 
then the charge against the year’s income for renewals and 
improvements must follow in principle that settlement, sub- 
ject to any alteration of fact which later knowledge may have 
brought to light. But this does not permit of any change 
in the method. | - 

If the sinking fund method is correct for the annual 
charges, it must also be correct for the year's accounts; 
otherwise, the annual charges are not true, and if they are 
not true, the primary object of ascertaining the annun] 
charges—to select plant wisely—is vitiated. f 

The accountant cannot logically at this stage question th» 
correctness of the charge; he mav honour the bill or not, : 
may put away more or less than the correct sum as given by 
the annual charges, but this sum remains the true mensure 
of the year's debit against the undertaking. 


e 


Vol. 80, No. 2,044, JANUARY 26, 1917.] THE ELECTRICAL REVIEW. 98 | 


RESERVES INVESTED IN THE BUSINESS. 


Up to the present one assumption has been that the capital 
account was closed and, therefore, the reserve funds could 
only be lent outside. But for many purposes it is more 
convenient to invest these reserves in the business itself rather 
than to lend them outside and raise fresh capital for the 
extension of the business. There is no difference in principle 
whether the reserve be lent outside or invested in the busi- 
ness; in elther case the money must earn interest, and the 
interest must be credited to its real source. 


CONCLUSIONS. 


There is only one common method for the financier, the 
accountant, and the engineer. This common method is best 
studied in the annual charges for plant, determined in advance 
of construction. | 

‚То determine the amount in the annual charges for depre- 
clation it is necessary to estimate the first cost, residual 
values, and the physical and economic lives of the various 
classes of plant. It is also necessary to fix the treatment of 
PIS capita account and to estimate the charge for return on 
capital. 

The interest to be earned by the reserve funds must be 
credited to its source. 

The reserves are preferably handled by means of two funds, 
as follows :— 

(a) А renewals fund for providing the necessary money at 
the end of the physical life, that is, the end of the period 
during which the plant will give its service satisfactorily under 
all conditions outside the owner's control. 

(b) An improvements fund for providing sufficient addi- 
tional money to enable the plant to be taken out of commis- 
sion for reasons within ihe owner's control, апа while it is 
still giving its service satisfactorily. 

The calculation of the amounts to be contributed to these 
two funds must include the interest which should be earned 
by the money before it is required at the end of the life. 

The amount, calculated as above, which should be in the 
‘renewals fund gives the correct diminution in value, when 
considering the value to the owner, of the plant in place and 
working, at any period in its history. 

The amounts, calculated as above, which should annually 
be put to the two funds, renewals and improvements, deter- 
mine the correct depreciation charge against the undertaking 
for the purpose of assessing pron: fixing rates, and, under 
certain conditions, assessing the value of an undertaking as a 
going concern. : 

The sinking-fund method fulfils all the requirements. 

The straight-line method does not. 

All estimates, such as first cost, physical and economic 
lives, and interest earned. by funds, will require revision from 
time to time either as a result of experience or of changes in 
conditions. 
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DISCUSSION IN YORKSHIRE. 


Тве paper was read by Mr. Соок and discussed at a meeting 
of the YORKSHIRE SECTION ОЕ THE I.E.E. on Wednesday, 
January 10th. - | 
Mr. STANSFIELD (Yorkshire Electric Power Co.) said he 
feared that the authors had not taken into account the diffi- 
eulties which the accountant must meet and overcome, and 
those which had to be encountered and overcome by the 
business-man, who had to make the undertaking a success. 
Accountants had particular opportunities of observing the 
methods of those in authority, and appreciating the reasons 
for the somewhat rough-and-ready methods adopted. In con- 
sidering depreciation, they must remember that the primary 
necessity was to obtain business, and that they were forced 
to deal with depreciation according to the year's working. 
Directors, shareholders, and councillors did not concern them- 
selves very much with rates and methods of depreciation, and 
engineers and accountants alike had in the end to adopt 
methods as little complicated as possible. Competition had 
t> be faced. The maintenance method, the first one to be 
thrown overboard by the authors, was the policy pursued by 
railway companies with enormous capital and plant, an 
though this was, perhaps, not theoretically sound, there must 
be something in it, because the railway companies had not 
gone into liquidation. He agreed with the authors' objection 
to the reducing method, because during the earlier years 
the plant would not earn so much as in later years. 
and profits would not be such as to provide a sufficient 
surplus for depreciation. In regard to the straight-line 
inethod, it must be assumed that its advocates had thought 
it out, even if the advantages of the system did nc, seem 
to be capable of demonstration. It appeared to him that 
the sinking-fund method required very elaborate book-keep- 
ng. If it was to be consistently adhered to, the life of each 
Important piece of plant would have to be dealt with sepa- 
rately, That was an important point when the supreme 
powers came to have their say in the matter. He agreed with 
the authors that the objection to the sinking-fund method on 
the ground that it must be unfair either to the buyer or the 
Yer was absurd. Undertakings were not run for the pur- 
Pose of being sold. It could safely be employed on the 
repayment of money either by equated or regular pay- 
menta. Then there was a time period within which it must 
Tenaid. It could be used for life nssurance, because the 
e could be averaged, but it was a very different 


matter to deal with plants whose life could only be estimated, 
and where they could only depreciate in accordance with the 
amount of profit which had been made. 

Mr. Wuittaker (Borough Treasurer of Wakefield) said he 
had been struck with the fact that the authors appeared to 
regard maintenance as a standing charge; however the plant 
might be depreciated in the future, the same amount of 
maintenance was to be charged to revenue each year. He 
had found that the maintenance charges on the Halifax plant 
had increased year by year, and he ad, to a. large extent, 
adopted the straight-line method. The paper had opened his 
eyes in the matter of the improvements fund. Не had not 
-keard that side of the matter raised before, and it seemed 
to him there was something in it. At the same time, it was 
very largely a matter of having the ratepayers to consider. 

Mr. MitcHELL (Deputy City Treasurer of Leeds) said it 
appeared to him that if the sinking-fund period, as deter- 
mined by authority, was the correct one, nothing more need 
be done in the way of providing for depreciation than pro- 
viding for the reduction of the debt within the period. If 
16 were proved that any other sums were necessary in order 
to provide for improvement, it was proof positive that the 
sinking-fund period had been too long, and if that were 
proved, local authorities would be well advised to shorten the 
loan period and set up a sinking fund. 

Mr. W. Lana thought Mr. Cook would be disappointed to 
find that the matter was discussed so largely from the point 
of view of expediency, because it should not end with that. 
There were, however, many factors to be taken into account 
which were not mentioned in the paper at all. There was, 
for example, the rise and fall of the bank-rate. That was 
quite a material item in relation to depreciation of very large 
undertakings, where money was put in a sinking fund, and 
was not available for very urgent repair work, or renewals 
or extension work which could not be delayed. | 

Mr. J. E. Storr said he disagreed with the authors’ state- 
ment that depreciation should be included in the annual 
charges of all plant, seeing that depreciation was defined as 


. including the improvement or replacement of obsolete plant. 


That conclusion should be modified, because at least a third 
of the electrical plant assets were not subject to obsolescence. 
Mr. WALTON (accountant, of Leeds) objected to the sinking- 
fund method on the ground of the difficulty in getting busi- 
ness men to give attention to anything so complicated. It 
was only by the straight-line method and the reducing method. 
that business men could be got to appreciate the true effect 
of depreciation. He always recommended the reducing 
balances method. | 
Мт. W. M. SEgLvEY said it appeared to him that in the case 
of a company whose stock or shares were equivalent to a 
gilt-edged security every method, however theoretical. which 
cculd be adopted to define accuratelv the exact financial posi- 


. tion of a concern should be adopted. But the bulk of busi- 


nesses could not be so described, and what the man in a 
speculative kind of business wanted to know was not what 
his capital was, but what he turned over, and what he made 
on it. He did not want to know what he was worth until 
he wanted to turn it into a limited liability company, and 
then he found he was worth a great deal more than he had 
ever imagined! As to а company that was in the stage of 
developing, there was a certain sort of value called goodwill, 
which could not be called capital, and in regard to which the 
argument was that it was not only legitimate, but necessary 
to draw on that goodwill in a sense by not placing to depre- 
ciation a certain amount of the gross profits in any parti- 
cular year, because of the necessity of keeping up the face 
value of the actual shareholders' capital. The goodwill in 
a long-established company was practically written off, inas- 
much as it appeared as a reserve fund, which was drawn on 
in case of necessity in order to keep up the perfectly steady 
depreciation which must be set aside if the actual financial 
position of a company was to be accurately ascertained. 
When the company reached that stage the most perfect 
theoretical method available must be applied. 

The CHAIRMAN (Mr. T. RorEs) said the paper had been a 
most useful one to engineers. Bradford, the Corporation 
paid back an equal amount of capital yearly, so that the 
interest on capital should be a varying amount.  The.loan 
terms were shorter than they had been in many other places, 
and, whatever the earlier engineers might have thought about 
it, that had proved fortunate for those who had followed. 
In the early stages, in addition to the sinking fund, a certain 
amount was set aside for depreciation, and after about 15 
vears that amounted to a considerable sum. It was then 
decided that the whole of the books should be handed over 
to the city treasurer, and he took the whole of the deprecia- 
tion from the various assets, and made an appropriation fund. 
The fund had largely been used as an improvement fund, 
and the present consumers were very much indebted to 
the original consumers for providing this money, because it 
had enabled the Electricity Committee to effect very con- 
siderable: improvements in plant, and to scrap plant which 
would otherwise have had to be used because additional 
money could not be borrowed. It appeared to him that the 
great point brought out by the authors was that deprecia- 
tion should be divided into two parts, to provide for the 
diminution in value of plant in place, and the taking of 
plant out of commission before its physical life had been 


exhausted. Although the periods of the loans might reason- 


04 Е THE ELECTRICAL REVIEW. [Vol.80. No. 2044, JANUARY 26, 1917. 


ably be assumed to be the life of the assets, it was often 
found economically advisable to throw out old generating sets 
before they had actually come to the end of their physical 
lives, and considerable economies had been effected in the 
Bradford experience by so doing. With regard to the authors' 
two alternative ways of commencing an installation, it was 
not always recognised that it was often better to spend more 
in connection with the first cost of plant than to spend less. 
Results were in favour of the more expensive plant. He 
believed that municipal electrical committees had a very bad 
name in this connection. "They almost invariably went for 
the lowest tender, and what happened 
was that they had to pay much more 
in the way of maintenance, and they 
should pay very much more in depre- 
ciation, though whether the deprecia- 
tion was allowed for was a question. 

Mr. Соок, in replying on the discus- 
sion, said that if what the accountants 
had said really represented their atti- 
tude, he and his colleague had failed 
in what they had been trying to do. 
They had tried to set out the principles 
for computing the depreciation of plant 
chiefly from the engineer's point. of 
view, and before anything could be 
done in that way the accountant must 
understand the engineer's point of view. 
It was equally true, of course, that the 
engineer must understand the point of 
view of the accountants. Someone must 
make а start towards that mutual 
understanding, and that was why thev 
had done it. Some of the difficulties of 
the owner or employer were undoubt- 
edly due to the fact that the accountant 
was pulling one way and the engineer the other. If these two 
could agree upon principles and act together they would have 
more influence on the owner. One of the ways in which an 
agreement on a method would be helpful would be by getting 
agreement between the Local Government Board and the 
income-tax authorities. At present they could not reconcile 
the methods of the two authorities with each other, and prob- 
ably not either of them to the facts. To express it roughly, 
the difference between the two authorities was very largely в 

uestion of one acting'on the physical life and the other upon 
the economic. He could not agree for & moment with what ha.1 
been said about the difference between good and bad years 
in reference to depreciation. Whether the year was good or 
bad, depreciation charge was a working cost, and if they were 
not able to meet it in one year they must carry it forward 
in some shape or other. A good denl had been made of the 
extra labour involved in book-keeping by the sinking-fun! 
method. There were generally such objections to new 
methods, but he had not found this one to be substantial in 
‘actual practice. Mr. Selvey's contribution to the debate wis 
а very valuable one which would take some thinking about, 
and he would defer his reply. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


The * Thab" Patent Lamp-Lock. 


Mr. T. H. ALEX. Brown, of the Heidelberg Municipal Electricity 
Works, Transvaal, South Africa, has developed an ingenious and 
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FiG8.] TO 3.—DETAILS OF THE ~ THAB COMBINED SHADE CARRIER AND LAMP LOCK. 


FIGs. 4 AND 5,--THE 


effective type of combined shade carrier and lamp-lock, which is 
illustrated herewith. The necessity of a locking device for tungsten 
lamps is k»enly felt in South Africa, and we are informed that 
there is a wide open market for a lock which can be depended upon 
to retain the lamp securely in its socket. 

The device consists essentially of an ordinary bayonet-socket 
holder provided with two spring latches, which allow the lamp to 
be inserted in the socket and then snap upon the pins, 80 that the 
lamp cannot be moved in any direction. To remove the lamp a 
special key is necessary. with which the latches are lifted out of 
the way while the lamp is withdrawn. Combined with the lock is 


"THAB" LAMP-LocK AND KEY. 


a shade carrier which forms an essential part of the device. The 
details are shown in figs. l- -3. and views of the parts are given in 
firs. t and 5. In the lampholder 1 the lamp socket 2 has an ex- 
ternal thread and bayonet slots 3. engaging the pins 4 of the lamp 
cap 5. Flat spring latches 6 are riveted to the socket at the end 7. 
and are provided with holes 8 opposite the inner ends 9 of the 
bayonet slots: the free ends 10 of the springs are bent outwards. 
so as to be lifted by the entering pins, and the edges 11 of the 
springs with the socket are tapered away as shown at 12, to 
ensure that the pins will fairly pass under the springs when the 
lamp cap is inserted and turned round in the socket. The barrel 
13 screwed on the socket has a flanre 14 at the lower end, which 
covers the springs 7. the flange being provided with slots 15 to 
admit the pins ; the upper end 16 of the barrel is curved to suit 
the usual patterns of lamp shade, and holes 18 are provided in 
the barrel for the insertion of the releasing key. The key consista 
of two arms 19, hinged together at 20, with & spring 21 which 
tends to clese the arms; grips 22, when held between the finger 
and thumb, enable the key to be held open while inserting the pegs 
23 in the holes in the barrel. The manner in which the pegs lift 
the latches is shown in fig. 3, the lamps and socket being rotated 
with one hand, whilst ‘the barrel and key are rotated with the other 
until the pins are released and the lamps can be removed, the slots 15 
being then opposite the open ends of the bayonet slots. Usually 
the shade is carried above the lamp lock and barrel; on the other 
hand, some shades closely embracing the lamps cannot be fixed in 
this way. A lamp cap ring is then slipped over the cap, and rests 
on the shoulder of the cap, the shade is placed on the ring, and, 
after the lamp has been inserted in the socket, the barrel is screwed 


- down to grip the shade securely, as in fig. 5. 


The inventor has kindly sent us & model of the device, which we 
find bears out his claims, and it appears that it would take a very 
clever thief to detect the method of locking and succeed in removing 
the lamp. 

Burleigh Dynamos and Motors. 


Some years ago (November 26th, 1909, and January 5th, 1912) 
we published descriptions of D.C. motors with commutating poles 


Cross Section 


FiG. 6.—DIAGRAMMATIC SECTION OF 
BURLEIGH-FIELD-MAGNET SYSTEM. 
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and cast-iron magnets, in which the field-magnet system was 
designed on a novel principle, for which many advantages were 
claimed. These machines are being made by MEssrRs. NEWTONS, 
LTD. of Taunton, under Mr. J. W. Burleigh's patent, and 
particulars of them are embodied in a list recently issued by the 
firm. The essential feature of the design is the special arrange- 
ment of the four-pole field, as shown diagrammatically in fig. 6 : 
it will be seen that the poles are arranged in pairs connected by 
stout yokes, while the interpoles are carried on much lighter yokes. 
which also form part of the magnetic circuit, the whole of the 
carcass being of cast-iron. By this construction. while the weight 
of the machine differs little from that of an all-steel magnet 
system. less machining is required and the cost is reduced, while 
equal efficiency and excellent commutating properties are obtained. 
The magnetic leakage is reduced, and the ventilation is greatly 
improved. owing to the large spaces provided in the interpole yoke. 
as shown in fig. 7, which represents an "open protected " motor. 
Machines built on these lines have been tested at the Faraday 
House Testing Laboratories, which report that the interpole flux is 
closely proportional to the armature current. and shows little sign 
of saturation up to loads of 50 per cent. in excess of the normal 
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Fic. 7.- NEWTON'S OPEN PROTECTED MOTOR. 


output. so that the machine could carry larger overloads than one 
of the ordinary type. The heat-dissipating properties of the machine 
are described as excellent, and the weight is not greater than 
that of steel-frame machines of the best manufacture. Ina report 
on an adjustable-speed 8-H.P. motor of the same type. it is stated 
that the machine worked sparklessly at all speeds and loads up to 
20 per cent. overload, had no tendency to hunt, even with a field of 
half the minimum strength for which it was designed. and ran 
. Silently under all conditions. It also started satisfactorily against 
full load with minimum field strength as a shunt machine. and gave 
its normal output continuously at the lowest speed without over- 
heating. with an efficiency of 81 per cent. 

The list gives the H.P. and speeds of each size of motor at six 
different voltages, and also states the efficiency at each speed and 
loads up to 1{ full load. an unusual and valuable feature. The out- 
puts run from 14 to 100 B.H.P., the largest size having an efficiency 
of 91°5 per cent. at full load. In the case of the variable-speed motora, 
iu view of the unlimited variety of combinations of pressures, 
powers, and speeds that may be asked for. a simple table has been 
devised which enables the reader to find with ease the suitable size 
of frame for any voltage between 110 and 550, with a speed varia- 
tion of 4:1: a range of 6:1 can be provided in many cases. In 
these and other respects the list is exceptionally informative and 
useful to the engineer. 


Pocket-Lamp Extension. 


A convenient improvement on the ordinary pocket lamp has 
been devised and prov. protected by Messrs. W. R. CURTIS 
` (13, Coniston Road, Muswell Hill. N.) and E. BIGMORE. It consists 
of a miniature lamp of the usual pattern, provided with a spring 
clip for attachment to the user's clothing, and connected with a 
flexible cord, the other end of which is wound on a spring cord- 
absorber; the case of the latter is furnished with a screw adapter 
во that it can be attached to the case of the ordinary pocket lamp 
or torch in place of the lamp. Thus the battery can be carried in 
the pocket, and the lamp clipped on to the coat-collar or used as a 
torch to find the kerb, and so on ; when not required for use, the 
cord is automatically coiled up and the lamp is clipped on to the 
case, which can then be used as a hand lamp in the usual way. 


_A New Swiss Company.—A new company, under the 
title of the Elektrotechnische Werke Lauffen, has been formed at 
, Laufenburg. in the canton of Aargau, for the manufacture of 
electrochemical and electrometallurgical products. The share 
capital is £30,000, of which one-half has heen paid. | 


CORRESPONDENCE. r 


Letters receired by us after 5 P.M. ON TUESDAY cannot appear until 
tho following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hace the writer's name and address in our possession. 


The Position of Shift Engineers After the War. 


The position of shift engineers is only a part of a very large 
question. It is not only shift engineers who are affected, but it is 
everyone from chief downwards. 

The central-station profession is suffering from a very bad disease. 
and, unless it can be cured, there is no doubt about the advisability 
of the first-class men clearing out; they have been doing it for 


. some time now.and the emigration increases every year. 


With very few exceptions, every position in central stations is 
underpaid, but in many cases the men holding these positions are 
overpaid. and unless the second-rate men are removed by offering a 
better salary and attracting the first-class man, it is only a question 
of time before the central-station profession is in the hands of the 
second-class man altogether. 

- If the emigration of the best men is going to be stopped, it ік up 
to the first-class chief engineers to do it by offering better salaries 
for their assistants ; the results would be better, and their own 
salaries would increase in proportion. Of course, you cannot 


_ expect the second-class chief to assist in this work, because, if the 


first-class man stopped, he would have to ко. | 
This question is more than a professional one. it is a national onc, 


' because it is necessary for the manufacturers of this country to be 
: supplied with power at a minimum rate, and it can only be done by 


first-class men from chief downwards. 
Suum Cuique. 


As a shift engineer of many years’ service in different public 
supply undertakings. both company and municipally controlled, I 
heartily endorse the greater part of the clear and concise expoei- 
tion of the state of affairs presented by Mr. John Marks in his 
article on this subject. As for the great majority never reaching 
"the lower figure. £250," as thelr annual salary, I think £200 
would be a nearer estimate : the number of shift engineers getting 
£225 or more might be reckoned on the fingers of one's hands. 
'The article, however. true to life though it is. has dealt with the 
darker side of the picture. and there is a lighter side, even for an 
intelligent man with a good education. if he can exercise dis- 
cretion. For example, the tedium of long hours of light load and 
uniform running of the plant may be largely dispelled by under- 
taking literary work of a technical character, which may prove 
both educative to the writer and others, and remunerative to his 
hank account. Books, articles of an up-to-date character for the 
Press, scientific literature, &c., offer considerable scope. Another 
advantage is that if one wants a day off, it is easily arranged with 
one's colleagues, and no questions asked, the equivalent of work 
done by them being repaid at a eonvenient season, whereas in an 
ordinary business office to get a day off means an interview with 
the "chief," with explanations. and then having to ask a favour. 
for the work of one day cannot, as a rule, be made up on another. 
When all is said and done, however, in the duties of a shift 
engineer there is not sufficient scope to satisfy a progressive mind, 
and in that case the best policy is to | 

Get Out. 


Sources of Error in Thermometry. 


I was much interested in the notes by Mr. E. B. Pausey in your 
issue of December 29th last, as one who has had to battle, often 
with no very great sucoess, against the prevailing methods of 
applying thermometers and pyrometers to pipe lines and similar 
apparatus. and I welcome his very practical remarks on the 
subject. 

The errors which are incurred by the use of a thermomcter 


- pocket which has only shallow insertion into the heated zone, and 


which is of large cross section. may be very large indeed. They 
are, further, quite incalculable, as they depend upon a number of 
variables, as pointed out by Mr. Pausey. A case which I have had 
to meet in which these errors appeared very largely was in con- 
nection with electrical pyrometers for use on running locomotives, 
the temperature being that of the superheated steam. As the case 


‚ 1з one illustrating just this class of error, it may be of interest to 
' your readers. 


The primary measurement was made by an electrical pyrometer 


' of the thermo-oouple type, this being installed with the hot 


junction actually exposed to the superheated steam in the header 


` of the locomotive. With the special design of thermo-couple 


employed the conduction effect was practically negligible, and the 
thermal capacity of the actual thermo-couple junction was very 
small, therefore the accuracy of the indication of this pyrometer 
was high, and its speed in following temperature variations quite 
in advance of anything which could be achieved with a mercury 
thermometer. 
The consulting engineers, however, having that touching faith 
in the mercury thermometer with a pocket, referred to by Mr. E.B. 
Pausey, specified that alongside the thermo-couple there should be 
provided a steel pocket available for use with а mercury ther- 
mometer. As the pressure was high, and the consulting engineers 
were cautious, the thickness of this steel pocket, bored from the 


` solid, was considerable, hence the conduction error was very large. 


It was really rather amusing to use & mercury thermometer 
installed under these conditions as a check upon. an electric pyro- 
meter of much higher intrinsic accuracy., The result in practice 
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was that we had to put a caution on the test certificate issued with 
the electrical pyrometer, that, owing to this conduction effect, the 
temperature, as shown upon the mercury thermometer, might easily 
be lower than that of the electrical pyrometer by as much as 10 per 
cent. 

Of course. this error was not only very large, but quite incal- 
culable, because it depended upon three variables—namely. («) the 
actual temperature of the steel; (b) the rate of flow of the steam 
past the pocket ; and (c) the temperature of the flange in which 
the pocket was mounted. 

The mercury thermometer is, of course. an extremely convenient 
instrument for measuring temperature, but the user should realise 
very clearly that, at the ‘best, it can only indicate the temperature 
of its own bulb; whether that is the temperature of the material 
under measurement depends, to a very large extent, upon the 
conditions in which it is used. 

The present tendency in high-temperature operations is very 
strong towards the use of some electrical method such as the 
thermo-couple, in which the installation can be made with the 
least danger of conduction errors, and also with less danger of 
permanent error resulting from temporary overheating. 


Chas. E. Foster, 


Proprietor, Foster Instrument Co., 
Letchworth. 


January Lith, 1917. 


Localising a Fault. 


Can any of your readers engaged on central-station mains 
work suggest a simple method of localising a fault as detailed 
below. somewhere on a length of just about a mile of triple- 
concentric L.S. and s.T. armoured cable? The system of supply is 
D.C. three-wire, and the cable in question acts as a feeder and runs 
from the station switchboard bus-bars to a feeder pillar a mile 
away, there being en route three S.T. boxes and half-a-dozen T boxes 
(for house services of two-core cable—no other cable being in the 
roads this feeder is laid in, some premises have been connected 
direct from the feeder), but there are no inspection boxes of any 
kind between the station and the feeder pillar, and the cable is laid 
from 1 to 3 ft. deep in very hard soil. 

Tests proved all the three conductors to be shorted, and each 
showed a dead earth, but the cable was not burnt completely 
through. A loop test was impossible, as there was no sound con- 
ductor (all three being shorted), and it was also impossible, for 
many reasons, to drop a length of cable on the surface and во try a 
loop test. 

' Burning out" was, for various reasons, not practicable. 

With a search coil and telephone, notes could be heard distinctly 
over the whole length, though the conductors at one end were 
entirely disconnected. 

The compass method of Mr. R. C. Quin was tried, but proved 
deceptive, the needle indicating the direction of the flow of current 
from each end to points a few yards apart, but the fault was not 
between the two points. 

Current for.testing purposes was, of course, available at both 
ends of the cable, but the only instruments available were a general 
combined house- -testing ‘generator set, an insulation testing get, 

and volt and ampere meters. 

The fault, fortunately, was found by chance, but the writer 
would be glad of advice re the best and simplest method to proceed 
in such a case in future. 

Mr. F. С. Raphael's book on localisation of faults does not clearly 
show how to proceed in cases of burn-outs on triple-concentric or 
three or four-core 1.8. and S.T. armoured cable where " all con- 
ductors are shorted and earthed ^ and where “ no spare cable is 
available to make the ba 


Mains Assistant. 


City and Guilds’ Examinations. 


Your comments on our two previous letters, if you will permit 
us to say so, afford an excellent example of how the initial scope 
of a subject can be extended to confusion point. | 

Our first letter dealt with the two City Guilds’ subjects —Elec- 
trical Installation Work (late Electric Wiremen's Work) and 
Electrieal Engineering. and compared the treatment meted out to 
each in, technical colleges, &c.. and the resulta obtained. 

In your footnote on this letter you brought in references to 
manufacture, &c., which appeared to us quite beside our point, and 
we wrote to say as much. 

In your footnote to our second letter (see your last issue), you 
begin by digressing still further, and launch into general remarks 
about the respective functions of the technical college and the 
trade: school," ^ electrical manufacturing as a handicraft,” &c. 
Y our mention of "trade schools" (how many are there?) and 

“handicraft " reminds us of our letters in your columns in November 
and December last anent final:grade classes in Electrical Installa- 
tion Work. 

You return to the point towards the end of your note, when you 
place another construction on the percentage results. Some may 
consider your interpretation correct. 

Next you disagree with our original contention that the subject 
of Electrical Installation Work is grossly neglected. In regard to 
7 this, may we tender the same suggestion as we made to Mr. A. P. 
Trotter in the above-mentioned previous correspondence —viz., that 
you should peruse the syllabus of the subject. and then walk into 
the nearest polytechnic and see what they do with it. 

Your final remark that “ Grades I and П in Electrical Engineer- 
ing have a direct bearing on wiremen's work ` reopens such a field 
for strong disagreement, that we do not feel equal to the task. 
You might compare the respective syllabuses. 


We regret exceedingly that no teacher of the subject has had 


` the energy to join in this correspondence. as we feel sure that we 


should have received a good deal of support from that quarter. 
There are obvious reasons, of course. why men in that position 
should hesitate to state their views publicly. 


A. P. Lundberg & Sons. 
London, N.. January 22nd, 1917. 


( We fail to see what bearing this letter has upon the subject.— 
Eps. ELEC. REV. ] 


Several other letters are unavoidably held over to a later issue.— 
Eps. ELEc. Rev. 


LEGAL. 


SECRET PROCESS IN RUBBER MANUFACTURE. 
(Continued from page 83). 


MR. BALLANTYNE was called by the Belgium company to prove: 
as an expert chemist, that the formula used in the manufacture of 
their hardened rubber was not the same as that which was alleged 
to have been taken away from the plaintiff company by Manning. 
He produced 18 formule for the purpose of obtaining insulating 
hard rubber. 

Cross-examined by Mr. HUGHES. K.C., he said he could not sav 
whether they were formule for goods that had been supplied, | 
he thought so. The least variation in the ingredients might be 
great importance. Materials produced from two different formu 
might have thesame specific gravity. whilst in materials produc 
from the same formula one might get considerable difference 
specific gravity. 

MR. HUGHES said that was not the experience of rubber man 


` facturers, and Witness said he had had no experience in rubh 


manufacture, but had considerable experience of rubber as 
chemist. He had no doubt that the first test between rubber man 
facturers and their customers was specific gravity. 

Further evidence was called for the defence. and, counsel havin, 
addressed the Court on behalf of their respective clients, hi 
LORDSHIP reserved judgment. 


LIABILITY OF TRAMWAY AUTHORITIES. 


AT the Newcastle-on-Tyne County Court, on the 19th inst., a typist 
sued the.Corporation, as owners of the tramway undertaking, 
claiming damages for the loss of a suit case, valued at £9 15s., 
which she handed to the conductress, who placed it at the back of 
the ear. The plaintiff paid 1d. in respect of the parcel and received 
a ticket for it. When she alighted from the car the case could not 
be found, having probably been removed by another passenger. 
For the plaintiff it was submitted that the Corporation, by 
accepting the luggage, became common carriers, and it was con- 
tended that they had broken their obligations as common carriers. 
For the Corporation it was argued that they were not common 
carriers ; the only obligation upon them was that & passenger 
could carry with him 281b. of luggage. The plaintiff had failed to 
prove any negligence. His Honour asked why the charge of 1d. 
was made ; why should they make a charge and accept no respon- 
sibility ? For-+he Corporation it was. reped that the charge was 
for the carriage and not for insurence.. His Honour reserved 
judgment. 


MORAINE т. THE UNITED ELECTRICAL MANUFACTURING Co. 


Ix the Lord Mayor's Court, on Monday and Tuesday, this case was 
heard before the Recorder (Sir Forrest Fulton, K.C.) and a jury. 
The plaintiff, Mr. M. N. Moraine, commission agent, residmg at 
Berkhampstead, and now in Government service, sued the defen- 
dants; manufacturers of electric pocket lamps, torches, and batteries. 
of Moor Lane, E.C., for 10 per cent. commission upon orders for 
electric pocket lamps and batteries procured by him for the 
tlefendants. 

Mr. W. Eddy was counsel for the plaintiff and Mr. A. Morley for 
the defendants. 

According to the plaintiff's case, in November, 1914, the out- 
break of war baving put an end to his business, he discovered there 
was a demand for electric pocket lamps and batteries, and became 
acquainted with Mr. Pordes, of the defendant company. In June, 
1915, Mr. Pordes entered into a verbal agreement whereby plaintiff 
was to receive 10 per cent. commission òn all orders introduced by 
him to the defendant company. The plaintiff had a list of 250 
customers given-him, and a private connection of hisown. The 
plaintiff was successful in obtaining orders, and worked up the 
husiness for four months. He then received a letter from the 
defendants stating that no more orders could be received through 
him for the Solar electric pocket lamp, and that if there was any 
money due to him, they would be pleased to let him have it. Upon 
the orders received by the defendants, as a result of plaintiff's 
efforts during the short interval of time,there was due from them 
10 per cent. commission. At the time of the commencement of the 
proceedings, ав a result of the inspection of the defendant company's 
books. there was found to be due asum of £50, and that was the sum 
the plaintiff now sought to recover. The plaintiff had been prepared 
to have the matter dealt with by the Registrar of the Court at a 
reference where an inquiry into various items could be better 
proceeded with, but to this course the defendants objected. 
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Counsel for the defendants said that the reason for the objection 
to having the matter referred to the Registrar of the Court was 
that’ there was a dispute between the parties as to the terms of 
the verbal agreement, and there were items in the plaintiff's claim 
for commission which had reference to orders executed long before 
the agreement relied upon by the plaintiff was entered into. The 
defence was that up to the time of the proceedings the plaintiff 
had been paid all that was due to him. A sum of £25 was paid 
into Court to satisfy the plaintiff's demands. 

The jury found a verdict for the plaintiff for £48 15s. 2d., an 
аши made for the money in Court to be paid out to the 
plaintiff. , 


————————Ó———— 


WAR ITEMS. 
War Trade Department. After Monday next, all. com- 
munications for the . War Trade Intelligence Department 
should be sent to the new address, 1, Lake Buildings, St. 
Jumes's Park, near Storey's Gate, Westminster, S.W. 


Badged Electricity Workers.—A correspondent says that 
electricity authorities have been notified by the Ministry of 
Munitions that all war service badges and certificates held by 
men of military age, and graded as unskilled or semi-skilled 
are to be withdrawn. | f 


Trading With the Enemy.—The '* London Gazette ” for 


January 19th contains further lists of firms and bodies in tho. 


following countries with whom trading is prohibited : — 
Argentine, Brazil, Denmark, Ecuador, Greece, Netherlands, 
Norway, Spain, Sweden, &c. 


. Manchester War Bonus.—The Manchester Corporation, 
ìu refusing the application of the Corporation officials for a 
war bonus of 10s. a week, has resolved that each Committee 
will reserve its own judgment as to the necessity for raising 
salaries or not. ` 


Raw Materials and Men in Germany.—Addressing the 
shareholders, at the recent annual meeting in Berlin, of the 
Siemens & Halske Co., Arnold von Siemens is reported to 
have stated that all the company's works were in full opera- 
tion, and there was no lack of orders. The prospects were 
dependent upon the extent to which raw materials and labour 
were available. As the company had important duties to 
fulfil, it was probable that raw materials would be placed at 
its disposal to the desired amount. The course of conditions 
after the war would chiefly be characterised by the paths 
assumed by statesmanlike administration. | 

At the meeting of the Schuckert Electricity Co., of Nurem- 
berg, the chairman announced that a large stock of orders 
was iras A ота into the new financial year, and further 
orders ha since been received, which were greater than in 
the corresponding Period of 1915. As a consequence, the 
company could again reckon on obtaining satisfactory results 
insofar as men and raw materials were rendered available to 
an adequate extent. | 


‚ Carlisle Electrieity Department.—We have before us two 
lists showing the part that is being performed by the staff of 
the Carlisle electricity department with the Forces and with 
the Volunteers. Twenty-two names are given in the .first 
list, which includes the station superintendent, Mr. H. P. 
Baynham, who is Company Sergeant-Major in the Royal 
Marine S.M., the chief clerk, and other members of the office 
and station and outside staff, also. five apprentices. The 
second list, which contains 24 names of men in the Volun- 
teers, is headed by Captain F. W. Purse, the city electrical 
engineer, followed by his chief assistant. Corporal J. H. 
ER DOOR; and meinbers of the office, station, and outside 
aff. ; 


Tramways and Substitution.—The Secretarv of the Tram- 
ways & Light Railways Association wrote to members of that 
body, under date December 27th, 1916, as follows :—'' I beg 
to inform you that the following arrangement has been come 
come to between the War Office and this Association, on 
behalf of its members. I am authorised t6 say that if you 
will supply the War Office with a list of all your employés 
who are now in the Army (at home or abroad), steps will 
be taken to ascertain if they are in a low medical category, 
and if this is the case, arrangements will be made to exchange 
them for general service men to be released by you. The list 

ould contain the man’s name and initials, his regimental 
number, rank, unit, and, wherever possible, where he is 
stationed. You are also requested to give the names, &c., 
( теп now in your employ who will be available as substi- 
us for the men released from the Army. The lists should 
Th Sent at the earliest possible moment direct to the Secretary, 

e War Office, S.W., D.R., 4 Department." 


re Dr. Walter Rathenan Again.—We reproduce from the 
есап Literary Digest for January 13th, just to hand, the 

19 тїш article on ‘* Germany and the Next War."—'' No 
th, c peace appears, whatever may be the official views of 
captar ment, to enter into the calculations of some of the 
De 1да of igdustry in Germany, at least, if the views of 
E alter Fathenau are typical. As the head of one of the 
atest electrical industries in -the *vorld, tbe Allgemeine 


' ja the future. 


Elektricitéts Gesellschaft, popularly known as the ' A.E.G,,' 
Dr. Rathenau occupies agh rank among the commercial 
magnates of the Fatherland, while his genius for organisa- 
tion 18 such that, since the war began, the task of mobilising 
industry has been committed to his charge by the Govern- 
ment. Under these circumstances, Dr. Rathenau's utterances 
acquire special significance, and it is somewhat of a shock 
to find an article from his pen in the Berlin Lokal Anzeiger, 
in which he discusses the nced of industrial preparation for 
a future war, which he apparently regards as inevitable. He 
кауѕ :— 

“We began the war a year too soon. When we have 
secured a German peace we must begin at once a reorganisa- 
tion upon a broader and firmer basis than ever before. Estab- 
lishments that produce raw materials essential to the Army 
must not only continue their work, but enter into it upon 
lines of increased energy, forming thus the kernel of econo- 
пис Germany in preparing in the economic sense for the next 
war. We must carefully calculate in advance, in view of 
lessons learned in this war, what our country lacks in raw 
material or essentials of raw material, and secure immense 
reserves to remain unused until a day in the future. We 
must organise as genuine an industrial mobilisation as we had 
a military mobilisation. Every technician or semi-technician, 
enrolled or not in the list of mobilised, must be empowered 
through official credentials to take charge and direction of 
a given establishment upon the second day following a new 
declaration of war. Every establishment manufacturing for 
commercial purposes must be mobilised also, and understand 
officially that upon the third day after declaration of war its 
entire abilities are to be devoted to serving the Army upon 
demand.’ 

`** It must also be determined in advance just what quan- 
tities and sort of essentials such establishment can furnish 
the Army in a given time. Each establishment also should 


- be required to furnish a detailed list of workmen who can be 


dispensed with, these alone to be mobilised in the military 
sense. 

‘While preparations must be made at home, Dr. Rathenau 
would have the diplomats of the Fatherland busy abroad in 
order that some of the experiences of this war may be obviated 
He writes :— 

‘We must finally establish some definite commercial 
understanding with nations outside Europe that -will offer 
them advantages, to be duly specified in detail, whereby these 
nations, as neutrals, will find it to their direct disadvantage 
commercially to trade or sell munitions during war to either 
ourselves or our enemies. We can afford to offer such condi- 
tions. And, finally, when the next war comes, it must not 
be a year too soon.' | 

““ These frank utterances from one of the leading capitalists 
of Germany have produced in France a marked reaction 
against peace, and we find that brilliant French author and 
academician, Mr. René Bazin, using Dr. Rathenau's article 
as a text for an impassioned appeal to the United States not 
to insist too strongly on peace proposals at the present time.” 


Exemption Applications.—At Pontefract, exemption was 
claimed by Mr. F L. Brown (25), who asserted that he was 
the only electrician in the town. -In reply to a question, 
Major Renny said that he did not think that applicant would 
be able to enter the Navy, but he might enter the Engineers 
as а linesman. The appeal was dismissed, applicant not to be 
called up until April Ist. | 

At Bromley (Kent), Mr. May, secretary to the local Elec- 
trie Light & Power Co., applied for exemption, and said that 
he was in the Naval Air Service. The Tribunal decided that 
they had no jurisdiction, айа dismissed the application. 

At a sitting of the Canterbury Tribunal, on January 15th, 
an appeal was made by Mr. Sidney Terry (29), electrical 
engineer, for himself and an employé named Reginald A. 
Elliott. Mr. Terry stated that he had charge of all the elec- 
trical plant, dynamos, and lighting at a local munitions works 
and at the premises of the Motor Co. The Advisory Coin- 
mittee recommended three months to Mr. Terry, and no 
time to the emplové beyond a month's grace before the call- 
ing-up. ` Mr. S. Shea, for Mr. Terry, asked if the three 
months could be extended, as there was such a scarcity of 
skilled electricians. Mr. Terry was given the three months, 
and the case of Elliott was put back for medical classifica- 
tion. E 

At Woking, the Electric Supply Co. appealed for the reten- 
tion of S. C. Bicknell (38), electric wireman and repairer. It 
was stated that Bicknell was ohe of only two men left to 
maintain the repairs over the company's area, and before the 
war they had 10 men doing similar work. It was impossible 
to obtain an experienced man in his place. Six months 
granted. The Military Representative suggested that efforts 
should be made to replace Bicknell, who is in Class A, by a 
substitute out of the Army before the six months expired. 

At Whitehaven, on January 17th. an electrician appealed 
for the retention of his son, aged 31; the only experienced 
man left to undertake electrical work at collieries, &c. The 
Advisory Committee recommended conditiongl exemption, 
and this was agreed to. 

At Chatham, 10 employés were appealed for by the Tram- 
way Co., their exemption certificates having been withdrawn. 
With the consent of the Military, two were again given condi- 
tional exemption. and the rest were temporarily exempted, 
pending subetitution. 
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The South Staffs. Appeals Court has given conditional ex- 
emption to an electrician in charge of a generating station at 
Rowley Regis under the Government, who intimated that 
they required appellant's services. M 

The Isle of Thanet Electric Tramways & Lighting Co. 
appealed at Broadstairs, on January 16th, for conditional 
exemption for an emplové, aged 36, engaged as a wireman 
and driver, repairer of trucks, &c. Conditional exemption 
until the company finds an efficient substitute. 

On the appeal of the Electric Traction Co., Ltd., the Peter- 
borough Tribunal have granted the following exemptions :— 
J. Culshaw (34), chief traffic inspector, in B1, conditional 
exemption; J. G. Manning (23), electrician, Class A, one 
month for substitution; C. W. Armitage (29), tramway fore- 
man, Class A, a month for substitution; G. A. May wood (33), 
fitter and mechanic, a month for substitution; F. G. Jessop 
(29), mechanic and driver, B 2, conditional exemption; E. А. 
Sewter (30), electric fitter, &c., B2. three months. 

At Taunton, the Corporation electricity department appealed 
for W. P. Short (28), ledger clerk, book-keeper, and relief 
switchboard attendant, in Class B1. The electrical engineer 
(Mr. Howard) said that the man was indispensable to the 
supply of current for power and light to munition and other 
works. Six months' exemption was granted. 


At Eastbourne, an electrical engineer appealed for the ге- 


tention until the end of March of an apprentice, aged 19, 
and passed for general service. The employer said that by 
the time stated he hoped to get three boys efficient in the 
work. The appeal was rejected. 

At Farsley (Yorks.) Tribunal, the Morley Electrical Engi- 
neering Co. claimed for six men, all of whom, except one, 
came under the ‘‘Trade Card" category. The one, H. Moore. 
armature winder, was 26 years of age, and it was suggested 
that he would have to be refused owing to his age, though 
th» firm might claim him under their engineering scheme. 
The Tribunal could not agree to him being in a certified occu- 
pation. Mr. W. Summerscales (the manager of the com- 
pany) said it was singular that when the Government made 
the arrangement with the Trade Union no provision was 
made for foremen, but the Employers’ Federation were con- 
sidering the question. Moore had charge of the department 
which made motors for driving machinery for Russia, France, 
Italv, and Australia. All the hands under him were 
only about 17 vears of age, and if he were taken the 
department would have to be closed. He was a highly 
skilled man. ‘The Clerk having given it as his opinion 
that Moore's age did not now debar him from conditional 
exemption, this ruling was accepted, and he, with the other 
five men, was conditionally exempted to March 31st. "The 
other men were F. L. Bell (34), draughtsman and designer; 
J Hartley (36), turner; L. Magson (30), engineer's black- 
smith; W. Pearson (40), pattern maker; and F. П. Platts 
(37), electrical fitter. 

At Northampton, Henry Sale, a cartage contractor, ap- 
pealed for the exemption of his son Harry. aged 30, married, 
with three children. He said that he and his son were in part- 
nership, and they both worked in the business, and emploved 
two other men. 'They had a contract running for the carting 
of the whole of the coal. used by the Northampton Electric 
Light & Power Co., and that occupied the whole of their 
time. They had that day carted 74 tons. It was suggested 
that the man appealed for could be replaced, but Sale said 
that was impossible; there was no labour available. Ald. F. 
H. Thornton, the chairman of the Electric Light Co., pointed 
out that the company was an important branch of the public 
service, and said 16 would be very difficult to find a substitute. 
Three months' final was given. 

Before the Henley Rural Tribunal, Mr. R. C. H. Harrison, 
of Shiplake Court, appealed for the retention of R. A. Pride, 
engineer in charge of the electric light installation. Condi- 
tional exemption was granted until May 1st, subject to sub- 
stitution. 

At Bexhill-on-Sea, Mr. R. W. Waine appealed for J. Bloor 
(35), electrician, classified for labour duty abroad. The Mili- 
tary agreed that he was of more use in civil life. and did not 
oppose temporary exemption. Three months were conceded. 

At Oxford, the Military Representative asked for a review 
of the case of W. T. Cooke (28), electrical fitter and 
mechanical Jead burner, with Messrs. Hill, Upton & Co., 
electrical engineers, granted conditional exemption to June 
%th. On behalf of the йг” it was stated that Cooke 
was the only one now left to do his work, three others 
having left for the Army. The firm were engaged in con- 
siderable munition work, and Cooke was chiefly engaged 
putting in machinery at munition works. He had sole charge 
of the installation of machinery. and had to go all over the 
country. It was mentioned that the firm had a trained lady 
electrician, the onlv firm, it^was believed, in the countrv 
who bad one. and that 90 per cent. of the firm's work was 
indirect war work. Captain Fox said that there was a great 
demand for men of Cooke’s stamp in munition works. and 
in the Royal Flying Corps. The Tribunal held that Cooke 
was engaged on work of national importance, and they con- 
firmed the conditional exemption. 

At Oxford. the Electric Light Co. asked for exemption for 
Mr. J. F. Pierce (39), chief assistant engineer, two fitters 
and turners, a shift foreman, three switchmen, an improver, 
a motor mechanic and tester, an electrician, and a stoker. 
Mr. F. Gray, for the company, said that they had 14 men of 
military age, bet they had to supply current for power to 


munition works in the district. Of the 14 men, 10 were 
passed for general service, and four had ‘been rejected. He 
suggested that one should go at once, two should be released 
if eflicient substitutes were found, and seven exempted for 
three months on condition that during that period every effort 
would be made to find substitutes. It transpired that the 
improver had joined up, and Mr. Gray's suggestion as to the 
rest was agreed to, Mr. Pierce being with those exempted 
for three months. 


BUSINESS NOTES. 


Australian Contracts.— The Victorian Railways Depart- 
ment. has agreed to include in all contracts accepted the name of 
the country where any such articles ог! goods or material are 
manufactured.- - enders. 


British Industries Fair, 1917.— Manufacturers who are 
exhibiting at the British Industries Fair have received their allot- 
ments of space from the Board of Trade during the last few days. 
and the work of erecting stands has already begun. The total 
amount of space applied for has again largely exceeded the space at 
the Board's disposal. with the result that exhibitors have found 
their allotments considerably reduced. In some cases it has even 
been found necessary to reduce the applications by half. The 
space covered by the Fair will be considerably larger than last year, 
and the number of exhibitors will also be greater. 

The Fair will open on the last Monday in February (February 
26th). and will remain open till March 9th. 

The London Fair. like all such undertakings. comes under the 
restrictions imposed by the Ministry of Munitions. and, conse- 
quently, certain trades. which would otherwise be included, cannot 
participate. As before, the direct interest of the electrical trade, 
as exhibitors, is naturally very limited. for in London the trades 
included will be toys and games, earthenware and china. glass. 
fancy woods, stationery and printing. 

The Glasgow British Industries Fair will cover textiles, ready- 
made clothing. boots and shoes, foodstuffs. and domestic chemicals. 
. At the London Fair the charges for space will be 28. a rq. ft.. 
and exhibitors have no other expense except the cost of the erec- 
tion of their stands. At last years Fair many exhibitors had 
stands as small as 6 ft. X 6 ft., and their total expenses, including 
the erection of their stands, probably did not exceed £7. None the 
less, many of them booked orders for several thousand pounds. 


Bankruptcy Proceedings.— CHRISTIAN Evan Evans, 
93, Cannon Street, E.C.. financial agent.—-An application for an order 
of discharge was made on January 17th to Mr. Registrar Linklaterat 
the London Bankruptcy Court. Mr. Daniel Williams, Official Receiver. 
reported that the bankrupt failed in August, 1914, with provable 
debts £2,034 and assets expected to eventually realise £170. In 
December, 1912, the bankrupt, in consideration of shares valued at 
£300 (borrowed from a creditor) and £50 cash, acquired an in- 
terest in a patent for the Boran electric lamp, which was then 
being exploited by third parties. The lamp was to be manufactured 
by a company, but the latter went into liquidation and the lamp 
was never placed on the market. The bankrupt estimated his loss 
on the venture at £350, and the creditor from whom he borrowed 
the shares had proved against the estate for £500. The appli- 
cation was opposed by the Official Receiver on the grounds (1) in- 
sufficiency of assets to equal 10s. in the £ on the amount of the 
unseeured liabilities; (2) omission to keep proper books of 
accounts ; (3) contracting debts provable in bankruptcy without 
having at the time any reasonable or probable ground or expecta- 
tion of being able to pay them ; and (4) rash and hazardous specu- 
lation. His Honour upheld the report. and imposed a further 
suspension of two years. Order entered accordingly. 

J. R. WHITEHOUSE, managing director of an electrical company, 
43, St. Andrew's Road. Golders Green, Middlesex.--This debtor 
applied to the Judge sitting at Barnet. on January 23rd, for his 
discharge. The Official Receiver stated that the liabilities were 
£630. and the assets, which were estimated at £385, had only 
realised £31. Debtor was now in employment, and receiving 4 125 
a year. His conduct during the bankruptcy proceedings had been 
unsatisfactory. The solicitor appearing for the debtor said that 
the failure had been brought about owing to the war, and asked 
his Honour to treat his client leniently. His Honour, however, 
said it was а very bad case, and he refused the application. 


Calendars and Diaries.—From Mr. GEORGE ELLISON, 
of Birmingham, we have received & small desk calendar on metal 
base, with daily turn-over date-slips. Rather a large proportion of 
the space is oceupied with the various addresses of the firm, but a 
small memoranda space is left. in addition to which one has before 
one each day a calendar for a complete three months. 

lHE S.R.O. BALL BEARING Co. of 115, Southwark Street, 
London. S.E., have sent us a clearly dated calendar for 1917; with 
monthly sheets, at the right-hand side of which is a daily 
memoranda space. Copies may be obtained on application. ` 

The London Association of Foremen Engineers has sent us a сору 
of its diary. containing particulars regarding the Association, list 
of members, engineering data, &c. Referring to the tables of 
metrical equivalents, which are carried to the millionth of a centi- 
metre, the 10-millionth of a ton, and the 100-millionth of an inch, 
we would suggest that these figures are enough to frighten 
anybody ; all that is necessary in practice is four or five significant 
figures. The diary is neat and handy. and contains an insurance 
coupon. 
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Swiss Trade in 1916.—According to information 
collected and published by Swiss financial institutions, the iron and 
steel and engineering industries in Switzerland had an abundance of 
orders during the whole of 1916. Considerable difficulties. how- 
ever, were experienced in obtaining raw materials; the prices 
reached an exceptionally high level, and this fact and the advance 


in wages, caused a large increase in the cost of production. The | 


electrical industry waa characterised by an active course of business 
at rood selling prices, and the prospects are declared to be decidedly 
satisfactory. 


Catalogues and. Lists. — BRITISH WESTINGHOUSE 
ELECTRIC AND MANUFACTURING Co., LTD. Trafford Park.-— 
Fourteen illustrated leaflets, containing particulars, and in some 
cases prices, of the following manufactures :—Contactor control 
gear, ironclad switchgear, electric motors, heating apparatus, wire- 
drawn lamps, rotor starters, reversing controllers, motor-control 
panels, and lightning arresters and multi-gap surge dischargers. 

Виттїзн  THoMsoN-HoUsTON Co. Lro.. Ruyrby.— Descriptive 
List No. 2,269 (eight pages), containing illustrated particulars, 
with fully-tabulated dimensions, of their crane and hoist motors. 

SPRAY ENGINEERING Co. Boston, U.S.A.— Bulletin No. 250 
(16 pages), containing a fully-illustrated description of their 
"Spraco" equipment for washing and cooling air, especially 
applicable to steam turbo-generators and other electrical machinery. 

ELECTRICAL SUPPLIES Co., 233, Tottenham Court Road, London, 
W.—-Folder, giving prices of " Lighthouse " cinematograph carbons. 

Messrs. E.. BENNIS & Co., LTD.. of Little Hulton, have issued 
No. 3 (December) of their journal " Cheap Steam." 


Liquidations.—Iww1scH. LauNcH & Boat Co., LTD.— 
A meeting of creditors is called for January 26th at Electrical 
Federation Offices, London. 

STENTORPHONE SYNDICATE, LTD.—Creditors are to send par- 
ticulars of debts. &c., to Mr. A. A. Baster. Whitgift Chambers, 
North End, Croydon (the liquidator), by February 20th. 

KILOWATT PUBLISHING Co. LTp.—-Creditors must send par- 
ticulars of debts, &c.. to the liquidators, Messrs. A. Webster and 
E. A. Burnie, by February 16th. 


Trade with Canada.—H.M. Trade Commissioner in 
Canada and Newfoundland (Mr. C. Hamilton Wickes) is to pay a 
further official visit to this country. He is expected to arrive early 
in March. and will be prepared to interview (by appointment) 
representatives of firms who may be able to see him in London at 
the Offices of the Department of Commercial Intelligence of the 
Board of Trade for several weeks before Easter. Immediately 
after Easter he will visit certain trade and industrial centres in the 
United Kingdom. Firms who may desire to have an interview 
with Mr. Hamilton Wickes are requested to make their application 
not later than February 19th in the case of London and March 5th 
in the case of the Provinces. Applications should be addressed to 
the Comptroller-General, Department of Commercial Intelligence, 
13. Basinghall Street, London, E.C. 


For Sale.—The Llandudno U.D.C. invites offers for 
1,325 yards of lead-covered insulated cable: the Erith U.D.C. is 
inviting offers for the sale of a Bettington boiler, and several А.С. 
generating sets (125 Kw. and 50 Kw.) Full particulars are 
given in our advertisement pages to-day. 


Trade Announcements.— Messrs. J. HALLIWELL & Sons, 
electrical and mechanical engineers and contractors. having opened 
new premises at 7, Church Road. Seacombe, Cheshire. desire to receive 
catalogues, &c., of electrical and mechanical machinery. tools, and 
accessories ; also samples of cables. wires. Kc. 
>. MR. CHARLES HASWELL, of Sherbrooke Chambers, s, Norfolk 
Row, Sheffield, has been appointed the agent of Messrs. Crompton 
and Co., Ltd., London and Chelmsford, for Sheffield and the 
surrounding district. 


Exhibition.— According to the Financier, it has been 
decided that the Shipping. Engineering. and Machinery Exhibition, 
which it was originally intended to hold in September and October. 
1914, but which was postponed owing to the outbreak of war, is to 
be held at Olympia after the conclusion of the war. 


Book Notices.—The Journal of the Tramways and Light 
Railways Association for January contains a full list of members 
of the Association. 


“Willing’s Press Guide for 1917," London: Jas. Willing, Ltd. 


Price Is. 
."L'Entente" : Revue Politique, Economique et Financière. 
No. 1. January 15th. 1917. Paris: A. Pamaron, G. Prade. 


Price 3 fr. 


LIGHTING AND POWER NOTES. 


Aldershot.—The U.D.C. has acceded to the application 


of the postal authorities to give a supply of current to the new 
post office premises, and to supply other premises en route when 
the extension of the mains is carried out. 


Australia.— According to the West Australian, the new 
t Perth (W.A.) power station has now been brought into use for 
th tramway and general supply. 


Bandon (Со. Cork).—The Town Commissioners are 
Considering a scheme for electric lighting. | 


Banbridge (Со. Down).—E.L. Prorosar.—At the last 
meeting of the U.D.C. it was resolved to ask for tenders for the 
lighting of the town, either by gas or electricity. Banbridge ів a 
steadily-improving town with mills, factories, &c., situated on the 
Upper Bann. 


Continental.—5P41N.—4A new hydro-electric generating 
station established hy the Compania Mengemor, near Mengibar 
(Province of Jaen). has lately been completed and put into opera- 
tion. The plant, which utilises the power of the Escalas Falls on 
the River Guadalquivir, will supply current for lighting and power 
purposes in the district. 

Russti4. —Ina study of the resources of the Caucasus in connection 
with the development of industries in Russia, it i8 stated that the 
hydro-electric installutions in the cities of Hagri. Suchum, Novy- 
caphon, Batoum. Artvis. and Borzham have a total capacity of 
15.000 H.P. Hitherto this has been utilised locally. but a portion 
might be diverted to chemical purposes. The Commission which 
carried on the investigation has opened up negotiations with im- 
portant firms for the installation of electric furnaces for the pro- 
duction of nitrates in the Caucasus. 4 

Caucasian newspapers report that the employment of water- 
generated energy from the Rivers Kaban and Maloi-hata is under 
investigation. The Council of the Viceroy of the Caucasus has 
approved the chief heads of a contract with J. Nikolenku for a 
period of 75 years, ceding sites on these rivers, but with a Govern- 
ment right of purchase within 30 years. The capacity of the 
central station is estimated at 15.000 KW., and exceeds that of all 
the other installations in the Caucasus combined, their total being 
30,000 KW., without reckoning the plants employed in the mining 
industry. 


Dartford.—The electrical engineer has forwarded the 
following particulars to the I.M.E.A. on the effect of the working 
of the Summer Time Act on the quarter's revenue ending Sep- 
tember, 1916. as compared with the previous year. The reduction 
in gales for lighting purposes only was 30° per cent. (cinemas, &c., 
not included): saving in coal for quarter. 13 tons (estimated) ; 
saving to lighting consumers, £120. The charges for electricity 
were not raised in anticipation of a loss in revenue due to the Act. 


Dublin.—The various reports arising from the Special 
Inquiry were on the Corporation agenda for a special meeting last: 
Friday. but, owing to the length of time occupied by other business, 
it was decided to postpone the discussion until the February 
meeting. 

The Electricity Supply Committee has submitted to the T.C. a 
further report protesting against the procedure adopted by the 
Special Committee of Inquiry, urging that the expert engaged to 
advise it should have been the chief engineer of a British central 
station. aud pointing out that the expenditure of larye sums of 
money at the present time on extensions and alterations at the 
power station is impracticable. The Electricity Committee also 
claiuns to have made arrangements which guarantee the mainte- 
nance of an undiminished supply of electricity. and again asks 
that the report of the Special Inquiry Committee shall be referred 
to it for investization and report. 

At the fiual meeting for the year of the Electricity Supply Com- 
mittee, the outyoing chairman (Mr. J. J. O'Neill) said it was a 
matter for congratulation that they were able. during the last com- 
pleted financial vear. to pay off just over £:52,000 of capital raised. 
and, in addition, to pay 424.000 in interest and make a profit of 
nearly €U.000. 

The Corporation has desided to borrow, for the extensions of 
the electric lighting system. sums of 4£285.000, £60,000. and 
£12.000, and. under sanction of the L.G.B.. has authorised the 
borrowing. for the purpose of the utilisation of the electric tram- 
way system for the conveyance of refuse, and the provision of ‘a 
dept. the sums of £7,700 and €4,500, 

According to Mr. P. J. McAndrew. a local consulting engineer. 
arranrements are now being made to procead with the scheme 
for the utilisation of water power in Ireland for electrical 


purposes. 

Dundalk.— Inquiry. —This week a L.G.B. inquiry will 
be held into an application by the Council for a loan of £5.000 to 
carry out extensions to the eleztrie lighting system of the town 
and district. А 


Ewell.—PRov. Ококв.—Тһе P.C. has appointed a 


Committee to interview the South Metropolitan Electric Tramways 


and Lighting Co. regarding its application for a prov. order for- the 
area. 


Gillingham (Kent).—The T.C. has entered into a further 


contract with Recess Screws, Ltd., for a supply of current on the 
basis rate of 14d. per unit, subject to a sliding scale. 


London.—PorLar.—Owing to the growing difficulty in 
obtaining carts, the Electricity Committee has decided to purchase 
out of the profits of the current year a second Foden steam wagon, 
at a cost of £744 (Electric Vehicle Committee please note). The 
surveyor of taxes made an assessment of the electricity under- 
taking of €4,201 in respect of excess-profits tax for the year ended 
March 31st, 1915. Objection was successfully taken on behalf ot 
the Council to the assessment, which has been discharged. 

FULHAM.—-The Electricity Committee reports that difficulties 
have been experienced with the economisers at the electricity 
works, due to tube failures under pressure. апа it is proposed to 
work the evononisers at atmospheric pressure, involving the 
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installation of a centrifugal pump to pass the water through the 
economisers to a galvanised hot.well. The cost will be about £100, 
and will obviate an immediate expenditure of some €2,000 for 
renewals. The Committee has received the certificate of the 
Ministry of Munitions in respect of the borough electricity works, 
and has adjusted the wages of the employés in accordance with the 
scale approved by the Islington B.C. in connection with the 
certification of its electricity undertaking. 

L.C.C.—The Finance Committee recommends the Council's 
sanction to the borrowing by the Woolwich B.C. of £2,112 for 
electricity purposes. 

The Committee, with the consent of the Treasury, has granted a 
loan of £3,000 to the Hackney B.C. for mains and switchgear. 


ST. PANCRAS.—The Electricity Committee has decided in favour , 


of an offer by the Brush Co. to remodel the 1.000-kw. Ljungstrom 
turbine, which the Council has had in satisfactory use for some 
time on hire. pending the installation of a 5,000-Kw. set of the 
same type. It is proposed to alter it so that it will develop 
1,500 Kw. continuously and have an overload capacity of 20 per 
cent. for two hours, at a cost Of £6,500, less 41.500 paid for hire. 

A deputation of cinema proprietors has interviewed the Com- 
mittee with a view to obtaining power rates for projector use. At 
present & special flat rate of 3d. per unit is given, and the Com- 
mittee considers that such energy should be charged for at lighting, 
not power, rates. 


Manchester.—A deputation appointed to consider the 
possibilities of increased street lighting. after visiting a number of 
other towns, has come to the conclusion that Manchester already 
has a larger proportion of lamps lighted than the towns visited. 


Stafford.—LoaAN Sanction.—The T.C. has received 
sanction to a loan of £1,000 for the provision of new cable. 

Stowmarket.— According to the Bury and Norwich Post, 
the Suffolk Electric Supply and Power Co. does not intend to 
increase the price of electricity for lighting and power. although 
the six months’ working, April to September, showed a loss ; the 
returns for the past three months, however, are satisfactory, and 
there is every prospect of this improvement continuing. The 
Summer Time Act accounts for the adverse balance during the 
spring and summer quarters, 


Tonbridge.— At a meeting of the U.D.C., strong objection 
was taken to the application of the local gas company for a prov. 
order to supply gas for the purpose of renerating electricity. in 
rivalry to the Council’ s electricity undertaking. A letter from the 
manager of the company expressed the opinion that they would be 


able to meet the Council on the matter, and the subject was 
deferred. 


U.S.A.— According to the Electrical World, the Secretary 
of War, on the ground that he lacks legal authority. has refused to 
take action in regard to authorising additional water diversion at 
Niagara, but recommends that temporary permits be given to 
generate more power, and that this should be decided by Congress. 


Willesden.—PRoPosEb EXTENSIONS.—A report from 
the electrical engineer shows that, owing to the growth of the 
undertaking, the demand leaves no margin of safety or capacity in 
either cables or machinery. and extensions must be made before 
next winter. Application is to be made to the L.G.B. to sanction 
the borrowing of £10,110, made up as follows :--New 500-Kw. 
rotary converter with transformers. switchgear, foundations, and 
connections at Salusbury Road and Acton Lane substations, 
£3.600:; new 1,000-KW. cable from Taylor's Lane to Acton Lane 
sub-station, with switchgear, £2,900; new 700-KW. cable from 
Taylors Lane to Anson Road, £3,350; and other items. From 
April Ist to December 31st last. 61 services were laid at customers’ 
expense, amounting to £486. Having considered a report on nego- 
tiations for inter-linking and inter- working of electricity under- 
takings in the metropolitan area, and in view of the fact that the 
agreement entered into by the Council with the North Metro- 
politan Electric Power Supply Co. expires on March 31st, 1918, the 
electrical engineer has been authorised to make inquiries in con- 
nection with the situation. 


TRAMWAY and RAILWAY NOTES. 


Australia.—Recently one person was killed and 20 were 
injured by an electric car ov шашу at Burwood, near Sydney. 
The car carried 40 passengers. 

The Melbourne Tramways and Omnibus Co. has been awarded 
£335,000 as compensation in connection with the transfer of the 
Melbourne Tramways to the Tramways Board, 


Blackburn.— FEMALE LasouR.— The employment of 
females by the tramway department is said to have proved a 
pronounced success ; a corresponding clerk. ticket clerk, two girls 
in the ticket stores. two inspectors. five drivers. and about 40 
women conductors are employed, and others are learning to drive 
or recelving instruction as conductors. 


Bury.—The Tramways Committee has had complaints as 
to the car service, and the manager explained that he had great 
difficulty in obtaining materials for repairs and renewals. Ап 
application has been received from the Tramway and Vehicle 
Workers’ Association for an increase in the wages of female 
employés, and a Sub-Committee is to meet a deputation from the 
àssocistion on the matter. 


J 


Continental. .—It is announced that the Spanish 
Minister of Public Works has just approved a scheme submitted by 
the city of Madrid for the construction of a metropolitan railway 
according to the designs prepared by D. M. Otamendi. The pro- 
ject, for which a concession has been granted for 90 years without 
any State guarantee or subsidy. comprises four lines, which are to 
connect the capital with the suburbs. and run from the north to the 
south and the east to the west. The lines are to be of double 
track and for electric traction ; the first is to be completed in three | 
years and the others in eight years from the stipulated date. 

ITALY.- Án agreement has been come to between the Italian 
Government and the Rome-Nord Tramways Co. for the construction 
and working of an electric railway from Rome to Viterbo, through 
Civitacastellana. 


Halifax.—4A heavy motor wagon collided with a tramway 
standard. last week, with such violence that the arm carrying the 
wires was smashed off entirely. and the live trolley wires fell over 
a length of road. A woman had her leys entangled, and received 
a shock from which she did not recover for several hours. The 
driver of a car, who was able to approach fairly closely, warned 
people of the danger, cut off the current. and notified the repair 
department. The tramway service was suspended for several hours 
during temporary repairs. 


Haslingden.—Trarric DaTa.— During the nine months 


ended December 31st. the car-mile receipts of Haslingden tramways 


averaged 13771d., as compared with 13°36d. for the same period of 
1915, the total receipts being £6,559, as compared with £6,454. 
The mileage was 112.553, as compared with 113,644 in the nine 
months ended December, 1915. During the three months of 
October, November, and December, 1916, the car-mile receipts 
averaged 13°98d.. as compared with 12:32d. in the same months of 
1915. A reduction of car-mileage occurred, the figures for 1916 
being 35,808 and those tor 1915, 37,541. 


Huddersfield.—W AGEs.—The Tramways Committee haa 
granted an increase of 3s. per week in the bonus of male employés 
under the Union (excluding office staff). as from November 22nd, 
1916, and a bonus of Is. 6d. per week to the female employés 
(excluding office staff). from the same date. 

The Committee has decided to charge for the carrying of parcela 
on the cars, 14. up to 4 lb. ; 2d.. 14 lb. ; 3d., 28 lb. ; and that no 
parcel above 28 lb. be carried. It was further resolved that no 
parcels be carried after 5 p.m. 


London,—An unprecedented stoppage of electric railway 
services on London suburban routes took place on Monday morning, 
when. owing to sleet having frozen on to the conductor rails, most 
of the exposed sections of such railways using the third-rail system 
were unable to run until the ice was thawed or broken off. The 
District. Metropolitan, South-Western, and North London Railways 
were particularly affected, and in some cases steam locomotives 
were requisitioned to ,haul the disabled electrics home, and steam 
trains ran a relief service. Attempts to scrape off the ice did not 
always succeed, and in some cases a hammer was required. The 
weather conditions as applying to electric railway working are 
stated to have been the worst which have been experienced since 
the lines were electrified. 

L.C.C..-The Highways Committee reports that for the five weeks 
ended January 10th the total number of passengers carried on the 
Council's tramways was 53.160.172, giving a revenue of £221,279, 
as against 54,291,778 and £228,425 in the previous year; this 
represents a decrease of 1.131.606 passengers and £7,146 in revenue. 
The total traffic receipts from April Ist, 1916. to January 10th, 
1917, were £1,951,183, an increase over the previous year of 
£147, 109. 

At the Tuesday meeting of the Council, it was stated that 
there had been 50 breakdowns in the tramway service between 
January Ist and Friday last. Mr. Hume. the chairman of the High- 
ways Committee. in pointing out the difficulties which had occurred 


. owing to the war. stated that they hoped by internal reorganisation 


to be able to effect an improvement, and a scheme would shortly 
be submitted which, though it would involve some cost to the 
Council. he hoped would be supported. 


Stockport. — STRIKE. — Practically the whole of the 
employés on the Corporation tramways struck work on Saturday 
morning, and the service was suspended during the day. The 
employés were included in the recent award of Sir George Askwith, 
and the fact that the women workers were not included in the 
award was one of the causes of the strike. It is contended that 
they only earn 31s. 6d. on the full week, as arainst £2 by the men. 
The men also had a grievance that a former advance of id. per 
hour had been discontinued, and that by the late cars being dis- 
continued, their wages will be further reduced. The manage- 
ment's reply is that the late cars are being taken off because they 
have been run at a loss, and it is contended that the 1d. referred 
tois included in the war bonus. Between 400 and 500 employés 
were concerned. 

As a result of negotiation, the ordinary car service was resumed 
on Sunday. The men have been given a 52-hour week, and the 
question of the women's war bonus will probably be considered 
throughout Lancashire. 


West Нат, — The tramway manager (Mr. Slattery), 
with a view to expediting the reconstruction of cars, has suggested 
the purchase of car bodies completed ready for mounting, and 
tenders for 20 such bodies are to be obtained. 

The through service from Stratford to Chingford Mount is to be 
discontinued, and a service between Baker's Arms and the Docks, 
rid Stratford, instituted. 
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TELEGRAPH and TELEPHONE NOTES. 


Cable Rates to the Dominions.—It is rumoured that 
the Report of the Dominions Royal Commission, which will shortly 
be issued, will contain recommendations for drastic changes in 
connection with the charges for telegrams to the British 
Dominions. 


G.W. Railway.—Iucluded in the work of the Signal 
Department of the Great Western Railway during the past year 
was the laying of 54 miles of air-space core telegraph cable; in 
1915 64 miles were laid. 


High-Speed Telegraphy. — The Committee appointed by 
the Postmaster-General at the end of 1913 to examine the various 
systems of high-speed telegraphy has just issued its report. The 
main conclusions arrived at are: That systems on the multiplex 
principle are definitely superior to the automatic high-speed gystems 
on the large majority of main circuits for ordinary inland commer- 
cial telegraph work; the extension of systematic Wheatstone 
working should be discontinued; the Western Electric having 
yielded the best results, seven or eight quadruple duplex installa- 
tions should be ordered; the five-unit alphabet as a code for 
printing telegraphy is better than the Morse code, leaving out of 
account news traffic and submarine cable communications.— Daily 
News, 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia.—SvpNEYv.— Feb. 19th. Municipal Council. 


Meters, maximum-demand indicators. feeder regulators. Specifica- 
tion from E.L. Department, Town Hall. 


March 5th. Council. One 7,000-K.v.A. turbo-alternator. See 
* Official Notices" January 5th. 
ADELAIDE.—March 28th. P.M.G.s Department. Telephones, 


telephone parts, line and battery material. &c. Shedules 444 to 453. 
— Australian Mining Standard. 


MELBOURNE. — March 21st. Victorian Railways.  Half-watt 
lamps and lanterns—Australiun Mining Standard, 
Banbridge.—February 3rd. Urban Council. Public 


lighting of the district with gas or electricity. 


Bedford. — Electricity Department. Extensions, com- 
prising buildings, boiler- house plant, turbo-generator. steam and 
water auxiliaries, switchgear, kc. See " Official Notices ' January 
19th. 


Cheltenham. — February 14th. Corporation. Twelve 
months’ supply of electric light fittings. Mr. J. S. Pickering, 
Borough Engineer. 


Halifax.—February 12th. Corporation Tramways Com- 
mittee. Stores and materials, including lighting materials. wheel 
brake blocks, trolley and overhead line materials, &c., for twelve 
months. Tenders to Tramway Engineer, 


Keighley.—February 24th. Keighley and Bingley Joint 
Hospital Board. Electrical work at the Morton Banks Sanatorium. 
Mr. J. N. Clarkson, Clerk, 40, North Street. 


London. — BATTERSEA. — February 6th. ^ Electricity 
Department. Oils, engine-room stores, meters, joint boxes, &c. 
See P Official Notices " January 19th. 

BERMONDSEY.—February 22nd. В. of б. Three. six and twelve 
months’ supply of electric lamps. Мг. E. Pitts Fenton, Clerk, 2x3, 
Tooley Street, S.E. 


Manchester. — February 2nd. Electricity Committee. 
Cooling towers. See "Official Notices" January 19th. 
February 13th. Corporation Tramways Committee. Stores. See 


7 Official Notices " to-day. 


Middlesbrough. — February lst. mnm Twelve 
months supply of еше lamps. Mr. S. E. Burgess. Borough 
Engineer. 

Portsmouth. — February oth. Tramways Committee. 


Six months’ supply of stores, including several electrical items. 
See “ Official Notices ` to-day. 


New Malden. — January 318. Malden and Coombe 
UDC. Installation of fire-alarm system. Particulars from the 
Council's Engineer. 


South Africa.— DURBAN. 


February 12th. Six joue 


"electric travelling portable jib-cranes for the harbour.* 


March 8th. Department of Post and Telegraphs. Installation 
ОЁ an automatio telephone exchange at Pietermaritzburg. See 
" Official Notices” January 19th. 


елам for the items marked " сап be seen st the Board 
of « Commercial Intelligence Department in London. 


CLOSED. 


Government Contracts.—List of new contracts placed 


during December, 1916 :— 
War OFFICE. 

Distributing boards.—Dorman & Smith, Ltd. 

Ebonite rod and sheet.— British Ebonite Co., Ltd. 

Motor-driven fans and accessories.—J. Keith & Blackman Co., Ltd. ; 
Sturtevant Engineering Co., Ltd. 

Electric light fittings. — Barton. & Sons, Ltd. ; Cable Accessories Co., Ltd. ; 
Electrical Conduits, Ltd.; Eureka Conduits & Fittings Co. ; General 
Electric Co., Ltd.; Ingram & Kemp, Ltd.; Nettlefold & Sons, Ltd. ; 
Oriental Tube Co., ‘Ltd. ; Perfecta Scamless Steel Tube & Conduit Co., 
Ltd.; Rainsford & Lynes, Ltd.; G. Roe & Sons ; T. Saveker ; Bimplex 
Conduits, Ltd.; C. J. Thursfield & Co., Ltd.; Veritys, Ltd.; Walsall 
Hardware Mfg. Co.; Ward & Goldstone. 

Generating sets.—Aster En ineering Co., Ltd.; Austin Motor Co. (1914), 
Ltd.; A. Lyon & Wrenc 

Switchboards and dynamos. —Dorman & Smith, Ltd. ; Lancashire Dynamo 

^ aud Motor Co., Ltd. 

Switches. —Bperryn & Co., Ltd. ; J. H. Tucker & Co. 

Electric wire.—British Insulated & Helsby Cables, Ltd. ; Callender's Cable 
and Construction Co., Ltd.; I. Frankenburg & Une. Ltd. ; Fniler's 
Wire & Cable Co., Ltd. ; W. T. Glover & Co., Ltd.; A. Green, Ltd. 
W. T. Henley's Telegraph Works Со., Ltd. ; Hooper's Telegraph and 
Indis-Rubber Works, Ltd.; Liverpool Electric Cable Co., Ltd.; 
Midland Electric Wire Co., Ltd. 

Works sgervices.— Electric lighting at Lympne: H. J. Cash & Co., Ltd. 
Electric lighting at Thetford: Tredegars, Ltd. Electric lighting at 
Turnhouse: Allen, Arthur & Ure. 

Inpia OFFICE STORE DEPARTMENT. 

Transmitters.—Siemens Bros. & Co., Ltd. 

Post OFFICE. 
Repairing wire apparatus.—W ynn, Timmins & Co., Ltd. 
Telegraph apparatus.—I.R., G.P. & Telegraph Works Co., Ltd. 
Telephone apparatus. —British L. M. Ericsson Mfg. Co., Ltd. ; Peel-Conner 

Telephone Works, Ltd. 

Tubular telegraph-pole arms.—Bullers, Ltd. 

Submarine cable.—Telegraph Construction & Maintenance Co., Ltd. 

Telegraph cable.—Henley's Telegraph Works Co., Ltd. ; Johnson and 
Phillips, Ltd. ; Siemens Bros. & Co., Ltd. 

Loading coils.—Western Electric Co., Ltd. 

Galvanometers.—Edison Swan Electric Co., Ltd.; W. G. Pye & Co. 

Plates for stay-rods.— Bayliss, Jones & Bayliss. 

Cable distribution plugs.—B.I. & Helsby Cables, Ltd. 

cae rods.— Bayliss, Jones & Bayliss, Ltd. 

Suspenders for cable.—P. Huntingdon & Co. 

Bronze wire.—T. Bolton & Sons, Ltd.; F. Smith & Co. (incorporated in the 

London Electric Wire Co. & Smiths, Ltd.). 

Copper wire.—B.I. & Helsby Cables, Ltd. 


Ireland. — NEWCASTLE West.— The Newcastle West 


' Commissioners have decided to accept the tender of Mr. Wm 


Phelan, managing director of Newcastle West Electric Light Co., 
for lighting the town.— Freeman x Journal. 


London.— L.C.C.—The Highways Committee has received 
the following tenders for alterations and additions to switchgear 
in connection with the third new turbo-generator to be installed at 
Greenwich generating station :— 

Ferguson, Pailin & Co., Ltd. 
British Westinghouse E. & M. Co., Ltd. 
British Thomson-Houston Co., Ltd.. ur Je .. 5,19 
For additional steam, exhaust and condense water piping, &c., 
required in connection with the new turbo- -generator :— 


Brightside Foun & Eng. co. 3e. . £5,521 
Babcock & Wilcox, Ltd. | (incoroplete) 5,943 
. J. Spencer, Ltd. .. .. 47,055 
The tender of the Brightside ‘Foundry P Engineering Co., Ltd.. 
has been accepted, plus £140 for thicker plates for the large 
circulating water pipes, and £235 for steam pipes with riveted 
flanges and for valves of a type different from the type originally 
specified. 
Mechanical stokers for four water-tube Stirljng boilers at 
Greenwich generating station, to render them suitable for burning 
coke or low-grade coal :— 


Underfeed Stoker Co.. Ltd... 5» Я accepted £5,447 
E. Bennis & Co., Ltd. ss 5.945 


The Stores and Contracts Committee has accepted: the following 
tenders during the three months ended December 31st, 1916 :— 


Electric insulating material, Schedule No. 15 (40 firms invited to tender).— 
L. Andrew & Co. (items 2 and 9); R. W. Blackwell & Co., Ltd. (items 
1,6 and 7); G. Hattersley & Sons em 10) ; Hooper's Telegraph and 
India-Rubber Works, Ltd. (item 8); G . MacLellan & Co. (item 3); 
Siemens Bros. & Co., Ltd. (items 4 and 5). 

Electric lamps, Schedule No. 17 (15 firms invited to tender).—Maxim Lamp 
Works, Ltd. (items 1 to D; Pope's Electric Lamp Co., Ltd. (items 8 to 
27), estimated value £2,472 (metallic-filament lamps with filaments cf 
drawn wire in one continuous length); Cryselco, Ltd. (items В to 27) 
UM -filament lamps with filament not of drawn wire), estimated 
value 

Electric lamps, “Schedule No. 17D (11 firms invited to tender).—Maxim 
Lamp Works, Ltd. (item 2), estimated value £8,437. 

The Committee calls attention to the fact that of the eight firms 

who submitted tenders for electric traction lamps, seven quoted 
the same price and discount. 
. The Stores and Contracts Committeg has arranged for the supply 
from various firms during the year 1917 of electric fittings and 
engine packings subject to current discount rates on catalogue 
prices, and for the supply of wrought-iron tubing until February 
10th, 1917; at discounts off the standard list. 

BoARD OF TRADE.—The Board of Trade has placed with Messrs. 
W. C. Tackley & Co., Ltd., of West Kensington, the cohtract for the 
entire installation of electric lighting for the British Industries 
Fair. which opens next month. The contract includes, for the 
stands for the two buildingrs—the Victoria and Albert Museum 
and the Imperial Institute— between 2,000 and 3.000 lighta (25 and 
32 с.р.) Supply is obtained from separate mains taken into both 
buildings by the Office of Works, and aerial wirea are carried well 
over the top of the stands. The work is well in hand aiready. 
Messrs. Tackley will have a stand at the Fair. 


Rawtenstall.—The tender of Messrs. Jones Bros., of 


Manchester, has been accepted for the lighting by elec ty of a 
portion of Bury Road. 


. (accepted) £2,444 
ЯР .. 5,256 
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FORTHCOMING EVENTS. 


Physical Society of London.—Friday, January 26th. At 5 p.m. At the 
Imperial College of Science and Technology, South Kensington, 8.W. 
General meeting. 


Institution of Electrical Engineers (Manchester Local Section).— 
Tuesday, January 80th. At 7.30 p.m. At the Engineers’ Club. Paper оп 
“ Fuel Economy," by Mr. J. Drummond Paton and Mr. J. Frith. 


Royal Society of Arts.—Tucsday, January 30th. At 4.30 p.m. At John 
Street, Adelphi, W.C. Lecture on ‘‘ Imperial Industries After the War,” 
by Mr. O. C. Beale. 


Chemical Society.— Thursday, February 1st. At 8 p.m. At Burlington House, 
Piccadilly, W. Ordinary scientific meeting. 


Royal Institution of Great Britain.—Thursday, February Ist. At 3 p.m. 
At Albemarle Street, Piccadilly, W. Lecture on “The Mechanism of 
Chemical Change," by Prof. F. G. Donnan, F.R.S. | 

Friday, February 2nd. At 5.80 p.m. At Albemarle Street, W. Lecture 
on “The Supply of Gaseous Energy,” by Dr. C. Carpenter. 


NOTES. 


Electrical Steel in France.— И is announced that the 
Société Paul Girod. which utilises the water power in the valley of 
the Arly at Urine, has brought into operation a new electric steel 
furnace of 10 tons capacity. This will enable the production of 
electric steel to he increased to 150 tons per day. 


Trade with Russia.—An important scheme for the pro- 
motion of closer commercial and educational relations between 
Glasgow and Russia was inaugurated at a public meeting in 
Glasgow. last week, convened by the Lord Provost. It was 
explained that Mr. William Weir, Director of Munitions for 
Scotland. had endowed for five years a lectureship in Russian at 
Glasgow University, and that Messrs. Brown and Messrs. Denny. 
shipbuilders, had promised a sum for five years for a Russian 
travelling scholarship. The Lord Provost appealed for £50,000, 
A fine response resulted.— Daily Telegraph. 


Self-contained Turbo Sets.—In our issue of November 
24th last. im discussing some aspects of power-station design. we 
referred to the apparent desirability of revising our ideas of engine- 
house design, in view of the evolution of types of generating plant 
which differ so essentially in constructional and operating charac- 
teristics from the plant types of the past. In the old days the 
bulk of the running plant demanding supervision was above the 
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SELF-CONTAINED TURBO-CONDENSER SET. 


engine-room floor; nowadays the plant in the basement requires 
the most attention, the condensing plant being all-essential to 
efficient operation. 

It was sugyested that. in view of tendencies in plant design. the 
most efficient arrangement would be to make the present base- 
ment floor the starting point for engine-room structures and to 
develop self-contained turbo-condenser plant, which, in addition 
to involving less costly buildings. would facilitate supervision of 
the running of the whole plant. Our view shows & turbine set of 
this type in a Continental power station. 


Cable Makers’ Association.—We are notified by the 
Becretary of the Cable Makers' Association that they have left 
No. 64. Victoria Street. Westminster, S.W.. and taken new offices 
at Sardinia House. Sardinia Street, Kingsway. London. W.C., to 
whieh address in future all communications should be sent, 


Electric Starting Sets on Motor Cars.—One of the 
most noteworthy differences between American and British motor- 
car construction is the way in which electric engine-starting ' 
devices have been adopted as a standard fitting on the cars turned 
out on the other side of the Atlantic. While in this country but 
few car manufacturers have adopted such installations as standard. 


. We note from a list of 181 different models of cars published 


lately in an American contemporary that no fewer than 177—that 
is, all but four-- -are provided with an electric engine starter. 


L.C.C.— The Finance Committee reports to the Council 
that it has decided that, until further order, the rate of interest to 
be charged by the Council for loans to local authorities shall be 
54 per cent. | 

The Stores and Contracts Committee reports having made 
inquiries with regard to a number of firms who were suspected to 
be controlled wholly or largely by enemy aliens, and, as a result, 
has removed the names of three firms from the Council's lists of 
firms to be invited to tender for the supply of stores, кс. 


A Vital British Industry.— The perfection of the high- 
speed internal-combustion engine. which began with the intro- 
duction of the motor-car 21 years ago. has re-modelled our methods 
of traction. and, at. the same time, created a vast industry, with a 
large number of contributory trades more or less dependent on it. 
Among the most important of these may be classed the manu- 
facture of magnetos. When war broke out there was only one 
British firm making magnetos, its output being under a 100 a 
week. Practically every magneto which went on to the motor 
vehicles. motor boats. and aircraft of Great Britain came from 
enemy Germany or from America. Till August, 1914, we had been 
‘content to ро abroad for nearly all our magnetos. 

But in a few short months British manufacturers got steadily to 
work. Some of the best scientific brains in this country were 
enlisted. New and special steels and other materials were evolved. 
To-day there are some 12 or more British firms making magnetos. 
Their entire outputs. reaching a total to date of over 165,000 
magnetos. have been made for war purposes. and are used on 
aeroplanes. seaplanes. airships, motor lorries, motor ambulances, 
motor cycles. "tanks." big gun tractors. motor boats. wireless sets, 
searchlirht. sets. lighting sets, &c. In fact. it may ће said that the 
war is being conducted on British-made mapnetos. 

. Afterthe war the resources of the British magneto manufacturers 
will be at the disposal of the British public. There wil! be no nead 
to buy enemy or other foreign magnetos. 


Lighting Restrictions in France.—Às was mentioned 
in a previous issue, the French Government has published decrees 
for the purpose of bringing about a reduction in the consumption 
of gas and electricity for lighting. In the 
first place, Article 1 of the decree of November 
21st, 1916, provides that no new contract may 
be entered into or an increase made in any 
existing contract without the authority of the 
Ministry of War in the case of all distributing 
networks which supply either State establish- 
ments or private establishments and works 
which are occupied on work for the national 
defence. The decree was brought into force on 
December 19th. when the electricity supply 
undertakings concerned were specified as com- 
prising (1) all those for the sale or distribution 
of energy whose generating stations have a 
total'power installed which is equal to or 
greater than 500 Kw.. and (2) the companies 
which purchase from generating undertakings 
which are subject to the regulations of the 
decree, the whole or a portion of the energy 
which they resell. Lighting applications for 
leas than 5 hectowatts. and those for power for 
less than 1 Kw., however, can be satisfied by the 
companies in question without the advice of 
the military authority. 

A further decree has been promulgated by 
the Ministry for the Interior in regard to the 
consumption of energy by lighting customers. 
According to this measure the maximuin con- 
sumption of each user has been fixed on the 
basis of the actnal consumption either in 1913 
or 1915, but thé total consumption cannot 
exceed 80 per cent. of the basis consumption. 
The latter was modified at the end of Decem- 
ber, so that the permissive maximum daily 
D. consumption per person residing with the con- 
sumer 18 now 3} hectowatts for a consumer who formerly used 
5 hectowatts; { hectowatts as compared with 7 hectowatte pre- 
viously, 44 hectowatts as against 9 hectowatts, and 5 hectowatts 
as contrasted with 11 hectowatts formerly. In those cases where 
the consumption was over 11 hectowatts the daily consumption 
has been fixed at 5 hectowatts, plus one-sixth of the proportion 
of the basis consumption higher than 11 hectowatts. A variation 
of 10 per cent. is allowed. 


. Inventions for the Admiralty.—The Admiralty has 
issued a notice reminding the public that correspondence on naval 
matters should not be addressed direct to individual members of 
the Roard of Admiralty, but in the case of inventions to the Secre- 
tary. Board of Invention and Research, Victory House. Cockspur 


Street. S.W.. and, in all other cases, to the Secretary of the 
Admiralty. 
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Metropolitan Association of Electric Tramway 
Managers.—A meeting оѓ. {ће members of this Association was 
held at the Municipal and County Club, Whitehall Court. White- 
hall. S.W., on Friday, the 19th inst., when there were present : — 
Messrs. Ullmann (East Ham), chairman, Hammond (M.E.T.). vice- 
chairman, Bruce (L.C.C.), Schofield (Leyton), Harvey (Ilford), 
Slattery (West Ham), Mason (South Met.), Mackinnon (London 
United). and Goodyer (Croydon), hon. sec. Letters notifying in- 
ability to attend were received from Messrs. Stokes (Bexley Heath), 
Williams (Erith). and Murray (Walthamstow). Various matters of 
interest were discussed. 


" Sterling" British Products.—While the Sterling 
Telephone and Electric Co., Ltd., has been busily engaved almost 
from the commencement of the war on work of national inport- 
ance, the fact that until recently it had not been able to shake off 
wholly the tramimels of its earlier associations no doubt detracted 
somewhat from the satisfaction of the management and staff. 
Hence, we suppose. it was felt that the purchase of all the enemy 
shares from the Public Trustee by Sir John Bethell and his friends, 
announced in our last issue. and the chanves in the directorate, 
called for a special celebration. which, in aecordance with British 
custom, took the forin of a dinner, at which the staff and a few 
friends were the guests, about 120 in all, of the chairman and 
directors of the company. Sir John Bethell, Bart., M.P., presided. 
and was supported by Mr. Guy Burney (managing director) and 
Mrs. Burney, Sir Thos. Bethell, Mr. C. S. Syrett, and Mr. L. A. 
McGeoch. 

After the loyal toast had been duly honoured. and the chairman 
had proposed " H.M. Forces" Mr. Burney proposed " The Staff.” 
expressing his cordial appreciation of the magnificent work they 
had aecomplished since the outbreak of war; before that event 
the company employed in all 300 persons--now, at Dagenham 
alone, their workpeople numbered over 1,400. He made special 
mention of the services of Mr. Sherwood, his right-hand man from 
the beginning, 16 years ago; Mr. Bell, with a record of 14 years 
of invention in telephone and signalling systems; and several 
other members of the staff. including ladies, who had 
been with the firm for 8 to 16 years. 
former colleagues were serving with the Forces —all by choice and 
not under compulsion—and happily there had not been one fatal 
casualty among them; their positions were kept open, and they 
would be welcomed on their return. He wished for closer contact 
between the staff and the workpeople, and to that end hoped soon 
to erect a club house near the works, on a site of 54 acres, the 
whole of which would be available for recreation. Mr. Burney 
concluded by urging his hearers to be provident while they were 
prosperous, for, while he had every confidence in the future of the 
company, there might be a period of reaction for which they should 
provide in time. 

In reply, Mr. Sherwood referred to the strong support and 
encouragement received from Mr. Burney by the staff, who had all 
worked together with the greatest goodwill. and Mr. Janes pointed 
out that their success was largely due to Mr. Burney’s gigantic 
efforts to secure contracts and machinery. 

Proposing “The Directors," Mr. Bell referred to their exe^llent 
qualifications for their office, and said they were a board that any 
body of men should be proud to serve. Mr. McGeoch. in reply, 
mentioned that he had for 17 years been associated with Mr. 
Burney, and endorsed a remark of Mr. Bell's that rood material 
and the best workmanship should be the hall-mark of British 
manufactures in the trying times tocome. Mr. W. J. Hammond 
proposed “The Ladies" and Mrs. Parrett, the supervisor of 
the welfare department, responded in an excellent speech. 
in the course of which she paid a tribute to Mrs. Burney as a real 
true friend to all the women workers. 

In proposing the health of the managing director. Mr. F. S. 
Hooker dwelt on the indomitable courage and energy with which 

r. Burney had overcome innumerable difficulties. and had 

brought the company into its present strong position ; his relations 
With the staff had been most cordial, and as a token of their appre- 
ciation of the. way in which he had governed them, they wished 
to present him with & Cromwellian clock and an illuminated 
address. The toast was accorded musical honours, and Mr. Burney 
expressed his heartfelt thanks for these marks of their esteem, 
With which he was highly gratified. Afterwarda reviewing the 
history of the company from its earliest days. he described how in 
1902 he had placed on the market the first successful multiple- 
lever automatic interphone, of which enormous numbers had been 
Sold. The Dagenham works were started in 1910, the whole of the 
staff being British from the commencement ; they were getting on 
Nicely until the outbreak of war put an end to their industrial 
activities. However, large contracts were obtained. which had 
amply compensated for the diminution of their ordinary business. 

Mr. Burney then proposed " The Visitors.” coupling with the 

t the name of his first customer, Alderman Duncan Watson, 
Who, in reply, expressed his continued satisfaction, over a period 
of 17 years, with the eompany’s products; he regarded the 
example of the Sterling Co. as one that should be copied by every 
firm in the country. Mr. S. R. Worley. proposing " Prosperity to 
the Firm,” expressed his admiration of the organisation of the 
Company's works and of the care displayed for the comfort and 
happiness of the employés, and Sir John Bethell, in reply. stated 
that the establishment was the best organised of all that he had 
IM»Dected; only housing accommodation was lacking, and that 
Problem would have to be solved in the near future. The pro- 

gs were enlivened by rn ex:ellent programme of music, 
кес. In spite of the restrictions imposed by war conditions, the 

n was a marked success in every way, and made an admirable 
start for the new régime, 


Many of their | 


Institution and Lecture Notes.--Belfast Engineers’ 
Association. -On Friday evening last. a paper hy Mr. C. G. Major, 
entitled " Electric Lifts on Land and Shipboard.” was read by Mr. 
P. H. Stevens. The paper dealt largely with the mechanical side 
of the subject. Kre marine lifts, the author said that all the 
features of land lifts must be repeated. with additions. The 
pitching and rolling of a ship would demand stronger fixings for 
the winding engine, and this was still more true of all portions at 
the head of the lift well. The guides, in a cross sea, with the cave 
and balance-weight trying to swing as pendulums, would be 
aAubjected to serious cross stresses, and must not only be 
stiffer in action, but more firmly secured. Yet it must be 
remembered that no ship was absolutely rigid in heavy seas, and if 
no flexibility in fixing was provided. something must vo. The 
swinging control cables below the euge were penerally voted a 
nuisanee, but the only alternatives were bare live conductors, as in a 
crane. or a weighted and guided pulley running in the bight of the 
bundle of cables. The first was clearly out of the question. and the 
second broke up the cables and set up dangerous short circuits. 
But if the fittings inside the well were so formed that the free- 
swinging bisht could not cateh beneath them when rising, there need 
be no trouble, All switehes should be made hose-proof. апа the 
motor and controller should be housed on a lower deck and 
properly protected from sea wash. The brake should be mo lified 


во that when free for running, with the ship rolling, the chocks 


should not be able to hammer the wheel. 


Association of Mining Electrical Engineers.—At u meeting of 
the West of Scotland Branch, in Glasgow, on the 20th inst., Mr. 
H. A. M'Gubbie, convener of the Bell Signalling Committee. intro- 
duced a demonstration with mining signals and bells to comply 
with the new regulations set up by the Home Office. Various 
systems of sparkless signalling for underground use were tested 
and exp/ained. including the Davis-Maclonald solenoid bell 
arrangement. a device fitted by the Sterling Telephone Co., the 
Davis-Railing patent relay. which has been introduced by the 
General Electric Co., the " Wigan" bell and relay supplied by 
Messra. Heyes х Co.. and Prof. Thornton's device for testing the 
efficiency of existing bells and relays. At an interval in the pro- 
ceedings, a paper on " Modern Switch and Fuse Gear" was read 
by Mr. Alex. M'Phail (Kilmarnock). 2 


Electric Power and the Output of Boots.—At Nortl:- 
ampton Tribunal. on Tuesday, the Northampton Electric Light and 
Power Co., Ltd., appealed for the exemption of Alfred Hutchings. 
aged 29 (married), an electrician, wireman, and motor inspector, 
passed for Class Bl. and William Trusler. 39 (married), general 
labourer, passed for Class А. А representative of the firm said the 
labourer was employed on the work of the new generating station, 
which was urgently required for the production of electricity for 
industrial purposes. The work was certified Class A. and was being 
carried out with the sanction of the Government. The Chairinan : 
So far as the demand for current for industrial purposes goes. that 
will go down a great deal owing to men being taken fron the boot 
factories. The Representative : It is not making any difference to 
our output. which is going up. Is not the tendency rather to 
replace men by machines. and so increase the demand for power ? 
Mr. Gribble (a member of the Tribunal): That is certainly the 
logical conclusion. The Tribunal pave three months exemption. 
with V.T.C. conditions in each case, and the military representative 
said he would have to appeal from the decision so far as it von- 
cerned Hutchings. í 


New American Electric Passenger Car.—The Milburn 
Wagon Co.. of Toledo, Ohio, has introduced a new type of town 
passenger " electric." which appears to mark a considerable advance 
in this type of vehicle. The car seats four passengers in the 
eneloszed body. and another one with the driver on the driver's seat. 
It has a wheel base of 102 in., and total length of 146 in.: it is 
equipped with a G.E. motor and controller. and wire wheels with 
4-in. tires. The ear speed is from 6 to 25 miles an hour. and the 
travelling radius is 60 to ХО miles with lead batteries (Philadelphia), 
or 70 to 90 miles on Edison batteries. 


Moscow's Proposed New Electrical Station.— Tlie 
responsible agent of the Belgian Central Electrical Station Co.. 
of Moscow. D. P. Rotzoff, has announced in Belgium the refusal of 
the Town Council to return to the company its cash deposit for 
the concession to construct a second electrical station in Moscow. 
The Town Administration. without waiting fora claim from the 


` company, is arranging to turn the deposit over to the town funds. 


and to use the piece of land purchased in the name of the town for 
the construction of a station. It is not believed in the Town 
Administration that the Belgian company will make any claim for 
the return of the deposit. Not only are the hopes of winning such 
claim very small. but there are other obstacles as well. [n order to 
initiate such a claim. it would be necessary to deposit over 50.000 
roubles in legal dues, and the company hardly possesses sufficient 
funds to do tliis. 


Reversal of Rotation of Three-phase Motors.— Under 
certain conditions. when one phase of a three-phase distribution 
system is interrupted, the motors connected to the system may 
bezin to rotate backwards. An instance reported by the 4.7.7. 
occurred on the system supplied by the Hoechst electricity works 
last vear. Owing to the fracture of an insuiator on the occurrence 
of a short-circuit, an oil-switch failel to close oue of the phases, 
and the motors in a number of works started up in the wrong 


direction. | 
' е 
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Volunteer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS.—Headquarters, Balderton Street. Oxford Street.—Orders 
for the week, by Lieut.-Col. C. B. Clay, V.D., Commanding :— 

Monday, January 29th.—Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30—8. 

Tuesday, January 30¢h.—A volunteer fatigue party is required 
to assist the Quartermaster. 

Wednesday, January 3l«t.--Instructional- Class, 6.15. 
Drill, Platoon No. 1. 

Thursday, February lsf.—Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O., 6.30. 

Friduy, February 2nd.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill. 6.25—8.25. 

Saturday, February 3rd.—Commanding Officers’ Parade. 2.45. 
Uniform. 

Sunday, February 4th.—-Entrenching at Otford. 
(S.E. & C. Railway Booking Office), 8.45 a.m. 


(By order), MACLEOD Y EARSLEY. Adjutant, 


Trade Union “ Discipline."—Mr. H. W. Thornton, 
general manager of the Great Eastern Railway. in a recent speech 
spoke of the lack of discipline in British Trade Unionism. Accord- 
ing to the Times, he said it was nothing more or less than a pest. 
" He and his colieayrues had,frequently come to an understanding 
with the representatives of the men on some particular question, 
only to find that when the representatives went back to their con- 
stituents the whole thing was upset. If British Trade Unionism 
was to get on, and was to earn the confidence of employers, it must 
look to ita internal discipline, and see that when & bargain was 
made by the leaders of a Union that bargain was adhered to by all 
the members of the Union as faithfully as it was adhered to by the 
employer." 


Re Cedes Electric Traction, Ltd.—In the Winding-up 
Court, on Wednesday. Mr. Justice Astbury decided to postpone for 
six months an order for the compulsory winding up of this com: 
pany, in order to enable the Board of Trade to decide whether it 
should exercise its powers under the Trading with the Enemy Act. 
The application was made by an English creditor. The winding-up 
order was made last April. It was stated that there were a number 
of unsecured English creditors, but that an enemy creditor now 
claimed a sum which, if admitted as a debt, would swamp the 
assets so far as the English creditors were concerned. 


Prohibited Exports.—4A Supplement to the Board of 


Platoon 


Parade Victoria 


Trade Journal, of January 25th, contains complete lists of articles · 


which, according to the latest information received by the Board of 
Trade, are prohibited to be exported to various destinations from 
the Straits Settlements. Hong-Kong, Niyeria. Gold Coast. Jamaica, 
Barbados, Trinidad and Tobayo, and British Guiana. 


Technical Training for Disabled Sailors and Soldiers.— 
The Education Committee of the L.C.C., referring to the course of 
training to enable sailors and soldiers to quality for employment 
as switchboard or sub-station attendants which has heen established 
at the Northampton Polytechnic Institute, has considered the report 
of the Committee of the Institution of Electrical Engineers on the 
courses, and gives the following figures relating to the work 
accomplished in the three courses which have been held since the 
scheme commenced :— 


First Second Third 

course. course. course. 
(a) No. of applicants for admission ... 22 21 22 
(^) No. commencing the course ET 13 20 18 
(с) No. approved for employment .. 15 14 — 
(d) No. actually placed Qus РЯ 13 12 — 

(e) No. of applications from employer 16 42 over 50 


The differences between the figures given under (c) and (4) are 
due to the fact that even at the end of the training, certain men 
were not ready to discontinue hospital treatment. . 

The inerease in the number of applications from employers. and 
other evidence, such as the reports from employers on the work of 
those who passed through the course, seem to indicate that the 
course has been well planned, and that the men are being enabled 
to earn their own living. 


New American Westinghouse Works.— According to the 
Electrical World, arrangements have been made by the Westing- 
house Electric and Manufacturing Co. to construct a large factory 
on the Delaware River at Essington, Pa., not far from Philadelphia. 
The land has a deep water frontage, and provides sufficient area for 
a factory development several times as large as the East Pittsburg 
works ; it is reported that the new plant will cost between 5 and 7 
million dollars, and employ 15,000 men. 


Appointments Vacant.—Shift engineer, for Colchester 
electricity supply department ; temporary charge engineer (£3), 
for the Borough of Southwark electricity department. See our 
advertisement pages to-day. 


Cornish Tungsten.—Steps have been taken to press on 
the working of the wolframite deposits on the Duchy of Cornwall 
estates at Hingston Down and Kit Hill ; new machinery has been 
erected, and it is understood that good progress has been made. 
Fine lodes of ore have been discovered, and it is the opinion of 
experts that in the future Cornwall will be able to produce a large 
proportion of the wolfram required in this country.—The Times, 


Removing Drilling Tools from Oil and Gas Wells.— 
According to a patent of Walter O. Snelling, of Pittsburg, Pa., drill- 
ing tools which have become broken and jammed in drilling wells 
may be removed by introducing a salt solution, lowering a copper 
bar until it makes contact with the iron drill, and then passing a 
current of 300 to 100 amperes through the electrolyte. The nascent 
oxygen formed corrodes the iron. and this corrosion may be carried 
so far as to completely consume the tools, or only partial corrosion 
may be carried on, when the tools become dislodged and may be 
fished out. — Met. and Chem. Engineering. 


Consular Reform.— The recommendations of the Asso- 
ciation of Chambers of Commerce as to the reform of the Consular 
Service have been heartily endorsed by the affiliated Chambers. 
The Association has received a letter from the Foreign Office 
stating that Lord Robert Cecil is prepared to receive a deputation, 
but suggesting that before a date is fixed the Council should study 
the report recently drawn up by a Foreign Office Committee 
respecting the proper organisation of the Government service of 
commercial intelligence in foreign countries. The Council of the 
Association has now expressed itself in agreement with the broad 
lines of this report.— Daily Telegraph. 

The 7Zimex refers to the matter at some length in its issue of 
January 20th. The report to the Foreign Office is stated to be a 
confidential but very important one ; indeed. so revolutionary is it 
said to be that if the changes that it advises in the Consular Ser- 
vice are adopted. the position will be so altered that all recom- 
mendations will require to be reconsidered as a whole. The 
adoption of a general foreign trade policy is forecasted. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—The General Pur- 
poses Committee of the L.C.C. report having granted leave 
of absence, owing to illness, for six months, if necessary, 
to Mr. А. L. C. FELL, the chief officer of tramways. 

The Willesden Urban District Council has decided, in 
view of the progress of the electricity undertaking and the 
important duties discharged by Mr. ВілкЕ, that his salary, ав 
from April 18 next, be increased from £400 to £500, and 
thence by two annual increments of £50 to £600. 

West Ham Corporation has granted the following increases 
of salary, amongst others, in connection with the working at 
the electricity department, the figures being exclusive of 
war bonuses payable:—Mr. E. Tombs, stores manager, from 
£200 to £220; Mr. J. Layton, senior shift engineer, 70s. Ъ 
week to 75s.; Mr. A. J. Сїйїп, ditto, 67s. 6d. to 72s. 6d.; Mr. 
W. Bridger, ditto, 65s. to 70s.; Mr. W. Spittle, ditto, 62s. 6d. 
to 67s. 6d.; Mr. W. J. Watson, mains foreman, £147 to £160; 
Mr. W. A. Wiggins, electricity collector, from £150 to £165, 
increasing after 12 months to £175. 

Mr. WM. Мил, Glasgow, has been appointed chief assist- 
ant at the Falkirk T.C. electricity works, at £150 per annum. 


General.—Mr. S. E. Bastow, who for the last four years 
has been joint manager of Bruce Peebles_& Co., Ltd., Edin- 
burgh, has accepted the position of chief engineer to British 
Dyes, Ltd. Mr. Bastow’s headquarters will be at Hudders- 
field. Mr. Joan Н. Вохтіха, who for the last four years has 
been joint manager of Bruce Peebles & Co., Ltd., has been 
appointed general manager of the company. 

Mr. ETHELBERT RENDELL has been given & commission as 
Second-Lieutenant in the Tyne Electrical Engineers, R.E. 

Ald. J. P. Smita, J.P., who has been chairman of the 
Barrow Corporation Electricity Committee since its forma- 
tion in 1897, has been admitted to the freedom and livery of 
the City of London in the Feltmakers’ Company. 

Mr. J. B. HaMiLTON, the Leeds city commercial manager 
since 1914, and formerly tramway manager, has been ap- 
pointed Director of Trades Regulations in the Admiralty 
department, now being organised by Mr. Lynden Macassey, 
K.C., for control of labour in shipyards and machine and 
boiler works. All the Leeds Corporation Committees have 
approved Mr. Hamilton's acceptance of the post, condition- 
ally on his being available as necessity may arise. His 
salary will be paid by the Corporation, the Admiralty, as in 
the case of other municipal officials lent, bearing the expenses 
incidental to the appointment. As commercial manager of 
all municipal undertakings at Leeds, Mr. Hamilton has the 
direction of 8,000 workers. | 

Mr. Tuomas F. MavLoR, who before the war was assistant . 
chief inspector at Messrs. Dick, Kerr & Co.'s, Ltd., Preston, 
and who is now chief inspector at a large Government muni- 
tion factory in the Metropolis, has been presented with a gold - 
watch, subscribed for by the employés as a mark of esteem. 


Roll of Honour.—We have received a copy of the latest 
Roll of Honour of Edmundsons' Electricity Corporation, Ltd., 
from which it appears that there are 404 men from the asso- 
ciated undertakings now serving with the Forces. Eighteen 
of the staff eri € b карете ое The D.8.M. 
hss been gai y J. O. ght, of the Frome undertaking ; 
the DOM. by C. W. Saunders, of the Twickenham under- . 
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taking; and the following have won the Military Medal :— - 


V Johnson, of Godalming; J. Polkinghorne, of Hayle; and 
J. Summers, of Hamilton. | 

Lance-Corporal R. TowNGE, Lancashire Fusiliers, previously 
reported missing, and now reported killed, was employed by 
the British Westinghouse Co., at Trafford Park. 

Private J. MCLAUGHLIN, who has been killed in action in 
Mesopotamia, was employed by Messrs. Dick, Kerr & Co., 
Preston. 

Captain Harry RicHARDSON, R.E., has been “mentioned ” 
for distinguished service at the Front. Captain Richardson, 
who is the general manager of the Dundee Corporation elec- 
tricity department, has been at the Front with his unit for 
18 months. 

ALFRED Н. AbAMSON, late sub-station attendant to the 
Poper electricity undertaking, has been awarded the Military 
Medal. 

Private T. MACDONALD, of the Cheshire Regiment. killed in 
action, was at the British Westinghouse Works, Traitord 


ark. 

The Military Cross for gallantry in action has been awarded 
to Captain H. S. Laverack, East Yorkshire Regiment, for- 
merly an engineer at Messrs. Siemens Bros. Dynamo Works 
at Stafford. 

Private E. L. Сокрох, Royal Warwickshire Regiment, who 
has died of wounds received in action, was with Messrs. 
Bullers, Ltd., of Hanley. 

Second-Lieutenant J. E. TowwsENp, R.F.C., who has been 
killed whilst flying at Bristol, was at the Rugby works of the 
British Thomson-Houston Co., Ltd. 


Obituary.—Mn. F. FanQURHAR.—The death has occurred, at 
the age of 39 years, of Mr. Francis Farquhar, manager of the 
BEC department of Messrs. Claud Hamilton, Ltd., Aber- 

een. 

Mr. R. W. Martin.—Mr. Richard W. Martin, electrical 
engineer, of Castle Cary, aged 35 years, was killed whilst 
motor cycling on January 13th. Не collided with the wheel 
of a trap after turning a corner, and he died the next night 
after undergoing an operation. 

Mn. W. Tatuett.—The death has taken place, suddenly, 
at the age of 50, of Mr. Wm. Tallctt, electrician, of Malvern. 
who was for nearly 30 years engaged in the business of 
Messrs. Sparkes & Houlton, Ltd., of Malvern. 


NEW COMPANIES REGISTERED. 


———— —— € —À 


William Taylor (Electric Lamp) Co., Ltd. (145,750).—- 


This company was registered on January llth, with a capital of £300 in £1 
shares, to.carry on the business indicated by the title, The subscribers (with 
one share each) are: W. Taylor, 8, India Street, E.C., electrical engineer; T. 
Berg, 8, India Street, E, C., insurance broker. Private company. W. Tavio- 
is the first permanent director. К gisteved office: R, India Street, E.C. ` 


‘OFFICIAL RETURNS OF ELECTRICAL ` 


COMPANIES. 
Woking Electric Supply Co., Ltd.—Issue on various 
dates from ay 24th, 1914, to May 2nd, 1915, of debentures totalling £2.630 


(£1,200 being conversions), parts of a series of which particulars have already 
been filed. Notice filed January 1th, 1917.) 


Electric Construction Co., ILtd.—Satisfaction of deben- 
ture stock: The whole of the £50,000 4} per cent. redeemable second mort- 
Rage debenture stock secured by trust deed of February 18th, 1899, was 
redeemed by ‘purchase in 1909-10, but resolutions were passed by the board 
to krep the stock alive for purpose of re-issue. By board resolution of Janu- 
агу llth, 1917, the whole of the said stock was cancelled, and the property 
Comprised in the trust deed has been released. 


Burnham & District Electric Supply Co., Ltd.—Deben- 
tures dated January 2nd, 1917, to secure £1,000, charged on the company’s 
НЧ еттакіпь and property, present and future, including uncalled capital. 
Olders; Lloyds Bank, Ltd. 


18 Tyne Electric Steel Foundries, Ltd.—Issuc on December 
3D 1916, of £5.700 debentures, part of a series of which particulars have 
already been filed, 

Ssue of January 12th of 4,500 debentures, part of a series of which 
Particulars have already been filed. 


CITY NOTES. 


The accounts of the Sociélé Gramme 


French show gross profits amounting to £23,000 
Electrical for the year 1915-16, as compared with 
Ompanies. 17.000 in the previous twelve months, 

th and net profits of £10,000 and £4.600 in 
€ two years respectively. It is proposed to pay a dividend 


of £1 2s. ner share, being the same rate as in 1914-15, and to 
Pace £2400 to a war reserve fund. 


The Compagnie Parisienne de l'Air Comprimé reports for 
1915-16 gross profits of £21,000 from the compressed-air busi- 
ness, and interest of £59,000 from investments, as compared 
with £23,000 in the case of the foriner department in 1914-15. 
The net profits amount to £63,000, as in the previous year, 
and the dividend is to be at the rate of £1 4s. per share, as 
in 1914-15. 

The accounts of the Compagnie Générale d'Electricité of 
Paris show gross profits of £199,000 for 1915-16, as compared 
with £162,000 in the previous year. After defraying interest 
charges on loans, &c., the net profits are stated to have 
reached £172,000, including the balance forward, as com- 
pared with £124,000 in 1914-15. The directors recommend 
the payment of a dividend of £2 per share, as against £1 in 
the preceding twelve months. 

The Socicté Industrielle des Téléphones, which owns віх 
manufactories (of which five are situated in the war 
zone), reports gross profits for 1915-16 amounting to 
£260,000, as compared with £117,000 in the preceding year. 
Alter deducting general expenses and interest on loans, the 
net profits are returned at £204,000, as against £73,000 in 
1914-15. The sum of £60,000 has been set aside for depre- 
ciation, as compared with £30,000 in the previous year, and 
£44,000 has been placed to the contingency fund. The recent 
meeting sanctioned the payment of a dividend of £1 4s. per 
share, this comparing with 12s. per share in 1914-15. It was 
then mentioned that the cable steamer Francois Arago had 
been sold, and the ainount of the difference between the book 
as and that realised from the sale hád been devoted to 

epreciation of the works at Calais. 


The Ocster. Brown-Boveri Werke, of 
Vienna, report net profits amounting to 
£32,000 for the year ended on June 30th, 
EE 1916, most of which has been applied to 
the extinction of the loss incurred in 1914-15. It is stated 
that in consequence of the larger turnover, and the increased 
demands made upon the productive capacity, the company 
intends to erect large works on the outskirts of Vienna. The 
necessary funds are to be provided by the augmentation of 
the ordinary share capital from £187,000 to £354,000, which 
issue 1s being taken over by the Austrian Daimler Motor Co. 
At the same time, an agreement of long duration has been 
concluded between the two companies, the association of the 
Motor Co. bringing Baron von Skoda within the scope of 
the electrical industry. The existing capital of the Brown- 
Boveri Co. is held partly by the United Electricity Co., of 
Vienna, and partly by a syndicate composed of the Lower 
Austrian Discount Co., the Pesth Commercial Bank, and the 
Swiss firm of Brown-Boveri. 

The report of the Ver. Elektrizitate Gesellschaft, of Vienna, 
states that the company's works continued to develop in 
1915-16. The manufacturing firms associated with the com- 
pany were fully occupied during the year, and were also now 
eniploved to the limit of their capacity. In the case of the 
electricity supply works, the consumption of energy had in- 
creased everywhere, and the traffic on the tramways had 
also expanded. On the other hand, the prices of raw and 
other materials had risen beyond every expectation. The 
United Glow Lamp & Electricity Co., of Ujpest, in which the 
company was interested, had paid a dividend of 12 per cent. 
for 1915-16, as compared with 8 per cent. in 1914-15, and the 
United Electricity & Machinery Works, of Pest, had again 
been able to distribute 6 per cent. The Austrian Brown- 
Boveri Co. was exceptionally well provided with orders for 
the Army authorities and for private customers. The accounts 
of the Ver. Elek. Ges. indicate net profits of £37,000, as 
against £44,000 in 1914-15. and the dividend is at the rate 
of 7 per cent., as compared with 4 per cent. in the previous 
vear. 


Austrian 
Companies. 


— woe - -—--- m a ~am 


Aluminium Corporation, Ltd.—The Aluminium Corpora- 
tion has deposited a Bill for introduction into Parliament 
next session ''to arrange for the extinction of its partici- 
pating shares." The preamble states that 5,000 of these 
participating shares were issued at the incorporation of the 
company in 1900, and are now entitled to a dividend '' equal 
to eight times the dividend of 7 per cent. payable on each 
£i of the preference stock, and, on & return of assets, to the 
sum of £8 in respect of each participating share." The Bill, 
therefore, proposes to empower the Corporation to increase 
its capital by the creation of £40,000 preference stock, and 
to distribute this stock among the holders of the partici- 
pating shares in the proportion of £8 of the stock for each 
Is. share: The^new preference stock is to rank equally with 
the existing preference stock, and is to be entitled to the 
three years’ cumulative dividend of 7 per cent. now in 
arrear on that stock.—Times. 


Northampton Electric Light & Power Co., Ltd.—The 
new issue of shares has been subscribed for in & manner 
with which the directors are quite satisfied. Applications 
were sent in for 99,935 shares. and these have all been 
allotted. The issue was of 50,000 £1 shares nt par, and 
had the prospectus been sent out a few days earlier, and the 
clash with the War Iwan avoided, there is no doubt that it 
would have been over-subscribed. There will not be the 
slightest difficulty in obtaining the full £50,000. and the new 
works are being pushed forward with the fullest possible 
speed. 
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The New War Loan.—The General Electric Co., Ltd., 
have taken up the new war loan to the extent of £200,000, 
of which £100,000 is new money. 

A number of other well-known electrical and engineering 
concerns appear in the newspaper lists as large subscribers, 
among them being British Insulated & Helsby Cables, Ltd., 
Mather & Platt, Ltd., Automatic Telephone Manufacturing 
Co., Ltd., the Federation of British Industries, &c. 


Brazilian Traction, Light & Power Co., Ltd.—Dividend, 
l per cent. on the ordinary capital stock, payable March Ist. 


STOCKS AND SHARES. 


TUESDAY EVENING. 

The question which continues to engage most discussion in 
the Stock Exchange is whether national interest is served 
by vicarious selling of securities in order that the money 
may be put into the War Loan. This applies to all the 
markets, but particularly those connected with investinent 
stocks and shares. 

Talking the matter over with a well-known member of the 
electric lighting and supply section, he took the view, which 
18 supported by a good many other people in the House, that 
whereas if a holder of shares sells them in the Stock Ex- 
change the buyer probably utilises money which in any case 
would not have been put into the War Loan; and accord- 
ingly the capital which 1s furnished by the realisation of the 
shares is definitely assured of going into the War Loan if 
the seller has made up his mind to apply it in this way. 

The buyer in the Stock Exchange would regard the money 
which he pays for the shares as being part of his capital, and 
therefore to be employed in the business. His surplus funds 
would go into the War Loan, but not his ordinary working 
capital; and it is the latter which he uses for the purchase 
of shares from present holders. The chain of the argument 
has one or two weak links. If this process were carried out 
all round, the logical consequence would be a severe slump 
in all other securities, and an indirect damaging of the credit 
of the War Loan itself by-and-bye. It is further open to the 
objection that it affords too much opportunity to the ever- 
present bargain-hunter. But, on the whole, there is a good 
deal to be said for it; and that proprietors of stocks and 
shares are acting in the manner indicated is seen from the 
за which the course of quotations tends quietly down- 
warda. 

This tendency is noticeable amongst the Home Railway 
„ debenture and other pre-ordinary stocks. Instead of standing 
at levels which return 43 to 5 per cent. on the money, as the 
stocks did just lately, prices have come down to levels at 
which 53 or 53 per cent. is to be derived from the best-class 
issues in this market. The prior-charge stocks of the Under- 


ground Railway companies have not varied much. They had. 


their fall, as a matter of fact, some six weeks ago, and have 
rested at the lower figures then established. 

Busness round the House is quiet, as, indeed, is appro- 
priate, considering the War Loan. Naturally, no attempt is 
being made by the Stock Exchange to advance the claims of 
other securities to the attention of investors. The way is 
being left open for the War Loan, and that alone, unanimous 
effort being directed towards assuring for this the all-round 
success which it can only hope to achieve by a good deal of 
work on the part of those intimately concerned, and a cer- 
tain amount of self-sacrifice on the part of the country 
generally. . | 

In the circumstances, prices are remarkably firm. The 
week started in rather an amusing fashion, in consequence of 
the weather conditions, which brought about failure of the 
electric current on some of the suburban lines. This fur- 
nished glorious excuses for the unpunctual oftice boy, and 
disorganised for an hour or two the arrangements of a good 
many other people. Prices on the whole are steady. There 
1з little business being done in е shares of the Under- 
ground Electric Railways; the 6 per cent. income bonds fell 
4 to 901, and the shilling shares are easier at 6s. Metropolitan 
Surplus Lands dropped to 46, and Central London ordinary 
shed a point. London Electric debenture is 9 down at 67}. 

_ Pending the declaration of the February dividends, there 
is next to nothing in electricity supply shares. The prospects 
of the success of the ''Safety First" campaign do not seem 
to be particularly bright: and so even this little bull point is 
becoming dimmed. Therefore the prices of stocks and shares 
in all the illumination companies are slightly depressed. City 
Lights and County ordinary are 5s. lower. Of the foreign 
shares, Madras gave way to 14s. 

The same quietude is noticeable in the list of manufac- 
turing shares. General Electric preference fell 5s., and Elec- 
tric Constructions remain heavy at 20s. A fall of 27s. 6d. in 
British Aluminium ordinary was brought about by efforts to 
realise on the part of those who had recently bought the 
shares lower down, and wanted to take their profits, pre- 
sumably with the intention of putting the money into the 
War Loan. A little animation occurred in these; otherwise, 
the course of the market has been placid almost to stagnant. 


Talk of a tax upon companies’ profits over 8 per cent. in 
the United States served to bring about some reaction in the 
prices of securities connected with power companies on the 
other side which have been making munitions for this coun- 
try and her allies. It would seem as though the United 
States were taking а leaf out of the book of Mr. McKenna, 
and contemplating a tax on the lines of the excess profits 
duty. So far, bowever, the matter does not seem to have 
got beyond the rumour stage. 

Anglo-American Telegraph rose a point to 94, but the de- 
ferred is a little duller at 224. United River Plate Telephones 
eased off to 608, and except for these insignificant changes 
there is nothing fresh to report in this section. Callenders 
are a little easier at 122, and the other manufacturing shares 
are firm. 

In the foreign group prices remain as they were. A good 
deal of nervousness 1s expressed with regard to the state of 
aflairs in Mexico, and the issues of the various Mexican rail- 
Wavs are very heavy and depressed. The industrials, how- 
ever, are not affected. One man declared that the prices for 
the utility bonds had already. fallen so low that there was 
scarcely any room for them to drop further without losing 
their places altogether. The British Columbia rises are well 
maintained, and .Brazil Tractions revolve around 49, the 
market being strengthened. to some extent by the declaration 
of the usual quarterly dividend of 1 per cent. 

In other parts of the industrial market business has fallen 
oft noticeably. There is still a fair amount being done in 
rubber shares, where prices continue good by reason of the 
price of the raw material clinging closely to Зз. per lb. 
Amongst the metals, the rise in the price of tin attracts more 
attention in that it is bringing orders for the tin companies’ 
shares. But copper Interests are still dull and heavy. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homes ELECTRICITY COMPANIES. 


Dividend Price 
à Jan. 98 Rise ог fall Yield 
1914. 1915. 1917. this week. p.c. 
Brompton Ordinary .. .. 10 10 ei == #2711 0 
Charing Cross Ordinary . 6 6 — 1 2 
do. do, do. 43 Pref.. 43 4$ 81 = 8 18 6 
Chelsea ee • ee ee b 4 8 = 6 18 4 
City of London... m S. 9 8 11 — 1i 765 
do. do. 6 per cent. Pref. 6 6 10 — 600 
County of London 25 iar, 1 1 10 — 1 700 
do. 6 per cent. Pref. 6 6 9 — 6186 
Kensington Ordinary .. . 9 3 — 6 4 6 
London Electric .. sa us 4 8 1 — 610 5 
do. do. 6 per cent. Pret. 6 6 4 — 616 4 
Metropolitan ex ёз Á BÀ 8 3 — 618 4 
. о. 44 per cent. Pret. 4$ 4& 34 — 740 
8t. James' and Pall Mall .. 10 8 e — 618 4 
South London ae oe ee Б 6 9 — 6 19 о 
South Metropolitan Pref. TE. 1 14 — ^1718 
Westminster Ordinary ..  .. 9 7 bg — 6 4 6 
TELEGRAPHS AND TELEPHONES, 
Anglo-Àm. Tel. Pref, .. . 6 6 ` 94 +1 678 
do. Def. eo eo 80/- 88/6 921 x i 6 14 10 
Chile Telephone .. ee ee 8 8 1хӣ — 614 8 
Cuba Sub. Ord. ee ee ee 6 6 8} — 6 8 6 
Eastern Extension as ee q 8 18% — е5 15 4 
Eastern Tel. Ord. "n T 3 8 128 — *6 16 0 
Globe Tel. and T. Ord. .. ae 6 q 191 — *614 8 
do. Pref. ee 6 6 9% — 6 1 6 
Indo-European ee ce eo 18 18 49 — 6 19 8 
Marconi oe ee eo ee 10 10 233 -— B 14 9 
Oriental Telephone Ord. .. 10 10 a — 4 9 0 
United R. Plate Те. .. e, 8 8 = ад 60 9 
West India and Pan. eo ee 1 6d. 1 — 2 4 0 
Western Telegraph ee ee 1 8 19; = be 15 4 
Home Rats, 
Central London, Ord. Assented 4 4 4 22! 0650 
Metropolitan es we T 13 1 994 — Б 
Underground Electric Ordinary Nil Nil 3 — Nil 
do. do, "A" .. Nil Nil 6/- —6d. ` Nil 
do, do, Income 6 ~à. 612 1 
Forrien TaAMS, &0, 
Adelaide Sup. 6 per cent. Pref. 6 6 4H =- 6 1 
Anglo-Arg. Trams, First Pref, 8 = 9 4 
do. 2nd Pref. ee 93 - — 
do. 5 Deb, ee b - 6 644 æ °’ 7 16 0 
Brazil Tractions .. a px 4 4 49 = 8 B 4 
Bombay Electric Pref. .. Ме 6 6 103 — 617 8 
British Columbia Elec. Rly. Pfce. 65 6 62 = 8124 
do, do. Preferred — Nil 44 — Nil 
do. do. Deferred — Nil 884 — Nil 
do. do. Deb. 43 4 64 — 6 19 16 
Mexico Trams 5 рег cent. Bonds — Ni 95 =- Nil 
do. 6 percent, Bonds — Nil — Nil 
Mexican Light Common © Nil Nil 7 — Nil 
do. Pref. .. T NI Nil 16 == Ni 
MANUFACTURING COMPANIES. 
Babcock & Wilcox bs .» 14 16 233 — 6 6 9 
British Aluminium Ord. sà b 1 97 6 —1/- 616 8 
British Insulated Ord. .. oe 15 1 112 ao 7610 
British Westinghouse Pref, .. 7% 1 235 — 611 4 
Callenders.. — ..  .. .. 15 90 13j —à 1700 
do. B Pref. ee ee 6 6 4 ў - 1 6 5 0 
Castner-Kellner ee ee oe 90 29 — 6 12 1 
Edison & Swan, £8 paid ee Nil — — N11 
do. do. fullpaid ., Nil = 1 — Nil 
do. do. 4 percent. Deb, 4 4 61 == 6 10 1 
Electric Construction .. .. 6 Tà A _ воо 
Gen. Elec. Pref...  .. so 6 6 9 — 4 6 6 4 
do. Ord. ec ee ee 10 10 18 -— 3 5 6 
Henley oe ee ce ee 20 95 16 — 3 18 10 
do. 1) Pref. oe ee ee 43 4$ 4 — Б 19 6 
India-Ru ber ee ee ee 10 10 123 — +8 0 0 
Telegraph Con. [IJ ee ee 20 90 B8 - *6 b Q 


* Dividends paid free of income-taz, 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING DECEMBÉR, 


THE official returns of electrical export and import business for the 
last month of the year just ended show a further falling off in 
value of the exports—the decline having set in in October—and a 


considerable appreciation in import values. 


L: The total value of the December exports was £405,921, as com- 
pared with £438,830 in the preceding month ; the only branches of 
business attaining a higher level than in November were machinery, 
battery, and telegraphic exports, while considerably reduced values 
were recorded in telephonic, cable, and lamp exports particalarly. 
The imports total for the month of £246,252 was much in 
excess of the November figure of £198,492, increased values of 
cable, lamps, battery, and telegraphic and telephonic material 
having entered this country, in comparison with November. 


Registered Exports of British and Irish Electrical Goods from the United Kingdem. 


the previous month. 


the November figures 


valuable than India’s. 


Elec- 


1916. 


trical machinery importa were only a trifle in excess of those of 
The re-exports at £13, 104 show a reduction of some £6, 000 on 


Export 2 Руа, with India showed aome improvement, and 
French purchases, though less than in November, were little less 


Practically all the importers into this country increased their 
business during the month, the U.S. more particularly 80. 
Dutch imports reached nearly £28,000 in value, and Japan—the 
newcomer—shows a total'of £17,700. 
It will be noted that nearly £62,000 worth of lamps and parts 
entered this country during the month. 


ENEM к |р еу $4. | 
. 59.1 Зас È B ; Ч Р 2a Sez 
(ha ald tH Lal кН у Шаш. 
Destination of exports and country consigning 15 Р o A "d Я. B СА Ф E a 5 s 
importa, LURIE HU HIEU IE i Hoi: IH! 
$4 2 i 28a] 2233 £ | 3 R$ ЕЦЕ мо 
A p ACR [ja aaj ledge 
| £ ё £ £ £ £ & £ Р) & & 
Russia, Sweden, Norway and Denmark  ... | 2,229 4,8901 580 38 | 607 | 1,826 |36,946| 1,799 118 | 521 848| 3,047 | 53,449 
Netherlands, Java and Dutch Indies _ 512 | 10,466) 826 22 61 140 | 1,096] 445 190 | 324 | 2,625} 217 | 16,954 
Belgian Congo... aa is wee 36 8 23 5 13 wen — 6 Tn 145 20 260 
France ... € si T e. | 2,665 721| 1,332} 236 12 184 |21.308| 6,230 161 43 | 2,195/|11,8360 | 46,753 
Portugal I 5| 2,651) 41) 2327| 5 44] 514]... 386 | ... 112| 3,242 | 7,227 
Spain, Canary Isles and Spanish N. Africa... | 203 210 512| 19 | .. | 1,266 | 5296 23 |. 151]... p ve 792 | 8,471 
Switzerland, Italy and Austria-Hungary ... 791 14... ge i 37 117,446 56 321 : 306| 4,127 | 23,098 
Greece, Roumania, Turkey and Bulgaria ... 316 - 10 23 7 | 3,500 ais 95 aon E 4,079 
Channel Isles, Gibraltar, Malta and Cyprus... 91 426 4 17 66 17 17 18| 400 1.056 
U.S.A., Phili ippines and Cuba 851 is 489 2 14 vs 5,080 fs ee 5 247| 6,237 | 12,925 
Canada and Newfoundland ... "T 133 31| 672| 166 1 535 | 1,789 ue 328 39 | ... 120,266 | 23,966 
British West Indies and British Guiana ЯЯ 109 56 6 |. 10 ids Mn © 20 21 5 299 526 
Mexico and Central America T ЕА 22 252| 116 3b sees 9 36 % Я um 400|  ... 838 
Peru and eines '9 9| 183 9 TE 215| ... 6 14-1 ee 4 149 
Chile 521 690 6| 184 2 19 899|)  ... 88 13 | 1,180 73 | 3,741 
Brazil ... |... 84 363| 459] 253 1 535 763 378 56 26 7| 1,486 | 4,417 
Argentina 704 4,343] 704| 934 448 | 2,203] 235 703 | 104 296 6 | 10,680 
Colombia, Venezuela, Ecuador and Bolivia... 1 109 20 81 e. |1431]... "m 1 : 6 | 1,637 
Egypt, Tunis and Morocco 192 737| 157| 172 9 e. 192,640]... 367 47 49| 407 | 5,070 
British West Africa ... 233 96 7 62 32 sas 567|  ... 6028 7 360} 256 2,548 
Rhodesia, O.R.C. and Transvaal 878 | 1,714] 611] 412] ... 100 | 3,088) 95] 110) 19| 206 6, 7,239 
Cape of Good Hope . "m 122 886] 406| 199 14 305 | 1,665] 179 232 24 | ... | 1427 | 5,459 
Natal ... 1,112 2,268| 428 16 11 333 892| ... 2,236 9 291 8 7,364 
Zanzibar, Brit E Africa, Mauritius & Aden 15 80| 246 55 as 89 476| 1,262 10 5 519] 113 | 2,880 Á 
Azores, Madeira and Portuguese Africa 22 42 21 93 416 | 183| ... 1 1 19| 302 | 1,103 
French African Colonies and Madagascar... 8 52| ... 25 T Qs 26 j wi " "T 111 
Persia ... P "m sie 2 we т RO Sams id. Zh ws E '21 Zl x 43 
China and Siam n C EU avs 615 3,334] 583| 731 .. | 1,368 | 4,064) 235 345 10 27 41 | 11,353 
Japan and Kores a ‚Ж T 1 1 9 9 20 216 | 2,3601 ,500 340 js 216] $663 4,174 
India... T 1,774 | 13,681 4,827) 2,487 55 | 2,574 112,184, 3.554 | 7.335 | 522 228| 710,) 49,931 
Ceylon ... 257 897| 1271 7 73 18 6] 112 103 X és 37 1,708 
Straits Settlements, Fed. Malay States and . 

Sarawak T" 612 7611 719] 374 13 317 778 6 146 s 97| 523 4,346 
Hong Kong «ou.  .. M 279) 54] 87 { ... 375 | 577 450] 145 | 30 14] 08 | 2,556 
West& Australia T" sas — РР 162 330] 182] 332 6 48 204|  ... 16 5 vs 6 1,201 
South Australia oes sx We. ake 37 393] 279 393 wo 524 591] ... 326 4 | 2,100) 167 4,814 
New South Wale — ..  ..  ..  ..]| 1,39 | 5,454 1,112] 1,090 | 10 | 1,180 | 8,534| 2,080 | 918] 49 | 520 7 | 22,093 
Victoria esce se ccc wee | 4001 | 7,162] 2,325] 859 | ... | 626 | 8,273] 1,230] 260 | ... | 2,03] 29 | 26,796 
Queensland T A oes 127 576) 167 Ns А 179 359| ... 329 27. 482) 444 2,850 
Tasmania eee Seg : 196] 113 9 is 1,765]  ... bos 25 a see 2,083 
New Zealand and Fiji Tslands eee | 1,009 5,967) 1,417] 1,186 8 298 | 1,815] 2,198 760 22 | 4,238] 400 | 19,313 

Total, £ |21,899 | 69,904|20,304|11,484 990 14,180 |149,953,21,067 |17,490 |1,913 [19,581]57,516 |405,921 


Registered Imports into the United Kingdom of Electrical Goods from ali Countries. 


Russia, Norway, Ne and ар sae 
Netherlands às 
France ... 
Switzerland 
Italy 
Japan ... e “+ А T 
United States ... ёв т Tm s 
Total, £ 


885 


eos 


1,070 


1,356 | 9,675 |34,088,115,208 


2,302 
1,654 
8,508 
2, 728 


994 


ЭЯ .. | (244 [06.844]... | 2,977 
30 | .. |... 116,473 | 9,677]. ... 90 
162 | 4,787 | 156 |... 3891 796 2 
1,050 | ... | 113 [: 163 | ... 2 5,935 
2,873 | ... Е cage e 
632 |... | 215 | 7,767 | 8.027 
7,838 | 7,930 |1,203 | 6,147 | 5,804 
9,712 [15,590 |1,687 [30,794 


30,741| 3,860 {18,679 134,973 |31,470 


9,847 


338 
dil 
"200 

55,688 


56,137 


15,084 
97,994 
17,436 
19,944 
3,073 
17,711 
151,018 


244,496 


Additional imports.— Spain, carbons, £700. Canada, glow lamps, dut re lamp parts, £25; batteries and accumulators, £639 ; 
110. 


P3 


electrical goods, £ 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above 


TOTAL EXPORTS: £405,921 


the country of origin 


1,604 696 


TOTAL RE-EXPORTS: £13,104 


| 
4,622 | 765 | 1,017 | 2448) un | 334 
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1,618 | 13,104 


TOTAL IMPORTS: £246 252. 


NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing i in adjacent colamns. Imports are credited to the country whence » consigmed which is not necessarily 


9 


parison with pre-war days. 


he gross values of our electrical exports and of the telegraphic 


The re-export business was múch the same as in the previous year 
materials included therein for the five years covered by the curves in 


fig. 1 were as follows :— 


remaining at a reduced level in com 


# : 
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graphic summary showing the trend of British electrical export 


and import business during 1916 and previous years, the curves 
being based on the monthly statistics supplied to this journal by 


the Customs authorities. 


IN accordance with our usual custom, we publish in this issue a 


It is, perhaps, superfluous to write at any length on the factors 
influencing external electrical business during the year—the war 


1913, £432,000 ; 1914. 


ve monthly averages of general business (exclusive of 
£362,000 ; 1915, £323.000 ; and 1916, €404.300. 


1 


The respect 


telegraphic exports) were : 1912, £400,000 ; 
The value of electrical material imported into this country during 


1916, according to our monthly statistics, was £2,736,000, repre- 
senting a monthly average of £228,000. These figures compare 
with a total of £2,646,000 and monthly average of £220,500 in the 
previous year, and show a comparatively small appreciation im value 


, finance, shipping, Xc., 


ulties connected with labour 
referred to in our remarks in January last year, have been con- 


exercises a tighter grip on our industry than it did a year ago, and 
Under the circumstances, there would be every excuse for a 
dwindling export business in electrical goods, but such has not 


siderably accentuated, and, indeed, further handicaps in the shape 


of business restrictions have been added. 
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. The lower export curve (dot-and-dash) is exclusive of telegraphic exports. Value in thousands of £. 
Fig. 1.—CHART SHOWING MONTHLY ELECTRICAL EXPORTS AND IMPORTS DURING THE PAST FIVE YEARS. 
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under the circumstances, the totals being less than those of 1914 
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The re-exports showed comparatively little fluctuation from 
month to month, and only reached a total value of nearly £193,000. 


thus being even smaller in extent than in 1915 
total was £198,000. The monthly averages for the two 


£16,000 and £16,500 respectively. 
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tinued until last May, when an abnormal! total---some £75,000— 
was reached, the values subsequently dropping away to normal at 
the end of the year. 

Throughout the greater part of the year the importation of electric 
lamps and parts reached abnormal values. which show little signg 
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further, the value of cable exported in September reached a total 
of nearly £169,000, being the highest value so far recorded by us. . 
It should be noted that the above cable export figures are exclusive 
of the values of telegraph and telephone cables, which appear in 
their own sections. 
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Жа. 3.—MoNTHLY Imports OF ELECTRICAL MACHINERY, TELEGRAPHIC AND TELEPHONIC MATERIAL AND CABLE, AND 
ELECTRIC LAMPS AND PARTS DURING THE PAST FIVE YEARS. 
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Fig. 8, containing representative curves of value for. machinery, 
and telephone, and lamp importa, shows, as regards the 
first-named, a decided falling off in comparison with the previous 
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of falling off. The following total figures for the last two years 
are of interest :— 


Imports. 1915. 1916. 
Machinery... — .. a.. £1,543,0Q0 £1,080,000 
Telegraph and telephone 

material... Md саа 124,600 368,000 
Lamps and parts ... m 256,600 483.000 


Purchasing Countries and Importers. into the United Kingdom. 


Figs. 4 to 9 deal with another phase of our electrical business, 
which is of considerable interest in view of the widespread effect 
of the war on international trade. In this connection, figs. 4, 5, 
and 6 indicate the course of business in what are normally pro- 
gressive markets for British goods, and it will be noticed that 
while Argentinean business continued to fall off during 1916, and 
electrical exports to Brazil and Canada remained in a depressed 
state, yet trade with India, China, and our Australasian and South 
African Colonies has shown a gratifying revival, the upward ten- 
dency being strongly marked in some cases. 

‘Our export business to Japan, with the exception of one month 
in which some £100,000 worth of telegraphic material was in- 
cluded, on the whole remained lifeless, although reaching a greater 
total due to the above cause than in 1915. 

The position is not an unexpected one, as the Japanese electrical 
manufacturing business has undoubtedly made great strides during 
the last few years ; so much so, indeed, that her name now figures 
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Fic. 6.—ELECTRICAL Exports TO JAPAN, INDIA AND 
CHINA, 1914-16. 


as an importer of electrical material into this country to quite a 
considerable amount. Undoubtedly the most satisfactory branch 
of our electrical export business is that with Australia and New 
Zealand (see fig. 5), which has shown a continuous improve- 
ment on pre-war times despite difficulties in communication. 
The improvement in South African business may, perhaps, be 
traced to the withdrawal of German competition, and no doubt 
progress in China—the country of great expectations—is due to a 
similar cause. It should be noted. however, that Japan in some 
branches of electrical business is beginning to compete in India, 


China, and South Africa, and no doubt the effect will be felt in the. 


next year or two. 
The gross value of our electrical exports to the above-mentioned 
countries for the years 1914, 1915, and 1916 were as follows :— 


1914. .1915. 1916. 
India .. ..  ..  .. £784,000 £557,000 743,000 
Australia and New Zealand... 1,032,000 1,234,000 1,345,000 
Argentina ^...  ..  .. 448,000 279,000 244,000 
South Africa... s.e  — ... 434,000 293,000 476,000 
Canada m TO .. $818,000 112,000 217,000 
Japan... — .. 320,000 128,000 179,000 
Brazil... 176,000 73,000 68,000 
China... 117,000 88,000 166,000 


As pointed out in our remarks a year ago, the war has caused 
a partial redistribution of our electrical export business, and allied 
and neutral European nations account for a much larger propor- 
tion of value than in pre-war days. The figures for French 
purchases from us, for instance, show continuous expansion for the 
last three years, viz. 1914, £150,000 ; 1915, £321,000; and 1916, 
£601,559; it will be noted that, with the latter total, France has 
become one of our very best customers for electrical goods, and it 
is to be hoped that means will be found to permanently secure the 
vzood will of our near neighbours in this branch of trade. 

The Scandinavian group of countries, together with Russia, 
purchased £474,000 worth of electrical material from us during 
1916, as compared with £465,000 worth in 1915, and £253,000 worth 
in 1914, showing that this branch of business has improved, 
though not to the extent of the previous year. 
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LI 

The last set of curves, in fig. 7, deals with the principal countries 
importing into Britain, amongst which the United States has 
occupied the premier position since German overseas business was 
abruptly suspended in August, 1914. 

Although our American cousins sold to us, roughly, 63 per cent. 
of our total purchases of electrical material, recent months have 
shown a falling off in values, and. on the whole year, the total 
of £1,700,000 was less than for 1915 (£1.855,000), though still in 
excess of the best effort of Germany in pre-war days, viz., 
£1,632,000 in 1913. 

From France we received a'smaller value of electrical material, 
viz., £151,000 worth, as compared with £167,000 worth in 1914. 

Belgian business disappeared early in 1915, but Dutch imports— 
mainly in the form of lamps—attained such solid proportions during 
the year, that we have given her a place on the chart, as also 
Japan, for reasons which will be apparent from preceding remarks. 
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FIG. 7.—ELECTRICAL IMPORTS FROM THE UNITED STATES AND 
FRANCE DURING 1914-16 ; FROM HOLLAND AND JAPAN IN 
1916; AND FROM GERMANY AND BELGIUM IN 1914. 


Dutch electrical imports into this country ranked next to those of 
the United States in value, amounting to £337,000 in 1916, as com- 
pared with £153,000 in the previous year, and only £60,000 in 1914. 

Of the Dutch total, lamps and parts account for some £311,000 
in value, or nearly £26,000 a month, as against £10,000 a month in 
1915, and only £1,400 a month before the war. No doubt we are 
engrossed in more vital occupations than lamp making, otherwise 
the situation would be extremely disappointing. 

General.—In concluding our remarks, we can only point out that, 
with the duration of the war still uncertain, and 80 many adverse 
factors present, the prospects of the electrical industry are naturally 
overcast at the moment. 

One may well ask, however, whether in the event of a sudden 
cessation of hostilities, there is any prospect of our electrical 
industry being prepared for the task which may confront it in the 
event of a regrouping of international trade relationships taking 
place. It cannot be denied that an industry which in normal times 
exported material worth six or seven millions sterling annually, 
while at the same time competing material from abroad valued 
at some 2} millions a year was sold almost on its doorsteps, has 
considerable need to set its house in order. 
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TRADE AFTER THE WAR. 


Tue third report of the Special Committee on Trade during 
and after the war, to the Council of the London Chamber of 
Commerce, is divided into four sections. No. 1 deals with 
Commercial and Industrial Organisation generally. Herein 
it is stated that the question of improved methods of business 
after the war naturally involves some possible difference of 
opinion according to the requirements of particular trades, 
industries, or markets, and that so-called '' improvements ” 
are of value only to the extent to which they are practicable, 
and can be best appreciated when existing methods are under- 
stood and explained. There is also a wide distinction between 
the methods employed in the home and ‘overseas markets 
respectively. The Committee affirm their conviction that the 
practical application of measures for the extension of trade 
and industry after the war will be mainly a matter for private 
enterprise. Merchants and manufacturers alike are alive to 
the^need for preparation on business lines, but there are 
certain measures which can only be effective with the dis- 
criminating support of the Government, whose aid, as in the 
past, should, broadly speaking, only be given with regard to 
action which the individual himself is unable to take. Apart 
frgm the question of discriminating tariffs, Government inter- 
vention is only considered desirable within certain defined 
limits. A closer connection between the business community 
through their appointed representatives and the various Gov- 
ernment Departments—co-ordinated as far as possible through 
a Ministry of Commerce—is held to afford the most likely. 
prospect that co-operation between trade interests and the 
Government will be really effective. There is found to be a 
growing tendency to organise collective representation of 
manufacturers or merchants on a co-operative basis through 
the agency of persons, firms, companies, or associations for 
both the overseas and home trade. This plan, which has 
been applied successfully by engineering and other firms, 
affords a means of reducing the expenses of individual action 
and ensuring capable representation, more especially in 
foreign countries. The Committee holds, however, that export 
merchants representing a number of manufacturers in similar 
lines will probably continue, in view of their foreign connec- 
tions and financial standing, to be valuable auxiliaries in. the 
promotion of British trade. There is a necessity іп many 
trades for the larger employment of competent commercial 
representatives to bring goods directly under the notice of 
the retailer or consumer; also the appointment of travelling 
representatives to visit agents where principals theinselves 
are not available. The need for a combination of linguistic 
ability with technical knowledge emphasises the need for the 
study of foreign languages at an early age or concurrently 
with the acquisition of technical knowledge. The require- 
iments of tommon interest to all traders in which State aid 
is desirable relate to:—4A tentative tariff; & Ministry of Com- 
merce and Industry; the improvement of the commercial side 
ot the Consular service; the restriction of the operations of 
enemy traders within the Empire after the war, perhaps by 
continuing in force many of the provisions of the Trading 
with the Enemy and other emergency Acts; the improvement 
of means of transport on land and water, and penalising 
enemy shipping as recognised in the Paris Economic Confer 
ence recommendations; and the co-operation of the State in 
the promotion of a Trade Bank or Banks, to furnish financial 
accommodatron of a special kind to traders doing business 
abroad, not otherwise provided for under the existing system. 
If the foregoing requirements are satisfied, little assistance 
wil be required enabling the adoption of more effective 
voluntary action in regard to:—The printing of trade cata- 
lopues in various foreign languages; the greater use of the 
metric system of weights. measures, and currency ; the estab 
lishment of improved British organisations for obtaining in- 
formation as to the status of foreign clients; and the holding 
of trade exhibitions at home, abroad, and in the Dominions. 
In regard to industrial organisation, the Cómmittee says 
that the vital interesta of the manufacturer in the whole 
scheme of economic progress of the country must be recog- 
nised, whether in relation to the home or the export trade, 
and his claim to special recognition in the matter of tariffs 
and well-directed State aid is indisputable. ''The State must 
clearly play a more active, and even sympathetic, part in 
these problems, without undue interference with the develop- 
ment of private enterprise," but the two must act in com- 
bination if the best results are to be attained. It is con- 
sidered that the principal question which arises in connection 
vith the subject of industrial organisation is the fygure rela- 
onship between employers and employed. The Committee 
quotes Mr. Neville Chamberlain's outline of the wants of 
Capital and Labour as follows:— | 


THE WANTS OF CAPITAL. 


l. That labour should put forth its utmost effort in pro- 
duction. | 


ота there should be reasonable notice of апу change 
ев. 


3. That labour should not be unnecessarily withdrawn. 


THe WANTS OF LABOUR. 


1. A greater share in the distribution of the wealth it 
creates, 


2. Greater regularity of employment. 

3. Improved conditions of life in the factory and the home. 

To these desiderata the Committee add the following re- 
commendations as a basis for negotiation between Capital 
and Labour:— | 

(a) As regards the remuneration of employés the principle 
of payment by results should as far as possible be adopted by 
employers and employed. 

(b) The basis of rates of payment for labour should involve 
such a scale as will ensure for all willing and efficient workers 
a fair and reasonable standard of living. 

(c) The Government should afford opportunities for con- 
sidering the amendment of the Trade Disputes Acts and of 
any provisions of the Factory and Workshop Acts other than 
those relating to the health of the workers. 

(d) Encouragement should be given, as far as possible, to 
profit-sharing and co-partnership agreements, or premium and 
honus systems on lines which have proved beneficial to em- 
ployers and employed in the past, subject to the special condi- 
tions of particular trades, and to the inaintenance of the stan- 
dard rates of wages. 


The Committee views with hope the conferences that have 


taken place between employers and the trade unions, and. 


urges that such should be encouraged. 

In this same section the practical relation of science to 
industry is reviewed. It is believed that the various agencies 
that are now at work on this matter will have far-reaching 
results. Among other points mentioned is the necessity for 
waking the scale of remuneration for trained scientific em- 
ployés such as will encourage students to prepare themselves 
to take part in the industrial campaign of the future. Other 
subsidiary questions mentioned relate to the use of State 
factories for private industrial work after the war, encourage- 
ment of technical education after the statutory school age. 
the amendment of the Patents, &c., Acts, removing restric- 
tions to the adoption of new processes, labour-saving appli- 


ances, and new inventions; the improvement of all kinds of - 


transport, better Government commercial intelligence infor- 
mation respecting competition and new openings, further 
direct. representation of manufacturers in the Dominions, а 
greater sympathy on the part of the Government in regard to 
the promotion and amendment of legislative measures affect- 
ing British industry (especially in relation to conditions of 
labour), and ‘а preference on the part of Government Depart- 
ments and local authorities for goods produced within the 
Eu Empire when needed for the requirements of the 
State.” 

In Section 9 the Committee deals with commercial and 
industrial policy; Section 3 relates to the treatment of enemy 
shipping (the ton for ton policy of the London Chamber of 
Commerce, and the after-war proposals of the British Im- 
perial Council of Commerce); and Section 4 discusses finance 
and insurance. Practically one-half of the publication con- 
sists of a collection of appendices, which include the Paris 
Economie Conference recommendations, extracts from the 
Government Committee report on a Trade Bank. and memor- 
anda relating to a Ministry of Commerce, the Consular Ser. 
vice, Restraint of Enemy Trade, the Registration of Business 
Names Bill, Anglo-Italian trade, &c. 


Russian Electrical Control.—According to the decision 


of the Council of Ministers, the projet de /oi drawn up by the 


Ministry of Trade on the transmission of electricity, has been 
returned to it for the purpose of removing the difference between 
the Ministry of Trade and the Ministry of the Interior. The 
difference consists chiefly of the desire of the Ministry of the 
Interior to subject the control of electrotechnical installations to 
the yeneral police, whilst the Minister of Trade, in'his projet de loi. 
contemplates centralising the whole control of the transmission of 
electric current in the hands of his own officials. As a result of 
mutual consideration, the Minister of the Interior agrees that 
it is possible to revise the projet de loi prepared by him on the police 
control of electrical installations, and to accept almost without 
correction the projet of the Trade Department. Ор the question of 
authorising new electrical installations, the Ministries of the 
Interior and of Trade have introduced a clause in the agreement 
making the authorisation of the electrotechnical installations com- 
pletely independent of the consent of the representatives of the 
Ministry of the Interior. In case of the disapprobation of the 
representatives of this Department in local or central Committees 
re the electrical business, such disagreement is to be decided by the 
Council of Ministers. . 


The Ratho Railway Smash.—Commenting on the 
accident at Ratho, the Edinburgh Erening Dispatch remarks that 
"the smashed train was lit by electricity and not gas, and, as a 
result, there was no danger from fire to the numerous passengers 
who were pinned down, and who oould not be rescued for over an 
hour after the accident. Had the train been equipped with gas. 
there is little doubt that the smash, as was the case at Gretna and 
Hawes Junction, would have been turned into a fierce and terrible 
holocaust, that would have intensified the horrors and casualties of 
the disaster manifold. As it was, the injured were spared that 
awful fate.” 
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IMPORT TRADE OF CEYLON. 


Tue following figures, showing the value of the importe of 
electrical and allied material into Ceylon during 1915, are 
extracted from the recently-issued official statistics. The 
values for the previous year are given for purposes of com- 
parison, and notes added of any increases or decreases :— 


1914. 1915. 
Rupees. Rupees. 


Inc. or dec. 
Rupees. 
Manufactures of copper.— . 
From United Kingdom  ... 30,000 45,000 + 15,000 
» India Ж? я 29,000 20,000  — 


„' Germany  .. s 22,000 — 22.000 
» Other countries 1,000 2,000 + 1,000 
Total xm m 82.000 67,000 — 15,000 

Electrical materials.— 

From United Kingdom 160,000 118,000 — 42,000 
», Germany TA os 5,000 — — 5,000 
,, Other countries ay 16,000 8,000 — 8,000 

Total ...  .. 181000 196000 — 55,000 

Scientific instruments.— 

From United Kingdom  ... 19,000 16000 ~ 3,000 
» India Mp i — 3,000 + 3, 

Total ..  .. 19000 19,000 Es 

Lamps.— - 


From United Kingdom 135,000 62,000 
», Germany е ТР 72,000 13,000 — 
», Other countries - 26,000 
Total ...  ... 233,000 
* Japan Rs. 11,000. 


Machinery, foundry and workshop.— 


From United. Kingdom  .. 651,000 554,000 - 97,000 
„ United States i5 12,000 5,000 — 7,000 
., Other countries ' 2,000 2,000 — 

Total ... 665,000 561,000 – 104,000 

Other machinery, dutiable, not including tea, 

textile, and oil-making.— 

From United Kingdon  ... 41,000 13,000 – 28,000 
» Germany  ..  .. 2,000 — — 2,000 
,, Other countries . .. 3,000 3,000 — 

Total M. "m 46,000 16,000 – 30,000 

Ditto, free.— . 

United Kingdom 696,000 625,000 — 71,000 

ш бошу i des Р 96,000 8000 — 88,000 
" United States ... 50,00 1400 — 36,000 
" Other countries ... 3,000 183,000 + 153,000 

. Total 872,000 880,000 — 42,000 

Telephone materials.— | | | 

From United Kingdom  ... 6,000 11,000 + 5,000 
, Germany EN bn 1,000 — — 1,000 

Total  ... Bd 7,000 1,00 + 4,000 


(N.B.—15 Rupees = £1.) 


* 


Sounding by Electricity.— Experimente have recently 
been made on the banks of the Ohio River with an electric sound- 
ing apparatus, the principle of which is to produce at the bottom 
of the water, by towing a metallic body, a noise which is observed 
with в telephone receiver on board a boat. The plummet consists 
of a hollow cast-iron case about 45 cm. long and 10 cm. in diameter, 
which weighs 18 kg.; it is suspended from an armoured cable, 
containing two insulated conductors, which are connected to a 
microphone fixed inside the plummet and to the receiving appa- 
ratus at the surface. Tests have been made at speeds from 3'2 km. 
to 96 km. per hour. When the boat passes over shallows of clay 
or sand, a characteristic hissing sound is heard, whilst friction on 
rocks or gravel gives rattling sounds. Generally the sounds pro- 
duced are easily audible at the receiver, except when the bottom 
consists of а very fluid mud. The depth is determined by the 
length pf cable run out, and the speed of the boat, which causes 
the cable to assume a slanting position ; these factors being known, 
the depth can be read from tables. The advantage of the method 
is that continuous soundings can be taken in a sheltered position 
and without slackening the speed of the vessel.— Le Génie Ciril. 


NEW PATENTS APPLIED FOR, 1917, 
(NOT YET PUBLISHED). 
Published expressly for this journal by Messrs. W. P. THOMPSON k Co 


Electrical Patent Agents, 985, High Holborn. Lond ; 
Liverpool and Bradford. в п оп, W.C., and ai | 


329. “ Method of controling speed of internal-combustion engines by 


means of electrical ignition." E. H. CAMBRIDGE & G. S. MaccREGOR Janu- 
ary Bth. 


331 “Adjustable resistances and inductances." F. pr Саммавт р' НАМА 

January 8th. я ` 
362. '' Electric heating devices,"  Birrtsu Tuosmson-Houston Co 

Electric Co., U.S.A.). January Bth. TENE 


363. '' Electric arc devices." Р К. Devers. no th. 
March 26th, 1916.) January 8th. (U.S.A, 


* IT] Ы Н Н , 

368. Apparatus for electric lighting." Sir W. G. AÁRMSTRONC, \Унїт- 
WORTH & Co. AND A. S. CHEETHAM. January 8th, 

‚490. “ Automatic or wireless steering control." W. б. рв F. GARLAND AND 
C. TuckrigLD. January 9th. 

414. ''Electric starting devices for internal-combustion engines." V. A, 
Trek. January 9th. 

426. “ Electric switches.” Н. Garner. January 8th. 

436. “© Induction coils or transformers," M. A. Conn. January 96. 


498. ''High-frequency alternators. J. BETHENOD & F. GiRmARDEAU. Janu- 
ary 9th. (France, August 10th, 1915.) 


449. ''Stators of electric generators." J. Betnenon & E. GIRARDEAU. 
Jaruary 9th. (France, August 10th, 1915.) | 


452. '' Mechanical circuit-breaker for electrically-heated water apparatus.” 
D. Warts. January 10th. 


467. “ Process of cleaning ignition plugs of internal-combustioa engines." 
S. Coorer & M. J. Varley. January 10th, 


468. “Sparking plugs for internal-combustion engines." C. Hurst, Lro., 
A. M. Parron & R. F. Spiler. January 10th. 


waa " Electrically-heated wearing apparel, &c." J. W. JkwKiws. January 
th. 


488. ''Telegraph and telephone apparatus," INTERNATIONAL RL8crR Co. 
& H. E. К. Roose. January 10th, 


502. “ Electric controllers." — Bgtrrisu  TitoMsoN-HousroN Co. (General 
Electric Co., U.S.A.). January 10th. 


528. “ Electric welding machines." T. E. Murray & Н. R. Wooorow. 
January 10th. (U.S.A., March 8th, 1916.) 


538. “ Apparatus for electric welding." J. CRICHTON. January 11th. 
555. “ Telegraphic printers," Е. E. KLEINSCHMIDT. January Ф. 
560. '' Electric lampholders." W., EwcELKE. January llth. 

564. '' Pocket lamp or torch." С. West. January 11th. 

565. ''Controller for electric time signals." M. E. Puch. January 11th 


966. “ Bearings for instruments." British’ THomson-Houston Co. (Сепе- 
ral Electric Co., U.S.A.). January 11th. 


577. “ Electrical signalling or indicating apparatus for indicating at a 
distance numerical data." Е. A. Сканлм. January 11th. 


578. '' Electrical apparatus for transmitting and indicating orders, numerical 
data, &c." E. A. Granam. January llth. 


579. '' Mine-door operating apparatus." W. M. HUMMRL. January 11th. 
rie " Clutch mechanism for electric cranes." W. 5, HUBBARD. January 

th. ` 
. 609. “Ignition plugs.” W. A. Crark, H. G. Loncrorb, W. W. Lowc- 
FORD & Ѕриімх MaNurACTURING Co. January 12th. 

614. '' Electric warehouse crane." W. Srencer. January 121h. 

619. “Ignition chamber of two-cylinder and multi-cylinder internal-com- 
me) engines." J. С. SaNpwaLL. January 12th. (Sweden, February 10th, 
1916. 

625. “Signalling device." Western Execrric Co. January 18th. 

634. '' Device for obtaining non-alternating currents of maximum tension 
by the aid of three-phase or polyphase electromotive forces of low tension 
with one single-induction coil." Е. Batzarini. January 12th. 

640. “ Overload circuii breakers.” іскамс EL&cTRIC Co. (Cutter-Hamm:: 
Manufacturing Co., U.S.A.). January 12th. 

686. “ Magnetic material." А. F. Berry. January 183th. 

91. *' Casings for telephone receivers." H. W. Dover. January 13th. 

635. '' Device for reversal of primary current and for periodic communica- 
tion of secondary circuit, to improve working of induction coil." Е. Raiza- 
RINI. January 13th. 


PUBLISHED SPECIFICATIONS. 


2915. : 
17,781. ArraARATUS FOR RENDERING Water RabDio ACTIVE. L. Pagliani. 
December 90th. 
18,115. ALLọy ron Arc Wzrpisc. D. Н. Wilson & S. M. Redgers. De- 
cember 29th. (June 16th, 1915.) 


——— 2 _ — — 


1916. 

622. Evecrkic CicaR-LIGHTING. Outrir, R. К, Hearn. January 14%, 1916. 
[102,749.] 

892. PRopucrioN or Harp CowrosrrioN FRON FognMALDEHYDE ANB PHENOLS 
WITH CARBOHYDRATES, ALBUMINOUS MATERIALS, AND TaNNINS. K. Tarassofl. 
January 19th, 1916. [102,751] 

1,620. Means оғ EQquaLisiNG OR Balancing ELECTRIC CURRENTS APPLICABLE 
TO Rotary Converters. А. Н. Railing & C. C. Garrard. February 3rd, 
1916. (Addition to 11,905/13.) [102,757.] 

2,405. ELrcrRIC Switcnzs. С. W. Gray. August 15th, 1916. (183,766.] 

2,582. @Dynamo-giectric Macuines. К. V. Morse. February Sst, 4916. 
[102,768.] 

4,342. Exvectric Licut RerLecrors. M. J. Railing & C. H. Pitman. March 
23rd, 1916. [102,772.] | 

4,959. ELrEcrRIC. Means FOR Propucinc Musical Notes. L. de Forest. 
April 24th, 1915. [100,358.) 

6,962. INTER-COMMUNICATION TELEPHONE System. J. W. Dungey & C. B. 
Kersting. May 16th, 1916. [102,786.} 

7,040. RaiLway VgHicLE CONTROLLING Systems. W. B. Murray. May 17th, 
1916 = [102,787.} 

9,032. Exectric Recays. W. К. Sykes Interlocking Signal Ce. & R. w. 
Tarrant. June 27th, 1916. [102,793.] i: . 

. SWITCH-OPBRATING MECHANISM FOR USE WITH TRANSFORMERS AN® OTHER 
pen peus W. Barraclough. June 29th, 1916. [102,794] 


13,445. Raunwav SicNaLLING Apparatus. N. D. nare & W. H. Dyson. 


Janvary 4th, 1916. (Divided application on 142/16.) [102,808] 
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` DEPRECIATION, 


Ir will not be gainsaid that when Mr. F. Gill and Mr. 
W. W. Cook tackled the thorny question of depre- 
ciation of engineering plant, with a view to provid- 
ing a rational basis of agreement between engineers, 
accountants, and financiers, they displayed an 
altruistic courage worthy of the highest praise. 
Moreover, they set about the undertaking in a 
manner which commands attention and respect, 
whether one agrees with their conclusions or not, 
and they have been rewarded by discussions which, 
if they reveal the most varied views upon the sub- 
ject of the paper, at any rate bear witness to the 
keen interest which it arouses in the minds of those 
to whom the paper was addressed. The curious 
difference of opinion displayed, for instance, between 
the speakers at Birmingham and those at Edinburgh 
needs some explanation; on the other hand, in York- 
shire “ honours were even," and in London the 
feeling was distinctly in favour of the authors’ 
views. 

In approaching this question from an impartial 
point of view, it should be borne in mind that it is 
hedged about by a host of divergent and incompa- 
tible considerations, some of which, indeed, are 
wholly irrelevant from a scientific standpoint, but 
yet exert a controlling influence upon the views of 
those responsible for decisions. As one speaker 
remarked at Leeds, expediency only too often over- . 
rides all theoretical arguments. One factor, to the 
admission of which Mr. Cook strongly demurred, 
is the presence or absence of net profits out of 
which:a due amount can be set aside as a provision 
for depreciation. Again, in the case of municipal 
trading undertakings,. the question whether the 
sinking fund (which must be provided) truly repre- 
sents depreciation or should be supplemented by 
further provision is an old bone of contention; and 
when the affairs of a company are under considera- 
tion, solicitude for the shareholders' dividends, and. 
in the case of a supply or tramway company, the 
liabiljty to purchase of the undertaking by the local 
authority, have also to be reckoned with. Add to 
these factors the accountants’ expressed aversion to 
'" complicated book-keeping " and the difficulty 
which they experience in explaining to business men 
(is not the adjective misapplied?) any method but 
the “straight-line system," the impossibility of 
prcphesying the duration of the economic life of 
an item of plant, the instability of all human. affairs 
such as market prices, taxation, and interest on 
loans, not to mention wars and earthquakes, and it 
will be seen that the subject by no means lends 
itself to exact and rigorous analysis. 
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The authors necessarily took account onlv of those 
factors which could be regarded as strictly relevant 


to the subject from the point of view of what, -with- 
out disparagement, we may call pure theory; the 
science of psychology is still far from the stage at 
which measurement is possible, and many of the 
obtrusive extraneous considerations to which we 
have referred will be seen to lie within its sphere, 
whilst others are on the knees of the gods. In the 
case on which the authors based their argument, 
no doubt the best possible means must be employed 
t» form a reasonable estimate as to the amount of 
the annual charges upon the plant that is to be in- 
stalled, especially when widely different alternatives 
present themselves, such as the choice between 
steam and gas power, or between manual and auto- 
matic telephone switchboards; but once the plant is 
put in operation, we cannot avoid the conclusion 
that the conduct of the business, and the decision as 
to the proper rate and system of depreciation to 


adopt, must be allowed to depend very largely upon 
the circumstances of the moment when the annual 
revision of accounts takes place. No matter what 
agreement may be reached on theoretical grounds. 
that is fairly certain to be the actual course adopted 
in practice. | 

The subject is of peculiar interest at the present 
time, when the question of purchase of the Metro- 


politan supply companies is looming in the not 
distant future, and the present owners are perforce 
called upon to have regard to the value that will 
be placed upon their property, especially in the not 
unlikely event of purchase before the expiry of the 
statutory period. Under these conditions, that part 
оё the paper in which the authors deal with “ the 
value of the plant in place” will be of particular 
interest to them, but whether they will feel it to 
their advantage to adopt the method of valuation 
recommended by the authors is somewhat question- 
able. Moreover, another question here arises—out- 
side the scope of the paper, but of material import- 
arce, nevertheless—namely, the value of the plant 
expressed in terms of the price that it would fetch on 
its merits in the open market, which would not neces- 
sarily bear any definite relation to the value at which 
it might stand in the books of the company, as depre- 
tiated. In this connection, it.is impossible to ignore 
the fluctuations in value that have been, and may be, 
induced by war conditions, and here, again, no pro- 
cess of analysis avails to take account of all'the 
relevant considerations. The solution will be arrived 
at by the judicial estimate, otherwise the glorified 
guesswork, of the arbitrator in the light of rival 
and highly divergent claims. The authors take no 
account of goodwill in connection, with deprecia- 
tion, nor could they be expected to do so, though 
Mr. Selvey introduced it at Leeds; but it is, never- 
theless, a factor that will provide abundant scope 
for forensic eloquence and: bills of costs unless the 
purchase is deferred to the statutory limit. 

Not only is the method of allotting depreciation a 
contentious problem; the question of maintenance 
is also one that affords much scope for discussion. 
The precise point where the line should be drawn 
between repairs and renewals, and the question 
whether to charge such items to maintenance or to 
renewals, are proper and prolific subjects for debate. 
But we have not space to enter upon this wide field. 
In conclusion, we venture to put forward once more 
a counsel which is no stranger to our columns, 
namely, no matter what system of depreciation is 
adopted, the management will do well to build up, 
as soon as possible, a substantial reserve fund. 
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Until this is done, no municipal trading department 
should be depleted of its profits in order to relieve 
the rates, and no company should declare large divi- 


` dends for the sake of indicating a prosperity which 


in the light of subsequent developments may prowe 
illusory. 


THE report on this subject, ot 
High-Speed which we commence an abstract on 
Telegraphy. another page, while it suffers from 
the fact that the outbreak of war 
brought the elaborate experimental investigations 
which had been contemplated to a sudden stand- 
still, nevertheless marks an epoch in the his- 
tory of the evolution of high-speed telegraphy 
in this country. 
late ourselves on the leading position occupied 
by the British Post Office and British inventors is 
the development of this interesting branch of the 
science of long-distance communication, a position 
to which New Zealand has contributed in no small 
ineasure, for several of the most useful and success- 
ful devices have been invented by $ons of that pro- 
gressive Dominion—Messrs. John Gell and Donald 
Murray. The latter in particular has laboured in- 
cessantly in this field, and has evolved a remarkable 
series of apparatus, besides focusing public attem- 
tion upon the subject by his able writings. 

The complexity and almost infinite variety of the 
inventions which have been developed in the hope 
of solving the problems of high-speed telegraphy 
were abundantly illustrated in the' classic paper read 
by Mr. H. H. Harrison before the Institution of 
Electrical Engineers last year, and it is interesting 
to note that both he and Mr. Murray have recently 
joined forces with Messrs. Creed, Bille & Co., who 
also stand in the front rank in this connection, and 
will, without doubt, give a good account of them. 
selves thus reinforced in the future. 

The Committee's report, without excessive tech- 
nical detail, tersely outlines the purpose and char- 
acter of each of the devices that have been tested 
or put forward, and constitutes an able summary of 
the present position. It is made clear that the 
requirements of the British telegraphic service 
should be closely studied by inventors before they 
devote their brains to the task of complying with 
them, for the conditions are by no means simple or 
obvious. But for the transfer of many of the tele- 
graph lines to the trunk telephone service, it appears 
that there would have been no special need of high- 
speed apparatus other than the classic Wheatstone. 
Even under the conditions thus set up, not every 
high-speed system is applicable to the traffic require- 
ments, one of the most pressing of which is the 
necessity of a ready means of communication be- 
tween the terminal operators, for the purpose uf 
making corrections, &c. Again, the organisation of 
the traffic presents special'problems which would 
not naturally suggest themselves to the mind of the 
casual observer. Hence it is that, after mature 
deliberation, the Committee arrives at the extremely 
important conclusion that ''systems on the multi- 


. plex principle are definitely superior to the auto. 


matic high-speed systems on'the large majority of 
main circuits for ordinary inland commercial tele- 
graph work." Thus, "at one fell swoop,” are 
swept aside so many ingenious instruments, the 
fruit of untold pains and lavish outlay. This is the 
outstanding feature of the report. which goes on to 
give the palm to the Western Electric Co.'s system, 
but keeps the door open for others. We believe 
that Mr. Murray's pioneer work deserves a con- 
siderable measure of credit in this connection, but, 
above all, we must not omit to pay homage to the 
memory of the French inventor, who is entitled to 
rank with our illustrious Wheatstone—namelv, th^ 
originator of the five-unit alphabet and of the 
modern multiplex system, Baudot. 


~ 


Incidentally, we may congratu- , 
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THE PIRELLI-GENERAL CABLE WORKS. 


ALTHOUGH the new cable factory of the Pirelli-General Cable 
Works, Ltd., at Southampton, has been in operation for 
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CABLE-STRANDING MACHINES, 


some two years, it was not until last 
month, owing to ‘the exigencies of 
фе war and the pressure of work, 
that an official description of the 
plant was issued by the company. 
From the excellent brochure which 
we have now received, we have 
extracted the following particulars, 
which, while not pretending to present 
an adequate account of the establish- 
ment, may serve, at any rate, to indicate 
ihe nature and scope of the works. 
The company was formed jointly by 
the Italian firm of Pirelli & Co. and 
the General Electric Co., Ltd., of Great 
Britain, both concerns of world-wide 
reputation, and combining commercial | 
experience with technical ability of the 
highest order. Hence the cable works 
had the advantage of starting with the 
support of a huge organisation and vast 
resources, which guaranteed to 16 
success from the very commencement. 
Moreover, it was set in operation at 
a time when the national emergency 
ealled for the employment of every 
possible instrument of production, and 
has thus been enabled to carry out 
important contracts for Government 
departments ; at the same time, the 
eircumstances under which it was In- 
augurated rendered it impossible to 
signalise the event in the usual manner, 
and consequently operations were quietly 
commenced without any public function. 
The firm of Pirelli & Co., which 
has been established for over 40 years, 
possesses factories at Milan and Spezia 
in Italy, and at Barcelona in Spain, 
and employs at Milan alone over 6,000 
workers ; owing to its progressive cha- 
racter and the excellence of ite research 
department, it has long held a position 
in the front rank of cable manufac- 
turers. The General Electric Co., Ltd., 
oneof the largest firmsof electrical manu- 
facturers in the British Empire, needs 
no introduction to our readers, with 
whom its name is a “ household word." 
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The whole of the plant being entirely new, the works 
enjoyed the advantage of starting on the most up-to-date 
lines and with the most efficient types of machinery through- 
out. The lay-out of the plant is also planned with an eye 
to the most economical production. A private pier gives 
access to the site by water, and is equipped with a 10-ton 
electric crane, while an overhead monorail system with 
electrical propulsion affords facilities for transporting loads 
up to 7 tons in weight to any part of the works. The main 
building is of two storeys, to which others can be added if 
necessary— but only one-third of the area owned by the 
company is at present covered, so that there is ample room 
for extensions. The shops are well lighted and ventilated. 
The heavy machinery is mounted on the ground floor, 
where the rubber washing, cleaning, and calendering 
plant, the stranding and covering machines, the vulcanising 
and testing tanks, lead presses, and stores are situated. All 
the machinery is driven by “ Witton " motors, which derive 
their power from the Southampton Corporation mains. A 
boiler house supplies steam for the cable-heating and drying 
chambers, and two gas producers provide for the heating of 
the lead furnaces. The works are lighted with Osram and 
Osram- Atmos lamps. | 

The cable machinery is capable of laying up as many ак 
450 wires in one cable, and can deal with cables up to 
1,500 во. mm. section. Both rubber and paper insulation 
is employed, the latter type of cable being lead-sheathed. 
Wire and tape armour is also provided when required. 

The testing rooms are of exceptional excellence, being 
equipped with apparatus for investigating the properties of 
all the materials used in cable manufacture, and test 
pressures up to 300,000 volts a.c. are available, the 
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current being generated by a “ Witton” alternator and 
transformed up. An electrostatic voltmeter of the Jona 
type, with a maximum range of 200,000 volts, and trans- 
formers giving various test pressures, are provided. 

On the upper floor machines are installed for the manu- 
facture of the smaller wires and cables for electric lighting, 
telegraphs and telephones, bells, &c., and afford employment 
for female labour, which in the past has had little scope in 


CABLE-TESTING TANKS, 


Southampton. Other departments include offices, stores, 
repair shops, &c., the last-mentioned being equipped with 
heavy machine tools capable of making the new machinery 
for future extensions to the works. We give herewith 
some views of the cable shops, to illustrate the character of 
the equipment, which we hope at some future date to 
‘describe more fully, and conclude with an expression of 
our best wishes for the success of the factory in the strenuous 
times to come. | 


SOME CONSIDERATIONS 
AFFECTING THE USE OF ELECTRICITY 
IN AGRICULTURE. 


(Concluded from page 89.) 
IT is, of course, well known that our near neighbour France 
has for many years carefully fostered her agricultural 
. resources, and, amongst other matters which have occupied 
attention in official circles, is the possibility of extending 
the use of electricity for agricultural purposes, largely with 
a view to helping out the scarcity of labour after the war. 
A good deal has already been done in this direction by the 
enterprise of French electric power companies, by the 


co-operative action of French farmers, and by a valuable 


measure of Government assistance. 

In France there are extensive distribution networks, and 
electrical energy can be purchased cheaply enough on the 
. line of transmi&sion, but the problem there (as elsewhere) is 
to supply the farms situated at some distance from the 
transmission routes. Solely from the point of view of cost, 
it is impossible for the supply company to serve such con- 
sumers as individuals, but the difficulty has been overcome 
by a number of agriculturists co-operating in the provision 
of a distribution system, and, if necessary, of a generating 
station to supply it. 


ГА 


It was to facilitate the realisation of such co-operative ` 


schemes that the French system of collective agricultural 
«redit was first established, and there seems to be no doubt 
that this system will play a very important part in future, 
and not only in France. Mutual agricultural credit was 
organised in France by the Act of November 5th, 1894, 
which created district banks for agricultural credit. It 
was laid down that the capital of these banks could only be 
found by subscription from members of agricultural 


syndicates, and one of the objects of the district banks was 
to make advances to the local banks of the syndicates. 
This excellent preliminary to the solution of the financial 
difficulties which are at the back of so many agricultural 
problems was followed by another law (March 31st, 1899), 
which placed an advance of £1,600,000 from the Banque 
de France at the disposal of the Government for application 
to loans (free of interest) to the district banks, in order that 
these in turn might render more effec- 
tive assistance to the local societies. 
Still later, the law of September 29th, 
1906, organised long-term agricultural 
credit, and authorised the Government 
to draw on the funds up to £1,600,000, 
and remit sums to the district banks, 
free of charge, for the benefit of agri- 
cultural co-operative societies seeking 
loans for approved purposes. Societies 
thus financed are required to repay the 
district banks by annual instalments 
over periods up to 25 years. Qut- 
standing principal is subject only to 
2 per cent. interest per annum. Ad- 
vances to the local society in respect of 
agricultural operations or the purchase 
‘and installation of machinery, &c., are 
, made ne the district bank as the work 
proceeds. The total amount of the 
advances may not exceed twice the 
capital subscribed by the society to the 
local bank, and the capital iteelf is 
made up of shares, of which every 
member must purchase at least one. The shares bear 
interest at not more than 4 per cent. 

Societies desirous, or formed with the sole object of 
establishing a central station to serve a group of farmers, 
or of purchasing energy in bulk from a power company, are 
admitted to the full benefits of the scheme of financial 
assistance outlined above, and are thus relieved of the 
immediate capital expenditure. Naturally, the socicties 
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have to pay, in the long run, the same amount 
(plus interest) as they would have to pay for a central 
station, or for a feeder and sub-station, if they paid 
outright in the first instance. This means that the cost 
per unit for electrical energy is relatively higher until the 
capital debt is discharged, but the burden of the latter is . 
distributed over anything up to 25 years. The price per 
unit is at first such that the annual receipts provide for 
interest and, depreciation on the loan, costs of working and 
maintenance, and, in addition, the accumulation of a reason- 
able reserve fund. After the loan is repaid, the price, per 
unit naturally decreases very considerably. If the receipts 
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show a surplus, after making the above provisions, it is 
divided between consumers (who must all be members of 
the society), in proportion to their consumption. 

There is no limit to the number of district banks which 
may be established, and at the.end of 1913 there were 98 
distributed all over France, so that co-operative agricultural 
societies could be founded and operated anywhere. 

It cannot be too strongly emphasised that the obstacles 
in the way of really general utilisation of electricity in 
agriculture are those of finance and those ef conservatism. 
The manufacturers can supply electrical equipment suitable 
for every farm need*, and agriculturists could, if necessary, 
obtain electrical equipment on easy terms by the co-operative 
society system, especially the larger electric motors (as needed 
for ploughing, threshing, &c.), which can only be used 
economically on a co-operative basis. At the back of such 
co-operative societies must be agricultural banks, with a 
measure of State support. Granted the organisation for 
financing co-operative societies there still remains the task 
of persuading agriculturalists to form them, and it will fall 
upon central station engineers and electrical manufacturers 
to boost the advantages of electric power in agriculture just 
as they do in its other industrial applications. In this special 
application, however, they might go further, not only 
overcoming the conservatism of farmers, but showing them 
how the financial problem may be solved by co-operation, 
and even assisting in securing the necessary organisation 
and Government support for co-operation. 

[t may be of interest to give a few particulars concerning 
a French limited liability co-operative society in the Roisel 
(Somme) sector, which has as its object the supply of elec- 
tricity for agricultural purposes, or, more specifically, ite 
object is “ to facilitate agricultural operations by supplying 
electricity for all purposes,” and, with this end in view, 
the society makes contracts and loans to secure the proper 
installation and use of apparatus for its members. The 
society has members in 86 communes, and is established, in 
the first place, for a period of 20 years. The original. 
capital was £8,000, in 2,000 shares of £4 each, and this 
van be increased by decision of a general meeting, or it may 
be reduced (by not more than 10 per cent.) by calling in 
shares. | : 

Rach member must hold at least one share, £1 being paid on 
application and the remainder as and when demanded. Each share 
is indivisible, will not be redeemed at & premium, and will not bear 
more than 4 per cent. interest. A certain proportion of all fresh 
capital issued is reserved to old shareholders, thé admission of 
new members is controlled, and any member may retire, or he 
may be expelled for a sufficient reason, so long as the capital is 
not reduced more than 10 per cent. by such action. Until all State 
loans have been repaid, the capital may not be reduced below that 
on which the loans were granted. Members retiring or expelled 
are bought out by the society (at not more than par), but they are 
still liable, to the amount of their former shares, for debts con- 
tracted by the society during their membership. 

The administrative council of the society comprises nine members, 
each of whom holds at least 10 shares during his whole term of 
office, these shares being inalienable and deposited in the society's 
bank as a guarantee. The normal period of office is three years. 
The council is given full control over affairs of the society and, 
intor alia, it fixes the price of current and the conditions of supply 
once a year. Any or all of the powers of the council may be dele- 
gated by it to a working committee of three members. A technical 
director (possibly not belonging to the society) may be appointed 
to work under the council. In general meetings, five shares (£20) 
counts as one vote, but no member may exercise more than 
10 votes. Consent of a general meeting is necessary in the case of 
proposed deals involving £4,000 or more, and in the case of work 
proposed to be done at a cost of £800 or more to the society. A. 
veluable opportunity of furthering the aims and interest of the 
society is afforded by the annual meeting, for which one delegate is 
nominated from each commune. As regards the distribution of 
profits, any surplus after paying redemption and working expenses 
ia taxed 5 per cent. to provide the statutory reserve; then 4 per 
cent. interest is paid to shareholders, and 10 per cent. of any sur- 
plus still remaining is placed to supplementary reserve, the balance 
being divided amongst shareholders. The reserve funds are not 
repayable to members under any circumstances; in case of liquid- 
ation any balance from reserve is fo be applied to encouraging 


agrioultural co-operation, or to.other works of agricultural 
amelioration. 


~ 


* Many of the existing standard agricultural machines operate 
at too low speed for efficient electric driving. This is, of course, 
due to these machines having been developed for hand operation 
or for elow-speed belt driving, and there is no reason why modified 
machines should not be built for direct coupling to high or medium- 
speed electrio motors. Co-operation is required between electrical 
menufacturers and makers of agricultural machinery. 


The constitution and aims of this society form a very 
good example of the businesslike yet sympathetic lines on 
which such a scheme must be operated if it is to succeed. 
Not the least pleaeing feature of the society's statutes is 
the provision whereby non-members may have two lamps 
on practically the same terms as members. This rule 
reserves the benefit of wholesale electric lighting and 
of electric power to the members, without denying to 
“outsiders” the great convenience which even a couple of 
filament lamps may bring. 

In concluding these remarks we may draw attention to 
two further matters which may have a considerable influence 
on the future development of rural electricity supply, viz., 
ploughing and transport. As most of us are aware, a revo- 
lution on a small scale is occurring in connection with 
ploughing—the oil tractor and plough which so many 
people scoffed at a few years back has, owing to war-labour 
conditions, been forced into use, and it is said that over a 
100 firms are building suitable engines for ploughing pur- 
poses. "This is a development which may as easily react in 


^ favour as against electric ploughing, if we choose to develop 


agricultural electricity supply on an extended scale. Given 
a shortage of labour, the farmer must adopt mechanically- 
driven ploughing and cultivating appliances, and that type 
which requires the least labour and least costly fuel, and is 
inexpensive in upkeep and most simple in operation, should 
appeal most strongly to him. | 
_ Of the three “ power” systems in use, viz., the “ cable," 
the “tractor” and the self-contained motor plough, we 
know from Continental and British experience,* that 
electric cable ploughing is a greater labour-saver, and less 
costly in plant and operation, than steam ploughing by 
cable ; an American writer (Koester) some years ago gave 
the comparative capital coste of electric and steam cable 
plough tackles as $11,000 and $14-15,000. 

The disadvantage cited against the electric tackle—that 
it is not self-propelled—could obviously be overcome. 

According to an English writer on the general question 
of ploughingt a set of 14-H.P. nominal ploughing engines, 
with a six-furrow plough, can plough 20-25 acres per day, 
or cultivate 50-55 acres ; in a season 3,000-4,000 acres are 
dealt with. Such a set is usually hired at 10s. to 128. per 
acre, the farmer finding coal and water; it requires four 
men and a boy, also a man and horse for carting. The 
cable system allows of any practicable depth of ploughing, 
and the cables are good for 6,000-8,000 acres before 
renewal. | 

Obviously the high initial outlay is against the use of a 
steam-operated cable system by small or medium farms, 
unless they hire, in which case the time of use has to be 
arranged. | 

The less costly and more mobile oil tractor has been 
developed in a variety of sizes, ranging from 7 to 60 traction 
н.р. and from 15 to 120 B.H.P., and the 25-30 в.н.р. machine 
is suggested as suited to conditions in this country. The 
traction efficiency appears to be 50-60 per cent., but limits 
of 80-70 per cent. are sometimes reached ; a Canadian test 
showed a weight of 535 lb. per B.H.P., and 61 per cent. of 
this delivered at the draw-bar when ploughing. It is in- 
teresting to note that the draft of ploughs in different soils 
varies from 227 lb. in loamy sand to 660 lb. in blue clay. 
with a furrow 5 in. deep and 9 in. wide, and that a 
10-12 н.р. engine on a self-contained plough is considered 
sufficiently powerful for two furrows in medium land, 
the machine weighing about 1 ton, and ploughing about 
3 acres per day. These figures should be of interest to 
electrical men who are considering rural supply. work, 
because the battery-plough and battery-tractor are obvious 
possibilities with an intensively developed farm-electric 
supply system. This also applies to the question of 
transport, which is bound up with the employment of the 
electric tractor, which is already in considerable favour for 
industrial use, But there is also to be considered for large 
farms, or for co-operative working, the use of narrow-gauge 
light railways with battery or trolley tractors, such as have, 
in fact, been employed on the Continent, and with which 
our own Light Railway Commissioners were, according to a 
writer in the Times, originally intended to deal. 


* “Electric Ploughing,” ELEC. Rev., February llth, 1916. 
t" Mechanical Aids to Farming," Commercial Motor, July, 1916. 
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It is obvious that rural transport will have to be 
reorganised in the future, and, given the necessary supply 
facilities, there is no obvious reason which electricity should 
not play a prominent part in connection with it. 


ERRORS OF DIRECT-CURRENT AMPERE- 
HOUR METERS. 


By G. W. 8. 


THE present article is an attempt approximately to investi- 
gate, from a theoretical standpoint, the errors of direct- 
current ampere-hour meters. The shapes of the curves of 
both mercury and commutator meters are well known, but 
it would seem only empirically. An investigation of these 
curves from a theoretical standpoint is not only interesting, 
but valuable, as it will throw considerable light on their 
nature, will point out a rational method of testing the two 
types of meters, and, incidentally, will explain the remark- 
able difference in the performances of meters of the mercury 
and commutator types. 

Considering first an ideal meter of either type, without 
solid or fluid friction, in which the same field is used for 
braking and driving, we have, c being current, в flux, e 
angular speed, a and e constants, equating torques 


€. P = acs, 
ө = a cje B, 


showing that the speed of a meter for a given current is 
inversely proportional to the flux. This is now generally 
known, but it is interesting to recollect that in a descriptive 
pamphlet of a well-known meter, published not many years 
ago, it was stated that, as the braking and driving fluxes 
were identical, an alteration in the strength of the magnete 
would not affect the accuracy of the meter. | 

The case of a meter with solid friction only may now be 
considered. The fundamental equation now becomes, f being 
frictional torque— 

aBC = eB? e + p^ 
e = aces — fle g. 


The error ів accordingly — fje B*, and it is interesting to 
note that this varies inversely as в?, emphasising the advan- 
tage of powerful magneta. 

Consider now the meter with the armature at rest, and 
with a current infinitesimally lees than starting current 
passing. We shall now have— ` 


' 0 = a Ce B — Fle B’ and F = aBG, 


€, being starting current and F being standing-still friction. 

It is difficult to estimate ‘the ratio between F and f, the 
friction when the rotor is moving. It is quite probable 
that in the case of mercury meters, even at minute speeds, 
the armature has a tendency to be lifted off the bottom 
jewel, the friction thereby being very considerably reduced. 
In the case of a commutator meter, there will be no such 
tendency. Ав `а rough approximation, Е[/ = я may be 
taken as 3 for a mercury meter and 1} for a commutator 
meter. 


We have accordingly, / = a B ¢,/n. 
The error can now be written, — a c,[ne B. 
The percentage error y is therefore, — 100 с,/я c. 


This error, it must be noted, is the difference between 
the actual and ideal speeds of the meter. It is not the 
same as the inaccuracy of registration, for, as is well known, 
the wheel work of the counting train of a meter is so 
adjusted as to make the algebraical average of the various 
inaccuracies as near zero as possible. 

The resulte obtained above apply with close approxima- 
tion to a commutator meter, and also to a mercury meter 
at low speed. They demonstrate that the curve of a meter 
n these circumstances is a rectangular hyperbola, and that 


.at f ampere will 


the performance of the meter depends upon the starting 
current and the ratio of stationary to moving friction. 

To take a numerical example, with a commutator “meter 
having с, = 0°02 ampere, n = 1}, the percentage error 
be — 6'4. Since the meter will 
probably be adjusted to read 2 per cent. fast at ideal speed, 
the inaccuracy will be, at } ampere, 4:4 per cent. slow. 
With a mercury meter, c, being 0°03, and n being 8, the per- 
centage error will be—4. As the ideal speed will, for reasons: 
to be explained later, probably be about 33 per cent fast, 
the inaccuracy of the meter at } ampere will be } per cent. 
slow. | 

It may occasionally happen that а mercury meter will 
give a satisfactory test at low load with an unsatisfactory 
starting current, this indicating that. я has a higher valuc 
than 3. In such a case the rotor will usually be found to 
be out of truth or improperly balanced, a state of affairs 
that needs correction. The suitability of starting current 
as а criterion of the accuracy of a meter is not, therefore, 
vitiated by such an example. 

The case of a meter having both solid and fluid friction , 
has now to be considered. The simplest way to deal with 
this problem is to assume. that fluid friction introduces am 
error proportional to w°. Since w is very nearly propor- 
tional to с at the higher speeds when fluid friction ceases to 
be negligible, we may consider this error to be proportional 
to С°, 

The error may be written — fle B? — gc*,g being a 
constant, percentage error n = — 100 C, n c — m С, m being 


a constant. The shape of the curve is now altered. There 
Тег ror 0 1 2 . 8 4 6 Amps. 
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Zero line for Mercury Meter 


Futi line — Commutator Meter, starting current 0°02 amp. 
Dotted line — Mercury Meter, starting current 0°048 ame. 
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I8 now & minimum arithmetical error for a finite value of €. 
The curve can be constructed by adding the ordinates of the 
original curve to those of a straight linez — mc. The 
shape of the curve is very little modified for the lower 
speeds of tlie meter. 

The result of the correction for fluid friction by weaken- 
ing the flux by an amount proportional to the current may 
be investigated as follows :— 2€ MOIZAD 

The speed, neglecting errors, without the correctme 
device 1s, 

v = ( Cle B, 


The increased speed due to correction— 
o' = acle(B — 8C), S being a constant. 


We therefore obtain very approximately, sc belag 
small— 


w — o = A80? p, 


The result of the correction as regards the errors of Ње. 
meter is of the second order of smallness, and may be 
neglected. As the result of the correction of the meter is 
proportional to c?, its effect is to diminish the constant ne ia 
the equation giving the error of a mercury meter, and ja 
no way to alter the nature of the curve. By increasing 
the number of turns in the correcting coil, it will be 
possible almost exactly to counteract the effect of fluid 
friction, or even to over-compensate the meter. This is 
rarely done, and it will be explained that it is advisable 
slightly to under-compensate the meter. | - 

The accompanying diagram will make these resulta olear. 
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The full-line curve is a rectangular hyperbola, and repre- 
sents the performance of a commutator meter. ‘The straight 
line represents the effect of uncompensated fluid friction, 
and the dotted curve represents the effect of both solid and 
fluid friction as found in a mercury meter. A considera- 
tion of these curves will show very clearly why a mercury 
meter gives greater-accuracy at low loads than a commutator 
meter, With a commutator meter the full-load speed is 
relatively the greatest, and the zero inaccuracy line has so 
to be adjusted that at this load the meter is not more than 
2 per cent. fast. With a mercury meter, the speed at full 
load is relatively much smaller, and the zero inaceuracy 
line can be adjusted to a lower position, as shown. It will 
be seen from the diagram that although the ideal error of 
the two meters at 1 ampere may be the same, the inaccuracy 
of the commutator meter will be 2 per cent. greater than 
that of the mercury meter. It will also be clear that it is 
advantageous for the curve of the mercury meter to 
drop slightly at the higher loads, as this allows the zero 
inaccuracy line to be shifted to a lower position than 
otherwise. 

The equation for the error of a mercury meter may be 
written— 

n = —(p[c + m c); 

we easily obtain by differentiation that the smallest arith- 
metical error occurs when с = v p/m. It therefore follows 
that if from observed values of c and 4, p and m can be 
calculated, this value of С can be obtained. This value 
can, however, be ascertained by trial for different types 
of meters, and will be found to be fairly constant for each 
type, it being remembered that c is the current in the bath 
of the meter. ' 

It therefore follows that the three criteria necessary to 
determine the accuracy of a mercury meter are tests at 
full load, at load of minimum arithmetical error, an1 
starting current. If these criteria are satisfactory, other 
tests are superfluous. In the case of a commutator meter 
two tests are sufficient, starting current and full-load speed. 


HIGH-SPEED TELEGRAPHY. 


AN important report was issued last week by the Committee 
appointed by the Postmaster-General at the end of 1913, to 
consider the position of high-speed telegraphy for the informa- 
tion of the Post Office. It states that when the only high- 
speed systems available were the quadruplex Morse and the 
Wheatstone, neither of which was satisfactory, a sufficient 
number of wires was provided to carry the traftic with low- 
speed apparatus, and as the volume of telegraphic traflic has 
been at a standstill for some years, there has not been an 
urgent demand for the increased use of high-speed apparatus. 
It would not be desirable to take down existing wires in order 
to justify the application of high-speed apparatus to the re- 
maining wires. A reduction in the number of telegraph wires 
has, however, been effected by converting some of them into 
trunk telephone wires, and in the development of the tele- 
phone service this policy of conversion must continue to be 
followed. In this way the economical multiplication of high 
speed telegraph circuits can be effected. The economy will 
be twofold, first, by the saving of wires, and secondly, by 
the increased output per operator which is yielded by certain 
. of the high-speed systems. e: 
'In the Post Office service the duplex method of working 1s 
normally adopted on all lines where the traffic justifies 1t. A 
duplex Morse circuit has a speed of 30 words per minute 1n 
each direction, and a total carrying capacity of about 60 words 
per minute. All systems which provide a greater output than 
this are classed as high-speed systems. ; 

Of these there are two classes. commonly called automatic 
and multiplex. The first. provides an actual higher speed of 
working with a limit of two channels in epposite directions; 
the other class distributes the higher speed of the circuit 
among three or more operators. Of the first class, the Wheat- 
stone, an automatic high-speed Morse, is the typical instru- 
ment; of the second class, the Quadruplex. as applied to the 
Morse system, and consisting of two duplex circuits on one 
wire, is typical. A departure from the Morse system was 
adopted in the shape of the Baudot telegraph system; this 
is worked on the multiplex principle, i.e., any even number 
of channels up to 12 can be provided on a single circuit, work- 
ing simultaneously and equally divided between the two 
directions. 

Numerous experiments have been made by the Post Office 
with various types of apparatus designed to improve the ser- 
vice. Мапу of the instruments that were the subiect of 
evidence before this Committee had undergone actual trials 


before its appointment. Although the carefully designed 
series of tests which it was hoped would illustrate and support 
the Committee’s recommendations could not be proceeded 
with, owing to the outbreak of war, the ample information 
available has enabled it to make certain definite recommenda- 
tions without prejudice to further developments which шау 
arise after the war. 

Amongst the systems which have been investigated during 
the last 3U years, the following are still in use by the British 
Post Office :—The Creed receiving perforator, whereby ordi- 
nary Wheatstone signals are utilised for reproducing a Wheat 
stone slip, and thus enabling a message to be retransmitted 
without perforating fresh slip by hand (45 in use); the 
Murray multiplex (type printing on ordinary telegraph forms), 
in which a perforated slip is prepared by means of a key- 
board perforator and passed through a transmitter, the 
signals being sent to line vid a distributor which connects 
the Ime in turn to each of the transmitters, a synchronised 
distributor at the receiving end distributing the received sig- 
nals to the printers (one double duplex, Iondon-Manchester) ; 
Cell keyboard perforator, which prepares Wheatstone slip 
with electromagnetic punches (over 150 in use); the Creed 
printer, in which perforated Wheatstone slip at the receiving 
station controls a pneumatically operated typewriter (40 in 
use); the Booth-Baudot duplex (six inland circuits); the 
Siemens automatic (type-printing), actuated by perforated 
slip, with a transmitter, synchronised distributors, and an 
electromagnetic typewriter (one duplex circuit, London-Liver- 
pool); the Kleinschmidt keyboard perforator, similar to the 
Murray perforator; and the Western Electric multiplex (type- 
printing), using perforated slip, distributors synchronised by 
the ordinary signalling currents, and a typewriter (one quad- 
ruple duplex circuit, London-Manchester). When the last 
statistics of the International Bureau of the Telegraphic 
Union were issued, the United Kingdom had 11,061 low-speed |. 
instruments in use, and 670 quadruplex, 795 Wheatstone, and 
22 Baudot high-speed instruments; France, with 12,714 low- 
-peed instruments, had 1,155 sectors on the Baudot system; 
Germany, with 12,455 low-speed instruments, had 30 Baudot, 
27 Wheatstone, one Murray, and 16 Siemens high-speed in- 
struments; Italy, with 15.514 of the former, had 19 Wheat- 
stone, 152 Baudot, and four Rowland sets; and Russia, with 
0.706 of the former, had 121 Wheatstone, 115 Baudot, and 
three Murray high-speed instruments. Other countries showed 
far less development in high-speed telegraphy. 

The Committee held 98 meetings, and received evidence 
from inventors and other experts regarding the various sys- 
tems. The question resolved itself into a rivalry between 
automatic high-speed systems on the one hand, and the 
multiplex on the other, though the inventions of Mr. Creed 
end the advent of various keyboard perforators had affected 
the situation of the foriner, and the inventions and writings 
ot Mr. Murray had intensified interest in high-speed tele- 
craphy generally. But three new and important svstems were 
brought to the notice of the Committee, namely, the Siemens 
automatic printing telegraph, and the multiplex systems of 
the Western Electric Co. and the Automatic Telephone Manu- 
facturing Co. 

The Morse code employs groups of symbols of varying 
lengths for the different letters, while in the five-unit code 
permutations of positive and negative impulses, always five 
in number, are employed; the former is used for Wheatstone 
wcrking, but most of the multiplex and automatic systems 
use the latter, which for printing telegraphs has substantial 
advantages. 

The question whether Wheatstone working should be em- 
ployed systematically during particular hours each day, or 
only spasmodically at times of pressure, has been a much- 
debated one ever since the Wheatstone patents came into the 
possession of the Post Office, and the system still presents 
pioblems in organisation, though these have been modified 
by the introduction of the Creed receiving apparatus, which 
produces punche] slip instead of the Morse tape, enabling the 
message to be translated into type letters by the Creed printer, 
or retransmitted without translation. | But even with the 
addition of the Creed inventions, the Wheatstone system 18 
not a desirable one for commercial telegraph work, as the 
onerators are not in direct communication, and there is diffi- 
culty in obtaining corrections. Multiplex working has the 
advantage of placing the operators in direct association with 
one another, exactly as if they were working low-speed 
duplex, so that any apparent error or failure can at once be 
rectified. Moreover, the working speed of the printers does 
not exceed 190 words per minute. and this rate cannot be 
maintained continuouslv. The greatest objection to the exten- 
sive adoption of the Creed instruments is their cost to pur- 
chase and maintain. The Gell kevboard perforator for pre- 
paring Wheatstone slip at the sending end of a circuit 1s one 
of the most efficient instruments that the Post Office has 
tried for this purpose, but costly. Mr. Gell has also Invented 
an automatic switch to connect two or more Wheatstone 
transmitters direct to line in turn, saving line, time, and 
labour. and this is recommended for further trial. The Klein- 
schmidt kevboard perforator is cheaper than the Gell. and 
works satisfactorily. The Siemens-Halske is a direct printing 
system, with kevboard perforators at the sending end; at the 
receiving end, the received impulses act directly, without the 
interposition of a perforated slip, on the printing mechanism. 


(To be concluded.) 
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NEW ELECTRICAL DEVICES, FITTINGS, 


AND PLANT. 


White's Patent Corrosion-Proof U-Seal Fittings. 


We have from time to time noticed the growth of the series of 
corrosion-proof fittings for use in conjunction with cab-tire-Sheathed 
cables in bad situations, which has been developed on the basis of the 
patent of Мк. J.C. WHITE, electrical engineer to the ST. HELENS 
CABLE AND RUBBER Co., LTD., Warrington. The list has steadily 


lengthened, and now provides for the bulk of the requirements of - 


chemical works, explosives factories, &c., where extreme pre- 
cautions are necessary to guard against the corrosion of the fittings 
and lamp-caps by acid fumes. accidents from shock, and ignition 
of explosive gases: our congratulations are due to the inventor 
and his firm on the ingenuity of these devices, representing a great 
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SOCKET AND PLUG. HAND-LAMP, 
advance on the original patterns, and the excellence of the materials 
and workmanship embodied in their construction. 

We illustrate in fig. 1 a showboard comprising the apparatus 
‘referred to,among which are several new items of which particulars 
will be of.interest to our readers. Fig. 2 shows in section a corro- 
sion-proof wall socket and plug, composed mainly of ebonite. The 
socket is attached to the wall by screws through lugs, and is pro- 
vided with the U-seal filled with compound which characterises 
nearly all these fittings ; after wiring with "' C.T.S.," either single or 
loop-in. which is an easy matter, the compound is poured in, the 
connections are covered with an ebonite diving-bell cap, and a hood 
is slipped on. and locked with an ebonite pin. The socket faces 
downwards, so that no liquid can rest or accumulate on the con- 
tacts. and when not in use the opening is closed with a screwed 
cap. The plug is shown in section in the same view : it is pro- 
vided with a rubber gasket fitting round the flexible C.T.S. cable, 


and a barrel containing slack leads, which are attached to the 
contact pins. An ebonite locking ring secures the plug when in 
position, and is closed by a cap to protect the pine at other times. 
The strain is taken off the leads inside the plug by an ingenious 
and effective method, the tough sheathing being split and turned 
back over the U-seal, and gripped between the cover and the barrel 
as shown, the rubber gasket being simultaneously squeezed, so as 
to render the whole fitting water-tight. 

The complete plug and socket, and the plug alone with its cap 
on, are shown in figs. 6 and 7. 

A section of the portable hand- -lamp i is given : in fig. 3 3 Kt the 
upper end the flexible cable is gripped without pinching the eon- 
ductors, as explained above, and the connection is made water- 
tight by the cap A, gasket B, and ring c. Slack leads within the 
ebonite handle connect to the lampholder D, which is of the 
simplest possible construction, and easy to wire. When the lamp 
is in place. the collar E, which carries an elastic ring, is screwed 
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Fig. 5.—SEcTIONS OF PENDANT 
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Fig. 4.—PorRTABLE 
HAND-LAMP. 


Ега. 7.—PLUG WITH 
CAP .ON. 


Fig. 6.—-SOCKET AND 
PLUG. 


back to lock the lamp and make a water-tight joint with the bulb. 
The guard, of tinned iron wire, the ends of -which are bent to fit 
the recesses shown, is then put in position and locked securely with 
the collar F. The whole forms a very substantial fitting, with not 
a single metal screw except in the terminals, and offering no 
possible opportunity for any exposed metal part to become alive. 
A leather loop, containing no metal parts, is attached to the handle. 
Fig. 4 shows the complete fitting. 

Fig. 5 gives sections of a corrosion-proof pendant-holder with 
U-seal, which explains itself, in the light of the foregoing remarks, 
except that the cord grip consists of a wedge of wood inserted in 
the end of the cable to expand the sheathing, and a rubber washer 
closes the space containing the terminals. The shape of the U-zeal 
is seen in the sectional plan. 

Lastly, fig. 8 shows a “Goliath” half-watt lampholder in 
earthenware ; in this case the terminals, which are arranged for 
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loop-in wiring, are enclosed in a chamber, which is afterwards 
filled with melted compound through a-hole in the cap, which is 
finally closed by a screw plug. This holder is unaffected by the 
heat from the lamp, by acid vapours, &c., and a nut with an 


Fria. 9.— PRECISION 
CONDENSER, 


Fig. 8.—PARTS OF " GOLIATH " 
LAMPHOLDER. 


asbestos cushion, which is screwed down on the glass, prevents 
access of fumes to the metal parts. It will be seen that a very 
complete and practical set of fittings has been developed. and 


the samples before us show that in construction and material they - 


are all that could be desired. 


Precision Condensers. 


Edmund B. Wheeler and Morton Sultzer. of East Orunge and 
New York respectively, propose in Patent No. 1,200,063, a method 
of manufacturing electric condensers which not only permits of 
adjusting and maintaining the. capacity to a high degree of accu- 
racy, but which also allows of a very rugged construction. Here- 
tofore, in condensers of the stack type, it has been customary to 
nee tinfoil between successive layers of insulation. In view of the 
very low tensile strength of tinfoil, it is proposed that part of the 
tinfoil sheets be replaced by copper or aluminium foil, and it is 


found sufficient to have the last few sheets on each side of the con- - 


denser formed of this stronger metal. Clamping plates are used 
for compressing the sheet material to a high degree. It is found 
that the use of a few sheets of conducting material of high tensile 
Strength in these condensers permits an accurate adjustment of the 
capacity of the condensers as a whole. This adjustment is accom- 
plished by having the capacity at first a little larger than desired, 
and then pulling out sheets until the desired capacity is obtained. 


When this stage of the manufacture has been reached, the con- - 


denser ia placed in a suitable furnace and is maintained at a high 
temperature to remove any traces of moisture and excessive quan- 
tity of air. The condenser is then dipped into а molten mass of 
Pee mixture. Its construction is shown in fig. 9.— Electrical 
orld, ` 
Battery Ignition for Petrol Motor Vehicles. 


A new departure in current-distributor breaker mechanism in 
connection with battery ignition on petrol motor vehicles haa recently 
been introduced by the PITTSFIELD SPARK Соп, Co., of Pittsfield, 
Mass., U.S.A. As will be seen from the accompanying drawings, 
Which represent іп an exaggerated form. the stages of the action of 


the device, the arrangement, notwithstanding the unusual action, із . 


extremely simple. The essential feature is the employment of two 
stout spring-steel blades A and B—-one being slightly longer than 
the other—each of which, it will be noticed, carries a contact 
point. The cam is shown as being in the form of a square with 


Fig. 10, —ExAGGERATED DIAGRAMS ILLUSTRATING THE ACTION 
OF THE PITTSFIELD POSITIVE MAKE-AND-BREAK MECHANISM. 


rounded corners. being intended for a four-cylinder engine; it 
Would. of course, be hexagonal for a six-cylinder engine, octagonal 
for an eight, and 80 on. 

With the cam in the position shown at the left, the ends of both 
the blades are resting on the cam, but the platinum paints are not 
10 contact. As the cam turns, it first lifts the blade B, bringing the 
Platinum points together. This causes the blade a to be lifted to 
the position shown in the centre diagram, thus keeping the 
platinum points together with a firm pressure. Immediately the 
point of the cam strikes the extremity D, the circuit is broken, and 
thus the cam mechanically " makes," and immediately afterwards 
mechanically “ breaks," the circuit. Since both the make and the 
break are made by the cam, both are equally poeitive, and the 


which the lighting current ran. 


contact can neither fail to make nor to break, the action being 
entirely independent of the strength of the springs. Other claima 
made for the arrangement are that, owing to the sHort duration of 
the contact, the current consumption is small, thus reducing the 
demand on the battery, and that the positive action permits the 
distributor to operate with perfect regularity at speeds in excess of 
the highest engine demands. 

The distributing sets to which the new make-and-break device is 
fitted are made up into unita 6 in. long X 3J in. diameter, the unit 
including the coil and condenser, so that the only external wire 
is a single lead to the battery, in addition, of course, to the high- 
tension leads to the sparking plugs in the engine. The coil and 
condenser are also so fitted that they can readily be removed in one 
piece. and so give access for any adjustments of the interrupter 
mechanism. 


LEGAL. 


CEDES ELECTRIC TRACTION, LTD. 


IN the Winding-Up Court, as briefly reported in our ‘ Notes" last 
week. an application was made to Mr. Justice Astbury to stay pro- 
ceedings in the winding-up of Cedes Electric Traction, Ltd., in order 
that the Board of Trade should have an opportunity to decide 
whether they desired to exercise their rights and duties under the 
Trading with the Enemy Act, the allegation being that this was a 
company under the control of alien enemies with debts owing to 
English creditors. 

In giving judgment, his LORDSHIP said that the company was 
registered in 1910 and was said to be under the control of enemy 
subjects, and it was alleged that its share and debenture-holders 
were alien enemies. The summons to stay proceedings was by an 
English creditor, who obtained judgment against the company in 
1915 for £1,500. Subsequently in the same year the company 
issued £3,000 worth of debentures, and in December, 1915, a winding- 
up petition was brought by another English creditor. In January 
last year the Trading with the Enemy Act was passed, and in April. 
1916, the petition came on for hearing. and the usual winding-up 
order was made without any of the facts that he had stated being 
brought to the attention of the Court. It appeared that there were 
a number of unsecured English trade creditors of the company. A 
foreign enemy now,claimed to be a creditor fora very large sum 
which, if thedebt existed, would absolutely swamp tho assets so far 
as the English creditors were concerned. The business was now 
being carried on by a Receiver for the debenture-holders. who were 
said to be alien enemies. The application to stay the winding-up 
temporarily was to give the Board of Trade an opportunity of con- 
sidering whether they wished to act under the legislation he had 
referred to. Subject to proper undertakings being given by the 
applicant, he thought the application ought to succeed. and he 
proposed to stay the winding-up for rix months to give the Board 
of Trade the opportunity already mentioned. It was stated that 
the undertakings would be given. 
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BREACH OF ELECTRICITY REGULATIONS. 


A SEQUEL to the death of Thomas Bennett, of Peak Dale, Buxton, 
employed by the Buxton Lime Firms Co., Ltd., came before the 
Buxton magistrates on Saturday, the company being charged with 
having failed in two instances to comply with the electricity 
regulations made under the Factory and Workshops Act. Last 
September Bennett, who was employed as a wagoner, was found 
lying dead on an iron pipe near a tunnel, fearfully burnt on several 
parts of the body. The pipe contained a cable used for lighting 
purposes. Mr. W. H. Grenard, of the Home Office, instructed by 
the Public Proeecutor, appeared for the prosecution, and Dr. 
Eastham was for the defence. | 

MR. GRENARD stated that the electricity passed along & power 
wire and a lighting wire ; they went partly through a metal pipe. 
The question of lighting had nothing to do with the case. On 
September 13th Bennett was missed, and an alarm was raised. 
He was found dead, with his left hand and arm on the pipe through 
If the pipe had been properly 
earthed in accordance with the regulations, death would never 
have occurred. | 

Dr. EASTHAM submitted that the case was misconceived. The 
man was not killed in the tunnel. He had to climb upa 4 ft. 6 in. 
wall, and had gone a yard or two up the embankment. It was not 
a thoroughfare. The pipe was placed in an inaccessible place. and 
his clients thought it was in such a position that no one could get 
at it, and no one's duties took him there. He submitted that the 
case for the prosecution had not been established, and that the 
company were not responsible for contributing to the man’s death. 

The CHAIRMAN (Mr. T. H. Lowthian) said the Bench were 
unanimous in the first case, and imposed a fine of £10; the second 
case would be dismissed on payment of costs. 
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BROKEN TROLLEY WIRE. 


AT the Belfast Recorders Court, James Dwyer and his wife 
claimed damages from the Belfast Corporation for injuries received 
in October last through the falling of a trolley wire while they 
were standing at the corner of a street. His Honour awarded £5 
to Dwyer and £4 to his wife, 


122 .THE ELECTRICAL REVIEW. [Vol. 80. No. 2,045. FEBRUARY 2. 1917. 


BATTERSEA BOROUGH COUNCIL r. JUCHAU. 
AT the Wandsworth County Court, before Judge Harrington, on 


Monday, the plaintiffs brought an action azaiust George Juchau, 


now of 49, Northcote Road, to recover £14 Is. 4d. for the installa- 
tion and hire of three electric lanterns outside 40, Northcote Road. 

Mr. E. T. DALE. for the plaintiffs, said the case was brought as a 
matter of principle. The lanterns were supplied and erected under 
an agreement for their use for three years, but owing to the police 
regulations the lights were in use only a few months, and though 
under the agreement the Council had the right to charge the full 
amount, they offered a reduction of 75 per cent. to all customers. 
Defendant never availed himself of the offer. He was charged 
rent till September, 1915, and. in addition, the actual cost of 
installation. 

F. THWAITES, à clerk in the Council's service. produced the 
arreement dated July 14th, 1914. Apart from а small meter rent, 
the hire agreement was 13s. 9d. per quarter, or £2 l5s. a year for 
each lamp. 

DEFENDANT, in reply to the Judge. said he was an Englishman. 
He had only been able to use the lights three or four days when 
war broke out. "Therefore he did not think he owed the money, as 
he had not had the light. 

JUDGE HARRINGTON said he understood defendant was charred 
with the expense of being supplied with the fittings. He con- 
sidered the Council had acted very considerately in making the 
re luction they had. 

Mn. THWAITES said the full amount would have been 
£24 18s. 9d., but defendant was only charred with the cost of 
the installation. Defendant was still carrying on business in the 
same road, having changed from one side to the other, but he had 
never determined his oontract. The undertaking was to use the 
light for at least 620 hours per annum. 

DEFENDANT agreed that he had entered into the contract. and 
had paid £2 38. 3d. under it. The three lamps were outside the 
shop, but he had not had the light, and he was not going to pay. 
He had never asked the Council to take back the lamps. 

Mr. DALE referred to the case of the Leiston Gas. Co. r. Leiston- 
cum-Sizewell Rural District Council. a similar action. where it was 
held that the contract held good. In this case the amount would 
have been £8 6s. 10d., had the defendant been reasonable, but it 
was now over £14. 

JUDGE HARRINGTON said it was quite clear from a decision in a 


similar action, which was upheld on appeal. that he would have to. 


decide against defendant. though it might seem a hard case. He 
gave judgment for the amount claimed, with costs. 
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Ruaspy URBAN DISTRICT COUNCIL vr. SMITH. 


AT the Rugby Police Court, last week, Hugh Leslie Smith was 
summoned by the Urban Council for feloniously using electricity 
between August Ist and October 15th last year. 

In November. 1913, defendant applied to have the electric 
current installed at his house for power and heating purposes only, 
but when an official visited the premises on October l6th last he 
found wiring for lighting purposes had been put up in practically 
every room, and that lamps of 60 or NO C.P. were in use: also 
that in an attic used as a workshop there was a lamp of 300 C.P. 
The charges for current for heating and power purposes at Rugby 
were respectively 14d. and 2d. per unit, as against 44d. per unit for 
lighting. It was also found that behind a picture in the hall of 
the consumer's house the cable had been bared for a space of 1} in. 
and prepared for making connections ; and that the seal of the fuse 
box had been broken, the Council's fuses taken away. and others 
of a stronger and different make put in, by which means it was 
possible to get a great amount of current without it having passed 
through the meter at all. 

Defendant pleaded guilty to the charge, but said the large lamps 
were used for warming the rooms only. 

A fine of £10 and costs was imposed, the Chairman (Mr. T. A. 


Wise) remarking that he was sorry to find a man in defendant's | 


position guilty of such a mean fraud. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


British v. German Manufactures. 


Your leader appearing in the current issue on preference 
for British manufacturers has brought the previous report 
on breakdowns to German plant to my notice again, and, 
without any desire to take up too much of your valuable 
space, I should like to explain the precise position in regard 
to the alleged Newport breakdown, supplementing it by a 
few comments on your more recent leader. 

I am not aware how you obtained your information regard- 
ing the Newport plant. Had you communicated with me on 
the subject I should have been pleased to give you the fullest 
information. Presumably, you extracted the information from 
the copy of the annual statement of accounts and report sent 
vou in the ordinary course. In that report it was mentioned 
that a 3,000-& Ww... А. Е.С. turbo-alternator had been out nf 
ccmmission for five weeks, due to breakdown, including the 


м 


; 
annual overhaul. These latter words you carefully omitted. 
The reason why no detailed information was given in the 
annual report was that it was not desired to again refer to 
an alleged regrettable error which had been fully dealt with 
at the time by inquiry, and regarded as closed. 

The actual facts are as follows:—The plant was installed 
in 1913, being put into commission on December 17th, sine: 
When it has practically run continuously, that is to say, day 
in day out, and for the greater portion of the time dealing 
with the major part of the total output. No single defect 
or trouble had occurred with it up to the time of the break- 
down above referred to. On that occasion, apparently, the 
auxiliary oil supply used in starting up the set was not in 
operation, with the result that before the set reached full 
speed-the centre bearing heated up, running the metal sufti- 
ciently to let down the shaft on to the labyrinth glands. 
This was the total extent of the damage done, and, obviously, 
had nothing to do with the design or the construction of tha 
plant itself. 

The delay in putting the plant into service again was 
partly due to the fact that new labyrinth glands had to be 
made, Which occupied a considerable time, and further, the 
opportunity was taken to make a thorough overhaul, includ- 
ing the condenser equipment. 

I am not at all suggesting that there is not a possibility of 
trouble in the future. Careful observation leads me to think 
that certain parts of the turbine will require renewal earlier 
than was anticipated, due to causes of a metallurgical nature: 
but this, I suggest, is by no means an uncommon feature, 
and had even been met with in the case of British-built 
turbines. 

I do not propose to pursue this particular case further; 
but in regard to the general statement contained in your 
report as to the defective design and construction of certain 
German-built plants, these were purchased by Britishers, 
presumably with their eyes open, and on the advice of some 
of the most eminent consulting engineers in this countrv, 
and in many cases purchased, not by much-maligned inuni- 
cipal authorities, but by private limited companies, where 
certainly the question of price could hardly have been the 
ruling factor. Moreover, unfortunately, I believe much 
British plant has suffered fram the same lack of experfence 
as the German: it would, for instance, be interesting to 
know how many British-built turbo-alternators were out of 
commission in 1913 alone due to breakdown. I do not think 
that British manufacturers, as a body, would exactly care to 
see a published list. | 

am not for one moment suggesting that, therefore, 
British plant is not superior to German-built plant. We have 
all, no doubt, got decided opinions upon this, both in regard 
to practical design and construction, and workmanship in 
erection, the latter a most important factor; but to pick out 
a number of isolated cases of breakdown and to hold them 
up as generally condemning any particular country’s manu- 
factures seems to me illogical. 

Incidentally, if the particulars as set out by vou are typical 
of German plant, there is, I suggest, a direction in which the 
outlook of the war for this country and her Allies 1s most 
hopeful, for there 1s evidently not only the attrition of man- 
power and economic attrition working in our favour, but, 
further, the attrition of machinery assisting us; for it can 
surely only be a matter of time before the major portion of 
German plant within the German Empire will have broken 
down under the excessive strains imposed upon it, and they 
vill be unable to continue the manufacture of munitions in 
a sufficient quantity, being too busily engaged upon the repa'r 
o* the driving plant. 

Turning to the leader in your current issue. one is glad to 
note а prominent technical] journal placing to the fore the 
question of the position of British manufactures after the 
war. A careful perusal of your leader, however, leaves the 
impression that your underlying political tendencies have 
been allowed to prejudice your better judgment. , 

There can be no engineer in the country to-day who would, 
if he could possibly help it, place an order after the war for 
any single item with a German company if a similar article, 
be it large or small, could be purchased within the Empire, 
or fròm an allied or neutral nation, no matter how attractive 
the proposition might Бе; ‘certainly I could not imagine апу 
giving the German market an opportunity to tender? It is 
to be hoped that in the outside industrial world similar con- 
ditions will exist. It, therefore, seems rather unnecessary to 
attack the alleged past actions of municipal authorities in 
particular to carry home your argument. Many of the state- 
ments on this point are devoid of foundation. 

It is easy to be wise after the event; but who in the earlv 
summer of 1914 would have questioned the propriety of 
giving the German market an opportunity to tender? It is 
extremely unfair, therefore, to attack to-day the general busi- 
ness policy pursued in pre-war times. | " 

But why particularly single out public authorities for attack 
and шаке little reference to private limited companies? It 18 
common knowledge that some of the biggest British contracts 
placed in Germany were given by private companies. 

Your suggestion that deputations to the Continent had anv- 
thing to do with the contemplated, or definite, placing of con- 
tracts abroad is more in keeping with the hvsterical vapour- 
ings of certain sections of the non-technical Press. Contracts 
were placed abroad because it was a sound commercial propost- 
tion to do so under the then existing conditions. That such 


—————————————— ÁN 


Vol. 80. No. 2.045, Fenruary 2, 1917.] THE ELECTRICAL REVIEW. 


123 


——————————————————————ÓÓO DUM UEDUMDEEEXELIOIOLALb DALLALLLAAGi(" íS&( (uA P ' € À —M HÓA OQ 


conditions should not be permitted to exist after the war goes 
without saying; how to ensure such safeguards as will effec- 
tively prevent it in the future is a matter for deep considera- 
tion, primarily and essentially a political and economic ques- 
tion; that it cannot be divorced from politics appears self- 
evident from your leader. | 

Тап walls alone will never secure to this country the 
requisite safeguards, and there is always the danger that 
ultirnately they will re-act prejudicially against all sections of 
à community, and the consumer in particular. Much more 
is necessary: A more intensive culture in the form of higher 
technical education, made compulsory, if necessary, specialised 
development and elaborate researeh work, particularly in the 
fields of chemistry and metallurgy, supported by generous 
contributions from the State, and, preferably, the inaugura- 
tion of national institutions for such purposes. It is in this 
direction that engineers can best help, leaving the political 
and economic considerations in the hands of Statesmen. 

Regarding labour and wages conditions, how are these to 
be regulated in the manner you indicate? They vary con- 
siderably in different parts of this country, and enormously 
80 as between this country and our Colonies, but I take it 
the latter will certainly be given free trading opportunities 
within the Empire. Further, the municipal trade-union and 
fair-wages clause does not require a firm to pay the rate of 
wages in force within the particular municipal area, as you 
seem to imply. It is only required that the manufacturers 
shall pay the rate of wages current in their own district; it 
would be difficult to suggest a fairer arrangement. 

Take the case of the allied and neutral nations, i.e., France, 
Italy, America, or Switzerland, more particularly the former: 
Is it to be suggested that they should be debarred from enter- 
ing into our home markets and benefiting from the total 
exclusion of Austro-German competition? Yet, how are wages 
conditions in these countries to be co-ordinated with ours? 
As a rule, in the engineering industry the rate of wages and 
conditions of labour in continental countries are, generally 
speaking, lower than in this country, and much lower than 
in the Colonies, but it 1s certainly to be hoped that, for this 
reason, neither our Colonies, nor our Allies, will be unduly 
penalised, but will be given free and ample opportunity to 
enter into vigorous competition with the British manufac- 
turer; nor will it be any disadvantage to the purchaser for 
them to do so, but rather an advantage. As to why this 
should be so, vou throw out a very plain hint when you 
state that, ‘‘ What we have to guard against if we are to 
carry with us the co-operation of the public authorities is the 
temptation to raise our prices to such an extent as to play 
‘into enemy hands.” Precisely; in truth mav one sav: Rem 
acu tetigisti. Have we here an indication of the underlying 
future commercial policy of British. manufacturers, particu 
larly in the electrical industry? 

It 1s quite obvious that the total exclusion of the Austro- 
German market might provide a splendid opportunity for the 
exploitation of the British purchaser, to the advantage of the 
British. manufacturer. : 

. Anyone who has had an opportunity of visiting Germany 
and gaining even a superficial insight into the internal econo- 
mic conditions and commercial policy. cannot fail to have 
observed how the German purchaser has been exploited, to 
the advantage of the German manufacturer, who has at the 
same time been able to carry on his peaceful penetration 
in foreign markets. It is well known that the German pur- 
chaser in the past has had to pay anything up to 20 per cent. 
more than_he should have done for German-built machines 
. in order that excess profits might be used to compete in and 
undercut the foreign market. Judged by our standards, it 
may seem a very immoral policy ; but this would not seriously 
concern the apostles of -German Kultur, who have reduced 
such methods to a scientific system, fostered and taught by 
their professors and intellectuals, and Jewish financiers, and 
supported in a practical manner by State subsidies. It is 
to be devoutly hoped that the British purchaser will not 
permit himself to be exploited in the same way in this 


country, not even in order that the British manufacturer. 


shall be able to compete in the Continental market. 

There appeared in a recent issue of vour contemporary, 
Engineering, very full particulars regarding proposals for a 
great electrical development in Bavaria after the war. That 
the German Government should have the time at its disposal 
under existing conditiona to develop so fully a scheme of the 
tnagnitude therein outlined is significant, and a fuller know- 
ledge of these and similar intentions should do more than any 
amount of semi-political propaganda to foster and create 
commercial impetus and efficiency in this country, and -arouse 
the British manufacturers and purchasers to a truer per- 
spective of things, thereby enlarging their outlook and stimu- 
Rating а broad-minded international industrial policy. 


A. Nicholls Moore, 
Borough Electrical Engineer. 
Newport (Mon.), January 22nd, 1917. 


[Mr. Moore's motto is evidently Fiat justitia, ruat coelum? 
—or, in more homely phrase, ''Give the devil his due." 
We have no objection to this, and accordingly we commend 
Mr. Moore's candour in admitting that the breakdown was 
the result of negligence; as for the reference to the annual 
overhaul, it ія clear from his remarks that this had nothing 
to do with the breakdown, and that the plant would have 


been out of commision for some weeks owing to the break- 
down alone. Had our correspondent mentioned in his report 
the cause of the breakdown, we should not have included 
this item in our list; but he anticipates that its inclusion will 
he justified at a later date, for he foreshadows trouble with 
the turbine in the future. 

Mr. Moore's detachment from mundane affairs is exempli- 
fied in the judicial nupartiality with which he holds the 
scales between British and German manufactures, and his 
suggestion that the former are not faultless. No one said 


they were; but the Gennans have specifically claimed that 


the workmanship and design of their products are such as 
to render breakdown impossible, and such claims can, and 
should, be refuted by specifie instances of their falsity. The 
majority of the instances that we gave related not to “ much- 
maligned municipal authorities," but to companies, and we 
have pleasure in publishing a supplementary list in this issue. 
It is not for us to compile a similar list of breakdowns of 
British plant, or to fight the Germans’ battle for them in anv 
other respect. We are acutely conscious that we are at war, 
and while we admire the chivalry of the French officer of old, 
who courteously invited our troops to fire first, we hold that 
consideration for the feelings of the barbarians who are 
ranged against us would be casting péarls before swine. 

For the rest, we are content to leave our correspondent’s 
remarks, and the leading article which he attacks, to the 
judgment of our readers. Any ‘ broad-minded international 
industrial policy " which will assist the Teutonic policy of 
'" peaceful penetration " in the future, to the detriment of 
British electrical industry. is quite outside the compass of our 
sympathies. Since writing his letter Mr. Moore has prob- 
ably read the proposals of the supreme head of the German 
electrical industry regarding preparations for the next war, 
UD appeared in our ‘‘ War Items ” last week.—Eps. Erec. 
REv. 


Women and '' Shorts." 
T do not wish in any way to ridicule the assistance the fair 


sex are giving in all spheres of labour at the present crisis, 
but I certainly think there are many instances where female 
labour can not be resorted to with advantage and safety. 

One naturally hears '" things" through the general power 
and sub-station gossip, such as female switehboard sub-station 
and turbine attendants, the Marvlebone Council being great 
on this, with the following result: quite recently they had 
a "short" in one of their subs.. in which they employed 
female labour. I don't know if the attendants got the 
“blues” over it, but they had perforce to call in the aid 
of the ubiquitous ‘ Bobby," which recalls to my mind two 
perhaps rather ancient and hoary, though at one time very 
popular songs; and I think one might very advantageously 
be entered in the general instructions for sub-station attend- 
ants by the above Council, thus :— 


If you want to right a '' short" 
Ask a p'liceman. 
Little Miss Lovebird; the other dav, 
Had a short-circuit down Marvlebone way; 
Her assistant and she almost had fits, | 
They thought the sub-station was going to bits, 
So they went and fetched a policeman. 


Exciter. 


An Appeal for Calendars. 


Would any of your advertisers care to send us a few calen- 
dars for 1917? "These would be very acceptable, as they are 
not, as you are aware, an Army issue. 


F. L. Cater, A.M.I.E.E., 
Second-Lieutenant, 1.8 С. 


919 М.Т. Co., A.S.C., Newmarket. 


ў Sapphires for Industrial Purposes. 


Our Queensland Government's geologist, Mr. B. Dunstan, 
wrote in his mining report, January 22nd, 1916, thus: “ Just. 
as the crystallised diamond would be quite unfit for indus- 
trial purposes, i.e., for draw-plates or certain pivots, anl 
contra-pivots, the same with the crystallised sapphires; 1t 15 
only the opaque sapphires that are tough enough to be used 
for industrial purposes." I was puzzled that, of later years, 
gem dealers and cutters of draw-plates, pivots. and contra- 
pivots in' Europe boycotted these grades of sapphires to such 
an extent that the Queensland gem miners, who were depen- 
dent on their whole sapphire output, were driven to misery, 
and many of them had to leave the gein mines, the miners 
situation getting worse, so that at the beginning of 1914 I 
had to make a trip to Europe for investigation. This was 
not an easy undertaking. because, through a clever combina- 
tion, the whole gem trade in Europe is more or less shrouded 
in à mysterious darkness. M | 

However, through an article written in a Parisian magazine, 
La Science et la Vie, of April, 1914, by Mr. Ch: Boulanger. Pre- 
parator at La Sorbonne and the Faculty of Sciences of Paris, 
I learned that many factories had been established here, 
where the scientific sapphires, rubies, and white sapphires 
were manufactured in such fabulous, quantities that each ofac- 
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tory could produce daily from 96 to 112 lb. of these artificial 
геш stones; it is only natural that the greater part of these 
chemically-made crystals turned out defective, and could not 
be cut into gems for jewellery, and the Continental lapidaries 
soon conceived the idea of cutting these artificial gems into 
diaw-plates, pivots, and contra-pivots for sale to the wire- 
drawers and electricians, and our Government has been let- 
ting this go on for many years without taking any notice of 
Mr. B. Dunstan’s statement. This encouraged some more 
rianufacturers to make chemical imitation stones, having the 
composition of alumina 57 per cent., silica 33 per cent., and 
other mineral substances 10 per cent., as these were easier 
for cutting. 

According to information obtained from some wire-drawers 
and electricians, this traffic forced most of them to go in 
more for the use of the expensive carbon-diamonds for draw- 
plates, because draw-plates of our hard opaque Australian 
sapphires were not often offered to them for sale, as in olden 
times. : 

It thus happened that a large electrical wire-drawing firm 
here asked me to*supply them with four carats sized good 
carbon-diamonds for draw-plates; as I had none, I sent them 
samples of our hard opaque Australian four carats sized sap- 
phires. They found out, after trying these, that they could 
replace the diamond draw-plates, and ordered from me for 
frs. 120 these sapphires: the same quantity of four carats 
sized good: carbon-diamonds would have cost them about 
83,195 francs. Afterwards I submitted samples of the same 


grades of sapphires to wire-drawers of brass, copper, iron, * 


and steel wires, which gave equally satisfactory results. The 
worst thing 1s that only a few of the largest wire-drawing and 
electrical -firms have cutters attached to their factories, 
and the others are. dependent on the Continental manufac- 
turers of draw-plates, pivots, and = contra-pivots for their 
supplies. How would it be if in England, wire-drawers and 
electricians would attach to their factories lapidaries for the 
cutting of the said articles? In buying the rough, hard 


«paque sapphires themselves, they would not only realise . 


handsome profits, but they would help also our Colonial gem 
ipiners to get а sale for these grades of genuine gem stones, 
and thereby better their critical position. | 


H. Bengtsson, 


Delegate for the Queensland Gem Miners. - 


Paris, January 218+, 1917. 


City and Guilds Examinations. 


Tn their last two letters on the above subject, Messrs. A. P. 
Lundberg & Sons express regret that no teacher of the sub- 
ject of "' Electrical Installation Work’’ has had the energy 
to join in the correspondence, and conclude their letter in 
your issue of January 26th with the remark: ‘‘ There are 
obvious reasons, of course, why men in that position should 
hesitate to staże their views publicly.” 

Quite so; and one of the strongest- reasons is that they 
are assisting their country in the production of urgent com- 
modities, merely being visiting teachers at the polytechnics 
and other similar centres. There are few (if any) teachers 
of the above subject who are engaged fully, as ıt would not 
be possible for the students to attend except in the evening. 
Perhaps Messrs. A. P. Lundberg & Sons will oblige with a 
list of obvious reasons, and, while doing so, keep in mind 
that some men will never attempt to write a letter for 
publication even though, by so doing, they would serve a 
good cause. 

In one of their letters on the same subject, a reference 


is made to students of the Grade II Classes being able to. 


enter Grade I examinations and obtain certificates of the 
same class as when taking the examination in the previous 
year. The explanation is that, as it requires two years’ train- 
ing after passing through Grade I to prepare students suc- 
cessfully for the final examination, teachers and others con- 
cerned consider it beneficial to the students to enter the 
Grade I examination during the first year in the Grade IT 
classes in order to keep them m touch with the earlier work. 

As to whether the subject is grossly neglected or not, it. 


would be beyond the average teacher's ability to define. They’ 
know how the subject 1s taught in the centres where they are 


engaged, and perhaps learn of the happenings in a few others, 
but not sufficiently to be able to generalise. 


titions, which have a good educational value apart from being 
admirable from the advertising point of view, also engage in 
teaching '' Electrical Tnstallation Work”; if so, there may 
pe many teachers who would welcome the following informa. 
lon :— 

1. How many students they have coached successfully for 
the City and Guilds examinations during the last three years? 

2. What were the total student-hours per session? 

_ 9. The percentage of students actually engaged in the sub- 
ject as a trade? 

.4.. Why, tho Final Grade is presumed to require two ses- 
sions’ training after passing through Grade I? 

9. Is it not a fact that when a student has attended two 
ecssions of the '' Wiring Classes'' he joins the Intermediate 
"Electrical Engineering Classes.” that is. if he is diligent, 
wishing to pass beyond the practical stagé in order to obtain 


higher technica] knowledge and skill? 


oe A | Mavbe Messrs. ` 
Lundberg & Sons, in addition to conducting switching compe-` 


6. Would it not tend to higher percentages of successes in 
the examinations if the students were actually engaged on 
“ Electrical Installation Work" as a trade? | | 

The writer always found the subject of ‘Electric Wire- 
man's Work ” (now named “ Electrical Installation Work "') 
well catered for in the polytechnics to which he has been 
attached, and has known a good proportion of students taking 
Grades I and IL of Electrical Engineering to attend the prac- 
tical wiring class in conjunction with their course. | 

No doubt the reason wiremen have been in the minority at 
classes will be found in the following list:— — . E 

l. Their work necessarily takes them into outlying districte, 
preventing them attending regularly. | - 

9. Employers have never seriously encouraged technical 
training among their wiring staff. | | 

3. Men of mature age object to displaying their lack of 
knowledge before juniors. 

More could be added. 

It was recently announced in your columns that the Elec- 
trical Contractors’ Association had seriously tackled the sub- 
ject of examinations of wiremen, and we may hope that, in 
addition to being permitted to nominate an examiner, the 
Association will inquire into the teaching methods employed, 
and see that there are no grounds for caustic comments from 
manufacturers. 


No Energy. 


The Sale of Foreign Motors. 


We are continually receiving letters from old customers (no 
doubt in common with other firms) stating that they want 
machines under Class “C.” They offer us their orders, and, 
as is well known, all electric motor manufacturers have had 
to give an undertaking not to supply Class “О” material 
owing to the copper and steel restrictions; yet the letters 
that we receive regularly contain a sentence such as follows: 
—“ Unless you are in a position to supply us with the 
machines we shall have to obtain them elsewhere." We 
should like to know what firms are doing this dirty trade, 
and what precaution can be taken to prevent it. Also, are 
firms who import foreign motors allowed to sell them witb- 
out a certificate and Ministry of Munitions permit number? 
If so, it is-a gross unfairness, and giving our foreign compe- 
titors an unequal chance. We never object to foreign compe- 
tition on a fair basis. If our factories cannot produce all the 
electric motors that are essential for war purposes, it is only 
right that they should be imported, but this concession 
should be rightly used, and not abused, and we trust some 


steps will be taken in the matter to prevent its continuation 


at an early date. | 
Higgs Bros. 
W. F. Hicas. 
Birmingham, January 26th, 1917. 


n——  — 


BREAKDOWNS IN GERMAN PLANT. 


IN a paper recently read before the SOUTH AFRICAN INSTITUTE 
or ELECTRICAL ENGINEERS, Mr. А. E. VAL Davies gave some 
interesting examples of breakdowns of German plant in 
connection with the South African power companies during 
the last four years. The author stated that his list could be 
greatly extended. 

He explained that the generators, which represent an aggre- 
gate of 218,800 K.v.A., are all of the turbo-alternator type, 
their ratings varying from 3,500 to 18,000 K.v.a., and their 
speeds being either 1,000 or 1,500 n.P.M. The ratings of the 
transformers, which are all of the water-cooled type, vary 
from 4,000 to 12,500 k.v.A., the total being 388,500 K.V.A. 

In seven generators, each of 12,000 k.v.a. and of identical 
design, the joints between the stator bars and the end bends 
were of most primitive design, and were, to start with, . 
mechanically weak. Three hollow rivets were provided to 
hold the two forked ends of the bends to the bar, and the 
joint thus made was soldered with a soldering iron. When 
these joints were opened up a great majority of them were 
found to be devoid of solder inside, there being merely a 
beading of solder round the edges. The usual cause of 
failure was that the beading cracked away, leaving the joint 
held by the rivets only; it then heated up and gradually 
burnt away the surrounding metal till the joint ultimately 
failed by the melting off of the end of the bar and bend. On 
three occasions the following arcing burnt into the bindin 
wire of the rotor, which thereupon slacked away and rippe 
the insulation from the remainder of the end windings. This 
defective joint was responsible for the loss of many thousands 
of pounds directly and indirectly. 

'The rotors of all the generators are fitted with wire binders 
round the ends of the rotor windings. Abutting the rotor 
poles. a copper alloy.wire, with an ultimate strength of 40 
tons per sq. in., is used to prevent to n certain extent the 
magnetic leakage which would occur if steel wire were used, 
dnd special steel wire, with an ultimate strength of 198 tons 
per sq. in., is then laid on in the remaining space, both wire: 
being laid on at a tension torresponding to 20 tons per sq. in. 
There can be no c as to the mechanical strength of 
these bincers, and their .canstruction. eliminates the possi- 


Vol. 80. No. 2,045, FEBRUARY 2, 1917.] THE ELECTRICAL REVIEW. 


125 


bilities of internal stresses and unrelieved strains to which 
a solid shrunk-on cap might be subject; but this hardly com- 
pensates for their unfortunate proclivity, once the outer turns 
are burnt through, of stripping into miles of wire, which 
forthwith is ground up in the air gap of the machine, ruining 
not only the windings, but often the core plates of the stator 
as well. This unfortunately occurred three times. In two 
18,000-K.v.4. machines, of different speeds and design, thc 
rotor binding wire was found to heat up to a temperaturo 
sufficient to melt the solder, which was flung off upon the 
end-windings of the stator. ` i 

A breakdown occurred in а 12,500-k.v.4. machine fitted 
with a dry air-filter, composed of a zig-zag arrangement of 
filter cloths in wooden frames, which was placed below the 
penerator floor level. Owing to the failure of a current trans- 
ormer installed 12 ft. away from the filter and on the gene- 
rator side of it, severe arcing presumably set fire to the filter 
cloths, although, according to the specification, thev were 
supposed to be fireproof, and the whole filter became ignited. 
_ In one case a bank of four 6,000-K.v.a. transformers work- 
ing on a ratio of 80,000 to 90,000 volts, failed within a few 
days of each other owing to the perforation of their respec- 
tive water-cooling coils, which were of iron, and the conse- 
quent flooding of the windings. In the case of the first, a 
lump of zine was found in the bore, and this caused a stream 
of water, which was decidedly acid, to impinge on the side 
of the tube, which was finally punctured by the continued 
erosion. In the other transformers obstructions were also 
found in the pipes, which in several cases all but blocked 
the bore. In a Fatch of six transformers there were failures 
in four, owing to perforation of their lead cooling coils. the 
breakdowns being due to faulty drawing or extrusion of the 
tubing. In some of the faulty coils the thickness of the 
metal varied from a few thousandths of an inch on one side 
05 i in. on the other side, the proper thickness being 

in. 

A 19,500-K.v.4. core-type transformer was removed for 
examination after tripping, and when an attempt was made 
to lift off the upper yoke of the core it was found to he 
thoroughly welded to one of the vertical limbs. This break- 
down was due to a succession of failures of the insulation 
round the core bolts in both the top and bottom yokes. The 
resultant flow of current melted into & solid mass almost à 
cubic foot of iron core plates in both the vokes, and pre- 
sumably, after the pad of insulating material between the 
yoke and limb bad been damaged, a further circulation. of 
current took place across the joint thus made. The net result 
of this breakdown was the scrapping of the machine.—The 
Times Engineering Supplement. 


WAR ITEMS. 
Enemy Companies Winding Up.—A Supplement to the ' 
Board of Trade Journal of February 1st contains & complete 


list (to January 25th) of the names of firms which have 
been ordered by the Board of Trade to be wound up under 
the Trading with the Enemy Amendment Act, 1916. The 
date of the order is given in each case, together with the 
name and address of the Controller appointed, and an alpha- 
betical index of the firms is included. 


Discharged Men in Kinemas.—The Kinema Emplovment 
(and Sale) Bureau, of 18, Cecil Court, Charing Cross Road, 
W.C., which has been finding light emplovment in various 
capacities in kinemas for disabled and discharged soldiers and 
also employment for the wives of soldiers now serving at the 
Front, has several vacancies on its books. A free register of 
discharged and disabled men is kept. : 


Labour After the War.—Mr. J. Hodge, the Minister of 
abour, is reported to have stated, in a recent speech at 
Manchester, that he was about to form a big centra] com- 
mittee, and four og five hundred local committees in different 
parts of the country, to consider the vast problem of after- 
the-war employment. He referred to the great need for 
hearty co-operation between employers and employed in con- 
nection with this and other problems of labour and industry. 


. Controlled Works.—The total number of controlled estab- 
lishments is now 4,719. 


Exemption Applications. —At the Plymouth Tribunal, two 
apprentices to electrica] engineering, who had each paid a 
£50 premium, applied for exemption. The Military opposed 


the application on the ground that the lads were 18 and 


passed for general service. The Mayor remarked that it was 
hard that any advantage of the premiums paid should be 
forfeited, but in view of the new circular the Tribunal felt 
they could give no exemption.— Western Morning News. . 

At Southwark, Coun. T. E. Hewitt, a member of the Tri- 
bunal, carrying on business as an electrical engineer at 
Newington Causeway, applied for the exemption of three em- 
ployés, all passed for general service. These were a sheet 
metal worker, 28, single; a tinsmith, 26, single; and a second 
tinsmith, 33, married. He stated that these were the only 
three men left working at the bench. Under existing condi- 
tions he could not expect nr exemptions for them, but he 
asked thet lfe might keep thein until ha had completed a 
Government contract. The men had been in certified occupa- 


tions until recently, but were now taken out of the list. 
Before the war he had 17 bench hands and five fitters, but 
now only had left these three bench hands, one fitter, and a 
foreman, and if these men went he would have only the 
foreman and fitter left. He had a row of empty benches 
with no men to do the work. His present contract would 
take just over & month to complete, but he was doing the 
hardest part of the bench work himself. Three months’ ex- 
eniption was granted in each case | 

At Southport, the borough electrical engineer applied for 
four men, who, he said, were formerly hadged. The Minister 
of Munitions had informed him that if they were called up 
he must send a certificate to the Recruiting Officer that they 
could not be called up until substitutes were found. The 
cases were adjourned for inquiries. ‚ 


At Rochdale, Mr. G. Webster, in appealing for J. Crossley 
(36, single), overhead electric wireman; J. W. Milnes (35, 
single) and J. Hird (37, married), the two last-named motor- 
men, said he had onlv two skilled wiremen to look after 40 
miles of overhead equipment, and on some of the older sec- 
tions the calls for the wiremen were more than donble what 
they were two years ago. It would take a stranger a con- 
siderable time to get into the method of the Rochdale feeder 
system, and unskilled men were out of the question. As to 
the drivers, he bad to studv the safety of the public, especi- 
ally considering the dark nights. All three men had been 
passed for general service. Milnes was put back to March 
3ist, and the others to April 30th. 

At Deal, exemption was claimed for Mr. C. H. J. Graves 
(29), electrical engineer of the “South Eastern” Hotel, 
originally rejected, and now passed for general service. It 
was stated that Mr. Graves could not be replaced, and that 
if he had to go there would be no alternative but to close 
the hotel. as it would he impossible to keep open. without а 
supply of electricity. The Advisory Conunittee said that Mr. 
Graves should be released for military service. even if the 
hotel had to be lighted by lamps. The Tribunal allowed two 
months, with no further application without leave. 


At Dover. on January th, the Military Representative 
asked for the withdrawal of conditional exemption granted 
by the Recruiting Officer to six tramway drivers in the em- 
ploy of the Corporation. One, it was stated. had given notice 
to leave, and was going to work for the Admiralty, and the 
Tribunal decided to grant no exemption to him, leaving the 
сазе to be fought out between the Army and Naval authori- 
ties. As to the rest, it was urged that the men were 
in a certified occupation. Mr. Robson said that he looked on 
tramways as а luxury, but Mr. Carden pointed out that they 
were recognised bv the Government as a public utility ser- 
vice. One was given conditional exemption until a substitute 
is found, and the certificates of the others were withdrawn. 

At Leyton, on January 22nd, Mr. A. Partington, clerk to 


` the Ilford U.D.C., applied for exemption for eight tramway 


employés. Captain Howard said that the tramways had done 
all they could to meet the situation, and it was highly credit- 
able to them. The appeals were respited for three months. 

The Southend-on-Sea Tribunal, on January 22nd. refused 
an appeal for the exemption of А. V. Harrison (31), elec- 
trician at the Hippodrome. claimed ое being indispensable. 
The calling-up was deferred until April 156. 

At Oxted, on January 24th, Major Chas. Teveson-Gower. 
J.P., of Titsev Place, Limpsfield, apnealed for H. Maynard 
(36), in charge of the electric water-raisjng plant, &c.. on the 
estate. It was stated that the installation of the plant cost 
£3.500. and that Maynard could not be replaced. Conditional 
exemption was conceded. | 

At Epsom, an electrical engineer and contractor, aged 36, 
applving for exemption. said that he was the head of busi- 
nesses at Epsom and Sutton, and if he had to join up he 
would have to close down both businesses, it being quite 
impossible to find a manager to do the mechanical work. 
Two months were allowed. | | 

At Wevmouth, the Town Clerk applied for exemption for 
the electrical engineer, Mr. J. H. Bolam, whose certificate 
granted by the Recruiting Officer had been withdrawn. The 
application was acceded to. 

The West Kent Appeal Court has granted two months’ 
exemption. with no further appeal without leave, to A. Stub- 
berfield: (27), of Beckenham, foreman in an electric battery 
factory. passed in Class B 1. 

At Watford, Mr. Barham. electrical engineer to the U.D.C., 


- applied for exemption for H. Tomkins and L. Cook, engaged 


at the electric light station. He said that both men had been 
de-badged, and as he was waiting for certain information 
from the Ministry of Munitions, he applied for the cases to 
be adjourned. The Militarv Representative replied that both 
were young men, one being 96 and the other 30, and an 
adjournment was only putting off the matter again. He 
asked if men could not be found to take their places. Mr. 
Barham replied that they had tried to replace them. but 
had failed. The Tribunal decided to adjourn the cascs as 
requested. 

The West Kens Appeal Court has again had under con- 
sideration the case of Mr. A. Leach. electrical engineer, of 
Maidstone, previously referred to in the ErgcTRICAL Revinw. 
Mr. Leach claims having applied for naturalisation in the 
United States, and he desires to return there; his earlier 
return has been prevented by his wife's-illness, and. war 
borne out by a letter from him to the Home Office n-April, 
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1911. The Court granted three months' exemption condi- 
tional upon his receiving permission, and leaving for the 
United States within that period. 

The Woodbridge (Suffolk) and District Electric Light Co. 
applied to the local Tribunal for exemption for their engi- 
neer, aged 27, who has charge of two power stations, on the 
ground that he is in a reserved occupation. It was men- 
tioned that the company had been invited to supply current 
to another centre in the district. Three months were 
allowed, with leave to appeal again. 

At Teddington, an appeal was made by the London United 
Tramway Co. for two tram conductors, a motorman, and a 
driver. whose certificates of exemption have been withdrawn 
on the ground that it is no longer necessary that they should 
reinain. in сүй employment. It transpired that, under in- 
structions from the War Office, the company's 1.500 men had 
been inspected bv the Recruiting. Officer. at. €hiswick, and 
all men in any fit category for military service had been 
taken. leaving about 900 motor drivers and a few highly- 
skilled men, such as electrical experts, &c. Major Smith, of 


Chiswick, in a letter, expressed the opinion that the few. 


exceptions granted. should. be respected, and that the four 
clanns should be transferred to the. Chiswick Tribunal. The 
Clerk mentioned that the four men had been exempted by 
the War Office, and the matter was adjourned for an explana- 
tion from the Military authorities. ; 


BUSINESS NOTES. 


Book Notices—‘ Willing’s Press Guide" has now 
reached its forty-fourth annual issue. It contains a mass of useful 
information regarding the Press of the world. We have always 
found it a very handy and reliable work of reference. The printers? 
errors noticeable here and there are, doubtless, consequent upon 
the increasing difficulties of war-time. 

" Registration of Business Names," By H.W. Jordan. London: 
Jordan & Sons, Ltd. 6d. net..—This booklet sets out the requirements 
of the new Act. and quotes examples. 

" Alternating Currents.” By C. E. Magnusson. 
Publishing Co. Price 17s. net. 


London : Hill 


The Report of the War Refugees’ Committee (General Buildings, , 


Aldwych, W.C.) contains a full account of the Committee's work, 
with a balance-sheet. and illustrations showing scenes outside the 
offices after the fall of Antwerp, and Belyian soldiers on leave at 
Christmas, 1915. 

The. British Dominions General Insurance Co. Ltd., has pub- 
lished its very acceptable “ British Dominions Year-Book for 1917." 
Amongst the articles, first and foremost is one by the Earl of 
Cromer (whose death we lament as we write) on " The Aftermath 
of the War," and there are others on " Labour. Commerce, and the 
Empire." by Edward Salmon: on “Trade Opportunities in Latin 
America," by Percy F. Martin; on "The Wars Three Phases." 
" India’s Future in the Empire.” " Trade Before and During the 
War." “The Civil Engineer and the Future." by Lord Headley, 
" War Finance and the Future," “ National Insurance," and a whole 
host of other contributions, accompanied by maps, coloured plates, 
and other illustrations. i 

‘L’Annuaire du Bureau des Longitudes pour 1917." 
Gauthier-Villars et Cie. Price 2 fr. 

"The Practical Electrician's Pocket Book and Diary " for 1917 
(London : S. Rentell & Co., Ltd. Price 18. 6d. net) is almost out of 
its teens, and needs no commendation ; it has been revised by the 
Editor, Mr. H. T. Crewe, and a chapter has been added dealing with 
eleetric furnaces. There are few branches of electrical engineering 
upon which it does not touch. 

" Local War Museums : a Suggestion." 
(Editor of “ The Connoisseur"). 3d. 


Catalogues and Lists.—Tux HILLBAR PRESS, 72, 
Finsbury Pavement. London, E.C.---Folder relating to their supplies 
for the dry battery trade. 

Messrs. DAVID Brown < Sons (HUDDERSFIELD). LTD.. Park 
Works. Lockwood. Huddersfield.—T welve-page illustrated pamphlet 
containing particulars of their D.B.S. carburiser for case-hardenine. 

GENERAL ELECTRIC Co. LTD. 67, Queen Victoria Street. 
London, E.C.—Leaflet V 2,087, giving prices and particulars of 
кта] power electric motore. 

MESSRS. GRINDLAY, Ross & Co., LTD., of 17, Waterloo Street. 
Glasgow. have issued loose blotters, showing the situation of their 
premises in the city. 

Тик LANGDON-DAVIES ELECTRIC Motor Co., of 110, Cannon 
Street. E.C.. have also circulated loose desk blotter slips. 

BRITISH ELECTRIC PLANT Co., Lra., Alloa.—-Four-page leaflet, 
giving illustrations of their works and of electrically-driven haulage 
years, 

MESSRS. SIMPLEX CONDUITS, LTD., Garrison Lane. Birmingham. 
—Twelve-page illustrated price-list of " Plexsim” electric heating 
and cooking apparatus for industrial and other use. 


Catalogues Wanted for Russia.—Owing to the special 
importance. at the present time. of establishing commercial con- 
nections on a firm basis between the Allied countries, with the 
object of ousting German intervention and competition. the Russo- 
British Chamber of Commerce at Petrograd asks us to request all 
British firms wishing to trade with Russia. now or after the war. 


Paris : 


By C. Reginald Grundy 


to send their catalogues and price lists (not less than 10 copies) to 
the Chamber at 4, Gorochovaia. Petrograd, Russia. The catalogues 
will he placed in the special library of the Chamber, and will be 
distributed to Russian merchants interested in the development of 
their trade connections with England. 


Bankruptcy Proceedings.—6G. Е. BONNER, electrical 
avent. 105, Fox Lane. Palmer's Green. Trustee released Jan. 19th. 
Н. Н. OxLEv (otherwise Oliver Huxley). consulting engineer, 
Hanwell. -February 10th is the last date for the receipt of proofs 
for dividend by Mr. E. W. J. Savill. Official Receiver, 14, Bedford 


Row. W.C. 


C. J. OGILVIE. electrical engineer. 43, Dudley Road, Whalley 
Range. The first meeting of creditors herein was fixed to take 
place on January 24th at the Official Receivers offices. Byron 
Street, Manchester. but there was not a quorum of creditors pre- 
sent. and the matter was, therefore, left with the Official Receiver 
who will act as trustee. 


Calendars.—Mn. AruERT.E. MALLANDAIN, of 51, Cheap- 
side, E.C.. has issued a calendar for 1917, with monthly slips. on 
each of which is also given a complete calendar for the year. 


Messrs. TAYLOR & CHALLEN. LTD. of Derwent Works. 
Birmingham, have sent us a wall calendar for 1917, with 


monthly slips ; on the reverse side of each slip. which turns down 
when done with. there is а half-tone view of metal presses, Xv., 
supplied by them. 


Dissolutions and Liquidations—ATTWATER & Sons 
engine packing manufacturers, &c., Hopwood Street Mill. Preston. 
and the BnrTIsH RUBBER Co. 28, Friargate, Preston.—Messrs. 
R.. F., C., and C. Attwater have dissolved partnership, so far as 
Charles Attwater is'concerned. Debts will be attended to by the 
remaining partners, who will continue the businesses. 

ВАрт M. Lro.. 93. Mortimer Street, London. W.. dealers in radium 
and “radio-active substances, Кс. (enemy subjects). Creditors must 
send particulars of debts, &е., to the controller. Mr. C. R. Beeby, 
66, Basinghall Street, E.C., by February 24th. 

R.E..T. Construction Co.. Ltp.—This company is winding up 
voluntarily, with Mr. A. Pave, 28, King Street, E.C., as liquidator. 

KRUPKA & ЈАСОВҮ. Lrp.—The Controller, Mr. Thomas Wise. 
has applied for his release. 


Durban Municipality and Preference—The Durban 
Town Council has taken action with the object of encouraging 
British trade. The Finance Committee has authorised the general 
storekeeper to give a preference up to 10 per cent. to goods pro- 
duced and manufactured in the United Kingdom. as apainst 
American goods, Further, in accordance with a previous resolu- 


' tion of the Council. to the effect that Natal Municipal Councils and 


Local Boards. should make a return of those goods which in the 
past they have been accustomed ta purchase from foreign countries. 
with a view to publication for the benefit of British manufacturers, 
the Council has forwarded such a return to the Natal Municipal 
Association. Amongst the goods included in the return are the 
following :— 

Tramway Supplies.--Electrical equipment and spares. trucks. 
fenders and spares, trolley wheels and bushes, trolley cord, and 
tramcar seats. 

Desk and wall telephones, bitumen, grease compound, metallic- 
filament. &c., lamps. oil (engine, cylinder and dynamo), trans- 
formers (single-phase). 

In some instances the return gives the names of the foreign 
makers from whom some of the above-mentioned goods have 
hitherto been obtained, and in others details as to sizes and weights 
are given. Such further information as is available may be 
obtained by United Kingdom manufacturers and exporters of U.K. 
goods, on application to the Department of Commercial Intelli- 
gence, 73, Basinghall Street. London. E.C.— Board of Trade Journal. 


Agencies Wanted.—A Johannesburg agent seeks the 
agency for a British manufacturer of three-phase electric motor”, 
Reference 37/92. 

A manufacturer's agent desires agencies for British makers of 
scientific instruments, meters, telegraph and telephone instruments. 
Reference 30. е 

Particulars fron Department of Commercial Intelligence, 73. 
Basinghall Street, E.C. 


Registration of Business Names.— Under the new Act. 
an office has beeu opened at 39, Russell Square, London, W.C.. for 
the reristration of firms and persons whose principal places of 
business are situated in England and Wales. Separate offices will 
be opened in Edinburgh and Dublin for Scotland and Ireland. The 
earliest date on which it is permissible for particulars to be fur- 
nished, with a view to registration. is February 22nd. The 
particulars must be furnished on Board of Trade forms, obtainable 
at post offices later. 


Trade Announcements.—MR. PHILIP HERD, of Johannes- 
burg, has entered into partnership with Messrs. Peabody, Rice, and 
Wilson, and the title of the new firm will be Rice, Wilson & Herd. 
Mr. Herd has been associated with the South African interests of 
the B.T.H. Co.. Ltd., of Rugby. and the General Electric Co., of 
Schenectady. for many years. 
unchanged —56-88, Strand Bank Chambers, Commissioner Street, 
Johannesburg. | 

The Ainsdale branch of Messrs. T. WAINWRIGHT & Sons, LTD.. 
electricians, Southport. has been closed for the duration of the war, 
Mr. T. Wainwright, jun., being called up. 

The address of LE CARRONE has just been changed to Coventry 
House. South Place. E.C. New telerraphic address ; Lacombe, 
Ave. London." 


The address of the offices will be. 
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LIGHTING AND POWER NOTES. 


Australia.—The Victorian. Hydro-Electric Co., Ltd., has 
been granted a licence for a term of two vears. at a rental of £25 
for the first year and £50 for the second. for the diversion of water 
from the Kiewa river for a proposed power installation. 

The Perth (W.A.) City Council has re-allocated the sum of £260,000, 
set aside for the erection of a gas retort house, for the purchase of 
yas and electric plant and extensions. 


‘Canada.— According to the Counadiun Engineer, the 
Russian Government has requested detailed information regarding 
the facilities available in Canada which might be used in Russia 
for carrying out extensive hydro-electric power schemes now under 
consideration in that country. The Dominion Water Power Branch 
has been asked to supply information regarding Canadian experience 
in hydro-development, also electrical and mechanical manufactures 
for such projects, and other bodies have been asked to assist in 
various ways. 

The following, taken from the Canadian Engineer, shows the 
amount of electrical energy produced for export and home use 
by certain Canadian companies :- - 


Units for Units for 


export. use in Total output. 
* Kw.-hours Canada. KW.-hours Har. 
ТС (thousands).  Kw.-hours— (thousands). Years. 
(thousands). 

Can. Niagara Power Co. 400,521 11,178 411.700 62,999 
Electrical Develop. Co. 34.632 395.346 — 429,998 65,399 
Ontario Power Co.  ... 199.135 GIG 884° 815.969 124.862 
Ontario & Minn. P. Co. 13.144 11.789 21.933 3.815 
Cedars Rapids P. Со.... 358,753 50.03] 414.784 — 63471 
Sherbrook R. & P. Co.... 230 8.605 REMIT 1.352 
Maine & N. Bruns. P. Co. 3.07% 242 3.318 507 
West. Canada P. Co. ... 11.937 60, E68 72.405 11.079 
Brit. Col. Elec. R. Co.... 330 68.470 GRRL 10,528 
Totals pie . 1.021.780 1,228,966 2,250,747 Á 314.116 


Chile.—Concessions have been. granted to Senor Navarro 
to develop electric power from the Agua Fria, and to Hermanos 
and Co. to utilise the water of the River Leira for generating elec- 
tricity for industrial purposes. 


Continental.—Russia.—The Baku electrical company 
called the Elektricheskaya Sila has had to circularise its new sub- 
scribers, expressing regret that it cannot connect them for want of 
material. 

The Tiflis Council has obtained permission to issue a loan of 
210,000 roubles to extend the central electrical station. 

The Irkutsk Council is also authorised to borrow 228,878 roubles, 
in order to supplement the equipment of and to extend the elec- 
tricity station, against a deposit with the local bankers of 4 per 
cent. Government. Rentes. equal to 350,000 roubles nominal. 

The total cost of extending the electric lighting system and 
repairing boilers at Viadivostock is estimated at 105.000 roubles, 
which it is proposed to pay off by increasing the price of current : 
but permission to go on with the work is being delayed until a 
250.000 roubles loan from the local branch of the Siberian Trading 
Bank has been realised. . 


Dublin.—Asvrcx LIGHTING.—At a meeting of the Joint 
Committee of Management of the Richmond Lunatic Asylum, the 
chairman said the electric lighting of the asylum buildings had 
effected a remarkable saving. the cost being a little over one-third 
that formerly incurred by gas lighting. 


Dundalk.—L.G.B. Inqurry.—Mr. P. C. Cowan recently 
held an inquiry into the application of the U.D.C for sanction to a 
loan of 425.000 for the electricity undertaking, some £2.000 of 
which was desired to repay certain interest and sinking fund 
charges. being the first instalment in connection with a loan of 
£21.000 for plant to supply the works of the G.N. Railway of 
Ireland, which. due to the non-delivery of engines, was not pro- 
ductive for 15 months later than it would have been in the ordinary 
way. It was urged that the plant was non-productive through no 
fault of the Council. and it would be unfair to impose the liability 
on the rates. It was argued that although there was no precedent 
for such an application in the case of a publie body. there was no 
reason in law why it should not be acceded to. Mr. Cowan said 
the rizht to charge interest to capital. when admitted, was usually 
provided for in local Acts; failing that. there was the alterna- 
tive of putting the deficit on the rates. To hold the balance of the 
loan, or part of it, as working capital was also a novel point. He 
advised that £500 should be put on the rates, as he thought they 
had no right to carry forward adverse balances. It was pointed 
out that as the undertaking had no working capital, it had to work 
on the revenue of the preceding half-year, and so was a vear behind 
in repaying to the Council interest and sinking fund moneys ; 
although this was of small account when capital charzes were 
small. the Council could not afford to do it when the charges were 
£3.000 a year. The inspector did not see how the Council could 
get relief in the manner proposed, but agreed to report fully : he 
alzo complimented the Council and its engineer (Mr. Spalding) on 
the power station. 


East Ham.—It has been resolved that for the present 
that no alteration be made in the charges for current. 


Epsom.— The U.D.C. has decided to ask the D. of T. to 
withhold consent to the application of the South Metropolitan 


Electric Tramways and Lighting Co. for a prov. arder for Ewell. 
as the Council, which already supplies a portion of the parish, is 
quite capable and willing to extend the supply when the proper 
time arrives. 


 Hornsey.—4A serious defect recently occurred in the 
crankshaft of one of the engines at the Council'8 yenerating station. 
The repairs are to be carried out. at a cost of about £300. Gales 
carried away part of а cooling tower. The damage is to be made 
good at a cost of about €57. 
Hull,.—EzriwaTES.— The acting electrical engineer, Mr. 
J. F. Majoris, in his estimates for the financial year ending March 
3lst. 1918, reckons on a total revenue of £105.714 (£101,104. from 
sales of electricity). and expenditure amounting to €102.706 (fuel 
x 32.400, salaries €12,600, interest. and sinking fund £37,946, rent, 
rates, Xc., &6.710. engines and boilers £5.400, repairs, renewals of 
mains, &c., £1,400), leaving а balance of £3,008. The estimatcs 
were adopted, and referred to the Finance Committee. . 


Keighley, — PRorosep Loax.— The Electricity Committee 
recommends the T.C. to apply to the L.G.B. for power to borrow 


(£2,000 for laying extra-high-tension cable. 


The War Bonus Committee recommends the granting of a war 
bonus of 2s. per week to officials over 21 years of age whose 
salaries do not exceed £200, and of half that amount to those 
under 21 years of age. 


London.—SHOREDITCH.—NEW PrANT.—The В.С. pro- 
poses to borrow a sum of £41,000 in connection with a scheme for 
extending the works and generating plant at Whiston Street. The 
Council had previously approved of estimates amounting # 122.951, 
of which the L.C.C. has sanctioned £23,045, including the expendi- 
ture on converting plant and mains. &c.. necessary for taking a 
bulk supply from the Stepney B.C. The remainder of the estimate 
(£09,905) was deferred by the L.C.C., owing to the proposal to pro- 
vide a bulk supply for London. 

In view of the increasing demand on the Shoreditch plant. and 
the loss of the bulk supply from Stepney. the borough electrical 
engineer has submitted a scheme for the installation of a large 
turbo-venerator set in place of a reciprocating set, which is esti- 
mated to cost €11.000, including generating and converting plant. 
awitchyvear, cables, хе. The increased efliciency of the new plant 
will. it is estimated on the basis of the present year's figures, 
result in an increased profit, after allowing for loan charges. of 
£ 3.000 per annum, -/achney Gazette,” 

LaMnErH.—The General Purposes Committee has considered the 
question of its option in March. 1918, of repurchasing the undei- 
taking of the South London Electric Supply Corporation, Ltd. The 
Committee has decided that the present moment is an inopportune 
one for repurchasing the undertaking, and accordingly notice to 
exercise the option will not be given. The Council has also the 
option of repurchasing the undertaking on March 16th, 1928. 

IstiNGTON.. The electrical engineer reporta that it is necessary 
to at once provide an additional feeder. The estimated cost of the 
work is €4.000, and the Lighting Committee is to proceed with 
the work forthwith as a matter of urgency. 

STEPNEY.—The accounts of the B.C.'s electricity undertaking for 
the year ending March last disclose a deficit of £5,864, the first in 
15 vears. This was due entirely to the abnormal conditions. which 
Mr. Tapper in à summary estimated to have resulted in some € 24.700 
extra cost, coal. due to increased price. costing £90,350 more, and 
due to inferior quality £4,500 more. The ash content increased 
from 1t per eent. to 26 per cent. of the fuel consumed. The total 
units generated amounted to 27.800.000, and units purchased in 
bulk to 2,560,000. making a total of 30,380,000, an increase of over 
1,000,000 on the previous year. Practically 25.000.000 unita were 
gold: 4.500.000 for lighting. 9.700,000 for power and heating. 
4.500.000 to private consumers in bulk. and over 6,000,000 units for 
publie bulk supply. The total compares with 151 millions units in 
1911-15. 

The generating plant capacity was 17.720 kw.. and the maximum 
load ).874-KW. ; the works cost, at ‘558d. per unit, compared with 
46d. in the previous year. and the all-in cost was just over ld. рег 
unit sold. To meet the deficit and other expenses, amounting to a 
total of £13,760, €12.626 was transferred from reserve, the balance, 
£ 1.133. being in hand from the previous year. 

The capital in the undertaking at March last amounted to 
£602.000, of which. roughiy, ж120.000 had been repaid, and 
€22.000 provided out of revenue. &c. This was apportioned as 
follows :— Limehouse station, £240,000: Whitechapel station, 
£129.000 ; Wapping sub-station, £13,000 ; instruments, tools, &c., 
£€15.600 ; mains, £193,600 ; services and meters, £53,500 ; balance 
in hand. £17.00U. 


Stalybridge.—lIxNcnEAsED PRiIces.—The Joint Board has 
decided to increase the charges for current for heating, domestic 
and power purposes, as from April Ist next, in order to meet the 
increased cost of coal, Ke. 

Tasmania.—A conference was held -recently between 
representatives of the Launceston City Council and the Premier of 
Tasmania relative to the Council's participation in the Govern- 
ment hydro-electric scheme. Nevotiations in respect to the matter 
beran in August, 1915. and the Government. offer was rejected. 
The Council proposed to sell out its undertaking and to erect its 
own trausmission line from the Government power station, and, at 
the same time, it sought the right to supply all power in the north 
of the island. Special terms were laid down for the supply of 
power. The Premier stated that the question to be determined waa 
whether, under existing conditions, the Council would be justified 
in scrapping £70.000 worth of plant now used in-the-electrieity 
undertaking. and expending £/7q.00to^supply the power. or 
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whether it would not be sounder business to continue to meet the 
local requirements with the existing plant until conditions beeam23 
nearer normal. Не told the conference that the contracts of the 
Great Lake scheme would practically absorb the whole of the 
power available. Investigations showed that 45.000 11. p. could. be 
developed from the Arthur s Lakes. and this would be reserved for 
the development of industry in the northern part of the State. He 
assured the Council that the Government would endeavour to 
obtain a customer for a fairly large block of power to locate works 
at Launceston. 

At a meeting of the Launceston City Council, the report of the 
conference was discussed. and the Council has decided to take up 
the whole matter of increased power for the electrie Lighting and 
tramways undertaking at an early date. 


Tyldesley.—The U.D.C. has decided to complain to the 
Lanes. Electric Power Co. regarding the inconvenience caused by 
failure of electric supply in the district. 


Tynemouth,.—Y Ean's WorRKING.—The accounts of the 
electricity undertaking for the year ended March 31st, 1916. show 
that 4.528.958 units were sold. as compared with мо in the 
previous year, three-phase supply accounting for 2671.652 and 
2,84 f. 560 units respectively in the two years. The total revenue 
amounted to £21,652. and after meeting all charges. there was a 
deficit of £513, as against a profit of £738 in the previons усаг. 
The deficit of £513 was met from funds in haud, and a surplus 
balance of £ 1.311 still remains. 


Walthamstow.—Lo04N SANCTION, «е. Тһе electrical 
engineer reports that it would not be possible to erect the steel 
chimney provided for in the original scheme for the new plant 
extension, and tenders are to be invited for the construction of a 
brick chimney. Plans are to be prepared for an extension of the 
sub-station and the boiler-house’ buildings. The L.G.B. has 
sanctioned the borrowing of £18,790 in connection. with the 
extensions at the veneratine station. 


TRAMWAY and RAILWAY NOTES. 


Accrington.—The local branch of the Tramways and 
Vehicle Workers’ Union is taking steps with a view to securing a 
war bonus for women conductors. 

Australia.— The Tramways Board has issued a writ against 
the Melbourne Tramways and Omnibus (Co. Ltd.. claiming 
£250,000 for breaches of the covenants of the lease. which required 
that the lines should be handed over in good workine order and 
condition ; this, it is contended, has not. been done. 


Blackburn.— FARE [Ncrease.—The Tramwars Com- 
mittee is recoinmending a revision of fares, which will affeet every 
section except one ; several overlapping stages are to be abolished, 
and the issue of return tickets discontinued, 


Birmingham.— St Bway PRorosar.—At the last meeting 
of the Tramways Committee, the question of better tramway 
terminal facilities was under consideration, from the point of view 
of surface and underground methods. Finally. the general 
manager, Mr. A. Baker, was instructed to prepare a detinite scheine 
for subways in the centre of the city. 

The provision of trailer cars on certain of the tramway routes of 
the city has been before the Committee for some months; the 
difficulties have been gradually overcome, and it is hoped shortly 
to make arrangements for entirely equipping one route with 
tractors and trailers. and should this experiment prove satisfactory, 
the Committee will consider the desirability of reporting to the 
Council in favour of their introduction.— //rmingham Daily Past, 

It has been announced that, due to the dislocated service, no con- 
tribution to rate relief will be made. - 

Brighton.—The Corporation is offering to supply the 
Sheffield Corporation with 75 tons of tramway rails, free on rail at 
Brighton. at £16 per ton. The Corporation has in stock 109 tons 
of new rails. in addition to a few old ones which can be used again, 
and will not require to use them all itself. 


Continental.— IraLty.— The Piedmont Savings Banks 
have decided to form a trust to provide the capital needed by the 
Italian Government for the electrification of the Bussoleno-Turin- 
Roneo Railway. 

Dundee.—A meeting of the Seottish tramway managers 
was held in Dundee last week: the visitors were welcomed to the 
city by ex-Bailie Johnston. convener of the Tramway Committee, 
It was mentioned that in several cases 3d. fares had been abolished. 
and in one case the revenue had increased by between £4.000 and 
£5.000 in eight months. while the number of passengers carried 
had largely deereaeed ; in every case the receipts had gone up. 
The question of insurance risks, owing to the larzc amount of 
unskilled labour employed, was discussed, as well as questions 
atfecting the upkeep of permanent way and plant. The visitors 
were entertained to lunchcon by the Corporation. 


Ecuador.—The municipality of Quito is to grant one or 
more contracts for the construction of electric tramways from that 
city to any town or towns in the canton. The concessionaire will 
be prauted exemption trom the payment of all fiscal and municipal 
taxes, but will be obliged to hand over to the municipality at least 
5 per vent. of the gross receipts from the undertaking during the 
first five years of operation, and thereafter the percentage is to be 


increased by 2 per cent. for each five-year period. The concession 
will be for a maximum period of 30 vears, at the expiration of 
which the lines. together with all fixed and rolling stock. will 
become the property of the municipality. Work must be com- 
meneed. within a period of two years from the signing of the 
contract. The municipality will make application for the duty-tree 
admission of such materials required. in connection with the pro- 
jected system as must necessarily be imported from abroad.—-Buard 
of Trade Journal, 


Glasgow.— DEBT-FREE TRAMWaYs.—[t was recently 
announced that the City tramway system was now free of debt. all 
the capital expenditure of = 2£3.835.156 having been repaid or 
provided for. 


Halifax.—Proposkp FARE INcREAsSE.— Fares are to be 
advanced to the extent of about 50 per cent, workmen's 
fares remaining at the present rates. but not to be available after 
4 p-m.. and children’s fares to remain unaltered. Transfer tickets 
it is proposed to advanee 50 per cent. The Sub-Committee also 
proposes a curtailment of the service, the change involving а 30 
minutes’ service between 9 a.m. and 12 noon. These changes, if 
adopted by the full Tramways Cominittee and the Corporation, will 
probably come into effect on February 2nd. | 


India.— ELECTRIC VEHICLES. — Mr. Milne, of the Simla 
Municipal Electricity Department. has issued a sugested speci 
fication for electrically-propelled cars for use in Simla. which Жав 
published in a recent issue of Jadiaa Engineering. The main 
features to be embodied are : 

1. Compactness and light weight : mileage per charge being a 
secondary consideration. 

2. Capability of ascending and descending zrades of 16 per cent. 
and short emergeney grades of 25 per cent. 

3. Capability of turning: very sharp corners. 

1. Maximum speeds in both forward and reverse directions, to 
overcome grades. 

5. Execeedinuly powerful brakes. 

Owing to the long grades, it is suggested that regenerative 
control might be employed, also that the steep grades may neces- 
sitate a special battery suspension to avoid spilling electrolyte. 


Lancaster.—The electrical “buses are proving a success ; 


the eleetrie tramways carried 140.455 passengers in December, being 


DOSSI more than in the previous December. the receipts. exclusive 
of season tickets. being £485, or £151 in advance of 1915. 


Leeds.— TRAFFIC Еске. = МО further. increases are 
reported in the takings on the Corporation tramways. largely due 
to the decreased local train service and the Increase in the railway 
fares. There was an increase last week of £208 as compared with 
the same week of last year. and the total takings for the 43 weeks 
of the financial year, so far, were £414.611. or £35,361 more 
than for the same period in the previous year. The number of 
passengers carried during the same period was 2,064,000, which is 
an increase of 59,000, 


Leyton.—-ELectric VEHICLE.—The District Council is 
purchasing a 2-ton electrically-propelled Edison motor vehicle for 
the collection and removal of house refuse. 


Middlesbrough.— Tramway PURCHASE PROoPosaAL.—It 
was reported to a meeting of the G.P. Committee. last week, that a 
meeting had taken place of the Sub-Committee and representatives 
of the adjoining authorities concerning the proposed purchase of 
the tramway system belonging to the Imperial Tramways Co. - 
(Middlesbrough, Stockton, and Thornaby), but delay had been 
occasioned because the other representatives had no instructions 
from their Councils. It was stated that unless the Corporations 
took over the system the company would, no doubt, get another 
seven years’ lease. 


Preston.—W an Bonus.—aAt the T.C. meeting, last 
week. it was stnted that the recent war bonus award to tramway 
workers would mean an extra expenditure of £1.200 a year. 


Salford.— The manager of the Corporation Tramways 
has received the award of the arbitrators on the recent disputo, 
which led to a strike on the question of women inspectors. The 
Comniittee of Production has found that under the conditions 
arranged by the Corporation. and as a temporary and supple- 
mentary wur measure. the objection raised by the men's Union to 
the employment of female inspectors has not been established. 

The Tramways Committee has decided to revise the scale of fares 
at present in operation, and to revert to the charges of three years 
ago. At that tine the concessions were estimated as being equal 
toa gift of over £2.000 per year to the travelling. public. The 
alteration will mean an increase of a halfpenny on practically 
every stage. The shortage of labour and the increased use being 
made of the tramways, especially jn the suburban districts, 
following upon the advance of railway fares, has led to this 
decision. 


South Africa. — RaiLway ELECTRIFICATION. — With 
further reference to our note in the ELECTRICAL REVIEW of 
January 5th, the S.A. Wining Journal says the more immediate 
question is the clectrification of short sections such ag the Wynberg 
line. the Sea Point Railway, the Springs-Randfontein line on the 
Rand, and some of the short-distance railways in the neighbourhood 
of Durban and Maritzberg. The Cupe Times says that probably 
the Simonstown line would have been electrified many years ayo 
had it not been for the technical controversy which had arisen 
between the merits of the single-phase and.direct-current systems. 
the essential point at issue being the relative costs. "In South Africa 
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the more general question upon which expert decision will be 
required is as to the relative cost of the present system of steam 
locomotives and that of electric traction. On the Simonstown and 
Sea Point lines the conditions would appear to be specially favour- 
able for electric traction. АП coal used on those sections has to be 
hauled from the collieries in the North or from Natal, fuel for 
locomotive use being thus at its costliest point in the Cape 
Peninsula. The traffic conditions on the same sections correspond 
more closely than in any other part of South Africa to the condi- 
tions ruling around London, where some of the suburban lines have 
long been successfully electrified. Another point in connection with 
the suggested electrification would be whether the Railway Depart- 
ment would generate its own electricity or would purchase it. from 
the power companies and local authorities. 


TELEGRAPH and TELEPHONE NOTES. 


A Relay-Sounder.— The Railways | Labour-Saving 
Device Co., of Davenport, Iowa, has devised a diaphragm attach- 
ment toa relay contact point which augments the sound of the 
moving armature lever to such a degree that a sounder is unneces- 
sary. The instrument is popular in railroad offices and in other 
places where trouble with local batteries is experienced, and does 
its work well. Where a telegraph sounder is used, this instrument 
will well take its place.—7. and T. Aye. ' 


Апз{гайа,—А% a recent meeting of the Royal Society | 


Prof. Cooke stated that the Sydney Observatory had been fortunate 
in obtaining a recent form of Audion detector, with which no diffi- 
culty had been experienced in hearing conversations from Darien, 
Japan, Honolulu, and San Francisco, and even Tuckerton (New 
Jersey), 10,000 miles away, had been heard talking to Berlin. 


Telegraphic and  Telephonic Progress in 1916.— 
Reviewing the events of the past year, the Journal Télegraphique 
states that the following channels of trans-Atlantic communica- 
tion by wireless telegraphy are now in operation :—Sayville, 
N.Y.—Nauen, Prussia; Tuckerton,  N.Y.—Eilvese, Prussia ; 
Chatham, Mass.—Stavanger, Norway: Marion, Mass.—Naerbo, 
Norway; Belmar, N.Y.—Carnarvon. Great Britain; New Bruns- 
wick, N.Y.—Towyn, Great Britain : Glace Bay, N.S.—Letterfrack, 
Great Britain ; Louisberg, N.S.— Clifden, Great Britain. Trans- 
Pacific communication between San Francisco and Funabashi by 
way of a relay station at Honolulu is regarded as realised. Tele- 
phonic communication has been opened between Berlin and Sofia, 
and (by way of the United States) between Montreal and 
Vancouver, a distance of 6,800 km. 


CONTRACTS OPEN and CLOSED. 


OPEN. | 


Australia.—SYDNEY.—Feb. 19th. Municipal Council. 
Meters, maximum-demand indicators, feeder regulators. Specifica- 
tion from E.L. Department, Town Hall. 

March 5th. Council. Опе 7,500-K.v.A. turbo-alternator. See 
" Official Notices" January 5th. . 

ADELAIDE.—March 28th. P.M.G.s Department. Telephones, 
telephone parts, line and battery material, &c. Schedules 444 to 153. 
See '' Official Notices " to-day. 

MELBOURNE.—February lith. City Council. 699,000 arc lamp 
carbons. See “Ofcial Notices " to-day. | 

March 21st. Victorian Railways. Half-watt lamps and lanterns. 
—Auatralian Mining Standard. | 


Banbridge.—February 3rd. Urban Council. 
lighting of the district with gaa or electricity. 


Bedford. — Electricity Department. Extensions, com- 
prising buildings, boiler-house plant, turbo-generator, steam and 
water auxiliaries, switchgear, &c. See "Official Notices " January 
19th. 


Cheltenham. — February 14th. 


months' supply of electric light fittings. 
Borough Engineer. 


Public 


Corporation. Twelve 
Mr. J. S. Pickering, 


Halifax.—February 12th. Corporation Tramways Com- 
mittee. Stores and materials, including lighting materials, wheel 
brake blocks, trolley and overhead line materials, &c., for twelve 
months. Tenders to Tramway Engineer. 


Harrogate.— March 5th. Corporation. 
steam boiler plant. See ' Official Notices " to-day. 


Keighleg.—February 24th. Keighley and Bingley Joint 
Hospital Board. Electricians’ work for 12 months in connection 
with the Morton Banks Sanatorium and Keighley War Hospital. 
Tenders to Mr. J. N. Clarkson, Clerk to the Joint Board and War 
Hospital, 40, North Sbreet, Keighley. 


By-product 


London. — BarrEensEA. — February 6th. Electricity 
Department. Oils, engine-room stores, meters, joint-boxes, &c. 
See " Official Notices" January 19th. 

BERMONDSEY.—February 22nd. B.of G. Three, six and twelve 
months’ supply of electric lamps. Mr. E. Pitts Fenton, Clerk, 283, 
Tooley Strect, S.E. 

HAMMERSMITH. - The Electricity Committee has recommended 
the B.C. to invite tenders for annval contracts for electric light 
sundries, insulated wires, packing and jointing materials, joint- 
boxes, connections, &c. 


Manchester. — February 2nd. Electricity Committee. 
Cooling towers. See " Official Notices " January 1th. | 

February 13th. Corporation Tramways Committee. Stores, See 
* Official Notices " January 26th. 


Pembroke (Ireland).— February 50. U.D.C. Twelve 
months’ supply of electricity stores. The Clerk, Town Hall, Balls- 
bridge, Co. Dublin. - 


Portsmouth. — February 6th. Tramways Committee. 
Six months’ supply of stores, including several electrical items. 
See " Official Notices " January 26th. 


Salford. — February 12th, Miscellaneous stores for 
Tramways Department. General Manager, 32, Blackfriars Street. 


South Africa.a—Dtrban.—February 12th. Six four-ton 
electric travelling portable jib-cranes for the harbour." 

March Sth. Department of Posts and Telegraphs. Installation 
of an automatic telephone exchange at Pietermaritzburg. See 
" Official Notices" January l''th. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


CLOSED. 


Australia,—BDy way of Government support to Australian 
industries, the Postinaster-General'a and other Federal Goverument 
departments for the next ten years, the Minister of Defence stated 
on December 6th in the Senate, are to get all their supplies of 
copper goods from Metal Manufactures. Ltd., as far as it can 
supply the articles required. This company proposed to erect 
works at Port Kembla, N.S.W., for the utilisation of Australian 
metals in the manufacture of electric cables and general copper 
manufactures.— Me/bourne Age. 


Ilford.—U.D.C. “Accepted offers of eon :— 


Oakley, Sollas & Co., Ltd., 200 tons Nailstone 14 in. main nutty slack, at 
20s. 3d. per ton; A. Blachinan & Co., 600 tons Nailstone 14 in. main 
nutty slack, over 12 months, at 19s. 7d. per ton; 50 tons of Measham 
nuts, 14 to 24 in., at 25». 2d. per ton. 


London.—HaxxEnswiTH.— The Electricity Committee 
has accepted the tender of Messrs. Cory Bros. & Co., Ltd., for 50 
tons of Hucknal High Hazel j-in. slack, at 21s. Rd. per ton. and 50 
tons of Gedling High Hazel 4-in. slack, at 18a. per ton. 

ISLINGTON.—The B.C. has arranged coal supplies as follows :— 


A. Blackmore & Co.—5,000 tons Whitwood Silkstone beans, at 22s. 2d. per 
ton in the Council's wagons. 

Myers, Rose & Co.—3,500 tons Shipley double-screened nuts, at 218. 11d. per 
ton in the Council's wagons; or in lieu thereof апу of the following 
coals: Manners, Mapperley, Stanley, West Hallam, or Wingfield 
Manner small nuts. 

Cleeves Western Valley Anthracite Collieries, Ltd.—8,000 tons Mapperley 
Collieries double-screened nuts, at 21s. 1d. per ton in the Council's 
wugons. ' . 

Bowater & Sons.—6.000 tons of double.screened nuts from the Moira 
Collieries, at 22s. 5d. per ton in the Council's wagons. 


The electrical engineer reports that the prices of coal having 
regard to the quality thereof. are somewhat lower than those paid 
for the year 1916. With regard to materials and stores required 
in connection with the andertaking. the Lighting Committee holds 
that no useful purpose would be served in advertising for tenders 
for the year 1917. The electrical engineer is to arrange to continue 
the contracts or to take other means to secure supplies. 


FORTHCOMING EVENTS. 


Royal Institution of Great Britain.—Friday, February 2nd. At 5.30 p.m. 
At Albemarle Street, W. Lecture on " The Supply of Gaseous Euerzy,'' 
by Dr. C. Carpenter. 


Institution of Civil Engineers of Ireland.—Monday, February oth. At 
8 p.m. At 35, Dawson Strect, Dublin. Ordinary meeting. 


Roentgen Society.—Tucsday, February 6th. ACB.15 p.m, At the Institution 
of Electrical Engineers, Victoria Embankment. — Paper on‘ Sore 
Properties and Applications of Selenium,” by Mr. Е. E. Fournier D'Albe. 


Liverpool Engineering Society.— Wednesday, February 7th. At the Royal 
Institution, Colquitt Street. Paper on *" The Gladstone Dock," by Mr. 
W. Hemming Jones and Mr. W. A. Oglethorpe. 


Institution of Electrica! Engineers.—Thursday, February 8th. At 8 p.m. 
Paper on ** Frequency Changers," by Mr. К. Townend, 
(Western Local Section).— Monday, February bth. At 5 p.m. At 
Merchant Venturers! Technicul College, Bristol, Paper on “The parallel 
Operation of Electric Power stations,” by Mr. J. S. Peek. 


Greenock Electrical Soclety.— Thursday, Febrnary 8th. At 7.45 p.m. At 
22, West Stewart Street. Paper on “H.T. Conduit Systems,” by Mr. H. J. 
Roberts. 

Salford Technical and Engineering Association.— Saturday, Febmarr 

: 10th. At 7 рар. At the Royal Technical Institute, Peel Streete Fajer on 
** Modern Iron Foundry Practice," by Mr. W. Eawlinson. , 
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NOTES. 

Federated Employers.—Sir Charles D. Macara has 
retired from the presidency of the Employers’ Parliamentary 
Association. At the annual meeting of the Association, held at 
Manchester, he said that he had hoped that the forward movement 
which he had advocated for so long—a federation of employers’ 
organisations of the United Kingdom -would be formed on 
thoroughly democratic lines the funds for which would be 
supplied by levies pro rata in the same way as other successful 
organisations had been carried on. But the Association thought 
otherwise, and he could not acquiesce in the departure they had 
decided upon. For that reason he would be glad to be relieved 
of what had been an arduous task. A resolution was passed 
approving of the amalyamation of the Employers! Parliamentary 
Association with the Federation of British Industries. It was 
agreed that there should be a flat rate of subscription, each of the 
Associations joining the Federation being required to pay £100 for 
three years.—— Morning Post. 


The Metric System.—On January 25th Mr. E. C. Barton 
read a paper before the London Chamber of Commerce. advocating 
the adoption of the metric system of weights and measures in 
order to facilitate British trade expansion after the war. Lord 
Desborough, who presided. emphasised the importance of the 
matter, and a lively diseussion followed the paper. Mr. J. H. 
Skelton illustrated the defects of our existing measures by refer- 
ence to the extraordinary variety of definitions of the "quarter" 
of grain, which differs not only between Government Departments, 
but also with the country of origin and with the kind of grain 
concerned. 

At a meeting of the London City and Midland Bank on the 
following day, the chairman. Sir Edward Holden. said that one of 
the greatest hindrances to the extension of our foreign trade was 
the use of English measures and coiuave in commercial quotations. 
If we were to extend our trade in countries where German influ- 
епс, had hitherto prevailed, we must adopt systems that were most 
easily understood by purchasers, and he regarded the use of the 
mctrie system of weirhts and measures, together with a decimal 
monetary system. as of the first importance. 

A Bill is to be introduced into the next session of Parliament, 
with the support of the Association of Chambers of Commerce. for 
the adoption of a decimal system of coinage, and if this passes into 
law. as is confidently expected, it is intended to follow it up with 
a Bill for the adoption of the metric system of weights and 
measures, The coinage proposals favour the florin as the monetary 
unit divided into 100 cents, so that all existing gold and silver 
coins will, remain unchanged in value; the cent. will be worth 2£ of 
the present farthing. This system is essentially the same as that 
which we have advocated, in which the sovereign is divided into 
ten florins and 1.000 mils : indeed, the only material difference lies 
in the name of the cent or mil. ; 

The Weights and Measures Bill will not make the use of the 


metric system compulsory in manufacturing processes, but only in 
sales. 


Development of Empire Resources.—.An_ influential 
Committee has been formed under thetitleof the Empire Resources 
Development Committee with the following objects: — (1) Toadvocate 
(а) the conservation for the benefit of the Empire of such natural 
resources аз are, or may come, under the ownership or control of 
the Imperial, Dominion. or Indian Governments; (^) the develop- 
ment of selected resources of the Empire under such conditions as 
will give to the State an adequate share of the proceeds: (c) the 
appointment in due time of a Board for the conservation and deve- 
lopment of the resources of the Empire. so that Imperial effort 
may be concentrated on assets rip? for development for the common 
good of the Empire. (2) To take such action as may from time to 
time appear to be desirable in order to disseminate information in 
regard to the objects of the Committee, to arouse and maintain 
public interes‘, to enlist public sympathy and support, and to 
co-operate with other Committees and Associations having similar 
objects. 


British Trade with Cauada.—Defore leaving Canada 
for his coming official tour in the United Kinydom to discuss with 
British. manufacturers the opportunities for the development of 
British trade in Canada, Mr. Hamilton Wickes. H.M. Tradé Com- 
missioner. issued a statement to the Press (says Router) expressing 
his opinion that there is a valuable market there for an increasing 
quantity of British manufactures and products of the Empire 
generally. He points out. however, that the British are not as 
well situated for developing their trade in Canada as the Canadians 
are for developing theirs in the British Isles. “This disparity 
ів not the fault of the Canadians, but is caused by the laws relating 
to insolvency, to the incorporation of companies and to trade 
marks, and also by Customs revulations. There is а strony ten- 
deney. he says, on the part of business men in Canada, and in par- 
ticular of architects. envincers, accountants. and contractors to 
favour the United States. Mr. Wickes believes that this state of 
affairs urgently calls for amelioration in the national interest.” 
This is à matter which is by no means unfamiliar to electrical men, 
who will be fully in agreement with Mr. Wickes in regard to the 
need for amelioration, 


Norwegian Water Power.-—A Committee of the Storthing 
has requested the Norwegian Government not to allow, in future, 
foreigners or foreign companies to acquire Norwegian waterfalls, 
except in special circumstances.-— Times, 


National Insurance (Part II) (Munition Workers) Act, 


1916. —DrEcisIo0NS BY THE UMPIRE :— 


Contributions are Payable in respect of :— 
2.107 X. Workmen engaged wholly or mainly in shrinking iron 
hoops on to the ends of cast-iron pipes. (Applieation 483.) 
- 2.102 X. Workmen engaged wholly or mainly in making metal 
reflectors for lighting purposes. 


ont ributions are Not Payable in respect of :— 


2.104. Workinen employed by water companies and engaged in 
attending to the operation of water-softening plant. 


Brown Coal Deposits in Australia.—4According to the 
Melbourne Age, a deputation from the Institute of Victorian 
Industries waited upon the Premier. in December, to urge upon 
him the development of a scheme for the utilisation of the brown 
coal deposits of the State. The deputation included Prof. Payne, 
Messrs. A. M'Nicol. and T. J. Greenway. consulting engineers ; 
H. R. Harper. City Council electrical engineer: D. Clark. Chief 
Inspector of Technical Schools : А. H. Merrin, Chief Inspector of 
Mines ; F. H. Bathurst, and J. Stephens. secretary to the Institute. 
The interview was held in private. Resolutions were submitted 
for the consideration of the Government. as follows :- - 

1. That the brown coal deposits of Victoria are of vast extent, 
and it having once been demonstrated that brown coal can be 
utilised at a cost to compete with black coal (on which point the 
Brown Coal Committee considers the evidence to be very favourable), 
the power potentialities of these deposits are practically unlimited. 

2. That the Institute of Victorian Industries urres the Govern- 
ment to take steps towards the immediate development of a scheme 
for the utilisation of the brown coal deposits of the State. especially 
in the direction of (a) briquette manufacture : (5) power production 
оп a larve secale. Я 

3. That a working unit be obtained for the making of briquettes 
in Victoria. In order that an efficient machine be obtained, a 
suitable man should be sent to the U.S.A. and elsewhere to make 
inquiries as to latest practice. and advise as to the most suitable 
plant. At the same time, inquiries should be made concerning the 
latest practice and most suitable plant for the winning and 
utilisation of brown coal for all purposes. 

4. That the Commonwealth Government be informed that the 
Institute of Victorian Industries is considering the question of the 
utilisation of Victorian brown coal deposits for cheap power, which 
may be applied to the treatment of zine concentrates. 

The speakers at the deputation dealt with various phases of the 
subject. The Premier said he was greatly impressed by the 
valuable sugvestions that had been made. They had opened up the 
question of the utilisation of the brown coal deposits on a larger 
scale than had been previously anticipated. Owing to the quantity 
of techniealities surrounding the question, he intimated that he 
would have the speeches of the deputation and the data presented 
to him printed. in order that the Cabinet might go fully into the 
propositions made by the deputation. ` 


Exhibition Promoter’s Еайїпге,—\\АттЕВ Cawoon, 
LTD.. London and elsewhere.—The Financial Times reports that 
under a compulsory winding-up order made in this case, the report 
of the Official Receiver shows liabilities £11,389, no assets of 
substantial value, and a deficiency of £21.05 as regards con- 
tributories. 

The company was formed in 1912, with a nominal capital of 
£12,000, to carry on business as exhibition promoters. It organised 
the Shipping. Engineering, and Machinery Exhibition and certain 
other exhibitions, which had every prospect of success. It was 
intended to hold the Shipping. Engineering, and Machinery Exhibi- 
tion in 1914, but owing to the outbreak of war it was postponed to 
1917. The Dutch Royal Commission would not agree to the 
postponement. and demanded repayment of the amount paid by 
them for space rental. A trust was formed to hold the 
company's funds until it had been finally decided whether the 
proposed exhibition should be held or cancelled, but in October 
last a compulsory winding-up order was made by the Court. The 
failure of the company is attributed by Mr. F. W. Bridges (one of 
the promoters) to the outbreak of war. the immediate cause being 
the action of the petitioning creditors in pressing for judgment. 
In the opinion of Mrs. Cawood (a director). the failure is due to 
the company not carryiny out its contract with the petitioners and 
to the extravayance of the managing directors with the company's 
funds. 


Volunteer- Notes.—First LoNboN ENGINEER VOLUN- 


TEERS.— Headquarters. Balderton Street, Oxford Street.— Orders | 


for the week. by Lieut.-Col. C. B. Clay. V.D.. Commanding :--- 

Monday, February МЛ, —Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30 R. 

Tuesday, February 6th.—A volunteer fatigue party is required 
to assist the Quarterinaster. 

Wednesday, February ith.-—Instructional Class, 6.15. 
Drill. Platoon No. 1. . 

Thursday, February &th.—Platoon-Drill, Platoon No. 7. Ambu- 
lance Class by M.O., 6.30. 

Friday, February 9th.—-Technical for Platoon No, 10. Regency 
Street. Squad and Platoon Drill, No. 9.. Signalling Class. 
Recruits’ Drill, 6.50--8.30., 

Saturday, February Oth.—-N.C.0.'s Class, 2.30, under Company- 
Commander Fleming. 

Sunday, February \ith.—Entrenching at Otford. Parade Victoria 
(S.E. & C. Railway Booking Office), 8.45 a.m. 


(By order), MACLEOD -YEARSHEY, Adjutant, 


Platoon 


Li 


- 
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Fatalities,— The adjourned inquest was held last week, 
at Bradford, on Miss Jeannie Kathleen Regan, the conductress who 
lost her life in the recent tramway collision near Wyke, when a car, 
which slipped its brakes at a hilltop terminus. ran into another car 
going at normal speed in the same direction. The conductress of 
the runaway car (Mrs. Eva Haryott), who had been alone on the 
car—the driver being absent delivering a message - wave evidence 

that she knocked off the hood switch to cut off the current, and 
then pulled over the air and oil brake, but that did not seem to 
make any difference to the apeed. She found she could not move 
the hand brake, and therefore assumed it must have been already 
on. She eventually jumped off the car. She gave evidence on the 
aivice of her solicitor, to refute rumours in the district that she 
had been “playing about " with the brakes whilst the cars was at 
Wyke. As в matter of fact, she was on top changing the indicators. 
There was another rumour that she and the driver had disappeared 
together. The Coroner said these rumours had led him to adjourn 
the inquiry, so that anybody who knew anything could come for- 
ward, but nobody had done so. The witness said her instructions 
were not to touch the brakes except in emergency. The oil brake 
was simple. When she put on this brake she did not release the 
clip, and it slipped back. On the second occasion it did the same 
thing. In answer to a question as to why she had not released the 
clip, she agreed that she was upset and a bit flurried. The jury 
handed in written replies to questions asked by the Coroner. They 
found that the brakes had been put on. but nof tightly enough to 
hold the car against the high wind. They did not believe anyone 
had taken off the brakes, or that the car would have started by 
itself if the brakes had been properly applied. There had been a 
degree of negligence on the part of Driver Hudson, deserving 
censure, but it was not of a criminal character. The jury recom- 
mended that more practical tuition should be viven to conductresses 
rerarding the- application of brakes, and that a more efficient 
method should be adopted when drivers were changing ends. Con- 
ductresses should have practical tuition in brakes. Mr. C. J. 
Spencer, Bradford tramways manager, said he did not know in 
what way the method of learning could be improved. If it was 
possible to put each conductress on a car before turning her 
out it would be done. The jury said they did not suggest inefficient 
training of conductresses, and thought Mr. Spencer's promise would 
meet their wishes. The Coroner hoped the case would be a lesson 
to the driver, and he would pass it on to other drivers if he saw 
them leaving their cars. Hudson promised to do so. 

At Smethwick, last week, at an inquest into the death of Thomas 
E. Thompson (40). coal trimmer at the Smethwick power station. 
the jury returned a verdict of " Accidental death." It appeared 
from the evidence that Thompson overbalanced and fell into a 
hopper while shovelling coal from a hopper which was out of use, 
into one which was charging the boilers. He was buried in slack, 
and it was 20 minutes before his body could be got out. 


The A.S.E. and Trade Union Rules.—In his referencestothe 

Manchester Conference. the 77 тех Special Correspondent said that 
not the least important of the resolutions submitted reminded the 
Government of the pledge to restore Trade Union rules and condi- 
tions after the war. and called on the Government to prevent any 
evasion of its pledge by unscrupulous employers. “ The resolution 
does not explicitly demand immediate restoration. It may. perhaps. 
be regarded ns a statement of an unquestionable right rather than 
the declaration of a final decision. In this connection one notes 
Ahat the Amalgamated Society of Engineers, in a resolution of their 
own. add to an affirmation of the right to complete restoration a 
frank recognition that, owing to permanent industrial changes 
during the war.it may not in all cases be practicable to seeure 
absolute and literal restoration of every Trade Union custom, The 
resolution goes on to declare that if good reason can be shown for 
regarding restoration as impossible, and if new, and at least 
equivalent, concessions are given to the Unions. Labour will be 
ready for negotiation on the matter. How far this attitude on the 
part of the Union most vitally concerned will commend itself to 
the Party as a whole, remains to be seen. but the submission of the 
resolution is, in itself, one of the most striking fruits of the fore- 
sight and innate common sense by which the responsible Labour 
movement is justified.” 

At the meeting. Mr. J. T. Brownlie. representing the Amalga- 
mated Society of Enyineers, moved the following resolution :— 

" That this Conference. believing that the attempt to negotiate 
a binding industrial truce between Labour and Capital might well 
create more friction than it would prevent, cannot regard the con- 
clusion of such a truce as either practicable or desirable : but that 
this Conference would welcome the initiation of negotiations 
b:tween Trade Unions and Associations of Employers in each 
industry with a view to the settlement by agreement, wherever 
possible. of the serious industrial problems that will arise after the 
war. This Conference. therefore, re-affirins its belief in the pre-war 
methods of negotiation betwe»n employers and employed, and 
affirms its opposition to any system of compulsory arbitration in 
trade disputes." р 

The engineers recognised. Mr. Brownlie said (according to the 
Times report). that it would be in the interest of all parties that, at 
the end of the war. the country should be free from industrial 
strife. "They would welcome negotiations between employers and 
employed for the settlement of any differences which might arise. 
But they were not willing to place any difficulties inthe way of the 
use of the strike weapon as a last resort. and they could not accept 
the principle of compulsory arbitration. 

The resolution was rejected by a large majority, and the Con- 
ference accepted in its place a plain declaration of hostility to 
compulsory arbitration. 


Localising a Fault,—The following letter has been 
received :—Being interested in mains work, and having read 
“ Mains Assistant's " letter in your current issue, I venture 
to suggest a sunple, I will not say the best, method of locating 
a fault such as he describes, which consists of a fall of 
potential test. 

Before doing so, may I be permitted to state that, in mv 
experience їп connection. with triple-concentrie lead-sheathed 
and armoured cables, nine-tenths of the faults have been 
found in straight-through or service joint boxes, except in 
cases Where the cable has been damaged. Having. proved 
that all three conductors are shorted and earthed, you must 
satisfy vourself that no earths are existing on any of the 
consumers’ installations, and [ should. suggest, in this case, 
the withdrawing of all the consumers’ fuses before carrying 
out the test. 

The apparatus required is a variable resistanc® (usually a 
bank of lamps), capable of passing anvthing from .25 to 3 
ainperes, and a nullivoltineter with a range of (0-500. 

In this case it will be necessary to take a test from each 


' end of the feeder, care being. taken that the ends not in use 


are left entirely disconnected. 

The method of proceedure is to pass a suitable current from 
one end a to the fault, sav, vid the positive conductor, using 
«ther the negative or neutral conductor as a test wire. The 


TTE 5 


U, from 
3 OT tains 


faull (shor! and earth) 


Fic. 1.— TEsTS FOR SHORT AND EARTH ON ALL THREP 
CONDUCTORS. ' 


same amount of current is then passed through to the fault 
from the other end B, which inust be wid the same conductor 
n the first test, a note of the readings, of course, being 
taken. 

The distance of the fault from 4, which is the end first 
tested, is obtained from the ovi formula: L X v, + 
(v, + Vv.) = distance of fault from A, where L denotes the 
total length of the feeder in yards, and v, and v, the first and 
second tests respectively. 

If only one conductor had been earthed, ‘and no short cir- 
cuit, it would only have been necessary to test from one 
end, with the three conductors shorted at the opposite end, 
as will be seen from the following diagrams :— 


feu! £ 


Second Test. 
Fia. 2.—Irsrs ror EARTH WITHOUT SHORT ON ONE 
CONDUCTOR ONLY. 


First Test. 


Having calculated the distance, it may be found that the 
test brings you within 2 yd. of a straight-through or service 
joint box, which, of course, one would naturally open out. 

I do not say it is correct to within a foot, but I have 
located something like 100 faults on concentric mains with 
the above tests, and the farthest I have been away is 3 yd. 
on lengths varving from 50 to 700 yd. 

The only time that I find this test difficult to apply is 
when there happens to be two earths at diferent points on 
the same conductor, or when there is excessive leakage from 
any tramway rails where they run paraliel to the cable and 
the ordinary street distance away. | 

However, my experience teaches that if vou have a sensi- 
live dead-beat instrument, and always clean contacts at ha 
testing points, with fairly heavy testing cables, the above 
test will not lead you very far astray.-- P. WARDLE. Carlisle. 
January 28th, 1917. 


British Tungsten Ores.—Some specimens of the im- 
portant tungsten ores, wolframite and scheelite. have been received 
at the Imperial Institute from the Federated Malay States. Wol- 
framite. commonly called wolfram. which forms the bulk of the 
tungsten ore produced, occurs in various parta of the main moun- 
tain range in British Malaya, and in Pehang and Trengganu. 
Scheelite is mined in Perak and Selangor. — Zhe Times, 


Russian Electrical Energy Тах. — The proposal to 
impose a tax on electrical energy is once more before the Council 
of Ministers. The Minister of Finance has submitted his con- 
clusiona on the views of the departments that had expressed them- 
selves against various features in the project. The most pronounced 
objection was that of the former Minister of the Interior. Chvostotf, 
who found that the taxation of electric lighting in private rooms, 
along with kinematographs, places of amusement. and business 
premises. at the rate of 4 copecks per KW.-hour, was unfair, onerous, 
and inopportune. 
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Technical Works for Men on Active Service.—We аге 
indebted to the Chloride Electrical Ntoraze Co.. Ltd., for a set of 
their excellent. pamphlets on accumulators, for transmiagion to our 
correspondent, Corporal S. J. Knight, with the Mesopotamia Expe- 
ditionary Force. 


Irish Coalfield Development.—1n connection with the 
proposed development, under State aid. of the Wolfhill (Queen's Co.) 
anthracite coal area. the scheme provides for the erection of a 
central station at which would be placed suction engines and plant 
to venerate electricity for hauling, winding. pumping. coal cutting, 
aul the driving of aerial ropeways. 


Engineers’ Wages.—The Clyde District Committee of 
the Amalyvamated Society of Engineers yesterday made application 
to the Employers’ Federation for an advance of 4d. per hour. This 
is the largest claim ever made by this Society, and is their fourth 
since the outbreak of war. Up to the present time they have 
received advances equal to 11d. an hour.— Jai! yp Telegraph. 


Institution and Lecture Notes.—Roentgen Society.— 
At the next meeting Dr. Fournier d'Albe. Physicist to the Board 
of Inventions and Research, is to demonstrate his type-reading 
eptophone. by which blind persons are enabled to read ordinary 
letterpress by ear. This is done by audible telephone currents, pro- 
duced by intermittent light of various musical frequencies. The 
printed sheet is passed over a slab with an aperture, upon which a 
horizontal beam of light is projected from an illuminated disk. and 
by means of a set of selenium bridges exposed to light reflected 
from the type. sounds which vary with the shape of each letter are 
produced and carried through the telephone. The inventor states 
that the alphabet can be learned in three or four days. and with 
practice a speed of 25 or more words read per minute can be acquired. 
Dr. Fournier d'Albe also proposes to show other properties and 
applications of selenium, including its direct action in which one 
lamp is made to light another without а relay. 

The meeting will be held at the Institution of Electrical Envi- 
neers on Tuesday next, at 8.15 p.m. Visitors interested in the 
subject will be welcomed on this occasion. 

Institution of Electrical Engineers.--The following meetings 
are announced to be held in London :— 

February 8th. - It. Townend, ** Frequeney Changers.” 

March 8th.—G. А. Juhlin, ** Voltage Regulation of Rotary Converters.” 

Mareh 22nd.— TF. К. MeBerty, ** Machine Switching Telephone Gear." 

is соир on “Wayleaves, with introductory paper by Mr. 

April 26th.—4i. V. Twiss, “ High-Tension Overhead Transmission Lines." 

May 17th.—-Annyal general meeting. 


Inquiries. — Makers of the ** Hofmann” connector for 


_ bare wires are asked for. This is a metal sleeve with two trans- 


verse holes; the wires being laid in the sleeve side by side, a drift 
is driven through each hole between them. forcing them into 
recesses in the sleeve, and afterwards rivets are put through the 
holes and closed. 

A correspondent. inquires the name of the present maker of the 
"Float" electric lamp. It is required for shipyard use. 


Sale of Siemens Shares.—The Public Trustee will 
shortly offer for sale by public tender 119,660 shares of £5 each. 
fully paid, in Siemens Bros. & Co.. Ltd. An announcement on the 
matter appears in our advertisement pages to-day. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—The Rochdale 
Corporation Gas and Electricity Committee last week 
accepted the resignation of Mr. C. Cr4AnE ATCHISON, the 
borough electrical engineer, owing to continued indisposition. 
In November last Mr. Atchison was given leave of absence, 
owing to a breakdown in health, and this was extended a 
month later. He went to Rochdale from the South of Eng- 
land in 1900 as clerk of works in connection with the elec- 
tricity undertaking, which was then being started, and be- 


"came the electrical engineer, having also the tramways under 


his supervision in the early days. 

The Southampton T.C. has decided to advance the salary 
of the tramways manager, Mr. Rosson, from £400 to £500 
a vear. | 

Mr. J. McEtnoYy, general manager of the Manchester Cor- 
poration tramways, has been granted leave of absence in 
order to take up work under the Admiralty in connection 
with the organisation of shipyard labour at the request of 
the Government. Mr.. McElroy organised the conveyance 
of workmen to and from munition works in London. 

At the Town Hall, Ilfracombe, recently, Mr. ALFRED Корр, 
who is on Ње staff of the Ilfracombe Electric Light & Power 
Co., Ltd., having been relief stoker and mains man since 
THO, was publicly presented with the Royal Humane 
Socletv's bronze medal and certificate of honour for con- 
spicuous bravery in saving the life of Dorothea Thorne at 
Cheyne Beach. Mr. Rudd had previously saved four or five 


. persons from drowning, and had been awarded certificates 


from the Soctety. The rescue for which the medal men- 


tioned was granted was a very plucky one. А girl was 
washed off the steps by the sea at high tide, and would have 
been drowned had not Mr. Rudd dived in. The sea at the 
time was too rough to allow a landing near, and he had to 
swin with her a considerable distance. 


General.—The Dublin Corporation Electricity Supply Com- 
mittee has re-elected Coun. J. J. O'NEILL chairman for the 
ensuing year, and Coun. L. SHERLOCK deputy-chairman. 

Mr. Josera MaLLaAGH has been appointed engineer to the 
Dublin Port and Docks Board, on probation for 12 months, 
at a salary of £650. 

The Western Mail says that Mr. James Davies, chief elec- 
trical engineer, received a severe shock at Llandebie Col- 
lierv, but recovered consciousness under treatment. 

The following announcement appeared in the London 
Gazette on January 94th :—" Royal Engineers: Second-Lieu- 
tenant (Temporary Lieutenant) Сур HicGs to be Tem- 
porary Captain.” ` 

Roll of Honour.—Lieutenant F. E. Jones, R.E., engineer 
to the Tyldesley (Lanes.) District Council, has been men- 
tioned in dispatches by Sir Douglas Haig for some excellent 
work in France. 

Private C. B. Скозѕѕвү, Royal Warwickshire Regiment, who 
has died of wounds received whilst acting as a stretcher 
bearer, enlisted from the carbon lamp department of the 
British Thomson-Houston Co., Ltd., of Rugby. 

Sapper G. Тилкү, of the Royal Engineers, who has been 
awarded the D.C.M., was before the war a telegraphist at 
the Leeds General Post Office. 

Corporal J. CHADWICK, Lancashire Fusiliers, who has been 
killed in action, was an electrician at Messrs. Bibby and 
Вагоп'в, Bury. He was 35 years of age. E 

Sergeant JAMES SMITH, Scottish Rifles, who was emploved 
in the permanent-way department of Blackburn Corporation 
tramways, was wounded in the “Loos battle, and had been 
awarded the Military. Medal for assuming command of his 
company when all the oflicers had fallen, has been killed in 
action. 

Sergeant P. GALLEY, of the York and Lancaster Regiment, 
of the Leeds city tramways department, has been awarded 
the D.C.M. 

The Times reports that Lieutenant H. R. Hewr-Saaw, 
R.F.C., previously reported missing on July 19th last, now 
unofficiaihy reported. shot down in aerial action with his 
machine and killed, aged 20 vears, was the only son of Dr. 
and Mrs. Hele-Shaw, of Coleherne Court, S.W. 

Lieutenant T. S. H. Scuarer, Northumberland Fusiliers, 
vounger son of Sir Edward Schäfer, Professor of Physiology 
in Edinburgh University, who has been missing since Sep 
tember, 1915, is now officially assumed to have been killed. 

Company Sergeant-Major JAMES Scott, Royal Irish Rifles, 
killed in action, was-in the service of the Belfast tramways 
before the war. 


Obituary.—Mn. J. Toper.—The death occurred on Janu- 
ary 22nd, at Hale (Ches.), of Mr. John Toder, late Australian 
representative for Messrs. Belliss & Morcom, Ltd. He was 
in his 5156 year.. 


——— 
NEW COMPANIES REGISTERED. 


British Switchgear, Ltd. (145,852).—Private company. 
This company was registered on January 25th, with a capital of £40,800 in 
£l shares (40,000 pref), to carry on the business of manufacturers of and 
dealers in electrical switchgear, switchboards, and other electrical and 
mechanical machinery and apparatus, &c., and to enter into an agreement 
with Brook, Hirst & Co., Ltd., and Erskine, Heap & Co., Ltd. hę sub- 
scribers (with one ord. share each) are: J. M. Scott Maxwell, Baillieston 
Mouse, Baillieston, Lanarkshire, electrical engineer; H. Siddeley, 66, 
Foxley Lane, Purley, Surrey, electrical engineer; J. A. Hirst, Douacloney, 
Deganwy, North Wales, electrical. engineer; A. Erskine, Brantwood, Oak 
Drive, Fallowfield, Manchester, clectrical engineer. The first directors (to 
number not less than two or more than seven) are: J. A. Hirst (nominee of 
Brook, Hirst & Co., Ltd.), J. M. Scott Maxwell (nominee of Electric Control, 
Ltd.) A. Erskine (nominee of Erskine, Heap & Co., Ltd.), and Н. C. Sidde- 
ley. A member holding 120 ord. shares may from time to time appoint and 
renove a director, Qualification, one ord. share. Remuneration (except 
managing director), as fixed by company, Solicitor; T. M. Dutton, 19, New- 
gate Street, Chester. Secretacy : H. С, Siddeley. К 


OFFICIAL. RETURNS OF ELECTRICAL 
COMPANIES. 


British Miniature Electric Vehicles. Ltd.—Particulars of 
£3,000 debentures, created January 17th, 1917, filed pursuant to Section 93 (3) 
ol the Companies (Consolidation) Act, 1908, the amount of the present issue 
being £1,000. Property charged: The company's undertaking and ргорегіу, 
present and future, including uncalled capital, No trustees, 

Duroglass, Ltd.—Issue on January 12th, 1917, of £309 


debentures, part of a series of which particulars have already been filed. 


Keynsham Electric Light Co., Ltd. (64.034).— Capital, 


| £5,000 in 3,000 pref. and 2,000 ord, shares of #1 each. Return dated Decem- 


ber 19th, 1916. All shares taken up; £5,000 considered as paid. Mortgages 
and charges: £2,980. 


Masham & District Electric Supply Co., Ltd. (138,306).— 


Capital, £2,000. Return dated May 18th, 1916 (filed August 25th). 902 pref. 
' and 500 ord. shares taken up; £1,082 paid on 902 pref. and 180 ord.; £320 


considered as paid on 320 ord. Mortgages and charges ; £220. 
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Electric Zinc Co., Ltd. (127,838).—Capital, £2,000,000 
In 400,000 pref. and 1,600,000 ord. shares of £1 each. Return dated Decem- 
ber 3lst, 1916. Seven shares taken up; nothing called up. No directors have 
been appointed. Mortgages and charges: Nil. 


Aron Electricity Meter, Ltd. (53,650).—Capital, £350,000 
in 225,000 ord. and 125,000 pref. shares of £1 each. Return dated January 
2nd, 1917. 125,000 ord. and 125,009 pref. shares taken up; £124,948 
105. paid on the pers including £52 10s. on 104 forfeited shares; £125,000 
considered as paid on the ord. Mortgages and charges: £96,000. 


East India Tramways Co., Ltd. (74,457).—Capital, 
£100,000 іп 15,000 pref., 35,000 ord., and 50.000 def, shares of £l cach. 
Return dated December 15th, 1916. 7,500 pref., 33,433 ord., and 50.000 def. 
shares taken up; £1 per share called up on 7,476 pref. and seven ord.; £7,489 
р; including £6 on 24 pref. shares forfeited; £83,426 considered as paid on 

126 ord. and 50,000 def. shares. Mortgages and charges: Nil. - 


Delagoa Bay Development Co., Ltd. (76,099).—Capital, 
£166,300 in 10s. ares. Return. dated December Sth, 1916, 267,400. shares 
taken up; 10s. per share called up on 177,400; £88,720 paid: £15,000 con- 
sidered as paid on 90,000 shares. Mortgages and charges: £185,900. 


Northampton Electric Light & Power Co., Ltd.—Issue 
on January 2nd, 1917 (at 20 per cent, discount! of £1,835 debs., part of a 
series of which particulars have already been filed. 


Pernambuco Tramways & Power Co., Ltd.—Supple- 
mental to trust decd dated January 19th, 1917, modifving trust ded of 
August lith, 1913, and extending time for repayment of £1,250,000 debs, 
sccured thereby, 


National Electric Construction Co., Ltd. (53,364).-— 
Capital, £125,000 in 10s. ord. shares, Return dated September 6th, 1916 
170,000 shares taken up; 10s. per sharecealled. up on 151.149; £75,574 10s. 
з ien 105. considered às paid on 18,851. Mortgages and charges: 

29,000. я 


Northern Engineering & Construction Со., Ltd. (95,550). 
—Capital, £3,000 in 2,940 ord. and 60 founders’ shares of £1 each. Return 
dated December 30th, 1916. 1.305 ord. and 40 founders’ shares taken up; 
£305 paid; £1,040 considered as paid. Mortgages and charges: Nil. 


CITY NOTES. 


East London Railway Co.—During the vear ended De- 
cember 31st the number of passengers carried was 9,358,000, 
against 8,519,850. At the previously ascertained average rate 
of 1.27d. for each passenger, the trate from this source 
should now yield over £49,500 per annum. Owing to the 
position of the company as affected by conditions formulated 
under Government control of railways, it appears that only a 
portion of the interest accruing on electrification capital will 
be recoverable. This will affect the company’s interests and 
those of the stockholders prejudicially. The Government, 
having benefited by the great increases in passenger traffic, 
are being approached by the directors with & view to the 
company's case being specially dealt with; that is, by recoup 
ing them the amount due and becoming due in respect of the 
contingent liability for interest on capital expenditure on the 
electrification of the railway. 


Chatham & District Light Railways Co.—For the year 
ended December, 1916, the revenue was £04,507, and the 
expenses were £34,341, leaving £30,226. There are deducted 
rent of Corporation lines, interest on debentures, umount 
‘written off investments (£1,330), reserve for depreciation 
(£6,000), maintenance reserve (£2,000), and other items, 
amounting in all to £15,975, leaving £14,251, plus £3,150 
brought forward. After paying the preference. dividend, and 
a total of 7 per cent. for the year on the ordinary, £307 1s 
payable to the directors, leaving £3,704 to be carried forward. 
There was an increase of £3,650 in. revenue and £2,111 in ex- 
penses ns against 1915. It has again been порох е, owing 
to shortage of labour and difficulty in obtaining inaterials, to 
maintain the track and rolling stock in the usual state of 
repair, and £2,000 has been added to maintenance reserve 
account in order to make some provision for the repairs which 
wall have to be undertaken when the war is over. During 
the year £17,500 debentures have been purchased and re- 
deemed. Annual meeting: February 12th. 


Metropolitan Railway Co.—Dividend upon the ordinarv 
stock for the past half-vear at the rate of £1 per cent. per 
annum, making 1 per-cent. for the year, and carrying for- 
ward about £14,500, after placing £20,000 to the general 
renewals fund. . Dividend on the Surplus lands stock at 
the rate of 23 per cent. per annum, carrying forward £2,600, 
‘after placing £3,800 to reserve accounts. 


Rassiaa—The E. А. Englund Telephone Equipment 

ureau, Moscow, is being formed, with a capital of 1,000,000 
roubles. 

Westminster Electric Supply Corporation, Ltd.—The 
directors recommend, subject to final audit, a dividend at 
the rate of 9 per cent. per annum, less income-tax, for the 
last half-year (making 7 per cent. for the year). 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Lrrrue js. heard in the Stock Exchange nowadays except on 
such matters as those concerning the new War Ioan. This 
week the time has expired for taking advantage of the Trea- 
sury's offer of 3s. 4d. per cent. extra interest to those who 


placid. 


paid in their money up to three o'clock on January 3lst. 
Probably next week will be a quiet one, so far as the loan is 
concerned, and then there will be a grand rush at the finish, 
with cumulative excitement day by day until February 16th 
has come and gone. During this period, the remainder of 
the markets round the House are bound to suffer more or 
less from the general influence of the loan. A side-issue 
Which receives a certain amount of attention in the markets 
at the moment is whether the Stock Exchange will be classed 
ах а non-essential industry when the official pronouncements 
are made. The odds at. present. favour the idea of its being 
deemed essential. 

The: first of the Home Railway dividends made its appear- 
ance at the end of last week im the shape of the Metropolitan. 
The company has declared a dividend of 4 per cent. actual, 
making 1 per cent. for the vear, the same as that for the 
previous 12 months. ‘The balance forward is £1,500 up, апі 
the renewals fund gets an extra £25,000, 

The other dividends which have been declared during the 
past few days are all on practically the same lines as those 
ola year ago; and so far as the Heavy stocks are concerned, 
prices have reacted until they stand now at what is nearly 
a T per cent. basis of yield. As the Metropolitan pays about 
4i per cent. on the money, the proprietors may have the 
proud feeling that, judging by the price alone, their stock 
commands а higher credit. than Consols or the new War 
Joan! The Surplus Lands stock remains at 46, and Metro- 
politan deferred. dividend stock dropped a point to 19. 

Underground Electrics were somewhat pressed for sale by 
those who had bought the bonds cheaper, were prepared. to 
take their profit, and to re-invest the money into the popular 
stock of the moment. When these sellers had been disposed 
of, the price recovered from 89. to 894, Which still leaves it 
lower on the week. The £10 shares remain in the neigh- 
bourhood of 2, and the 1s. shares are a trifle under 6s. Weak- 
ness In the pre-ordinary stocks of the Home Railway com- 
panies is still noticeable. 

The Treasury issued. a notice towards the end of last week 
which came as something of a bombshell to those markets 
Which had been dealing with a fair ammount of freedom in 
securities of the American-Canadian electric power order. The 
bargains have been alinost. entirely sales on behalf of holders 
on this side, the purchasers taking the securities for America. 
The Treasury, in. their latest enactment, lay down that no 
securities must be shipped. from this. side without special 
permission; and this, of course, has brought to a standstill 
the business which had been going on in the classes of shares 
mentioned, 

The list comprises shares in undertakings which probably 
not one British investor in 5,000 has ever heard of, but the 
high levels to which prices have recently been lifted in New 
York. Washington, and Boston proved too strong a tempta- 
tion for British holders of the shares to resist; and they have 
been sending them out in quantities of late. A special meet- 
ing of the Stock. Exchange Cominittee was hastily called. to 
decided what ought to be done in connection with. trans- 
actions that have not vet been settled up; and the matter 
now rests between the House and the Treasury, awaiting the 
decision of the latter. ; 

More strength is shown by Brazilian Traction shares, which 
rose to 50, ex the quarterly dividend of 1 per cent.—equal, 
of course, to 158. net. This is due to the greatly unproved 
complexion that Brazilian. affairs. have assumed ом the re- 
affirmation. of the expectation that Brazil. will be able to 
resume cash payments ot her debts by next August. Such 
anticipation. has been current for some time past, but none 
too much credence was place in it. Now, however, the 
President of Brazil has practically endorsed it; and Brazilians 
are distinctly better in consequence. . 

А cross-current is the uncertainty felt with respect to the 
securities Which the Treasury has announced it will. requisi- 
tion from holders in connection. with its scheme for regulating 
foreign exchange. Some surprise 18 expressed at what, looks 
an arbitrary proceeding on the part of the Government. 
although the requisition would not have been necessary had 
holders of foreign securities come forward, as they should 


-have done. to lodge the stocks and shares for which the 


Treasury asked the deposit voluntarily. Those who refrained 
from sending in their stocks will find themselves in a much 
less favourable position, as regards interest and repayment, 
than those who complied with the earlier request. 

The Argentine stocks are steady, but there is no recovery 
in the British Columbia Electric Railway issues. 

The market jn electricity supply shares remains extremely 
There is a little business doing in Cities and Coun- 
ties: otherwise, the group is without feature. Bargains were 
marked in the early part of the week in South Metropolitan 
Electric ordinary round about 17s. 6d. 

There are not many changes in the market for telegraphs 
and telephones. Anglo-American Yelegraph preferred is once 
more better, but the deferred sticks at 22}. The Eastern 
group has given way a tritle, Eastern ordinary being a point 
down at 137. while Globes receded to 12. United River Plate 
Telephones have again eased off. There is a good deal of 
quiet selling going on on the part of holders who want to 
invest into the new War Loan; and although (we are glad 
to see) some of the papers are beginning to sound a note of 
caution on this point. the tendency is still for the investor 
to sel! what he has, and to buy the new stock. 
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That note of caution is necessary, because it does not 
always follow that a sale of existing stock—especially if made 
av a heavy sacrifices-is necessarily in the interests of this 
country; and the rather indiscriminate realisations which have 
been made on the ground of patriotism may turn out to be 
less advantageous tó the country than the sellers intend. 
Every case, of course, must be taken by itself. We make no 
exeuse for labouring the point, because 1t 15 one of great 
importance; but every intended transaction should Бе 
examined with a good deal of scrutiny before it is carried 
into effect, lest indirectly it may cause more harin than good. 

It is interesting to holders of electric lighting shares to 
notice that the Gas, Light & Coke Co. is paying a dividend of 
4 gs. per cent. in respect of the past half-vear, this being at 
the same rate as for the corresponding six months; but the 
company has had to take £130,000 from its reserve in order to 
maintain the distribution. _ 

Babcock & Wilcox shares have gone back 93. British 
Westinghouse preference are easier at 21.  Castner-Kellner 
at 3 and Henleys at 153 are both a little down, and the usual 
reason for falls in prices nowadays is sufficient. to account 
for all of these declines. 

Industrials as a whole are quiet; there is little doing, for 
instance, in the rubber market. The price of the raw mate- 
rial keeps steady at about 2s. 104d. per lb., but the American 
buyers are holding off—possibly in consequence of the re- 
newed submarine activity started by the enemy. "The metal 
markets are quiet, too. There is a rather better tendency in 
some of the armament shares, without, however, any parti- 
cular feature calling for comment. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ErLEOTRIOITY COMPANIES, 


Dividend Price . 
P Jan. 80, Rise or fall Yield 
1914. 1915, 1917. this week. p.c. 


Brompton Ordin xe .. 10 10 е) — 8111 0 
e МЫ посо фр 

о. о. о. ee = 
Chelsea ee ee ee oe b 4 8 -— 6 18 4 
City of London... es ЕЕ 9 8 11 — 1 55 
do. do. 6 percent. Pref. 6 6 10 — 600 
County of London КЕ К. 1 10 — 00 
do. 6 percent. Pref. 6 0 9 — 6 8 1 
Kensington Ordinary .. .. 9 1 b —} - 610 3 
London Electric ee oe oe 4 B 1 — 7 2 10 
do. do. 6 per cent. Pref. 6 0 4 — 615 4 

о. per cent. Pref. — 
Bouth London оа ee oe 5 6 9i керш @ 19 0 
South Metropolitan Pref, is 7 1 14% — : 697 8 
Westminster Ordinary .. m 9 1 bà = 64 5 


- 


Anglo-Am. Tel. Pref, ee ee 6 6 944 + 4 6 q 2 
do. Def. oe ee 80/- 88/6 221 — 6 14 10 
Chile Telephone .. ... ak 8 8 7 — 6 14 8 
Cuba Вар. Ога. .. T А 6 5 8ł — 6 8 6 
Eastern Extension - Р 1 В 18$ — *515 4 
Eastern Tel. Ord. s či 1 8 187 —1 *6 16 10 
Globe Tel. and T. Ord. ee ee 6 1 19 — ы) 16 8 
do. Pref. ee’ 6 6 94 == f 1 6 
Indo-European .. .. . 18 B 49 — 612 8 
Marconi ee ce ee oe 10 10 2 4 =" 8 14 9 
New York Tel. 44 o. 5 4$ — 4 1n — 190 
Orienta! Telephone Ord. - 10 10 21 — 490 
United R..Plate Tel, oe ee 8 8 62% — A М.) 2 0 
West Indis and Pan. .. kac | 6d. 1 — 240 
Western Telegraph aie T 1 8 19% == 65 15 4 
Home Rats, . 
Central London, Ord. Assented 4 4 644 == 6 6 0- 
Metropolitan  .. vs А 1 1 98 | — à 4710 
do. District  .. SUN Nil 164 — Nil 
Under d Electric Ordinary Nil Nil 9 — Nil 
0. do. "A" .. Nil Nil 6'- — 
do. do. Income 6 6 834 ~l *6 14 1 
, Бовегви Trams, &0, 
Adelaide Sup. 6 per cent. Pref. 6 6 438 — . 6 1 
Anglo-Arg. Trams, First Pref. 8 a 9 4 
do. ~ 2nd Pref, oe 9$ -— ES 
Brasil Tractions .. s “a 4 4 50xd +1 воо 
Bombay Electric Pref. .. ae 6 6 10xd = 6 0 0 
British Columbia Elec. Rly. Pfce. 6 62 — 8 14 
do. do. Preferred — Nil 41 — Nil 
. do. do. Deb. 4 n t4 — 6 13 10 
Mexico Trams 5 per cent. Bonds — Ni 25 — Nil 
‚ do. 6 per cent. Bonds — МІ — Nil 
Mexican Light Common we Nil Nil 7 — N1 
do. Pret. ee ee Nil. Nu 1 —1 N il 
MANUFACTURING COMPANIES. 
Babcock & Wilcox e æ. 14 15 23 — à 59 1 
British Aluminium Ord. a 6 7 27 6 — 616 8 
British Insulated Ord. .. æ. 15 17 113 == 7 610 
British Westinghouse Pref, .. 74 1 — A 6 18 4 
Calenders .. © sa .œ. 1 9 il — 717 0 
` do. 5 Pref. in d 5 6 4 — 6 6 0 
Oastner-Kellner .. zu . 920 22 Bra — A 618 0 
Edison & 8wan, £3 paid . NI — — Nil 
do. do. fully pai .. Nil — 1 — Nil 
do. do. 4 percent. Deb. 4 4 614 == 6 10 1 
Electric Construction .. .. 6 1% a — зоо 
Gen. Elec. Pref. ee ee ee 6 6 9 — 6 6 4 
do. Ord. ee ee oe 10 10 | 18 — 7 6 6 
Henley ee ee ee ee 20 25 15 — i 3 18 9 
do. 4 Pref. eec [EJ LE J 43 43 4 — 5 19 8 
Indias-Ru ber oe ee ee 10 10 12% тг 8 0 0 
Telegraph Con. ee ee ee 20 90 88 "е 6 b 0 


* Dividends paid free of income-tax. 


MARKET QUOTATIONS. 


IT should be remembered. in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, January 31st. 


— — -—- — —— 


Latest Fortnight's 
CHEMICALS, &c. Price, Inc. or Dec, 
a Acid, Oxalic oe eo ee ee per Ib. 1/6 е 
a Ammoniac Sal z т» .. per ton £75 T 
a Ammonia, Muriate (large crystal) iu £54 ee 
a Bisulphide of Carbon  .. a E £33 ME 
a Borax.. » е ee ee ae » £84 
a Copper Sulphate .. zx 7 6 £66 
a Potash, Chlorate .. - .. per Ib. 2/6 
а , Perchlorate is s „ 2/- .. 
a Shellac D » s e percwt. 144/- 2/- inc. 
a Sulphate of Magnesia .. .. рег ton 216 bs 
a Sulphur, Sublimed Flowers... is £19 
a. vo Lump .. .. .. " £16 
a Soda, Chlorate es oe per lb. lj. 
a r] Crystals oe ee ee per ton 12v/- ee 
a Sodium Bichromate, casks .. рег lb. ,»-- ee 
METALS, &c. 
c Brass (rolled metal 2 to 12" basis) per Ib. ee #82 7; 
c Торез (solid drawn) - " v» 9» 
c » Wire, basis .. it А » sè 
c Copper Tubes (solid drawn) .. $i 1/8 зо 1/83 EA 
go Bars (best selected) .. per ton £166 - 
g 9 Sheet ee ee ee э” &166 ee 
g » Rod oe ee ee ee Т) 2166 oe 
d » (Electrolytic) Bars P i £143 4% inc. 
d (€ ә Sheets... н £172 £11 ino. 
d » i Wire Rods " £161 £2 inc. 
d i C. Wire per lb 1/54 gd. inc 
f Ebonite Rod.. ee ee ° » 8J- ee 
f dd Sheet Ы . oe ” 2/6 ee 
n German Silver Wire ..  .. " 9/8 ee 
h Gutta-percha, fne.. ee oe ” 6/10 ee 
h India-rubber, Para fine .. is m 8/23 4d. deo. 
i Iron Pig (Cleveland warrants) .. рег ton Nom. ix 
l .,, Wire, galv. No, 8, P.O. qual. j £38 T 
g Lead, English Pig .. Ре s "E £31 5 ss 
g Mercury vs P .. per bot. £19 16 £1 inc. 
e Mica (in original cases) small .. per lb. 64. to 8/- is 


» medium Т 8/6 to 6/- ee 


e 

FS „ large.. ^» 7/3 to 14J- & up. E 

d Silicium Bronze Wire .. .. per lb. 1/10 2d. dec 

r Bteel, Magnet, in bars .. .. per ton ee Pe 

g Tin, Block (English) i si PS E 5% 

n , Wire, Nos. 1 to 16 ee ee per lb. 9/11 eo 
Quotations supplied by— 

a G. Boor & Co. g James & Shakespeare, 


c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


Һ Edward Till & Co 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons 

r W. F. Dennis & Co. 


Callender's Hospital Fund.—The annual report of 
Callender's Hospital and Distress Fund for 1916 is in our hands. 
As in previous years, a large amount of useful work in small, but 
invaluable ways, has been done. The year was a remarkable one 
in the history of the Fund. Owing to the war, many more of the 
old members have joined the Forces, and patriotic women have 
taken their places. and are doing their best to fill the gap and meet 
the extra requirements in munitions and other work. Thus the 
subscriptions have been well maintained, and the usual sums have 
been distributed to the various hospitals. The penny weekly sub- 
scription realised £288. against £270 in the previous year. The 
year's totalis £1 6s. 6d. less than' the record year of 1903, when the 
Fund was inaugurated. Callenders Cable Co., Ltd., donated £50, 
and there were smaller sums subscribed by nine directors and 
officials. The amount distributed to hospitals, nursing associa- 
tions, &c., was £281, as against £281 in the previous year. and 
surgical. spectacle and financjal aid was given directly in many 
cases. The report concludes, " We enter the New Year hoping that 
before it closes our nation and its Allies will rejoice in a victorious 
Peace, and our Fund experience further success." 


Carbon Electrodes for Arc Furnaces.—In an article on 
arc furnaces for steel-making in the Jron and Coal Tradex Review, 
it is stated that British users are at present dependent upon supplies 
of electrodes from the United States and Sweden, but a factory has 
been completed in Sheffield by local firms, and its output is to be 
doubled immediately. Another factory is being built in the New- 
castle d'strict, and will probably be ready in the spring. These 
factories will produce electrodes of amorphous carbon. aud users of 
graphite electrodes will still be dependent on the Acheson plant at 
Niagara Falls. While power at the Falls costs £54 per KW.-year. 
it has be»n supplied by certain works in this country at 24} per 
KW.-year. ` 


Benzol and Electricity.—1u the course of a paper 
recently read before the Midland Institute of Mining Engineers, on 
The Rectification of Benzol," the author stated that there seemed 
to be no doubt that an electric potential was created by the rapid 
passage of benzol through a narrow pipe. and he consequently 
urged that all pipes used in conveying benzol should be properly 
earthed. 
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THE FILTRATION OF AIR. 


ONB of the most important applications of filtered air is for cooling 
turbo-generators. These machines are small in size in proportion 
to their output, and have, consequently, a limited space wherein 
only comparatively small air channels can be provided for the 
dispersion of the heat. Since the introduction of mechanically- 
ventilated generators it has been found that the use of unfiltered 
air has a deteriorating effec& on the insulation, owing to the 
presence of dirt and dust particles in the atmosphere, which are 
gradually depoeited on the windings, causing local overheating and 
eventual breakdown of the insulation. 'The abrasive action alao of 
many thousands of minute dust particles impinging on the end 
windings wears away the varnish and insulating fabric, with the 
result that when the machine, in such a condition, cools down in an 
atmosphere of ordinary humidity, the end windings rapidly absorb 
moisture, causing serious and unex "burn-outs." The 
importance of filtration is still more evident when the large 
amoumt of air required for ventilating large turbo-generators is 
taken into account. For instance, a moderately large generator 
would use 20,000 cb. ft. of air per minute, which means a total of 
28,800,000 cb. ft. per day of 24 hours, As a rough approximation, 
it may be assumed that one hundred-millionth of the volume of the 
air in the vicinity of power plants consists of dust, dirt, and other 
foreign particles. This would mean that 87 cb. ft. of dust would 
be blown into the machine during a year of 300 working days. 
While, of course, the great bulk of this dirt would pass directly 
through the machine, a portion would be deposited in the air 
passages, due to the air swirls and eddies. Such deposits of dirt 
heeome a considerable handicap to ventilation, as the quantity of air 


= 2) b 


Fia. 1.—8SIRocco AIk WASHER, SIDE PLATE REMOVED. 


is decreased, due to the partial closing of the ventilating paseages, 
and the oooling effect of the air is greatly diminished, owing to 
the fact that the air cannot come directly into contact with the 
‘heat radiating surfaces. 

The above advantages of filtered air apply also in the case of 
forced or pipe-ventilated motors working in a dusty atmosphere 
However well they may be protected, the presence of grit and dust 
in the Atmosphere has a destructive effect, not only on the wind- 
ings, but also on the bearings. By using purified air, the dusty 
atmosphere is prevented from entering the motor, thereby pro- 
longing its life and allowing it to operate under the most ideal 
conditions irrespective of ita surroundings. ; 

Filtered air is also valuable in the case of air-compressors, as the 
admission of gritty and dusty air plays havoc with the valves and 
cylinders, causing trouble and expense, and resulting sometimes in 
à serious breakdown. Particularly is this the case when the com- 
pressor is installed at a colliery, where. the general atmosphere 
contains a large proportion of coal dust. - 

Dry air filters consist of cloth or fibre screens, while in the wet 
type of filter the purification is effected by passing the air current 
through a fine water spray. The dry filter takes up more space 
than a wet one, and where cloth screens are used there is also the 
risk of fire. Further, in the dry type, the maximum quantity of 
air passes through only when the filter is clean, and gradually lessens 
as the cloth becomes choked up, thereby setting up more resistance 
to the free flow of the air. These filters also require to be cleaned 
frequently, which can usually only be accomplished when the 
machine is out of action. 

In the wet type of filter the air is thoroughly washed by passing 
the air current through a chamber filled with a very fine mist, 
which causes the bulk of the solid matter suspended in the air to 
be precipitated into the tank at the base of the machine. The air, 


after leaving the spray chamber, encounters a battery of scrubber 
plates, on which any dust or dirt remaining in the air is deposited, 
and then passes on to a series of eliminator plates, by means of 
which it is buffeted from side to side, depositing during this ‘process 
any free moisture upon the eliminators, and leaving the washer in 
a thoroughly clean and cooled state, with no trace of free moisture. 
We illustrate in fig. 1 a Sirocco air washer made by Messrs. Davidson 
and Co., Ltd., of Belfast ; the side plate has been removed, showing 
the spray chamber and the series of scrubber and eliminator 
plates, which are more clearly seen in fig. 2. In this filter the 
resistance to the air current is constant, thus allowing the same 
volume to pass all the time, and as the resistance is low, leas fan 
power is required to pass a given volume of air than in the case of 
a dry filter. It is also easily cleaned while in operation. The 
water consumption is very low, as it is recirculated by means of a 
pump, passing through two sets of filters, so as to prevent any dirt 
choking the spray nozzles. It is claimed that this washer will 
remove 98 per cent. of solid matter from an impure atmosphere, and 
will deliver the air without any free moisture and in a cooled state. 


RURAL TRANSMISSION LINES. 


Iv a paper read before the Portland, Ore., Section of the 
National Electric Light Association and American Institute 
of Electrical Engineers, by Mr. А. 8. Нли,, the economical 
construction of lines in rural districts was discussed. 

The author says that new business can be divided into three 
classes: (1) Competitive, (2) development, and (8) rural; the 
last may eventually become a large proportion of the total. 


Fic. 2.—SCRUBBER AND ELIMINATOR PLATES. 


Up to the present it has not been sought after to any great 
extent by organised methods, because its possibilities have 
not been realised, and there was apparently more remunera- 
tive business nearer home. | | 

Practically every town in the Pacific North-West is sur- 
rounded by an agricultural community, with, in many cases, 
а population nearly as large as the city itself. 

In Hood River County 37 per cent. of the pepulatiom 
gerved is outside the city limits of Hood River; this 37 per 
cent. furnishes 38 per cent. of the company's supply revenue; 
it is a safe assumption that when 50 per cent. of the popula- 
tion served is outside the city limits, over 50 per cent. of the 
groes revenue will come from rural business, because such 
consumers use more electricity than town consumers. 

On the other hand, this 37 per cent. of business uses 61 
per cent. of the operating expense; furnishes only 10 per cent. 
of the revenue from operation, and abouf'one-third of 1 per 
cent. of the net operating income. os | 

Each class of business is made to stand its own deprecia- 
tion, operating expense, production expense, and taxes; but 
were it not for the 37 per cent. of rural business, the city 
business would have to be increased materially. f 

The Oregon Commission, realising this, ‘decreased the rural 
rates and increased the city rate; and if the theory is sound, 
rural business may be justified, even at an apparent loss. The 
limiting factor is the quantity of rural business which a given 
city business can support; any low-priced business can | 
taken on which can be handled without actually increasing 
the rate on the original business. : 

Analysis shows that in the company's rural business 38 per 
cent. of the gross revenue uses 47 per cent. of the total 
investment, or 9 per cent. more than its normal share, which 
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carries taxes, interest, and depreciation, so that the excess 
reacts doubly against the net profits from the business. The 
problem is how to overcome this handicap; the solution is 
the adoption of new standards of construction—to which this 
business is particularly adapted. 

Something has been done in this direction. Distributing 
lines of solid copper are in satisfactory use with 950-ft. spans; 
possibly copper-clad steel or other combination of metals may 
increase the span and lower the cost. Steel and reinforced 


concrete poles may solve the support problem, pole mainten- 


ance being high where pole investment is large. Insulated 
copper is entirely out of place for rural construction. 

lt has not yet been established what voltage is best adapted 
as & standard for rural work, nor which scheme of trans- 
former connection is the best to adopt as a standard. Use 
is made of 110 volts for all single-phase circuits and 990 volta 
for most polyphase purposes; this offers the most flexibility 
of any scheme of secondary voltages. In the primary side 
delta-connected 3-wire, 6,600-volt and 2,200-volt systems are 
used. There is much to be said in favour of 4,000-volt or 
11,000-volt star-connected grounded neutral primary circuit 
for rural work. It has the advantage of fewer necessary 
grounds, thereby lower grounding cost, and a further ad- 
vantage of cutting out the circuit entirely by an automatic 
switch in case any of the three wires should be grounded, 
whereas the delta-connected 3-wire primary will sometimes 
operate with one wire down, at a great danger fo pedestrians 
and traffic. It has the additional advantage of placing the 
ground on the high voltage side, and by grounding the 


secondary also the customer is rendered doubly safe. It gives 


an increase in voltage, hence lower copper cost, using the 
same transformers. A single wire can be run to handle 
single-phase distribution transformers, using the earth as a 
ground return. This has in some cases proved satisfactory. 
À plan which has saved considerable first cost has been the 
banking of transformers in multiple on both primary and 
secondary sides. 

One of the greatest problems which must be solved by the 
inanufacturers is the securing of a low-cost transformer. At 
pie o strictly domestic rural business is practically prohi- 

ited by transformer cost. Efficiency must be sacrificed in 
favour of first cost, and beauty of design and portability can 
also be sacrificed. It is possible that з transformer without 
oil, and with à tank made of sheet metal with ventilating out- 
lets, can be designed to hang from a cross-arm with the leads 
brought out at the bottom without bushings, which will 
meet these requirements at half the present cost. 

Up to this time the regulatory bodies have prescribed the 
same voltage variations for rural as for city business, and 
central stations have worked to these standards, but it is 
obvious that a greater range of variation will give a corres- 


. ponding decrease in first cost, and this decrease will enable 


many customers to secure service which suppliers cannot 
afford to take on now. 

The combination of electric supply and telephone lines on 
the same poles is another possible solution of part of this 
first cost item; & number of consumers could be profitably 
reached with the joint service, who cannot be reached by 
either service singly. 

At Hood River over 50 per cent. of the consumers use motor- 
driven apple graders; about 20 per cent. use electric pumps. 
The average farm circuit has 35 outlets; some have 100; in 
some cases small street lighting systems are used. 


By analysis it is found that the stock-raiser, dairyman, арі 


mixed farmer give a better revenue than the apple growe-. : 


There is less labour which can be performed by electricity 
in the apple industry than in the others. 

Rural business follows rather proportionally to acreage than 
population; one farmer using nine different farm machines— 
including & saw, thrashing outfit, cream separator, churn, 
cider mill, and Fay-handling plant—drives them by a 15-H.P. 
motor; he guarantees the supply company $35 per month 
revenue, and frequently pays up to $75; he further states 
that his installation saves him $150 a month the year round. 

The application of electricity to farm machinery is a field 
which has barely been touched. In the orchards of the prin. 
cipal fruit sections are thousands of spray machines driven 
by gasoline engines. Anyone going through a modern dairy 
farm will find a dozen uses for electricity. But this field will 
be developed rapidly when the power is made available. 

The systems of rates adopted for city business have up to 
this time been applied to rural business, but the attempt to 
modify these to suij rural conditions has emphasised the need 
of revised methods of selling rural electricity. No doubt the 
eventual system for rural work will be flat rates based on 
maximum demand or demand control, but before this can be 
brought about to any great extent furtber investigation must 
be made into the business already developed. 

The engineer must apply his energy to the problems of 
rural distribution before any great portion of the enormous 
revenue available can be secured. 


The demand for electricity in the rural districts wil be . 


greater from year to year, and the means of distribution must 
be standardised, and we should profit by past experience and 
standardise before we secure the business, rather than doing 
it after much money has been spent in working along linee 
which are not permanent; and on the standards so adapted 
depends almost entirely the amount of business which a rural 
district. will furnish. 


PRINCIPLES INVOLVED IN COMPUTING 
THE DEPRECIATION OF PLANT. 


Bv F. GILL AND W. W. COOK, MEMBERS L.E.E. 


Tais paper, of which an abstract was concluded in our last 
issue, was read and discussed in London on January lith. 


In opening the discussion, Sir ALEX. KENNEDY said the paper 
threw a great deal of ight on what many of them would have 
to concern themselves with in 1931. Dealing with works 
in existence, much the most important question was what 
was the depreciated value of plant which had been used and 
had to be sold. Many electricity supply undertakings had to 
be sold compulsorily at a cer&uün date, and the paper was 
especially useful in this connection. Depreciation was usually 
tased on the straight line or one of the other methods shown, 
and he doubted whether it was possible to prove one method 
better than another provided the required result was obtained. 
If this was so, he did not suppose the system would be altered. 
But the second question was a matter of moment, and he 
believed the correct method was that advocated by the 
authors. The only previous examples of purchase had been 
tramway undertakings, in which the straight-line method had 
always been adopted, and the paper proved how unfair this 
was to the seller. It had no scientific basis whatever, and, 
as applied to purchase, he could not see that it had any 
justification. The authors’ tables showed that successive pur- 
chasers paid much less by it than by the sinking-fund 
method. He asked what the authors meant by “Ше” of 
plant; to give i$ a period meant something that was going 
to be used, and if excessive use beyond the normal occurred 
the life would naturally become shorter, and this affected the 
depreciation allowance and income-tax, which was a point to 
be looked into nowadays. 

Mr. J. S. HiaHBFIELD said it was impossible to deal with the 
whole paper; he had always found that accountants disliked 
the slide rule and logarithms, as they didn't get their result in 
halfpennies. The engineer thought of the plant, while the 
accountant was more interested in the efficiency of the 
sovereign. The object of any business was to benefit the 
persons whom it was intended to supply, then to earn a 
profit. Every sound engineering business applied a sinking 
fund of its own to keep up the efficiency of the sovereign. 
The money was invested in some other business usually in- 
volving engineering, where a second fund was provided to 
meet the inadequacy of the other. Under the heading of 
renewals, he would class (1) day-to-day repairs, (2) extraordin 
ary repairs, and (3) very long interval repairs. Improvements 
should also be classified under three headings: (1) Provision 
of better plant to improve the profit, for which a good balance 
should be set aside; (2) a sum should be provided to enable 
larger plant to take the place of existing old plant—as re- 
garded this, it might -be noted that the accountant often 
objected to the scrapping of old plant because it destroyed an 
asset; and (3) competition might force a reduction in prices, 


to meet which a fund should be accumulated out of profits ` 


and treated as an insurance. It was necessary that growth 
should take place, and fatal to stand still; extensions had to 
be provided for, and a sound cash position was necessary, the 
money being invested outside the business concerned. So far 
as could be judged, the transfer of an undertaking inevitably 
meant loss to both parties and to the public. 

Mr. J. SWINBURNE mentioned having experienced some diffi 
culty in grasping the relative values of the straight-line and 
sinking-fund methods of depreciation; in such a case it was a 
good plan to explain the cage to others. This he did, taking 
a hypothetical case with a view to showing (if we understood 
him aright) that there was no real difference, if due credit 
was given for interest earned by the renewals fund, which 
was employed elsewhere in the business in the straight-line 
method. 

Mr. J. E. Krnassury said the importance of depreciation 
was generally recognised, but enterprises were suffering from 
the need of a wider knowledge of its application. He asked 
why, if there was an accurate method of depreciating assets, 
they should not adopt it? | | 

Mr. E. S. Вүмо asked bow they were to determine physical 
lives of plant, especially in the case of new types of plant. The 
division of the aepreciation charge under two headings was 
interesting; he agreed that no ordinary crude method would 
enable them to obtain reliable figures. · 

Mr. LAWRENCE said it was obvious that any common-sense 
method of providing sinking fund would provide some return 
profit; this the straight-line method failed to do. 

Mr. W. R. Cooper said he was afraid that some people 
after reading the paper would be inclined to run on too hard 
and fast lines. He felt that so many factors were involved 
that it would only be possible to obtain an accurate estimate 
of depreciation by some form of valuation, and this was the 
opinion of leading American engineering authorities. 

Mr. E. К. Scorr thought the common-sense man weuld 
work on the straight-line plan, because it was so easy. 
practice, the purchaser wanted a curve under the ljne, and 
the seller wished for one above it, and mutual adjustment 
left them near the straight line. He suggested that interest 
might well be invested in a concern which was closely allied ; ın 
the case of an electricity undertaking, say, in. ө colliery. Many 
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useless assets were preserved by accountants, which were 
actually costing móney to keep. t 

Mr. Ооок, in replying briefly, said the authors regretted 
that the advocates of the straight-line method had not put in 
an appearance; he disagreed that the straight-line system was 
so easy to figure if, say, 19 years was chosen as the period in- 
stead of 20. It was not quite clear what was meant by day- 
to-day repairs, and he thought it was probably better to 
invest the sinking fund in the business itself, rather than 
outside. 


DIS€USSION AT BIRMINGHAM. 


The paper was discussed by the BIRMINGHAM LOCAL BECTION 
да Wednesday, January 17th. 
Mr. HENRY M. Sayers said that it might seem to some a 
little strange that the authors had put together the return on 
capital and depreciation provision. This was, however, a 
correct view. Тһе plant from the accountant’s standpoint 
was è debtor to the proprietor or contributor under two 
heads. The first was that of return on capital, i.e., profite, 
whether dividends or interest; the second was that of return 
of espital in such measure ав to maintain the value of the 
yea: by adequate renewal, or reduction of capital 
А ere was some difficulty in calculating the economic 

| wnt. It required something of the prophetic instinct, 
“nos 1$ involved an estimate or forecast of future develop- 
ments in ihe art. The sinking-fund method of accumulating 
renewals and improvements funds, as advocated by the 
authore, was undoubtedly the sound and equitable one, and 
was the one which he had always adopted in calculations. 
The proof of its equity as between successive owners (or suc- 
cessive periods) was ingenious and convincing. With refer- 
ence to the distinction between maintenance and renewals, 
there seemed to Бе no dividing line in principle. It was, 
however, convenient as equalising charges in successive 
periods to draw the line at the life corresponding to the 
accounting period, whether one year or any other period was 
adopted. Then renewals of any portions of the plant having 
a hfe period not exceeding the accounting period were 
charged as maintenance, while those of longer life were pro- 
vided fer from the renewal fund. This avoided anomaloua 
differences between the periodic accounts, which, as the 
authors pointed out, were objectionable and, possibly, inequit- 
able. The absence of the word ‘‘ obsolescence" from the 
paper was an additional reason for thanking the authors. 

Mr. T. PLUMMER said the aper had apparently been written 
to show the superiority and greater accuracy of the sinking- 
fund over the straight-line method of computing the depre- 
ciation allowance for plant, and the authors had made out 
au exceedingly strong case for the employment of sinking 
fund calculations in the preparation of ordinary commercial 
accounts. Mr. Gill had, however, mentioned in his intro- 
ductory remarks that the paper was not intended to relate 
to the accounts prepared by municipalities working on bor. 
rowed money, and possibly the same applied to a concern 
run by the State, such as the telegraph and telephone sys- 
tems. Anyhow, for the purpose of '' considering the financial 
results of the working by the State of the telephone system 
of the country,” the Postmaster-General appointed, in 1913, 
a strong committee of accounting, actuarial, and engineering 
experts, and, in preparing the statement of accounts for pre- 
sentation to Parliament, they assessed ‘‘ depreciation on the 
basis of the estimated effective life of the plant." The method 
followed was on the straight-line basis of equal annual instal- 
ments on an equated life of plant of 20 years (as estimated 
by the Engineer-in-Chief of the Post Office), due regard bein 
paid to residual values. No doubt this decision was arrive 
at, as against the sinking-fund method, to conform with the 
usual practice of annual accounting for Government Depart- 
ments, each year’s votes being entirely independent, and to 
fit in with the system of Parliamentary control. Referring to 
the “constant maintenance cost” section of the paper, it 
was not his experience that the maintenance cost of telegraph 
and telephone plant was constant throughout its life. In the 
case of line plant, the maintenance cost was at & minimum 
for the first few years, then, as time went on, arms required 
straightening and wedging; wires got slack and had to be 
regulated: insulators, binders, and stays got loose, and had 
to be tightened up, all this having no connection with mere 
reuewals in the sense of plant replacement. Again, a switch- 
board multiple gave comparatively little trouble when new, 
but when it approached the end of its effective life, the jacks 
got worn, and further troubles arose in the removal of faults 
in è large multiple field, which considerably added to the 
. maintenance cost. 

Coun. B. C. R. Manxs said the authors had demonstrated 
the advantages of the sinking-fund method 
depreciation of plant. The particular method adopted was 


not, however, of such prime importance as the need for 


inaking the provision adequate. . Engineers, like other people, 
were in danger of overlooking the needs of to-morrow in their 
anxieties for to-day. If they could keep the concern running 
now they were apt to pay too little attention to the avoid- 
ance of a funeral for their successors. Engineers were well 
acquainted with the principle of the indestructibility of 
energy and of matter. They could never command the con- 
of those who financed their undertakings unless the 
recognised the theory of the indestructibility of capital, an 
mede due provision for wasting assets. It was not always 


of providing for 


easy to estimate the physical life of a pane It was always 
difficult to estimate its economic life, but it was the engi- 
neers' duty to do it, just as it was the duty of the medical 
adviser of an insurance company to estimate the life of an 
applicant for a life insurance or an annuity policy. When he 
had done so, the actuaries, aecountants, and the like would 
soon fix up the annual premium required. That was not the 
doctor's job. Neither was it the engineer's job to settle just 
how the money set aside to maintain capital intact was to be 
deal with, He had quite enough to do to keep his own 
end up. i | 

Mr. F. J. MoFFETT said, in the section headed '' Constant 
Maintenance Cost," it was stated that the renewal of each 
part, as.it was required in turn, was provided for by the 
fund established on the basis of the equated physical life. 
It was therefore clear that an equated life, arranged for all 
the plant, provided money for the renewal of every part. He 
would be glad to know whether the authors proposed that 
a physical fife should be fixed for every component part of 
an individual machine, and that from these separate physica! 
lives, an equated life for the whole machine should 
arrived at in order to calculate the renewals fund. In Ње 
case of a D.C. generator this would mean fixing physical lives 
for each iter, such as armature core, pole pieces, yoke, arms- 
ture winding, field winding, commutator, shaft, bearings, and 
trushes. If this system were adopted in the case of ever 
machine, the process of calculating the equated life for eac 
machine would be somewhat elaborate, and the allocation of 
the proportion of the renewal fund due for the renewal of 
each part as it failed would be a very complicated matter 
for the management of the firm or their accountants. It 
appeared to him that a much simpler and more satisfactory 
arrangement would be that the renewal of all parts, such as 
brushes, bearings, &c., which wear out in a relatively short 
period, should be charged to maintenance. It would be a 
comparatively easy matter to estimate the annual cost of 
such renewals and add this amount to the ordinary main- 
tenance cost. | 

Dr. C. C. Garrard said this paper brought home the neces- 
sity in modern times of accurate cost-keeping. It was rather 
surprising to find, even among business men, а very vague 
idea as to what an engineering or manufacturing cost was. 
It was very often confounded with an estimate, and was 
regarded as a variable quantity which could be altered at 
will, depending upon the method of calculation used. This 
view was, however, entirely wrong. The cost which had 
Leen incurred in making a certain article, or in carrying oat 
a certain operation, was a fixed and unalterable amount. The 
cost which would be incurred in repeating the work might 
well be different; once a job, however, was completed, its 
cost for that occasion was fixed. It might be difficult to find 
out what the actual cost was, but the value, although un- 
known, was essentially a fixed quantity. All proper systems 
of keeping costs aimed at arriving as nearly as possible at 
the correct figure. This question of cost-keeping was as 
important in a manufacturing works as it was in an electric 
supply station or telephone system. A works which had not 
a proper cost-keeping system as a basis for its official accounts 
was in the same position as that of a retail shopkeeper who 
did not know what he had given for his stock. 


i 
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DISCUSSION AT EDINBURGH. 

The paper was discussed by the Scottish Locat Section, 
at Edinburgh, on January 16th. 

Mr. F. A. NrewiNGTON (Edinburgh) differed from the 
authors in their definition of renewals. Whether they took. 
wear and tear renewal or total renewal, it seemed to hina 
something which had to be renewed either partially or wholly, 
and to talk about renewals which were really ordinary items 
of maintenance was not right. The term renewals should 
be reserved for the larger parts only. The manner in which 
municipal undertakings had to pay off their indebtedness was 
laid down very definitely in the Electric Lighting Acts. There 
was nothing about renewal or depreciation funds. They were 
allowed to provide for a reserve fund, and had to pay of 
the indebtedness by means of a sinking fund in a certain 
number of years, the interest payable being gradually reduced 
ia ratio with the reduction of the capital originally borrowed. 
He had hoped that the authors might have devised some 
scheme by which, instead of payments decreasing annually, 
as many of them did, the payments should be less in the early 
daysof the undertaking, when it was not earning full revenue. . 

Bailie M’CaLuuM (convener of the Greenock T.C. Electricity 
Committee) explained that he disagreed with the authors, and 
also his Town Chamberlain, that the straight-line method 
was not the proper system for computing depreciation on 
municipal undertakings. 

Мг. W. W. Lacxre (Glasgow), in the course of a communi- 


‘cation, pointed out that the question of depreciation and its 


relation to sinking fund was one that still remained undecided. 
Depreciation of value was met by a sum set aside for sinking 
fund, if such sum was properly calculated at the probable life 
of the plant. That was what Messrs. Gill and Cook called 
physical life. Decreased efficiency should be met by depre- 
ciation if the ordinary maintenance chargeable to revenue 
was not sufficient to keep the plant in its first state of effici- 
ency. Obsolescence did not mean, and did not involve, true 
depreciation, but it was quite possib!- thata spending author- 
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ity owning works might look to the advantage which would 
be gained by installing new plant, and so getting greater 
efficiency than could be obtained from antiquated plant. 
Such an authority would annually set aside a sum for this 
urpose, and might be found dispensing with old plant in 
vour of more up-to-date plant, even although the former 
might not have reached the end of its useful life. It was not 
legal to create a deficit by setting aside a sum either in the 
aame of depreciation or as a reserve fund. Only such sums 
as were profit were available for this purpose. The Court 
of Session in 1880 held that the deduction for wear and tear 
to be made under the Customs and Inland Revenue Act, 1878, 
was a deduction for diminished value as a means of earning 
income, and not as an available asset, and that inasmuch as 
the plant in question was undiminished in value for the pur- 
pose of earning income, no deduction from income-tax charge 
eould be made beyond repairs already allowed for. He con- 
sidered that there was really no principle involved in com- 
puting the depreciation of plant. The examples worked out 
m the paper were based on a 19 years’ life, and he gave the 
following experience of what had happened in the principal 
power station in Glasgow recently. Ten years ago a 1,500-kw. 
generator and condensing plant were bought for £16,000. 
Depreciation had been written off this plant only, and 't 
now stood in the books at £7,000, i.e., they had written off 
£9,000 in 10 years. It was proposed to scrap this plant, and 
put down in its place a 6,000-kw. turbo-alternator costing 
£28,000. The new plant would save them £20,000 per annum 
in coal, and would pay for itself in 18 months, or the propor- 
tion of the 6.000-kw. set that the 1,500-Kw. set represented 
would be paid in a year. So long as the plant was kept in 
first-rate condition out of revenue, and one was prepared to 
write off the difference between what the plant stood at in 
the books and what it would fetch if sold, the rate of depre- 
elation might be so small as to be met by sinking fund. He 
argued that no fixed rate of depreciation should be acreed 
wpon over a period of 20 years in an engineering works. One 
might have a very slack year, when the plant was only used 
for, say, the equivalent of 2,000 hours per annum, and in a 
subsequent year the same plant might be run for 6,000 hours 
рег annum. The rate of depreciation would be quite dif- 
rent. In the early days of electricity supply for lighting 
RUIDON they thought that a depreciation of 5 per cent. was 
beral; but to-day, with new plant which was run practically 
eontinuously, a depreciation of 10 per cent. was required. 
Mr. R. B. М'Сли, (Treasurer, Glasgow T.C. Electricity 
Department) could not assent to the statement of the authors 
that a general agreement on this subject was possible, and 
did not believe that the straight-line method condemned by 
the authors was so inequitable as alleged. Neither did he 
agree with the statement that the matter was largely one of 
fact. While i$ was true that depreciation of plant was a fact, 
the period of years in which total loss would occur was un- 
known, and therein lay the first difficulty in coming to an 
erdinary agreement. Depreciation was a premium of in- 
surance, and all prudent people could do was to make a 
reasonable provision for the inevitable; but undateable, 
easualty by setting aside annually or otherwise a sum towards 
the probable date when the plant would be done, and new 
plant would have to be provided. He gave instances where 
lant had existed for 80 years, much beyond its estimated 
fe; and also a case of a patent which, while quite good at 
the time, was superseded almost immediately by a cheaper 
method of producing the article which was the subject of the 
patent. He thought the authors had wrongly obtruded cer- 
tain factors into the question, such as the annual return of 
plant and maintenance, neither of which had to do with 
the question. If these were eliminated the subject became 
much simplified, and on the assumption that an annual in- 
stalment should be put aside for renewal of plant, all that 


. remained was—should this sum be on the straight-line method 


er on the annuity or sinking-fund method? He came to the 
eonclusion that the straight-line method was as beneficial to 
the undertaking on the whole as any other method, because it 
ealled for an equal sum each year (not a decreasing sum, as 
alleged by the authors), and that being so, i$ was just as 
equitable as the sinking-fund method, which required more 
book-keeping, or the annuity method, which required a cer- 
tain amount of actuarial calculation. He challenged the 
authors’ tables as being based on a wrong hypothesis, and 
that, therefore, the conclusions come to were wrong. He 
thought there was no difficulty either in the cases where 
there were three units of plant each of the same value, but 
а] different lives, nor where the items were of different 
values; it was only a matter of simple calculation. Where 
the physical and economical life (obsolescence) entered into 
the calculation, the economic life, being the shorter of the 
two, must be the life on which calculations for depreciation 
should be founded, and that it was not possible to give an 
equation for the physical life and the economic life of the 
same unit of plant, although it was quite possible to equate 
the physical life of one class of plant and the economic 
life of another clase. Ав to depreciation reserves invested 
in the business, he held that the result to the under- 
taking was the same whether they borrowed £100 and con- 
tinued to pay interest on it while receiving interest on £5 of 
a depreciation fund set aside. or rensved the loan to the 
extent of £5, and payed interest on £95. In both cases the 
interest was paid on a net sum of £95. 
Mr. Си, briefly replied. 


INDUSTRIAL RESEARCH. 


Ат a meeting of the NEWCASTLE-ON-TynB LocaL SEor108 of the 
INSTITUTION OF ELECTRICAL ENGINEERS, on January 2204, Mr. 
A. P. M. Fiemina delivered sn address on ‘‘ Industrial Be- 
search, with special reference to American Research Activi- 
ties." Mr. Fleming said that during the past two years 
most of the industries of the country had been put on a war 
footing, sooner or later, and soon, 1% was hoped, a readjust- 
ment would have to be made to put them on a peace footing. 
Ihat readjustment involved a number of serious problems, 
and amongst them would be the re-arrangement of every 
anufacturing facility on the most efficient and productive 
lines. This would be necessary, in the first place, to make 
up for some of the wealth depleted by the war, and also it 
was necessary to carry out reforms that were needed before 
the war, and which would be still more urgently needed after 
the war in order to place them in a position. to compete 
favourably in international markets. The two great assets 
they had to draw upon were the natural and mineral wealth 
of the country, and the vast store of mental and physical 
capacity of the community. Education and research wer: 
the two channels by which that treasury might be tapped. 
Broadly speaking, research meant nothing but the acquisition. 
and application of new knowledge, and it was indisputable 
that industrial progress depended on the acquisition and 
application of new knowledge. In engineering, more than m. 
most industries, the importance of research was paramount; 
especially was that the case with electrical engineering, the 
progress of which from the time of the birth of the dynamo 
had been dependent entirely on scientific investigation and 
application. For instance, he mentioned that the present 
state of electrical illumination and wireless communication 
had been the result of the solution of far-reaching problems 
in physics. While in engineering they acknowledged the 
importance of research, and engineers appreciated the neet 
of research, it did not, he thought, so appeal to the whole 
community. and yet the whole community was affected by 
research. Thus, to the manufacturer it was of the utmost 
importance Perhaps its greatest field for usefulness ley im 
the development of new and improved materials. Another 
in. portant field .was the development of processes for cheapen- 
ing production. An important phase was that of researches 
leading to the development of entirely new products, im which 
priority of manufacture could be secured and maintained. Te 
the past we had sometimes achieved this priority, but had 
not retained it. The importance of securing and mamtaining 
priority need not be enlarged upon, and in this connection it. 
might be noted that we had far too restricted a vision as te 
the possible creation of markets, and confined our attention. 
to markets that already existed: To the worker, too, research 
was of considerable importance, and he suggested that re- 
search might be used as a sort of industrial flywheel in those 
changes from good to bad trade. To the financier research wae 
of importance, inasmuch as it opened to. him new fields for the 
profitable employment of capital. In consideration of the 
educationist's point of view, the latter was interested im re- 
search work, for it would involve increasing demands uper 
him for the training of men for all classes of work. Referrmg 
to international research, the speaker said that prior to the 
war great strides had been made in Germany in reeesreh 
work, and it was likely that considerable progress had beer 
made during the war; and it was well to remember thai, 
whatever financial burden might be placed on Germany after 
the war, she would still retain her organising, scientific, and 
industrial capacity. In the Far East the Japanese Imperial 
Treasury had devoted considerable sums recently to research, 
and some industrial competition might be expected from this 
quarter when the cheap labour and industrial aptitude were 
taken into account. In the United States much progress had 
been made in research in recent years. The prosperity of that 
country resulting from the war had stil further enhanced 
her capacity in this direction, and, despite some handicap 
from abnormally inflated wages, America would be a most 
important competitor for the world’s markets. The lecturer 
then showed a number of highly interesting slides illustrative 
o1 the importance that was attached to research work in the 
States. In conclusion, he sail that in the organisation of 
British industrial research, consideration must be given to 
the character of our markets, and where international markets 
had to be considered, it was essential that research facihtres 
should be organised for the benefit of the whole industry. 
Whatever national plans might be developed in this country, 
i& was desirable that they should include provision for eo- 
operation with research activities in other parts of the Emprre, 
зо that by this means we might present a united scientific 
front to the world in support of our industries, not lees 
formidable, and not less effective than that shown in military 
matters during the present conflict. 

The CHatRMAN (Mr. H. W. CLorHIER) said he thought, in 
view of what America had done in research, we were fortu- 
nate in being able to produce things, and good things, im 
this country, although we had not had any of the organised 
research work such as Mr. Fleming had mentioned. 

Mr. F. О. Номт said he thought it spoke well for the bram- 
power of our people that we had been able to hold wp our 
heads. and he thought that the individual tendency of the 
British was one of our great assets, one which. in our efforts 
to organise, we ought to look carefully after that it should 
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not be sacrificed. He referred to the magnitude of the re- 
„search schemes in the States, and said that working it out 
very roughly, it came to something like £1,000 per man per 
year for üpsser. That was a kind of figure that rather 
staggered the imagination of those who knew how research 
work was treated in this country. The hostility of the workers 
ie inventions was a matter of history, too, and he thought 
there was a great opportunity, if only we had an elementary 
education system worthy the name, of broadening the views 
of the people in this matter. As to the financial element, he 
did not think that financiers recognised the possibilities of 
research work at all. One thing that had struck him very 
much was the apparent willingness of the authorities in the 
States to impart knowledge. Here it was well known how 
jealous firms were of their secrets. The fault of many manu- 
efacturers here was that they did not take a long enough view. 

Mr. TURNBULL referred to the manufacture of tungsten 
lamps, and said that the Germans when they introduced them 
declared that no one should know the secret of their make, 
but, by our patent laws, they had been compelled to establish 
a factory here before they could get a patent. 

: Mr. A. P. Pyye also referred to the German side of the 
question, and said they must not overlook the fact that a 
. great amount of research work-had been done in that country, 

quite equal to that carried on in America. эс | 

Dr. THORNTON suggested that something of the British posi- 
tion was, perhaps, due to a want of encouragement of re- 
gearch work, and he contrasted the position here with that 
in the States. An illustration he mentioned was that at Arm- 
strong College, there was this year a grant to his department 
for apparatus, including repairs and new instruments for re- 
search, of £18 per annum. We had managed well enough 
for 100 years, but these inagnificent research endowment in 
America were only 15 years old, and we could not hope to 
hold our own in the world's markets in the future unless our 
leaders of industry realised the extremely efficient competi- 
tion now being organised.  , 

Mr. FLEMING, replying to the discussion, said that. while he 
admitted the great value of the individuality of the British, 
they must realise that research work to be really effective 
could best be carried out on a large scale, and as individual 
works were not yet able to bear the cost of a big-scale under 
taking, he thought it was necessary to modify their views, 
and adopt some change that would secure the benefits of co- 
operation, and minimise in every way the loss of individuality. 

e admitted that the capitalist had much to learn, for he did 
not realise the importance of the work in question. 


THE WORK OF THE B.E.A.M.A. 


(THE ANNUAL REPORT.) 


Tux report of the Council of the British Electrical and Allied 
апоста Association for the year 1916 has just been 
issued. 

After referring to the anxiety of the electrical and allied 


industries to place their best service at the disposal of the 


Empire in supporting its determination to see the way 
through to n the Council states that a present anxiety 
is in regard to the export trade, the development of which 
has been considerably hampered by abnorm 
conditions created by the necessities of war. 

Practically all the works of members are '' controlled,” 1.e., 
engaged mainly or exclusively on the manufacture of muni- 
tions of war; and it has not been possible to supply the 
demande of established overseas trade connections, а con- 
siderable volume of trade in our Overseas Dominions as well 
as in neutral markets being diverted into the hands of Ameri- 
can, Japanese, and other competing manufacturers. It is 
believed this lost ground will be speedily regained when 
British manufacturers are again in a position to re-enter it, 


manufacturing 


and the pe hy purchasers, realise what home producers - 


have sacrificed in the common cause. 

Meanwhile, the Overseas Committee of the Council in India, 
South Africa, and Australia continue to use every endeavour 
to foster in their respective territories those co-operative prin- 
ciples which have been beneficial at home. The Australi. 
Overseas Committee bas been successful not only in drawing 
up general conditions of contract for electrical and engineer- 
ing work, but in obtaining for them the official approval of 
the Electrical Association of Australia. As ‘that Association 
comprises in its membership ‘папу of the important buying 
engineers in the Commonwealth, including the engineers of 
Government departments and municipalities, there is little 
doubt that the conditions will in time become the recognised 
standard for all public contracts. They have already been 
adopted by several important public bodies. 

Progress i& being made in the same direction in India and 
South Africa. MK 

An energetic: Overseas Committee, recently formed in 
Buenos Aires (Argentina), keeps in touch with representatives 
in Rio de Janeiro (Brazil), where, it is hoped, a separate 

mittee may soon be formed. г 

À small Committee has also just been formed in Moscow 

(Russia), from which useful work is anticipated. The experi- 


ence gained with the Overseas Committees haa shown the 
desirability of broadening the basis of their constitution, and 
steps are being taken to enlarge their scope and to make it 
possible to establish committees in other countries. In addi- 
tion, useful reports. have been received (and circulated te 
members) from correspondents in Rio oF Janeiro (Brazil), 
Rosario (Argentina), China, France, various parts of Aus- 
tralia and South Africa, &c. | " 

The Council has decided to publish special editions of the 
Journal in the Russian, Spanish, and Portuguese languages, 
provided adequate advertising support is received from mem- 
bers. It is believed that these issues will be of great assist- 
ance in promoting the interest of members in Continental 
and South American markets. 

The Council has issued in handy form a set of British ex- 
port standardisation rules for electrical machinery and trans- 
formers (excluding traction motors). The text of these has 
been settled as far as possible in accordance with present 
international standards and after agreement with the sectiens 
of the Association mainly interested. It is believed that these 
rules will, if energetically circulated, tend to displace those 


- issued by other countries for use abroad. Translations inte 


French, Spanish, Italian, Russian, and Portuguese will shortly 
be available. Members can obtain from the Secretary, at a 
nominal charge, editions in English or any of these lan- 
guages bearing their own imprint, for circulation to their 
oreign agent and customers. : 

The Association is frequently approached by various Gor- 
ernment Departments for information. Members of the 
Council have discussed with the Foreign Trade Department 
matters surrounding overseas trade, and the latter copat 
ment from time to time furnishes advance information of use 
to members which is duly circulated. 

Under direction of the Association's Trade Committee, · 


‘formed at the end of 1915, propaganda work was undertaken 


with the object of impressing on public opinion at home the 
indispensability of a powerful and prosperous engineering im- 
dustry, both in war and peace. 

It may fairly be claimed that if there is by this time general 
enlightenment on this question, the work of the de Oom- 
mittee had some useful share in arousing public interest, and 
the points which it endeavoured to bring out with prominence 
are to-day widely understood and appreciated. 

On behalf of the Committee, Mr. T. C. Elder delivered lec- 
tures before large audiences in Birmingham, Manchester 
Glasgow, Newcastle, Liverpool, and Nottingham, an 
organised a successful meeting at the Mansion House. 

At the same time a large number of pictorial leaflets and 
reprinted reports of the meetings has been distributed, the 
total publicity effect of which cannot be precisely estimated. 
The Committee has, however, reason to believe that the mis- 
sion thus undertaken by the electrical and allied industries 
has been warmly approved by other branches of engineering. 
The expenses of the propaganda work were met by sectional 
contributions. 

The Council appointed certain of its members to appear 
and give evidence before the Committee appointed by the 
Board of Trade ‘‘to consider the position of the electrical 
trades after the war, with special relation to international 
competition." Evidence was given on the following subjects: 
m Restrictions of imports by a scientifically-devised tariff; 
2) the spending of public money, raised on the security of 
rates and taxes, in the interests of British industry ; (3) rail- 
way and shipping handicaps on British industry; (4) the need 
for & ministry of commerce and industry; (5) education in 
its relation to industry; (6) the need for standardisation, and 
the co-operation of Government departments with British 
manufacturers in this conhection; (7) the abolition of legi 
lative handicaps on the electrical and allied industries; (8) the 
need for the co-operation of: finance and industry; and (9) 
amendments in the laws relating to patents, trade marks, &c. 
The evidence presented was well received, and the Associa- 
tion's witnesses were complimented by the Committee on ita 
éxhaustive character. It is understood that those specific 
recommendations to which the Association attach the greateat 
importance are likely to be adopted by the Committee and 
warmly commended to the Government. 

The shortage of ships has necessitated the prohibition of 
many imports, and the prohibiting regulations fell heavily for 
a time on the electrical industry among others. Representa- 
tions made by the Council to the proper department, show- 
ing that the import of certain insulating materials was an 
urgent, if temporary, necessity, resulted in the Association 
being granted a licence to import, for the benefit of the 
indue at large, those materials for which there was urgent 
need. > 

The Turbine Section of the Association haa resolved to 
establish, at various university industrial centres throughout 
the kingdom, scholarships for the promotion of the practical” 
study of steam problems, especially as related to turbine 


- work. Similar endowments of scholarship in other branches 


of industry are now, or will shortly be, under consideration. 
The Association's General Committee for Research, created 
at the invitation of the Privy Council Advisory Committee, 
has established working Sub-Committees to deal with the 
improvement of insulating materials, the corrosion of con- 
denser tubes, special waterproof insulation for machines, 
magnet steel, problems of switching and arcing, turbine 
blading: and certain applications for grants-in-aid of research 
have already been lodged, while others are in preparation. 


à 
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Meanwhile, the preliminary investigations, aimed at ascer- 
faining the most urgent subject matters for further work, are 
being conducted. 

It was hoped that certain researches could have been con- 
ducted jointly with the Institution of Electrical Engineers, 
but this has not so far been found practicable. 


(To be concluded.) 


A COMMITTEE OF PROVINCIAL ELECTRIC 


SUPPLY COMPANIES. j 
на E 
A NEW Committee has been formed, which will be known as 
the Provincial Electric Supply Committee of Great Britain, 
with the principal object of providing a central and repre- 
sentative body to afford a ready means of co-operation in 


protecting and furthering the financial, commercial, and legis-: 


lative interests of provincial electric supply companies work- 
ing under provisional orders. ‘The following are members of 
the Executive Committee, the Gommittee being limited to 
directors only :— | 

H. B. Renwick (chairman), Bournemouth and Poole Elec- 
tricity Supply Co., Ltd., and other provincial companies. 

Sir J. S. Harmood Banner, M.P., Midland Electric Cor- 
poration for Power Distribution, Ltd. 

F. E. Gripper, Edmundson's Electricity Corporation, Ltd. 

G. W. Spencer Hawes, Reading Electric Supply Co., Ltd., 
and other provincial companies. 

J. Atkinson Hosker, County of Dorset Electric Supply Co., 
Ltd., and other provincial companies. 

W. L. Madgen, British Electrical Federation, Ltd. 

Sir Henry C. Mance, Oxford Electric Co., Ltd. 

R. P. Sloan, Newcastle-upon-Tyne Electric Supply Co., Ltd. 

J. G. B. Stone, Electric Supply Corporation, Ltd. | 

7. C. Wigham, Urban Electric Supply Co., Ltd. 

The Committee proposes to direct particular attention to 
the following matters :— 

1. To organise and arrange for united action in protecting 
common interests as and when occasion arises, and such 
united action is necessary and desirable. 

2. To afford the readiest means for considering such ques- 
tions as rating, income-tax, assessments, excess profits tax, 
emergency and other legislation, rates for supply, fiscal and 
other matters generally affecting the companies’ interests. 

3. To prepare, collect, and distribute amongst the members 
statistics or other information of common interest, and to 
print and issue other literary matters for the use of members 
desiring to avail themselves of the facilities offered. 

4. To afford facilities for intercourse between the directors 
of the companies represented on the Committee with a view 
to the consideration of any questions affecting the common 
interests. | 

5. To watch over the interests of the companies, and take 
any steps expedient with a view to correcting mis-statements 


‘that may appear in the public Press. 


6. To assist in the compilation of official statistics and in- 
formation on & uniform basis, where such is desirable, and 
to tbe benefit of the companies. 

7. To appoint sub-committees to deal with any special mat- 
tera arising, and generally to initiate, organise, and carry out 
any work having for its object the protection or furtherance of 
the interests of the companies. | 

As our readers are aware, the municipal electric supply 
undertakings, both in London and the provinces, already 
have their Associations, while the electric supply companies 
in London are also similarly represented by a committee, as 


are likewise the power companies of the country. By means. 


of this new Committee the electric supply companies in the 
provinces, who up to the present have had no representative 
organisation, will be provided for. That there is need for 
some such organisation will be obvious when it is borne: in 
mind that many of the provincial companies are small, and 
have neither money for organisation nor facilities for taking 
the proper steps to further or protect their interests on any 
broad legislative or fiscal lines, and they are scattered about 
in all parts of the United Kingdom. They will now have the 
means for co-operating through a central representative body. 
It is appropriate, in this connection, to recall the successful 
карысы of the provincial companies in regard to excess 
profits. 


Mr. H. B. Renwick organised the appeal on behalf of the 


industry, and, in view of the general feeling expressed that 
a representative organisation should be formed at once, he took 
the matter up with a view to the formation of a permanent 
central body. The outcome is this new Committee. 

, Buch an organisgtion should be of benefit to the small 
isolated companies. It will be useful to deal with new prob- 
lems which may arise in times like the present, and to watch 
over the interests of the electric supply companies if they are 
affected by further Finance Acts or similar legislation. We 
understand that the main objects of the Committee will relate 
to financial, commercial, and legislature work, and the execu- 
tive committee have been appointed for their experience and 
ability in this direction. 


NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED), | 


Published expressly for this journal by Messks. W. P. Thompson & Co, 
Electrical Patent Agents, 285, High Holborn, London, W.C., sad at 
Liverpool and Bradford. 


ee “ Electric lamps for motor vehicles, &c." С. F. L. Kine. J aauary 
th. 


720. ‘ Electric illuminated rudder indicator.” J. Carson. ]Jaseary 15th. 

732. “ Galvanic batteries." Е. A. AsncRoPT. January 15th. 

740. “ Automatic telephone systems." B. B. JoHNson & Килт Аџтомалтіс 
TELEPHONE Co. January 15th. 

749. '' Phase transformation of electric currents, and transformers Шеге- 
for." British Evectric Transrormer Co. & R. Crossie-Hiu. January bth. 

752. '' Electro-magnetic signalling apparatus." G. HENDERSON. anwar 
15th. (U.S.A.) January 13th, 1916. : и 

767. "' Electrically-illuminated indicators for personal wear." С. Илатікү, 
January 16th. t 
i " Commutators and collecting rings." . W. McLoucHum, January 

t * 
S “ Carbon holders of electric arc lamps." W. L. HuweHRusS. January 

th. : 

802. ''Cord-grips for lamp wires." C. С. M. Bennett. January léth. 


807. ''Lamps or lanterns for light projectors, such as searchligbts, head. 
MEIN &c." H. ScuoLgv (Soc. Anon. des Phares et Lanternes Tub.). Jammary 
р. 
819. “ Dynamo-electric machines." Е. Р. Fretcner & Н. F. Jom. Jaau- 
агу 16th. | 
851. ‘' Semi-automatic telephone exchange systems." Wastes  Buscrmc 
Co (Western Electric Co., U.S.A‘). January 17th. 
860. '' Electric batteries." Н. D. Henry. January 17th. 
892. '' Electro-medical apparatus." Е. E. GmrviLLE. January ЮНЬ. 
894. '' Windings of electric motors and generators." J. S. HicmviRi». 
January 18th. | 
910. ‘ Electrical keyboard transmitting apparatus and electrical wignalling 
or advertising systems." Н. K. Harris. January 18th. 
930. “ Auxiliary apparatus for telephones." F. C. C. V. Namsmg & М. A. 
J. LiLLrENDAHL-P&TERSEN. January 18th. (Denmark, January 98th, 1816.) 
' 831. ''Electric couplings, and cases therefor." N. J. Ausnw & G. Е. 
T^wLoR. January 18th. 
j ds 935. “ Electro-deposition of copper." 5. О. Cowesr-Cores. January 
Eth. . 
936. '' Process for production of copper tubes." 5. O. Cowrm.-Coiss. 
January 18th. ' 
. “ Recovery of copper from weak copper sulphate solution.” 5. О. 
Сом РЕК-СогЕѕ. january 18th. ; 
943. “ Electric motor control." A. G. Cooke. January 18th. 
955. “ Electric switches.” K. Honn. January 19th. 
974. “ Systems of clectric ship propulsion." British Тномеон-Нотвтох 
Co. (General Electric Co., U.S.A.). January 19th. 
“ Dynamo-electric шке. Егксткомотокѕ, Lro., Б. бикамиасн 
AND B. Loncsottom. January 20th. 
1,017. °“ Suspender for electric cables, &c." W. T. Hanıny’s Tacwnrary 
Works Co. & R. Povey. January 20th. 
1,026. ‘* Telephone, &c., receivers." Е. Son. January Sth. 


PUBLISHED SPECIFICATIONS. 


21915. 


13,750. RELAYS OR APPARATUS FOR AUGMENTING THE ЕРРЕСТ oF Swart Wasc- 
TRIC Currents. W. M. Mordey. September 27th. 


18,047. MaNUPACTURE ОР Есір Pisces or METAL ÍNSULATRD AGAINST Bec- 
TROLYSIS AND Corrosion, Р. M. Stewart. December 28th. 


2910. 


The numbers in brackets are those under which the specification witi be 
printed and abridged, and all subsequent proceedings will be takes. 


250. Fuses ror PnRor&criNc Evectric Circuits. А. Schaaning & 5. A. 
Stigant. January 6th, 1916. (102,824) 4 | 

346. Exectro.ytic ЮЕРОЅІТІОМ oF А CosaLr-siLvgR Ашот, Р. Marino. 
January 7th, 1916. [102,828] · 

586. ELECTRICAL CoNvERIERS AND Balancers. M. Walker. January 13th, 
1916. (102,836.) 

1,263. METHOD or IGNITION IN INTERNAL-COMBUSTION Pumps, Compressors, 
OR ENGINES, AND APPARATUS THEREFOR. H. A. Humphrey & W. J. Rusdell. 
January 26th, 1916. [102,842] 

1,884. PROCESS FOR THE MaNUFACTURR OF NITROGEN Compounds.. Norsk 
Hydro-Elektrisk Kvaelstofaktiesclskab, February 23rd, 1915.  [100,098.] 

9,983. DyNaMO-ELECTRIC MacWMiNEs. M.L. Magneto Syndicate & E. A. 
Watson. February 15th, 1916. [102,845.] | 

2,345. Erecrric Hear Rapiators. А. F. Berry. February 16th, 1916. 
{102,846.] 

4,962. ELECTRICAL DRIVING, PARTICULARLY-FOR Motor Vsuicies. H. Crochat. 
April 4th, 1916. [102,864.] 

5,769. SIGNALLING SYSTEMS AND APPARATUS THEREFOR, MORE PARTICULARLY FOR 
Usg IN Minus, Automatic Telephone Manufacturing Co. & H. Green. Aprit 
20th, 1916. ([102,868.] 

6,982. TkRMINAL SEAL FOR BarrERIES. E. W. Jefferson. May 915, 1915. 
[100,534.] 

8,633. ALTERNATING-CURRENT COMMUTATOR Motors. British Westinghouse 
Electric & Manufacturing Co. June 19th, 1915.  [100,743.] 

8,794. ExectricaL IGNITION SYSTEMS FOR INTERNAL-COMBUSTION Encinas. C. 
F. Kettering & W. A. Chryst. July 16th, 1914. (Divided application on 
7,758/15.) (100,747.) ‘ 

9,099. Means For ComwrRoLLING Execrric Motors. Igranic Electrie Co. 
(Cutler-Hammer Manufacturing Co., U.S.A,) June 28th, 1916.: [108,880] 

10,745. Awopzs FoR E.rzcrRorLaTrING. G. Jones. July 20th, 1916. (Addi- 
tion to 17,328/15.) [102,897.] | 

11,859, Auroxaric Train-stoppinc Devices. A. L. Lyttle & C. I. Costello. 
December 22nd, 1915. (Divided application on 17,923/15.) [108,904.] 

19.631. ATTACHMENT OF MaGNeTOS то THE Power Units or Moror Cyars. 
Boe 9i | Sangeter. March 22nd, 1916. (Divided application om 4,917/16. 
102,913. 
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FUEL ECONOMY. 


— 


Іх the course of an interesting, if somewhat specu- 
lative, address by Prof. Arnold Lupton to the South 
Wales Institute of Engineers, last year, the author 
estimated that, despite the enormous output of coal 
from the mines of the United Kingdom during the 
past century, we still possess no less than 97 per 
cent. of our original endowment, and that even 
after making due allowance for an increase in the 
annual tonnage raised in this country to a value 
approaching 400 million tons per annum, there is 


enough coal in our reserves to last for nearly 1,000 
| years. By that time, it is to be hoped, substitutes for 


coal will have been found; possibly the key to the 
stores of energy locked up in matter will have been 
discovered—Prof. Soddy in 1906 assured us that in 
a sing.e ton of uranium, costing, less than £1,000, 


. there was more energy than would be supplied by 


all the eiectricity works in London working for one 
in I907, stated that 
the intrinsic energy of motion in a cubic millimetre 
of ether was equivalent to 1,000,000 H.P. working 
for 40,000,000 years—so that posterity need not be 
exercised in mind over the problem. Prof. Arnold 
Lupton also outlined other sources of energy that 
might—we do not say could—be utilised, such as 
the sun-power of the Sahara Desert, of which 10 
milion Kw. might be transmitted to this country 
through an iron cabie of 5,000 sq. in. cross-section 
at 100,000 volts, at a cost of 0.36d. per Kw.-hour. 
for transmission, and a total cost of 0.727d. Clearly 
he is a man of large and optimistic, f chimerical, 
ideas. Untortunately, however, we live in the pre- 
sent, and must make the best of the conditions 
under which we exist, and, even if the conservation 
ot our fuel be of no account on the score of its 
duration, we must still put forth every possible 
effort to reduce the consumption of coal, and to 
utilise it to greater advantage, simply in order to 
economise labour and capital—in the coal mines, 
on the railways, and elsewhere—to enable our in- 
dustries to compete effectively with our foreign 
rivais, and to improve the conditions of existence 
throughout this realm. 

We turn, therefore, with pleasure to the excellent 
series of Howard Lectures delivered by Prof. J. S. 
S. Brame last November, and published in the 
Journal of the Royal Society of Arts last month. 
The author points out that our improvident use of 
coal in tlfe past has been due largely to its cheap- 
ness. This is a factor which henceforth will be 
materially modified, for it cannot be anticipated that 
the price of coal will ever again approach the pre- 
war level in this country. But our very existence 
as a great nation depends upon cheapness of manu- 
facture, and hence, if coal is to cost more, we must 
use less of it. Prof. Brame favours the impositior. 
of a duty on exported coal, with the double object 
of gradually reducing the quantity exported, and 
raising funds for the investigation of our fuel re- 
sources and the development of methods for their 
more economical utilisation; an excise duty on ex- 
ported coal is no new thing, ard the policy sug- 
gested appears to offer obvious advantages. 

It shon'd not be forgotten that great strides have 
already been made in the direction of economy in 
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recent years, very largely through the influence of 
electrical engineers, so far as relates to the genera- 
tiom of power by steam, gas, or oil, and that of gas 
engineers in connection with the scientific utilisa- 
tion of coal, with no other spur than that of com- 
mercial exigencies—backed, it is true, by the innate 
craving of every true engineer to get the best out 
of his plant and materials. The progress achieved 
is recognised by Prof. Brame, who looks to the 
continued stimulus of sound commercial enterprise 
rather than to the artificial aid of legislation to pro- 
duce further economies in the future, though he 
approves of Government action in promoting re- 
search in this and other directions, and in restrict- 
ing wasteful methods of coal-getting. As regards 
the use of exported coal as a means of paying for 
our imports, an argument which may have some 
weight during the war, when we are drawing freely 
on the capital of the Empire in every possible direc- 
tion, it should not be overlooked that by so doing 
we voluntarily degrade ourselves to the rank of 
* hewers of wood and drawers of water" for other 
nations. British work-people are admittedly cap- 
able, when trained, of attaining to the highest 
standards of skilled handicraft in almost any indus- 
try that is practised by white men, and are worthy 
of-a better fate than to be the slaves of foreign 
craftsmen. What we should aim to export is expert 
workmanship and brains, not manual labour, and 
our priceless stores of fuel should be a means to 
that end, and not the end itself. 

Touching upon the methods available for utilising 
coal to better advantage, the author refers to the 
growing use of coke for raising steam 1n boilers, 
and mentions that at Deptford, during a period of 
one month, 16 per cent. was saved in fuel costs. 
The increase in production of ammonium sulphate 
at coke ovens during recent years is of great pro- 
-mise, ánd would be greatly assisted by the gasifi- 


‚сабот of coal in producers with recovery plant. 


The mechanical stoker enables small coal to be 


-utilised to advantage, and affords an outlet for fuel 
which formerly was looked upon as rubbish, though 


unfortunately a great deal is still left in the pits. 
Indeed, the record of deliberate rejection of valu- 
able coal, due to the low prices that. have obtained 
in the past, is painful to contemplate. In this con- 
‘nection we may draw attention to the interesting 
results which have been obtained with fuel of very 
low grade in the huge power stations on the Rand, 
and which are described elsewhere in our pages to- 
day; under war-time conditions a great many of our 
power stations at home are operating with coal of 
equally poor quality. | | | 
Whilst he points out that at present, with steam 
power, we utilise only 10 per cent. of the available 
energy of coal, and by using gas power the per- 
centage could be doubled, Prof. Brame recog- 
nises the superiority of the steam turbine as a prime 
mover; but he states that the gasification of coal 
for use under boilers would result in 3n efficiency 
of only 55 per cent., as compared with 80 per cent. 
from coal-fired boilers, and holds that it would not 
‘pay to adopt the former practice, owing to the cost 
of by-product recovery plant. On the other hand, 
the use of coke for domestic heating in improved 
grates would result in economy and freedom from 


` the smoke nuisance, and he regards '' low-tempera- 


ture coke"' as an almost ideal smokeless fuel. In 
industrial areas he recognises the enormous econo- 
mies that can be effected by linking-up power sta- 
tions, utilising waste heat from blast furnaces, &c., 
as on the North-East Coast, and thus he is led to 
advocate unification as the essence of success, 
though he appears to hold somewhat exaggerated 
views on the difficulties to be overcome. Finally, 
the author points out the advantages that could be 
derived from co-operation between gas and elec. 
tricitv supplv undertakings, together with low-tem- 
perature carbonising concerns, particularly refer- 


ring to the Metropolitan area as offering unique 
opportunities to such a combination. 

The same subject was discussed by the Manches- 
ter Local Section of the Institution of Electrical 
Engineers last week, and we cordially hope that 
the attention which is now being devoted to the 
matter will bear fruit speedily and in abundance. 
Nearly five years ago we remarked that the trend 
of thought among scientists of all professions was: 
** (1) Burn your fuel economically;,(2) Burn it cen- 
trally; and (3) Transmit by electricity. Thus the 
future of our industrial life rests largely with elec- 
trical engineers "—and the same holds good to-dav. 


WE print in this issue the con- 

The B.E.A.M.A. cluding part of the annual report 

Report. of the British Electrical and Allied 
Manufacturers’ Association. We 
believe that it is the first occasion since the out- 
break of war on which we have received a copy of 
the Association’s complete report, and we welcome 
the return to the policy of letting the world at large 
know as much as can reasonably be told of 
B.E.A.M.A. activities. The membership of the 
Association three years ago—before the war—was 
125, which represented an increase of 16 firms. But 
there have been a number of changes due to the 
war and other causes, and to-day the total is 144, 
30 new firms enrolling and one resigning during 
1916. We are pleased to note the optimism of the 
Council in regard to the prospects for regaining 
export trade which has been temporarily lost owing 
to overwhelming activities im our factories during 
the war. We believe that the reasons for that 
optimism are sound, provided proper measures are 
taken immediately to keep closely in touch with 
the Colonialeand foreign markets, and to let them 
know how great is the sacrifice of the British 
manufacturer to the common cause. The measures 
of the B.E.A.M.A. in this connection are sum- 
marised in our last week's extracts from the report, 
and they are apparently such as to form a good war- 
time ‘beginning for a policy of British electrical 
export trade propaganda which can hardly fail to 
bring large volumes of business to our industries 
from all parts of a world stripped of its electrical 
supplies.‘ Matters of research, standardisation, the 
call for British equipment for Pekin, University 
laboratories, schemes for the better organisation of 
all industries, the better education of the public in 
regard to the indispensability of our engineering in- 
dustries, and many other matters, have received the 
attention of the Association’s Committees and staff 
during the year. There have been conferences with 
Government Committees respecting trade matters. 
and negotiations, highly successful in their issue, 
concerning excess profits, while the ‘‘ industrial 
solicitor '" has apparently had a very busy time deal- 
ing with questions raised in relation to Modef Con- 
ditions of Sale and Contract. Altogether, the re- 
port forms very healthy reading. The Association 
is now engaged upon measures for effecting domes- 
ti: co-ordination, so that the efforts of all the many 
Sections may be concentrated where desirable in a 
new Sectional Committee or Board. Uniformity cf 
policy in matters common to all Sections may thus 
become possible. A removal from the existing pre- 
mises to larger ones, owing to the growth of the 
Association, has been considered, but, like many 
other things, it has had to be left over until after 
the war. 

The Association is to be congratulated npon its 
record of a year of great activitv. attended bw suc. 
cess in manv wavs. The period has heen one of 
great difficultv for normal industrv. bnt the very 
difficulties of the situation have themselves afforded 
abundant opportunities for usefulness on the part 
of the organisation. 


n 
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FUSE FAILURES. 


Mr. 8. W. Baynes, chief electrical engineer of the St. 
Pancras electric supply undertaking, has communicated 
to the Press the results of a series of interesting tests on 
fuses of the open type under working conditions. | 


system (which is supplied in part from D.C. turbine plant), 
passing through a long feeder and back to the power 
station, where the tests were carried out, td distributing 
mains. 

The mains system in use was as follows :— 


Feeder, D.C., 440 volts across outers ; 220 volts between neutral 
and outers ; neutral earthed at power station. 


220-vOLT SHORT CIRCUIT ON 3-IN. CLEAR BREAK ; 10-AMPERE 
Fuse ; Two STRANDS 5-AMPERE LEAD. 


44@-voLT SHORT CIRCUIT ON 3-IN. BREAK; 10-AMPERE FUSE ; 
Two STRANDS 5-AMPERE LEAD. 


220-voLT SHORT CIRCUIT ON 4-IN. BREAK; 10-AMPERE PURE : 


Two STRANDS 5-AMPERE LEAD. 


440-voLT SHORT CIRCUIT ON 4-IN. BREAK ; 10-AMPERE FUSE ; 


Two STRANDS 5-AMPERE LEAD. 


The advent of large turbo-generators giving an unlimited 
rush of power brought to his notice many serious failures 
of guch fuses, and it was therefore decided to experiment, 
with & view to ascertaining their controlling power; a 
*erieg of interesting views was obtained, some of which Mr. 
me has kindly placed at our disposal. 

- With a view to securing normal working conditions, 
current was drawn from the St. Pancras distributing 


Total length of lead and return for :— 

440-volt tests—3,460 yards, consisting of 1,730 of 1 өд. ‘in. 
feeder, 330 of 0'2 sq. in.. 1.000 of 025 sq. in., 400 of 0'5 sq. in. dis- 
tributors. excluding length of connecting cable. калоў 

220-volt tests—1,730 yards, consisting of 86^ of 1 вд. in., 165 
of 0'2 sq. in., 500 of 0'25 sq. in., 200 of '5 aq. in. distributors, 
excluding length of connecting cable. 


The plant on load consisted of a 1,000-Kw. direct-current 
and a 2,500-Kw. three-phase turbine set, the latter supply- 
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ing through two 1,000-Kw. Peebles motor-converters, so 
that there were no transformers in circuit. | | 
. The various views were taken with a 9-in. plank behind 
the fuses, from which the magnitude of the explosive effect 
can be gauged. In the case of tests м, P, and в, the arcing 
continued until the automatic cut-off was tripped at approxi- 
mately 900, 1,000 and 1,200 amperes respectively ; in 
several cases this happened, or the arcing continued until 
the fuse terminals were demolished, and it is interesting 


fuses to consumers’ supplies, and this practice is general in 
the St. Pancras supply area at the present time. 

We show diagrammatically a single-pole fuse box of the 
type referred to, the box itself being of concrete from } in. 
to $ іп. thick, with the fuse terminals carried on iron 
supporting pieces which slide into grooves moulded in the 
box. The fuse, of the Zed type, is held in position by 
screwing down tht milled fibre nut at the top. A concrete 
cover with glass inspection-window is provided. Various 


— 


440-voLT SHORT CIRCUIT ON 4 IN. BREAK ; 40-AMI ERE 
FusE; EIGHT STRANDS 5-AMPERE LEAD. 


" 


er 
VIEWS SHOWING SHORT-OIRCUITED 10-way DISTRIBUTION BOARD ; 440-VOLT 
CIRCUIT ; 2$-IN. BREAK ; 10-AMPERE (TWO-8TRAND) FUSES, 


ra note the high-current densities reached even with light 
ugeg.. | 

A number of cartridge fuses of various makes were sub- 
 mitted to similar tests with results distinctly in their 
favour, but Mr. Baynes points out that such fuses are also 
open to the objection that it is easy to bridge across the 
short break with ordinary fuse wire instead of inserting a 
new cartridge, thus leading to a calamity at a later date. 

He suggests that cartridge fuses should be so designed 
that is impossible to short-circuit them with ordinary fuse 
wire ' 

The destructive effect of the arc, particularly in the 
neighbourhood of earthed metal cases, has been so great 
that Mr. Baynes adopted stoneware boxes for the terminal 


410-voLT SHORT CIRCUIT ON 4-IN. BREAK ; 50-AMPERE 
Fusk ; TEN STRANDS 5-AMPERE LEAD, 


DIAGRAM SHOWING ST. PANCRAS 
TERMINAL FUSE ARRANGEMENV, 


patterns of these boxes are made and, we understand, have 
given complete satisfaction. . | 


t 


Ontario Power.—An action is now pending in the 
Supreme Court of Ontario for an injunction to restrain the - 
Electric Commission and the Attorney-General of the Province of 
Ontario from proceeding with the Chippewa development en the 
ground that in the franchises of the Canadian companies, the 
Government of Ontario has expressly contracted never to take 


‘water from the Niagara or Welland (Chippewa) Rivers for the 


generation of electrical power. Bondholders in the Electrical 
Development: Co. ef Ontario will be interested in the réeult,— 
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AFTER FOUR YEARS. 
E REFLECTIONS ON CHINESE ENGINEERS. 
-By Pror. MIDDLETON SMITH, M.Sc. 


At the end of 1916, the first graduation ceremony of the 
British University of ‘Hong-Kong took place. Despite the 
military activities of the Colony (every man eligible is a 
member of the local defence forces—as far as is possible) 
‘the daily routine work continues. The highest authorities 
have said that it is most important to maintain and develop 
British trade in’ the Far East, so as to be prepared for the 
trade war after peace has been signed. Before the com- 


mencement of war in 1914, China witnessed competition | 


between the Germans and the British. In no part of the 
world hag competition been fiercer between the two nations 
than in the Far East. While our enemies used their 
northern base of Tsingtau, we had Hong-Kong in the south. 
But there were many more prosperous German merchants in 
‘the British Colony than Englishmen in Tsingtau. 

In 1912, feeling ran very high among patriotic Britishers 
in China about the neglect of the trade interests of the 
Empire. It was this current of public opinion that made 
possible the creation of the British University in Hong- 
‘Kong. The missionary scheme for a sort of International 
University at Hankow, espoused by Lord William Cecil, 
did nat appeal to commercial men. 
and it seems improbable that the original scheme will ever 
become real. What practical people in China began to 
ask themselves, even before the war, were questions like 
this: * How can we extend British trade?" and * Why 
don’t we educate young Chinese to use British machinery ? " 
'The half a-dozen English newspapers in China grew more 
and more insistent upon the maintenance of British 
i 
It is as well to remember these things now that a great 
change has come over the outlook of the people of Great 
Britain. Since the fatal August of 1914 everyone has 
been making sacrifices for the sake of the Empire. But in 
1912, when an appeal on patriotic grounds was made to the 
engineering firms of Great Britain for equipment for the 
University of Hong-Kong, it met with remarkable success. 
"That was due to the immediate and spontaneous support 
given by the technical and lay Press, as well as to the 
response made by the firms to the stimulus. , For it proved 
‘that most of the British manufacturing engineers were 
patriotic, at least two years before the general public under- 
‘stood what the German menace really meant. In those 
days some of us were, in a good-humoured fashion, chaffed 
about our exaggeration of the German trade bogey. But 
it only needed a few months of residence in the Far East to 
recognise its real danger. 

When the first Degree ceremony of the University of 
‘Hong-Kong took place (December 14th, 1916) there were 
19 graduates in engineering who were presented to his Excel- 
lency the Chancellor, and Governor of the Colony, as “ worthy 
of the degree of B.Sc. (Eng.) in this University." 
were all Chinese. The honorary degree of LL.D. was con- 
ferred on Teme Tien Yow, China's pioneer railway engineer. 

"The Chancellor took the opportunity publicly to: thank 
the British engineering firms who presented equipment and 
apparatus. As over 200 concerns had given a practical 

nse to the appeal, it was obviously impossible to 
mention them all. The three who had given equipment of 
the greatest value were named. They were the General 
Electric Co., Ltd. (England), Messrs. Ferranti, Ltd., and 
the Campbell Gas Engine Со., Lid. His Excellency stated 
‘that British engineering firms had presented £12,000 
worth of apparatus, while the shipping companies had 
brought it ‘all out to the Far East freight free. But, 
rhape, the most interesting statement made by his Excel- 
ncy was the frank recognition of the influence of the 
Рева, for ће told us all that the idea of the University of 
Hong-Kong was first -in a local ne r, the 
China Mail,in the year 1905. An Australian, named Donald, 
was at that time editor of the journal ; but there is every 
reagon to believe that he was inspired to write his now 
famous appeal for à British University as a result of repre- 


It has never crystallised, . 


They 


sentations made to him by Mr. W. L. Carter, manager of 
thé local telephone company, who had seeti service in thé 
South African war and was a véry definite Imperialist. Mr. 
Carter was present at the first graduation cereihony, in the 
uniform of a captain of the Royal Engineers, ahd he must 
have reflected upon the parable of the grain of mustard 
seed, for out of the original suggestion had grown the 
impressive ceremony which proved to ‘the spectators that 
the first British University in China had commenced to 
send out graduates into the Far East, and the technical and 
lay Press have greatly assisted. 

The Assistance of the Chinese.—One of the most remark- 
able things about this University is the enthusiasm and 
practical assistance of the Chinese for the Western learning 
which it represents. The President of the Republic sent 
from Pekin a poem in which, with the flowery expressions 
of his language, he wished success to the University. His 
Excellency, the Civil Governor of the adjacent Province of 


 Kwangtung (it is one of the 18 provinces of China proper, 


and it contains 32 millions of inhabitants) journeyed 100 
miles by river to be present at the ceremony. The hall was 
crowded with the leading Chinese; and, if the building had 
been large enough, thousands of others would gladly have 
been present. The most remarkable politician in China, 
Mr. Liang Shih Yi, was staying in Hong-Kong, although 
for years his had been the guiding hand on the ship of State 
in Pekin. He was present, and he will remember this 
centre of Western learning when he is again in power in 
Pekin. | 

The New China.—Europeans in this part of the world 
often complain that there is little evidence of change in the 
customs of the Chinese. It is true that the surface of the 
country is barely scratched. But there has been a real 
alteration in the outlook of the more influential Chinese. 
They all appreciate the value of what they call ** Western 
Science.” They are essentially men of commerce, and they 
are beginning to demand machinery, because they believe 
that it will enable them to make money. At present 
they are thinking about three distinct branches of 
engineering work. They want to see a great extension of . 
railways; they wish to have electric light, and they are 
very keen upon exploiting the mines of their own country. 
There can be no doubt that during the next quarter of a 
century there will be a great demand for machinery for all 
three purposes. What worries a good many Britishers in - 
China is the future. They read about the Wonderful 
munition factories and the splendid works’ organisation in 
the Old Country. Will it be possible to ensure that the 
machinery which China needs will come from those work- 
shops? It can be arranged, if we have our trade organised 
in the same way as the supply of munitions for the wat is 
now being planned out. It seems improbable that individual 
firms will be able to work alone. 'These new engineering 
organisations, which are paying so much attention to the 
trade aspects of applied science, will prove most powerful 
agents in the maintenance of British trade in China. 

It would be churlish to let pass any repe for 
acknowledging the patriotism of the British Engineers’ 
Association: and the B.E.A.M.A. in connection with the. 
work of the British in China. There is the motto : “ Those 
who give quickly, give twice." No one can imagine the 
anxiety which was felt in 1912 about this problem of pro- 
viding proper facilities for training young Chinese in Hong- 
Kong in applied science ; and the Council of these two 
Associations at once exerted their powerful influence, when- 
the problem was explained to them. The unforeseen has 
happened ; for nobody in those days thought that the day 
would come when the Chinese would demand machinery 
which British workshops would be unable to supply. That 
is the present state of affairs. But the manufacturers of 
Britain will be glad enough of this Far Eastern market as 
soon as the present enormous demand for munitions is over. 
It is to be most sincerely hoped that they will take full 
advantage of it. Fortunately, the name of Britain stands 
high in the estimation of most of the Chinese. 

Зо many readers of ‘the ЕгестелсАг, ‘Review have been 


interested in the efforts made to train’ young Chinese in 


Hong-Kong, that it is possible that they will learn. with 
pleasure of the full advantage that is taket'of the up-to- 


date facilities for instruction. After four years the rol of 
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engineering undergraduates in the University contains over . 


100 names. The students come from as far South as the 


Straits Settlements and Bangkok, as far North ав Pekin 


and Chile, and from inland provinces such as Yunnan and 
Hupeh. The President of the Chinese Republic has 
founded scholarships, while some of the Provincial Govern- 
е have sent students, who are maintained by the public 
funds. 

The course of instruction in engineering takes four years 
to complete, but it is probable that many of the students 
will take five years to pass the necessary examinations in 
order to obtain their degree. Of the 87 who commenced in 
1912, 12 graduated in 1916. Ав all of the instruction is 
in English, it is, perhape, not surprising that it takes so 
much time to complete the course. Many of the students 
show a desire to go abroad after they have graduated, and, 
when conditions are again normal in the works of Great 
Britain, it is hoped to make arrangements for these young 
Chinese to spend a year or two in some of the large indus- 
trial establishments. Two of the first batch of graduates 
have gone to America, in-order to obtain some practical 
experience. Every facility is given to them in that 
country, so that they may enter into commercial relations 
with the manufacturing firms of the United States while 
there. The object is apparent. There will always be a 
number of young Chinese in America, because of the 
terms of the Boxer indemnity. But it is also very much 
to be hoped that, after the war, some very definite system 
will be inaugurated, so that the graduates of the Hong-Kong 
University may go to Britain. - 

Chinese British Citizens.—There are some millions of 
Chinese in the Straits, in Borneo, in Hong-Kong, and in 
other places where the Union Jack flies, who are British 
subjects. ‘They have all behaved in a most patriotic way 
during the war. The idea of the aeroplane has appealed to 
them, and it is significant that they have given a great 
deal of money for the purpose of providing these machines 
for the front. They have made their money because of 


the fair and just rule which British administration 


provides, and they show their appreciation of it in a 
practical fashion. But the cult.of ancestor worship is 
deep-seated in the heart of every Celestial. A Chinese 
millionaire recently died near Singapore. His body is 
now lying in State in Hong-Kong, and in a few weeks will 

on to the ancestral tomb at Swatow. Many years 
ago he left that port as a coolie. His sons now work his 
tin mines, his glass factory, and his rubber plantations, and 
they tell their friends in China of the advantages of 
Western science and education. The nation which provides 
these will obtain the trade connections. 


STEAM TURBINES FOR LAND PURPOSES. 
Bx H. L. Өш, А.М.Ї.Мион.В., Assoc.M I.C.R. 


(Abstract of paper vod 206078 the MANCHESTER ASSOCIATION 
Р ENGINEERS.) 


Боми four or five years have passed since e paper on this 
subject was brought before your notice. It is the intention 
of the author to consider some of the developments which 
have matured in the interval. 

The broad lines can be gauged by considering the dif- 
ference in the production of the turbine department of the 
firm with which the author is associated during the period 
ander review, confining attention to machinea over -KW. 


espacity :— 
1910. 1915. 
Per cent, of No. of turbines built— 
High prese. ... eis Mus e, 425 7Y3 
Mix press. ... —— ew. 385 | 136 
Low press. ... з e e 85 |. V6 
Back press. ... wee ose .. 105 — 
Reducing press. ... — 13:6 
Per cent. of total full-load соран" 
High prese. . ote e» 74 83:3 
Mixed prese... T" és. ww e. 206 T'52 
Low press. .. ^ ss eee ewe 356 0°18 
Back press. ave ооо [Ir ove 1'9 — 
Reducing prees. ... id 228 9 
Average capacity, KW. ... sss "X 550 2,300 


The total output in kilowatts for 1915 was more than 
double that for 1910. 


‘in the latter year, which, by virtue of their greater 


The reasons for these changes in the relative importanee, 
of the various types of machines are 4eedily.found. It bes 
now been established that a pure high-pressure turbine 1s 
more efficient than a combination of a reciprocating engine: 
exhausting into a s pressa or mixed-pressure . turbine, 
with the result that high-pressure turbines are being installed 
where the former types were adopted a few years ago. This 
represents a distinct advance in the art of ine conetruc- 
tion, because it waa still maintained at the earlier date, and 
with some justification, that the reciprocating low-preasure 
turbine combination represented the id 

Another factor which in many casea operates to ensare the 
installation of a high-pressure rather than a mixed-pressure 
or low-pressure turbine, is that it is often a doubtful expe- 
dient to couple a new turbine of the latter class to aa 
obsolete, or more or less worn-out engine, which would im any 
case be scrapped long before the useful life of the turbine 
had expired. 


There are, of course, certain types of modern plant аё pre- 


sent driven by reciprocating engines which must be of the 
non-condensing type, such as rolling-mill or winding emgines. 
and until these machines are electrically driven there wil 
be a suitable field for mixed-pressure turbines in entirely new 
installations. 
The significance of the absence of large back-pressure tar- 
bines in 1915 lies in the appearance of the reducing aoe 
exi у, 
with very few exceptions, have valuable advantages over the 
former type. 
One other characteristic of the change in the turbines pro- 
duced in these two years is shown in the following teble:— 


% of namber of machines built. Average output of each machine. 


Date. ^" 8,00 в.р.м. 1,500 n.P.M.- 9,000 B.P.M. 1,500 к.м. 
1910 46'8 192 588 2,800 
1915 76°0 15:2 1,810 5,300 


The continuous tendency towards increased outputs at high 
speeds exhibited by these fi is responsible for many 
the changes in design which have taken place. 
of this development 1s revealed by the curves shown in &g. 1, 
where the upper two curves show the steam consumption. 
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Fic. 1 —ЕР?ВОТ ОР SPEED ON STEAM CONSUMPTION AND Coet or 


'TURBO-ALTERNATOBS. 


obtained for the steam conditions stated, with turbo-generater- 
sets of various outputs at 3,000 and 1 500 R.P.M., While the- 


lower curves show the variation in cost per kilowatt of turke- 
generator sets at these two speeds. 

It will be seen that at 3,000 xw., the steam consumption 
with a 3,000-R.P.M. set is 6.15 per cent. better than at 1,500 
B.P.M., while the cost per kilowatt is 27.8 per cent. lower. For 
a 5,000- KW. set, the steam consumption at 3,000 в.р.м. is 2.67 
per cent. better than at 1 ‚600 в.р.м., and the cost per kilowati 
96.2 per cent. lower. The curves shown give safe values of 


the present steam consumption and cost шо; bat it show 


be remembered that as the number of frames available ж 
not unlimited, these curves should really be stepped lines, 
and that as various values are set on steam consumption by 
different purchasers, a manufacturer may use several frames 
for the same output, which results in different steam m. 
sumption, and therefore price per kilowatt being given. 
relative sizes of а 5,000-kw. set at 3,000 m.P.M. and st 5 
are illustrated in "fig. 2. 

The way in which increasing the output at high speeds 
reacts on design со, pe aa by considering the effeet 
upon various t эш 

The output Which car can safely be obtained at a given reni 
and vacuum is limited largely by the effect upon the laet 
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row of blades. If the safe length of blades js fixed, the 
volume of steam which can be passed through the last row 
can only be increased, and with it the output. of the machine 
at & given vacuum, by increasing the velocity of the steam 
- through the blades. | 

Now the kinetic energy of the steam leaving the last row 
of blades passes straight into the exhaust, and representa a 
dead loss in efficiency. This is called the '' leaving loss,” and 
must be kept small if a reasonable turbine efficiency is to 


Ес. 4.—Errecr or ӨРЕЕр ON SIZE or TURRO-ALTERNATORS. 


be obtained. On the other hand, if the leaving loss is 


reduced by increasing the blade length, the factor of safety 
in the blade must be sacrificed. In fig. 3, the leaving loss 
has been plotted for two types of blade fastenings, and two 
standard blade materials, against the corresponding output 
of the turbine, assuming that the factor of safety in the 


complete blade is to be three on the elastic limit. This factor . 


of safety has been chosen as reasonable, and is justified by 
an extensive experience. 

Suppose we fix on a leaving loss of 14 per cent. as being a 
proper value, then with nickel-steel blading, a turbine of 
5,000 xw. output can be built, having a forked blade, or 
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Fic. 3.—Leavina Loss AND STRESSES IN LAST Row OF TURBINE 
BLADES. 


3.000 R.P.M.. 28 in. vacuum. 
Factor of safety — 3 on yield point. 
Steam consumption = 13 lb./Kkw. hour. 
Adiabatic heat drop = 381 8.TH.U./Ib. 


2,000 kw. with a dovetail blade; with phosphor-bronze the 
maximum output is 2,250 Kw. for a forked blade and 1,350 
KW, for a dovetail blade. А 

If the turbine, having nickel-steel dovetail blades, is rated 
at 5,000 KW., the leaving loss, and therefore the steam cor- 
sumption, will be 2.7 per cent. greater than with forked 
blades, having the same factor of safety of three on the 
elastic limit. The curve also shows that phosphor-bronze 1s 
inadmissible for outputs greater than 8,000 Kw., even when 
forked blades are used. For mixed-pressure and low-pressure 
turbines, the output given should be reduced by one-half. 
For vacua other than 28 in. the leaving loss varies as the 
square of the specific volume of the steam leaving the last 


row, so that the output for a given leaving loss approxi- 
mately varies inversely as the square of the absolute pressure. 
The output which can be obtained with a given factor of 
safety and leaving loss varies directly as the strength: of the 
material used for the blades, and is independent of their 
mean diameter. 

The -saine results are exhibited in another wav in the 
lower half of fig. 3, which shows that with a leaving loss of 
15 per cent., the factor of safety on the elastic limit will be 
4.5 for nickel steel forked blades, or 1.2 for bronze dovetail 
blades. ; \ 

The present position of high-pressure turbines can, perhaps, 
be most readily appreciated by considering certain typical 
installations. 

The first instance is a 92,000-kw. British Westinghouse 
Rateau impulse-type turbine, running at 3,000 m.r.w., and 
installed in a typical industrial power station. The steam 
conditions are 160 lb./sq. in. g., 160` ер. F. superheat, X-in. 
vacuum, and the generator works at 6,600 volts, 50 cycles, 
2-phase. The rotor consists of a two-row velocity wheel, fol- 
lowed by seven Rateau wheels, the first blade being 13/16 in. 
high, and the last 64 in. Six months after the plant was first 
started up, a 24-hour test was made, under ordinary working 
conditions. The following results were obtained :- -- 

Efficiency of boilers, 69.83 per cent. 

Coal per KW.-hour, 2.1 lb. 
‚ Steam per lb. of coal, 8.35 lb. The feed water metered 
included that required for all the auxiliaries, feed pumps, 
drains, &c. 

In January. 1915, а 3,000-Kw., 3.000-R.r.M. set supplied to 
the Charing Cross, West End & City Electricity Supply Co., 
l.td.. was started up. The turbine was of the impulse type, 
containing 11 Rateau stages. The steam conditions were 
170 Ib., aq. in. g., 55 deg. F. superheat, 973 in. vacuum. 

This was one of the first sets of this speed and ‘rating 
running in this country. Тһе auxiliary turbine was designed 
for 220 p.H.P.,.at 2,500 R.P.M., rather a high output for such 
a set, due to local conditions. 

The guarantees included the steam required for the auxi- 
liary turbine, which exhausted into the main turbine at a 
stage where the pressure was atmospheric at full load. The 
official test results corrected to guarantee conditions were 
as follows :— 


Load. Overload. Full. Three-quarter. Half. 
Test result. lb./Kw.-hour 159 159 : 167 1913 


A 5,000-kw. set at 3,000 R.P.M., installed in the Stuart 
‘Street power station of the Manchester Corporation, was 
Started up in October, 1915. Between November 22nd, 1915, 
and November 18th, 1916, this set generated 22,993,400 kKw.- 
hours, or 49.4 per cent. of that possible if it had been on full 
load for the whole of the time between those dates. 

The success of impulse turbines has been in a large measure 
due to the fact that the pressure and temperature inside the 
turbine casing are kept low by allowing a much larger 
expansion in the first than in succeeding stages, with tho 
result that the full boiler steam pressure and temperature 
are confined to the steam chest and nozzle boxes, which are 
small chambers, and can when necessary be made of cast 
steel at a reasonable cost. In turbines whose blades rotate 
at a moderate peripheral speed, the steam velocity resulting 
from this large initial expansion can be utilised most effi- 
ciently in a velocity wheel having two rows of moving blades, 
but with a given expansion, as the peripheral speed of the 
blade increases, the work done in the second row decreases, 
whereas the friction and windage losses increase as some 


.power greater than the cube of the speed, and a point will 


be reached when the second row of blades does not perform 
erough work to rotate it at the required speed, the deficit 
being made up by the first row. , | | 
With the conditions stated and with blades having 30 in. 
mean diameter, the addition of the second row increases.the 
stage efficiency by 25 per cent., but if the mean diameter 1s 
47 in. the second row makes no contribution to the work 
done, so that it can be dropped with advantage. | 


(To be concluded.) 


\ 


BOILER-HOUSE OPERATION AND 
^. MAINTENANCE, 


— — ——— e — 


Ix a paper read before the South African Institution of Engi- 
neers recently, Messrs. T. G. OrLEY and VERNEY PICKLES dis- 
cussed the methods of boiler operation and maintenance 
adopted in the power stations of the Rand Power Companies 
and the efficiencies obtained; the following 1s an abstract of 
their remarks :— : 

The plants referred to are at the Brakpan, Simmerpan, 
Rosherville; and Vereeniging power stations, the first-men- 
tioned being the earliest built, and having a parallel boiler- 
house design originally intended for only two 3,000-Kw. sets. 

The lay-outs of these four plants are shown 10 figs. 1-4; 


the authors advocate that the boiler houses of large stations 
ы SEP MMC ee ee 


* Victoria Falls and Rand Mines Companies. The stations 
were described in the Evecrrszst Review of March 98th, 1913. 
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should be built at right angles to the turbine house, as with 
10.000-12,000-k w. turbines, about 280 Kw. of turbines is in- 
stalled per foot run of house, whereas with boilers of about 
6,000-sq. ft. heating surface the boiler KW. per foot run is 
80-90. Table I contains data bearing on this point. 


TABLE I.---TURBINE AND COMPRESSOR HOUSES.. 


Length 


xw а E xw. бо песа 
— а тете С per t. per turbo-generators 
et qup installed, polis run. | sq.ft. | and comp rs). 


——— um НИНЕ -—— —À ———— 


-—— 


KW. ^C 
EU 5x 9.600 T.G 
Rosherville ...| 87,000| 404 | 216 | 2°86 146 x 3,000C 
EE © IEB X 7,000 C. 
Ex TN a» | s. [2X 9,600 T.G. 
Vereeniging ... | 43,500) 153 | 273 | 3°78 2 x 12.000 TG. 
7 - = , 2 x 12,000 T.G. 
Simmerpan  ... 40.000 | 327 122 2:10 6 x 3,000 T.G. 
Be "we 2 x 12,500 T.G. 
Brakpan — ..! 31000] 325 | 95 | 264 o can Ta. 
Total instalied | 201,200 | 
BOILER HocsEs. 
*Nominal Area of 
amm Бо; ө capacity of boiler _ KW. per 
installed boilers at 15 1b. | ^ houses, ' sq. ft. 
(us xu : per Kw, E sq. ft. 
————— 1 l He илы Er A 
Rosherville... 40 89.600 Kw. 16.482 1°93 
Vereeniging 20 48.000 ,, 34.108 198 
Simmerpan... .24 42.600 , | 28980 , 147 


Brakpan  ... 18 37.000 .. 21,840 1°68 
Total... 102 | 


* The nominal capacity is considerably less than the actual evaporation 
obtained in practice when burning reasonably good coal at normal draft. For 
instance, it ів possible to obtain an evaporation of 50,000 Ib. per hour from 
boilers rated at only 36,000 lb. | 

At Simmerpan 16 small boilers are installed in $wo boiler houses, and eight 
large boilers in a third boiler house. The kw. installed per sq. ft. in the smali 
boiler house is 1°22, and in the large boiler house 1°78. 

At Brakpan the eight small boilers occupy an area which gives Kw. per 
sq. ft. = 1°39, and the 10 large boilers xw. per sq. ft. = 2'00. . 


At Brakpan, 40 or 50-ton capacity trucks can be shunted 
up an embankment over the bunkers, four of which contain 
120 tons each, and five, 375 tons each; this arrangement, 
though simple on paper, is most inconvenient in practice, 
with a consumption of up to 6,000 tons per week, due 
principally to the impossibility of 1nixing the coals to obtain 
1nost efficient results. 

The arrangement is a good one as regards coal-handling 
costs, but shunting charges are heavy. 


. An outside storage with elevators and conveyors would have 


reduced shunting, -but increased the handling charges. The. 


principal gain would have been in efficiency due to the 
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__ FiG. 1.—BRAEPAN STATION. 


poset ity of mixing the coal, which would have paid a very 
andsome return on the additional capital cost. 

An outside coal storage arrangement is provided at Sim- 
merpan, consisting of a concrete and steel bunker having a 
capacity of 3,240 tons. Gravity bucket conveyors run under- 
neath and deposit the coal to any one of the three gravity 
bucket elevators and conveyors taking coal to the overhead 
bankers of the three boiler houses; several fillers are pro- 
vided, so that alternate buckets can be filled with different 


. coals. The arrangement has worked perfectly and without 


trouble. i 

All coals burnt at Simmerpan are either duff or a mixture 
of duff and peas. The experience is tbat such coals can be 
burnt more efficiently when moistened. 


At Rosherville the bunkering arrangements are generally 
similar to those at Simmerpan, except that the five staithes 
are in line with the centre lines of the five boiler houses, and 
that the outside storage is not in the form of a bunker. 
Gravity bucket conveyors run underneath the coal staithes, 
and the elevators convey the coal into the overhead bunkers 
above each boiler house. The gravity bucket type of elevator 
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: | Fic. 2.—SIMMERPAN STATION. 


and conveyor in practice has been found so reliable that the 
consulting engineer for the Rosherville station deemed it un- 
necessary to have any considerable inside storage over the 
boilers. 

There is considerable difference of opinion as to the advan- 
tage or otherwise of large overhead 
bunkers. In our opinion, the local con- 
ditions are the deciding factor. Where 
land is relatively cheap, there is no 
doubt that an outside bunker is much 
the better arrangement, as not only can 
larger tonnages be more easily stocked, 
but the cost of the building steelwork 
is largely reduced, and a lighter and 
cleaner boiler house results. The ten- 
dency in modern practice is, where pos- 
sible, to store coal outside and have only 
the minimum inside storage. In this 
case, the conveyors and supporting 
structure and the small coal bunkers 
and chutes connecting them to the 
stoker hoppers, can be suspended from 
the roof principals. A further advantage 
of outside storage with minimum. in- 
side bunker is that one can draw upon 
any particular coal at any time with 
the certainty that it will reach the 
boiler to meet sudden changes of load, 
whereas with large overhead bunkeis 
the choice of coals is somewhat re- 
stricted. The first four boiler houses at Rosherville have 
only very limited inside storage; the fifth boiler house is pro- 
vided with an overhead bunker capable of holding 800 tons. 
As the boilers in this house are steamed steadily and con- 
tinuously, there is no very great disadvantage in the over- 
head bunker, although it is not necessary, and certainly 
added considerably to the capital cost of the buildings, and 
interferes with the natural lighting. 

At Vereeniging the outside coal staithes are very similar to 
those at Rosherville, being arranged in line with the centres 
of the two boiler houses. Bunkers are also arranged over 
the boiler houses, each of & capacity of 1,000 tons. In this 
case, also, the authors say they could have been di sed with ; 
they interfere somewhat with the light, and added consider- 
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ably to the capital.coste of the buildings. The authors’ ex- 
perience with gravity bucket elevators and conveyors has 
been almost uniformly satisfactory. They must be kept clean 
and well oiled; automatic oiling devices are unreliable. ‘The 
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Fic. 3.--ROSHERVILLE STATION. 


bushes last about four years with continuous running; the 
material: is usually too soft, and some trial case-hardened 
bushes show no signs of wear after several months’ use. 

Twelve conveyors, totalling 7,210 ft. 
in length, handled 898,733 tons in 1915 
3t a cost of .780d. per ton delivered into 
overhead bunkers. | 

Knowledge of boiler-house efficiency 
is wholly dependent upon correct weigh- 
ing of coal, and very considerable errors 
can be made when 1,000-1,400 tons per 
day are handled. | 

At Brakpan and Simmerpan the coal 
is measured by levelling the bunkers, 
which.are calibrated to definite volumes 
per foot depth. For small bunkers this 
method gives accurate results. — 

Blake-Denison continuous weighing 
machines are provided at Rosherville | 
and Vereeniging, and. with great care 
and. frequent calibration, and a know- s 
ledge of the bias of the machines, a | | 
fairly reliable return can be obtained. 

The stocks at Rosherville and Verec- 
niging are checked at the end of each 
quarter by a careful survey. It is not | 
unusual to find an error of between | 
1,000 and 2,000 tons either plus or minus. 
This would represent a continuous error | 
of between 1 and 2 per cent. | 

| 
| 
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The bulk of the coal is delivered in 40 -Z 
or 50-ton hoppers filled right up; the 
weights delivered agree fairly well with 
those on the weigh bill. 

At the earlier stations—Brakpan and ы | 
Simmerpan — measuring drums were E 
fitted; these proved unsatisfactory, ‘as * 
the duff coals do not run freely, especi- 
ally when wet, so that the drums dil 
not fill properly. All subsequent bunkers 
were provided with the Babcock and ` 
Wilcox coal valve. The authore find 
that the makers usually provide chutes 
of too thin a plate—4 in. or 3/16 in. : 

—and as a result, they are rapidly 
corroded away on the bottom side, especially when dealing 
with wet coal. At Vereeniging the coal chutes ате rect- 
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angular in section, which renders them much easier to repair. 
In the earlier installations the discharge end was splayed to 
about half the width of the stoker hopper; this gave an un- 
equal distribution of coal, the peas or larger pieces of coal 
falling to the sides, and the duff and powder falling in the 
centre, resulting in uneven fires. An improvement has been 
effected by making the width of the splayed bottom equal to 
the full width of the stoker hopper, but even with these 
there is a tendency-for-the larger particles of coal to fall to 
the side and make a somewhat uneven fire. 


(To be continued.) 


THE FIRST LONDON ENGINEER 
VOLUNTEERS. 


— —— — а 


IN the course of an article on the work of this Corps during 
the past year, MACLEOD YgAansLEY, Adjutant, states that the 
First London Engineer Volunteers has reason to be proud 
of the work which it has done during 1916. The year has 
been largely one of organisation, and, indeed, an anxious one 
for those in authority. In January, 1916, there were two 
Corps occupying jointly the headquarters in Eccleston Place— 
the Fourth Battalion, Central London Volunteer Regiment, 
and the TA peer Institutions Volunteer Engineer Corpre. 
They drilled and did much of their work together. Тһе 
former body had only just been formed from the remnants of 
the Architects’ and London County Council Corps, which 
formed two Companies. There were many difficulties in the 
way of good organisation, however, partly because there was 
in the air a prospect of amalgamation of the 4th C.L.R.V. 
with the Electrical Engineers, and partly because, in this 
expectation, no responsible Commandant had yet been ар- 
pointed. It is not surprising, therefore, that for the early 
part of the year a spirit of unrest was abroad. Although 
work was carried on, it waa only. because the officers were 
keen and zealous that any real progress was made. 

But in May the period of unrest came to an end. The 
old 4th C.L.R.V. and E.I.V.E.C. became incorporated as the 
First London Engineer Volunteers, and, for the last six 
months, the progress of the Corps has been both real and 
apparent. Under the firm but kindly rule of Lieutenant- 
Colonel Clay, the work of reorganisation has been success- 
fully accomplished, and the Corps has received the approval 
of its inspecting officers The County Commandant, Sir 
Desmond O'Callaghan, K.C.V.O., who has officially inspectod 
the Corps, both on parade and at its work in headquarters, 
has expressed himself as '' entirely satisfied with all he saw.” 

The work that has been done during the past six months 
may be divided into drill and technical work. The former is 


good, and has improved decidedly during the past three 
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Fio. 4.—VEREENIGING STATION. 


months, an improvement which the institution of. N.C.O.'s 
Classes must tend to increase. The technical work has been 
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largely in the form of entrenching on Sundays, and such 
elementary instruction 1n bridging as can be given at head- 
quarters, together with theoretical instruction in the form of 
lectures. The entrenching work at Otford (1n connection with 
Which а very successtul camp was held in August) has 
reached a high order of excellence, and has been warmly 
commended by the London Defence Authorities. Other tech- 
nical instruction has not, perhaps, progressed so well, but 
this is a defect that will be remedied in the near future. 

The work of the Searchlight Classes 1s of great value, and 
is regarded as a valuable asset to the Corps. Originally the 
special department of No. З Company (the old E.I.V.E.C.), 
these classes have been thrown open now to the whole Corps, 
and sappers wishing to join have only to applv to their 
company officers and to await vacancies, as the number that 
can be accommodated in each class is limited. Musketry has 
been well looked after by Mr. A. Gerard, the Instructor of 
Musketry, to whose zeal and efficiency the Corps is greatly 
indebted. 

hose who are responsible for the programme for 1917 are 
inaking every effort to ensure a good, practical, and progres- 
sive training, which shall make each man in the Corps a fair 
practical engineer-soldier in as short a time as possible—pro- 
vided he chooses to avail himself of his opportunities. 

Theoretical instruction will be given at headquarters, to 
be supplemented by practical instruction in tamp. Drill will 
be well looked after, musketry will “ carry on," and there 
will be an additional incentive to good work by reason of the 
struggle of the three Companies to hold the Commandant's 
Cup. But, it is all good opportunity wasted if full advantage 
is not taken of it. 

Two things are wanted: more recruits and better attend- 
ance. Ав to the former, there are plenty of men, over mili- 
tary age, who ought to be in a Volunteer Corps. They are 
the men who groan to their friends because they are ''too 
old " to serve their country. Suggest volunteering to them 
and they reject the proposal with scorn as ''plaving at sol- 
diers.” The real fact is, says the Adjutant, that they are 
just ‘‘ slackers,” and do not intend to serve in anv capacity. 
But there is a time coming when they will be shaken out of 
their nests and made to serve. Why do they not come volun- 
tarily before they are forced? This kind of person does not 
serve by ‘‘ only standing and waiting." 

The Corps should double its strength in the next twelve 
months; and it is a Corps that any man should consider it a 
privilege to join. 

As to attendance at drills, the Commandant has been sorely 
disappointed at the small uniform parades that have been the 
rule. If the Corps is to do good work in 1917, the attend- 
ance must be better. | ‚ 

We may add to the foregoing remarks that this Corps 18 
pre-eminently the Corps for electrical men to join, in order 
to apply their knowledge to the best advantage. As for 
present-day volunteering being only “playing at soldiers,’ 
this is not only a false impression—it is a gibe which perpe- 
trates a cruel injustice to the men who have given up their 
spare time, in the face of oficial discouragement, to traimng 
and trench-digging.  Fortunatelv, the recent appeal of thc 
King for more Volunteers, together with the issue of the 
regulations under which the Volunteers are officially consti- 
tuted an integral and essential component of the military 
forces of the country and charged with the duty of jts 
internal defence against invasion, has put an end once for 
all to the sneers of the lethargic, “and those who enlist as 
Volunteers ‘‘for the period of the war," and carry out the 
prescribed course of training, are undoubtedly serving their 
country in an honourable and useful capacity. 


CORRESPONDENCE, 


Letters received by us after 5 P.M. ON TWESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


Variable.Speed Polyphase Motors. 


I note with great interest, in your issue of January 12th, 
the description of a polyphase commutator motor, with 
variable-speed shunt characteristics, manufactured by the 
D.T.H. Co. One may presume that this motor is of the 
“Schrade” type, similar to that now being marketed by a 
Continental firm. | 

The writer has studied the question of a.c. variable-speed 
motors, with and without comunutators, for a considerable 
time, and perhaps a few remarks as to the possibilities and 
limitations of various types of motors inay be of interest to 
vour readers. | ' 

Some months ago an article was published in your columns 
(July 14th, 1916; descriptive of a new variable-pole induction 
motor, of the writer’s design. in which every polarity 1s 
available, and which is now being marketed by. Messrs. F. 
Parkinson & Co.. Guiseley. This type of machine the 
writer considers to be the most satisfactory for large outputs, 
where the cost cf a commutating machine having completely 
sparkless operation would be prohibitive. It seems probable 


that in the smaller sizes, and for high -speeds, where the 
number of speeds available in a variable-pole machine is small, 
and the relative cost of the control gear considerable, a 
coinmutator machine such as that developed by the В.Н. 
Co, is the right solution of the problem. For instance, small 
9U0 to 1,50)-n.P.M. motors form an ideal application for the 
commutator machine. In certain cases, too, the gradual speed 
regulation. attainable would be an advantage. These cases 
are fewer than would be supposed at first sight. Thus, the 
two types are complementary to each other, each having its 
own field, and both being necessary to a complete solution 
of the problem of polyphase speed variation. There will, of 
course, be a certain not very wide debateable ground, and 
in view of its existence, a somewhat more detailed compari- 
son of the two types may perhaps be of interest. 

Comparing the particulars given in your issues of July 14th, 
1916, and January 12th; 1917, we obtain the table below :— 


POWER FAcTOR AND EFFICIENCY. 
Н.Р. proportional to speed in both machines. 


Variable-pole motor. Commutator motor. 
Speed, Top. Medium. Low. Top. Medium. Low. 


Full-load P.F. ... 85 80 63 ro 86 67 
5 efficiency 85% 81% 72% 84% 81% 77 

Bearing in mind that we are comparing a 50-H.P. motor 

with a 20-H.p. motor, we see that the difference is a great 
deal less than might be imagined. The commutating machine 
has better power factor at high speeds, but probably about 
the same at low speeds, while for inachines of equal size the 
induction motor would probably give better efficiency at all . 
speeds, low or high. 
. As regards starting and acceleration, we тау note that it 
is as easy to build a variable-pole motor with wound rotor 
and slip rings as with squirrel cage, and hence the starting 
torque 1s identical with that of a standard induction motor, 
while the current, in a 3 to 1 speed range machine, is reduced 
to approximately one-third of that required by a standard 
motor of the same maximum output and speed. Hence, the 
starting of the variable-speed motor is much superior to that 
of a standard type. By an appropriate form of control gear, 
both the rate of acceleration and the current absorbed when 
changing from one speed to the next are kept under exact 
control, absolutely gradual acceleration being attained. 

A point worthy of note is the extremely low speeds of the 
50-H.P. and 30-H.P. commutator machines illustrated. This is, 
of course, due to the requirements necessary to obtain spark- 
less commutation in a variable-speed machine on 50 cycles, 
namely, low speed and a large number of poles. The writer 
has no hesitation in placing in service single-phase machines 
of double this capacity, operating at 1,000 r.p.mM. on 50 cycles, 
but these, of course, run in the neighbourhood of synchron- 
ism, the commutating condition of variable-speed machines 
being much more severe. Even in a size so small as 50 н.р. 
the cost of control gear in a variable-pole machine becomes 
relatively. moderate, while the motor can be built for much 
higher speeds. Hence, except in those few cases where abso- 
lutely gradual speed variation is necessary, it would tend to 
be preferred, the comparison inclining more and more to- 
wards the variable-pole machine the larger the installation. 


. The two types, of course, represent two different dispositions 


of the switchgear necessary to obtain variable speed, since 
the commutator is itself essentially à switch. In one case 
the switchgear. is made an integral part of the motor, and 
is in continuous operation. In the other, the switchgear is 
separate, and operates only when a change of speed is desired. 
Between the two, engineers may congratulate themselves 
that the difficult problem of a variable-speed motor is rapidly 
approaching solution. 
F. Creedy. 


Guiseley, January 30th, 1917. 


Cheap Water:Power. 

Can any of vour readers offer advice on the following :— 
I am in charge of an undertaking in a small country town 
where formerly water power was used for generating the 
current. On account of the water power being unable to 
meet the demand, and the transmission line (four miles long) 
needing complete reconstruction, the water was abandoned 
in favour of suction gas. The actual water-power generating 
plant is, however, still in exceedingly good condition, and as, 
owing to the great cost which removing the turbines from 
their position would entail, the plant has very little market 
value, it has been suggested that the available current might 
h» used for some electrochemical] process. About 60 Kw. at 
9.500 volts single-phase, at very low running costs, could be 
obtained as the plant stands, and I should be glad if any 
reader could suggest a purpose to which a small quantity of 


power like this could be profitably put. The power will have 


to be used on the site, if at all. 
Water Power. 


Federal Income Tax. 


I have pleasure in advising you that the efforts of this 
Association have been successful in having Section 15 of the 
Income Tax Assessment Act, 1915, repealed. | 

You will recollect that Section 15 provided that 1n the case 
of a person selling goods in Australia on account of a person 
not resident in Australia, the principal should be deemed to 
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have derived from such sale a taxable income of 5 per cent. 
upon the price at which the goods were sold, that the person 
selling the goods should be personally liable for the payment 
of the tax to the extent of the tax payable on gooda sold by 
him after June 30th, 1915, and that goods should be deemed 
to be sold in Australia on account of a person not resident in 
Australia if any person in Australia received a commission in 
respect of the sale of the goods, or was paid a salary for 
obtaining orders for or for influencing the sale of the goods. 
Under the provisions of the Act, as now amended, neither 
the agent nor the overseas principal is taxable on any 
profit made by the overseas principal on the sale of goods 
through an agent in Australia. 


. R. H. Butler, Secretary. 
The Australian Association of British Manufacturers 
and their Representatives. 


Melbourne, December 20th, 1916. 


Accuracy of Steam-Flow Meters. | 


In view of the lack of confidence in steam-flow meters, 
shown by the discussion on Mr. Lackie's paper at last yeur's 
meeting of the Municipal Electrical Association, the follow- 
ing results of some tests we have recently carried out on a 
steam-flow meter may be of interest to your readers. 

This steam-flow meter has been installed in connection with 
а 3,000-kw. turbo-generator, and as we have a Lea recorder, 
through which the whole of thé condensed steam from the 
turbo-generator can be passed, we can check the quantity 
of steam recorded by the steam meter against the quantity 
of water recorded by the Lea recorder. 

The following are the results of several tests, the differ- 
ences being given as percentages of the full scale reading of 
the instrument, which is 60,000 Ib. of steam per hour :— 


Difference as 


Tea recorder, Steam-flow meter, percentage of full 


lb. per hour. lb. per hour. scale reading. 
16,273 15,096 0.1 per cent. — 
17,781 16,330 2.4 per cent. = 
30,871 30,569 .5 per cent. — 
32,460 31,606 1.4 per cent. — 
32,560 31,900 1Л per cent. — 
40,905 41,503 .99 per cent. + 


J. R. P. Lunn, . 
Borough Electrical Engineer. 


Darlington, January 30th, 1917. 


ee ae 


Profit-Sharing. 


We notice in your issue of January 19th reference to a 
pamphlet on “Capital and Labour,” by Sir William Lever, 
Bart., in which he advocates profit-sharing as the cure for 
industrial unrest. With this we are in complete agreement. 
_but how can an industry share profits when none are made? 
"ir William Lever is, luckily for himself, engaged in an 
industry which yields enormous profits (and not to one firm 
only), and did so in competition with Germany. Are we to 
assume that this is due to the superior intellect and ability 
of soap manufacturers as compared with electrical manufa- 
turers, or to natural or artificial advantages?: As Sir William 
Lever has been reported as advocating trading with Germany 
after the war, and a continuation of dumping, and, further, 
to have said that dumping harms Germany and benefits us, 
will he explain how an industry which is subject to dumping 
and State-aided competition is to work at a profit? In con- 
 Sidering this point, it is necessary to take a modern industry 
equally suitable for both countries, and not an old-established 
one which is protected by goodwill and experience, nor one 
with any natural advantages. | 

If our destinies are to be controlled in the future, as in 
the past, by that little clique of Free Traders whose fiscal 
fallacies are on а par with the rest of their false conceptions 
during the last 35 years (i.c., since Germany became an 
industrial nation), even the best form of industrial со-орега- 
tion will not ensure industrial harmony. 

Mr. John Hodge, our Labour Minister, said last week :— 
`* I am one of those silly people who once went to Germany 
on a peace mission.” Previous to the war. like the sillv 
beggars they were, the Labour men thought Free Trade 
meant the prevention of war. But the war had dropped the 
scales from their eyes. He was going to have no more Ger- 
man steel in this country while there was an idle furnace 
here. So-called Tariff Reform did not mean the lowering of 
- the standard of life, as some people seemed to assume. 

Mr. Hodge thus admits that his own opinions have changed, 
. but evidently one of the first essentials is to convert the 
workers and voters to tho necessity for protection for all 
suitable industries which are subject in any form to unfair 
competition. | 
Electrical Manufacturer. 


Australian Agencies. 


Before returning to Australia I am anxious to obtain the 
sole representation of a good electrical manufacturing firm.— 
particularly metal filament lamps—for the Commonwealth of 
Australia, and am appealing to- you for your kind assistance. 


r 


I can furnish any references end guarantees which may be 
necessary. 

_ At the moment, I believe there is some difficulty in exploit- 
ing goods from this country, but British manufacturers 
should remember that America and Japan are flooding the 
Australian markets, and unless the home manufacturer shows 
that he is taking some little interest, even at the present 
time, in the Colonial firms he may find great difficulty. in 
securing ready markets after the war. 

I am in the position to influence quite an amount of busi- 
ness in the Australian market. 

Even if very little can be accomplished now, everything 
can be got ready for that time when business will be very 
acceptable. 

* A. H. C. 


[Any replies to this letter that we may receive will be 
forwarded to our correspondent.—Eps. Erre. Rev.) 


——À — a —— 


Women and “ Shorts.” | 


I have read tho letter under this title in your last issuo 
emanating from the pen of someone, supposedly a male, 
masquerading under the nom de plume of “ Exciter,” and 
my first inpulse was to wonder how your highly reputable 
journal printed any such garbage without reference to the 
facts, which were easily obtainable. : 

Acting on the urgent demands of the military authorities, 
Marylebone responded energetically, and, I should say, suc- 
cessfully, in releasing men wherever possible by employing 
women. The “short” referred to developed in our mains 
in another part of the borough, and, incidentally, severed the 
telephone wires between the sub-station, where women are 
employed, and the generating station. The woman in charge, 
with commendable initiative, sought the nearest call office, 
and thereby conveyed the necessary information to the sta- 
| tion engineer, securing continuity of supply in record time. 

The matter was investigated by my Committee, who con- 
gratulated the officers and staff on the result. | 

The lurid and inaccurate description by '' Exciter," in the 
light of my explanation, can be regarded as just so much 
silly drivel. 

| Duncan Watson, 
Chairman of Electricity Commitice, 
Marylebone Borough Council, 


London, W., February 6th, 1917. 


[While we regret the injustice done to. the women Бу 
" Exciter's" incorrect version of the incident—which we 
regarded as a jocular effort on his part—we are glad that it 
has drawn from Alderman Duncan Watson a statement which 
not only vindicates the sub-station attendant, but also clearly 
demonstrates her efficiency in an emergency.—Evs. ELEc. 
Rev.] 


Localising a Fault. 


Your correspondent '' Mains Assistant” asks for в simple 
method of locating, in the future, a fault such as he describes. 
His testing apparatus seems to be short of a Wheatstone 
bridge, which; I think, would have solved the difficulty. He 
states that burning-out and a loop test were for various 
reasons impossible. The instruments available evidently did 
not meet the case, as the fault was discovered by chance. He 
does not state 1f the resistance of each conductor was known; 
if so, as the cable was completely shorted, the bridge test 
would have served the purpose. Further occurrences of a 
sinilar nature and method of testing would be interesting. 


| Н. Payu. 
B.E.F., France, Fehruary ist, 1917. 


Iu answer to " Mains Assistant's” letter under the above 
heading, appearing in your issue of the oth ult, I think 
the simplest and inost reliable method to use in testing for a 
trinle short and dead earth on triple-concentric cables is the 
following :— 

Pass à current of about 5 amperes through а bank of 
lainps, or suitable resistance, from the live main to one core 
(say X) of the faulty cable, whence it wil pass тоц 
short to earth, or use a battery connected across х and 
O cores. 

We will assume here that the fault lies beyond the first x 
consumer. E 

With a galvo. or sensitive апа low-reading voltmeter take 
the drops, (a) across x and o cores of the faulty cable at the 
testing station, (b) across the cut-outs of the first X con- 
sumer’s service, and (c) across X and o at the far end of 
main. This last reading gives the drop across the fault, and 
is subtracted from (a) and (b). 

Now, if the results obtained from (a-e) and (b-c) are plotted, 
taking drop vertically and distance from testing station bori- 


- zontally, then a line drawn through the dots when produced 


cuts the horizontal at à point which gives the distance to 
‘the fault. | | 

I may say here, I think it advisable to take as many read- 
ings as there are X consumers as a check. 

If the fault lies nearer the testing station than the first x 
consuiner, then the readings (b) and .(c) will be the same, 


or -m 


B18. 
- 
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and a test taken from the other end will give the necessary 
information, or, alternatively, a known resistance can be 
inserted between the lamps and faulty- cable and equated 
to terms of length of the cable. This method also applies 
when there are no consumers connected to the main, or no 
points where readings can be obtained. 

Of course, when the current is accurately known, and the 
drop taken with a voltmeter, then the resistance of the cable 
from testing station to fault can be found and worked out in 
terms of length. 

The points to be remembered in this test to ensure reliable 
results are that the short must be steady, and great accuracy 
13 needed in reading the drop, as this is extremely small. 
If the short is not steady, then using a Megger across the 
cores is & great help in cleaning and steadying the fault. 

Using a battery is, perhaps, the better way, as the drop 
is steadier than. when emploving the main. especially in the 
ше when there is à motor load in the vicinity of the 
ault. 

The method described by Mr. Wardle in last week's issue 
has the disadvantage of not eliminating the resistance of the 
fault, which, if considerable, will greatly affect the reliability 


of this method, 
| | | W. Leighton Chubb. 
Maidenhead, February 5th, 1917. 


WAR ITEMS. 


——— —— e 


Exports to China.—In the “ London Gazette " for Feb- 
ruary 2nd there appear additions to the list of persons and 
bodies to whom exports to China and Siam may be consigned. 


Lighting Restrictions.—In a lighting restrictions prose- 
cution at Keighley last week, it was stated in evidence that 
the defendant had turned on 17 electrie lights in order to 
attend to the boilers at a certain industrial works. The fine 
was 155, | 

Trading with the Enemy.—The “© London Gazette "' for 
February 2nd contains further lists of persons or bodies with 
whom trading is prohibited in Argentine and Uruguay, 
Brazil, Chile, Denmark, Japan, Morocco, Norway, Peru, 
Spain, Sweden, бе. 

Exports to Australia.—The Ministry of Munitions an- 
nounces that as from January 31st, 1917, no application. for 
priority certificates for the manufacture and export of goods 
to Australia. will be entertained unless the application has 
heen endorsed by the Director of Munitions, Collins House, 
Collins | Strect, Melbourne, Victoria.—Birmingham Daily 
Pest. 


_ Ministry of Munitions and Lead.—The Minister of Muni- 
tions has ordered that the sale or purchase of lead, except in 
accordance with a licence or for the purpose of carrying out a 


“written contract existing prior to the date of the Order, is 


prohibited. Until further notice, too, there must be no uso 
of lead for manufacture without a licence, unless for neces- 
sarv repairs, involving the consumption of not more than 
] ewt. or for tvpe-casting from lead already in that form or 
previously purchased for that purpose. Monthly returns of 


‘lead in stock, &c., and contracts and orders, will have to be 


made, unless the total stock in hand or order for future 
delivery has not exceeded 1 cwt. Applications for licences 
must be made to the Director of Materials at Hotel Victoria, 
Northumberland Avenue, W.C. 


Ministry of Munitions and Locomotive Engines.—The 
Minister of Munitions has issued an order that all persons 
(other than railway companies) owning or having in their 
possession. or under their control any steam or petrol loco- 
motive engine or engines 1n Great Britain shall within ten 
days from February 2nd send in to the Deputy: Director- 
General of Railway Material Licences, Ministry of Munitions, 
Whitehall Place, London, S.W., retums containing the fol- 
lowing particulars with regard to such engine or engines :— 

(a) Type of locomotive. 

(b) Steam or petrol] driven. 

(е) Name or number of locomotive 

(d) Owner'e name and address. 

` (€) Maker of locomotive. 

(f) Date on which locomotive was built. 

(7) Gauge of railway. 

(л) Maximum height ft. iu., and width ft. in. of 

locomotive, 

(4) Work (if any) on which locomotive employed. 

G) Weight and general description. 
und to make such further returns concerning any such engine 
or engines as may hereafter be required by the Deputy 
Director-General of Railway Material Licences. 


German Litigation in War-time!—A remarkable instance 
of German audacity in commercial matters towards an enemy 
country js reported from Germany, where, notwithstanding 
war loans, money is comparatively scarce, except in privi- 
leged industries.) This probably explains why the Accumu- 
lotoren Fabrik, A.G., of Berlin, has brought an action. as is 
announced in a Frankfort newspaper, against the Socictà 
Generale Italiana Accumulatori Elettrici, of Milan, for the 
fulfilment of conditions embodied in a contract which was 
entered into between the two companies in 1907, relating to 


certain payments, and the free allotment of one-tenth of the 
amount of a new issue of shares. The plaintiff company is 
said to claim the payment of £31,000, together with interest 
at 5 per cent. as from March 3lst, 1916, and the surrender 
of shares for £8,000 (200,000 lire), forming part of the new 
Issue which was resolved дроп at the general meeting of the 
Italian company held in August, 1916. A demand of this 
kind in war-time, and from one enemy country towards an- 
other, is beyond the coluprehension of anyone—except a 
German. 


Japan and Enemy Trade.—The Tientsin correspondent of 
the Morning Post states (under date December 27th) that the 
announcement that the Japanese Government will shortly 
promulgate strict enemy trading regulations has aroused 
much interest and satisfaction ainong the Allied communities 
in North China. A few days ago a Russian decree, forbidding 
all trade with enemy or blacklisted firms, was published in 
the Press. ''In order to make the Allied action absolutely 
watertight it only remained for Japan to adopt similar mea- 
sures. The Enemy Trading Regulations of France and Great 
Britain have undoubtedly caused the German firms and mer- 
chants in the Far East considerable difficulty and inconveni- 
ence. The Japanese authorities, although they have not up 
to the present fallen into line with their Allies m this matter, 
have always shown themselves willing to assist when the 
British or French Consulates.could show that cargo intended 
for shipment by Japanese vessels was of enemy origin or 
destination. But owing to the German: habit of employing 
Chinese 'fences, it has often been extremely difficult to 
obtain such proof, and there is no doubt that there has been 
serious leakage in the economic coffer-dam of the Allies in 
the Far East. We may now expect all this to be changed. 
The onus of proving that suspect cargo is not of enemy owner- 
ship. origin, or destination, will now fall upon the Japanese 
shipping companies, and consequently the position of German 
commercial interests in the Far East ought to become much 
more uncomfortable.” 


Alter the War: Extracts from the Premier's Carnarvon 
Speech.—In his reference to the work done by the Ministry 
ob Munitions—as a basis for an appeal against premature 
criticism of Mr. Neville Chamberlain and his National Ѕег- 
vice Department—Mr. Lloyd George said:—''I have had 
a good deal of experience of what men of this kind can do, 
the great business men of this country, when you call upon 
thei. The Mayor was good enough to refer to my work as 
Minister of Munitions. The only credit I take is this—that 
I gathered together as fine a body of men of able experience 
as ever came together in anv Government. Department, as 
ever existed in this or any other land. I do not pretend I 
did the work. They did it. I encouraged them. I stood by 
them, and now and again I scolded them; but we all worked 
hard. . . . They had not been. there a few weeks dealing 
with an undoubted shortage, an undoubted deficiency, to- 
gether with lost opportunities—before we heard censure and 
criticising. . . . They took no notice of it. . . . They 
knew they were going to confound all these things, not by 
speech, but by accomplishment. . » What happened? 
The great battle of the Somme came. These men had 
niobilised the whole of the engineering resources of the coun- 
try. Old workshops grew to life, new workshops were set 
up—vou could see them north and south, east and west, 
wherever you travelled—old machinery made the. best of, 
new machinery manufactured here and also ordered w 
America—machinery that will revolutionise industry after the 
war--and new industries were set up where before the war 
we had been dependent entirely on Germany. New indus- 
tries were created, and we are not going to drop them after 
the war.” 

Summing up his appeal to the nation to help in every 
possible way in the coming effort, Mr. Lloyd George said :— 
'" When the smoke of this great conflict has been dissolved in 
the atmosphere we breathe, there will reappear a new Britain. 
It will. be the old country still, but it wilkbea new country. 
Its commerce will be new, its trade will be new, its indus- 
tnes will be new. There will be new conditions of life and 
of toil, for Capital and for Labour alike, and there will be 
new relations between both of them, and for ever. But 
there will be new ideas, there will be a new outlook, there 
will be a new character in the land. The men and women 
of this country will be burnt into fine building material for 
the new Britain in the fiery kilns of the war." 


Exemption Applications.—At the Westminster Local Tri- 
bunal, the London County Council appealed for over 200 
men employed in the tramways department. This depart- 
ment had been in consultation with the Advisory Committee, 
but disputed the decision arrived at. The Military Repre- 
sentative stated that the authorities had released a certain 
number of men on condition that the Council would give up 
a number of men at present certified. If they would not do 
that the Army must have the. others. The L.O.O. Repre- 
sentative: We are almost at the end of our tether. If the 
tramways are of national importance, we must have the men. 
A Member: There are too many cars in the afternoon; they 
are often empty. Why cannot women drive cars? L.C.C. 
vepresentative: The police will not let them. The Tribunal 
allowed 150 men in certified occupations three montha’ ex- 
emption, with leave to apply again. Forty cases were with- 
drawn, and 30 men, 21 of whom were tram-drivers, were 


removed from the certified Ust.—Morning Post. 
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At Southport, the borough electrical engineer, Mr. A. 8. 
Black, appealed for three employés at the electricity works. 
The Military Representative said the men had been badged, 
but they were now de-badged. The Chairman said Mr. Black 
had stated that if these men were taken he could not be res- 
ponsible for the lighting of the town. The case was ad- 
Journed for Mr. Black's attendance. : 

A Southport appeal, heard at the County Appeals Tribunal, 
was that of A. Robertson Hunt (39), electrical engineer, of 
Ainsdale, who appealed against the decision of the Local 
Tribunal. The latter had refused his claim, but allowed time 
to the end of March. The appellant said that prior to the war 
he had business premises in Liverpool, but had since given 
them up, and he described the nature of his technical work. 
The Military Representative said he would be very useful 
in а technical corps in the Army. Exemption to April 186 
was given, with no further appeal without leave. 

The Shipley Electricity Committee applied at the Local 
Tribunal last week for three men engaged as boiler firemen, 
J. Swallow (87), О. Clow (35), and T. Pennington (34). Post- 
ponement was granted in each case till June 30th. 

At Grantham, on January 96th, the Urban Electric Supply 
Co. appealed for five employés, viz.: T. H. Heritage (26), 
station superintendent fitter, conditional exemption to stand; 
J. H. Williams (26), shift engineer, conditional exemption 
withdrawn for substitution; A. W. Dyke (18), switchboard 
attendant, conditional exemption withdrawn for substitution. 

An electrical engineer of Westcliff, appealing at Southend- 
on-Sea, said that he had been twice rejected, and was now 
placed in Class C3. He felt that if employed where he could 
use his professional knowledge he would be of more service 
to his country, and he had applied for such work, including 
a post at Salonika. He was with the British Thomson-Hous- 
ton Co., Ltd., of Upper Thames Street, Е.С. The Tribunal 
extended appellant's exemption until March 1st. 

The same Tribunal granted until June Ist to a medical 
electrician (29), wholly engaged at the Queen Mary Royal 
Naval Hospital at Southend. 

At Nuneaton, an appeal was made by Percy H. Howe (28), 
electrical fitter, who 1s engaged on Government work. On 
the suggestion of the Advisory Committee, exemption until 
July 1st was granted on appellant not changing his avocation. 

At Canterbury, on Jannary 29th, Mr. E. J. Philpot, elec- 
trical engineer, appealed for two employés, S. Kinghain (29), 
and A. S. Fassum (31). The last-named, ho said, was respon. 
sible for the maintenance of a number of electrical installa- 
tions in the district, including the Kent and Canterbury Hos- 
pital. He had two other electric wiremen, and was doing 
work for the military. Kingham was allowed three months, 
and Fassum was directed to join up on February 28th. 

Dr. Watson, of the Alltymynydd Sanatorium, appealed to 
the Carmarthenshire Tribunal against refusal of exemption 
by the Local Tribunal to D. Williams, electric light attendant. 
The appeal was allowed, and conditional exemption granted. 

A Bnghton firm of electrical engineers appealed for their 
branch manager (32), threo electrical fitters, aged respec- 
tively 30, 41, and 34, and an electrical clerk (27). The firm, 
which has branches at Eastbourne and Worthing, stated that 
they’ were doing considerable work for munition factories, 


hospitals, and the Royal Flying Corps. Four of the men were 
allowed three months each, and the other appeal was ad- . 


jou 


At Exeter, the city electrical engineer (Mr. Munro) sup- 


ported an appeal by Messrs. Cory Bros., coal merchants, for 
exemption for J. Gregory (40). in Class B2, on the ground 
that the man was indispensable to the undertaking for dis- 
charging coal from trucks at the works. Exemption until 
May 31st was allowed. 

Worcester City Tribunal has granted conditional exemption 

to seven employés of the Tramway Co., all of whom are over 
Jl years of age; and allowed exemption until a substitute is 
found for another emplové, aged 27. 
, At Salisbury, the Electric Light Co. were the respondents 
in а Military appeal against conditional exemption held by 
^n assistant engineer, two engine drivers, and a meter tester. 
For the company, it was stated that 12 out of 93 men had 
been released for service, and oné more was going. The men 
appealed against were in certified occupations, and their work 
required skilled men. One of the drivers. placed in Class Bl, 
had been with the company for 17 years. One driver was 
allowed until March Ist, and the others until June Ist. 

At Hastings, it was stated that the Militarv had assented 
to conditional exemption in the majority of the cases in 
which certificates of exemption held by employés of the 
ifamway Со. had been withdrawn. The general manager 
(Mr. Vincent Edwards) said that the majority of the men 
concerned were employed in the power-house ‘and sub-sta- 
Sons, and they were doing their best to find substitutes for 

e younger men. At the present time they were employing 
peveral discharged soldiers, and trying to train them. He 
ан that these would come in time to be suitable inen. The 
ie unal granted conditional exemption to all the tramway- 

"n appealed, for, and Mr. Edwards said that. if the men 

At о public service thev would. M 
vithaBeigate, on January 30th, the Miltary asked for the 
ing One of exemption certificates granted by the Recruit- 
dd 3 cer to nine men with the East Surrey Traction Co., 

m Me ading Mr. A. H. Hawkins (84), manager and direc- 
ret r. Hawkins asked the Tribunal to confirm the certifi- 

granted £o men who are in reserved octupations, but 


the Tribunal decided that the best course to pursue was to 
withdraw all the certificates and review the cases when they 
came up on their merits. 


LEGAL. 


ELECTRIC HEATING DEVICE. 


AN electric heating device was the subject of an application in the 
Patents Court, on Wednesday, last week, before the Controller- 


General, Mr. Temple Franks, sitting with Sir Cornelius Dalton. 


Messrs. Benham & Sons, Ltd., of 66, Wigmore Street, W.. manu- 
facturers of electrical appliances, applied for licence to use the 
Patent 26.347, of 1912, in the name of Martin Albrecht, of Gun- 
thernburgalle 100, Frankfurt-a-Main, Germany. 

This patent claims electric heating devices or bodies of the kind 
in which the resistance, suitably insulated, is placed in a metal 
casing. 

The method consists of strongly pressing a thin metal casing 
around a resistance strip in such a way that the heat produced in 
the resistance strip by the electric current wlll be transmitted 
almost instantly to the wall of the casing. 

The resistance strips are packed, as usual, between thin mica 
plates, whereupon the resistance strip, insulated by the mica plates 
and inserted in a tube having comparatively very thin walls and 
circular, oval, or, preferably. rectangular in cross-section. is rolled 
or compressed, so that the walls of the tube will be pressed or rolled 
with eonsiderable pressure upon the mica plates. To prevent the 
walls from buckling or yielding and drawing apart, the tube may, 
in being pressed, be formed with lateral collars or flanges. 

The process enables heating strips to be produced with a heating 
capacity of from 10 to 50 watts per sq. cm. of their surface. They 
transinit almost instantly the total heat to the liquid. 

For the applicants, MR. BOUSFIELD (of the firm of G. F. Redfern 
and Co., patent agents) said the applicants had made a speciality 
of electrical kitchen appliances and such apparatus for use in 
hospitals. One of these was an apparatus for heating water. The 
apparatus referred to in this letters patent, while it had its distinc- 
tive features, was after a well-known type. Messrs. < Benham Sons, 
Ltd., had applied for letters patent for this device, but they found 
in front of them the patent which they now asked for licence to 
adopt. ў 

The CoNTROLLER inquired whether the apparatus could be used 
for cooking purposes ? | 

MR. BOUSFIELD replied that its main purpose was for heating 
water. It might, however, be made in any size. The efficiency 
was said to be, at any rate, 95 per cent. 

Applicants’ assistant manager, MR. CHARLES REED ALLANSRY, 
explained that previously they had made electrical heating appli- 
ances by attaching the heating element to the base of the vessel on 
the outside. Now they desired to immerse the element in the water. 
They might eventually make specially constructed kettles, with a 
grooved receptacle for the element, and then water could be boiled 
without an exterior fire or appliance. They wished to put the 
apparatus they now had in hand upon the market at once, and 
would be ready to pay a royalty of 5 per cent. to the end of the 
war. They anticipated a public demand, and they proposed to em- 
ploy the method in apparatus they were making for their own use. 
The article would be made in various sizes. It would be useful for 
the sterilising vessels surgeons used for their instruments when 
carrying out operations. The element would be smaller in that 
case. f | 

The CONTROLLER said he saw no reason why the royalty of 
5 per cent. should not be accepted as fair, and the Court would 
recommend that a licence be granted by the Board of Trade. 


FOWLER vr. MIDLAND ELECTRIC CORPORATION FOR POWER 
DISTRIBUTION, LTD. 


IN the Chancery Division, on February Ist, Mr. Justice Eve 
reserved judgment in an action against this company. of 
Birmingham, by Mr. G. W. Fowler, of Old Dean Hall, Camberley, 
executor of the estate of his late aunt, Miss M. J. Fowler. He 
claimed payment of £1,800, the value of 18 debentures of £100 
each, a premium of £45, and interest at the rate of 4} per cent. 
from June 30th. 1913, the date when the debentures matured. 

The case for the plaintiff was that after the death of his aunt, 


' the company sent her notices of the expiration of the series of 


debentures of which hera formed a part, and of the issue of & new 
series. These, of course, she did not receive, and the plaintiff 
claimed that interest on the debentures continued to run until 
they were paid off ; the company first declined to pay any interest 
from June 30th, but afterwards they said they were willing to pay 
the income on the money set aside for the payment of the 
debentures. He also contended that it was the duty of the com- 
pany to find their creditor within the realm, the debentures not 
being payable at any particular place. There was an executor 
who could give a proper discharge for the money. 

For the company it was argued that the plaintiff had been in 
default in not doing certain things which would have put the 
company in possession of the knowledge they required. that he waa 
responsible for what had happened. and that that was a good reason 
why no further interest should be paid. The debentures were in 
the common form in not having any place specified where payment 
should Ue made, and it wes no part of the companyes duty to 
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send people wandering through the land in order to make legal 
tender of money due to debenture-holders who did not choose to 
apply for payment in the usual way. If the plaintiff's contention 
was upheld. it would mean that in the future debentures would have 
to be framed in a very different way. 

His LORDSHIP, in saying that he would vive judgment in a few 
days, remarked that the case was one that would affect many 
others. 


-—— = AEN — 


DEATH r. LoNpoN ELECTRIC RAILWAYS Co. 


Ат the Surveyors’ Institution, Westminster, Mr. Samuel Walker, 
F.S.I.. as Arbitrator. heard a claim for compensation by Mrs. 
Phoebe De Ath avainst the London Electric Railways Co. for 
damare allered to be caused by noise from the Bakerloo Exten- 
sion Tube Railway to her property, 35, Randolph Gardens, Kilburn. 

Mr. D. N. McNaughton was counsel for the claimant, while Mr. 
Eustace Hills appeared for the railway company. 

Мк. MCNAUGHTON said the complainant complained of the noise 
and vibration immediately after the railway was opened in January. 
1915. A few months later her solicitor made а claim. but, at the 
request of the company. the matter stood over until January, 1916, 
when liability was disputed. An Act of Parliament met the 
nuisance of noise. which. according to the claimant's case, was 
greatest in the early morning and from 6 to 10 o'clock at night. 

MR. О. DEATH, husband of claimant, said that when the tube 
was opened, one of. the tenants communicated with him in 
reference to the noise, and Witness wrote to the company, 

MR. and Mrs. CHARLES PovNTON, tenants of the ground floor 
since 1911, said a rumbling noise. something like thunder, was 
made by the trains every day. It varied a great deal, but they 
heard it more in wet weather. 

MR. J. J. DONE. survevor, said that one evening when he visited 
the property he noted that 10 trains passed in 15 minutes. The 
noise they made sounded like thunder as heard in the distance, and 
it vradually increased and then decreased. Four of the trains were 
particularly heavy and extremely noisy. On making a test he 
came to the conclusion that there was not much vibration, but the 
noise would have an cffect on the value of the property. as it would 
put people off taking the flats, and anyone suffering from influenza 
would feel especially upset. He valued the property at £900. and 
came to the conclusion that one-third of the value would disappear 
sooner or later. Не therefore put the compensation at £300. He 
went to the house three times, and could hear the noise on the top 
floor, but he had never been able to hear the L. & N.W.R. trains. 
In his opinion, depreciation would arise when it became necessary 
to find a new tenant. In future the owner might have a difficulty 
in letting the property. The market value of the claimant's 
interest was affected by the noise, as & purchaser would make due 
allowance on that soore. 

Mr. H. G. BEARD, surveyor and auctioneer, estimated the depre- 
ciation in value at £336. On one occasion he counted 1] trains in 
15 minutes. In his view, the rents would fall when the old 
tenants left. 

Мк. EUSTACE HILLS, on behalf of the London Electric Railways 
Co.. argued that the noise was negligible, and that, as no damage 
had occurred for two years, claimant was not entitled to compensa- 
tion. The L. & N.W. Railway was over 300 yards away, and there 
were several streets of houses between that railway and the property 
in question. 

Mr. J. G. HEAD, surveyor and auctioneer, gave evidence on 
behalf of the Electric Railways. He said he visited the premises 
on two occasions, and heard the sound of trains, but it would need 
careful discrimination to say whence the sounds proceeded. He 
could distinguish the rumbling of trains at intervals of two 
minutes, but it was very slight, and there were other sounds. For 
instance, he heard the L. & N.W.R. trains, and the general traffic. 
and when this occurred the noise of the tube trains was swallowed 
up. There was nothing which depreciated the value of the pro- 
perty : the noise he heard was not sufficient to make any practical 
difference in the value. There were these noises all over London. and 
one коф used to them ; and his experience in places where houses 
had been much more severely affected showed that no difference 
had been made in the value. 

Mr. J. BATE, surveyor, of Kilburn. also considered there was no 
depreciation. He had to listen attentively for the rumbling sound 
of trains. The facilities of the railway should tend to increase. 
rather than depreciate, the value of the property. 

The ARBITRATOR, who reserved his decision, has now announced 
that he finds there is no damage. 


WOOLLEY ,r. WATSON, MARSH & Co.. LTD. 


AT the Lambeth County Court, on the lst inst., Judge Parry had 
again before him the case of Thomas Woolley. an electrician, who 
was being paid compensation for injuries received during his 
employment, at the rate of 15s. a week, under the Workmen's 
Compensation Act, the respondents being Watson, Marsh & Co. 
(Brondesbury), Ltd. The facts have previously been reported in 
this journal, when the case came before the Judge in December, 
when, acting on the advice of the Medical Referee, he directed 
that 155. a week should be paid to the applicant until the date of 
the present hearing, and that he should in the meantime endeavour 
to get back to work. 

MR. KINGSBURY, for the respondents, reminded the Judge that 
he urged the applicant to go to work, even though it caused him 
a little pain. Some correspondence had since passed between the 
parties, and he should object to any further evidence being given 
on his behalf by his doctor, who he understood was present in 
court. as the doctors for the respondents were not. present. and the 


ease was last heard before the Medical Referee sitting with the 
Judge. He understood that applicant had been at work for some 
days, but feeling some pain, he had stopped. He (Mr. Kingsbury) 
thought he was capable of performing light work. 

Mr. BLOXHAM, for applicant, said he tried to get light work, 
and in January was емалей at the Bon Marché. Brixton, packing 
china, his wages being 5s. a day, or 30s, a week. Hestayed there four 
days. but his ley became so painful that he had to stop work, and 
had done none since. He had seen his panel doctor, who said the 
man was unable to work at present. Considering the light employ- 
ment he had taken up at Brixton. applicant was getting very vood 
wages, and would have stayed if he could. 

JUDGE PARRY said the difficulty was what to do in a case of this 
kind. It was one of those cases in which the man should persevere, 
even if he had a certain amount of pain at the outset, for, unless he 
did. the ler would vet worse. 

MR. BLoxHAM said that probably applicant was one of those 
men who, when they felt pain. did not care to ро on. 

JUDGE PARRY, after ascertainiug that the applicant was 56 
years of ае. said that the Medical Referee. at the last hearing. said 
there were some effects of the injury still remaining, and that 
there was a certain amount of incapacity even yet from the 
accident, Whilst this litigation was hanging about he did not 
think the man would try to overcome his ditfieulties, and sug;rested 
that counsel should confer with a view to a settlement. 

COUNSEL adopted his Honours suggestion, and, after a short 
conference. announced that they had come to terms; which were 
to pay applicant 155. а week up to date. and £25 in settlement of 
his claim. 

JUDGE PARRY said it was an excellent settlement for both 
parties. The Medical Referee before seemed to think that if appli- 
cant made a special effort be would be able to do some work of a 
liyht nature. Now was а splendid opportunity for him to do 
something. considering the condition of the labour market. He 
entered judgment for applicant for £25 in settlement of all claims 
in respect to this accident. witb costs, but declined to allow the 
doctor's fee for attendance that day. 


К Соль MINES ACT PROSECUTIONS. 
CONTRAVENTIONS of the Coal Mines Act were admitted by 
William A. МеПуела and John Bond, the manager and electrician 
respectively of Shettleston No. 2 Pit. at Glasgow Sheriff Summary 
Court. The. respondents were charged with failing, between 
August 17th and October 6th, to have an armoured, non-flexible 
cable in connection with an electric pump in the Upper Kiltonzue 
Seam of the pit securely attached to a &witch-box. and failing te 
have a properly-constructed bush at the point where the cable 
entered the switch-box. Bond was charged, further, with failure 
to keep his log-book in the statutory form. An agent, on behalf 
of Bond, explained that the proper apparatus for the cable was 
ordered in August. but did not reach the pit until October. In 
consequence, Bond was a victim of cireumstances over which he 
had no control. 

Mr. J. D. STRATHERN, depute fiscal. said the regulations upon 
which the prosecution was founded were framed for the safety of 
coal mines, and must be strictly enforced. The security of the 
armouring in question was necessary to protect the insulated 
covering of the cable from being punctured, and thus allowing 
electricity to escape. The bush was also essential to prevent such 
a puncture. In the absence of these safeguards the insulating 
material of the cable had been punctured, and electricity escaped 
to the outside covering of a switch-box, and through that to the 
covering of the flexible cable which workmen had to handle. In 
consequence, in September last, a man was electrocuted at his work 
in connection with the pump in question. Both the respondents, 
he contended, had a heavy responsibility in the matter. 

SHERIFF SCOTT MONCRIEFF imposed a penalty of £50n MclIlvena 
and of £3 on Bond, the alternative in each case being seven days’ 
imprisonment. 


HELICAL ROLLERS, LTD., г. LOCKWOOD. 


THIS action. by which the plaintiffs claimed specific performance 
of an agreement by the defendant to purchase certain patent rights 
and machinery. including two transformers, came before Mr. 
Justice Peterson, in the Chancery Division, upon a motion for 
judgment in default of defence and appearance. 

Mr. SHELDON, who appeared for the plaintiffs, said that the 
agreement, which was contained in lettere which were fully set 
out in the statement of claim, was an agreement that the plainti® 
should sell, and the defendant should purchase, for £200, tw 
patents, two completed machines, and two partly - complete 
machines, together with the parts of such machines and two trans- 
formers. In January. 1916, the defendant wrote that it would be 
impossible for him to give more than £200. and on March 2nd he 
wrote that he was prepared to stand by his offer of January, and 
would be glad to know if it was accepted. On March 8th, the 
solicitor to the plaintiff company wrote that they were prepared 
to aecept £200 for the patent rights, the two machines, and the 
two partly-completed machines, and that as they were wiving up 
the lease of their premises on March 25th, they requested 
the defendant to come .to Sheffield and arrange for the 
removal of the goods. The defendant did not complete the 
purchase though the plaintiffs had always been ready and 
willing to carry out their part of the agreement. and they had been 
compelled to store the machinery, incurring the cost of the rent for 
such storage 

Mis Lekpsure said the defendant offered to purchase two 
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machines and two transformers, but he did not see how they came 
within the agreement. - 

Мк. SHELDON said he was instructed that they did. They were 
part of the machines, and were required for the workiny. 

The defendant was not represented, and his LORDSAIP made an 
order for specific performance, as asked. 


PosTMASTER-GENERAL г. P. E. SCHWEDER & Со. 


IN the City of London Court. on Tuesday, the Postmaster-General 
made a claim against defendants, stock and share brokers, 
25. Throgmorton Street. E.C.. to recover £5 18s.. being £2 7s. ëd. 
telephone rent and £3 108, 6d. for the loss of a standard receiver. 
The £2 78. 6d. was paid into Court. 

MR. ALSOP, for the Postmaster-General, said the defendants had 
a private wire from one of their offices to Sir Julius Weil's office. 
When the office was piven up, the telephone apparatus had 
disappeured. 

Mu. ScHWEDER said before the war they were probably the 
largest users of private and other telephones in the United 
Kingdom. They had private wires to Liverpool. Birmingham. 
Manchester, &c., and during five years paid £26,000 in rentals for 
telephones. "Telephone operators came in and out of their office at 
all hours of the day and night, with and without permission. doing 
work, and, in hia view, the telephone in dispute must have been 
taken away —of course, not dishonestly —by one of the Postmaster’s 
servants. He was only defending the action on principle. 
Although their business was closed by the order of H.M. Treasury. 
H.M.'s Post Office still made them pay rentals for telephones. and 
the landlords still required payment of rent. They had taken 
every care of the telephone apparatus on their premises. 

MR. ALSOP ваі all he had to show was that the standard in 
question had not been returned, and that he claimed he had 
proved. 

JUDGE ATHERLEY-JONES, K.C., said it was not his place to 
sympathise with unfortunate renters of telephones, for he was a 
telephoné renter himself in several places. but he thoujrht the 
instrument in question had been taken away by inadvertence by 
H.M. Post Office servants ; therefore judgment would be given for 
the defendants. 


BUSINESS NOTES. 


Aluminium Developments in France.—1t is proposed to 
increase the share capital of the Electro-Métallurgique Francaise of 
Frozes from £620,000 to £1.000,000 by the issue of new shares, 
which will be subscribed by the Compagnie Générale d' Electricité, 
the Electro-Métallurgie of Dives, the Compagnie Francaise des 
Métaux, the Tréfileries du Havre. and the firm of Giros & Co. As 
the transaction will be effected at a premium, the new issue of 
shares will yield over £500,000. which will permit of considerable 
extensions being carried out at the works at Froves. and will assure 
to the company valuable customers in the form of the companies 
participating in the issue. It is considered that the scheme will at 
last enable the rolling of aluminium to be expanded to the extent 
which it deserves, and under the auspices of this new industrial 
organisation. 


A Register of British Manufacturers. — Thirty-tive 
Chambers of Commerce of the United Kingdom have agreed to 
co-operate in producing an official register of all British manu- 
facturers, with a view to wresting trade from the enemy. The 
register will be printed in five languares--English. French, 
Russian, Italian. and Spanish--and will be widely distributed 
amongst Ambassadors, Consuls. and Colonial and foreign Chambers 
of Cominmerce, and a carefully-selected list of traders in neutral 
countries.--.Morning Post. 


Catalogues and Lists.—BritisH Тномѕох- Носзтох 
Co. Lrp., Rugby.- -List No. 5,521, describing their pressure 
governor panels for A.C. or D.C. circuits. 

Messrs. T. W. BROADBENT, LTD., Victoria Electrical Works. 
East Parade. Huddersfield.—Catalogue No. 5 (leaflet No. 4). of eight 
paves. containing an illustrated description of their type T three- 
phase alternating-current ;enerator, with tabulated prices. sizes, 
weights and dimensions. The machines are provided with specially 
large exciters. so as to have a sutlicient margin of continuous 
current available for lighting purposes : the three-phase current is 
for power transmission only. Copies of the list will be sent on 
application. 

THE BRITISH THOMSON-Hovston Co., LTD.. of 77, Upper Thames 
Street. London, E.C., have issued two effective show-sheets in 
eolours. Опе, in which ап. automobile with brilliant headli:whta is 
the main feature, is designed to popularise Mazda drawn-wire lamps 

for motor-car use. The other-—a larger shect--assures the public 
that Mazdas are lamps that can be depended upon. Both show- 
sheets emphasise the British manufacture of the lamps. Copies may 

е obtained by contractors and other trade customers on application. 

THE Key ENGINEERING Co.. LTD.. of 4, Queen Victoria Street, 

E.C., have issued n vest-pocket celluloid calendar card for 1917. 

CAMBRIDGE SCIENTIFIC INSTRUMENT Co.. LTD., Cambridge.— 

me No. 196, describing and illustrating their resistance pyrometers 

ог Indicating und recording temperatures from 200° to 12007 C, 


$e inset chart gives the hot-blast temperature record obtained in a 
arse Ironworks, 


Liquidations.—IuMiscuy Launcu AND Boat Co., LTrb.— 
Creditors must send particulars of debts. &c.. to the liquidator 
(Mr. T. H. Underbill. 75, Durham Road, Manor Park, London), by 
March 5th. t li 
. NEW SUPERHEATER Co. LTD.—AÀ meeting is called for March 
6th. at Salisbury House, E.C.. to hear an account of the Winding-up 
from the liquidator. Mr. S. G. Bruff. 

R.E.T. CONSTRUCTION Co.. LTD. —A meeting of creditors will be 
held at the Institute of Chartered Accountants, Moorgate Place, 
E.C.. on February 12th. ' 

ATLAS ELECTRICAL Co, LTD.—AÀ meeting is called for March 
Sth. at 119. Finsbury Pavement, E.C.. to hear an account of the 
winding-up from the liquidator, Mr. G. E. Corfield. 


French’ Trade with South Africa.—4^ representative of 

а syndicate of French firms especially interested in the electrical 
and mechanical trades has been visiting South Africa in order to 
investigate on the spot what steps, if any, can be taken to improve 
trading relations between South Africa and France after the war. 
It is stated that the object of the syndicate is not to replace British 
woods in a British Colony by French goods, but to endeavour to 
obtain for French firms orders for woods which Great Britain and 
her Colonies cannot supply, and which, heretofore. have been given 
to German firms. It was thought that South Africa might find 
in France a market for copper. iron, asbestos, kc. The representa- 
tive stated that it was probable that the syndicate he represented 
would establish branches in South Africa where stocks could be 
carried. Further, it was hoped to establish a line of steamers 
between France and Africa to take the place of the German East 
Africa Line. It was also suggested that an exhibition of French 
goods should be held in South Africa after the war.— Board of 
Trade Journal. 


Machine Tool and Engineering Association, Ltd.— 
The annual meeting of this Association is to be held at Weat- 
minster, on Wednesday next. The report for 1916 shows that 24 
firms have joined. and the membership is now 157. The financial 
position is satisfactory. ‘Lhe Association has continued to render 
assistance to the Ministry of Munitions. Five gentlemen had 
served on a Committee to advise the Controlled Establishments 
Section of the Ministry on questions of depreciation, allowance for 
additional output. Ac., in во far as they affected the machine tool 
trade. Evidence was given before the Board of Trade Committee 
respecting engineering trade after the war. Suggestions have been — 
made in a report presented to the Committee respecting steps that 
will be necessury on the part of the Government to assist in further 
developments of the trade. “ A variety of Associations have been 
formed for the purpose of development of British trade after the 
war, but up to the present your directors have not seen their 
way to rive support to any of these organisations. The Asso- 
ciation directors hope at an early date to make representations to 
members concerning the prevention of the advertising of German 
goods after the war in British trade and technical journals." 


Trade Announcements. — Messrs. Austin WALTERS 
AND SON, of Manchester, have a well-equipped department for the 
manufacture of sheet-metal goods, such as large conical shades, 
resistance and circuit-breaker covers, and general sheet-metal work 
for electrical and ventilating engineers. 

The premises of MEssrs. BOOTH & BOMFORD, in Frederick Street. 
Cardiff. were involved in the fire which occurred there on January 
29th. The firm's stock, tools, and fixtures were lost, but the books 
and papers were saved. Offices have temporarily been taken and 
business resumed at 9, Queen Street, Cardiff. 


Electrical Imports of Uruguay.—According to a recent 
return, the imports of electrical goods into Uruguay during 1915 
only attained a value of £46,140. 


L.C.C. Contract Conditions.—The Highways Committee 
of the L.C.C. recommends in connection with the contracts with 
the BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING 
Co. and FERGUSON, PAILIN & Co.. LTD., for alterations and addi- 
tions to switchgear at the Greenwich generating station, that the 
payments clauses to be inserted be as follows :—80 per cent. of the 
value of the machinery froin time delivered, or of work executed 
on the site, 10 per cent. one month after the machinery has been 
taken over. and 10 per cent. after the expiration of the period of 
maintenance. 


Book Notices.— The Central for December contains 
articles on " The Heat Treatment of Tool Steel" by C. W. J. 
Taffs; " The Value of a Training in Science in Industrial Work,” 
by Dr. E. F. Armstrong ; and " Machine Tools," by G. W. Tripp, 
as well as Old Student Notes, Reviews, &c. 

" Proceedings of. the Municipal Tramways Association (Incor- 
porated), 1915-16." From the Association : Price 5s. 

"Primary Batteries" (new and enlarged edition). By W. R. 
Cooper. London: Electrician Printing and Publishing Co., Ltd. 
Price 12s. 6d. net. 

"Annales des Postes, Télézraphes. et Téléphones." 
Part 4. December, 1916. Paris: А. Dumas, Price 10 fr. 

" Post Office Electrical Engineers! Journal!" Vol. IX, Part 4. 
January, 1917. London: Н. Alabaster, Gatehouse & Co. Price 
1s. net. 

“ High-Speed Internal Combustion Engines.” 
London: Whittaker & Co. Price 15s. net. 

. The Faraday House Journal for the Lent Term contains a note 
on transmission of power between two A.C. power stations, by 
L. Romero. an abstract of. Dr. Russell's Kelvin Lecture, and many 
additions to the Roll of Honour of past and present Faradians, as 
well as other items relating to the pupils of the College, &c. 
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LIGHTING AND POWER NOTES. 


Australia.—The extension of the electric lighting system 
along the Milson's point line (Sydney North shore) is making sub- 
stantial progress. The manager of the Sydney E.L. Department 
states that the supply should be available near the railway stations 
at Roseville. Lindfield. Killara and Gordon by the end of March or 
the beginning of April next. 

The Sydney Council has decided to give a supply of electricity to 
the Paramatta Electricity Co: 

The electrical engineer is to submit a scheme for prov viding coal 
storage in the vicinity of the Councils power house at Sydney. 

The Shire of Rylstone, N.S.W.. has applied for authority to 
install an electric lighting and power scheme. 


Barrow. — PRoroskD  ExTENSIONS. — The T.C. has 
approved the Electricity Committee's recommendation to extend 
the electricity works at a total estimated cost of about £25,800, 


Bath.— he engineer has drawn attention to the 
maximum load of 1.318 Kw. on December 18th last, with severe 
lighting restrictions in force, and in view of the probable shortage 
of plant when conditions become normal, he has been instructed to 
report on the aituation. 


Bedford.— The R.D.C. has given its consent to the use of 
overhead lines in the district by the T.C. for the transmission of 
energy to a new factory in the rural area. 


Continental.—Srain.—According to recently-compiled 
statistics, the hydro-electric energy represented in the watercourses 
of Spain amounts to over 5.000.000 H.P. There are nt the present 
time 110 large hydro-electric installations which utilise a total of 
281,490 H.P., and a number of small plants which utilise 300,000 
H.P., these figures would probably be increased by the end Of last 
year to 000,000 H.P., several important generating plants having 
heen in course of construction. The power reserved to the 110 large 
installations is 1,020,790 H.P., leaving 739,300 H.P. unappropriated. 
Numerous concerns utilise water directly as motive power without 
transforming it into electricity. In Catalona, the weaving industry 
utilises about 200.000 H.P., half of which is utilised directly. The 
rivers which flow from the Pyrenees and traverse Catalona aggre- 
gate 1,135,000 H.P., but the concessions granted account for ouly 
800,000 H.P. The power furnished by Spanish vivers is shown as 
follows :---Ebro and its и rs. 1.300.000 H.P. ; Duero. 900.000 H.P. ; 
Guadalquiver, 750,000 H.P. : Tagus, 700.000 H. Р. : Guadiano, 310,000 
H.P.; Mino, 250,000 Н.Р. ; Jucer, 190.000 Н.Р. : Segura and feeders, 
100,000 H.P. ; other rivers, 600,000 H.P. ; or ‘a total of 5,160,000 
H.P. These figures are suggestive of the opening for electric plant 
which the industrial progress of Spain offers.— /` Ingegneria 
Ferroviuria., 

La Federacion Patronal de Industrias Electricas is the name of a 
new concern which has lately been organised in Barcelona. with a 
capital of £10,000, to develop electric lighting and power installa- 
tions in Spain. 

Norway.—-The municipal electric sub- abution in Hausmansyrata, 
Christiania, is to be rebuilt, at a cost of 381,000 kroner. 

The Divisional authorities of Bolne have decided to raise a loan 
of 150,000 kroner. with a view to the construction of a communal 
electricity works, Governmental approval of the scheme having 
been secured. 

The Kvinnherred Divisional Council has approved a concession 
to the Aktie Selskab Mauranger for the development of the 
Mauranger Waterfalls. Some 100,000 H.P. is to be secured. 

Large extensions of the Stavanger Elektro-Staalverk are planned, 
it having been decided to double the production. and work up all 
steel into finished goods. А rolling mill is to be built, and electric 
driving is to be extended, so as to exclude the use of coal. 

Approval has been given to the local authorities of Gjerstad and 
Bremanger. Norway, to raise loans to develop water power for 
electrical industries in those localities for lighting and electro- 
chemical industries. The communal administration of Jevnaker, 
Lunner. Gran and Grandbu has appropriated $134,000 to enlarge 
the Hadeland electric station. The Bremanger Power Co. will 
erect a factory for producing carbide and cyanamide. producing 
30,000 tons of carbide per year. of which one-third will be used for 
making cyanamide. A French-American syndicate is considering 
the erection of a large electrochemical plant.in the Telemarken 
district, using 100.000 H.P. from the Maar Falls in Tinn.—W. and С. 
Engineering. 


Cork.—It is expected that electricity will be the ЫЙ Пр 
medium in connection with the scheme for artisans’ dwellings, 
necessitated by the industrial developments on the Cork Park and 
Marino sites. where motor and engineering works are to be started, 
The Corporation is taking steps to obtain a Governincnt grant. 


Dover,— Loan Sanction.—On account of the additional 
expenses (£1.300) caused by war conditions. the Government has 
contributed £500 towards the cost of a new cable; it has also lent 
£3.814 to the T.C. to cover the cost of the cable. the interest pay- 
able being 4 per cent. over the current interest of the Government 
loan for the time being, with a minimum of 5 per cent. 


Dublin. —At a meeting of the Dublin Corporation, оп 
Monday, a letter was read from Mr. M. Ruddle, city electrical 
engineer, expressing surprise that a recommendation to supersede 
him by the creation of a new and, in his opinion, unnecessary. post, 
should have been brought forward without any OPEOFVURHOE being 


* 


taken by the Special Committee investirating the administration 
of the electrical department to ascertain his views, as ch ef 
executive officer, of either the expediency or the necessity of such 
a proposal. His record of service during the 26 years he had had 
charge of the department should entitle his opinion to have some 
value. He did not know with what powers it might be proposed 
to endow Mr. D Alton, but he did know that if piven equal powers, 
his more intimate knowledge of the department would enable him 
to secure better results than that gentleman. as a stranger, could 
hope to achieve. Having spent the best years of his life in the 
service of his native city, Mr. Ruddle hoped the Council would 
recornise that he had first claim on any additional powers that 
might be given. The Council decided to refer the letter to the 
Special Commnittee. 


Horsham.— PRICE INcuEAsE.— The Lighting Committee 
of the U.D.C. reports that it has under consideration the desir- 
ability of abolishing the maximum demand system. and adopting 
instead flat rates; and that in view of the heavy deficiency which 
will result on the working of the electric light undertaking 
during the war, it has no alternative but to increase the price of 
energy às from March 31st next. 


Liverpool.— Rate Revier.—The Tramways and Electric 
Power and, Lighting Committee has decided to recommend a con- 
tribution towards the relief of the rates of £65,000 from the 
profits of the electric lighting department for the past year. 


London.—SuoREDITCI.—With reference to our note 
lust week regarding proposed extensions. it is intended to install a 
5,000-K W. turbo-alternator at Whiston Street station. together with 
11.000-volt. three-phase switchgear, also rotary converters at 
Coronet Street station, and two three-core 725 cables to connect. up 
the two stations. the total cost being estimated at £40,050, 

L.C.C.-—The Finance Committee recommends the sanction of the 
Council to the borrowing of £23.152 by the Woolwich B.C.. for 
electricity purposes (turbo-alternator. £ 11.035 ; switchwear, £1,017 ; 
mains, &c., € 10.200), | 


Manchester.—The Corporation. has arranged that skilled 
men in the electricity department shall recelve a minimum war 


. allowance of 6s. 6d. а week. 


New Zealand.—The poll of the Christchurch City 
Council on the proposal to raise £60,000 to extend the Council's 
electricity scheme, resulted m its favour. 

The Tuakau (Х.Ж) Road Board has decided to proceed with its 
electric lighting scheme and other works, for which a loan of 
£12,000 was recently sanctioned. 


Nuneaton.—Prorosep Loan.—The T.C. lias applied. to 
the L.G.B. for a loan of £1.950 for the provision of a new boiler 
and feed pump for the electricity works. 


Rochdale.—Last week was one of much difficulty in 
connection with the electricity undertaking. and on Thursday and 
Friday last many consuiners of power had their day supply cut off. 
Owing to the dearth of men to keep the boilers free of ashes, three 
out of the six boilers were out of use. During the week a quarter 
of the spinning department of the D.R. mills were run on a might 
shift, by arrangement with the Electricity Committee. so as to 
relieve the dav load. Considerable criticism has been made. but it is 
stated that the Committee has been unable to secure delivery of 
the necessary ash plant. The tramway service was also affected to 
some extent. 5 


Sunderland.—YeAR'S EstTimaTEs.—The estimates for 
the year ending March 3lst next were presented to a meeting of 
the Electricity and Lighting Committee on the Ist inst. The 
statement showed an output of 15.103.354 units, as against an 
actual output of 15.036.376 in the preceding year. The balance to 


“be carried to the net revenue account was £31,462. slightly more 


than £800 above the actual balance for the preceding year. Of 
this sum, £25,309 would be absorbed by repayment of loans and 
interest : contribution to capital was put at £1.137 : ineome-tax. - 
£2.241 : and the renewals fund. £570. These appropriations would 
exceed the amount brought forward by some £1,095, which debit 
balance would be carried forward to the next years account. 
Alderman Bruce said that the debit was due in part to increase in 
income-tax. in insurance, and in intereston loans. andemployés' wazes 
were a heavier item. He added that it was estimated that a loss 
of £1.063 had been occasioned solely through the bad quality of 
coal supplied to the department during the year. 


Tasmania.—In regard to the proposal of the Launceston 
City Council to consider the question of additional steam plant, 
Mr. J. H. Butters, chief engineer and manager of the Government 
hydro-electric scheme, states there is no necessity to extend the 
Council's steam plant temporarily. If all the power mentioned in 
the Amalgamated Zinc Со. ѕ contract is actually taken by the com- 
pany, this. togcther with other commitments, will absorb all that 
it is advisable to connect to the Great Lake scheme, but two - 
years’ notice must be given by the Zinc Co. of its requirements 
under the second block, and also any large industry which might be 
established at Launceston would probably require from 18 months 
to two years to erect its buildings and equipment. A consumer 
for a large block of power could at once enter into a contract. 
which, together with the existing Launceston load, would justify 
the erection of a line from the Great Lake, rid Arthur's Lake, to 
Launceston. Then. in the event of the Amalgamated Zinc Co, 
ordering their second block, arrangements could be made to pro» 
ceed with the Arthur's: Lake scheme concurrently with an extension 
of the Great Lake scheme, dnd these two developments would be 


Vol. 80. No. 2,046, ae 9, 1917.) THE ELECTRICAL REVIEW. 


completed at about the same time, when the Launceston load 
could be taken from Arthur's Lake and the Zinc Co.'s load from the 
Great Lake.— Tenders, — А - | 


Tipperary.—Reporting to the Guardians, Mr. J. P; 
Tierney, consulting engineer, stated that the electricity plant at 
the workhouse buildings was totally inadequate; the battery 
had been completely overtaxed, and new plant would be necessary 

in the laundry. 


Todmorden.—PRoPosEp TURBINE Praxrt.—The Cor- 
poration has approved a recontmendation by the Electricity Com- 
mittee that the existing generating plant is obsolete, and that a 
more economical plant should be installed. and has decided that 
steps be taken to install a 1,000-Kw. turbo-generator, with all 
auxiliaries, at an estimated cost of £10,000, and that application 
be made to the L.G.B. for sanction to borrow this sum. 


TRAMWAY and RAILWAY NOTES. 


Accrington.—1n accordance with an agreement between 
the two Corporations, the Blackburn and Accrington Corporation 
tramcars have commenced to run a through service. 


Ashton-under-Lyne.— Тһе Committee on Production has 
notified that the tramway bonus in the S.E. Lancashire area is to 
include increases in wages or bonuses granted since the war began. 


Bacup.— ARBITRATION AWARD.— Mr. J. M. M'Elroy has 
issued his award in the arbitration betwen the Bacup and Rawten- 
stall Corporations, on the proposal of the latter to increase the 
number of stages on the Bacup-Rawtenstali tramway system. 
The result of the award is that there is no change in stages or 
fures, Bacup thus winning its case. ) 


Blackburn.— Fare Increasr.—The proposal to increase 
the fares and shorten the penny stages was agreed to by the T.C., 
an amendment to refer the matter back being defeated by & large 
majority. ; 

The Corporation, on February 2nd, decided to adopt the award 
of higher wages for tramway workers; female employés will par- 
ticipate equally in the advance. 


Bolton.— Ihe Chief Industrial Commissioner has inti- 
mated to the Tramway Committee that the tramway bonus: is to be 
proportionally redueed where time is lost, as in the case of wages. 


Colne,.—The Т.С. has discontinued the 154. and 
24d. fares on the tramways, and withdrawn the books of discount 
tickets, owing to the advance in wages and other charges. 
Workmen's tickets are to be continued. | 


Continental—Norway.—The authorities of Stavanger 
have unanimously decided to sanction the outlay of 1,275,000 kroner 
on the construction of an electric tramway in that city. 


Darwen.—FarE  INCREASE.— The Tramways Com- 
mittee has to provide £1,240 a year for electricity, separation 
allowances, and increased wages over pre-war expenditure, and in 


order to meet these liabilities the Committee has decided to raise 
the fares. . 


Dundee,— Тһе question of the use 
for jute and other goods was referred to by Mr. T. S. Dick at a city 
meeting. Heestimated that the horse-haulage of a million tons of 


jute cost £13,541, whereas by electricity the work could be done 
for £4,464. 


Glasgow.— At a meeting of the Tramways Committee, 
last week, it was announced that the system was now free from 
debt. all the capital expenditure of £3.835,156 having been repaid. 
The total of the sinking fund applied to the reduction of debt had 
been £1,506.267, and now the amount of the department's invest- 
ments not only equals the balance, but there is a sum of £119,055 


a s credit of the depreciation and permanent-way renewals 
und. 


Halifax.—FARx INCREASE.—- The proposal of the Halifax 
Tramways Committee to effect material increases in tramway fares 
is arousing considerable opposition, both in Halifax itself and in 
surrounding townships which depend largely upon the Halifax 
tramway service. The Brighouse Corporation, last week, made 
comparisons between the Halifax and Bradford tramway services 
(both ct which have some contact with the town), and the 
temarks were not entirely complimentary to Halifax. The Brig- 
house Council passed a unanimous resolution of protest атай st the 
Halifax Committee's proposal. , ` | 


1. & Y. Electric Railway.— Owing to the failure of the 
electric current, there was a dislocation of passenger traffic on the 


Liverpool-Southport electric line on Monday. Practically all the 
trains were late, and they had to be hauled by steam locomotives. 


Liverpool. —RATE RELIEF.— The Tramways and Electric 
Power and Lighting Cemmittee has decided to recommend that 


£125,000 from the profits of the tramway d 
: | y department for the past 
Year be allocated towards the reNuf of the rates. 


of electric haulage | 
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London. — L.C.C. — The Highways Committee has 
appointed a Special Sub-Committee to consider what alterations 
should be made in connection with tramway services and fares and 
methods of collection of fares. The Committee has had under con- 
sideration the effect of the closing of certain railway stations and 
the increase in fares. 7 

On the South Bermondsey and Old Kent Road routes additional 
trailer cars have been put into service during the busy periods of the 
day. On the Forest Hill and Dulwich services little can be done 
at present in the direction of providing additional accommodation. 
Owing to the shortage of drivers, which now exceeds 350, the 
service on any particular route can only be increased by reducing 
the services on others. 

Additions are to be made to the condensing water system at the 
Greenwich power station, at a cost of £23,500, to enable the new 
turbo-venerator plant to be fully used. A new agreement has been 
соте to with the London Electric Supply Corporation for а give- 
and-take stand-by supply at the New Cross and Camberwell sul- 
stations, up to 3,000 Kw. ) 

The Highways Committee reports that the Court of Arbitra- 
tion of the B. of T., on December 20th, awarded motormen, con- 
ductors, and other male employés of the traffic section à further 
war bonus of 3s. 6d. per week, or 7d. per day; the claim of the 


' female employés was not established. 


Board); Sched 


has settled 1,175 claims against 


The Highways Committee 
months ended December 31st 


the Council during the three | 
last in respect of accidents in connection with the working of the 
Council's tramways, amounting to £8,747. In 26 other cases, 
action was brought against the Council; in 14, an adverse verdict 
was given, and £1,600 and costs had to be paid. | 

On Monday the Councils conduit tramway services were 
generally dislocated owing to the melting snow and salt getting 
into the conduits and causing short circuits. The cars ran 
gpasmodically until 5 p.m., when the whole of the conduit sections 
were shut down, and many thousands of people were left stranded 
at the various termini. Those routes using the overhead trolley 
system were unaffected. | . 


Sunderland. —YEAR’s EsriMATES.— The estimates for 
the year ending March 31st next show a total income of £85,352, 
compared with the actual income for 1915-160f £79,121. W orkiny 
expenses are set down at £50,127, against £44,450. Traffic 
expenses show an increase of £2,500, largely due to the increased 
мачев paid to employés. The estimated balance to be carried to 
the net revenue account, including bank interest, is £35,447. It is 
suggested to appropriate £5,000 in relief of the rates. 


TELEGRAPH and TELEPHONE NOTES. 


Italy— Unlike the German Mercantile Marine before the 
war, many Italian and French merchantmen are unprovided with 
wireless installations. The Direction of the Italian Marine has 
taken the matter in hand. and, by a recent decree, prescribes that 
every ship carrying more than 50 persons must be provided with a 
wireless installation and a trained staff.— L' Industrie Electrique. 


Telegrams by Telephone.— As the delivery of telegrams 
by messenger is becoming more and more difficult, the Postmaster- 
General has again drawn attention to the advantages of receiving 
by telephone telegrams directed to an abbreviated address. Ап 
appreciable saving of time results from this method оѓ delivery. 
Any registrant who is willing to accept delivery of his telegrams 
by telephone should communicate in London, Dublin, and Edin- 
burgh with the Secretary, and in the country with the post master 
of the town at which his address is registered, when the necessary 
instructions will be issued. 


Telephone Deposits.—Private subscribers to the British 
telephone system are being asked to pay larger deposits on 
the message-rate system, owing to the accounts being sent out 
quarterly, instead of monthly. for the sake of economy in book- 
keeping. 


N 


CONTRACTS OPEN and CLOSED. 


OPEN. , 


Australia. —SYDNEY.—Feb. 19th. Municipal Council. 
Meters, maximum-demand indicators, feeder regulators. Specifica- 
tion from E.L. Department, Town Hall. 


March 5th. Council. One 7,500-kK.v.4. turbo-alternator. See 
" Official Notices " January 5th. 
ADELAIDE.—March 28th. P.M.G.s Department. Telephones, 


telephone parts, line and battery material, с. Schedules 444 to 152. 
Sce `` Official Notices " February 2nd. 


MELBOURNE.—February 146. City Council. 699,000 arc lamp 


carbons. See “ Official Notices" February 2nd. 
March 21st. Victorian Railways. 200 Half-watt lamps and 160 
lanterns: also 100 contact couplings." April 4th. Terminal 


blocks (complete) for electrical connections.-—Austradian Mining 
Standard, 
March 7th. Council. 
" Official Notices " to-day. 
Bure iar + 28th. P.M.G.s Department. Cable (switch- 
394. 


1048 Electricity Recording Meters. See 


и 
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Canada.— March 28th. Toronto Electric Commissioners. 


Synchronous condensers, 5.000, 7,500 or 10,000 K.V.A. capacity. 
See " Official Notices " to-day. 


Cheltenham, — February 14th. Corporation. Twelve 


months’ supply of electric light fittings. Mr. J. S. Pickering, 
Borourh Engineer. 


Halifax, —February 12th. Corporation Tramways Com- 
mittee, Stores and materials, including lighting materials, wheel 
brake blocks, trolley and overhead line materials, &c., for twelve 
months. Tenders to Tramway Engineer. 


Harrogate. — March 5th. Corporation. By-product 
étvain boiler plant. See “Official Notices " February 2nd. 


Keighley.— February 24th. Keighley and Bingley Joint 


: Mespital Board. Electricians’ work for 12 months. (See lust issue.) 


London, — L.C.C. — The Highways Committee recom- 
mends that tenders be invited for the supply of tramway fittings, 
equipinent, &c., for alternative periods of six and twelve months 
iu 1917-18. 

BERMONDsEY.—February 22nd. `В. of ©. Three, six and twelve 


months’ supply of electric lamps. Mr. E. Pitts Fenton, Clerk, 283, 
Tooley Street, S.E. 


Manchester.— March 7th. Electricity Committee. Coal- 
conveying plant and suction ash plant. See "Official Notices " 
to-day. 


Salford. — February 12th, 
` Tiamways Department. 


Miscellaneous stores for 
General Manaver, 32, Blackfriars Street. 


South Africa.—DunBAN.— February 12th. Six four-ton 
eleetric travelling portable jib-cranes for the harbour.* 

March 8th. Department of Posts and Telegraphs. Installation 
of an automatic telephone exchange at Pietermaritzburg. See 
" Official Notices" January 19th. 


Spain.— The municipal authorities of Tuy (Province of 
Pontevedra) have lately invited tenders for the concession for the 
electric lighting of the town during a period of 25 years. Tenders 
have also been invited by the municipal authorities of Elda 
(Province of Alicante) for a similar concession for only three years. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


— 


CLOSED. 


Australia, — MELBOURNE. — City Council. 
tenders :— 


Two hundred 800-watt gas-filled metal-tilament lamps, and six hundred 
900-watt ditto.— Aust. General Electric Co., £510. 
10,000 assorted metal-filament lanips.— British General Electric Co., £790. 


Accepted 


Bolton.— l'he Corporation has accepted a tender for the 
supply of an electric tipping-wayon. 


Leeds.— Electricity Committee. 
Babcock & Wilcox, 


, the new generating station, £19,059. 
Wm. Airey & Son.—Foundations, £2,000. 


London.— L.C.C.— The Highways Committee has accepted 
the following tenders :— 


325 tons of rolled-steel bar for magnetic brake shoes, for the Tramways 
Department. Frodingham Iron & Steel Co., Ltd. 

Maintenance of the battery of 280 cells at the Greenwich generating station 
er E period of 10 years, at £116 a year.—Tudor Accumulator 

ʻO., Ltd. 

Supply of cotton-covered wire itramways equipment 1916-17, Class T, 6a).— 
Items 1 and 4, London Electric Wire Co. & Siniths, Ltd. (approximate 
amount £691); items 2 and 3, B.I. & Helsby Cables, Ltd. (approximately 
£1,353) ; item 5, Midland Electric Wire Co., Ltd. (approxiniately £388). 


The Highways Committee reports the purchase of 27,735 tons of 
coal for use at Greenwich generating station. at a cost of £44,166, 
during the quarter ended December 3156, 1916. 


Recommended tenders : 


Manchester.— Electricity Committee. Accepted tenders : 


Cable.— Western Electric Co., Ltd. ; Pirelli-General Cable W orks, Ltd. ; 
C. Macintosh & Co., Ltd.; B.I. & Helsby Cables, Ltd. ; W. T. Glover 
and Co., Ltd.: Liverpool Electric Cable Co., Ltd. ; Callender's Cable 
and Construction Co., Ltd. ; W.T. Henley's Telegraph Works Co., Ltd. 

. Stoker links.—Babcock & Wilcox, Ltd. 
Steel air-ducts.— British Westinghouse E. & M. Co., Ltd. 


Salford.— Electricity Committee. Tenders accepted :— 


Equipping a blank switch cubicle at the Trafford sub-station, £102: supply 
ої switch cubicle, £153.— British Westinghouse E. & M. Co., Ltd. 


FORTHCOMING EVENTS. 


Physical Society of London.—Friday, February 9th. At 5 p.m. At the 
Imperial College of Science, South Kensington. Annual general meeting. 


Salford Technical and Engineering Association.—Saturday, February 
10th. At" p.m. At the Royal Technical Institute, Peel Street. Paper on 
' Modern Iron Foundry Practice," by Mr. W. Rawlinson. 


North of England Institute of Mining and Mechanical Engineers.— 
Saturday, February 10th. At 2 p.m. At the Wood Memorial Hall, 
Newcastle-on-Tyne, Ordinary meeting. + 


РА 


Ltd.—Two water-tube boilers and accessory plant for 


~ 


Birmingham and District Electric Club.—Saturday, February 10th. At 
7p.m. At the Swan Hotel, New Street. Presidential address and smoking 
concert. 


Chief Technical Assistants’ Association.—Saturday, February 10th. At 
З p.m. At the Tavistock Hotel, Covent Garden, W.C. Adjourned dis- 
cussion on “The General Principles in cormection with the Lay-out of 
Power Stations.” d 


Electro-Harmonic Society.—Monday, February 12th. At 6.15 p.m. At the 
" Venetian Chamber, Holborn Restaurant. Concert (ladies’ night). 


Institution of Electrical Engineers (Manchester Local Sectton).— 
Tuesday, February 13th. At 7 p.m. At the Engineers’ Club. Paper on 
“ Frequency Changers,” by Mr. R. Townend. 
(Newcastle Local Section).— Monday, February 12th. At 6.45 p.m. 
Discussion on ** The Metric System,” to be opened by Mr. G. Stoney. 
(Scottish Local Section).—Friday, February 16th. At 7.30 p.m. At 
‚ Bath Street, Glasgow. Eighth Kelvin Lecture, “Some Aspects cf 
Lord Kelvin's Life and Work," by Dr. A. Russell. 


Royal Institution of Great Britain.—Thursday, February 15th. At 3 pan. 


Lecture on “The Mechanism of Chemical Change," by Prof. F. G. 
Donnan, F.R.S. 


Belfast Association of Engineers.— l'hursday, February 15th. At 7.45 p.m. 
At the Municipal Technical Institute, College Square. Paper on "' Liquid 
Air," by Mr. E. A. S. Swinson. 


Institution of Mechanical Engineers.—Friday, February 16th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, 5.W. Annual 
general meeting. 2 


Greenock Electrical Society.—Saturday, February 17th. Visit to Delling- 
burn power station. (Members to meet at 2.30 p.in.) 


Association of Mining Electrical Engineers.—Saturday, February 17th. 
At 4.30 p.m. At the Royal Technical College, Glasgow. Paper on *' Elec- 
trical Converters," by Mr. C. 8. Buyers. 


NOTES. 


The Electro-Harmonic  Society.— The next concert 
(ladies' night) will be held at the Holborn Restaurant. in the 
Venetian Chamber, on Monday evening next. February 12th, com- 
mencing at 6.15 p.m. The artistes will be as follows :— 

Miss Maude Willby. soprano: Miss Mabel Braine, contralto ; Mr. 
Allen Engles. bass-baritone : Mr. Paul Brunet. violin: Mr. Ben 
Lawes. humorist ; Miss Edith Eatherley. entertainer at the piano :- 
Mr. Bernard Flanders, A.R.A.M.. solo pianoforte and accompanist. 


Appointments Vacant. — Installation inspector (45s.) 
and fireman used to chain-grate stokers (35s.), for the Southampton 
Corporation electricity department: Diesel engine driver and 
switchboard attendant. for the Sale U.D.C. electricity works : 
charge engineer (£120). for the Iltord U.D.C. electricity depart- 
ment. | 


Volunteer Notes.—FinsT LoNpoN ENGINEER VOLUN- 
TEERs. ---Headquarters, Balderton Street, Oxford Street.--Orders 
for the week. by Lieut.-Col. C. B. Clay, V.D., Commanding :-— 

Monday, February 12th. — Technical for Platoon No. 8, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30 R. | 

Wednesday, February ЗАР. —Instrucetional Class, 6.15. 
Drill, Platoon No. 2. 

Thursday, February V5th.—Platvon Drill, Platoon Nos, 5 and 6. 
Ambulance Class by M.O., 6.30. 

Friday, February \6th.—Technical for Platoon No. 10. Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill. 6.30-—8.30. | 

Saturday, February Yh.—Commanding Officers Parade, 2.45. 
Uniform. ` | 

Sunday, Fehruary 18/5. —Entrenching at Otford. Parade Victoria 
(S.E. & C. Railway Booking Office), 8.15 a.m. 


(By order), MACLEOD YEARSLEY, Adjutant, 


German Electrician Recaptured.—The Times states that 
at Marlborough Street Police Court, on January 31st, Emil Schmidt. 
26, a German. described as an electrician, was sentenced to six 
months’ imprisonment, with hard labour, for failing to comply 
with the registration regulations. Schmidt escaped from an 
internment camp on December 29th. On January 27th he was 
recognised by detectives in Wardour Street. He ran away. but was 
pursued, and captured in Leicester Square. 


The Russian Language.—Birmingham Chamber cf 
Commerce has raised £10,000 to endow а chair in Russian at the 
University, and a lecturer has been appointed to begin the work of 
the department.— Times. 


Foreign Trade. — lur January Ficures.—The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :— 


Platoon. 


Junuary, Inerense or 


IMPORTS :— 1917. decrease. 
Electrical goods, &c. wes £176,052 + £57,150 
Machinery — ... Se odii 117,626 T 16,805 
EXPORTS :— | : 

Electrical goods, &c.... sva 371,054 + 911051 
Machinery ... ets SS 1,088,261 + 508,130 


Tramways and Substitution.—With reference to the 
Note on this matter on page 97 of our issue of January 26th, the 
Daily Chronicle says that to meet the shortage of tramcar drivers 
the War Office will release from the Army motormen who are not 
in Class A, in exchange for other tramway workers up to 30 years 
old who are Class A men. 
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Engineers’ Wages.—Representatives of the workmen 
engaged in the engineering and allied trades, together with dele- 
yates from the Employers’ Federation. resumed their conference 
with Sir George Askwith at the Chief Industrial Commissioner's 
Department, Westminster, on Monday, when further consideration 
was given to the question of the method of procedure for dealing 
with wage applications. The Unions represented included the 
Amalgamated Society of Engineers, the Steam Engine Makers. 
Tool Makers, United Machine Workers. Electrical Trades’ Union. 
Scientific Instrument Makers, Pattern Makers, Blast Workers, and 
General Workers’ Union. The proceedings were private, but at the 
close Mr. Robert Young, secretary of the Amalgamated Society of 
Engineers, stated that as a result of the conference satisfactory 
conditions were agreed to for dealing with wages on a national 
basis.—.Morning Post. 


The Metric System.—The Executive Council of the 
U.D.C. Association on January 15th. at Palace Chambers, West- 
minster, passed the following resolution:--This Council hereby 
expresses itself in favour of the decimal system for coinage and 
the metric system for weights and measures, and advises meinbers 
of the Association to support the efforts of the Decimal Association 
S to a successful issue this desirable and much-needed 
reform. 


Germany's After-the-War Trade Schemes.—In a series of 
Empire Trade Notes issued by the British Empire Producers’ 
Organisation, there appears the foilowing translation of a circular 
letter which, it is stated, has been posted extensively from an office 
in Havana :— . | 

" Recently there has been formed in Germany a vast organisation, 
entitled ‘The German Economic Federation for Central. South 
America, and the Antilles. to foment export commerce when peace 
is declared. Ita field of action will be on this side of the Atlantic, 
in all the Spanish-American countries. 

" With it will be affiliated the undermentioned Associations 
already in existence, viz. :— А 

" Argentine-Germany ; 

" Brazil-Germany ; 

‘The Hamburg Export Union ; and 

" The great German steamship companies. 

“A newspaper will be published in Spanish and Portuguese to 
supply all information, scientific, banking and commercial, to the 
Spanish-American countries, and an annual publication which will 
give publicity to everything related to the commerce of those 
countries. 

" In Berlin a club will be instituted to which we will admit all 
the business men and other travellers from the Americas. 

" With peace will commence a great maritime activity. Germany 
is in the position of being able to place at once in active service 
her steamers, and will have the same tonnage at sea as before the 
war, even although she should not recover the stenmers which are 
prisoners in enemy ports. The shipping constructed during the 
war is approximately equal to that which has been captured or 
destroyed. 

" The annual subscription will be ad lihilum from each subscriber, 
but not less than— 

“ Marks : 120 annual subscription’ from firms. 

“ Marks : 25 admittance fee from firms. 

" Marks : 30 annual subscription from individuals. 

“ Marks : 10 admittance fee from individuals. 

"I invite you to become a member of the Federation, and to that 
effect I permit myself to enclose а subscription form, begging you 
to return same with your remarks." 


L.C.C. Electrical Workers’ Wages.— Тһе Highways 
Committee reports the award, dated December 29th, of the B. of T. 
Court of Arbitration to certain grades of employés of the rolling 
stock section of the Council's tramway department, the advances 

to date from November 6th. 

` The wages of engineering employés (excepting toolmakers 
employed on munition gauge work), millwrights, electricians, 
coach-body makers, wheelwrights, and mechanical and electrical 
repair staff at car sheds (excepting light and power attendants) to 
be advanced 3s. a week. Light and power attendants at car sheds, 
beltmen and oilers, armature winders. armature banders, magnet 
and coil winders, plough repairers. wiremen at central car repair 
depot, &c., those receiving under 358. а week to be advanced 48. a 
week, and the wages of those receiving 358. a week and over to be 
advanced 38. à week. Women at the central car repair depót to be 
advanced 28. a week. 

The Court commends to the favourable consideration of the 
Council the case of women under 21 years of age who are engaged 
at the repair depót, and who are doing women's work. 

From January 29th, 1917, the hours of the electrical and repair 
staff at car sheds (except light and power attendants) employed on 
night shifts to be reduced from 10 hours to 9 hours. the men to be 
paid the same amount as if working 10 hoürs ; if at the end of 
four calendar months the Council finds that the reduction of hours 
is not reasonably satisfactory, the Council may alter the number of 
hours from 9 to 10, or to any other period of time between 9 hours 
and 10 hours (the same amount of pay being continued). 

The award to the electrical section is as follows :— 

Charge engineers at sub-stations to receive a war bonus of 2s. 6d. 
a week. Shift workers and oertain other employés nt Greenwich 
Kenerating station, men earning under 43s. a week to receive a further 

wer bonus of 3s. 6d. a week, those earning 438. up to and including 
508. a week to receive a war bonus of Яв. а week, and those earning 
Over 503. a week to receive a war bonus of 2s. 6d. а week. 

Light and power attendante employed in the permanent-way 


* 


Section of the tramway department receiving under 35s. a week to 
be advanced 4s. per week ; 358. and under 44s., 38. 6d. a week ; 43s. 
and over, Зк. a week. 

The whole of the advances to be regarded as war waves. 


Excess Profits Duty.—The Thermo-Eleetric Ore Reduc- 
tion Corporation, Ltd., of York Street. Luton, made application to 
the Commissioners of Inland Revenue for an increase of the 
statutory percentage as respects the " business of manufacturing 
and preparing tungsten, molybdenum, chromium, tantalum, vana- 
diun. and their alloys, so far as the same аге used in the mann- 
facture of high-speed steel." The Commissionera having referred 
the case to the Board of Referees, have ordered that the statutory 
percentage shall be increased to 12 per cent. in the case of a trade 
Or business carried on or owned by a company or other body 
corporate, and to 13 per cent. in the case of any other trade or 
businesa. 


Standard Battery Jars for Electrical Vehicles.—3t 
the recent meeting of the American Society of Automobiie Enyi- 
neers, in New York, the recommendations of the Electric Vehicle 
Committee with regard to battery dimensions were adopted. 
Two heights of jara were recommended, one type. known as " hiygh- 
rib" jars, having a sediment space of 21 in., and the other, styled 
"low-rib " jars. 11 in. The dimensions of each type of jar are all 
constant. except as regards the length, but the number of lengths has 
been considerably reduced from the total number at present in use. 
The dimensions proposed for high-rib jars are as follows : — 


Height ... 13% in. 
Width ... РА "m - sed es 64 in. 
Thickness of wall E ds - ii 4 in. 
Height of rib ... 23 in. 
Height above rib lof in. 


Lenyths 


к s ... 2 in.—R] in. 
The dimensions for low-rib jars are as follows : — 


Height ES m s os wee  ]2jgin. 
Width... ie s T bes vis бр in. 
Thickness of wall ... ca vis "T і in. 
Height of rib... ‚эз "Er is 1i in. 
Height above rib... sis m e. 10645 in. 
Lengths i 2 in.—8 in 


Tolerances : + or — 4, in. for all dimensions except thickness. 
Jar walls 4 in. thick are optional, but when used all outside 
dimensions, including height, should be increased 4*4 in. 


Alqulst Gearing.— At the annual meeting of-the Society 
of Naval Architects and Marine Engineers. U.S.A., Mr. W. L. В. 
Emmet described а new form of sear which has been developed by 
the General Electric Co. for use in ship propulsion. The design is 
such as to afford a distribution of strain, and means by which ex- 
cessive strain would not be imposed upon any part through slight 
imperfections, distortions. or inaccuracy. The gear is built up of a 
number of plates machined to a form which gives them the desired 
degree of lateral flexibility. These plates are put toyether, 
engaging solidly at the hub, and also епгагїп on a narrow edge 
at the periphery. When so put together, they form a solid 
cylinder. which can be cut spirally in the ordinary manner. After 
cutting, the edge engagements are released with a small dividing 
tool, so that each disk operates independently. and is free to deflect 
laterally under the side pressure which results from its diagonal 
engagement with the pinions. The parts are so proportioned that 
the lateral deflection can at no time involve fibre strain which 
could possibly cause destructive fatigue. 

Gears of this character have been applied to 72 sets in which 
steam turbines drive electric generators. and contracts have been 
closed for machinery aggregating 215.200 H.P. for the propulsion 
of 70 ships. Some of these electric generating sets have been in 
service for a year and a half, 

Gears of the Alquist type are applied in three ways: First. a 
single reduction has heen accomplished by engaging one solid 
pinion with a flexible gear; second. by engaging a solid pinion 
with two flexible idlers. which in turn engage with a solid larve 
gear; and third, in a double reduction where a solid high-speed 
p:nion engages flexible gears on two countershafts, these counter- 
shafts carrying solid pinions, both of which engage a flexible gear 
on the same low-speed shaft. In the last two applications the 
flexibility of the gears serves to equalise the load between all the 
driving points and the uae of a plurality of driving points on the 
large gear reduces the length of face necessary on that gear. 

From experiments made at Schenectady. it would appear that 
gears are more efficient at low speed than at high speed. Solid 
gears at low speed involve difficulties. because they diminish 
pinion diameters and increase pinion lengths. whereas the flexi- 
bility of the Alquist gear enables one to compensate easily for all 
possible degrees of torsional yield in the pinion: and with such 
gears the peripheral speed can safely be reduced by making the 
gears longer and of smaller diameter.— Power. 


Shipyard Labour.—The Secretary of the Admiralty 
announces that the Shipbuilding Employers’ Federation and the 
Engineering Employers’ Federation have nominated the under- 
mentioned gentlemen to represent them respectively on the Advisory 
Committee which has been constituted in association with the 
Shipyard Labour Department of the Admiralty :- - 

Shipbuilding Employers’ Federation: Mr. G. J. Carter. Mr. W. H. 
Dugdale, Mr. F. N. Henderson, Mr. Herbert Howell, Mr. M. €. 
James, Mr. N. E. Peck. 

Engineering Employers’ Federation: Mr. W. H. Allen, Mr, 
Thomas Bell, Mr. James McKeohnie, Mr. D. 8. Majoribanks, Mr, 
Allen N. Smith, Mr. W. Rowan Thomson. 
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Tudor Accumulator Co., Ltd.—The date for sending in 
tenders for the purchase of shares in this company has been 
extended by the Public Trustee from February 5th to February 
26th. Ап advertisement appears-elsewhere in this issue. 


Institution and Lecture Notes.— Physical Society of 
London.—At the meeting held on January 26th. a paper. entitled 
“А Clock of Precision.” was read by Mr. C. Ө, Bartrum. The 
principal feature of the author's arrangement is the employment 
ofa “slave ` clock to do the great part of the work, leaving the 
master pendulum no function beyond that of controlling the rate of 
the other. The master pendulum swings freely except for a short 
period (about one-fifth of a second) every minute. during which it 
receives an impulse from в small falling pallet electromaynetically 
released by the slave clock. At the end of its fall the pallet closes 
a second circuit and is restored to its initial position. These two 
electric circuits also eneryise parts of the mechanism in the slave 
clock by which the latter is kept in time with the master pendulum. 
The lagging of correction behind error. with the resulting periodic 
fluctuation in the rate, is reduced almost to the vanishing point by 
the introduction of a " nerative backlash” in the control mechanism. 
The paper contains a mathematical discussion of the best working 
conditions and of the possible magnitude of errors which might 
arise from various causes, | 

А paper on " The Effect of Water Vapour in the Atmosphere on 
the Propazation of Electromagnetic Waves," by Dr. Frederick 
Schwers, was taken as read. It was shown that the lowest layers of 
the atmosphere (1.0400 to 1,500 metres approximately in depth) refract 
electromagnetic waves towards the earth, so that thè greater part 
of the space waves will reach the receiver, contrary to the conclusion 
of Kiebitz. NE. 

Institution of Electrical Engineers.—At a meeting of the 
WESTERN LOCAL SECTION, at the Merchant Venturers’ Technical 
College. Bristol, on Monday last, Mr. J. S. Peck read his paper on 
"The Parallel Operation of Electric Power Stations." Mr. W. A: 
Chamen (general manager, South Wales Power Distribution Co.) 
opened the discussion. and was followed by Mr. G. Morley New 
(Cardiff tramways), Mr. A. T. Kinsey (Bristol Post Office 
telephones), and Prof. David ‘Robertson (Bristol University). The 
contributions to the discussion and Prof. Robertson's remarks on 
the synchronising torque of two generators with slight phase dis- 
placement varying with the total impedance of the two generators 
and interconnecting link, illustrated by blackboard diayrams, were 
of a highly interesting nature. Mr. Peck briefly replied. 

The Society of Engineers (Inc.)._-Amongst the premiums 
awarded by the Council for papers read before the Society during 


1916, was the Bernays Premium, to Prof. J. A. Fleming, for his- 


paper on “ Engineering and Scientific Research." On February 5th, 
Mr. Henry C. Adams, President for the year 1917, delivered his 
inaugural address, in which he pointed out the desirability of some 
federation of engineering bodies, and outlined a scheme for such a 
federation,‘with a general enyineering council for its head, and 
representing all sections of the engineering profession, the specialist 
societies being co-ordinated. and forming. in effect, branches of the 
main body. This general council would wield enormous power, 
both in moulding public opinion and in upholding the status and 
interests of the profession as a whole. He then dealt with the 
classification and training of engineers, and the great need for the 
more general recognition of science in all branches of education, 
and, in conclusion, he suggested that the time was opportune for 
the reform of our present system of weights and measures, and the 
adoption of the metric system. 

Diesel Engine Users’ Association. -The January meeting of the 
Association was held at the Institution of Electrical Engineers, 
London. The president, Mr. Geoffrey Porter, submitted a table of 
data concerning lubricating oils, and a paper on the chemistry and 
examination of these oils was read by Mr. E. A. Evans, which will 
be discussed at the next meeting. 

The Faraday Society.—A general discussion on “ The Training 
and Work of the Chemical Engineer" will be held on Tuesday, 
March 6th, at 8 p.m.. in the rooms of the Chemical Society, Bur- 
lington House, W. Sir Robert Hadfield, F.R.S., president, will 
preside. The discussion will be opened by Sir George Beilby, F.R.S., 
and the following papers will be read :—- 

Prof. F. G. Donnan, F.R.S., “The Training ‘of the Chemical Student for 
Work in the Factory." 

Mr. a a R. Darling, “The Training of the Works Chemist in 

Mr. W. R. Cooper, M.A., §B.Se., “AT Plea for the Forgotten Factor in 
Chemical Training." 

Among those who have signified their intention of contributing 
to the discussion are Dr. E. F. Armstrong, Dr. Charles Carpenter, 
Dr. Dugald Clerk, F.R.S., Prof. E. G. Coker, F.R.S.. Dr. S. Z. 
de Ferranti, Mr. A. P. M. Fleming. Prof. A. K. Huntington, and 
Dr. F. M. Perkin. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Centrai Station and Tramway Officlals.—Whilst Mr. C. J. 
SPENCER, the manager of the Bradford City Tramways, is fulfilling 
his duties for the Admiralty as organiser of labour in shipyards, 
his duties of management at Bradford are to be shared by Mn. T. 


` to its entire satisfaction. 


SHIRK (traffic superintendent) and MR. J. W. DAWsON (assistant 
engineer). 

The Exeter Electricity Committee having received applications 
for increase of salary from members of the electrical engineer's 
Staff, recommends that the maximum in each case be raised as 
follows :— First shift engineer, £120 to £140 : second shift engineer. 
£100 to £120; third shift engineer, £100 to £120; foreman 
engineer. £2 28..to £2.5&. ; the Committee to be empowered to 
graduate the pay within the scale as it may deem expedient. 

The Manchester City Council has decided that the accountancy 
and secretarial departments of the electricity department shall be 
separated, and both placed under the control of Mr. 8. L. PEARCE, 
whose title shall be chief engineer and manager. He will be the 
official responsible to the Committee for the efficient working of 
the electricity department. 

The Leeds Corporation is recommended to appoint MR. ERNEST 
PORTER to be superintendent of the new electricity generating 
station, at £280 per annum; MR. Н. ToPHAM to be engineer-in- 
charge, at £140; and MR. C. H. Kine works foreman. at € 182. 

The Peterborough Council has resolved to increase the salary of 
MR. ROWLAND, the acting electrical ényineer, from £208 to £278 
per annum. The Electricity Committee reported that during the 
time that Mr. Rowland had been acting as city electrical engineer 
(20 months), following the death of Mr. Gill, who was both water- 
works and electrical engineer, with Mr. Rowland in charge of the 
electrical department, he had carried out the duties of the office 
It accordingly recommended that he 
be now appointed to the office of city electrical engineer ; this part 
of the recommendation, however, was not confirmed. 


General.—LikvT. A. REGINALD COURFENAY, who, until Jure. 
1915, was acting manaver of the Publicity Department of the 
General Electric Co.. Ltd., was married on Saturday last, at St. 
Pauls Church. Onslow Square. to Miss Edith Ashworth, daughter 
of Dr. J. H. Ashworth. of Cliftonville. 

The King has appointed the MARQUESS OF CREWE to be a 
member of the Committee of the Privy Council for the purpose of 
the organisation and development of scientific and industrial 
research. 

Mr. ERNEST WIGGLESWORTH, hend of the fitting shop of one of 
the departments of the Phanix Dynamo Manufacturing Co.. Ltd.. 
Thornbury, Bradford. and who has just resigned, was the recipient, 
last week. at a large gathering in the café at the works. of a gold 
albert. the gift of the firm and the workers in the department. A 
musical programme followed. А 

Mr. C. J. HUNT, who until recently was chief contract engineer 
to Bruce Peebles & Co., Ltd.. Edinburgh, has been appointed chief 
engineer to the company, and Mn. WM. OLIVER, who has for some 
time been acting chief estimating engineer (in the absence of 
Mr. R. Shaw, on active service) has been appointed chief contract 
engineer. 

Obituary. —Mn. Н. G. Stott.—The death occurred on January 
15th. in New Rochelle, of Mr. Henry Gordon Stott. superintendent 
of motive power to the Interborouyrh Rapid Transit Co. and the New 
York Railways. The Electric Railway Journal, in an account of his 
career, states that he was born in the Orkney Islands in 1866. After 
an electrical and. mechanical education and training in Scotland he 
became an assistant electrician on the Minia (Anglo-American 
Telegraph Co., Ltd.), and was an expert in matters relating to cable 
repair. He was identified with the duplexing of the United States 
Cable Co.'s main cable (2.750 knots). In 1889 he was assistant 
envineer for the Brush Co. at Bournemouth, and later he joined 
Hammond & Co. for cable and power station work at Madrid. In 
1891 he went to the States for cable and conduit work for Buffalo 
electrical companies, and for 10 years he was prominently identified 
with the industries of Buffalo. In 1901 he took up his post with 
the Interborough Co. Mr. Stott was president of the American 


Institute of Electrical Engineers in 1907-8, and was very closely 


connected with other American engineering organisations. He 
was an ardent advocate of the metric system. and had written a 
large number of papers on various engineering problems, Mr. 
Stott had been ill for many months. 

MR. A. P. CorrrNs.—The death is announced, at the age of 
28 years, of Mr. Alfred Percy Collins, electrical engineer at the 
Taunton Lyceum. Deceased died from heart failure following 
pneumonia. He was trained at the works of Messrs. Edwards and 
Armstrong, of Bristol. 

We desire to tender our sympathy to Dr. J. A. FLEMING, F.R.S, 
whose wife passed away on 6th inst., at Hampstead, after a very 
short illness, aged 53 years. 


Roll of Honour.—Sergeant MARK Boca, West Yorkshires. a 
winner of the Military Medal, is reported to have died of wounds 
received in action. He was formerly in the Electric Lighting 
Department of the Leeds Corporation. 

Private WILLIAM BooTH, of the Grenadier Guards, who has 
died in hospital at Caterham, was, before joining the Army, 
apprenticed to an electrical engineering firm at Halifax. 

The Military Medal for bravery in action has been awarded to 
Sapper DaviD BENTON, R.E. who was, as an electrician. at 
Harrison's Colliery, Wyrley (Staffs.). 

The D.C.M. has been awardei to Lance-Corporal G. W. HowEs, 
R.E.. who was an electrician at the Brymbo Steel Works, near 
Wrexham. 

The Serbian Silver Star decoration, in recognition of dis- 
tinguished services rendered during the campaign in that country, 
has been conferred by King Peter upon Flight-Sergeant A. FonsYTH ; 
Royal Flying Corps, who was for some years with the British 
Thomson-Houston Co., Ltd., at Rugby. 

Private Hy. WoGDEN, of the electric power station staff, Scul- 
coates Lane, Hull, is reported killed in action. 
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Lieut. ERIC GORDON WATERS, attached to the Royal Flying 
Corps since June last, was killed in France in an aerial combat on 
January 24th, 1917. Не had been with Messrs. Callendera Cable 
Co. апа Messrs. Ferranti prior to joining the Forces in 1911. His 
death occurred while he was escorting another fiver who was 
taking photographs. Both were attacked by two hostile scout 
machines. Lieut. Waters engaged one of them. and during the 
encounter the Hun dived on nim and he was hit, and must have 
been killed instantaneously. His observer manared to land the 
machine in our lines. Lieut. Waters would shortly have been 
given a Flight Command ; he was regarded as his Captain's right- 
hand man. 


CITY NOTES. 


The profit for the year ended November 
Llandudno and 30th, 1916, after providing for ordinary 
Colwyn Bay operation and administration expenses and 
Electric interest on debenture stock and loans, was 
Railway, Ltd. £5,317, as against £5,414 for 1015. Ехсер- 
tional maintenance charges not applicable 
solely to the year under review, and amounting to 41,490, 
have been debited to reserve account. The net results have 
been affected by the difhcultics of obtaining labour aud the 
increased cost of materials, and also the curtailment of public 
holidays and week-end facilities by the railway companies. 
Adding £432 brought forward, the available total is £5,749. 
£1,615 is applied in providing for the sinking fund mstal- 
ment due January Ist, 1917, a dividend of 4 per cent., less 
income-tax, is to- be paid, апё` 2159 carried forward. The full 
amount of sinking fund instalment due January Ist, 1917, has 
been charged in the accounts, and this provision 18 considered 
-sufticient to meet the depreciation of the system. No con- 
struction work has been carried out during the vear, and 
certain alterations which the directors have in inind, with a 
view to improving running conditions, must necessarily stand 
over until more normal times are reached.. 


SS Mn. WM. M. Mtrpuy presided at the 
Dublin United annual meeting on Tuesday. Не said 
( Electric) that the company had suffered a loss of 
Tramways, Ltd. at least £15,000 by the Easter-week rebel- 
lion, and i& was hoped to get back in 

compensation a substantial part of that sum. The continuous 
growth of traffic was shown by the remarkable way in which 
they recovered themselves during the year, coming out with 
£1,435 in excesa of the gross receipts of 1915. The gross 
receipts—£335 ,335—were, he said, the highest in the history 
of the company. The passenger receipts increased £1,850 
over 1915, but as there was some falling off in parcels, the 
actual increase in gross receipts was £1,435. During the first 
three months of the vear 1916—January, February, and March 
—the receipts were £4,297 above the corresponding months in 
1915, and there was abnost a certainty that they would go 
on growing at the same rate of over £1,400 a month. Then 
came the fatal month of April, and in the two months of 
April and May, instead of gaining nearly £3,000 which they 
had reason to anticipate, they lost £19,595. From the end 
of May they began to pick up again, and they caine out at 
the close of the year, as he had said, with £1,435 to the good. 
The expenses were also a record, being £11,478 in excess of 
1915. . Of this excess, the single item of coal accounted for 
£5,219, though the quantity consumed, owing to saving 
effected by various mechanical and electrical economies, was 
less by 1,230 tons. They had now £60,000 in hand for relay- 
ing of tracks when material was available. ‘The meeting 
passed a resolution approving the conversion of the whole of 
the fully-paid preference shares into preference stock, and the 
conversion into stock of 66.000 ordinary shares issued and 
fully paid, to be called ordinary stock. The balance of the 
authorised capital, viz., 4,000 ordinary shares of £10 each, 
may also be converted into ordinary stock when issued and 


fully paid. 
At the annual meeting, held in T.ondon 
Yorkshire last month, Sır H. S. Ткох, who pre- 
(West Riding) . sided, said that the expenditure for the 
Electric Tram. 
ways Co., Ltd. £90,364, leaving £42.890. The income in- 
| creased by £9,277 (11 per cent.), or on a 
car-mileage basis 1.9334. per car mile. The receipts per car 
mile were 12.967d., against 11.004d., and the working ex- 
penses 6.445d., against 4.882d. The net receipts from the 
Pontefract lighting undertaking at £544 increased by only 
9 per cent. The increase in revenue was satisfactory, but 
Increase in expenditure more than counterbalanced the gain. 
In all probability expenses would always remain higher than 
1n pre-war times, a fact which they must face with resigna- 
tion, In the aggregate, the working expenses increased by 
£11,595, equal to 32 per cent., or 1.563d. per car mile. The 
Percentage of expenses to receipts was 52.54 per cent., against 
25 per cent. for 1915, and the percentage of net revenue to 
receipts was 47.46 per cent., compared with 55.75 per cent. 
: d carried 1,285,791 more passengers (increase 11 per cent.), 
25 had run 4,305 more miles (increase 0.2 per cent.) The 
poate was adopted. At an extraordinary meeting which fol- 
ed, the chairman explained the scheme for dealing with 
£5 arrears of cumulative preference share dividends. Each 
preference share (August, 1905) is entitled to £2 3s. 9d. 


year was £47,474, and the total income: 


of the new stock; the shares issued in September, 1905, to 
£2 9s. 7d.; those issued in November, 190, to £2 ls. lld. 
The average per cent. was £43 2s. ld., and the total amount 
was £99,003. Roughly, anyone holding 35 shares had £75 
of the new stock. Lhe proposal was adopted. A meeting of 
preference shareholders tollowed, at which the proposal was 
approved. A vote of thanks was passed to the directors, and 
to Mr. England, the manager. 


For the year ended December, 1916, the 
revenue was £126,630, and the expenses 
were £75,702, leaving £47,863. After de- 
ducting contributions payable to local 
authorities, debenture, and other interest, £11,000 placed to 
reserve for depreciation, £2,500 put to maintenance reserve, 
£2,2)0 written off investments, and adding £959 brought for- 
ward, there is a balance of £23,002. 64 per cent. dividend 
absorbs £22,295, the directors take £549 (percentage of the 
profits), and £753 is carried to revenue new account. The 
revenue shows an increase of £20,556, and the expenses an 
increase of £12,671, as compared with the revenue and ex- 
penses for the year 1915. 1t hns been impossible, however, 
owing to shortage of labour and difficulty in obtaining mate- 
lials, to maintain the undertaking in the usual state of 
repair, and £2,500 has been transferred to maintenance 
reserve account in order to make some provision fer the 
repairs which will have to be undertaken when the war is 
over. Contributions payable to local authorities. are £1,135 
in excess of the amount for the year 1915. . During the -year 
£3,100 debentures of the company .were . purchased ог. re- 
deemed. It is not proposed at present to fill the vacancy on * 
the hoard created by the death of Sir George Franklin. 


Lanarkshire 
Tramways Co. 


Ф —— — a — -- —— — ——— —— 


Sunderland District Tramways, Ltd.—The report for the 
year ended October 3lst last states that after charging the 
expenses of operation and administration for the. year ended 
October 31st, 1916, and providing for depreciation of rolling 
stock, &c., there remains a balance of £11,946. Interest on 
the prior lien bonds and first mortgage debentures absorbs 
£7,100, sinking fund instalment £500, depreciation of invest- 
ments £500, transfer to general reserve account £1,514, leav- 
ing £2,953. The directors reconmmend the payment of mterest 
at the rate of 3 per cent. per annum (less income-tax) on the 
first income bonds, leaving £581 to be carried: forward. The 
traftic receipts show an increase of £2,486, but, owing to the 
war, the working expenses have been proportionately higher, 
the net result of the year's operation being an increase in the 
profit of £1,037. 

Metropolitan Ragay Co.—In the interests of economy, 
the next report will only be issued to proprietors who apply 
for it—if the war lasts. The report for 1916 now issued 1s 
curtailed in several sections. 
£609,126, plus £13,041. brought forward. Interest, rentals, 
appropriations to renewals, &c., were £305,228, dividend on 
the preference stocks £257,704. After paying 1 per cent. for 
the vear on the ordinary stock, £14,492 is to be carried for- 
ward; £20,000 has been carried to general renewals fund, ав 
against £15,000 in 1915. As regards the company's claim for 
consideration in respect of new lines brought into use since 
1913, the Government has now agreed that the company 18 
entitled to a payment for interest on the capital so expended. 
The annual meeting was held yesterday. 

St. James’ & Pall Mall Electric Light Co., Ltd.—The 
directors recommend a balance dividend on the 7 per cent. 
preference shares. for the half-year ending December 3lst, 
1916, of 3s. 6d. per share, and 5s. 64. per share on the ordi- 
nary shares, making, with the interim dividend, a total of 
8 per cent. for the year. 

Cambridge Electric Supply Co., Ltd.—Total profit for 
1916, £7,096, plus £2,753 brought forward. Debenture and 
other interest require £1,753, .£1,000 is placed to depreciation 
fund account. the dividend for the year is 5 per cent., and 
£2,607 is to be carried forward. Annual meeting: February 
95th. 

City of Buenos Aires Tramways Co. (1904), Ltd.—The 
directors recommend a balance dividend of 1s. 3d. per share 
(making 5 per cent. per annum), less income-tax. £5,500 
is to be transferred to the general amortisation fund and 
£108 carried forward. . 

Edison Swan Electric Co., Ltd.—Separate meetings of 
the holders of the 4 per cent. first and 5 per cent. second 
debentures are to be held on February 12th; to consider the 
scheme of arrangement between themselves and the company. 

National Gas Engine Co., Ltd.—The «directors recom- 
mend a final dividend of 33 per cent., making Т} per cent. 
for the past year, also a bonus of 9d. per share, free of tax, 
on the ordinary shares. 

Yorkshire Electric Power Co.—Net profit for 1916, 
£29,112, as against £21,209 for 1915. After paying З per 
cent. on the ordinarv shares and transferring £12,000 to 
reserve, £3,866 is to be carried forward. 

Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the four weeks of December, 
1916, amounted to 1,751,753, compared with 1,393,927 units 
in 1915. 

Parsons’ Marine Steam Turbine Co., Ltd.—Dividend, 10 
per cent., free of income-tax, for the half-year. 


The total net income was - 
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STOCKS AND SHARES, 


TUESDAY EVENING. ` 


United States developments have been the prevailing con- 
sideration in the Stock Exchange this week. Even interest 
ia the War Loan subsided for the time being after January 
3156 had passed, and intending applicants argued that there 
was no particular hurry for them to send in their cheques 
for a few days. Next week, of course, there will be a big 
rush -for the loan, and the meetings which are being һем 
during the present days are certain to provide a good deal 
of extra money. | 

At the same time, the observer cannot help feeling that 
where the appeal is being made so strongly to the small 
investor, more might be done in the way of elucidating de- 
tails. . For instance, those in close touch with the matter 
know that one of the chief objections, which hundreds of 
snall investors bave to parting with their money for the 
loan, is the feeling that they will not be able to touch their 
capital for twelve years, whether they want to or not. 

the stream of selling to take up war stock has duninishel 
to a noticeable extent, and markets are beginning to recover 
here and there. Underground Electric incomes, which make 
a fair example of the stocks- which were being sold, are up 
again to 9U4. The Treasury’s modification of its announce- 
meut with reference to the prohibition of securities bemg 
sent abroad has released business to some extent in the stocks 
allected; but, even now, the official statement is so ambigu- 
ously. worded that the explanation does not wholly satisfy 
&ome of the people eoncerned. Nobody would wish to harrv 
the Treasury with carping criticisin, but, at the same time, 
the business-man does feel that it is a pity for these an- 
nouncements to be so hastily hotchpotched for immediate 
issue that they have to be modified or explained a few days 
later. 

The entrance of America into the area of the war mad» 
very little difference in the Stock Exchange on this side. 
There was a small slump at first in Wall Street, immediately 
followed, however, by substantial recovery. Opinion in the 
London Stock Exchange views the position with satisfaction, 
the chief bull point about it being that the financial re- 
sources of America will undoubtedly prove a great asset ‘or 
the cause of the Allies. | 

Some think that Germany intended to force the United 
States into the war in order that Germany might be able to 
obtain better terms over peace proposals; and there is a half- 
fear expressed that President Wilson may play into the hands 
of the foe by advocating a much milder policy in this respect 
than would be acceptable to those nations which have suf- 
fered so much during the past two and a half years, through- 
out which the United States has made money hand-over-fist 
out of the commercial side of the business. 

To come from the abstract to the concrete: the London 
electricity supply companies’ list is rather better, for which, 
no doubt, the main cause is the Westminster Co.'s dividend 
of 9 per cent., making 7 per cent. for the year—the same as 
that which was declared for 1915. "This came as a pleasant 
surprise, and rumour immediately gossiped about a sinilar 
result being achieved in the cases of the Charing Cross, the 
County, and the City of London Companies. Prices, how- 
ever, are left much'as they were. South Metropolitans are 
wanted; and instead of being 17s. 6d.. as they were this 
time last week, the price is nearer 18s. 9d.,with buyers about. 

The Edison Swan Electric Co. has issued a circular to 119 
debenture stock holders, outlining the heads of a scheme for 

roviding further working capital for the purpose of the 
[о A scheme of arrangement has been drawn up ав 
between the company and -its debenture stock holders and 
members, in which proposals are put forward that shall re- 
organise the present capital and, at the same time, provide 
the company with £100,000 additional money. Тһе board 
appeal to the stockholders to support the scheme, and, to 
facilitate its confirmation, ask that proxies shall be signed 
and returned by Saturday in this week at the. latest. | 

We understand unofficially that,the Treasury has raised 
objections to more capital being issued, notwithstanding the 
particular activities of the Edison Swan Co., and the fact 
that the fresh money is required for the development of this 
part of the business. Possibly official sanction will be less 
difficult to obtain after the War Loan lists are closed. 

Central London stocks remain dull, apparently because of 
а fair-sized block which is overhanging the market, and 
which is said to be on behalf of a deceased account. Metro- 
politans are i better, and Districts also have a harder ten- 
dency; while Underground income bonds have risen, as we 
mentioned earlier, to 903. The railway market as a whole 
is cheered by the increase in the Hull and Barnsley dividend 
froin 2 per cent. to 3 per cent., made possible by the Govern- 
ment’s willingness to pay interest on capital expenditure 
laid out since the war started. 

Marconis are enjoying a more active market and better 
prices, the ordinary having risen to 9$. Americans to 17s., and 
Canadians to 9s. 3d. The improvement is said to be due 
partly to shortage of shares, as disclosed by buying orders 
ое upon the expectation of the Government bonus beconi- 
ne похо long; while another suggestion advanced 
is that the latest outbreak of German frightfulness will render 
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the Marconi system more essential than ever. Whatever may 
be the reason, the market is certainly more active that it has 
been during the past few months, and there is some talk of 
the rise not having yet exhausted itself. 

American-Canadian stocks fell with an abrupt jerk at the 
end of last week, what time Yankee rails came hurtling down 
on the President's message to Congress. They shared in 
the partial recovery, and on balance there is not much change 
In the prices of issues connected with the light and power 
companies, Brazilian Tractions were slightly tarred with 
the sune brush, the price giving way-on the prospect. of 
Brazil joining the United States in breaking off diplomatie 
relations with Germany. The fall on the week, however, is 
no more than a point, and the preferred shares have not 
been ailected. Argentines are steady. | 

The Mexican group, after showing firmness, eased off. It 
was stated last week that half the American Army had been 
massed on the Mexican frontier, and that the other seven 
men were about to follow! As a matter of fact, however, 
no definite news is forthcoming, and the little rise which 
occurred in some of the railway stocks, and which had a 
strengthening effect upon various Mexican industrials, shows 
signs of petering out. | 

‘The miscellaneous market, on the whole, is on the dul 
side, Electric Constructions stand out with exceptional firm- 
ness at £l, but falls have taken place in British Aluminium 
ordinary, Callenders, Castner-Kellners, and Edison. Swan 
fullv-paid shares. British Insulated are better at 115. The 
rubber share market is quiet, with next to nothing doing; 


. while in the armament and the copper sections, movements 


are irregular and narrow. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homes ErsmcTRIOITY COMPANIES, 


Dividend Price 
Pt Feb.6, Riseorfall Yield 
, 1914. 1917, 1917. this week. p.c. 


Brompton Ordinary  .. ee 10 10 6 — 
Charing Cross Ordinary sj b b 8 — 4 Г 3 
do. do, do. 44 Pret.. 4h 4 Bi Do 6 18 6 
Chelsea ee ee ee ee 6 4 8 m 6 18 4 
City of London .. a ©» 9 8 il == 1 5 
do. do. 6percent. Pref. 6 6 93 — 3 6 8 I 
County of London - eO. 1 1 10 — чоро 
, do. 6 per cent. Pref. 6 6 93 — 6 8 1 
Kensington Ordinary .. .. 9 1 68 — 610 3 
London Electric .. xs Y 4 8 1j — 7 210 
do. do. 6 percent. Pref. 6 6 4 — i 619 1 
Metropolitan T ia xa 8 2 — 618 4 
о. 49 per cent. Pref, є — 9 40 
Bt. James' and Pall Mall .. 10 8 6 — 618 4 
Bouth London eo ee eo 6 6 2 ете 6 19 0 
South Metropolitan Pref, е 7 7 1 — втв 
Westminster Ordinary .. æ. 9 1 бй == 6 4 6 
| TELBGRAPHS AND TELEPHONES, 
: angio Ss Tel. Pref, ее ев 6 6 944 — 6 1 9 
о. . eo ee 80 е тте 
Chile Telephone .. ЗР T a! 5 1 == j б M à 
Cuba Sub. Ord. ee ee eo 6 6 8% = 6 8 6 
Eastern Extension ie. Сез 7 8 134 — *5 15 4 
Eastern Tel. Ord. - as 1 8 157 — *5 16 10 
Globe TA and T. Ord. ee ee 6 1 1) 1 т à *6 18 0 
о. е ee 6 6 кыра 
Great Northern Tel. .. ,. AA 99 83 —1 6 j н 
Indo-European ee ee ee 18 18 49 amd 6 14 8 
Marconi  .. T Se .. 10 10 2 + ў 8 9 6 
New York Tel. 44 — .. .. 4$ 4 10 —" 490 
Oriental Telephone Ord. .. 10 10 2 ~ 490 
West India and Pan. .. ЖА 1 ва. — % 4 0 
Western Telegraph - is 1 8 194 >œ — 05 15 4 
danita . Номи Вапа, 
nt „ondon, Ord. Assented 4 4 62 - 
Metropolitan - oe ©з 1} 1 oa "y H 6 à 
do. Distri “> .. МЮ Nil 163 — Nil 
Underground Electric Ordinary Nil Nil 2 Nil 
о. do. "A" ., Ni Nil 6’- — Nil 
do. do, Income 6 6 904 +1 66 13 7 
T : "s FoREIGN Trams, £0, 
elaide Sup. 6 per cent. Pref, 6 6 4 — 
Anglo-Arg. Trams, First Pref. b "i == 9 г 4 
до, P Dep ris Б a? = -> 
о. в е ee 5 4 — 
Brazil Tractions.. m as 4 4 ie —l 8 H 
Bombay Electric Pref. .. ©» 6 6 10 — 6 00 
British Columbia Elec. Rly. Pfce. 6 6 61 —1 8 40 
| до. йо. - Deb. 4 4 64 — 6 12 10 
Mexico Trams 5 per cent. Bonds — Ni 25 — Nil 
231640. 6 percent. Bonds — МІ 92 — Nil 
Mexican Light Common - Nil Nil "7 — Nil 
do. Pref. ee ее Nil Nil 14 — Ni 
MANUFACTURING COMPANIES. 
Babcock & Wilcox - o> 14 16 214 — rh 511 6 
British Aluminium Ord. a b 1 27'. —6d 518 6 
British Insulated Ord...  .. 15 1 nj +4 174 
British Westinghouse Pref, .. 75 1 23 — 618 4 
Callenders .. ia sa 15 9 124 — 1 800 
do. 5 Pref, ее ов б 6 4 -— 6 6 0 
Castner-Kellner .. ә - 0 A 8 — A 710 
Edison & Swan, £8 paid . Ni — tl — Nil 
do. _ do. 4 percent. Deb. 4 4 al == 6 10 1 
Electric Construction ..  .. 6 7i 1 + d 710 0 
Gen. Elec. Pref. ee ees ee 6 6 93 — 6 6 4 
Hands Ord. ee se ae 10 10 18 — 1 6 6 
do. 4 ee ee ee ee 20 95 1 — 3 18 9 
hd } Pref. oe ee ee 44 4$ 4 == 5 19 6 
India- ber ee ee ee 10 10 1% == i *8 8 4 
Telegraph Oon. ве ве ее 90 90 88 — *6 6 0 


* Dividends paid free of income-taz, 
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SELF-PROPELLED ELECTRIC VEHICLES 
" AND THEIR APPLICATIONS. 


IN a Дарег recently read before the Institution of Engineets 
and pbuilders in Scotland, Mr. L. BRoEREMAN, the 
author pointed out that electric vehicles can be classified 
under two principal heads :— | 


Utibig Vehicles.—Industrial vans and wagons. 

Pubhe service conveyors and road appliances. 

Road tractors, couple gear, and locomotives. 

Workshop trucks and tractors. 

Passenger Vehicles.—Commercial and inspectors’ runaboute. 
! в and motor chairs. . 

Omnibuses and taxi-cabd 

Pleasure care. 


He considers that a sweeping reform in the means at our 
disposal for road transport of merchandise has long been over- 
due, pointing out that some means must be taken of quicken- 
ing the circulation in our busy areas. Individual owners have 
obtained improved service, especially for remote deliveries, 
ру using petrol motors, but for short-distance work, entail- 
sng frequent stopping and restarting, such vehicles are not 
suited mor economical, hence horse haulage has been little 
reduced for such work. 

Some 80 per cent. of the freight movement in the streets 
still depends on horses, and such traffic, with rare exceptions, 
progresses at the rate of from two to three miles an hour, if 


at all, and the author asks how we are to speed-up such . 


trafhe to meet coming commercial activity unless energetic 
measures are promptly taken to abolish, counteract, or remedy 
the obetructions to rapid flow of traffic. 

The point raised by Mr. Broekman is interesting; we some 
tins ege suggested in these columns* that one remedy would 
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Outer Radus of Delivery Zone m Miles 
Fig. 1. 
‚бе te impose a definite speed limit, which all vehicles in 
crowded streets should be capable of attaining, such a proce- 
dure being much more logical in connection with an intrinsic- 
ally valuable artery of communication in a crowded city than 
the шеп of speed restrictions оп a country road, which 
has а low "communication value." | 
He rightly says that so long as horses are allowed for city 
ge—and team owners with their allied forces will natur- 
ally pat up a big fight to keep them there—real betterment 
15 owt of the question, and suggests remedies :— 
1. Officially to divert the swifter traffic from main thorough- 
f reserving direct routes for slow haulage. ; 
2 Use a far larger number of motor vehicles. 
3. ставе clearance to be'effected by double shifte, day and 
ni | 


‘0. 1 appears to us to suggest а reversal of the usual pro- 
cedure, and to put ‘an unmerited premium on slow-moving 


The author then discusses at length the well-known advan- 
tages of the electric vehicle as the best fitted to supersede 
horse traction, рошыш out that its silent operation and 
freedom from fire risk are much in its favour for night 
work. Increased mileage can be provided for either by boost- 
ing charges or battery exchange. Commercial vehicles usually 
have battery capacity for 40 miles on a single charge, and 
: experience proves that from 30 to 35 miles per day is the 
asual demand for average city and suburban work. 

To increase the battery capacity above this would only add 
weight and cost needlesal 


e “ Electric,” as compared with 

isis lorries, 90 per cent.; steam 85 per cent.; and 

from per cent. | | ; 
The 500-volt tramway motor has run 250,000 miles with 
y mnor repair due to wear; the usual pressure for delivery 


vehicles is 60 or 90 volts, and, being practically constant,- 


* Ewo. Rav., March 27th, 1914. 
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.racing by sporting drivers is made impossible, which coupled 


with sturdy, simple design accounts largely for immunity 
d gebe be dra for lightin d 

e battery can be wn on for purpeses dur- 
ing loading and unloading, and.power appliances, such as 
winches, capstans, tipping gear, &c., can be operated from ii. 
The diagrams in figs. 1 and 2, showing relative cost of ser- 
vice, are based on the road transport report issued by the 
Mass. Institute of Technology; the actual figures are, of 
course, based on Americah conditions before the war, but 
show the advantages of electric haulage at that period in the 
States, which advantages are increased considerably since the 
cost of petrol and fodder has increased. 

One outstanding advantage of the electric vehicle is that all 

debit items can be determined beforehand to a small fraction 
of a penny. The change over from horses to motors can do 
no good unless the daily performance of each vehicle is 
arranged and scheduled to а time-table; routes, stops, and 
loading times appointed and checked against reports, labour- 
saving devices brought into use, and the movement of drivers 
and helpers speeded up. Garage supervision is also of vital 
importance, for if the electric ever fails at all, it is not 
through service in the streets, but through slackness at the 
garage. Drivers’ reports and garage records should be in- 
sisted upon; fig. 3 shows some monthly charts of a large 
public supply company in New York. It will be noticed that 
the energy consumption for October shows a considerable in- 
crease for the larger vehicles, probus y due to snow, &c. 
. The high speed of the petro! motor on the open road gives 
it a field of usefulness which is freely admitted, but does not 
clash with the battery vehicle which is intended for town 
and suburban service, where the legal limit of 12 miles an 
hour is пишу enforced; this distinction should be clearly 
realised. High speed, on the other hand, means extra repairs 
and maintenance, and led to the introduction of sealed gover- 
nors on pettol motors, definitely limiting the speed. 
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In traffic the electric vehicle, due to self-starting and rapid 
acceleration, gets there as quickly as the speediest vehicle. 
Weight operated against the battery vehicle in the early daye, 
but now there is probably not much difference as between 
modern petrol and electric vehicles, and the latter have a 
superior weight distribution.  ' 

The total friction losses account for only about 70 watt- 
hours per ton mile; the mean energy consumption on give- 
and-take roads of fair surface is about 120 watt-hours per tom 
mile (vehicle and load) on the day’s performance. 

For a two-ton capacity vehicle, running under an average 
load of ohe and a half tons all day, this works out at less 
than 1 H.P. per hour per vehicle mile, which is clear proof 
that the tare weight is not a serious drawback. M 

The author pointe out that on the cost basis, companii 
five-ton battery and petrol vehicles costing £1,105 and £87 
respectively, and allowing 10,000 miles a year, the electric 
delivery would cost £558, and the petrol delivery £591, show- 
ing & saving of £38 in operating cost, which ш nearly 
15 per cent. per annum on the additional capital, and does 
not include the 5 per cent. additional service reliability. As 
regards the latter, data regarding pleasure cars obtained sx 
years ago shows one electric was towed in for every 8,500 
miles, and over an average distance of 1 3/10 miles, while 
one petrol car was towed in for every 3,000 miles, over an 
average distance of eight miles. 

The paper contains descriptions of several of the leading 
commercial electric vehicles, such as the Orwell, G.V., and 
Electromobile; the accumulator is discussed at some lengtk. 
attention being drawn to the development of the ''ironclad 
exide," and the use therein of armoured pencils homo- 
geneously connected in parallel rows to form plates, and to 
supersede the flat positive electrode; also to the advantages 
of the Edison nickel-alkali accumulator. 

_Of the 70 watt-hours per ton-mile average required to over- 

come frictional losses, from 40 to 50 watt-houre are absorbed 
in tires alone; the tire maker's usual guarantee of 10.000 miles 
per annum is habitually exceeded by electric vehicles. 

Comparative gures of cost published in the Power Waggon 
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relative to a large organisation using 107 horsed vehicles and 
13G horses, show an average. performance per month per 
vebicle of 383 miles of half-ton loads, costing £24 lls., and 
equal to 30.6d. per ton-mile; 52 electrics carried an average 
month per vehicle of 749 miles of one-ton loads, costing £% 
13в., ог 19.37d. per ton-mile. The ratio is thus 2.47 :1 in 
favour of electric vehicles. l ‚ o, 

| A section of the paper deals with special applications, such 


as refuse collection, street sprinkling, coal-tipping wagons, 


tower and pump wagons, road rollers, fire appliances, shunt- 


ing locos and tractors, couple-gear tractors for attaching to - 


existing horse vehicles, battery trucks and tractors for small 

loads, electric pleasure cars, taxi-cabs, omnibuses, &c. | 
The author states that American data shows that the entire 

upkeep and running costs to be debited against an electric 
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pleasure car if attended to at a garage and brought to the 
owner’s house daily, are for 6, miles a year, 64d. per 
mile, and for 12,000 miles yearly, 5d. per mile. ‚ 

If present-day inducements аге considered dispassionately, 
electromobiles for personal use are & thoroughly sound pro- 
position. | 

In Detroit, a petrol motor manufacturing centre, the aver- 
age costa of electric taxis over two years work out at only 
two-thirds of those for petrol cabs, and people show a prefer- 
ence for them. | 

The paper concludes with a series of detailed tables show- 
ing approximate running costs for vehicles of 15 cwt. up to 


five tons carrying capacity, which will be useful for reference 
to vehicle users. | | 


IN the discussion on this paper (for which we are indebted 
to the Transactions of the Institution of Engineers and Быр, 
builders in Scotland), Mr. W. W. LackriB (President) said 
that only four years ago the Glasgow Corporation purchasei 
its first electric vehicle, and after running 27,000 miles it 
was in as good з condition to-day as it was at the beginning 
of its career; it had given such satisfaction that three other 
vehicles had been purchased, and all had given excellent 
results. The ease with which electric vehicles could be 
manipulated, even by men without previous experience of 
driving them, had appealed to him. The Glasgow vehicles 
had been in use for 300 days out of 365. The Glasgow cleans- 
ing department had recently purchased an electric vehicle for 
removing waste material, and he had no doubt that the 
citizens would ap 
was carried on during the mane | | 
Mr. J. HALLY CRAIG agreed with the general remarks by 
Mr. Broekman in introducing his subject, though he thought 
it possible to make out an even stronger case for the electric 
vehicle. For example, Mr. Broekman took the coefficient of 
reliability at 95 rer cent.; his experience showed that а much 
higher figure was obtained. А three-ton lorry in use by 
the Vale of Leven Co-operative Society, Ltd., was in service 
delivering bagged coal to consumers, and its customary duty 
was five trips рег day, starting out with three tons. The 
first calendar year of its service it actually delivered coal on 
307 days—the remaining 59 days were Sundays and holidays. 
One afternoon, and the following morning, the vehicle was 
out of service owing to a trifling mechanical, not electrical 
defect, and thia record showed a reliability coefficient of 
99.65 per cent. On the other hand, he believed that the 
reliability coefficient for steam vehicles, taken by Mr. Broek- 
man at 85 per cent., would be much below this in practice, 
and he cited a case where a user with seven steamers only 
obtained 1, | і 
days each. He agreed that for heavy tonnage and straight- 
away runs of some distance steam lorries, cspecially when 


equipped with trailers, were a factor in transportation econo- - 


mics. When the steam lorry, was equipped with rubber 
tires, up to five tons the ЕДЫ vehicle was competitive, and 
held certain advantages, but larger steamers without rubber 
tires and with jrailerg operated at а lower cost per ton-mile 


preciate the quietness with which the work 


days of service in the year, an average of 157 


than any other form of land transport. The figures showing 
the mean current consumption of а number of vehicles. of 
different sizes in New York was most interesting. In New 
York street surfaces were generally very good, with only a : 
few alight gradients, yet the current consumption of the fleet 
belonging to the Glaegow Corporation electricity department 
compared favourably. Moet prospective users were obsessed 
with the idea that a high maximum speed was a desideratum ; 
he instanced a case where a certain delivery round, usually 
COV by a Ford runabout in 56 minutes, was undertaken 
by a 30-cwt. electric bread-van and covered inside. of 65 
minutes, though the maximum speed of the former was 
three times that of the latter. This result was, of course, 
due to the superior acceleration of the electric vehicle after 
stops. To charge interest on the total outlay during the 
whole life of the vehicle, regardless of the proportion written 
olf annually as depreciation, was against accepted procedure, 
and was merely unduly favouring whatever vehicle was 
lower in first cost. This effect might be seen in the tables 
where the charges for interest were nearly twice what they 
should be, thus unduly favouring the cheaper lead battery. 
The L.G.B. had recommended public authorities who owned 
electric vehicles to depreciate them at 10 per cent. He be- 
lieved that 15 per cent. all round might have been taken for 
petrol vehicles. At low mileages there would be more fre- 
quent stops, with running of engines idle, and additional 
starting strains. Again, 10 or 12 per cent. for steam vehicles 
was not enough; the steam vehicle was more at the mercy 
of the attendant, who by a few minutes’ inattention could 
very seriously shorten its life. He could not say how many 
vehicles with lead-acid batteries had since gone into service, 
but he could say that over 650 road wagons, delivery vans, 
and industrial trucks had been equipped with the nickel- 
alkaline battery. Of these over 250 were trucks, locomotives, 
and tractors, and the remainder road vehicles. There were 
row actually in use in Glasgow 14 road wagons, and several 
more were on order. | 

Мт. С. L. Buack remarked that during the past 12 months 
not a single day had been lost owing to electrical defecta by 
any of the four vehicles owned by the Glasgow Corporation 
electricity department. These vehicles comprised two vara, 
one of half-a-ton, and the other of one-ton capacity; and two 
lorries, one. of three tons and the other of half that capacity. 


. During 12 months they ran 5,015, 7,666, 4,278, and 6,048 miles 


respectively, the electrical energy put into the batteries being 
0.59, 0.6, 1.3, and L1 xw.-hour per mile run. The latest 
addition was а five-ton tipping wagon for the removal of 
ashes. It worked on a rather difficult route, part consisting 
of a gradient of 1 in 21, and required a battery input of 2.6 
KW.-hour per mile run. In time of snow it was found that 
the electrical energy required was about 60 per cent. above . 
the normal. A pleasing feature about these vehicles was the 
very small amount of attention the motora required, and 
consequent low cost of repairs. ‚ ‚ 

Mr. F. Purse remarked that the Carlisle Corporation 
was proposing to acquire an electric as soon as possible. 


HIGH-SPEED TELEGRAPHY. 


(Concluded from page 119). 

Having reviewed the automatic high-speed systems, the 
Committee makes the important announcement that for ordi- 
nary commercial telegraph work between the main centres 
of the British Post Office service the inventions based on the 
multiplex method are superior. Multiplex systems conduce 
to economy in staff and in office equipment, they are subject 
to less serious stoppages and delays than automatic systems, 
and necessitate less spare plant and less costly maintenance, 
and they .are economical in respect of lines and of paper tape 
for transmission. o. : "E 

The fundamental principles of nearly all multiplex instru- 
menís are based on the Baudot system, invented over 30 
years ago. The production of this system may be regarded as 
marking an epoch in the history of telegraphy. Тре leading 
features of the Baudot system are (1) its method of obtaining 
synchronism, (2) its direct transmission from keyboard to 
line, (3) its cadence and speed, (4) its direct printing on slip. 

(1) " Synchronism " ie a feature of all multiplex systems, 
essential to the maintenance of correspondence in 1 be- 
tween the distributors placed at the sending and receiving 
ends of the line. The Baudot maintains synchronism by 
means of a centrifugal friction governor, a mechanical cor- 
recting device, and a special correcting signal. In the West- 
ern Electric multiplex this special аі is dispensed with, 
and the message signals are utilised for correction of phase. 
The relative merits of these approved methods of correction 
are still undecided. | e LE s | 2 

(2) and (3) In the Baudot as usually worked, the sending: 
operators depress combinations of five keys (similar to the 
white keys of a piano) &céording to the five-unit' Baudot 
alphabet and transmit the signalé direct to line.‘ Each"arm 
of the Baudot ів worked regularly аба uniform speed of 30 
words a minüte, and each operator knows by observing the 
" cadehcé'" or rhythm of the system when the disttibator 
gives him the use of line wire. NO DES ай 
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(4) The Baudot prints in type letters on a receiving tape, 
which has to be gummed on telegraph forms. In this respect 
it differs from other systems which print direct on the forms 
themaelvea. | 

The Baudot has been in use for a considerable time on an 
underground loop between London and Birmingham, where 
it has been worked on the duplex principle with quadruple, 
and latterly with sextuple, that is to say, with four arms in 
each direction, and latterly six arms in each direction. There 
is quadruple duplex Baudot working (two circuits) on under- 
ground wires. between London and Glasgow, and quintuple 
duple£ working between London and.Liverpool. Baudot has 
also been installed between London and Brighton. Experi- 
ence has definitely proved that at least eight channels with 
30 words a channel can be provided on a loop or on a single 
aerial line. As all multiplex systems аге now worked duplex, 
i is of interest to record that this was first accomplished 
with the Baudot apparatus in 1906 on a method devised by 
Mr. A. O. Booth, of the engineering staff of the Post Office. 

The speed for which the Baudot apparatus has been designed 
and consíructed, viz., 30 words per minute for each operator, 
could be increased without a radical modification of the sys- 
tem, but experience has shown that a much greater increase 
of spéed can be obtained by the use of type keyboards and 
perforated slip instead of hand operation, and it i8 suggested 
that one or more of the modern forms of keyboard should 
be applied to the Baudot. 

Mr. Donald Murray's multiplex system has been in use on 
з London-Manchester wire for four years, working double 
duplex. It has given good results, and in some respects, 
notably in the design and working of the keybeard perforator, 
it is admirable. But its electrical method of controlling syn- 
chroniam ів not во satisfactory as the methods adopted with 
other multiplex systems. Although the use of the keyboard 
admits of a speed of 40 words per arm per minute, the limita- 
tion of the present equipment to double duplex does not afford 
ъ complete basis for comparison. This will not apply to Mr. 
Murray’s new multiplex, which, however, is not yet avail- 
able, as its manufacture has been unfortunately delayed by 
war conditions. 

The Western Electric multiplex apparatus is the most gener- 
ally satisfactory system for busy lines which we have 
examined. А quadruple duplex installation of the system 
has been working since March last between London and Man- 
chester. The average number of савеза per operator per 
hour is consistently well over 40, and has reached 49. The 
appératus has dealt with about two-thirds of the whole 
traffic between London and Manchester on a single circuit. 
There are not many circuits in the kingdom capable of keep- 
ing the apparatus fully fed; but we think that the question 
of extending the use of the system should be proceeded with 
without delay, and that the further question of giving greater 
scope for its use by the making up of “forked” circuits 
licking up several towns should pursued as soon as pos- 
sible. The Western Electric: apparatus embodies all those 
principles which are regarded as desirable; it works with a 
í keyboard perforator and cross-perforated sending tape, 
16 employs the five-unit code, and it prints direct on the 
" page." It also adopts з method of controlling the synchron- 
im by the use of the actual ee ace signals, which has 
provéd to be efficient. In view of the Post Office experience with 
the quadruple duplex installation, we also consider that an 
early trial should be given to the '' short line printer ” and the 


"two-way service’’ installations of the Western Union. It | 


sems likely that both, representing as they do printing tele. 
graphy on the scale of the ordinary simplex or duplex Morse 
circuit, would go some way towards restricting the use of the 
Moree at the smaller telegraph offices. 

It has been stated in evidence that certain devices in the 
Western Electric multiplex infringe Mr. Donald Murray's 
patent rights in this country. This is a question of law on 
which the Committee cannot express an opinion. Contracts 
for the supply of telegraph apparatus always contain a clause 
under which the Postmaster-General is freed from all liabili- 
Wes which might otherwise attach to him under decisions as 
to the patent rights of inventors. 

The Automatiz Telephone Manufacturing Co.'s system, as 

ibed to us, appeared to possess striking and original 
features. If the apparatus fulfils the inventor's hopes it 
should be of use in the Post Office service. 

As Wheaieton» working will probably be long retained for 
news and for traffic caused by abnormal events, we do not 
anticipate that existing Wheatstone plant will be allowed 
to into disuse to any serious extent. There is sufficient 
diversity in the traffic requirements of the various telegraph 

uts and routes of the Post Office service to admit of the 
Profitable use of all existing apparatus until worn out. . 
Prospect of an extension of multiplex methods makes it 
necessary again to. consider the position of the leading 
Operator, called in France the ''dirigeur." The ''dirigeur " 
18 virtually the supervising officer of a multiplex circuit, and 
he has to be a man of good technical capacity. able to apply 
his téchnical knowledge, and to act promptly. The Committee 
not think that the Pee mance of this work can be 
ted from the general body of sorting clerks and tele- 
graphiste, or that the scale of pay of sorting clerks and tele- 
phiste provides . adequate remuneration for the duties. 
: once the simplicity of the Morse system is abandoned 
1 favour of more rapid and more economical apparatus, which 


r 


Ji adoeiesrily mofe complex, provisión must be made for the 


employment of a limited number of officers with higher tech- 
nical attainments and higher pay than ordinary telegraphists. 

In the event of any general extension of multiplex methods, 
it will be necessary to consider how far such systems are 
applicable to existing methoda of news distribution. There is 
no doubt that if Wheatstone methods for news could be ` 

dually superseded by multiplex, so as to avoid unnecessary 
uplication of plant, a great advantage would be gained. But 
the extent to Which the outgoing Press work of the kingdom 
centres in London, and goes outwards the provinces, the 
high speed df the ordinary Wheatstone circuits, and the fact 

that the forked wires ‘of the present arrangement serve a 
larger number of towns than multiplex systems have yet 
"been proved capable of serving simultaneously and satisfac- 
torily, are considerations which suggest the possibility of 
great difficulties in the way of such a process. There 18 no 
doubt that the news service at present provided is good. 

Creed receiving apparatus is well suited to the needs of a 
large newspaper office, which under ordinary Morse methods 
has to pay high bonuses to the staff lent to it by the Post 
Office in order to procure a large output; as there is no 
apparatus other than the Creed which converts the Wheat- 
stone receiving tape into type printed characters, the news- 
papers have no third possibility to consider. News does not 
reach small towns quite as soon as it reaches large ones, but 
the installation of Creed receiving apparatus at small offices 
would be impracticable on the ground of expense. | 

The following is a summary оѓ the leading conclusions of 

' the Committee :— 207 

1. Systems on the multiplex principle are definitely superior 
to the automatic AE speed systems on the large majority of 
main circuits for ordinary inland commercial telegraph work. 

2. The extension of systematic Wheatstone working should 
be discontinued, and the question of displacing it by multi- 
plex circuits taken up gradually. 

3. Of the multiplex systems at present available, the West- 
ern Electric has given the best results. We recommend that 
a number of quadruple duplex installations of this apparatus 
be ordered. We think that seven or eight such sets should 
suffice, as, although present conditions favour the rapid appli- 
cation of systems with the greatest output, it is desirable to 
avoid too great a dislocation of working, and to allow time as 
id possible for other makers to demonstrate their capa- 

ilities. 

4. Page or column-printing is preferable to tape-printing on 
the busiest routes, and the Western Electric Co.'s page- 
printing on a continuous roll of paper, cut off after each 
message, is quite satisfactory. Mr. Murray's system, with a 
separate sheet for each message, has been given a trial on his 
Manchester multiplex, but a fuller trial of his improved 
method will be necessary. We do not think it desirable that 
either page or column радара should be adopted throughout 
the service to the exclusion of tape-printing. 

9. The five-unit alphabet as & 
is better than the Morse code, news traffic an 
cable communications being left out of account. 

6. The application of type keyboard signalling instruments 
to the present Baudot circuits is desirable. 

7. Creed receiving apparatus can most profitably be used in 
the Post Office service for news work. 

.8. The application of printing methods to the less important 
circuits should be kept steadily in view, and early trials of 
the one-way and two-way installations of the Western Electric 
and of the light line printer of the Automatic Telephone 
Manufacturing Co. should be made. We are impressed with 
the possibility of two-way working with one operator at each 
end, both to signal their messages simultaneously to the other 
end and then both to gum the tape. An hourly load can be 
carried in this way equivalent to the average Morse load 
with two operators at each end, and having the additional 
advantage of printing the telegrams. 

. 9. The introduction of multiplex methods for news work 
will call for serious consideration in the near future. : 

J0. The application of multiplex systems to give simul- 
taneous communication on one wire between each one of 
three, or possibly more, offices should be kept in view as 
multiplex methods are extended. 

1. The pay and prospects of officers selected to be '' leading 
operators’ of multiplex circuits should be reconsidered. 

The Committee consisted of Mr. Cecil Norton (Charman) 
Sir J. Gavey, Mr. John Lee, Mr. W. M. Mordey, Mr. A. M. 
Ogilvie, Sir W. Slingo, and Mr. A. B. Walkley, with Mr. 
G. O. Wood (Secretary). 
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Electric Smelting at Heroult.—The Noble Electric 
Steel Co., San Francisco, has operated ite electrio smelting plant at 
Heroult, California, continuously since April 15th, 1916, turning out 
a ferromanganese product. The furnace now in use is described as the 
Frickey open delta, split-phase arrangement of electrodes. - The ore 
smelted varies, but much of it runs 46 to 48 per oent. metallic 
manganese, 14 to 16 per cent. silica, and. 2 to 8 percent, iron. The 
furnace product contains 80°5 to 81°5. péx-pent. manganese. The 
plant capacity is 9 tons per day, but this; is фо be increased. This 
company in 1915 began developing and mining ¢hromite ore; part 
of-the ore is smelted at the Heroult plant by methods practically 
similar to those employed in ferromanganese smelting, The furnace 
product is a ferrochromium containing 60 per cent. chrome oxide 
and 30 to 32 per cent. iron oxide.—.Mining and Engineering World. 
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THE WORK OF THE В.Е.А.М.А. 


[THE ANNUAL REPORT.) 


(Concluded from page 140.) $ 


THE Association is represented on the British National Com- 
mittee of the International Electrotechnical Commission, and 
on the Sectional Electrical Committee, and a number of sub- 
committees and panels of the Engineering Standards Com- 
mittee; also on the Committees of the I.E.E. dealing with 


wiring rules and with marine (other than Admiralty) work, - 


and on the Electric Vehicle Committee. The B.E.A.M.A. 
Standardisation Committee continues its co-operation with the 
Engineering Standards Committee in the preparation ani 
revision of the new British Standardisation Rules, and has 
prepared detailed recommendations for the revision of the 
Engineering Standards Committee's report No. 79. Other 
work of the Association Committee (assisted by representa- 
tives of the interested Sections of the Association) includes 
the following subjects : — 


Motor Starters, under which a specification ‘has been 
the basis for the E.S.C. rules now in preparation. 

Transformers for Meters and Instruments, under which a specification has 
been prepared for incorporation in the revised E.S.C. specifications for meters 
and instruments, : 

Graphical Symbols, under which the recommendations made have been very 
fully adopted in the new E.S.C. draft rules. | 

Switchgear Symbols, under which the section of the Association's rules 
dealing with this subject has been revised and considerably enlarged. 

Marine Generating Sets, under which a Joint Committee has been estab- 
lished to deal with the standardisation of electric generating scts for marine 


prepared to serve as 


rposes. 

Ammeters and Voltmeters, being a revision of E.S.C. Report 49, which 
is now well in progress (the recommendations from this Association receiving 
full consideration) in the revised draft of which the proposed specification for 
transformers for use with these instruments is being cmbodied. 


Electricity Meters (E.S.C. 37), under which recommendations have been - 


made to the E.S.C. covering a proposed revision of this specification. 

Accessories, under which recommendations are being prepared for the 
assistance of the E.S.C. in the standardisation of lamp-sockets and other 
details. 


I.E.E. Wiring Rules, under which recommendations have been transmitted 
to the Institution regarding desirable amendments in the present (7th) 
edition of the Wiring Rules. 


The Council adopted Engineering Standards’ Committee's Specification No. 
74, being a specification of a standard electric vehicle charging plug, pre- 
pared by the Electric Vehicle Committee. 


On February Ist, 1916, the Council issued ‘ Instructions 
to Members for the use of Conditions of Sale and Contract,” 
amending and consolidating all previous instructions on this 
subject. Little opposition to the Association’s conditions has 
been encountered during the year, thus bearing added testi- 
mony to their reasonableness. Fifty-six different purchasers 
raised questions which were amicably settled with the assist- 
ance of the industrial solicitor. Of these, 46 came from muni- 
cipal and 10 from industrial purchasers. Many were merely 
repetitions of a question previously settled with the same 
purchaser. The work involved included 150 personal inter- 
views with, and about 400 written communications by, the 
industrial solicitor. 

The Council successfully protested against circular instruc. 
tions issued by the Mines Depártment to their Inspectors, 
stating that where British firms had difficulty (owing to 
'"eontrol'") in supplying machinery, such machinery couii 
be obtained from America. 

The Council appointed witnesses to prepare a case for sub- 
mission to the Commissioners of Inland Revenue in favour 
of increasing the standard percentage of profits allowed under 
the Finance Act (No. 2), 1915. The case prepared was re- 


ferred to the Board of Referees, before whom the witnesses 


made several appearances. It was proved to the satisfaction 
of the Referees that the electrical industry had become s 
national ‘‘ key " industry, and that it was essential that vt 
should receive adequate consideration at the hands of the 
Government. As a result of the Council's efforts, the stan- 
dard percentage was raised by 1 per cent., as already an- 
nounced in the ELECTRICAL REVIEW. 

^ During the year the Council, at the request of the Accu- 
mulator Section, was successful in obtaining from the Local 
Government Board extensions of the loan periods for storage 
batteries from seven to ten years, and five to seven years n 
certain cases respectively. "The same Section was similarly 
successful in obtaining a desired revision of the battery specifi, 
cation issued by the War Office. 

The Supply of Electricity Bill promoted by the I.M.E.A. 
was scarcely! expected to make progress in present circum- 
stances, but it is understood that a further effort will be 
made to advance it this year. А 

The Incorporated Association of Electric Power Companies 
has invited the co-operation of the Association in drafting a 
new Electric Lighting Bill. | 

The Council invited members to make towards. the equip- 
ment of the Peking University's laboratories gifts of machi- 
nery similar to those presented to the University of Hong- 
Kong. A report on the subject will be issued to members. 

The growth and progress during the year of various bodies 
formed to foster British and Empire industry had been noted 
with much interest and sympathy. One such body, the 
British Empire Producers’ Organisation, whose efforts extend 
into many oversea dominions, had already received the Ooun- 
cil’s support. Another, the Federation of British Industries, 
formed primarily to watch over the industrial interests of 
this country, has the Council's cordial sympathy. The char- 
man of the B.E.A.M.A. bas been on its executive council 


— 


since its formation, and several members of the Association 
have joined it. 

The growth of the B.E.A.M.A. has rendered advisable the 
creation of some co-ordinating body composed of members 
closely connected with the work of the Sections, and the 
Council welcomes the proposed establishment of a Sectional. 
Committee or Board composed of such members and report- 
ing to the Council. It is hoped by this means to concentrate 
effort in matters common to all Sections. 

The system of tendering embodied in the agreements known 
as cross-tendering agreements continues to find favour among 
members, but has not been extended during the year. The 
Association has in operation the following such agreements: 
(1) Steam-engine builders and dynamo makers, (2) Dieeel- 
engine builders and dynamo makers, (3) steam-engine builders, 
(4) turbine makers, (5) condenser makers.. 

Several arbitrations were submitted and settled during the 
year. The steady growth of the Association obliged the 
Council early in the year 1916 to take into question the 
advisability of moving into larger premises. They fina'y 
decided that daring the period of the war they should manage 
vith the present holding by carrying out some alterations. 
These were completed in June. The work of the Associa- 
tion’s status inquiry agents, the British Traders’ Association, 
has proved useful and satisfactory to members. 

The number of members on the register at the end ef the 


year (December 31st) was 144. Thirty firms were admitted 


to membership during the year, and one resigned. 
e 


CO-OPERATIVE EXPORT TRADE. 


IN our last issue we announced the registration of a mew 
company with the title ‘‘ British Switchgear, Ltd.,” and ав it 
represents an enterprise of exceptional interest, we are glad 
to be in a position to give further particulars ae to its consti 
tution and purposes. 

In the ELEcTRicaU Review for December 81st, 1915, we 
welcomed the registration of the Electrical Manufacturers’ 
Co. of Great Britain, Ltd., which was formed by seven well- 
known electrical manufacturing concerns to act co-operatively 
in the Russian market. An eighth has since been added, 
making three dynamo and motor, and five switchgear eom- 
panies, as follows :— | 


Bruce Peebles & Co., Ltd. 

Crompton & Co., Ltd. 
Lancashire Dynamo & Motor Co., Lid. 
Allen, West & Oo., Ltd. 

Brook, Hirst & Co., Ltd.. 

Erskine, Heap & Co., Ltd. 

Whipp & Bourne, Ltd. 

Electric Control, Ltd. (since added). 


The nominal capital of the Manufacturers’ Association was 
£12,000 in £1 shares, and we are река io learn that very 
satisfactory progress has been made with the businees con- 
sidering, of course, the shipping and other difficulties of the 


times. 

British Switchgear, Ltd., which has now been formed 
with a capital of £48,000, is closely related to the Manu- 
facturers' Co., indeed, their offices are together in that magni- 
ficent building, Australia House, Strand, W.C., which, when 
it is finished, will be one of the mogt palatial piles in Lon- 
don. What offices could have been taken mote appropriately 
for the housing of so promising and important an scarica! 
enterprise? Mr. H. C. Siddeley, in whose mind the germ 
of the co-operative organisation first had birth several years 
ago when touring Colonial and foreign markets, was chairmen 


ELECTRICAL MANUFACTURERS Ce - 
OF 


GREAT BRITAIN. LIMITED. 
ae A g 


LONOON MANAGERS. 


REGISTERER 
BRITISH SWITCHGEAR Ст OFFICE. 


BRITISH SWITCHGEAR LIMITED 


Brook, HIRST AGL. — CHESTER. 
. ELECTRIC CoNTROLL79- — GLASGOW. 
Erskine HEAP & © L™- — MANCHESTER. 


MANAG MG DIRECTOR 


REGISTERED Ž 
OFFICE. -$ . 
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of the Manufacturers’ Co.—known in brief as '' The Russian 
Syndicate,” but he has now been followed by Mr. E. H. F. 
Reeves in that capacity, and Mr. Siddeley will be its manager 
and secretary, while, at the same time, he will hold office as 
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managing director of British Switchgear, Ltd., who are the 
managers for the Electrical Manufacturers’ Co. of Great 
Britain, Ltd. Mr. A. P. Wood, the well-known and far- 
seeing manager of the Lancashire Dynamo & Motor Co., 
Litd., has been elected & new director of the Russian Syndicate 
now that Mr. Siddeley has resigned that particular office. 
In the reproductions of nameplates on the previous page we 
show at a glance the relation of the two concerns and their 
respective monograms :— , 

The Manufacturers’ Co. has offices at 13, Myasnitskaya, 
Moscow, in charge of a well-known Russian electrical engi- 
neer, Mr. S. I. Landau, who, for the best of reasons, has had 
a very wide experience in Russia, and has the right know- 
ledge to enable him to deal satisfactorily with the Government 
and with other authorities. In London, too, the personnel 18 
strengthened by the presence of a Russian engineer, who re- 
ceived his training in Belgium. We have been privileged to 

AM momento showing that The Manufacturers' Association 
acknowledged by the authorities in Russia as working for 
the Russian national defence. . 

British Switchgear, Ltd., operating at Australia House will 
in the first instance deal with the Russian switchgear con- 
tracts of the ''Syndicate," but it will also represent three 
members in London and trade in their manufactures in 
other parte of the world, opening foreign branches and 


establishing foreign agencies for British switchgear on behalf 
of the three firms whose names appear on the nameplate ` 


above. 

The advantages of co-operative action among different firms 
whether makers of like or unlike manufactures, are too well 
known to readers of the ELECTRICAL REVIEW to need detailed 
re-statement here. In this particular case, however, the 
arrangement of the two organisations along the above lines 
will not only make for economy, efficiency, and strength, as 
the result of concentrated effort in an expert selling company 
employing a better-paid staff than individual firms are gener- 
ally able to engage, and having one strong series of operations 
instead of separate and rival action by an agent appointed by 
each firm, but the three firms interested in British Switch- 
gear, Ltd., will be able to offer a complete line of switchgear, 
and the prejudice agane the EDU ETE up of orders need not 
exist in the mind of the purchaser. The combined output of 
the three firms is very 
excellent position to put up a strong competition against the 
efforts of very large German and American concerns. A point 
claimed in favour of the grouping of similar firms, and one 
which should not be lost sight of, is the personal factor. Each 
of the firms has a live, enterprising specialist in its own 
particular department of manufacturing, and when a number 
of such specialists meet round a board table, armed with 
authority to take action according to the requirements of the 
moment, prompt measures and the best results may be 
expected to follow. 

peration between groups is a policy pursued entirely 
on their own initiative by firms in the ranks of the 
B.E.A.M.A.—indeed, all of the eight firms in the Siddeley 
Russian groups are active members of that Association. 
_ The new organisations have our best wishes for their success 
in trying to win for British electrical industry a large share 
of the coming trade with the vast Russian market. The 
foundations of the business are being well laid by men of 
wide experience and sound judgment, and their far-seeing 
plans have been prepared at the right moment to enable 
them to take full advantage of the situation. We have no 
doubt that their doings will be watched with great interest by 
the industry as a whole, and that their example will, in 
course of time, be followed by manufacturers of other elec- 
trical lines. | 


NEW ELECTRICAL DEVICES, FITTINGS, 
` AND PLANT. 


f Readers are invited to submit particulars of new or improved 
derices and apparatus, which will be published if considered of 
sufficient interest to our readers.—Eps. ELEC. ВЕҮ.] 


B.T.H. Crane Motors. 


A reoently-issued List, No. 2.269, describes the стапе and hoist 
motors manufactured by the BRITISH THOMSON-HOUSTON Co., LTD., 


F10. 1.—OCRANE MOTOR FOR FLOOR MOUNTING. 


rge, and they will thus be in an . 


of Rugby. These motors are standardised for various ratings up 
to 50 H.P. for 115-230-550-volt circuits. 

The machines are totally enclosed, reversible, four-pole seriee 
wound, and fitted with commutating poles. 

The magnet frames are of cast steel, divided horizontally, and 
octagonal in shape; the t@ half carries the brush-holder studs. 


The end shields carrying the bearings have oil reservoirs, and can 


Ето. 2.—MoTOR WITH FRAME CUT AWAY TO SHOW BRUSH 
| GEAR, &C. 


be swung 90° or 180° to keep the oil supply below the bearings when 
the motor is mounted on wall or ceiling. 

The field and armature coils are former wound. The armature 
core and commutator are assembled on a sleeve, which construction 
permits the removal and insertion of a shaft without the necessity 
of disturbing the armature windings or the commutator. Similar 
extensions are provided at each end of the shaft, so that the spur 
gear or the brake can be mounted at either end. 

The machines can be fitted with back gears on either side of the 
frame; series-wound magnetic brakes can be mounted; disk 
brakes to hold half the full-load torque of the motors; or shoe 
brakes to hold the full-load torque, the braking power being 
adjustable. — | 


B.T.H. Pressure Governors. 


THE BRITISH THOMSON-HousTON Co., LTD. of Rugby, in a 
recent list (No. 5,521), described its type CR 2,920 pressure governor 
panels for А.С. or D.C. circuits. These are designed for use with 
automatic starters controlling motor-driven pumps or air com- 
pressors for maintaining a constant pressure of airor water. A panel 
of this type is illustrated in fig. 3, and consists of a Bourdon tube 
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Fig. 3.—PRESSURE GOVERNOR PANEL. 


gauge operating a pointer fitted with silver contacts, which serve 
to make a small-current circuit for operating the relay mounted on 
the right of the panel ; this relay will operate on either A.C. or D.C. 
circuits, and, when energised, closes or opens the operating circuit 
of the automatic starter. Nocircuit is actually broken on the gauge 
contacts, and as the relay coils are only energised momentarily, no 
series resistance is necessary for them. 
The panels are made for pressures up to 1,500 lb. per sq. in. 


Simplex Heating Apparatus. 


Messrs. SIMPLEX Сохрот?в, LTD., of Garrison Lane, Birminyg- 
ham, have just issued a new catalogue (No. 647) of electric heating 
and cooking apparatus, which shows & good range of their 
" Plexsim " goods. 

Many of the articles illustrated are specially designed for indus- 
trial use, and we understand there has been a particularly brisk 
demand from many of the national and other factories recently 
built, which tends to show that electric heating is taking ita share 
in the “ factory efficiency " campaign now in progress.:! 
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Among the articles illustrated are large eleotric kettles and urns 
for mess rooms, staff tea rooms, &c., alao industrial hot plates, glue. 
wax, and solder pots, and stills for distilled water in various sizes. 


Fias. 4 AND 5.-—PLEXSIM HOT-PLATE AND GLUE-POT. 


Fig. 4 shows a hot plate, made in 7-in. and 8-in. diameter sizes, 
with loadings of 750 and 1,000 watts respectively, while fig. 5 is & 
copper glue pot, each pot holding 24 pints, fitted with an 850-watt 
heater: 

The Plexsim electric still, made in two sizes, for 4 pints and 
4 gallons, is designed for workshop use and built in sections, ali 
parts being accessible. 


"Wattmeter Correcting for Transformation Losses. 


A singular type of wattmeter, that enables one to measure the 
high-tension input from the low-tension output side, is the work of 
an Austro-Hungarian inventor, GINo CaAMPos, of Milan, Italy. 
Ordinarily wattmeters are designed to indicate the input or output 
in situ by connecting the voltage and current coils to determine the 
watt factors at the point of measurement. However. by the dis- 
cloeure made in Patent No. 1,201.996, it becomes possible to measure 
the total input on the high-tension side of a transformer by merely 
connecting the wattmeter to the low-tension side of a transformer. 
In other words, the wattmeter automatically corrects for the trans- 
former losses. This ingenious result is aocomplished by simply 


| Low tension High tension 
Fig. 6.—DIAGRAM OF CIRCUIT CONNECTIONS. 


compensating the voltage and current coils of the dynamometer by 
means of additional turns, whose fields are proportional to the 
current and voltage respectively of the low-tension side. Because 
the copper losses of transformation are proportional to the square 
of the current, and the iron losses are substantially proportional to 
the square of the voltage, it is seen that such compensated winding 
. сап suitably ad to the deflection reading of the wattmeter, to make 
it measure both the low-tension output and the watta lost in the 
transformation of power.—- Electrical World. . 
| The Heat Treatment of Steel. 

In the heat treatment of steel it is all-important to know exactly 

when the critical temperature is reached. In the “ Crit-point,” a 


6-220 |Wf AC Line 


© 


FIG. 7.—THE CRIT-POINT DETECTOR.—A, SMALL TRANSFORMER, 
110 oR 220 v.; B, FLEXIBLE LAMPCORD; C, SWITCH ; 
D, INDICATOR; Юу, INDICATOR ENLARGED; E, ASBESTOS- 
PROTECTED SHIELD: F, SEARCH COIL. 
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new instrument of the Gigs INSTRUMENT Co., of-Pittsburg, Pa.. 
use is made of the well-known fact that steel in the process of 
heating loses its magnetic properties when it is brought to its 
critical point. Through the medium of electromagnetic coils the 
magnetic condition of the steel in the furnace is determined. A 
magnetic indicator is placed in the circuit, so that this meter 
immediately indicates whether the steel has reached its critical 
point. When the temperature of the surface comes to the critical 
point, the meter needle approaches a red line indicative of the 
critical point, and gradually comes closer to it as the heat pene- 
trates the steel and the interior is brought to the critical point. 

It will be seen that the “ Crit-point" does not measure tempera- 
ture. But the exact knowledge of the temperature ia irrelevant. 
во long as the heat-treating man has a simple and exact means for 


ascertaining when the critical temperature is reached.— Met. and 
Chem. Engineering. | 
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NEW PATENTS APPLIED FOR, 1917. 


(NOT YET PUBLISHED). 
Published expressly for this journal bv Messrs. W. P. THOMP&ON & Co.. 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1,046. *' Accumulators for miners’ electric safety lamps.” J. 
January 22nd. 


iid “ Receivers for telegraphy, telephones, &c." T. Harvey. January 
nd. 


TAYLOR. 


1,060. '' Multiple crystal detector for wireless telegraph instruments.” J. 
HETHERINGTON. January 22nd. 


1,062. “ Electric switching apparatus." W. J. Howakp & A. REYROLLE AND 
Co. January 22nd. . 


1,071. '' Antenna for wireless signalling." Brims GENERAL. Е. встаю Co. 
AND GENERAL Exvectric Co. January 22nd. 


1,080. “ Electric terminals or connections." Al. C. Brix. January 28nd. 


1,005. “ Automatic electric control of petrol, electric, &c., vehicles.” V. S. 
Rosinson & P. Е, Ѕмітн. January 22nd. 


1,101. '' Automatic stopping device for steam or electric locomotives and 
railway rolling stock." J. B. S. Poyser. January 23rd. 
1,110, “ Electrical apparatus." N. Steu. January 23rd. 


1,113. '' Method for guiding electric wire into groove of trolley wheels of 
tramcars, &c," Т. Main, January 23rd. 

1,114. '' Electric switches." A. Crawrorp, W. Preston, & W. SANDERS 
AND Co. January 23rd. 


1.122. " Means for travelling electric. contacts," В. Donap. January 


1,146. '' Electric furnaces.” G. B. Firmen & J. J. Denton. January 93га. 


1,155. '' Motor vehicle lighting dynamos." C. L. BReepen & И. Lucas. 
January 23rd. 


1,177. “ Electrical fire alarms, &c." Б. CAWTHORNE. January 24th. 


1,184. * Apparatus for operating feed devices of reciprocating tools, &с.'” 
LancasHire Dynamo & Motor Co. January 24th. 


1,223. '' Process for electrolytic treatment of metals, ores, their residues, 
&c." F. Bourcgot. January 24th. | 


1,2233. '' Electric signalling system." R. LAMBOURNE. 
1,256. ''Sparking plugs." V. Parrett. January 25th. 
1.277. “ Process for manufacture of thermo clements having соррег sul- 


ps as the positive constituent." J. MARSCHALL., January 26th. (Germany. 
ecember 9th, 1915.) 


1,278. “ Dynamo-electric machines.” 


January 24th. 


British Tuousos. Housrox Co. AND 


|. J. Martin. January 25th. 


1,279. “ Automatic switching devices for thermic telephones," В. Е. D. 
Kr.5URN (Naamlooze Vennootschap de Nederlandsche Thermo - Telephoon 
Maatschappij). January 25th. 

1,282. '' Winding for electric coils.” M. ManriNEz. January 95th. 

1,303. “ Ignition devices for internal-combustion engines." P. T. Woop- 
LAND. January 35th. 

1,307. “ Apparatus for producing perforated strip by  electeical current 
impulses." Creep & Co. Амр Н. H. Harrison. January 25th. 

1,310. “ Manufacture of tungsten oxides, salts, and/or metal from tungsten 
ores, minerals, intermediate products, residues, and/or wastes." Е. A. Asn- 
CROFT. January 26th. 

1,315. ‘ Electric ovens, &c." F. P. Fretcner. January 26th. 

1,943. ''Self-generáting electric pocket lamp." F. D. M. Gorpon. Janu- 
ary 26th. 

1.346. “Small electric motors." Е. VOLKERS. 
February 17th, 1916.) 

1,347. '' Automatic telephone systems." AuTomaTIC TELEPHONE  MANUFAC- 
TURING Co. January 26th. S.A., February l4th, 1916.) 

1,355. '' Electrical batteries." W. A. Saxsy. January 26th. 2 

1,390. '' Terminal connections for’ accumulators or sccondafy batteries.” 

О. KENNINGTON. January 27th. 


January 36th. (Germany, 


PUBLISHED SPECIFICATIONS. 


| A915. 
17,919. Evscrric Heaters. С, R. Belling. December 9th. 


18,103. FiLAMEwT Winptnc Macuines. Westinghouse Metal Filameat Lamp 
Co. December 28th. (U.S.A., December 29th, 1914.) 


E 1916. \ 

The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 

70. E.ECTRIC CONTROLLER, PARTICULARLY FOR USE IN CONNECTION WITH ELEC- 
TRICALLY-PROPELL3D Vences. J. E. Hamilton, January 3rd, 1916,  [108,981.] 

135. Drivinc CLuTcHES FOR TH? MacNETOs oF Motor Cars. A. Sauret 
(firm of) January 5th, 1915. [100,005.] 

241. Power TRANSMISSION ON КАП, AND Roap TRAINS AND THE LIKB. J. С. 
P. Thomas & Thomas Transmission,‘ Ltd. January 6th, 1916. 1102,987.] 
(Cognate application, 1,229/16.) . 

334. ORDER TELEGRAPH AND LIGHT INSTRUMENTS. 
1916.  [102,993.] 

455. APPARATUS FOR THE EXTERNAL SHAPING OF CLAY IN THE MANUFACTURE 
OÈ TELEGRAPH INSULATORS AND THE LIKE. H. L. Doulton,& W. Podmor- 
January 11th, 1916. (102,994.) (Addition to 929,757/14.) 


L. Sehor. January 7th, 
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No. 2,047. 


CO-OPERATION IN EXPORT TRADE. 
In view of all that has appeared in our pages during 
the past few years regarding the need for co-opera- 
tive action on the part of British electrical and engi- 
neering firms desiring to secure export trade after 
the war, peculiar interest attaches to what is known 
as the Webb Bill that is shortly to come before the 
U.S. Senate. The purpose for which the Bill is 
designed is to authorise American exporters to 
co-operate in order to place themselves on an 
equality with foreign rivals. According to the 
American electrical Press, the Webb Bill has 
received the approval of organisations and indi- 
viduals representing all elements of manufacturing, 
merchandising, national production, transportztion, 
and finance in foreign trade. The National Foreign. 
Trade Council, in placing its views before a Senate 
Committee, has stated that even before the war 
doubt as to the application of the anti-trust laws 
compelled American exporters individually to cope 
with Government-encouraged combinations of 
foreign rivals united to resist American competi- 
tion, and often to sell to combinations of foreign 
buyers equipped to depress the prices of American 
The revelations and almost certain conse- 
quences of the war, however, have left no room 
for doubt in the mind of the National Council that 
co-operation in export selling, with every safeguard 
against illegal restraint of domestic trade, is im- 
perative to meet proposed post bellum co-operative 
buying, not only by groups of European industries, 
but even by Governments, with the object of con- 
trolling prices. It is considered that unless the 
Webb Bill is passed, and the legality of export co- 
operation established, many industries of moderate 
size will be unable to enter foreign trade because 
of prohibitive expense which oo-operative effort 
would reduce; also that ‘‘ greater stability of export 
business could be obtained through co-operation 
and a wider distribution obtained in the benefits of 
oversea sales as a balance wheel against recurring 
periods of domestic depression and unemploy- 
ment."* 

Whatever doubt there may be in the minds of 


" American traders concerning their right to co- 


operate, there need be none in the minds of British 
traders. These know only too well under what a 
serious handicap they have been placed im many 
British Colonial and foreign markets when their: 
divided forces have had to meet the consolidated 
Trust forces of Teutonic manufacturing and finance. 
They know what they ought to do, and they have the 
power to do it, American doubts in regard to the 
legal rights of co-operation are stated to have 
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amounted to prohibition, and the consequent indivi- 
dualistic weakness of small concerns is described as 
enabling foreign buyers to play off American pro- 
ducers one against another, and to buy American 
raw materials cheaper than American consumers can, 
and in the long run confer upon the foreigner ‘‘a 
practical subsidy against ourselves." . 

The Electrical World, in a recent article, states 
that the American General Electric and Westing- 
hcuse Companies would experience little, if any, 
inferiority, as compared with their foreign compe- 
titors, so far as industrial combinations affect their 
efficiency, but, the writer adds, apparently in refer- 
ence to the smaller manufacturer: '' Co-operation 
of American electrical manufacturers would permit 
the joint financing of many foreign enterprises in 
which such financing must be done to secure busi- 
ness. Moreover, it would permit the extension of 
credits, where necessary, to compete with the credits 
offered by foreign manufacturers." Further: ''In 
seeking the removal of restrictions or obstacles to 
freer trade in American goods, in propaganda 
favouring the adoption of American standards and 
designs by Governments and others, and in educa- 
tion abroad touching the merits of American elec- 
trical products, united action: would be invaluable.” 

Whether the Webb Bill will pass at the present 
stage or not may be uncertain in view of the other 
more immediately important matters which, due to 
the enemy's ruthlessness in submarine warfare, are 
now engrossing the attention of the whole Ameri- 
can people. And whether it passes now, or later, 
or not at all, really is a matter of domestic concern 
for the States alone, the present movement being 
intended to secure a revision of American anti-trust 
laws. But the moral of it all is unaffected by the 
issue. Our trans-Atlantic cousins have not had the 
same reasons as ourselves in the past for feeling 
the handicaps imposed in the world markets by the 
methods, measures, and strength of Teutonic 
organisation. We were awake to the circumstances 
of the situation, but did not in peace time see the 
necessity, or possess the right spirit, for adopting 
suitable counter-measures. War-time, which has 
altered the whole outlook in regard to world trade. 
should engender strong co-operative action on the 
part of British traders. 

The mere recital above of the appreciation that 
America is now expressing of the principle of co- 
operation should strengthen the hands of those who 
have already adopted that principle as a theory for 
future application, as well as of those who have 
definitely launched their schemes. 


\ 


AS we write, the whole of the 
nation is passing through another 
of those periods of heart-search- 
ing and self-examination of which 


National Service 
and War Loan. 


there have been many during the past two or 


three years. Men, munitions, and money have all 


been called for again and again, and the demands 
of the Allied cause have been successively’ met. 
To-day, the speeding-up policy is making its new 
demands, and these, likewise, will be met, we trust, 
in time to make Victory certain before the '' falling 
of the leaves." The call for fighting men does not 
need to be expressed in the same way as formerly, 
as the Military Service Acts embrace the required 
numbers of men of the right age and physical 
strength and endurance that the conditions of 
modern warfare demand. But those Acts can only 
produce them as they are drawn from the making of 
munitions and from establishments engaged in indus- 
try. Therefore, the National Service scheme of Mr. 
Neville Chamberlain is getting to work to find sub- 
stitutes for the fighting men who are still busy at 
the bench. At present, the call is for volunteers 
—every man between the years of 18 and 61 is 
appealed to—who are prepared to place themselves 
at the disposal of the State in her time of need. 
Everybody who has the interests of the Allied cause 
at heart will wish complete success to this immense 
test of the voluntary industrial principle. Mr. 
Chamberlain is a business man who, while knowing 
from the inner counsels of the Government what 
the exact needs of the situation are, also fully appre- 
ciates how sweeping are the demands that he has 
been called upon to make. Apparently it will be 
necessary for some industries to be pooled, and for 
others to remain in a state of suspense, but Mr. 
Chamberlain has shown quite plainly that he recog- 
nises how delicate an operation these measures 
entail, and he 15 fully alive to the danger and difh- 
culty of saying what are and what are not essential 
war-time industries. | Economic interests and the 
need for exercising care so that industries shall not 
be disorganised more than is imperatively neces- 
sary, as they must be ready for full-speed activity 
immediately after the war, are present to his mind 
as he issues his appeal for men for the war fac- 
tcries. But while due weight will be given to all 
such considerations, the situation demands Labour 
of many kinds, and that immediately. Here is one 
of the outstanding reasons for self-examination and 
heart-searching, and every reader must in justice 
to the Cause consider his ways. 
. Another call for introspection is made in connec- 
tion with the great War Loan, for which the lists 
close to-day. As Mr. Bonar Law has stated, ‘‘ It is 
vital that the War Loan should be a success; it will 
be taken as the standard of the staying power of our 
people." It is also most attractive as an in- 
vestment, to every class of the community, 
there still remain a. few hours. In this mat 
we can only secure the full measure of s 
cess if every man and woman recognises indh 
dual responsibility. Though the lists of what. 
is hoped, will be the last War Loan, are closing 
there will still remain ways in which industry ca. 
help. We would repeat our own appeal of severa 
months ago to heads of industries represemted by 
this journal to continue to push war-savings schemes 
among their employés as energetically and gener- 
ously as they possibly can. Representing as they 
do what are, perhaps, more than all others, essential 
war industries, they are giving profitable employ- 
ment to greatly increased numbers of workpeople, 
and from the earnings of these many more millions 
sterling should be forthcoming for War Loan pur- 
poses. Many electrical and engineering works are 
doing admirably with such schemes. It is not too 
late for others to follow suit. 
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THE INSPECTION OF MUNITIONS. 
“Some Ми METHODS, AND Some OLD Омез.” 
Br " COMMERCIAL." 


Юовлма the past two years the long-suffering British public 
has been subject, hmong other necessary evils, to a flood of 
advice, reproach, and argument, poured forth from the 
presses of every sort of paper in the country. So diffuse 
and all-embracing has this flood been, so diverse the topics, 
even when, as in some cases, coming from one pen, that the 
ordinary citizen may be pardoned for presuming that the 
flood had done its work. England is undoubtedly awake, 
and things are moving! Granted that we have gone far to 
abolish the old order of muddle and unpreparedness, we 
have good reason to believe that there still exist several 
hindrances to the business-like conduct of our present task. 
Just as the country has been plagued by the presence of 
the amateur lawyer touch in its great Departments of State, 
so it is to-day by the business amateurs in the new War 
Departmente. Of which more anon. The hide-bound, 
short-sighted policy of past years of which we have in the 
REVIEW complained again and again, stil thrives in 
business, in spite of all advice, reproach, or argument. 

The new war organisation has brought into being a 
number of new departments. There is a Director of this, 
that, and the other— Aircraft, Waterways, Ordnance, Navy 
Contracts, and so on, ad libitum. Each one is in the market 
for necessary materials, and each one has its own inspectors. 


The writer.happens to deal with electric: wires and cables, | 


and hopes to be believed when stating that most of the said 
inspectors did not, prior to the war, know a cable from a 
cow, Some are men enough to admit it; the others show 
it unconsciously. Travelling expenses in the shape of train 
fares or motor-car expense are incurred to bring such in- 
Spectors to contractors’ works, when often the job is so 
small as to be hardly worth while, and, in any case, the 
old Army or Navy inspectors could deal with the whole of 
such orders. One day recently two army officers came by 
car a 30-mile each way journey to inspect three coils of 7/22 
ordinary wire. Another gentleman made the same trip by 
train to see 200 ft. of motor-car ignition wire. Fancy 
ordering such material for the British War Department in 
200-ft. lote ! 

Numerous well-appointed London hotels are now in the 
hands of the Ministry of Munitions, and this is the sort of 
thing ‘for which they are used. After the three coils of 
7[22 before mentioned had been inspected, we received 
24 foolscap size printed sheets from the Statistical Depart- 
ment of the Ministry, and a request that we should make a 
weekly return, in triplicate, of the progress of this order. 


The only conclusion possible is that the particular star of , 


the Statistical Department had no idea of the nature or 


quantity of the material with which he was dealing, and: 


what use he could make of a weekly return can only be 
conjectured. Е 
Oertain other orders necessitated the use of large quanti- 
ties of raw material. This was obtained from three firms 
in weekly deliveries. The Ministry took this supply under 
their wing, and, week after week, a return was made of the 
quantities received. No interruption in the supply occurred, 
and no such weekly return was necessary. An ordinary 
business man would have asked us to report only when the 
supply failed, but they are not of this class at the London 
headquarters of the Ministry of Munitions. The whole 
thing is a waste of paper, stamps, and busy men's time. ` 
In the average factory in peace times the question of 
delivery is one which looms large in the troubles of the 
manufacturer. 'To-day the same problem is a hundred- 
fold more difficult, and quite as much so is it in a cable 
factory as іп any other controlled works. Materials like 
copper and steel (wire or tape) cannot be used for any save 
. Class A or B, and most others are not easy to obtain. 
Pressure of work compels the maker to quote long 
deliveries, and the quoted time is even then often 
insufficiently long. A motor-car firm is quoted five to six 
weeks for a quantity of ignition wire. The order comes 
along, and a request for part delivery at once follows in a 
few days. Again and again they ask for delivery, only to 


pe refused. A new powder factory is in building, and the 
engines, pumps, and fittings are ready. The necessary 
cable is ordered, and four days later they require it, as the 
engines are ready, &c. A shipbuilder orders cables, and 
in the same way asks for immediate delivery, as the ship is. 
urgently required and the job will be stopped. 

All these are actual cases of fact. The writer is not 
discussing the nature of the ground in the Balkans, or the . 
next move of the Huns. These cases are British procedure 
in business to-day. The Germans will never be gentlemeu, 
and the British will always be fools. It may be pointed 
out that, apart from all question of the negligence and 
incapacity of people who habitually muddle along in this 
manner, it is unfair to attempt to accede to their requests 
for quick delivery, because it necessitates delay with the 
orders of others, who have been good and reasonable 
enough to anticipate their requirements in a proper 
manner. A breakdown job is in quite another category, 
and will always command assistance ; but cases of the sort 
quoted are unreasonable and foolish, and the only cure lies 
in the hands of the people concerned. They may learn 
sense some day, but apparently the present upheaval has 
not taught them a great deal. A motor-car, an aeroplane, 
or a ship cannot be built in a day, even though we may be 
persuaded that they can. The exercise of a little intelli- 
gent foresight would obviate all such trouble, besides 
saving time and money spent on useless appeals for special 
treatment. Business people who lack that requisite are a 
nuisance in ordinary times. In the present instance all 
the goods concerned are, it should be remembered, for war 
purposes, and so the more need for everything to be done to 
avoid delay. Happily, the number of firms who are open 
to the charge thus made, is not apparently a large one, 
though they are not on that account any less conspicuous. 
As an alternative to the perusal by the Statistical Depart- 
ment of so many hundred silly forms per week, the writer 
suggests that they invite controlled firms to communicate 
when they are troubled by impossible demands from people 
who have not yet lost the habit of being “ too late." А 
little attention from headquarters would possibly affect the 
culprits more than mere paper entreaty, and would certainly 
help us on with the war better than a whole car-load of 
triplicate advices. 
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STEAM TURBINES FOR LAND PURPOSES. 
By Н. L. GUY, А.МІ.Месн.Е., Assoc.M.I.C.E. 


(Abstract of paper read before the MANCHESTER ASSOCIATION 
OF ENGINEERS.) 


(Concluded from page 141.) 


A 6,000-k w., 1,500-R.P.M. set, installed at the Port Dundas 
station of the Glasgow Corporation, illustrates the reliability 
of a modern steam turbine unit, and of the importance of 
coal consumption. The turbine is of the Rateau impulse 
type, designed for 190 1Ь./вд. in. g., and 166 deg. Е. supht., 
containing a velocity wheel, followed by 10 Rateau impulse 
stages, the maxiinum tip speed being 553 ft. per second. 

Between July 94th, 1914, and October 3let, 1915, this set 
generated 59,859,500 units, or 78.93 per cent. of the maximum 
possible full-load output. The set was started up in Febru- 


` агу, 1914, and had generated 100,000,000 units by August, 


1916, so that with a coal consumption of, say, 1.75 lb. per 
KW.-hour, the coal used by the set would equal 78,250 tens 
in two and a half years; or at the rate of 31,300 tons per 
annum, which represents a coal bill of £23,500 per annum, 
with coal at 15s. per ton, so that each 1 lb. improvement In 
steam consumption saves about £1,710 per annum in cost of 
fuel alone. | "Nut : 

In the example stated, if the saving in coal consumptioa 
alone is considered, and capitalised at the rate of 10 per cent., 
an increase in purchase price of £2,350 would be justified for 
each 1 per cent. improvement in steam consumption. . 

A set supplied to the London County Council, rotating at 
1,500 n.P.M., and rated at a normal load of 8.000 KW., and a 
maximum capacity of 10,000 Kw., of the British Westinghouse 
Rateau impulse type, was designed for a pressure of 180 
]b./sq. in. g., with steam at a total! temperature of 550 deg. F.; 
it contained a two-row velocity wheel, followed by 12 Rateau 
stages, the first Rateau blade height being 1 7/16 in., and 
the last 14 in., so that the ratio of the last blade height to 
the mean diameter is just over 1 to 5, and the maximum tip 
speed 565 ft. per second. The overall length of the set 
is 97 ft. 9 in., and the maximum width 12 ft. 7 in., so that 
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21.4 kw. capacity is provided per sq. ft. of floor space at . 


the maximum rating. 


A condenser, having 20,000 sq. ft. surface, maintains а. 


vacuum of 28} in. (30 in. bar.) at maximum load. 
The following official test consumptions were obtained, the 
figures being corrected to 180 lb./sq. in. g., 550 deg. F. 


Load. 15% 10% 15% 50 % 
Vac. inches (30-in. bar.) ... 281 284 28°82  28'95 
Adia. heat drop, B.TH.U.llb..., 335 385 396 40272 
Steam consump., lbjKw.-hr. 12208 12153 12'598 12809 


Generator efficiency ...... % 96 955 94°5 92°5 

Adia. turbine efficiency % 754 744 122 714 

One of the first sets of 15,000-kw. capacity, built by Messrs. 
J. Howden & Co., was installed in the Stuart Street power 
station of the Manchester Corporation. The turbine is of 
the Zoelly impulse type, containing 14 stages. 

The condensing poni was supplied by Messrs. Richard- 
sons, Westgarth. he surface condenser has a surface of 
24,000 sq. ft. The following are the guaranteed steam con- 
sumptions :—Steam conditions: 190 lb./sq. in. g., 530 deg. Е. 
total temp., 27.5 in. vac., adiabatic heat drop 357.4 B.TH.U./lb. 

Load. 1959, 4/4 8/4 12 1/4 
Steam eonsumption,lb.kw.-hr. 14°25 13°65 14112 14°92 16°95 
Combined genr. and turbine 
efficiency ... a 4. 667 695 672 636 560 

umed generator efficiency... 960 950 945 930 875 
Corresponding turbineefficiency 695 72:9 711 685 640 

For examples of high-pressure turbines of the largest size, 

we have to turn to the United States of America. The 
British market in the past has not demanded units of similar 
capacity, but when such sets are required British makers 
will be found able to cope with the demand in the fullest 
measure. 
. One of the most notable American large sets is that shipped 
in 1913, by Messrs. C. A. Parsons, for the Fisk Street station 
of the Commonwealth Edison Co. The plant is rated at 
25,000 кү. at .95 P.F., and runs at 750 n.P.M., the gene. 
rator being 25 cycles, 3-phase. The following consumptions 
were guaranteed :—Steam conditions: 200 lb./sq. in. g., 200 
d oo 29 in.. vac., adiabatic heat drop 418.5 

TH.U. 5 


Load. 25,000 ку. 20,000 xw. 10,000 xw. 
Steam consumption, lb.[kw.-hr. e. 1165 — 1125 12:5 
Combined turbine and genr. efficiency 69:8 423 650 | 
Assumed generator efficiency ... .. 960 950 92°0 
Corresponding turbine efficiency e 721 761 701 


. The high-pressure blading consists of 64 rows, arranged | 


in p expansions. The first blade is 22in., and the last 6j 
in. long. | 

.The bencut cylinder is built on the double-flow prin- 
ciple, each flow containing 24 rows of blades, arranged in 
mx expansions, the first blade height being 23 in., and the 
last 19 in., the ratio of the blade length to mean diameter is 
approximately 1 to 5.6, while the tip speed of the last row is 
410 ft. per second. The exhaust is 252 sq. ft. in area, which 
- at 25,000 Kw., corresponds to an exhaust velocity of 190 ft. 
per second. 

The condenser has a surface of 39,300 sq. ft. The set ie 
76 ft. 2 in. long, and 18 ft. at the widest point; the capacity 
per sq. ft. of floor space is therefore 18} Kw. at maximum. 

The General Electric Co. of America supplied for the North- 
west station of the Commonwealth Edison Co., of Chicago, 
a set rated at 30,000 kw. at 1,500 n.P.M., the alternator being 
of the 3-phase, 25-cycle type, generating at 2,000 volts. The 
turbine is designed for 230 1Ь./вд. in., 600 deg. F. total teni- 
perature, and 29 in. vacuum. 

The turbine consists of a high-pressure and low-pressure 
eylinder placed in tandem, the high-pressure cylinder con- 
fairing a two-row velocity wheel with an approximate mean 
diameter of 7 ft. 6 in., followed by nine single-row impulse 
wheels, which expand the steam down to 7 lb./sq. in. abso- 
lute, at which pressure it enters a two-stage double-flow low- 
‘pressure turbine, having wheels of an approximate mean 
diameter of 9 ft. 9 in. A rectangular exhaust area of 168 
sq. ft. connects the turbine to the condenser. The ratio of 
the length of the last blade to the mean diameter is approxi- 

“mately 1 to 7.8, and the tip speed 860 ft. per second. The 
‘surface condenser has 50,000 sq. ft. of cooling surface. 

This turbo-generator is 59 ft. 6 in. long by 18 ft. 4 in. wide, 
so that a capacity of 27.5 Kw. is provided per sq. ft. of 
floor space. 

A set of the same rating and speed by the same maker 
weighs 435 tons, or 32.5 lb. per xw. The consumption guar- 
antees of this set are as follows:—Steam conditions: 215 
Ib./sq. in. g., 200 deg. Е. superheat, 284 in. vac., adiabatic 
‘heat drop 403 s.TH.v./lb. | 

Load. 80,000 xw. 22,500xw. 15,000kw. 
Consumption, lb.|kw.-hour ... as 12745 11:9 12°75 
Combined turbine and genr. efficiency 67:8 71°0 662 
Assumed generator efficiency ee 960 95°0 93°0 
Corresponding turbine efficiency ... 70:6 74°8 714 


The American Westinghouse Co. supplied a 90.000-kw. set 
to the Interborough Rapid Transit Co., which was started up 
in December, 1914. In 1901 four 7,000-kw. Allis Chalmers 
reciprocating sets were installed, having a steam consump- 
tion of 17.3 lb./Kw.-hour. These engines have now been 
replaced by three turbines with a total capacity of 90,000 


KW., occupying the same floor space as the original engines. 
The purchase price of the turbine eets per kilowatt was only 
22.5 per cent. of that of the engine set, while the "n n 
coal cost alone on one set is estimated as being over £40,000 


‘per annum. Since the installation of the first set the average 


monthly coal consumption has been reduced from 2.5 ta 1.5 
lb. per Kw.-hour. | : / 

The steam end of the plant consists of а high-pressure and 
separate low-pressure turbine, each coupled to its own alter- 
nator, but permanently connected on the electrical side, the 
high-pressure turbine running at 1,500 в.р.м., and the low- 
pressure at 750 R.P.M. 7 | | 

Steam entering the high-pressure turbine at a pressure of 
900 lb./sq. in., with 190 deg. Е. superheat, is expanded in 
віх expansions to a ous of 14 lb./sq. in. absolute, when 
the most economical load. of 25,000 xw. is carried. The 
height of the first blade is 4 in., the last being 9 in. Cast 
steel is used for the high-pressure cylinder. _ 

Each side of the double-flow low-pressure cylinder contains 
20 rows of blades, arranged in six expansions, the first bein 
6 in. and the last 18 in. high, rotating with a mean aa ien 
speed of 400 ft. per second, so that the ratio of the length 
of the last blade to its mean diameter is 1 to 6.75. This low- 

ressure cylinder weighs 147 tons, while the weight of the 
ow-pressure rotor is 57 tons. The area of the exhaust 's 
190 sq. ft. In the rotors the stress in the drums and disks 
at full speed is less than 4.3 tons per sq. in., so that ordinary 
materials can be used in their construction. 

After passing through the low-pressure cylinder the steam 
passes into two surface condensers, each having 25,000 aq. ft. 
of surface, which maintain в vacuum of 29 in. when sup- 
plied with 37,500 gallons cooling water per minute. | 

Test results are shown below. Steam consumptions are 
corrected to 215 lb./sq. in. absolute, 190 deg. F., 29 in 
vacuum (30 in. bar.). corresponding to an adiabatic heat 
drop of 399.9 в.тн.о./1Ь. 


Load in kw. 32,348. 96,740. 326,506. 321,995. 16,843. 
Corrected consumption, 
lb.jkw.-hour ... ... 11332 11258 101274 11421 11770 


Assumed genr. efficiency 96'0 95:0 950 943 . 940 
Turbine efficiency relative ' 
to adiabatic expansion 7825 1796 19`5 790 ТТФ 


GEARED TURBINES. 


The geared turbine has now established a place for iteelf 
as an important prime mover for various land purposes, in 
all those cases where the most suitable speed of the driven 
machine is less than half the best speed of the turbine. One 
application is the use of gears for driving a direct-current 
generator. In such a case there are three alternatives deserv- 
ing consideration :— | | 

(a) The turbine may be direct coupled to a high-speed D.C. 

enerator, running at 8 8 of 2,500 to 8,000 R.P.m. The 

ifüculty with such a machine lies in the construction of a 
satisfactory commutator, and in spite of the fact that some 
ingenious devices have been developed to overcome these diffi- 
culties, such as the radial commutator, а 500-Kw. set in а 
single machine appears to be the limit for safe operation. 
For outputs below that stated, when the voltage is suitable, 
this type of plant is cheaper, as efficient, and occupies less 
space than either of the alternatives. 

(b) А turbo-alternator, running at 3,000 or 3,600 m.P.M., 
can be used in conjunction with a rotary converter, forming 
a combination which, in certain cases, has distinct advan- 
tages. This combination is particularly suitable when D.C. 


.' power must be supplied to several points some distance eri 
be kept 


when the transmission losses and cosí of pe an 
to а minimum by generating at a moderate or h voltage, 
and transforming down at the sub-station where the rotaries 
are installed. many instances direct current is essential 
for a part of the system only, while the remainder can be 
served more efficiently by an alternating’ supply, a case for 
which the rotary plant is peculiarly suitable. With such a 
mixed system of distribution the rotary has the further ad- 
vantage that it can be run inverted, taking direct current 
from sets with which it works in parallel, or from a battery, 
and supplying alternating current into the mains, thus help- 
ing out the А.С. sets in case of a breakdown. : 
further advantage will arise if the linking-up echemes 
now under consideration mature, because small D.C. stations 
will receive alternating current from the trunk mains and 
convert it into D.C. by means of an existing гому, thus hav- 
ing their main turbo-alternator sets as a stand-by, whereas 
ia the case of the direct-connected or of the geared D.C. gene- 
rator, it will be necessary to install rotaries. The turbo- 
alternator rotary plant does not suffer from the limitatiom im 
desirable size, which applies to the other two alternatives. 

(c) Double-helical turbine gearing can be employed te 
reduce the speed of the turbine to that most suitable for ав 
engine-type D.c. generator; the speed of the former is 
between 3,000 and 4,000 n.P.M. for units of moderate size. 

. The relative merits of the two latter alternatives are shewn 
ia figs. 4 and 5. The costs of the two types of plant are 
plotted in fig. 4, as ordinates, the output being abscisse. 

At 1,500 xw. the purchase price of the two tvpes is the 
same; fot larger outputs, the rotary scheme is the cheaper. 
. The steam consumptions for the two types have beem 
plotted in fig. 5, showing that the rotary plant has a coa- 
sumption at full load from 98.8 per cant. to 1.8 per cent. 
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bigher than the geared combination, a saving in favour of 
he geared scheme which, for rizes above 1,500 Kw., is more 
than balanced by the lower purchase price of the rotary set. 

One of the largest g 
Oleveland Electric Illuminating Co., Ohio, in 1912. The tur- 
bine, which is of the back-pressure type, exhausting at atmos- 

eric pressure, running at 1,800 в.р.м., is coupled to a 


760-xw. generator through a double-helical gear of the 

Melville-Macalpine type. The following particulars of these 
gears may be of in :— 

Maximum B.H.P.... i 3s ..Q4 5,500 

Speed pinion, R.P.M.  ... 1,800 

Speed wheel, R.P.M. $i 180 

Pinion pitch diameter ... 10:392 in. 

Wheel pitch diameter ... 103°43 in 

Number of teeth on pinion 26 

Circ. pitch teeth ... eae 1,255 

Length tooth face Е "- 40 in 

Vel. at pitch circle, ft.-sec. ... 81°61 

Lb. pressure per in., face width 92°68 

Number of pinion bearings is 3 

Angle of helix ... © . 30 deg. 


When alternators are required of moderate or small output 
far 96 cycles, the alternator can, with advantage, be driven 
by е geared turbine, because, with 1,500 n.P.M., the turbine 
speed which is the highest possible for direct-coupled sets, the 
plant becomes both expensive and inefficient, as is clearly 
shown in fig. 1. The bilities of this solution can be 
Aiusitreted by the following example :— 


| Dowes Line Half Lood |... 


I Line Ful! Load. | 


BLLLEFTLLLLILLLLILT] 
M 


Dolled ne 250 Vo//s. 


Full hne 500 Vo//s 


e 


№." 
ҸҸ 
or LLLLL PS ES) 
— tS 
[^Y 


Cos! per KW m erms a Cos/ per AW. al SOO KW 4 2504 


гооо |. 4500 
Normal Load in Kilowe//s. 


2000 1000 1800 2000 
Normal Load ia K/lowal/s. 


Pia.{4.—RELATIVE Costs OF Кто. 5.—RELATIVE STEAM 
GEARED AND ROTARY DIRECT- CONSUMPTIONS OF GEARED 
CURRENT SETS. AND ROTARY DIRECT-CURRENT 

SETs. 

A Manchester firm was faced with this difficulty in a 
recent extension to its Tone house. A set normally rated at 
1500 xw. was require to supply a three-phase, 440-volt, 25- 
€ycle system. These requirements could be met by either of 
the following alternatives:— ` 

Scheme А.-А 1,500-в.р.м. turbine, directly coupled to an 
alternator. 


Scheme B.—A 3,750-в.р.м. turbine geared to an alternator 
running at 750 R.P.M. 
еше C.—A 3,600-R.P.M. turbine geared to an alternator 
renning at 500 R.P.M. , 
eme D.—A 23,000-R.P.M. turbine directly coupled to a 
W-period alternator, and electrically coupled to a 50-period 
motor, driving a 25-period alternator. 
The relative steam consumptions and costs of these schemes 
are shown in the following table :— 


Scheme ... ses A B C D 
Steam consumption : 
Full Joad ... го 0°927 0:935 Го 
Half load ... го 0'922. 0°93 1`05 
Oot .... 1°0 1'005 Ill 1°38 


Scheme B was adopted, a turbine having one velocity stage 
wd seven Rateau stages being coupled to a Melville-Mac- 


‘pine floating f 1 - -peri 
demie g frame gear, driving a three-phase, 95-period 


driv 


purpose. E. jt А 
pump, Fanny fortunately, з high-speed low-lift centrifugal 

less efficient th 
gear can be оше дыш the 
pump, the air and extraction 
ар being directly coupled to the turbine. Such a set, - 
wat „to the Birmingham Corporation, and working in 
a ps with a 5,000-kw. set, is shown in fig. 6. The 
lu extraction pumps take 57 B.H.P., while the circulating 
the p гаши 188 в.н.р. to drive it. In this particular case 
пау тоел d cepa neni еве Меат than one 

, in whi circulating pum 
directly coupled to the turbine afd run at 9.500 R.P M. е 


D.C. sets was supplied to the- 


REDUCING TURBINES. 

In a large number of industrial concerns, such as textile 
and dyeing works, chemical works, sugar factories, paper 
mills, breweries, &c., в supply of heating-steam is necessary 
for sundry hesüng, boiling, and ing processes, and at the 
same time the plant requires a considerable amount of power. 
By generating the heating-steam at 150 to 250 lb. per sq. in., 
and passing it through a park presure or reducing turbine 
before it is exhausted to the heating main, a considerable 
amount of electrical power can be generate for a small addi- 
tional expenditure of coal, usually than half a pound per 
kilowatt-hour. 

The steam required for heating large buildings may be 
utilised to generate electrical power, and if central heating 
stations are ever introduced into this country on a large 
scale, the electrical energy which can be generated will repre- 
sent a valuable by-product. : 

With the back-pressure turbine the amount of steam re- 
quired for heating purposes, and the work which can be done 
by the turbine, are directly connected. In many installations 
the amount of electrical power required and the demand for. 
heating-steam bear no direct relation to one another, so that 
a machine is desirable which will give either heating steam or 
electrical power independently, as the demand for either 
varies. To meet these requirements the reducing turbine was 
introduced, consisting of a back-pressure turbine, followed by 
a low-pressure turbine on the same shaft, and in the same 
canna, Steam from the Doy ressure main, at some pressure 
usually between 150 and lb. per sq. in. g., with a super- 
heat from zero to deg. F., passes through the stop valve 
and high-pressure governor valve into a steam belt, feeding 
the nozzles of the first stage. It then passes through a 
velocity wheel and a Rateau stage before being exhausted at 
some pressure between 60 lb. per sq. in. g. and atmospheric, 
ш the heating main vid a роп-гебигп valve and a stop 
valve. 

If the work done in the high-pressure stages is less than 
the load on the generator, a certain amount of steam is by- 
passed by an automatic valve through the Rateau stages in 
the low-pressure end, and expanded down to the vacuum in 
the condenser. A variation of 5 per cent. in steam pressure 
up or down is a reasonable range within which the auto- 
matic by-pass valve should maintain the heating-steam pres- 
sure. 

If at any time the amount of heating-steam required ex- 
ceeds that corresponding to the load on the generator, the 
deficit ia supplied by a reducing valve. The non-return valve 
їз provided to prevent steam from the reducing valve, or 
from another set, passing through the heating main into the 
low-pressure end of the turbine, when it would not be under 
the control of the governor, and might cause the machine to 
run away. An atmospheric relief valve is inserted between 
the non-return valve and the heater connection on the tur- 
bine to prevent an unduly high preesure being produced in 
the high-pressure end of the turbine casing in the event of 
the by-pass valve sticking when the stop valve is closed, 
When no heating-steam is required the whole of the steam 
entering the machine passes through all the stages into the 
exhaust, and under these conditions the turbine operates as 


a straight high-pressure set. 


The economies which can be realised by the use of a reduc- 
ing turbine depend in a large measure on the steam condi- 
tions with which it is to operate. In general it is safe to 
say that the initial pressure should be as high as commercial 
considerations will allow, and that 150 deg. to 200 deg. F. of 
superheat is desirable. Every endeavour should be made to 
keep the pressure at the heating-steam outlet on the turbine 
as little as possible above that required at the heating plant, 
for which reason all the valves in the heating system—of 
which there are usually & large number—should be of high- 
class design, suitable for high temperatures and able to pass 
the full steam quantity with as small a drop in pressure as 
is practicable. This drop in pressure should be guaranteed by 
the valve maker—a practice which, if followed in ordering 
valves for all purposes, would have considerable effect in 
improving their deeign. In many cases manufacturers are 
asked to supply sets designed for heating-steam pressures of 
from 40 to 60 lb. per sq. in. in cases where 10 lb. per sq. in., ` 
or even lower pressures, would be quite suitable. The higher 
pressure is often given because steam has always been sup- 
plied at that pressure, and any change is opposed from a 
fear that heating will not be so efficient, and may even be 
impossible if the pressure is lowered. 

In the vast majority of cases the heating-steam can be 
supplied at, or a little over, atmospheric pressure, and under 
this head fall nearly all those cases in which steam is re- 
quired to heat or boil liquids in open vats or maintain tem- 
peratures below 220 deg. F. | 

The enormous increase in the work capacity of heating- 
steam which accompanies a decrease in back pressure is 
shown ‘graphically in fig./7. 

It will be seen that with steam at an initial pressure of 
180 lb. per sq. in. and a superheat of 150 deg. F., the work 
which can be obtained is doubled by reducing the heating- 


. steam pressure from 60 Ib./sq. in. g. to 10 lb./aq. in. g., 


so that if 20.000 lb. of heating-steam is required for 3,000 
hours annum, an additional 654,000 Kw.-hours can be 
obtained with the reduction in heating steam pressure stated, 
representing an annual saving of over £1,850 if electricity 


ia valued at #4. per unit. | 
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One of the great advantages of a reducing turbine, as com- 
pared with a reducing engine, arises from the fact that the 
mechanical losses are only from 1 to 2 per cent. of the out- 
put, and that the radiation losses are usually only about 0.5 
per cent. of the heat supplied to it, so that all the losses 
except 1.5 to 2.5 per cent. appear as useful heat in the heater 


Both the fuse base and holder are substantial pieces of 
china; the contacts, sockets, &c., аге of heavy copper and 
bras; the live base terminals are sunk, and safe from acci- 
dental contact, while the bridge has a wide flange which 
effectually shields the fuse terminals. | 

Both base and bridge are designed so that there ја no 


270 direct line metal to metal, thus making 3t 
чини TTT tT сав for an arc "d form. The ш 
eso| М. vocate copper fuse wire, an 
МАЕ ie attachod to the bridge e by 
250 milled clamping nuts, and bent so as 
oN NCEE lie in а central asbestoelined channel; 
eo NWN ALT a special feature is the short fuse length 
soo -ANN —only 2 in. in the 60-ampere mze— 
њо т\ш which leads to a marked reduction ір 


energy loss on full load and substantial 
monetary savings. The bridge handle is 


i i { 
Exstrechon Ar Атр Turbine . 
Pum, 


| Circulahng 
A «L500 RPM. LSO0ORPN. Pump. о 
£500 P. Pt SES RRM. 


Fic. 6.—DIMENSIONS OF PUMPING SET. 


mains. The mechanical losses of back-preseure engines can 
be anything greater than 6 per cent., particularly if the 
back-pressure 1s substantially greater than atmospheric, when 
the dimensions become very large relatively to the capacity 
of the set. The increased heat radiated from the engine 
cylinders can be appreciated from the fact that, while in a 
reducing turbine the heating-steam orms the whole of its 
work in less than 1/600 of a second, it would remain in an 
engine cylinder for about three-quarters of a second. 

There are many processes requiring heating-steam, in 
which the steam is passed directly into the liquid to be 
heated; in such cases it is im 1 
contain no trace of oil.. Ав the steam from the reducing 
turbine is entirely free from oil, it is in many cases the only 
type of prime mover which can be employed. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


[ Readers. are invited to submit particulars of new or improved 
devices and apparatus, which will be published if considered of 
sufficient interest to our readers.—ED8. ELEC. RRV.] 


Cantie Patent Fuse Gear.. 


WE have received from the Cante Swrrog Oo., Lr., of 67, 
Mount Street, Nottingham, & specimen of their new patent 
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Meabng Steam Pressure lbs/a¢. 


Fic. 7.—POWER OBTAINED FROM 
HEATING-STEAM. 


rative that the steam shall ' 


wi) i ^ well] ventilated and cool in use. 
$ 7^ ове bases are carried on bars in a sab- 
20 stantial iron distribution box, and any 
base can removed singly in two 
. minutes, or all- the bases with the 
bus-bars behind can be taken ош 
together. | 
No fillets are required in the box. 
owing to the substantial china walle of 
the bases. Тһе са! Је sockets fit in spht 
hol tightened by a screw from the 
ront. | 
The boards are supplied in 1 to 12 
ways, for double and triple-pole circuits 
of 10 to 50 amps. per way: the design is 
a pleasing one, and, we should judge, is sound both mechani- 
caly and electrically. 3 
. We understand that very satisfactory tests in practical use 
have been carried out with considerable currents, the fue 
clearing itself without damage to contacts or china. 


eo 70 


New Electric Steel Furnace. 


A NEW type of electric steel furnace, known as the Greaves- 
Etchells furnace, is being built by Messrs. T. H. WATSON 
AND Co., of Sheffield. It is suitable for making all grades of 
alloy steels and high-speed tool steels in small ingots. The 
furnace is a three- furnace in which two of the carbons 
are introduced at the top, and the whole of the hearth is 
connected to the third phase, acting as the third electrode. 
With a small furnace designed to melt 6 cwt. in three hours, 
it has been found possible to obtain five heats of 18 per cent. 
high-speed steel in 10 hours. The аа time occupied from 
charging to finished ingots was 1 hr. 40 min., and the shortest 
time 1 hr. 15 min. This small furnace has already made over 
560 consecutive heats of high-speed steel, and the lining has 
once been renewed. The standard size .in which this type 
of furnace is being built is for a capacity of 10 to 123 cwi., 
but some furnaces are also being built for larger sizes, ap te 
six tons.—Metallurgical and Chemical Engineering. 


Chemically Pure Battery Plates. 


A TYPE of plate known as the '' chemically pure" which has 
recently been placed on the market by the Gould Storage 
Battery Co., New York City, has been designed with a view $e 
greatly increasing the life of the poeitive plate and making it 
more nearly approximate that of the negative 
plate. The process of formation of the plate 
ів entirely different from the electrochemical 
processes hitherto employed in the manufac- 
ture of Gould Planté plates e пешү 
pure асйуе material of the new plate, wi 
а higher capacity per sq. in. surface than the 
old plate, now makes it possible to obtem 
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Fria, 1—CANTIE PATENT FUSE: VIEWS SHOWING TOP OF BASE, UNDERSIDE AND 


TOP OF BRIDGE, UNDERSIDE OF BASE, AND ELEVATIONS OF BRIDGE AND BASE. 


fuses, the constructional features. of which ere shown in 
fig. 1, while a complete fuse board with the cover removed 
is shown in fig. 9. 


Еа. 2.—CANTIE DISTRIBUTION Box. 


normal battery capacity with a smaller plate.surfsce thas 
formerly. This permite the use of heavier ribs and wider 
acid space between the ribs. There is a somewhat heavier 
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section of reserve lead in the ribs of the plate for future con- 
version into peroxide, and the active material being formed in 
a thin but very dense skin over the surface of the ribs, the 
grooves between the ribs are left open clear to the bottom, 
permitting free circulation of electrolyte. The battery gives 
a somewhat higher voltage on discharge, and reaches a full 
state of charge at a slightly lower voltage than 1s experienced 
with the older type of plate. —Electrieal World. 


LEGAL. 


MEIBOWSKY INSULATING TUBES. 


A PROBLEM of the English manufacture of insulating tubes occupied 
the Patents Court on Wednesday, when Mr. H. Clarke. of Messrs. H. 
Clarke & Co.. the Atlas Works, Hullard Street. Old Trafford, Man- 
chester, applied for a licence to use Patent No. 26.941. of 1906, 
covering an improved method and apparatus for forming insula- 
ting tubes. The Controller, Mr. Temple Franks, and Sir Cornelius 
Dalton heard the application. 

The patent i8 in the name of Max Meirowsky, and claims a method 
of forming insulating tubes by means of a mandrel, around which 
the material to be wound is passed perpendicularly to the axis of 
the mandrel, as distinguished from sfirally. The fibrous material. 
which may be wound tovether with insulating material, and is of 
breadth equal to the length of the tube to be formed, is powerfully 
stretched before being wound on the mandrel, so that the fibrous 
material, during the winding operation itself, forms the outer 
pressure mould, or former, and the materials are wound with 
perfectly uniform tightness, while dispensing with a stationary 
pressure support or roller. 

In another claim the stretched fibrous material. before being 
wound. is led between two heated rollers. and the freely movable 
independent mandrel is, during the winding operation, pressed 
uniformly against the surface of the hot rollers, so that the layers 
of material to be wound are, before being joined to those already 
wound, and the latter are, before receiving new layers of material, 
strongly heated from the exterior. | 

Mr. Worsnup, Manchester, appeared for the applicant, and Mr. 
Rudolf Moritz was counsel on behalf of respondents. 

MR. WonRsNUP stated that the applicant was originally in the 
employ of Meirowsky & Co., the patentees. who had branch works 
in Manchester. At the outbreak of the war they were represented 
here by à Mr. Schultz. Mr. Clarke, in October, 1915, commenced 
business on his own account. and, later, Mr. Schultz visited him, at 
his invitation, to look at a machine which he had built, and 
threatened proceedings for infringement. When asked what was 
their authority, Mr. Schultz's firm replied that they had control of 
the patent by permission of the Public Trustee. The applicant 
inquired whether this was so. and was told by the Public Trustee 
that he had given no authority whatever. Mr. Clarke was advised 
by his patent agent that he was not infringing. He. however, 
thought it was the proper course to come to the Court and ask 
for a licence. 

Mr. H. CLARKE, answering the Controller, said it was possible 
to make tubes of this character without using any specific machine. 
They were being made on several machines at the present moment. 

Мк. MoRITZ, intervening, observed that the patent now being 
applied for was both a process and an apparatus patent. There 
was a particular method of winding in relation to the mandrel— 
perpendicularly to the axis, as distinguished from spirally. 

Mr. CLARKE added that he had been deterred from developing 

his connection to some exent by this threat of infringement. 
` Mr. Moritz explained that Mr. Geo. Schultz had changed his 
name to Scott, and was now Captain Scott, of His Majesty's Forces. 
Captain Scott had conducted the English business of Meirowsky. 
and with the outbreak of the war the English liability of carrying 
on fell on Captain Scott. It was a partnership between Captain 
Scott and Meirowsky. When Captain Scott joined the Forces, he 
invited Messrs. Schultz & Co. the well-known electrical 
engineers, whose managing director was his father. to go to Man- 
chester, take up the English business of Meirowsky & Co., and 
manufacture. Captain Scott was an English-born son of Mr. 
Schultz, who himself was born in the free city of Hamburg as it 
then was, and naturalised in this country in the early sixties. 

Cross-examined by Mr. MoRITZ. MR. CLARKE said the experience 
he gained in his employment guided him in building a machine, 
and it wound perpendicularly upon the mandrel. and employed 
heavy pressure and hot rollers. He should say that in broad prin- 
ciples the machines were not the same. He did not wind the tubes 
under heat and " great pressure ` : there was a Certain amount of 


pressure but not pressure caused by stretching the fibrous material. ` 


His machine had not a brake, like the patented machine, and it 
contained a roller for winding crafts paper. In all the time that 
he was with Meirowsky & Co. he did not know that theirs was a 
patented machine. There was no mark upon it. It was by pure 
inadvertence that when he began he placed on his note heading 
“late G. Schultz & Co.. Ltd." lt should have been “late of,” and 
when his attention was called to the mistake (which, he admitted, 
was careless) he at once remedied it. He recalled no statement by 
young Mr. Scott. when that firm was building a larger machine. to 
the effect that the machine was patented. Meirowsky & Co.'s 
works were now closed. 

Мв. Moritz contended that Messrs. Schultz & Co. under the new 
Arrangement could supply all public requirements, and having regard 
to all the circumstances, this was not a case where the Court should 


, wind up Meirowsky © Co. 


interfere. and so encourage an English employé of a German firm 
to start independently and build a plant, and then come to the 
Court for a licence. 

The CONTROLLER : Supposing the German business had been 
closed at the outbreak of war. We have had many cases in which 
a manager has come at once for a licence to manufacture. Mr. 
Clarke may be in a not entirely dissimilar poaition. 

Мк. Morivz: At the time of the war Capt. Scott was an 
English subject, and has always been one. He called on his 
father. managing director of Schultz & Co., to go to Manchester 
and seize the business and carry on. There was a power of 
attorney. Messrs, Schultz proposed to shift the necessary plant 
to their London works, where they would carry on, and then, 
he supposed, the Board of Trade would wind np the business 
of Meirowsky & Co. If they did, Messrs. Schultz & Co. would 
apply for the patent, and acquire it. They had done trade 
with the Admiralty of £3,000 or £4,000 a year in these tubes. 
Capt. Scott was the person entitled to manufacture in thia country 
under his ayrreement, and the arrangement could be called either an 
exclusive licence or a partnership. It dated from September. 1912. 
and was to terminate in December, 1917. (Mr. Moritz then pro- 
duced the agreement. in German.) The patentees, he said. gave the 
agency for carrying on the manufacture in England. There was а 
clause to the effect that if Capt. Scott's father died. or left his 
business, the son was to be relieved of his partnership, in order to 
go and take up Schultz & Co. "The business transactions were to be 
carried out in the name of Meirowsky & Co.. and Capt. Scott was to 
have the full use of the English patents.--an exclusive licence. Of 
course. as to whether Capt. Scott's power of authority to his father 
to take the business at once was a strictly legal transaction, counsel 
did not know. 

The CONTROLLER : It is quite conceivable that that agreement 
Was suspended by the war. The Courts have held that an agree- 
ment of that kind was put an end to. Captain Scott/a agreement 
was with a purely German firm. People left in that position with 
an agreement have come here to ask for a licence, and have produced 
their agreement, and said, " We want to carry on; " and we have 
given them a licence in dozens of cases. We have said. "We 
cannot give you an exclusive licence, but if you are fulfilling the 
needs of the country, you have a right to come here and say so." It 
would have been very much better if Captain Scott had come here 
for & licence in the first instance, because the whole affair. as it 
seems to me, is a hopeless one at the present time. 

MR. Moritz: They have laid it before the Board of Trade. and 
the Board of Trade have said, '' Go on." 

The CONTROLLER : The Board of Trade should not have done so. 
We shall have to consider this case. 

Mr. Moritz: In the meantime, the Board of Trade intend to 
Messrs. Schultz, intending to manufac- 
ture in London, have sold коте of the machines. 

The CONTROLLER observed that he would look into the terms of 
the agreement. The Court would no doubt have given Captain 
Scott a licence if he had applied, though an exclusive licence was a 
different question. The applicant's method might be called sharp 
practice, but it was constantly done; he might have felt that the 
company which had employed him was destined to be wound up. 

MR. GEO. SCHULTZ said he was managing director of Schultz 
and Co., whose subscribed capital was all Enylish. Both his sons 
had assumed the name of Scott. When he himself went to Man- 
chester and took charge of this business. he informed the Board of 
Trade, and they approved. He had that day received a notice 
that the Board of Trade were going to look into the affairs of 
Meirowsky & Co. It was in the autumn of last year that he found 
the Manchester works very inconvenient. They then had ample 
stocks in hand for meeting all demands, and were bringing a 
machine to London for the purpose of carrying out Government 
work. They had calls from the Admiralty. and had recently 
brought to the notice of the Admiralty a speciality m connection 
with mica tubes, which overcame one of the difficulties іп connec- 
tion with micanite tubes. It had been arranged that the one firm 
should manufacture for the other, and they were in a position to 
meet all possible demands. Meirowsky & Co. at one time ran five 
machines, 

MR. ARTHUR WM. Scott, son of the last witness and brother of 
Captain Scott, said the firm of Meirowsky & Co. had a contract 
with the Admiralty to supply them with so many tubes for three 
years. When the Admiralty wanted tubes of 18 in. diameter inside 
and 20in. outside he proceeded to devise a special machine. for 
which Geo. Schultz & Co. now held the patent. Arrangements had 
been made for meeting all the orders entrusted to them upon 
the patented machine. 

The CONTROLLER : It seems to me that if you have been carryiny 
on the business of Meirowsky & Co. you ought to have been paying 
over your profits to the Public Trustee as custodiun. 

MR. Moritz: The business has been carried on at а loss since 
the outbreak of the war. 

SIR CORNELIUS DALTON : How would you be injured if a licence 
were granted to Mr. Clarke ? 

Mr. Scott: He is our competitor in the Manchester district, 


' where we are established. We аге also expecting an infringement in 


another quarter. 

Replying to the CONTROLLER, MR. Moritz said these tubes were 
largely used for wireless apparatus. He suggested that if the 
Board granted a licence to the applicant in the present case. they 
would have gone further than they had ever gone before. Having 
built a machine, he came and asked the Court to protect him 
against the consequences. 

The CONTROLLER : You may call it sharp practice, but vou have 
to remember what the company was. Meirowaky & “Co. was an 
alien enemy business, and the question is whether we should over 
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look such sharp practice for the purpose of facilitating the trade of 
the country. 

Mr. Moritz: When Capt. Scott comes back’ he will legiti- 
mately expect to have anything that is going in the way of 
Meirowsky s business. 

The CONTROLLER : It may appear that Capt. Scott is the agent of 
Meirowsky. .. | 

Мн. CLARKE offered 5 per cent. royalty on the selling price. апа 
Mr. Moritz announced that the opponents would apply for a 
licence and offer the same percenta;e. 

The CoNTROLLER: We shall have to consider the case of 
Meirowsky. and look into the details. The licence of Meirowsky 
does not'convey an interest in the patent. I will report to the 
Board of Trade, in due course, on the evidence presented at the 
hearing of this application. 


VAUGHAN & Co. r. GOLDER'S GREEN AMUSEMENT AND 
DEVELOPMENT Co. 


AFTER a long interval of adjournment, occasioned partly by the 
illness of a witness and partly by the necessity to make way for 
other cases, the action being heard by Mr. Pollock, one of the High 
Court Official Referees, again stood adjourned indefinitely on 
February 8th, owing to other actions being interposed. 

W. Vaughan & Co.. Ltd. electrical engineers, of Cross Street, 
Islington. sought to recover from the Golders Green Amusement 
and Development Co.. Ltd.. of Duke Street, St. James’, the balance 
of charges for fitting up electrical installations at the defendants’ 
new theatre of varieties at Golders Green. Damaves were also 
claimed for breach of contract both by plaintiffs and defendants. 
The case involved two novel questions of law, one being as to 
whether, notice of the assignment of the debt not having been 
served upon the defendants, the plaintiffs were entitled to sue, and 
the other whether damages could be claimed against the plaintiffs. 
they not being the contractors who had carried out the work. but a 


company to whom the business of the contracting firm had passed. ' 


Mr. Copping, holding a brief for Mr. C. A. Bennett, appeared for 
the plaintiff. and Mr. Ernest Pollock. K.C., for the defendants. 

According to MR. CoPPING's opening for’ the plaintiffs, the 
contract was to put in the electric installation for £1.700. the work 
to be completed to the satisfaction of the consulting engineer, Mr. 
A. E. Mitchell, and paymenta were to be made upon the certificate 
of the architect, Mr. B. Crewe, at the rate of 75 per cent. of the 
value of the work executed; half the balance was to be paid on 
completion, and the remainder in six months after the date of the 
consulting engineer's certificate of completion. The plaintiffs duly 
erected and equipped the installation in accordance with the con- 
tract. in addition to which they executed certain extra work. for 
which they claimed £500 odd. The whole of the work was com- 
pleted in March, 1914. Since completion of the work, the company 
which carried it out had been reconstructed. and the present 
plaintiffs were the assignees of its assets and its debts. A great 
deal of difficulty had arisen from the supply pressure provided 
by the Hendon Electric Supply Co. being 3,000 instead of 200 
volts, which necessitated a large portion of the plant being 
scrapped. According to the contract the work was to be completed 
by March, 1914, but it was, in fact. sufficiently completed to allow 
the theatre to be opened on Boxing Day, 1913. The defendants 
admitted the contract, but did not admit that T. W. Vaughan and 
Co., Ltd., did the work, and they said that the work was incomplete 
and defective and not in accordance with the contract, and 
they denied liability to pay for any extra work beyond that provided 
for by the contract. It was provided in the specification that all 
main and sub-circuit cables, leads, &c., should be designed to have a 
current density not exceeding 750 amperes per sq. in., for which 
purpose the incandescent lamps were to be taken at certain 
amperages mentioned. This provision, they said, had been dis- 
regarded throughout, and cables and leads of smaller sizes than 
those provided for had been substituted. Moreover, the conduits 
throughout were too small, and could not carry cables and leads 
of the size specified. By reason of this, it was alleged, it would 
be necessary to re-wire throughout. The specification  pro- 
vided that the bases of all boards should be of polished 
slate or marble of, in the large sizes, at least 14$ in. in 
thickness, but the large boards ог · bases were not of that 
thickness. There were a number of other details which were 
said not to be in accordance with the contract. The defendants 
did not admit that the payments they had made had been on account 
of the claim of £1,700, the contract price, and the clause of £559 
for extras, but said that they had been made on the architect's 
certificates for work done. and they counterclaimed £1,000 for 
breach of contract. The plaintiffs denied the defendants’ 
allegations. | 

Mr. ERNEST POLLOCK, К.С.. said it would have to be proved 
that there was an assignment of the debts from the one company 
to the other. No notice of the assignment had been served upon 
the defendants, and the plaintiffs had no right to ste. 


MR. COPPING said that the correspondence would afford ample 


evidence that the defendants had notice. 

The OFFICIAL REFEREE thought that the point as to whether 
the plaintiffs were entitled to sue should be dealt with firat. Unless 
that point were established, the plaintiffs would have no саве. and it 
would be waste of time to go into the other matters until plaintiffs’ 
position had been established. 

MR. CoPPING argued that it would be convenient to have the 
amounts settled before the point of law was decided, ав, in the 
event of a decision being given in his favour by another Court, the 
whole thing would have to be gone over de noro. 

· COUNSEL for the defendants raised the point that the plaintiffs, 
u 


not being the parties with whom the contract was made, were not 
in a position to claim against them for breach of contract. 

MR. COPPING said that in that case the plaintiffs would put 
themselves in exactly the same position as if they were the contract- ` 
ing company, taking all the liabilities as well as the assets. He 
offered to put them in the same position as that in which they 
would have stood had they been actually parties to the contract. 

Mr. ERNEST POLLOCK, K.C.. said that he must decline to accept 
the offer. 

The case was adjourned. and, upon the hearing being resumed 
after an interval of three weeks, MR. CoPPING said that 
before proceeding with the evidence he desired to apply to join the 
old company as plaintiffs, as he had got from Mr. Justice Astbury,. 
who was the Companies Judge for the current term. an extending" 
order for the winding-up of the old company until August next. 

MR. POLLOCK, on behalf of the defendants, resisted the applica- 
tion, pointing out that after correspondence between the parties 
on the subject, the writ was issued by J. W. Vaughan & Co. (1914), 
Ltd. He cited authorities. upon which he contended that the 
notice of assignment was bad as not being in accordance with the 
Judicature Act. He said that in the middle of the case. after the 
adjournment and after they had all come to fight on the basis of 
the point raised in the pleadings, and after the delivery of the 
defence, it was now concluded that the old company could be 
joined. "That, he said, was not right. 

The REFEREE: Supposing they paid the whole of the coste up 
to the present time ? 

Mk. POLLOCK: Yes: if We are put in a position to enforce our 


© full counterclaim. If they paid the whole of the costs up to date, 


the whole company might be joined. In any case. it would be a 
misfortune if they were not to go through with the case on the 
question of figures. 

MR. CoPPING said that he had already offered to place the new 
company upon the same footing as the old, and accept all liabilities 
as well as assets. 

The REFEREE said that there had been no equitable ааз типтеп 
because no notice had been viven of those to whom the debt had 
been assigned, and the plaintitfs had all along assumed that they 
were entitled to sue in their own right as if they were the 
contractors. 

Mr. СОРР1К С said that it was only a question of notice, and they 
had a perfectly good assignment both in law and in equity. 

The REFEREE said that the amendment could be made at any 
time, and the only question was upon what terms. 

Mn. POLLOCK said it appeared there was a confession on the part 
of the plaintiffs that if the case went on as at present stated they, 
would fail. and therefore they were desirous of fighting the claim 
on some other ground. x 

The REFEREE said it was a singular position of things. There 
was a company which had entered into a contract to do certain 
work, which, the defendants said, had not been done properly. 
The company which did the work went into liquidation, and 
started again as J. W. Vaughan & Co., Ltd. (1914), and they dealt with 
the matter throughout as if they were in precisely the same position 
after the assignment as the original company. They never gave 
any notice or intimation before the action that they were the 
persons who were entitled to recover in respect of the debta of 
Vaughan & Co., and they showed distinctly that they were claiming 
as if they were the original contractors. Having brought their 
action, a defence was set up, and they were asked to state when the 
assignment took place. That was the position of things when the 
case came to trial. There had been no equitable assignment, 
because it was never intimated to the defendants that the debt had 
been assigned. On the contrary, the plaintiffs had allowed the 
defendants to believe that they were suing as the original con- 
tractors. It was quite clear also that there was nó legal assign- 
ment. If an amendment of the pleadings was now to be made, it 
resolved itself into a question of terms. It seemed to him that 
the order for amendment ought to be made on the terms that the 
plaintiffs paid the costs up to the present time. 

. Mr. CoPPING asked that the order should be made in a form 
which would enable him to appeal. 

The REFEREE: I decline to allow the amendment unless the 
plaintiffs pay the costs up to the present time. 

After some discussion, it was decided to go оп with the hearing, 
and witnesses were called in support of the plaintiffs’ case, 

MR. EDWARD MITCHELL, consulting engineer, of 110, Cannon 
Street, E.C., giving evidence upon the details of the specifications 
under which the work was carried out. 

The hearing was adjourned. + 


TELEPHONES AND WAR SURCHARGES. 


THK Postmaster-General sued Messrs. Harry South & Lambe, 
trading as the StAnneries Metal Works, 48-50, Waterloo Street. for 
£3, in the City of London Court. on February &th. before Sir John 
Paget, Bart., K.C., Deputy Judge, for the balance of telephone 
charges. $ 

Mr. WARD, defendants' solicitor. said he had raised a counter- 
claim for loss suffered by the defendants through having the 
telephone cut off. but objection had been raised by the Postmaster- 
General, who said no one had any right to claim damages against 
the Crown, except through the old form of a petition of right. 
Seeing that the telephone service was a commercial business, the 
British public ought to be able to deal with it as if it were an 
ordinary trading community. It was very unfair that a claim for 
damages could not be raised against the Postmaster-General. 

MR. ALsOP, solicitor for the Postmaster-General. said, as regarded 
the telephone service being a commercial undertaking. it was an 
undertaking for the benefit of the State and all the inhabitants. 
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The DEPUTY JUDGE said he could not entertain the counter- 
claim. 

MR. ALsoP explained that the defendants entered into an agree- 
ment for a year with the usual annual subscription of £5 and £1 108, 
for minimum messaye fees. The £3 los. had been paid, and £3 
was now due. : At the top of the contract it said " War Surcharge, 
£4.” Defendants paid the <4 when they sent the application form. 
The extru £4 had to be charged by the Postmaster-General because 
he was unable to get any money from the Treasury with which to 

construct new telephone lines. : 

Mr. HALL, in the contract office of the telephone service, proved 
making the agreement with the defendants, and said he explained 
the war surcharge at the time. The £4 was added in September, 
1915. | | | Е 

Опе of the defendants, MR. SouTH, declared that he was not told 
anything about having to pay an additional £4 when he entered 
into the contract. He was quite sure nothing was said about it, 
and if he had known that the Postmaster-General wanted £11 10s. 
for a year's telephone service, he would have done without it. The 
Postmaster had cut off the telephone after a very short time, 
and what it amounted to was that the Postmaster-General had got 
the money and the goods. | | 

^A Mr. ALSOP added that the £4 was only charged when the sub- 
scriber needed the telephone put on in a hurry. 

Mr. WARD, defendants’ solicitor, suggested that his clients had 
been hardly treated by the Post Office. 

The DEPUTY JUDGE said that was so, unless they had been pretty 
obstinate. He could not ;hoid that the Postmaster-General's staff 
had said nothing to the defendants about the £4 surcharge. A 
Government department did not do that sort of thing. Judgment 
for the plaintiffs, with costs. 


ELECTRICALLY-WELDED FLEXIBLE TUBING. 


Mr. TEMPLE FRANKS and Sir Cornelius Dalton, in the Patents 
Court, heard an application by the United Flexible Metallic Tubing 
Co., Ltd., of 112, Queen Victoria Street, E.C., for a licence to use 
the German patent No. 3,822, of 1909, for a form of metal tubing 
which can be used for covering electric cables, the characteristic 
of which is that a metal band is wound in the form of a screw- 
thread, and has its edges welded, the joints being welded together 
by autogenous or electric welding. For the production of tubes of 
this kind. the specification states, electric resistance welding, as 
well as autogenous welding (acetylene welding), may be employed. 
In that case, the welding of the joints of the tube could be done 
through the winding of the tube on the ordinary tube-winding 
machine, in which case the winding spindle would form one elec- 
trode and one of the winding rollers of the winding head the other 
electrode. The longitudinal section of the wall of the tube, when 
constructed, has the configuration of a waved line, and the tube 
readily bends by reason of the corrugation. 

Мв. WM. BERRYMAN, applicants works manayer, said the appli- 
cant firm already made a flexible tube which was used for cables, 
of an entirely different construction. That was in the form of 
rings or, in section, interlocking strips, cach coiled upon itself, and 
go permitting play backwardsand forwards. Where there was much 
vibration, there was a disadvantage in continuous sliding of these 
parts and the wear and tear involved. This was avoided in the 
patent tube, which, however, was less flexible than their own. For 
particular uses, the corrugation took different designs in section. 
The system of jointing was peculiar. The form of tubing covered 
by the German patent was not being manufactured in this country 
at the present moment. The applicant firm was entirely British, 
with no alien enemy shareholders, and employed about 300 hands. 
They made four million feet of tubing last year, or 760 miles, in 
sizes ranging from + in. diameter to 15 in. The patented tubing was 
suitable for. heating and cooling, and avoided the disadvantage more 
of the applicants’ asbestos packing, where there was wet steam or 
vibration. The flexibility of the tube was obtained from the spring 
of the metal. The applicants offered a royalty of 5 per cent. on 
the selling price of the tubing. and the Controller announced that 

. he would advise the Board of Trade to issue the licence. 


ACTIONS AGAINST CARLISLE ELECTRIC TRAMWAYS Co. 


AT Carlisle County Court, on 6th inst. before Judge Taylor, 
J. Cassidy, cattle dealer, sued the above company for damages for 
injuries caused to a number of cattle. 

For the plaintiff,it was explained that on September 22nd, when 
it was very dark, a number of cattle belonging to the plaintiff were 
being driven along Port Road, when a tramcar approached, and, 
despite the shouting of the drover, ran into the cattle, dama;ring 
Several. It was contended that the car was driven at an 
unreasonable speed by a boy, and was inadequately lighted. — 

Damage was admitted. but on behalf of the defendants, it was 
Submitted there was no proof of negligence, and it was contended 
that to drive cattle through dark. streets under present conditions 
amounted to contributory negligence. It was stated that the car 
driver was 17 years of ae, and it was admitted that he had hada 
week's training. ' 

His Honour, in giving judgment for the plaintiff for £23, the 
sum claimed, said it seemed remarkable to him that in а city the 
size of Carlisle it should be possible to run tramcars up to a speed 
of 12 miles an hour, in charge of young men of 16 or 17 years of 
age, with the streets in their present condition. The authorities 
should see that this condition of things did not exist any, longer 


A second case was down for hearing. in which T. Clarke, farmer, 
sought to recover £95 for damave to cattle, but. in view of the 
previous decision, judginent was entered for the plaintiff by consent 
for £70, and costs. - 


-—— ———— -- — — -—— — 


ALPERTON RUBBER Co. r. MANNING AND OTHERS. 

IN this action. which was brought to restrain a disclosure and use 
of the plaintiff company’s secret formula’ for the manufacture of 
hard rubber for insulating processes and the like, Mr. Justice 
Peterson, іп the Chancery Division, delivered his reserved judyinent 
on Tuesday, February 13th. ^ >> AN 

The plaintiffa alleged that Manning. on leaving their employ, 
took with him a book containing certain formule. He had -since 
entered the employ of the second defendants, the Belsium Tire Co., 
Ltd., апа disclosed the formule to them. and the company had 
used such formule in executing orders for their customers. 


Manning claimed the right to use the formule as part of his busi- 


ness experience and equipment, and the defendant company denied 
that any orders executed by them were executed in accordance 
with any formula obtained from the plaintiffs. | 

His LORDSHIP held that for Manning to disclose secret formule 
obtained by him while in the plaintiffs employ was a breach of 
contract either express or implied. He found as a fact. that certain 
formulv had been disclosed and used by the Belgian company, but 
others had not. He accordingly directed that the book which was 
in Court should be delivered up to the plaintiffs, and granted an 


- injunction; with costs, except во far as they had been increased by 


the issues өп which the plaintiffs had failed. 


i 5 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we pave the writer's name and address in our possession, 


British v. German Manufactures. 


I esteem it a-compliment that you should have found the 
e and inclination to comment upon my letter of the 22nd 
ultimo. . ‹ 

It is a little unfortunate that vou should have been some- 
what vague in the application of the motto which you ‚во 
kindly present to me, for the subsequent context leaves one 
a little in doubt whether it is the gentle Hun or myself. that 
vou are pleased to designate as the '' Devil” when you cou- 
strue it by such a '' homely expression," but which I shou'd 
prefer to call a loose expression, for I am suré that if in our 
college days either of us had so construed it we should have 
incurred the righteous indignation of our respective tutors. 

have to compliment you on the manner in which you 
have skated over what one may call your fauz pas in not 
having taken the precaution to be sure of your facta before 
giving publicity to an alleged breakdown to the Nowport 
plant. In fact, & perusal of your reply leaves the impression 
that you dealt vit. my letter somewhat hurriedly. Anyone 
reading my communication with ordinary intelligent careful- 
ness could be under no misapprehension as to my view of 
what should be the future poucy of this country towards 
German manufactures after the war. There are numerous 
occasions in the course of my communication where this is 
made quite evident, but to none of which you refer. Inci- 
dentally, there is a printer's error which, unfortunately, 
rather destroys the sense of the tenth paragraph in my letter. 
The sentence, ''Certainly, I could not imagine any giving 
the Germany market an opportunity to tender," should 
obviously have read, ''Certainly, I could not imagine any 
municipal authority, &c." ‘The omitted words appeared in 
my original. | 
"As a matter of fact, I was almost afraid that my views on 
this point would be regarded as rather Utopian, and there- 
fore when, in my concluding paragraph, I referred to the 
necessity for a ‘‘broad-minded industrial international policy, 
I hoped that the preceding substance of my communication 
would have left no possibility of a misunderstanding in regard 
to the use of that expression, since the total exclusion of the 
Austro-German market was evidently regarded by me as an 
essential basis upon which to build such policy, and that 
obviously by their total exclusion in such matters they would 
ipso jure be placed outside the scope of any such arrange- 
ment. Therefore, it could not have been in my mind to 
have included them in any such foreshadowed, policy. Tt ia 
some little satisfaction to me to have read during the week- 
end the views of others all tending in the same direction, 
perhaps most forcibly expressed in the Observer.. > 

I must further congratulate you on so carefully omitting all 
reference to what I take the liberty to consider the most import- 
ant paragraph in my communication, if any part whatever could 
be so dignificd, namely, my reference to үш own admission 
as to what was the one great danger to be guarded against. 
It is only natural, I suppose, that you should have omitted 
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16, as no keen debater or critic will go out of his way to 
draw attention to an evident weakness in his own case. 
Generally speaking, I submit it was perfectly clear that I 
was not attacking your leader from any desire to defend, 
even in what you do me the honour to admit was a judicial 
and impartial manner, the position of German manufactures, 
but solely because I cónsidered it was your evident intention 
to make the whole question a “stalking horse ” for the tfur- 
theranee of a certain political propaganda. 

Regarding my alleged detachment from mundane affairs, 
what precise connection there is between detachment from 
mundane affairs and the holding of a judicial and im- 
partial opinion on the relative merits of British and Ger- 
inan manufactures I am at a little loss to understand. Here, 
again, I am afraid your phraseology is a little unhappy. Any- 
one who knows me, or has had the opportunity of personal 
contact with ine during the past two years, will know how 
utterly unjustified such an allegation is, and I ain afraid that 
in attempting in a veiled manner to cast some suspicion upon 
my patriotism by an argumentum ad populum you have not 
done yourself justice. It has been my good fortune to have 
had considerable opportunities of assisting’ in the great cause 
quite outside the heavy work of my department. 

In conclusion, my sole object in writing, and I think I 
have made 1t abundantly clear, was to controvert what I 
considered to be arguments extremely illogical, and without 
due regard to the status quo ante bellum. J am afraid there 
із а great deal yet to be done in the way of removing some 
of our unfortunate insular prejudices, and, perhaps, too 
exalted opinion of our national superiority. It is, I submit, 
an undentable fact that many of the disappointments and 
disillusions of the past two years have found their genesis 
in these characteristics, and since you appear to have an in- 
clination for presenting motioes to the undeserving, I sug- 
gest there is one which we all might with advantage adopt, 
namely, ‘‘ Fas est et ab hoste doceri." 

Whilst am aware that I have perhaps occupied already 
too much of your valuable space, I will thank you to do me 
the favour of püblishing this reply. 

A. Nichols Moore, Borough Electrical Engineer. 

Newport, Mon., February 5th, 1917. 


[We regret the unfortunate printer's error, due to a line 
of type being misplaced.—Eps. Юс. REv.] | 


It is indeed refreshing in these momentous times to read 
such & letter as has emanated from Mr. A. Nichols Moore, 
borough electrical engineer of Newport, and which appeared 
in your језиве of February 2nd. Here 15 no weak-kneed free 
trader renouncing his principles because of the war, no poli- 
tician trimming his sails to catch the popular breeze. No, 
we have here а gentleinan in an important and responsible 
position, а borough electrical engineer, monarch of all he sur- 
veys (except his comnuttee, perhaps), before whoin the un- 
fortunate British manufacturer cringes and treinbles, who, 
when he has not been busy buying German machinery, has 
evidently been pondering on the, incapacity of the home 
manufacturers. - 

With his remarks on the actual virtues of the British and 
German machinery we are not concerned; in fact we are 
willing to assume that the latter is the better, but let us go 
deeper than Mr. Nichols Moore has groped. How did the 
Germans get their experience? Did the German municipali- 
ties or supply companies put up their own manufacturers 
(favoured as they were by a considerable tariff) against foreign 
anakers? We trow not. No, the German manufacturer ob- 
tained his experience because lie was given his opportunity, 
end was helped by his Government to make a profit to pay 
for his experience. This borough electrical engineer (we must 
be thankful that there are many exceptions) grudges the 
British inanufacturer any profit, makes him pay higher wages, 
and, would you believe it, actually takes his money (1.е., hie 
contributions for electrical energy, rates, etc.) to pay his Ger- 
man competitor. 

This is an example of the beautiful principles of Free 
Trade; are we to return to that glorious state after the war, 
and are our inen fighting and dying in thousands for this? 
Well, it is better to realise what we have in our midet than 
io imagine we have learned anything since August 4th, 1914. 
And the same authority cries, " Who in the early summer of 
1914 would have questioned the propriety of giving the German 
market an opportunity to tender?" Ave, who indeed? We 
are now told to manufacture all we can, to grow all we can, 
and because, forsooth, this authority foresaw nothing he 
thinks no one else did. For sheer self-delusion and conceit 
the Free Trader is only excelled by the Hun. He advocates 
higher technical education, but no amount of education can 
overcome unfair competition, and it is evidently our lack of 
real education that permits uz, alone of all the world, to 
tolerate the promulgation of such fallacies, That education is 
not the true cause is proved by the progress of the chemical 
industry alone during the present period of protection. 

We are astonished, Mr. Editor, that Mr. Nichols Moore 
should attack your political tendencies, and lest he should 
think that we are disappointed ienderers, we may вау that 
although we have had many years' experience of unscrupulous 
German competition, aided by &milar buyers, we are not 
makers of heavy electrical. machinery. 

Electrical Manufacturer. | 


City and Guilds Examinations. 


_ In the fourth paragraph of his letter in your issue of 2nd 
Instant, " No Energy” suggests that the average teacher of 
electrical-installation work would be unuble to express an 
opinion as to whether the subject was grossly neglected or not. 
We must decline to believe this, and prefer to give the average 
teacher credit for understanding the scope of his subject and 
the way it should be treated. 

lhe average teacher presumably consults the official eylla- 
bus, and various requirements in the way of apparatus and 
material for dealing with the subject both in the workshop aud 
at his lectures, ши automatically suggest themselves to him. 

What we should like to hear about are:—(u) cases where 
the teacher's efforts are utterly cramped for workshop facili- 
ues, and (or) for supplies of apparatus, &c.; and (0) cases 
where the story is quite the reverse. 

We think we know enough about the general situation to 
foretell that the (a) cases would form an overwhelming 
majority. | 

The pen name adopted by your correspondent seems to indi- 
eate that he is not a progressive. As there is nothing in his 
letter that would offend the most backward head or principal 
Who made a practice of ignoring the subject, he might have 
revealed his identity. Failing that, his remarks lack weight, 
and we think we may ignore his numbered items, most of 
which are more or less beside our point. 

The trend of " No Energy s" letter is to the effect that the 
classes аге О.К. but lack support. Our argument is that the 
poor support is due to gross neglect of the class equipment 
and facilities; and we think no broad-minded, independent, 
aud progressive person could fail to arrive at the saine con- 
clusion. "e 

Though we are not teachers ‚о? electrical-installation work, 
we are in touch with many who are. . 

A. P. Lundberg & Sons. 

London, N., February 12th, 1917. 


Fuse Failures. 


The electrical trade, who have not previously seen the in- 
teresting series of photographs exhibited in your last issue, 
will certainly feel indebted to Mr. S. W. Baynes for allowing 
them to be published. ‘lhe design of fuses, their possibilities, 
their limitations, under ever varying experimental test, and in 
practice upon a thousand ditferent circuits, is itself the study 
of a lifetime, and in fact has been the daily work of compara- 
tively few. І am sure Mr. Baynes will accept from one part 
of them a few remarks in support of a desire for caution, and 
at the same time a few friendiy criticisms. 

Mr. Baynes suggests “ that cartridge fuses should be so de 
signed that it is 1nipossible to short-circuit them with ordinary 
fuse wire." "This suggestion, offered obviously in all sincerity, 
15 the one proposition that has ever been in the forefront with 
every "cartridge-fuse designer” upon both continente. If 
Mr. Baynes then proceeded to offer to the industry a fool- 
proof " cartridge fuse," which he had designed, which would 
answer to his own description, then it would indeed be a wel- 
come invention, and add additional lustre to his reputation. 
Unfortunately, however, neither Mr. Baynes nor anybody else 
has yet done so, 60 it next remains to deal with the facts as 
they arise. Mr. Baynes then proceeds to describe a cartridge 
fuse which he uses in his '' sealed " fuse boxes of ће '' Zed "' 
type, and which, unless the impression were corrected, might 
lead the uninitiated to infer are not open to the eame objec- 
tion. This class of fuse, however, is unfortunately very easily 
tampered with, and owing to the short length of `‘ air break "' 
under such conditions, is probably the most dangerous of its 
class in this respect. Upon one occasion, and not many miles 
from the St. Pancras electric works, a eerious fire occurred in 
consequence, and I still possess a part of what was left of 
the fuse box, and a cork surrounded with twisted fuse wire 
used as a temporary substitute for the Жей” type fuse, and 
the unwitting cause of the disaster. In Northern America, 
where similar style porcelain fuses are sometimes used, 


I have seen hundreds of specimens that have been 
tampered with. They figure on the walls. of . the. 
fire offices, and of nearly every central-station mains 


department, and are held up to the public as a warning. 
lam, of course, not directing this criticisin at the " Zed ”' 
fuse itself, ae a fuse cartridge. For the comparatively small 
currents for which it has so far been designed, it is excellent, 
and so long as Mr. Baynes has a reliable staff, and keeps the 
unbroken seals upon his fuee boxes, it will behave as well as 
any other good design of cartridge fuse, but directly it is 
bevond his limited control, it must continue to fail under 
“abus.” Obviously, occasions will arise when, for some rea- 
son or another, the ‘‘spare cartridge ” is not available, and a 
temporary expedient is necessary; the ''best'' cartridge fuse 
under euch circumstances.is one designed so that there are 
“ample clearances,” and fixing connections sufficient, reason- 
ablv to ensure continuity of supply until the temporary ex- 
pedient has been replaced. 

It was perhaps about 14 or 15 years ago that I brought back 
from Berlin the “Zed” fuse, which I first introduced to Mr. 
Bavnes at St. Pancras for his patent “ emergency " fuse box, 
and my company have been interested in the supply of the 
cartridges ever since that date. I am naturally gratified, and 
perhaps a little flattered, in spite of its unwelcome German 
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origin, that the '" Zed” cartridge fuse has fulfilled its allotted 
task so well. At the same time, and for the same reason, I 
shall be admitted free from personal bias, when I desire to 
pay tribute to a British inventor, Mr. W. M. Mordey, the 
originator of the sand-packed cartridge fuse in universal use 
throughout Great Britain, standardised by the British Ad- 
miralty, and standardised throughout the great North Ameri- 
cun continent. | l 

Cartridge fuses embodying the original characteristics of this 
invention, and carrying various improvements, will not only 
үг all the functions of the German invention, but can 

: guaranteed to deal, in silence and safety, with capacities 
and voltages double and treble, and double again, the size of 
the maximum Teutonic design yet made. Moreover, they 
always possess the insuperable advantage that in case of dire 
emergency (e.g., the absence or breakdown of the spare), that 
they offer a better temporary expedient. Several years ago I 
was invited by the Neweastle Electric Supply Co. to make up 
soe heavy fuses, larger than any previously contemplated. 
These were designed upon the lines of Mr. Mordey’s original 
invention, and with certain Improvements, the results were 
truly extraordinary, and the results *‘ beautiful to witness." 
Many circuit breakers were subjected to the same tests, but 
all failed but one, and in the case of “the one," the results 
were somewhat disastrous. I cannot do better, perhaps, than 
submit berewith a copy of an unsolicited letter, hitherto- un- 
published in the Press, which was sent to me, giving the result 
of these trials. : 


(Copy.) 
Messrs. Berry, Skinner & Co., 
78, Upper Thames Street, E.C. 

Dear Sirs,—I have pleasure in giving vou the following account of the test 
of the large cartridge fuses you supplied to the Newcastle Electricity Supply 
Co The test was carried out at our Pandon Dene sub-station, the 600-volt 
traction battery being used for the purpose. 

The fuses were placed straight across the battery without line resistance, 
other than the connecting leads, which were of 0.5 sq. in. section approx.; 
and about 6 ft. of bare copper conductor of smaller section as a safety 
device. When the circuit was closed, the testing engineer and all present 
were greatly surprised at the action of the fuse, which blew without any 
external sign, except a slight hiss. 

I witnessed two tests on your fuses with the same result, and a third test 
ол a well-known make of circuit breaker, with magnetic blow-out. The latter 
had a far more disturbing effect on the battery connections, and did not break 
the circuits as rapidly as your fuses. 

When И was observed that vour fuse was designed to carry 2,000 amps. 
continuously the result. was quite wonderful. It. was, in fact, the only device 
tested which could have been satisfactorily erected. on a switchboard. All the 


other apparatus tested arced, and unless specially placed would have been 
dangerous. 


The batterv used for the purpose of the test was (he largest in the country, 
and in consequence the test was very much more severe than if the fuses had 
been shorted across the terminals of a traction. generator. | have only once 
previously seen а similar test, on а smaller. battery, and in that case the 
ordinary forms of circuit-breaker failed conspicuously, due to the contacts 
welding together, 

In my experience, it is much more difficult to break an are with а 600-volt 
continuous current than with the same power at a higher voltage. 

You are at liberty to make use of this letter should you wish it.—Yours 
faithfully, C. Carew GIBSON. 

The vast possibilities of the powder-filled cartridge fuse will 
be interesting reading for many of your readers. It 1s gratify- 
ing to know that we need not go to Germany to find the in- 
ventor of the best type of cartridge fuse, and still more 
reassuring to realise that the National Board of Underwriters 
of the United States of America have stdndardised on the 
invention of a British-born subject. v 

In conclusion, I desire gratefully to acknowledge tbe privi- 
lege Mr. Baynes gave me several years ago, actually to witness 
a ceries of tests upon ''rewireable"" fuses, and in particular 
for testing one of my company’s standard “Masta” fuse-switch 
boxes, under identical conditions. The size selected by me 

Ld 4 , 
for the purpose exceeded by 50 per cent. the largest “Zed " 
type fuse made. The results. needlees to say, were that tho 
cireuit was interrupted practically noiselessly, and without 
arcing, and the cartridge when sawn im half afterwards by 
Mr. Baynes's assistant, Mr. Walters, was, with the exception 
of the melted fuse wire, quite intact. Needless to say, Mr. 
Bavnes, with characteristic promptitude, at once gave permis- 
sion for such apparatus to be used upon the St. Pancras sup- 
ply, a graceful concession. having regard to the fact that the 
requisite provision for such apparatus had been overlooked, 
when the local rules and regulations were re-printed. 


Herbert H. Berry. 
London, E.C., February 12th, 1917. 


The Kilowatt Publishing Co., Ltd. 


In amplification of the note published in your issue of 
January 12th, announcing the voluntary liquidation of the 
Kilowatt Publishing Co., [td., I shall be glad if you will allow 
ше to add that the decision of the directors to cease publish- 
ing '' Electrical Engineering ” at the end of last year was 
arrived at in consequence of the depletion of the staff, and 
that all creditore of the company have been paid in full. 

Although other duties have prevented my taking any active 
part in the publication of ‘ Electrical Engineering ’ or the 
affairs of the Kilowatt Publishing Co. for some considerable 
tune, my name has been so intimately connected with '' Elec- 
trial Engineering '" during the ten yeare of its publication 
that I should like the above facts to be made known to your 
readers, to avoid any wrong interpretation being placed upon 
the note which you published. 


F. Charles Raphael, Lt. R.E. (T.). 
London, S.W., February 9th, 1917. 


WAR ITEMS. 


The Siemens Shares.—The Public Trustee is inviting 
tenders, which have to be delivered by April 9nd, for the 
whole or part of 119,000 shares of £5 each, fully paid, in 
Siemens Bros. & Co., Ltd. The issued capital ів 190,000 
skares of £5 each, fully paid. Particulars appear in our 
advertisement pages to-day. 

Report on Trade After the War.—Lord Balfour of Bur- 
leigh's Committee, set up by the late Government to advise 
as to the best method of carrving out the resolutions of the 
Economic Conference of the Allies at Paris and of promoting 
British and Tinperial trade after the war, has completed its 
report, Which has been sent to the Prime Minister. The 
report is unanimous, and the recommendations are said to be 
very wide-reaching.—Morning Post. 

The Times on Wednesday also stated that the report was 
unanimous, and that it would be found to '' recommend the 
adoption of Imperial preference as the foundation on which 
should be reared our world economic policy of the future.” 
The Committee includes inen of every school of political and 
econoinic thought. 

Leaving Certificate.—An electrical switchgear fitter, em- 
ployed by a Rochdale controlled firm, applied to the Rochdale 
Munitions Tribunal for a leaving certificate, on health 
grounds. He produced two doctors’ certificates, and his 
Trade Union secretary said the man’s breakdown was que to 
the “unhealthy state of the works." The firm wrote that 
their works were as healthy as any in the district. The certi- 
ficate was granted. 

To be Wound Up.—The Board of Trade has ordered the 
following companies to be wound up under the Trading with 
the Enemy Amendment Act :— | 

Brimsdown Lamp Works, Ltd., Kingsway House, Kings- 
way, W.C.. manufacturers and dealers in electric lamps and 
fixtures. Controller: H. J. Morland, 3, Frederick's Place, 
Old Jewry, London. E.C. 

Coal Distillation Co., Middlesbrough. manufacturers of coke 
ovens and by-product plant. Controller: G. B. Nancarrow, 
Roval Exchange, Middlesbrough. 


Exemption Applications. —When an appeal was made to 
the Middlesbrough Tribunal for the exemption of the elec- 
trician at the Opera House. the Military Representative 
remarked that the difficultv of finding a substitute was that 
the business was not regardel as of national importance. He 
was given until Mav 1st. ‚ 

At Southport, Mr. A. S. Black, the borough electrical 
engineer, applied for the exemption of four men, who had 
been debadged. He said the Minister of Munitions said they 
could not be called up until substitutes had been found. and 
he had written for the latter. The Tribunal refused the 
appeal, bnt the men are not to be called up before substitutes 
are found. : 

Mr. Barr. the Swansea borough electrical engineer, has 
been requested to apply for the exemption of the switch- 
board attendant. The engineer stated that he had lost 
two of his men, one of whom had joined the Army, and 
the other, refusing to do so, left and cot a similar appoint- 
ment in an electrical works on the East Coast, where he 
obtained exemption from military service. What he (Mr. 
Barr) complained of was that his men were refused exemp- 
tion at Swansea, but went elsewhere and got it. The works 
could only be carried on with great difficulty if the present 
attendant was called up. 

At Northampton Tribunal, Dr. Rambaut. the medical 
superintendent of St. Andrew’s Hospital for Mental Diseases, 
Northampton, appealed for the exemption of H. Hentage, 
aged 94. electrician at the branch hospital at Llanfairfechan. 
Dr. Rambaut said Heritage was quite а genius. He was res- 
ponsible for the whole of the electric installation and machi- 
гегу at Llanfairfechan. His duties included the workina of 
the turbines when the water coming down from the hilla 
wis used. He was a Class A man, but the difficulty of 
obtaining labour was so great that 1t was practically impos- 
«ble to find a substitute. The Tribunal gave exemption to 
March 31st. with leave to appeal again, but urged Dr. Ram- 
baut to make endeavours in the meantime to obtain a substi- 

te. 

a the West Riding Appeals Tribunal, at Dewshury, last 
week. the case of an electrical engineer and draughtsman, 
aged 24, who was given conditional exemption some little 
time aco. was heard. 


On that, occasion it transpired that 
he had come from a goad position in Spain to do national 
work in England, but considered he could be vastly more 
useful in such work than in the Army. The Military Repre- 
sentative now wanted the case to be reviewed. The young 
man, it was stated, had said on the first hearing that he had 
a fixed engagement with the Yorkshire Electric Power Co., 
and he (the Military Representative) challenged that state- 
ment at the time, and he now had a letter from the manager 
oí the company stating that the position was only a tem- 
porary one. The appellant. in anawer to a question, said he 
adhered to his statement that he had a fixed position. He 
denied that he had heen offered a fixed position with another 
firm and had refused it, but said he had been offered a better 
paid job, but his emnlovers refused a leaving certificate. Ray- 
ing he was in a certified occupation. In answer to the Chair- 
шап, the appellant said that when he went to the Yorkshire 
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Electric Power Co., he was told he would be on trial for 
& month, and was then to sign an agreement, and he would 
be subject to an advance in six months. He held that that 
was as fixed as any position could be. The Chairman said 
the view of the Tribunal was that if a man was employed in 
a certified occupation with a firm which was not Govern- 
ment controlled, he could leave at any time. The appellant: 
Do I understand that if the Yorkshire Electric Power Co. 
is not a controlled firm I can leave and take up this other 
job? The Chairman: Of course, we cannot advise you. The 
appellant said he had sacriticed a lot ‘of money to come to 
England, and if he got the new job at better pay than he 
was now earning he would still he £3 a week worse off than 
he was in Spain. In answer to the suggestion of the Military 
Representative that the appellant had refused an offer by 
the Yorkshire Electric Power Co. of a fixed job, the latter 
said the offer was for him to sign a three years’ agreement 
at his present salary, and he refused. The Chairman said 
that was quite another story, and he was entitled to refuse, 
and if the firm were not controlled the appellant could go 
to another engaged in work of national importance. The 
Tribunal decided to confirm its previous decision, and the 
conditional exemption was granted. ' 

Before the Chertsey Rural Tribunal, the Military Repre- 

sentative asked for the withdrawal of a certificate of exemp- 
tion held by Mr. G. W. R. Howard (87), of Pyrford, inspect- 
ing engineer to the Tudor Accumulator Co. Mr. Нотага; it 
was stated, was responsible for the proper maintenance, 
under contract, of the company's storage batteries at mili- 
tary camps, forts, and hospitals, and in railway and munition 
works throughout the South of England. The Tribunal 
respited the appeal for inquiries. 
An East Grinstead (Sussex) firm, appealing for their elec- 
trician, aged 38, stated that the пап visited a large number 
of honses to keep the engines going for electric light, pump- 
ing, &e. He went round to run the engines, and had re- 
lieved about 20 men. Three months were altowed, with no 
new appeal without leave. 

An appeal was made at Hereford by Mr. W. H. Preece (35), 
an electrician at the municipal electric light works. Exemp- 
tion was refused, but appellant is not to be called up until 
an efficient substitute has been fonnd. 

At Clacton-on-Sea, Mr. H. W. Everitt. electrical engineer, 
appealed for further exemption for R. Cook (25), for whoin 
he could not find a substitute. The man had the care and 
lubrication of two gas engines and а Diesel engine, and 
assisted with the electricity plant. The Tribunal granted six 
weeks’ temporary exemption to find a substitute. | 

Before the Redruth Tribunal, Mr. L. A. Hards, manager 
for the Cornwall Electric Power Co., appealed for exemption 
for eight men, and stated that their pre-war staff of 220 was 
reduced to 160. Three of the men were refused exemption, 
two were conditionally exempted, two were given six months 
each, and the other until August 1st. 

At the Sunderland Military Tribunal, the Military Repre- 
sentative applied for the review of conditional exemption 
certificates granted to two electricians in the emplov of the 
Corporation. Mr. Blackman, borough electrica] engineer, 
said that if the staff of the generating department was fur- 
ther weakened there might be the possibility that, through 
the temporary failure of the supply of current, thousands of 
inen engaged on work of supreme national importance might 
be unable to continue their tasks. The Tribunal withdrew 
the certificate of the vounger man, who had been passed for 
general service, and confirmed the exemption in the other 
case. | 
‘Grays Tribunal has granted’ temporary exemption until 
April 30th to Mr. C. Gooden, engineer at the U.D.C. elec- 
tricity works. 

At Winchester, before the Hants Appeal Court, the Mili- 
tary Representative appealed against conditional exemption 
allowed locally to an assistant meter tester. aged 25, and 
passed for general service, engaged at the Winchester Cor- 
poration electricity works. The Military Representative 
argued that the man was not necessary for the generation of 
electricity, and that meter testing did not come within the 
category of a certified occupation. As Chairman of the Elec- 
tricity Committee, the Mayor said the question was not 
whether the undertaking would suffer, but whether the public 
would suffer. The service was a public one, and since the war 
the Committee had. induced 18 of the men to join up. Two 
men now did the work of four. and two girls had been 
instructed in‘ the technical work for 12 months, but without 
sucecss. The vonditional exemption was withdrawn, and a 
fim] two months substituted. 

At Watford. on January 31st. Mr. A. W. Barham, electrical 
engineer to the U.D.C.. appealed for two employés who had 
heen debadged. L. Cook (96). coal trimmer, passed for active 
service, апі H. Tomkins (30), engaged in the same work. 
and who is now in hospital. Mr. Barham said that he could 
not get other men. The Tribunal decided that Cook should 
join up on March Jst, and the other case was resnited for 
a month. Mr. Barham remarked that it was possible that 
the munition authorities would say that Cook was not to 
£o on the date fixed. 

At Weston-super-Mare, the Electric Supnly Co.. Ltd., ap- 
nlied for conditional exemption for S. F. Saunders (37), 
fitter-driver at the generating station. Mr. G. Charlton, 
monaging engineer, stated that the man was indisnensable. 
and altbough he was a munitions volunteer, a Board of 


Trade inspector had declined to remove him from the works 
as they were already understaffed. Conditional exemption 
was allowed. 

At Swindon, an appeal was made by the Swindon Engineer- 
ing Co. for Mr. G. A. Suith, electrical engineer, managing 
director of the company. Counsel said that Mr. Smith had 
invested the whole of his life's savings in the concern, and 
upon him very largely depended the well-being and continu- 
ance of the business. They had carried. out gub-contracta 
for munitions, mostly of an experimental character, and had 
been promised numerous contracts. The amount of capital 
Involved was £10,000, and Mr. Smith was a specialist in 
electrical and hydraulic. work. Two months were granted. 
Counsel gave notice of appeal. 

Bath Tribunal, with the assent of the Military, granted 
three months’ exeinption cach. to W. Hayward (41), body 
builder; T. T. Tregaskis (37). driver; and E. W. Perry (37), 


‘painter, appealed for by the Ра Electric Tramways, Ltd. 


BUSINESS NOTES. 


Anglo-American Trade.— Arrangements have been made 
for establishing an American Chamber of Commerce in London. 
Particulars of membership may be obtained from Mr. J. Tuck 
Sherman, the secretary, at the temporary offices, 3, Lombard 
Street. Е.С. | 

Sales of Shares.—The Public Trustee is inviting tenders 
for 82406 £1 shares (10s, paid) and 81 €1 paid, in the British 
Railway Tratte and Electric Co.. Ltd., also 2.250 £1 pref. and 2.500 
£1 ordinary shares in the Yorkshire Copper Works, Ltd. 


Patent Restoration.— An order has been made restoring 
Patent No. 23.979. of 1911, granted to Christopher Harvey for 
" Improved incandescent electric lamp and holder therefor.” 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade by Messrs. Fredk. R. Butt & Co.. Ltd., 
for the avoidance or suspension of Patent No. 25,101/12, granted to 
Bauer, for high-tension electrometers. 


Bankruptcy Proceedings. — Joun Тлугов PEDDIE, 
mechanical engineer, Exhibition Buildings, Aldwych Site, Strand, 
London.—The following amended notice is substituted in the 
London Gazette of February 9th. for one that appeared there in 
February, 1916 :—- 

To pay in full forthwith any preferential claims in priority to other debts, 
also all proper costs, charges, and expenses, together with the fees and per- 
centages of and incident to the bunkrnptey petition and this proposal. Also & 
composition of 5s. in the £ to all unsecured creditors in respect of debts 
provable under the receiving order herein payable, as provided hy the scheme, 
such payment to be guaranteed to the Court's satisfaction. (The whole 
composition was paid down in cash to the trustee.) Four creditors have 
released their claims herein. Mr. Frederick Seymour Salaman, chartered 
accountant, 1-2, Bucklersbury, E.C., to be trustee hereunder at а remunera- 
tion of 24 per cent. on the amount receivable by him under this scheme. 
Receiving order discharged, Adjudication annulled. 

C. B. OGILVIE, electrical engineer, 13, Dudley Road, Whalley 
Ranve.---The public examination of this debtor was fixed for 
February 6th, at Salford. The debtor's name was duly called. and 
when he did not put in an appearance at the end of 15 minutes, 
the Official Receiver suggested that as the non-appearance might 
be due to the inclement weather, the examination should be 
adjourned. The Registrar assented. 


Catalogues and Lists.—“ CaNTIE" Switcu Co., LTD., 
67, Mount Street, Nottingham.—Illustrated descriptive list of 
“Cantie” patent fuse gear, with prices and code-words of boards 
for double and triple-pole circuits, 10 to 15 amperes per way. 

‘ ELECTRICAL SUPPLIES CO., 233, Tottenham Court Road, London, 
W.C.— Priced leaflet of Hotpoint El Radio heaters. 

SWEDISH GENERAL ELECTRIC Co. LTD., 5. Chancery Lane, 
London. W.C.— January list of D.c.-type " K" motors and Century 
single-phase motors. 

ENTERPRISE MANUFACTURING Co. (Ashdown and Roberta), 
Gun Street Electrical Works, Bishopsgate Street, London, Е.С. 
Illustrated price circular of Beam convertible electric fires, electric 
irons, Кс. 

THE KEIGHLEY GAs AND OIL ENGINE Co.. LTD., of Imperial 
Works. Keighley. have sent us a block of date and engagement 
slips for 1917. The block is mounted on a stout base in the shape 
of one of their " Imperial" engines: it is made to stand on the 
desk or to hang. 


Dissolutions and  Liquidations. — MASCHINENFABRIK 
AUGSBURG-NURNBERG A.G.— The Controller, Mr. B. Е. Mayhew. 
Aldermans House, Bishopsgate Street, E.C., har applied for his 
release. 

FAZACKERLEY & Co.. plumbers, electricians, &c., Market. Street, 
Droylsden.— Messrs. R. Fazackerley and J. E. Capper have dis- 


‘solved partnership. Mr. Capper attends to debts, &c.. and continues 


the business under the same name. 


For Sale.—The Borough of Salford Electricity Depart- 
ment has for disposal a quantity of old-pattern electricity meters. 
The Walthamstow U.D.C. has for disposal four Dowson frag 
generators and auxiliaries. and one gas-holder. Full particulars ` 
are given in our advertisement pages to-day. 


Spain.—A Barcelona firm, according to thé British 


Consul there, states that it is almost impossible to obtain switcheg 
and other small electrical goods. 
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LIGHTING AND POWER NOTES. 


Accrington.—Alderman Higham recently stated to the 
T.C. that now they had some spare plant at the electricity works 
the engineer was taking every opportunity of getting the plant 
into as good condition as possible, and steps were being taken with 
regard to the boring and lining of three cylinders, at a cost of 
& 100 each, and the supply of one new spare top cylinder at £240. 
The new plant, he proceeded, was working most satisfactorily. 


Ashtead,—STREET LrauTING.— The Leatherhead Elec- 
tricity Co., in asking the Parish Council to pay the charges 
due in respect of public lighting, said it was prepared. when 
the lighting restrictions were removed, to enter into a contract for 
the lighting of the parish for one year at (Ме same charyve as 
previously, despite the advanced prices of labour and materials. 
It was decided to ask the company to make a reduction on the 
present account, as the Council had not the power to enter into a 
contract such as sug;rested. 


Birmingham.—The report of Councillors Beale and 
Appleby on the recent failures of the electricity supply, has been 
submitted to the Lord Mayor; it is now being considered by the 
Electric Supply Committee, and, together with comments, will 
come before tho City Counoil at its next meeting.--- Birmingham 
Daily Post. 


Bradford.—The Corporation is lodging formal objections 
to the Clayton and Queensbury Electric Lighting Order Bill and 
the Rawdon and Yeadon Electric Lighting Order Bill. In the former 
case, the town clerk reports that the Order will affect Bradford 
as reyards tramways, gras, and water. as well as possible extension 
of boundaries, and in the latter case the Order affects the city only 
in regard to possible boundary extension. The objections are lodged 
to give the Corporation an opportunity to take future action as 
thought desirable, and the matter is left in the hands of the chair- 
men and deputy-chairmen of the Finance, Electric, Gas, and Water 
Committees. 


Bradford-on-Avon.—The B. of T. has extended the 


electric lighting Order for one year. 


Bristol.—STREET Licutinc.—As a result of certain 
experiments, it has been arranged to considerably increase the 
street lighting in certain throuyyhfares where the lighting is under 
the control of the electrical department. 


Burton-on-Trent. — PRoPosEb PLANT  ExTENSION.— 
The Electricity Committee has decided to approve a scheme of 
extensions at the electricity works. Application is to be made to 
the L.G.B. and the Treasury for sanction to borrow £25,000 for the 
plant, &c., required. During January, 427,803 units were sold for 
lighting, power, heating. &c., and 50,977 for traction, showing an 
increase of 93.651 units under the former head, and a decrease of 
1.096 units for traction as compared with the corresponding period 
of last year. Two motors for driving in connection with the 
supply of power to the English Grains Co., Ltd., are to be 


purchased. 
Derby.—PRoPoskp Loax.—The T.C. has applied for 


sanction to & loan of £29,500 for.the extension of the electric 
power station. 


. Gravesend.— The T.C. has decided to: seal a petition 
against the West Kent Electric Power Bill, it being considered that 
the district between Gravesend and Dartford, coverc® by the Bill, 
should be reserved for Gravesend, and principally for the purpose 
of linking up with Dartford, if the scheme for doing so is ever 
carried out. | 

Шуегроої. —Ү кАк Б Accounts.—The electrice supply 
accounts for the year ended December 31st last show а total income 
of £105.650, and a balance (gross profit) of £229,788). Of this 
amount interest absorbed £68,631. and sinking fund contributions 
£57,146, while £39,168 was transferred to renewals, and £65.000 
contributed to rate relief. The renewals fund now amounts to 
£102,778, some £36,000 having been deducted during the year. 
The reserve fund stands at practically £150.000 while a fuel 
guarantee fund also figures at £5,348. No operating data is 
published with the accounts. 

At the City Council meeting, last week. Mr. E. Russell-Taylor, 
the chairman of the Electricity Committee, said that the Corpora- 
tion sold, last year, over 60,000,000 units. In 1912 it made a profit 
of £51,000 ; last year it almost doubled the amount, and gave 
£65.000 towards the relief of the rates. 


 London.— BaTTEnsKA.— The Finance Committee reports, 
with reference to the extensions of mains, &c., in the Nine Elms dis- 
trict, that, it haa only been found necessary to appl y. at present, for 
Sanction to a loan of £1,000 (instead of £4,300) towards the cost 
of the work in question. 


Morley,— Yrax’s Workinu.—The accounts of the elec- 
tricity department to March last, just issued. show an income of 
£3.01, and an expenditure of £4,514, the deficit on the year being 
£612, as compared with a deficit in 1915 of £301. „The capital 
"fpenditure was £28,446, and the loans outstanding are £20,800, 


: Preston.—Mr. J.. F. Simpson, the horongh electrical 
engineer and tramways manager, has submitted to the Corporation 

mways Committee a report upon the supply of electricity for 
CUT purposes. At present the provision of electricity in the 
own and district. for both lighting and power. is controlled by the 


National Electric Supply Co., Lid. It is pointed out in the report 


that the existing company produce a comparatively small amount 
of energy for power purposes, and that as a acheme to deal with 
the question on a sufficiently broad basis woüld involve the erection 
of a new power station, it is hardly to be expected that the com- 
pany would sink the necessary capital, in view of the fact that its 
powers lapse in 17 years. A case is made out for the equipment of 
Preston with a plant in readiness to meet the growing industrial 
demand and the expected expansion of trade on the conclusion of 
the war, and it is suggested that the Corporation possesses an ideal 
site for a new generating station. 


Queenstown.—It is understood that there will be a con- 
siderable extension of electric lighting in connection with the 
new shipbuilding yard which is to be established : it is suid that 
the scheme will also include the Rushbrooke Docks. 


Sheffield.—An application from the Electrical Trades 
Union for increased pay up to 498. per week for wiremen, cable 
jointers, and skilled electrical workmen has been acceded to. The 
preparation of plans and specifications for the buildings and equip- 
ment of the new power house at Blackburn Meadows is to be proceeded 
with ; one 10}-in. lathe and one screwing machiny for the fitters’ 
shop at the Noepsend power station are to be purchased at a price 
not to exceed £237. 


Southwick.—The U.D.C. has decided to raise no objection 
to electricity for power being supplied by Brighton T.C. to a local 
firm, provided the Council's rights are properly safeguarded, 


St. Helens.—The Electricity Committee has been con- 
sidering ‘the question of supplying electricity to the proposed 
electrolytic works which the United Alkali Co. contemplates 
erecting; provisional terms have been arranged, and it is hoped 
the new works will be secured for the borough. 


Stockport.— YEAR'S WongkiNG.— The accounts of the 
Corporation electricity undertaking for the year ending March 31st 
last show that over 15 million units were sold, and some 174 million 
generated, the total plant capacity being 11.000 кау, The total 
revenue for the year was £50,010, of which £30.000 was derived 
from power supply; the gross profit was £14,576, and. after 
meeting interest and loan charges, an expenditure of £3.400 on 
works of a capital nature, and transferring £1,028 to reserve. a 
balance of £3,000 remained (which is scheduled as available for 
rate relief). The electricity reserve fund only amounts to £1,859, 
but some £6,977 has been spent out of revenue on capital account. 

EXTENSIONS HELD up.—At the last meeting of the Council 
attention was directed to a decision of the Government not to 
grant any facilities for the manufacture and installation of 
additional plant required by the electricity department. It was 
asserted that the plant was at present working at the top of its 
capacity, and it would be a serious matter for factories, the tram- 
ways, and the town generally if there was & breakdown. The 
chairman of the Electricity Committee said they intended to presa 
for facilities for providing the plant. 


Stretford.— Application for badges has been made for four 
employés at the electricity works, but the Ministry of Munitions 


informed the U.D.C. that it was unable to issue the necessary 
badges. 


Swindon.—PLaANT Extensions.—The T.C. has decided 
to lay down additional plant to enable current to be supplied to a 
new factory in the town. The estimated cost is €6.000. 


Torquay.—The - T.C. has decided to accept the offer of 
the Tramway Co. to pay £250 towards the extra cost of coal for 
the period from August Ist, 1915, to July 31st. 1916, and 10 per 
cent. per unit additional on the rates for current set forth in the 
agreement from July 3186 next. The company had declined to pay 
an extra 44. per unit ав from August Ist, 1916. 


United States.—Returns published in the Elerfrival 
World show that the central station output in 1916 amounted to 
23,300 million KW.-hours, an increase of 23 per cent. over 1915, 
and the revenue from this source was 117 million dollars, an in- 
crease of 15 per cent. The total income of "service companies " 
was not less than 1.750 million dollars. and. with the revenue of 
manufacturing and other electrical companies together, made a 
total estimated at 2.500 millions. Income for electric traction | 
service is estimated at 750 millions. 

The Central Stations placed orders for 2,000,000 Kw. of steam 
turbines and 400,000 Kw. of water turbine plant. 

In connection with the agitation for an increased diversion of 
water ftom Niagara, it isstated that plans and specifications have been 
prepared by the Niagara Falls Power Co. for modernising its plant, 
at a cost of $11,000,000, which will enable the company to develop 
180,000 H.P.. instead of 90,000 H.P..as at present. Additional 
transmissions will be constructed to Buffalo and into Central New 
York and Pennsylvania. 


Warminster.— Ihe В. of T. has extended the electric 
lighting Order for one year. 


Worcester Park.—ProposEp E.L.—From correspond- 
ence read at the last meeting of the Parish Council, it appeared 
that both the South Metropolitan Electric Tramways and Lighting 
Co. and the Wimbledon T.C. are anxious to supply electricity tothe 
district. Wimbledon Corporation, however, only proposed to 
supply & part of the parish, whereas the South Metropolitan Co. 
would supply the whole of the parish. It мая resolved by tho 
Council to agree with the decision of the R.D.C., which was to sup- 
port the application of the South Metropolitan Co.. provided that 
satiasfctory guarantees were given iu the Act that the price to 
consumers should not exceed Ud. per unit. 
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TRAMWAY and RAILWAY NOTES. 


Bacup.—The Mayor reported to the Town Council on 
the recent arbitration proceedings with Rawtenstall re fares, and 
Councillor Lord said that although Bacup had proved its case, it 
had to pay half the costs of the award. The only satisfaction it 
had was that a lot of money had been thrown away, und no one 
was any better for it, except the arbitrator. 


Brighton.—ELrEcrRIC VEHICLE.— The Corporation, on 
the recommendation of the Works Committee. has decided to pur- 
chase а 34-ton electric battery vehicle and a 5-ton steam vehicle, 
each to have interchangeable bodies, to be used for watering and 
venerat haulage. The Committee estimates that these two vehicles 
will do the work of six horsed vehictes. The present cost for horse 
and driver is 118. 4 3d. per day. Тһе estimated cost. including interest, 
depreciation, maintenance and wages, &c.. is, for the steam vehicle, 
23s. Sd. per дау; for the electric vehicle, 278. 7d. per day. 


Bradford.— Mr. Greenside, of the Labour Regulation 
Department. has made his award in the dispute between the tram- 
way department and its engineering employés. In sending a copy 
of the award to the Amalgamated Society of Engineers, Mr. 
Greenside stated that the action of the engineers in refusing to 
work overtime pending a settlement was not only illegal but 
unjustifiable in the national interests, and if the Offer of arbitration 
had been accepted by them when made, the dispute could have 
been settled long ago. 


Burnley.— Strong criticism was made at a meeting of the 
Council on the suspension of the late cars, but an amendment in 
favour of reconsideration was defeated. 

A Sub-Committee of the Tramways Committee has been asked 
to report on the heavy increase in working expenses and the 
decrease in traffic receipts since the suspension of the late cars. 


Continental.—Rvssra.—On December 17th (O.5,) а 
meeting of the Committee on New Railways was held to consider 
the question of constructing the Neva suburban tramways for 
Petrograd from the town boundaries to Voznesensk. a length of 
about 20 versta. esides groups of contractors, the Petrograd dis- 
trict and Government zemstvos asked for the concession with 
a limitation of the tramways tothe village of Ust-Izhor. The new 
Railways Committee, recognising the preferential claims generally 
of local public bodies. decided in favour of granting the right to 
construct the suburban tramways to the District Councils. giving 
preference again to the Council of the district most closely inter- 
ested. For the purpose of the construction of the tramways as soon as 
possible, the Committee fixed the time to start work not later than 
May Ist (O.9.), 1917, and the date of completion to be not later 
than January Ist (O.S.), 1919. 


Darwen.— Fare INcREAsSsF.—The T.C. has decided upon 
an increase in the fares on the Corporation tramways : otherwise 
the tramways would have to make a further call upon the rates. 


Doncaster.— The T.C. has referred back to the Tramways 


Committee for reconsideration & proposal to construct & double 
tramway line from St. Sepulchre Gate to Baxter Gate. 


Dudley.—TRaAMxwav AccrpENTS.—On Wednesday, last 
week, an adjourned inquest was held into the circumstances 
respecting the overturning of a car in Tipton Road on January 4th, 
by which the conductress, Annie Payne, was killed, and 26 persons 
were injured. The jury found that the accident was caused by the 
carelessness of the conductress in releasing the brake without con- 
vincing herself that she had received the proper signal to do so. 
They also expressed the opinion that the Tramway Co. was 
to blame for not having made some arranvement that would have 
prevented the accident. 

On the same day two cars came into collision in a fog on the 
single line on the Dudley and Stourbridge route at Scotts Green, 
and a motorman, John Mogan, was killed. At the inquest it was 
stated that Morgan was responsible for the accident in leaving the 
loop. contrary to the regulations, which were to wait in the loop 
until the Stourbridge car had passed ; also. that the conductresses 
should have acted as pilots. A verdict of " Accidental death " was 
returned. 


Glasgow.—F iNANCE.—It is recommended that the whole 
tramway debt be wiped off. and that no further sinking fund 
he provided except for further borrowings, and that there shall 
be a cancellation of al] borrowing powers except for future exten- 
sions and additions to plant. In the course of a report by Mr. 
James Dalrymple, the general] manager, it,was stated that as the 
total amount of the accumulations of revenue invested with the 
Common Good now exceeded the amount of capital indebtedness, it 
was proposed to transfer from the depreciation and permanent way 
renewals fund to the sinking fund such a sum as would make the 
sinking fund equal to the capital expenditure. The total amount 
of capital expenditure was £3,835,156. The net amount owing to 
the Common Good was £2,328.889. The proposal was that this 
sum should be taken out of the depreciation and permanent way 
renewals investment account. The total sinking fund already 
applied in reduction of debt was £1,506.267, which, added to the 
£2.32% 689, would make the total sinking fund £3,£35.156, being 
the exact amount of the capital expenditure. The effect of this 
arrangement would be that the sinking fund would equal the 
capital expenditure, or, in other words, the whole of the debt would 
be wiped out. and there would remain а balance of £119,055 at the 
credit of depreciation and permanent way renewals fund. 


M 


Mr. Dalrymple pointed out that he thought it wise to add 
to this sum annually out of revenue. He suggested that the 
following sums might be get aside out of. revenue to meet expendi- 
ture in renewals :— Permanent way. £39,600 (£200 per mile of 
single track): power station and sub-station plant, £13.827 (3 per. 
cent.): cars and electrical equipment of cars, £16,755 (3 per cent.); 
other rolling stock. 42.790 (15 per cent.); and Clydebank bridges, 
£550 (5 per cent.)—a total of £73,522. 


Halifax.—PRorosED FARE  INcREASE.—AÀt the last 
meeting of the Council. the proposal of the Tramway Committee 
to increase the tramway fares by 50 per cent. was defeated by a 
large majority. Many meetings of protest had been held by 
business men as well as the workers’ orranisation. No arranye- 
ment has been come to with adjacent towns whose systems join 
up. and until such arrangement is made, nothing further can be 
done. 


L. & Y. Railway Electric Ѕегуісеѕ. —1п the annual 
report of the directors of the Lancashire and Yorkshire Railway, 
it was stated that the electric train service on the Manchester and 
Bury line, which commenced running on April 17th last. had given 
every satisfaction. and that the change from steam to electric 
traction had been greatly appreciated by the public. 


Liverpool.— YEAR'S WorKING.—At the meeting of the 
City Council. last week, Mr. E. Russell-Taylor said that last year 
they made a greater profit on the tramways than prior to the war, 
not withstanding that their expenditure had increased by £147,000, 
of which £50,000 represented increased wages and bonuses to the 
employés. They carried 157.636.595 passengers. 13.500 more than 
in the record year of 1913, including 42 million soldiers and 
sailors carried free of charge. Of their 2.700 employés, 1,900 had 
joined the Forces, and 100 had been killed. 


London.—It is stated that every endeavour is being made 
to commence the through " Bakerloo” tube service between the 
Elephant and Castle and Watford on March Ist. and to this end 
the Central London and Piccadilly Companies are lending cars 
owing to the present shortage. The Ealing extension of the 
Central London line has been completed for steam trains, but 
shortage of equipment prevents its electrification. 


Manchester. — TRAFFIC CONGESTION REPORT.— The 
report of the Select Committee of the Corporation appointed to 
deal with the problem of traftic congestion in the city deals exclu- 
sively with the problems of tramway transportation. and a sweeping 
scheme of reform is suggested. The report suggests the use of a 
portion of the old infirmary site. in Piccadilly, as a tram terminus, 
the erection of general tramway offices on another portion. and the 
acquisition of the whole of the open spaces and squares in the city 
for tramway terminals. The construction of six great arteries and 
the cutting of new streets i8 also recominended, as well as that 
there should be a limitation of tramway tratlic within a certain 
prescribed area in the centre of the city. 


Preston.—YtrAn's Workina.—The annual report of the 
Corporation tramways department shows that the total revenue 
amounted to £51,332. or an increase over the previous 12 months of 
£3,557, the passengers having increased from 10,761,381 to 
11,631.232. The working expenses and war service allowance 
amounted to £31,201. The gross profit was £20.130, and after 
deducting financial charges there was a balance to be carried 
forward of £3,697. The reserve fund had been increased to 
£47,309, 


Rotherham.—PURcHAsE or Cars.—The Tramways 
Committee proposes to purchase 10 second-hand cars to relieve the 
present pressure on all routes. 


Salford.—FaRE INCREASE.—The T.C. has decided to 
increase the fares on the Corporation tramways. which are now 
paying £32,032 per year in increased wages, war bonuses, and 
allowances to dependents of employés on active service, and, in 
addition. meeting many other higher charves. | 


Sheffield.— PURCHASE oF Cars, &c.—Owing to the 
curtailment of the railway services. there is need for additional 
cars on the Sheffield and Rotherham through service at certain 
periods of the day : a meeting is to be arranged with the Rothei- 
ham Tramways Committee on the question of a more frequent 
service. In view of the fact that the Ministry of Munitions has 
not granted a permit for the purchase of 25 new tramcars. the 
offer of the L.C.C. to sell 10 four-wheel double-deck cars is to be 
accepted. The Tramways Committee lias confirmed the action of 
the city surveyor in purchasing 75 tons of rails from the Brighton 
Corporation. The cost of constructing car top covers required for 
the converted single-decked cars. the construction of which is being 
continued in the department workshops, is to be met out of 
revenue. 


Stockton-on-Tees.—PRoPoskp T'tAwwAv PURCHASE.— 
The T.C. has decided to discuss at a special meeting the question 
for purchasing the tramway undertaking in conjunction with the 
Thornaby &nd Middlesbrough Corporations. 


Stretford.— The B. of T. has extended for a further year 
the time in respect of the tramways and works referred to in 
Sec. 31 of the Manchester Corporation Act. 1911. excepting a por- 
tion of tramway in the U.D.C. of Cheadle and Gatlev authorised by 
the Manchester Southern Tramways Act, 1903. The U.D.C. has 
decided to oppose the rehewed application to the Light Railway 
Commissioners by the promoters of the Lostock Light Railways 
Order. 
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U.S.A.— The Illinois Central Railway has submitted to 


the Chicago Railway Terminal Commission a comprehensive plan 
for reconstructing the lake front passenger terminal, and including 
the electrification of its suburban passenger service within five 
years. | 

The Traction and Subway Commission has made public a portion 
of its report on the improvement of transportation in the city, 
which will involve an estimated cost of 3260.000,000, for which 
58 miles of subway and 525 miles of surface lines can be built 
(single-track mileage being reckoned). 


Walsall.—With a view to, urgent repairs being carried 
out at the generating station, the tramway service was shut down 
on three days between 9 a.m. and 8 p.m. The increused price to 
be paid for energy will involve an additional expenditure by the 
tramway department of about £1,000 per annum. 


Wolverhampton.—In order to resume the "bus service to 
Penn, it is proposed to purchase two Tilling-Stevens petrol-electric 
chassis and suitable bodies, at an estimated cost of £1,016 each, 
also a second-hand Albion ‘bus. 


TELEGRAPH and TELEPHONE NOTES. 


Brazil.—4A wireless station has been discovered five miles 
from Rio de Janeiro, at Nictheroy. It is stated that it was 
established to communicate with the German ships detained in the 
harbour. 


Spain.— A decree has been iwsued placing all wireless 


teleyraph stations in Spain under official supervision, and henceforth 
they will be worked under State control. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—March 7th. Powell-Duffryn Steam Coal Co. 
Electrical goods for 12 months. Stores Manager, Aberaman Offices, 
Aberdare. 


Australia.—SyDNEY.—March 5th. Council. One 7,500- 
K.V.A. turbo-alternator. See "Official Notices" January 5th. 

ADELAIDE.—March 28th. P.M.G.’s Department. Telephones, 
telephone parts, line and battery material, kc. Schedules 444 to 453. 
See `“ Official Notices ` February 2nd. 

MELBOURNE.—March 21st. Victorian Railways. 200 half-watt 
lamps and 100 lanterns: also 100 contact couplings.* April 4th. 
Terminal blocks (complete) for electrical connections.— Australian 
Mining Standard, 

March 7th. Council 1,048 electricity recording meters. See 
' Official Notices " February 9th. 

BRISBANE.— March 28th. P.M.G.'s Department. Cable (switch- 
board), Schedule 394. : 


Argentina. — BUENOS AIRES. -—— March 30th. Electric 
carbons during 1917, for the municipality. Local representation. 
Conditions from Oficina de Licitaciones, Intendencia Municipal de 
la Capital, Avenida de Mayo 525, Buenos Aires.— X: of T. Journal, 

Barrow.— March 5th. Corporation. Electrical stores 
for 12 months. Borough Electrical Engineer. 


Bolton.— March 7th. Electricity Committee. Materials 
and stores. See “ Official Notices ” to-day. 


Canada.— March 28th. Toronto Electric Commissioners, 


Synchronous condensers, 5.000, 7.500 or 10,000 кл i 
790 ) condensers, 5.000, 7. ; .V.A. Capacity. 
See " Official Notices " February 9th. iid 


Grenada.—March 31st. The time for tendering for the 


Government electric livht and si i 
g power concession, already announced, 
has been extended to March 31st. | 


Harrogate. — March ith. Corporation. By-product 
steam boiler plant. See "Official Notices " February 2nd. 


Kilmallock,— March oth. — Kihnallock. (Co. Limerick) 
E & P. Co. Ltd. Hydraulic turbine. dynamo and motor booster. 
‘tery, switchboard. See " Official Notices " to-day. 


3 London, — Векмохохку. — February 22nd." 'B. of G. 
ectric lamps. Мг. E. Pitts Fenton, Clerk, 283, Tooley Street, S.E. 


HAMMERSMITH.—February 28th. B.C. Electricity stores for 
12 months. See “Official Notices " to-day. 

METROPOLITAN WATER BoARD.—Marceh 8th. Twelve months’ 
supply of electric lamps. Chief Engineer, Savoy Court, Strand, W.C. 


Londonderry.— March 17th. Corporation. Engine-room 
stores, carbons, electricity meters, cables, &c., for the Electricity 
Department. Town Clerk. 


Macclesfield.—March 14th. Cheshire County Asylum. 
Electrical goods for one year. Mr. W. б. Е. Tingay, Clerk to the 
Asylum, Parkside. : 


Manchester.— March 7th. Electricity Committee. Coal- 
conveying plant and suction ash plant. See “ Official Notices" 
February 9th. 


Spain.—Tenders: have lately been invited by the muni- 
cipal authorities of Finisterre (Province of. Coruna) for the con- 
cession for the electric lighting of the town during a period of 
six years. 


Specifieations for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


CLOSED. 


Basingstoke.—In consequence of the enormous increase 
in the cost of crude oil for the Diesel engines at the electric 
generating station, the Council has accepted the tender of Messrs. 
Cole, Marchent & Morley, at £450, for converting the three engines 
so that tar-oil may be used. The difference in the present prices 
of the two oils is about £4 per ton, which on a year’s consumption 
is estimated to effect a saving of from 4 400 to £460. after paying 
the cost of converting the engines. A tender for 200 tons of tar- 
oil, at not exceeding 90s. per ton, has been accepted. 


Bridlington. — T.C. — 200 tons of Pope & Pearson's 
washed small coal from the Normanton Pit, for the electricity 
works : Provincial Coal Supply Co., Ltd., £1 18. per ton. 


Electric lighting of two shops in 


Glasgow. ems T.C. 
Cable for the 


Gallowgate : Messrs. Smith & Stevenson, £41. 
Tramways Committee: Liverpool Electric Cable Co. 


Sheffield.—Corporation. Accepted tenders :— 


Electric Construction Co., Ltd.—Direct-current traction switchboard, 
converter, and feeder panels, for Newhall Road sub-station. 

A. Reyrolle & Co., Ltd. —H.'T., 3.000-volt loose sub-station switchgear, 

H. C. Hornbuckle.— Erection of snb-station, Newhall Road. | 

Mortimore, lyon & Co.—Generating set and condenser for charging 
electric vehicles, £810. ` 


* 


Sunderland.— T.C. Tenders accepted :— 


‘Babcock & Wilcox, Ltd.—Boiler stanchion. 

British Mannesmann Tube Co., Ltd.—Boiler tubes. 
Ferranti, Ltd.-—E.H.T. switchgear. 

Thos. Ness, Ltd.—Pitch and creosote oil, 


Wolverhampton.—Corporation Electricity Committee :— 


Reyrolle & Co.—Two switch panels, with instruments, transformers, &c., 
£670. 
Staveley Iron Co.—Large c.i. pipes, £750. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers. —Friday, February 16th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, S.W. Annual , 
general meeting. Paper on “ Alternating Stress Experiments," by Mr. W. 
Mason. 


Greenock Electrical Soclety.—Saturday, February 17th. Visit to Delling- 
burn power station. (Members to weet at 2.30 p.m.) 
Thursday, February 22nd. At 7.45p.m. At 22 West Stewart Street. 
Paper on “ Electricity Supply Costs," by Mr. F. Н. Whysall. 


Association of Mining Electrical Engineers.—Saturday, February 17th. 
At 4.30 pm. At the Royal! Technica] College, Glasgow. Paper on “ Elec- 
trical Converters," by Mr. C. S. Buyers. 

| Saturday, February 17th. At З 30 p.m. At the Midland Hotel, Mans- 
field. Paper оп * The Steam Turbine and its Industrial Application," by 
Mr. P. J. Plevin. 


Diaminating Engineering Society.— Tuesday, February 20th. At 5 p.m. At 
the Royal Society of Arts, John Street, Adelphi, W.C. Paper on ** The 
Effect on the Eye of Varying Degrees of Brightness and Contrast," by 
Dr. Juines Kerr. 


"m 
Institution of Civil Engineer«.— Tuesday, February 20th. At 5.30 p.m. At 
Great George Street, S.W. Paper on "The Commercial Metering of Air, 
Gas and Steam,“ by Mr. J. L. Hodgson. 


Institution of Electrical Engineers.— Wednesday, Februarv 21st. At 7 p.m. 
At the University, Edmund Street. Discussion on '' Fuel Economy." 
. (Scottish Local Section) —Friday, February lóth. At 7.30 p.m. At 
207, Bath Street, Glasgow. Eighth Kelvin Lecture, “Some Aspects of 
Lord Kelvin's Life and Work," by Dr. A. Russell. 
(Yorkshire Local Section), —Wednesday, February 21st. At" p.m. 
At the Philosophical Hall, Leeds. Paper on “Some Points in connection 
with Engineering Speciflcations," by Mr. J. Shepherd, 


Liverpool Engineering Soclety.— Wednesday, February 21st. At the Royal 


Institution, Colquitt Street. Discussion on " The Gladstone Dock,'' 
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ELECTRICAL DEVELOPMENTS AT 
` — PERTH, W.A. 


RECENT issues of the West Australian contained a lengthy descrip- 
tion of the new East Perth power station and E.H.T. electrical 
distribution system, which. as mentioned in our issue of Jan. 26th, 
has been partly brought into use. As our readers are aware, the 
scheme has been carried out by the W.A. Government, which has 
entered into various agreements, and notably with the Perth and 
Fremantle authorities for the supply of energy at cheap rates. 

The power station, which is situated on the banks of the Swan 
River, was commenced in June, 1914, and placed in partial 
operation on December 3rd last. the constructional work having 
been seriously delayed owing to shipping difficulties. When 
completed the plant will have a capacity of 12.000 Kw., but 
space will be available for another 4.000-KWw. unit, which it is 
expected will meet all requirements for some years, including 
guburban railway electrification. 

The buildings are of steel and concrete. standing on a concrete 
raft foundation supported by piles. The coal is brought in by 
railway. automatically weighed and elevated. and conveyed to 
300-ton bunkers over the boilers; the ashes are discharged by a 
suction-ash plant. Nix marine-type Babcock boilers. with 
economisers, superheaters, and chain-vrate stokers, are installed ; 
the boilers supply steam at 210 lb. per sq.-in. pressure, super- 
heated to 600° F., and each has a normal rating of 20,000 Ib. steam 
an hour. 

Each turbine is suppl’el with steam from а plant unit consist- 
iny of two boilers, two economisers, with an induced draught plant, 
chimney, and feed pump. Each turbine unit consists of a 
4,000-KW. set.'supplying 40-cycle. three-phase energy at 6,000 volta 
pressure and running at а speed of 2.100 в.р.м. ; all the turbine 
auxiliaries are operated from a transformer. supplied direct from 
the alternator, thus ensuring their operation should the machine 
oil switch trip. An alternative interlocked supply is also provided 
from the main bus-bars. 

Two motor-yenerators and two batteries supply епегиу for 
the electrical control of the switchgear and for lighting. The 
surface condensers are supplied with river water by vertical-type 
circulating pumps; the air pumps are of the three-throw type 
driven by geared induction motors. 

The generators are equipped with forced ventilation. through 
cloth filters, the air being discharged outside the building. The 
oil switchgear is installed in a special switch-room, and is of cubicle 
construction ; Merz-Price balanced protective gear is fitted to the 
generators, and the Merz-Hunter split conductor system has been 
adopted for trunk feeder work. 

The local tramways are supplied through self-synchronising 
rotary convertérs giving 600 volts direct-current ; two 1,200-KW. 
machines are installed at the tramway sub-station, and two similar 
sized machines at the power station. 

It is stated that the expenditure on the power house to date has 
been £274,000, which will rise to £320,000 on completion : the 
expenditure on the ring main which supplies the sub-stations 
erected by the Perth City Council is stated to be £23,000 ; the total 
approximate cost of the scheme to the City Council is £162,478 ; 
the estimated total Government expenditure upon the whole 
scheme from Fremantle to Midland Junction, including power 
house, sub-stations and transmission. is £375,000. 

A sub-station is provided adjacent to the power station, in which 
ene:gy from the latter is stepped up from 6,000 to 20.000 volts 
pressure for transmission to Midland Junction and Fremantle. 

_  Thetransmission line was erected by the tramway department, 

and is in duplicate throughout ; it supplies step-down sub-stations 
at Midland Junction workshops, Ways and Works Department, 
Midland Junction Council's station; Guildford Council's station, 
West Guildford Roads Beard's station, and Messrs. Cumming, 
Smith & Co.'s works at West Guildford. The transmission consists 
of copper wires carried on Jarrah A type poles ; each line is rated 
at 2.500 KW. ‘A similar line is being constructed to Fremantle by 
way of Victoria Park and South Perth to the port; it will also 
supply the Naval Base at Cockburn Sound. 

The Perth Council's four sub-stations and the tramway sub-station 
are supplied through a three-core paper-insulated and armoured 
ring main ; the Murray Street sub-station serving the city proper, 
is the largest, and contains four 500-K.v.A. transformers giving a 
supply at 140 volts for power and 250 volts for lighting. The area 
covered by the City Council's supply is divided into 26 sections for 
distribution purposes. The Wellington Street sub-station has a 
capacity of 1,000 K.v.A., Colin Street and Palmerston Street, each 
100 K.v.A., and а fifth sub-station of 200 K.v.A. has just been erected 
at Maylands. The total cost of the five sub-stations has been 
£ 17,230. 

The Council's agreement with the Government provides for 
supply within a 5-mile radius of the G.P.O., the Government 


reserving to itself the right to supply tramways and railways. The 


Government is to supply energy to the Council at the cost of pro- 
duction, but not exceeding ‘73d. per unit, and the Council will add 
the necessary capital charges, kc. Most of the consumers in the 
radius have undertaken to take energy, but several of the muni- 
cipalities, including Subiaco and South Perth, are standing out. 
The consulting engineers to the scheme are Messrs. Merz and 
McLellan, who have been represented by Mr. C. T. Briggs, while 
Mr. W. T. Taylor is acting as Superintendent for the Government. 

It is believed by those in charge that under the arrangements 
entered into an output of 16 million units will be sold in the first 
year of complete operation, and that the undcrtaking will prove 
more than self-supporting. 


The contractors for the buildings and boilers were Messrs. Bab- 
cock & Wilcox ; forthe turbine plant and condensers, Messrs. Willans 
and Robinson: for the switchyvear, transformers, and rotaries, the 
British Westinghouse Со. ; and for cable and line material, Messrs 
Callenders. 


NOTES. 


Compound for Use in Building Dry Batteries.— The 
war in Europe has caused a scarcity of various articles once avail- 
able in large quantities, and much effort and ingenuity has been 
exerted by all the warring nations toward finding substitutes for one - 
{һїп and another. It had been the custom abroad unti] almost a 
year ao to use wheat or rye flour for thickening the electrolyte of 
dry batteries, but since there is now rather a scarcity of these 
cereals attention has been turned to other substances. Of these, 
kieselyuhr, water-lass, gelatine, starch. sawdust, and glass-wool 
seem to have proved satisfactory. One of these products, or an 
admixture of several of them, is used as the base or binder. For 
the electrolyte proper is used well-powdered salammoniac, calcium 
acetate. zine chloride, and thin refined glycerine in the proportion 
of about equal parts of salammoniac and calcium acetate. 80 
grammes of each, 40 grammes of zine chloride, and 10 grammes of 
glycerine. The mixture is stirred energetically after being covered 
with distilled water at a temperature of 40° C., and until all solid 
matter is dissolved and thoroughly mixed in one concentrated 
solution, which is then allowed to be taken up by the binder, 
forming a paste which is then applied between the plates of the 
cell or battery to form the electrolyte. The whole is enclosed in а 
casing of paraftin fitted with vents for the escape of gas. The 
addition of equal parts of calcium acetate and salammoniac is said 
to make a very satisfactory mixture, one which has hi;h con- 
ductivity and does not crystallise, nor is it hygroscopic.—- lect rical 
World, 7 


Employers and the Future of Industry.—In the report 
of their proceedings during the past year, the Employers’ 
Parliamentary Council express the opinion that when the time 
comes for taking stock of the nation's industrial resources, in view 
of the universal competition which will rule the markets of the 
world, it will be found that any return, even on a small scale, to 
the conditions which governed national production in the peried 
before the war would be disastrous, and possibly fatal, to British 
interests both at home and abroad. It may, say the Council, be 
assumed as extremely unlikely that the systematic restriction of 
output which prevailed before the war, and is, unhappily, still 
existent, will ever again find favour in this country outside the 
ranks of the Labour Unions. 

The Council note eviderce on cvery hand of the growing feeling 
of distrust in the old methods of Labour Unionism. The fact of 
those methods having to be abandoned to meet national necessities 
has impressed itself strongly even on the minds of those who 
formerly excused them as promoting the interests of Labour. 
While it is only natural that such a body as the Trade Union Con- 
gress should formally reiterate its demand that pre-war conditions 
should be resumed, in accotdance with the guarantees given by the 
Government, when it was found essential that those conditions 
should be set aside for war purposes, it may be noted that, so far, 
no reasons have been advanced for reverting to the evil practices 
which the pressure of direful circumstances caused to be discon- 
tinued, but a multitude of reasons-—-most of them obvious and 
incontrovertible— have been put forward in favour of saner regula- 
tions with respect to labour and industry, which it will soon become 
of vital importance that all classes concerned should strictly 
observe. The demand that after the war labour shall take a 
larger share of the profits of industry, & demand that has been 
endorsed by several members of the Government, and with which 
sympathy has been expressed in many influential quarters, is, in 
the opinion of the Council, one to which по reasonable 
exception ean be taken, provided that Labour, earnestly and whole- 
heartedly, performs its part in the general scheme of production, 
and thus establishes a good title to the claim for greater 
remuneration. А high standard of production can be maintained 
only if the energies of Capital and Labour alike are exerted to 
their utmost capacity. Whatever the conditions under which 
various industries are conducted in the future, whether systems of 
co-partnership, or profit-sharing, or wages, the effort everywhere 
will have to be of a generally sympathetic and high-spirited 
character if all concerned are to benefit in the shape of increased 
rains. 


Explosion Due to Static Electricity—A Daily Express 
dispatch from Annapolis states that electricity generated by the 
friction of a fur coat worn by Surgeon Raymond Spear, of the 
United States Navy, " grounded " through a motor-car standing оп 
wet ground, and caused a spark which exploded the petrol. 
Surgeon Spear was severely burned, and the vehicle was destroyed. 
It is explained that the surgeon had walked to his garage while 
wearing his fur coat and rubber boots. The flapping of the 
coat against his legs furnished sufficient friction to generate the 
electricity, while his boots insulated him from the ground and 
allowed his body to store it. When he approached the motor-car a. 
spark was made which brouzht about the explosion. 


Vienna Tramways.—Owing to lack of coal the tramway 
service in Vienna has been stopped for the presont between 9 am. 
and 9 p.m.—Z'imes. 
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Volunteer Notes.—FinsT Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters, Balderton Street, Oxford Street, W.— Orders 
for the week, by Lieut.-Col. C. B. Clay, V.D., Commanding :— 

Monday, February 19%. —Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30- -8. 

Wednesday, February 21st.—Instructional Class, 6.15. : Platoon 
` Drill. Platoon No. 1. 

Thursday, February 22nd.—Platoon Drill, Platoon No. 7. 
lance Clasa by M.O., 6.30. 

Friday, February 23rd.—Technical for Platoon No. 10. Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. 

saturday, February 2A!4.—N.C.O^s Class, 2.30, under Com- 
pany-Commander Fleming. 

Ent renching.—8uspended until further orders. 

Telephone Number.—The Telephone at Headquarters is now 
Mayfair 1969. 


Ambu- 


(By order), MACLEOD YEARSLEY, Adjutant. 


Tramway Rails.—The following statement appears in 
the February issue of the Journal of the Tramways and Light 
Railways Association :—- 

“ A small Sub-Committee was formed in 1915 with the object of 
providing tramway rails to those members who were in urgent 
need of same. Negotiations took place with a Committee of Manu- 
fucturers, and members were circularisel in order to ascertain the 
quantities required. 

"Applications for nearly 13,000 tons were received, but subse- 
quently, owing to the prices quoted, several of these decided to 
withdraw. It was then found that the net amount remaining was 
not sufficient to induce the Committee to approach the Ministry. 
The manufacturers of special work, Messrs. Edrar Allen & Co., 
Ltd, and Messrs. Hadfield's, Ltd.. were applied to. and with their 
help they were able to assist members to the extent of 530 tons— 
211 tons BS No. 1, lc, 2, 2c; 135 tons No. 4, 4e : 234 tons No. 5, de. 
Stocks are now exhausted, but if any of our members should have 
a surplus of rails and will let the secretary know it would materially 
help other members with their shortage.” 


Tlie Brittleness Produced in Steel Springs by Electro- 
plating.—Messrs. M. DeKay Thompson and C. N. Richardson have 
investigated the fact that small steel springs become brittle when 
plated in copper cyanide baths. Plating in a nickel bath containing 
no cyanide had no such effect. 

Though the explanation of the brittleness produced in a spring 
wire when used as a cathode in a hot cyanide solution could not be 
found, the following results were obtained :— 

Spring steel becomes brittle when used as cathode in a hot 
cyanide solution, either sodium cuprocyanide or simply sodium 
cyanide. The effect is more pronounced with the simple ealt. 
Brass and phosphor-bronze are not affected. Brittleness is not 
produced by the liberation of hydrogen on the steel. The carbon 
content is not changed by the electrolysis. The crystalline struc- 
ture is not changed by electrolysis. The brittleness is not pro- 


duced in annealed wire; the brittleness is produced by use as. 


cathode whether the wire is coiled, or not bent in any way. The 
brittleness is not produced when the wire is used as anode, or when 
it is suspended in the solution without the passaye of electricity. - 
Met. and Chem, Engineering. 


Electrometallurgy in the U.S.A. in 1916.— The iu- 
stallations of electric steel furnaces in the United States approxi- 
‘mately doubled in 1915 and continued at an almost undiminished 
rate in 1916. The chief trouble met with is a lack of experienced 
operating men. High-speed tool steel is now being manufactured in 
6-ton heats as a regular procedure. in contrast with the 100-10. pour of 
the crucible. The heavy demand for high-speed tool steel and the 
difficulty of securing crucibles at any price have made the electric 
stecl furnace an economic necessity. 

A considerable number of electric furnaces have been installed 
in foundries for the manufacture of steel castings. More installa- 
tions are contemplated involving the use of the electric furnace in 
a duplex process with the open-hearth furnace or the converter. 
Several electric furnaces are melting ferro-manganese before ad- 
ditionto steel. 

In Germany—formeriy the largest producer of electric-furnace 
steel—the heavy demand for tool steel has also resulted in an 
increased use of the ebectric furnace for steel making. In August 
the production reached 17,000 tons per month, or six times teh 

monthly production at the outbreak of the war. On the other 
hand, the production of crucible steel has remained stationary. 
The monthly production of electric-furnace steel ip Germany is 
how double the crucible output. . 

On a smaller scale there has been a heavy increase of ferro-alloy 
manutacture in the United States. Threenew manufacturers of ferro- 
silicon started production during the year. At theoutbreak of the war 
about half of the domestic ferro-silicon consumption was imported, 
but now practically all ferro-silicon needed for consumption ia 
manufactured there, and a small amouft is being exported. То 
provide part of the needed furnace capacity a calcium carbide 
plant in Niagara was switched over to ferro-silicon manufacture. 
During the period in question the domestic consumption of ferro- 
silicon doubled, and is estimated at 45,000 tons annually. 

The largest domestic producer of ferro-chrome was able to supply 
the increased needs of the steel industry. With other alloys, such 
as ferro-tungsten, ferro-vanadium, ferro-titanium, and ferro-molyt- 
denum there has been an increase of production, and several plants 
have been established. There is now sufficient plant capacity in 


‘asks for the speeding-up of the decision to liquidate. 


the country for filling all domestic requirements of ferro-tungsten, 
and for the first time considerable quantities of ferro-tungsten are 
being exported. Exports of ferro-vanadium have doubled since 
1915. Most of the new producers are using the electric furnace. 
Ferro-titanium is produced at Niagara to the limits of plant capa- 
city, and the demand is greater than the power supply. A fair 
quantity of ferro-molybdenum is being manufactured in the United 
States, and towards the end of the vear there was a marked increase 
in demand for foreign shipment, believed to have to do with the 
lining of big vuns. Ferro-uranium was produced commercially for 
the first time in the U.S.A., and ашау be added to the new products 
of the electric furnace. | 

Aluminium manufacture in the United States enjoyed in the 
past year undoubtedly the maximum production and maximum 
prosperity in ita history. 

As а result of operations started in 1915 several plants are pro- 
ducing on a small but commercial scale by electrolysis very pure 
metallic magneziuim. 

Among new electrometallurgical enterprises ‘electrolytic zinc 
looms large. There is the electrolytic zinc plant of the Anaconda 
Copper Co. at Great Falls, Montana, with a production of 100 tons 
of electrolytic zinc per day. while as a result of the Bully Hill 
experiments of the General Electric Co. a $350,000 electrolytic zine 
plant is beinjr erected at the Mammoth smelter in California. 

The electrolytic copper refineries that were hit so hard at the 
start of the war have all been working to the limit of their capa- 
city. Electrolytic refining has also made a success with tin.— 
Met. and Chem, Engineering, 


The 1886 Company: a Long Arm.—A note from 
Moscow says that the Governor (N. V. Chelnokoff) of Moscow has 
returned from Petrograd, where he attended a sitting of the 
Committee for Combating German Predominance, at which a 
project for the liquidation of the 1886 Company was submitted, 
according to which it was proposed to form a new company to 
take the place of the Electric Lighting 1886 Company. Forty 
per cent. of the shares would be transferred to the Treasury ; 30 per 
cent. to the Moscow and Petrograd Town Councils ; the balance to 
be left with the present shareholders, subjects of Neutral Powers. 
The whole concern, Moscow and Petrograd. is valued at 55,000,000 
roubles. <A subsequent advice is as follows :— 

At a recent sitting of the Moscow Town Council, a member 
(M. Mazing) explained how the Ministry of Trade and Industry 
granted a 4,000,000 R. subsidy to the 1886 Company. The /tw:kiya 
Viedomosti recounts his statement as follows :— Recently it has 
been shown that the company required 6,000.000 roubles to 
carry on its business. The company explained that failing such a 
grant, Moscow would be left without current for both lighting and 
industrial purposes. Previous to the beginning of the war, all 
the money at the disposal of the company was sent to Berlin. 
There remained only a few hundred thousand roubles, which were 
distributed for various purposes by the manager. It appears that 
the banks will not give the company money. The position of the 
company is such that it is impossible to say to whom the money 
may be given on credit. and from whom one may expect to receive 
it. for a continuous change in the position of the company is taking 
place. When it was shown that the banks:/ would not advance 
money, the president of the board of the company, General 
Tzventorzhitsky, proposed to ask for it from the Ministry of Trade 
and Industry. ‘The representative of the Ministry of Finance, 
Kukelbeker, supported the proposition. This support was sufficient 
for the presentation of the request. The representative of the 
Moscow 'l'own Government desired to take part in the preparation 
of the memorandum, but he was informed that the board had 
sufficient grounds for the success of the application. and did not 
require any co-operation by a representative of Moscow. The 
grounds appeared to be quite sufficient. and the request was 
acceded to, though for a lesser sum. The Minister of Trade 
decided to grant the company a 4,000,000 roubles subsidy. This 
sum will, of course. be of great assistance to the company. 

Information on the allocation by the Council of Ministers to the 
1886 Company of a 4,000,000 roubles loan has produced a great im- 
pression in the Town Council. says the Noroie Vremya. It was 
hoped in the Council that the financial difficulties experienced by 
the company would hasten the decision on the point of liquid- 
ation. The President of the town made a detailed report to the 
Town Governor on the discussion that took place on the subject at 


‘the last meeting of the Special Executive. Council. when N. I. 


Sushkin said that the former Minister of Trade and Industry. V. I. 
Timiryazeff. having strong relations with the banks. hud decisively 
stated that the company would not obtain credit before the decision 
of the question of liquidation ; and, on the contrary. a large credit 
would be opened on the transfer of the concern into the hands of the 
town. After this report was read. the Town Governor immediately 
sent detailed reports to the Minister of Trade and Industry, Prince 
Shachovsky, and to the President of the Committee for Coping 
with the German Predominance, Stishinsky. In these reports Mr. 
N. V. Chelnokoff recalls the opinion of V. I. Timiryazetf, and 
But appa- 
rently the Special Council of the 1556 Company has a long arm in 
the Petrograd administration, since the question ot a loan was 
decided in a couple of days. At a later sitting of the Town 
Council on this question. a protest will probably be registered 
against such Government support of a German concern. 


Appointments Vacant.—Scveral station engineers for 
40-80-Kw. oil-driven electric power stations in Lincolnshire for the 
War Department—Northern Command (503. to 60s.); cost clerk 
(male or female) and shift engineer (503.) for the Walsall Borough 
Electricity Department. See our advertisement pages to-day; 
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Late Legal.—BLUNDELL v. CowrNs.—In the Court of 
Appeal, Lords Justices Swinfen Eady and Bankes, and Mr. Justice 
Lush heard an appeal by Mr. C. J. Weld Blundell from the verdict 
and judgment given against him in a libel action brought by Mr. 
Comins, of Chas. Comins х Co..chartered accountants, of London. 

Mr. Parfitt, K.C.. for the appealing defendant, said that Comins 
had been for about four years auditor of the Float Electric Co., and 
as such ће made a monthly statement for the' information of Mr. 
Weld Blundell, who really was the company. and had put large 
rums of money into it. £500 damages had been awarded to Mr. 
Comins in respect of a letter which had also formed the subject of 
an action by Mr. Lowe. a former manager of the company. In 
reply to a question by Lord Justice Swinfen Eady. Counsel said 
that the grounds of the appeal were that the damages were exces- 
sive. and that there was misdirection on the part of the Judge in 
omitting to direct the jury that the defendant ought not to be 
responsible for any injury to the plaintiff's reputation by the 
dropping of the letter and its consequent publication. 

Without calling on the respondent, the Court dismissed the 
appeal. 

Lord Justice Swinfen Eady said the letter complained of was a 
serious libel. It imputed misconduct to a professional man in his 
profession. True, the defendant's communication was to his own 
professional adviser, and it might be that the plaintiff never even 
heard of it. Certainly. it was not a communication made and 
intended to be communicated to the plaintiff. But, on the other 
hand, the damages could not be restricted to such pecuniary loss 
as the plaintiff could establish that he suffered. The damages 
were at larve. That being so, could it be said that £500 was ко 
excessive in amount that the jury must have been under some 


wrong impression, or acted on some wrong principle? He | 


thought not. It was not for the Court to say whether the amount 
was such as they would have awarded. 

Lord Justice Bankes agreed with rerret. (1) Because the language 
used by the defendant was so absurd that very little importance 
would be attached to it, especially by those who knew the 
defendant : (2) because the tendency of juries at present was to 
award extravarant damages in libel actions. 

Mr. Justice Bray concurred. 

— The appeal was therefore dismissed. 


Institution and Lecture Notes.—Royal Society of 
Arts. --[n the programme of forthcoming arrangements, is a fixture 
for March 7th. at 4.30 p.m, when Mr. J. Н. Vickery, LL.B., will 
lecture on “ German Business Methods." 


Institution of Electrical Engineers.—The Council, of the Insti- 
tution has contributed £500 towards the cost of translation of 


the specifications of the Engineering Standards Committee into | 


foreign languages. 
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The Council is also purchasing £5,250 new War Loan and the | 


Benevolent Fund £700, these amounts being in addition to any 
amounts that may be transferred. 

An alteration in the programme of the SCOTTISH LOCAL SECTION 
for the session provides for an Edinburgh meeting of the Section 
on March 20th, to hear a paper by Mr. G. A. Juhlin on “Voltage 
Regulation of Rotary Converters." 


Association of Municipal Electrical Engineers.—'The list of 
members of this Association now includes nearly every municipal 
electrical engineer in the country. No congress was held last 
year, owing to the president and other members being away on 
active service. It is hoped, however, to hold a congress this year, 
either at Cape Town or Durban. for which the following papers 
have been provisionally accepted :—- 

1. “Tariffs,” by Mr. John Roberts, Durban. (Further discussion and con- 
sideration of paper printed in Proceedings.) 

2. “ Standardisation," joint paper by Mr. John Roberts, Durban, and Mr. 
B. Sunkey, Port Elizabeth. 

3. “Gas Plant," by Mr. F. Castle, Ondtshoorn. 

4. "Design and Management of Small Power Installations," by Mr. E. J. 
Hamlin, Stellenbosch. . 

The Association has had under consideration for some time past 
the subject of standardisation in relation to sizes of plant, mains, 
materia] and supply pressures. and the same subject is now under 
consideration by the S.A. Institution of Electrical Engineers. It is 
злее] by all parties that the standardisation of rules and regula- 
tions of supply and the other items mentioned would be of immense 
advantage to all concerned, by enabling manufacturers to carry 
stocks in South Africa of practically all kinds of apparatus required 
‘with a minimum of outlay. It is not the intention of the Associa- 
tioy to depart from existing British standards, but rather to choose 
as few as possible, and not to go outside them. 

We have received from the hon. secretary (Mr. B. Sankey) a 
copy of the Proceedings of the First Congress. 1915. of which a 
report appeared in our issue of January 7th. 1916; the volume 
contains the papers read and the discussions which followed, and 
compares favourably with the records of other and older societies. 


Australian Association of British Manufacturers.— 
This Association has offered its assistance and co-operation in con- 
nection with a scheme of the Imperial Government for a travelling 
exhibition of British manufactures. which is to visit Africa and all 
the principal parts of Australia. The Association had before it, at 
its annual meeting in December, the following resolution :— 


No representative of British manufactnrers who enters into any agency 
agreement, or in any way represents any manufacturer whose principal works 
nre situated in any country decided by the Executive Council to be, or to have 
been, hostile or unfriendly, shall be entitled to membership of this Association, 
nor shall be allowed to continue membership. 


The resu!t of the hallot is to be considered at a general meeting 
of members. The Association decided to form a guarantee fund to 


firht any case that, in the opinion of the Council. is necessary for 


the benefit of members generally. 


Lighting Restrictions іп Germany.—It is considered 
that the lighting restrictions which have now been brought into 
operation in Germany by order of the Federal Council will have a 
far-reaching etfect on the working and financial results of gas and 
electricity supply works, particularly in regard to the lighting 
consumption in large towns and public lighting also in the country. 
Hitherto, the war has exercised influence on these works in two 
directions. On the one hand. the war has caused a great limita- 
tion in building work, and has. consequently, curtailed the 
establishment of new connections. while, on the other. the scarcity 
of petroleum has brought about an influx of new customers 
for the electric light and gas. so that the initial decline in 
the case of these two illuminants was rapidly overtaken, and a 
further increase was recorded. As compared with this state of 
affairs, the working of the gas and electricity supply works was 
rendered more costly. owing to the advance in coal prices and the 
absence of English coal, which was formerly largely used in gas 
works. and a fresh increase in the cost of production will now 
take place as a result of the new advance in the sale prices 
for coal which was made on January Ist. 1917. 

The order for exercising economy in lighting agencies will pre- 
sumably be of detrimental influence on the working results chiefly 
of was and electricity works, because these are largely in muncipal 
ownership. Тһе number of public supply works rose from 
1.978 in 1909 to 4.040 in 1913, and the aggregate value of the con- 
nections passed from 1,860.860 KW. to 3,725,769 KW. in the same 
years respectively. These figures represent an augmentation of 
almost 100 per cent. in four years, whilst the capacity of the works 
in machinery and accumulators advanced from 1.161.609 KW. to 
2.095.666 KW. in the same period. Ав to the division of the supply 
bet ween lighting and power customers, it appears that out of the 
total value of the connections in 1909, 40°7 per cent. devolved upon 
lighting and 593 per cent. on power connections; but in 1913 
a further displacement took place to the disadvantage of the 
lighting connections, which receded to 35'8 per cent., whereas the 
power connections rose to 64/2 per cent. The number of places 
supplied with current advanced from 4.700 in 1909 to 17,500 in 
1913, and it is assumed that an agvreate capital of €£125,000.000 was 
invested in public electricity works at the end of 1913, exclusive of 
the value of the connections from the distributing mains to the 
consumers' preniises. 

It is impossible to form any definite opinion as to the extent of 
the influence which the lighting economy scheme, which also 
applies to supply to tramways. will have upon the electricity 
works. A geat deal will depend upon the limitations in private 
lighting. the course of coal prices (which are now much higher), 
and of the prices of other raw materials, and the sale price for 
electricity. which has already been raised at Frankfort-on-Main. 
On the other hand. a partial compensation for reduced lighting 
consumption is looked forward to in the direction of an increased 
delivery of energy for power purposes, especially in connection 
with the industries envaved on war work. 


Inquiries.— We are asked for the names of makers of the 
McNicol boiler, " American Interstate Novelties," and " Titan" 
electric lamps. 


Research in Glass and Optics.—A Standing Committee 
on glass and optical instruments has been established by the 
Government's Department of Scientific and Industrial Research. 
Sub-Committees have been appointed to deal with various special 
problems. including raw materials for glass and glass-makiny, 
general physical and chemical properties of glass and glassware for 
scientific and industrial purposes, X-ray glass apparatus, &c. 


Engineering Labour.— The Executive Committee of the 
Amalgamated Society of Engineers suggests that the only way to 
bring about an amalgamation of the engineering and shipbuilding 
industries is by bringing about, first of all. a fusion of two or three 
societies. The amalgamation of the A.S.E., the Boilermakers. and 
the Ironfounders would bring into being a single union capable of 
effectively controlling the industry. and the adherence of the 
smaller societies would follow.— The Times. : 


War Loan.—Last week a successful War Loan rally 
took place among the employés of the British Thomson-Houston 
Co., Ltd.. at Willesden Switchboard Works. Meetings were held 
during the week, at which great enthusiasm was shown. the 
response to appeals made being extremely gratifying: over 700 
15s. ба. War Loan certificates were applied for on Friday and 
Saturday alone. 


Excess Profits Duty - 1a response to an application by 
the Cape Electric Tramways. Ltd., the Board of Referees has 
ordered that the statutory percentage as respects the carrying-on of 
electric tramway business in Cape Colony in which the whole of 
the share capital is held by companies registered in the United 
Kingdom, the tramways not being carried on by municipalities, be 
increased to 73 per cent. for a company or other body corporate, 
and to 84 per cent. for any other trade or business. 

The London Omnibus Owners' Federation applied for an increase, 
and has been given an increase to 8 per cent. in the case of & 
company or other body corporate, and to 9 per cent. for others. 


Electric Light Switching Exams.—During the wat 
Messrs. A. P. Lundberg & Sons have discontinued giving prizes : 
those wishing to investigate the subject can start working a paper 
without delay. a certificate being awarded if the paper merita it. 
Those interested should write to the firm at 477-489, Liverpool 
Road. London, N. | - 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial sule of the profession and industry, 
also electric tramway and railway officials, tv keep readers of the 


ELECTRICAL REVIEW posted as to their movements, 
— AR 


Central Station and Tramway Officials.—]lhe Newport 
(Mon.) Council has approved a recommendation to increase 
the salary of Mr. A. NicHoLs Moors, tramways manager and 
borough electrical engineer, by £100 per annum, Increasing 
the maximum from £400 to £500. 

The Battersea B.C. 1s recommended to sanction the follow- 
ing increases in the salaries of officers in the electricity depart- 
ment :—Mr. H. F. G. Thompson, assistant electrical engineer, 
from £28) to £310 per annum; Mr. T. Bennett, station super- 
intendent, from £205 to £225; Mr. E. S. Colley, shift. engi- 
neer, from £160 to £170; Mr. C. E. F. Evans, shift engineer, 
from- £100 to £170; Mr. Н. V. Healy, shift engineer, froin 
£100 to £170; Mr. W. T. Magrath, mains assistant, from £132 
1Us. to £150; Mr. W. Mears, meter superintendent, from £156 
to £166; Mr. A. S. Knight, installation inspector, from £125 
to £130; Mr. J. C. Adams, office clerk, from £107 10s. to 
£115; Mr. H. T. Strugnell, storekeeper, from £125 to £130; 
Mr. E. N. F. Grant, commercial assistant, from £104 and 
commission to £165 per annum and no commission. 

The Wigan Electricity Conunittee has awarded a grant of 
£25 to Mr. Butt as an appreciation of his services during the 
four months that he has been acting as electrical engineer; a 
similar grant has been made to Mr. BECK. 

The staff of the Lincoln municipal electricity works has 
presented a clock to Mr. J. W. Haukes, only son of Coun. T. 
C. Halkes, on the occasion of his marriage to Miss M. M. 
Elkington, also of Lincoln. 

The Bradford Electricity Committee recommends advances 
in salary to officials in the department as follow :—Mr. Thos. 
Roles, city electrical engineer, £500 to £900; Mr. J. H. Shaw, 
deputy engineer, £350 to £450; Mr. James Fairburn, works 
superintendent, £300 to £350; Mr. C. E. Allsopp, commercial 
assistant, £250 to £300. The Tramways Committee recom- 
mends advances as follows:—Mr. J. W. Dawson, assistant 
electrical engineer, £295 to £325; Mr. T. Stirk, traffic superin- 
tendent, £270 to £300; Mr. T. B. Moseley, chief clerk, £200 
with £20 bonus to £225 without bonus. 

The Maidstone T.C. has decided to increase the salary of 
Mr. LAMBERT, manager of the tramways, from £275 to £900 a 
year, as from January Ist last. 

The Reading T.C., on the recommendation of the Tramways 
Committee, has decided that Mr. J. MCLELLAN CALDER., chief 
assistant. engineer of the undertaking, be refused leave of 
absence for military service. 


General.—Congratulations to  Lieutenant-Colonel ALFRED 
Erxest LE RossiGNoL, London Electrical Engineers, upon his 
appointment as С.В. (Civil Division). Also to Mr. V. L. 
Raven, now Superintendent of Woolwich Arsenal, who was 
lent to the Government by the North-Eastern Railway, for 
which he was chief mechanical engineer, who receives the 
honour of knighthood; to Mr. WM. WEIR, a well-known Scot- 
tish engineer, and Scottish Director of Munitions, who re- 
ceives а similar honour; and to Sir R. SotHern HOLLAND, 
H.M. Trade Commissioner in South Africa from 1908 to 1913, 
who becomes a baronet. 

Trooper Н. GIRDLESTONE, of the Queen's Own Yorkshire 
Dragoons, and of the B.T.H. Co.'s Sheffield staff, and son of 
Mr. J. O. Girdlestone. of the Westminster Engineering Co., 
Ltd., has returned froin service in France to take up a com- 
mission in the R.N.V.R., for electrical duties with the Naval 
Air Service. Mr. Girdlestone jotned the Yorkshire Dragoons 
in August, 1914, and has been in France for 19 months. 

Mr. С. F. Butter, A. M.I.E.E.. has joined the staff of the 
British Engine, Boiler & Electrical Insurance. Co., Lid., as 
assistant engineer in the electrical department at the com- 
pany's head office at Manchester. 


Roll of Honour.—Second-Lieutenant T. A. O'Meara, East 
Iancashire Reginient, who was recently killed, aged 14, 
was the only surviving child of Major W. A. J. O'Meara, 
late R.E. 

Private W. Crowe, Manchester Regiment, who wis on the 
staff of the Bury (Lanes.) Corporation electricity works, has 
died of disease whilst on military service, aged 42 vears. 

Private C. V. Moore, Durham Light Infantry, who has 
fallen in action, enlisted 18 months ago, whilst with Messrs. 
Cox-Walker, of Darlington. d 

The Military Medal for distinguished. conduct in the field 
has been awarded to Corporal A. J. Potter, К.В.В., who 
was with Messrs. Willans & Robinson, of Rugby. 

Sergeant CHARLES ELLIOTT ATKINS. who joined the Signal 
Section of the R.E. whilst with the British Thomson-Flouston 
Co., Ltd., of Rugby, has been awarded the Military Medal 
for gallantry in action. 

Private Winttam BoorH, of the Grenadier Guards, who has 
died in a South of England hospital. aged nearly 19, whilst 
undergoing training, was, prior to joining up, with the Halifax 
electricity department. 

Lieutenant Сесп, Hopkinson, В.Е. (Signal Officer), youngest 
son of the late Dr. John Hopkinson, F.R.S., has died of 
wounds received in action, aged 25 vears. He was wounded 
In the head on November 24th, 1915, and died at Cambridge 
on February 9th, 1917, The Times states that at the outbreak 


of the war he was at Sir Charles Parsons's works at New- 
castle-on-Tyne. Lieutenant. Hopkinson had been mentioned 
in one of Sir D. Haig'’s dispatches. 

We regret to announce that Mr. W. E. Evans, chief clerical 
assistant at the London showrooms of the Edison Swan Elec- 
tric Co., Ltd., died last week, atter only three weeks! service 
with the Rosal Flying Corps. 


Obituary.— Tir DUKE or NonroLk.—Woe regret to record 
the death of the Duke of Norfolk, which occurred on Sunday 
last, from gastric influenza, at the аре of 69 years. The late 
Duke was Postinaster-General from 1595 to 1900. Though 
His Grace was naturally occupied. with innumerable and vast 
affairs, mechanical and electrical engineering matters formed 
for hime a congenial hobby, in which he had long displayed a 
considerable and intelligent interest. 

Mk. CHas. E. Srurniern.—The death has occurred, as the 
result of a motor cycling accident, of Mr. Chas. E. Spurrier, 
the proprietor of the oldest. established finn. of contracting 
engineers in. Wolverhampton. The Wolverhampton Electric 
Fittings & Installations Co. was established Бу him about 25 
years’ ago, and he was responsible at that time for some of 
the earliest installations of electrie lighting in the town, the 
municipal supply not being then inaugurated. During the 
past few vears he had taken an interest in the development 
oi hydro-electric schemes in connection with the lighting and 
power requirements of farms and villages. He was a metnber 
of the Electrical Contractors’ Association, and of the Coin- 
mittee of the Wolverhampton & District Engineering Society. 

Will.—The late Sir GEORGE FRANKLIN left £108,167 gross 
and £98,625 net. 
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NEW COMPANIES REGISTERED. 


New Switchgear Construction Co., Ltd. (145,964).— 
Private company. ‘his company was registered on February 9th, with a 
capital of £10,000 in £10 shares, to carry on the business of electrical engi- 
neers, manufacturers of and dealers in switchgear, transformers, heating, and 
lighting apparatus, &e. The Board of Trade has authorised the company to 
acquire part of the undertaking of the Switchgear Construction Co., Ltd., the 
books and documents of which are liable to inspection under the Trading 
with the Enemy Act. The usual provisions to ensure the British character 
of the new company are insected in the Memorandum of Association, The 
subscribers (each with one share) are :—J. Hall, The Haven, St. James Road, 
Sutton, Surrey, electrical engineer; C, E. Cleeves, Heddfan, Sketty, Glam., 
managing director of private company. Table * A" mainly applies.  Solici- 
tor: W. E. Singleton, 37, Essex. Street, W.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


. 


Seear, Scott & Co., Ltd.—Particulars of £1,000 deben- 
tures created January 26th, 1917, filed pursuant. to Section 93 13) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged: The company's undertaking and property, present. and future, 
including uncalled capital, No trustees, 


Tyne Electric Steel Foundries, Ltd.—Issue on January 


25th, 1917, of £2,700 debentures, part of a series of which particulars have 
already been filed. 


Sheerness and District Electric Power & Traction Co., 


Ltd.—A memorandum of satisfaction in full on January Ist. 1917, of deben- 
tures dated November 4th, 1913, securing £200, has been filed. 


Banbury and District Electric Supply Co., 


memorandum of satisfaction in full on. December. 3th, 
dated March 26th, 1913, securing: £100, has been filed, 


Woking Electric Supply Co., Ltd.—.A\ memorandum of 
satisfaction to. the extent of £3,000, between. Мау 2nd, 1914, and February 
9nd, 1915, of debenture stock issued. under trust deed dated Mareh dst, 1906 
securing an indefinite amount. 


D. P. Battery Co.. Ltd.—Particulars of £6,000 deben- 
tures created January. Ith, 1917, filed. pursuant to Section. 93 (3) of the Com- 
panies (Consolidation) Аст, 1908, the whole amount bing naw issued, Pra- 
erty charged : The company's undertaking and property, present and future, 
including uncalled capital, No trustees, 


Oliver Arc Lamp, Ltd. (90,880).—Capital, £2,000 in 
Ф! shares. Return. dated December 6th, 1916. 1,407. shares taken up; £7 
paid; £1,400 considered as paid. Mortgages and charges: £14,000. 


141. — A 


1916, of debenture 


CITY NOTES. 


At the annual meeting, Lord Aherconway 
said that they were sparing no pains to lay 
the foundation for increased business. Judg- 
ing from the actual passenger traffic, there 
was a normal and steady increase in the sources from which 
they might expect to derive their passenger revenue in the 
future. They hoped also that the development of their goods 
trafie would correspond. The company's position in the 
matter of reserves was stronger than it had ever been before. 
What the position of railway companies generally might be 
after the war it was impossible to say. There might be legis- 
lation involving a continuance of Government control in some 
form, or there might be even more radical changes; but, 
whatever happened, it would be all to their advantage that 
their reserves were substantial and their_ financial position 


Metropolitan 
Railway Co. 
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generally a thoroughly sound one. If, when the present 
Government control and guarantee were terminated, thoy 
reverted to the position of independence that they occupied 
before the war, they, in common with other railway com- 
panies, would be faced with very largely increased expendi- 
ture, and unless they were permitted to take steps to enlarge 
their revenue by the raising of fares and rates it would not be 
„an easy matter io make ends meet. 


A meeting of the first debenture stock 
"Edison Swan holders was held on Monday, at which the 
Electric scheme of arrangement was approved. Mr. 
Co., Ltd, С. J. Ford, the chairman of the company, 
explained the scheme. He said that it pro- 
vided for £100,000 of new money being brought into the 
business, through the medium of the issue of 100,000 prefer- 
ence shares; for the increase of the interest payable upon the 
first debenture stock from 4 to 5 per cent. per annum, to- 
gether with the increase of the interest upon the second de. 
benture stock from 5 to 54 per cent. per annum; for the 
provision of an annual sinking fund for the redemption of both 
classes of debenture stock, and the ultimate merging of the 
second debenture stock with the first debenture stock 1nto one 
class, bearing interest at 5 per cent. per annum; and for the 
rehnquishment of the security which both classes of deben- 
ture stock held on the £2 per share uncalled upon the partly- 
paid "A" shares. Four years ago, when he first became 
connected with this company, it was apparent to him and to 
others interested that further working capital was urgently 
required if the company was to maintain a proper place 
amongst the greater electrical undertakings of this country, 
and a scheme was brought before the debenture-holders hav- 
ing with its object the provision of further working capital, 
but the majority of them did not see their way to sanction 
the directors' proposals. Since that time the coinpany's trade 
had very largely increased, and the necessity for further 
capital had beconie very much accentuated, so much so that 
unless this could be provided the company's present position 
. and prospects would be seriously prejudiced. 


The gross profit for the year ended at 
August, 2916, was £136,541, as against 
£119,597 for the previous year, an increase 
of 17 per cent., as against 7 per cent ih 
. the previous year. After paying debenture 
interest and charges, management and general expenses, and 
© putting £3,000 to reserve for excess profits, the credit. balance 
15 £52,046. An interim dividend of 5 per cent. was paid in 
June last, and the following are now recommended :—A final 
dividend of 5 per cent., free of income-tax, on the ordinary 
shares, making 10 per cent. for the year; a bonus of 2 per 
cent., free of income-tax, а final dividend of 5 per cent., free 
of income-tax, on 19,784 ordinary shares (new issuc), a bonus 
ot 2 per cent., free of income-tax, on amounts paid up, leaving 
£0,160 to be carried forward. 

The report shows that for the year 
Yorkshire ended December, 1916, the net profit, after 
Electric Power payment of mortgage and other interest, 
" Company. was £29,112, as against £21,209 for 1915, 
and £20,535 for 1914. Including £2,478 
brought forward, the total available is £31,590, out of whicb 
6 per cent. on the preference shares absorbs £9,408, £12,000 
i3 transferred to general reserve fund, 3 per cent. 1s to be 
paid on the ordinary shares (£6,316), and £3,866 is to be 
carried forward. Seventy-eight members of the staff are with 
the Forces; five have laid down their lives. The staff have 
rendered loyal service to the company during the year, under 
very difficult conditions. Costs of labour and supplies have 
been heavy, but the company has returned to the steady pro- 
gress interrupted by the war. The advantage of the supply 
13 being realised, and to meet the demands in every part of 
the area (especially in the southern and eastern divisions, 
where collieries and steel works are being rapidly developed), 
additional generating plant has been ordered. Owing to 
urgent requirements, £60,000 is being advanced by the Gov- 
ernment towards the cost of the extension. This is secured 
by second mortgage. Of the £71,640 in cumulative prefer- 
ence shares authorised in September last, £34,490 has been 
taken up, and the balance is being allotted as applications are 
received. The whole of the £47,000 debenture stock of the 
Waste Heat Co. has now been taken up. Annual meeting: 
February 20th, at Leeds. 
The misfortunes of this company, which 

The Compagnie at one time absorbed the English Supply 

Madrilene Co. at Madrid, and in which French capi- 
d'Electricité. tal is also interested, have been set forth 

in the Spanish capital. The Gaceta of 

January 3rd, for instance, contains a notice that, in accord- 
ance with the judgment of insolvency of December 13th, 1916, 
the company or its legal representative was required to pro- 
duce the company’s general balance sheet within a weck. 
The Economista states that the company’s appeal was re- 
Jected, and bankruptey was therefore inevitable. The assets, 
which were represented by shares and debentures, amounted 
to a nominal value of 20,000,000 pesetas (£800,000), less ap- 
proximately 9,500,000 pesetas (£100,000) of securities removed 
for the company’s needs before the suspension of payment. 
The committee of debenture-holders appointed in November, 
1911, is said to have made an excellent campaign, and ob- 
tained happy results from a judicial point of view. Negotia- 
tions were continued with the French debenture-holders, who 


Adelaide Elec: 
tric Supply 
Co., Ltd. 


were represented by the Association des Valeurs Mobileéres, 
in order to harmonise the objects in view. Tbe matter of 
the Supply Co. (the English company absorbed by the Madri- 
lene Co.) has also been investigated, & company which is 
declared to be "a tegacy burdened with cost of udimunistra- 
tion in. England and fiscal charges in Spain, in notable dis- 
proportion to the amount of the debt, which suggests the 
seeking, if possible, of a formula which would cause the 
English company to disappear promptly." ‘The committee 
has not neglected an examination ot the possible solutions 
Which would permit, within the limits of the guarantee 
which the declaration of bankruptcy .bas given to the deben- 
ture-bolders, of the finding of án arrangement with the 


"company, but so far no practical results have been achieved. 


On the other hand, the committee has been able to appreciate 
the prosperous course of the Union Electrique Madrilene, 
Which is all for the benefit of the Compagnie Madrilene and 
is the sole asset of the debenture-holders. 


The Watt, A.G. fur Elektrische Unter- 


Swiss nehmungen, of Glarus, which is closely 
Electrical associated with the Zurich Bank for Elec- 
Companies. trical Undertakings, and is also an invest- 


ment company, reports that any further 
extension of activity in 1915-16 was stopped through the con- 
ditions of war, so that the investments were again limited to 
those prevailing in the previous year. ‘The net profits for 
1915-16 amount to £9,000, as contrasted with £15,000, and 
the dividend on the ordinary capital is 3 per cent., as against 
o per cent. in 1914-15. 

The Columbus, A.G. fur Elektrische Unternehmungen, of 
Glarus, which belongs to the Brown-Boveri group, and was 
formed three years аро to acquire the inajority of the shares 
in the Compania Italo-Argentina de Elektricidad, of Buenos 
Aires, reports net profits of £51,000 for 1915-16, as compared 
with £40,000 in the previous 12 months, on an ordinary share 
capital of £500,000. It is proposed to pay 5 per cent., being 
the same rate as іп 1914-15. The directors state that the 
machinery export ditficulties in Europe in the past year con- 
tinued to hamper the development of the Buenos Aires Co., 
whose works, however, were to be enlarged, the present 
output representing approximately 97,000 Kw. 


The War Loan.—Since our last reference to applications 
from electrical and allied firms for War Loan, the following 
have been announced. The figures in parentheses represent 
new loan :— | 


£ £ 
Anglo-Argentine Tramways Co. ste 240.000) 650.000 
Victoria Falls & Transvaal Power Co. (HUU, UUU) 900,000 
Brisbane Tramways Co. |... säs ' 108.400 
Babcock & Wilcox (140,009) 500,000 


Phosphor Bronze Co. о 


а (20,000) 20,000 
British Mannesmann Tube Co. 


(OO, OW) 50,000 


Marconi Wireless Telegraph Со, 5% ive ее (100.000) 200,000 
Marconi International Marine Communications Co, (50,000) 90.000 
British Electrical Federation, Ltd. ... vis (220,000) 355,000 
Ditto, Staff Scheme А РА $us La exa e. (10,000) 
Boviny & Со, and Electro Metals, Lid., and. Managing 
Directors - ls sis ss ee 6s .. (12,000) 
Auckland Electric Tramways Co. me T E Ps 50,000 
Para Electric Railway & Lighting Co. (25,000) 
Stewarts & Lloyds ns "S "- m "m wee (400,000) 500,000 
India-rubber, Gutta-percha &. Telegraph Works Co.. Lid. (30,000) 
Lodye Sparking Plug Co. we e" m me e. (20,000) 25,006 
James Scott, Ltd. ... T m з (1,000) 
Vulcan Boiler & General Insurance Со, (25,000) 50,000 
. C. Hawkes and O. C. Hawkes, Ltd. (20,000) 
Falk, Stadelmann & Co. is wis (26,100) 54,000 
Sterling Telephone & Electric Co. (25,000) 25,000 
Liverpool Overhead Railway 10,000 
Mersey Power Co. is (5,000) 5,000 
Brown, Boveri & Co, 4,000 


General Electric Со. and its Allied Companies’ Staff 
and Employés zu ate "is ко e. 0. (26,500) 26,500 
National Gas Engine Co., Ltd.—The net profit for 1916, 

after providing amply for depreciation of buildings, plant, 

tools, &c., and allowing for management, salaries, and income- 
tax, was £95,915. After paying the preference dividend, and 

7} per cent., less income-tax, on the ordinary shares, plus a 

bonus of Yd. per share, £46,334 remains to be carried forward. 

Crossley Bros., Ltd.—Dividend on the ordinary shares, 7 
per cent per annum for the past half-year, making 6 per 
cent. for the year. d 

Telegraph Construction & Maintenance Co., Ltd.—The 
directors propose to distribute, in addition to the interim divi- 
derd of 5 per cent. paid in July last, a further dividend of 10 
per cent., together with a bonus of 12s. per share. 

Electrical & Industrial Investment Co., Ltd.—For 1916 
there was a profit, after payment of all management expenses 
and interest on debenture stocks, of £13,489, plus £10,877 
brought forward, making £244,367. The directors recommend 
a dividend of 5 per cent. on the preferred ordinary. shares, 
carrying forward £13,367. They have continued to act on the 
principle of adding to reserve the profits made on sales of 
investments and of charging losses on realisation against the 
reserve. .. 

Tottenham District Light, Heat & Power Co.—Dividends 
for the past half-vear at the following rates :—5 per cent. on 
the preference stock, 5 per cent. on the “A” stock, and 3j 
per cent. on the " B” stock, all less income-tax. 

Metropolitan District Railway Co.—Dividends: On the 
four per cent. guaranteed stock for the last half-year, 2 per 
cent.. making 4 per cent. for the year; on the four and 
a-half per cent. first preference, 24 per cent., making 44 
per cent.; on the five per cent. second preference stock, 1 
per cent., making 3 per cent., carrying forward £20,688. 
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Underground Electric Railways Co.—Thoc full interest to 
3lst December on the six per cent. first cumulative income 
debenture stock is to be paid and 2 per cent., free of tax, on 
the six per cent. income bonds of 1948, making 5 per cent., 
free of tax, for the year; carry forward, £30,000. The revenue 
shows & reduction of £27,000, while the increased income-tax 
and loss in foreign exchange exceed £56,000. 


Blackpool & Fleetwood Tramroad Co.—The net earnings 
for 1916 after the payment of debenture interest and fixed 
charges were £18,250, making, with the amount brought for- 
ward, £22,505. The directors recommend the payment of final 
dividend of 44 per cent. (making 64 per cent. for the year), 
placing to general reserve account £1,000, to depreciation re 
serve account £5,00U, writing down value of investments in 
railway stock £3,005, and carrying forward to next account, 
subject to excess profits duty, £3,750.—Financial Times. 


Davis & Timmins, Ltd.—After allowing for depreciation 
and other charges, and including £39,092 brought forward, 
the net profit is £103,242. £5,000 is put to general reserve, 
£5,784 to income-tax account, and £1,672 to depreciation on 
investments. The dividend on the ordinary shares is 8 per 
cent. for the year, free of income-tax, and a bonus of 17 per 
cent. 18 to be paid, free of income-tax. leaving to be carried 
forward, subject to special taxation, £75,436. 


Liverpool Overhead Railway Co.—Final dividend for 
the last half of 1916 at the rate of 5 per cent. per annum (less 
income-tax) on the preference shares and 4 per cent. per 
annum (less income-tax) on the ordinary. shares, making for 
X year 5 per cent. on the preference aud 3} on the ordinary 

ares. 


London Electric Railway Co.—Dividend, 2 per cent. for 
the past half-year on the preference, making 4 per cent. for 
the year; ł per cent. on the ordinary, making 14 per cent. 
for the year, carrying forward £24,474. 


Central London Railway Co.—Dividend on the undivided 


ordinary stock for the past half-year, 12 per cent., making | 


34 per cent. for the year; 4 per cent. is paid for the year on 
the preferred ordinary, and 3 per cent. on the deferred ordi- 
nary, carrying forward £12,079. 


City & South London Railway Co.—Dividend on the con- 
solidated ordinary stock for the past half-year, ł per cent., 
making 14`рег cent. for the year, carrying forward £17,245. 


National Electric Supply Co., Ltd.—The LE profit for 
1916 was £19,180. The directors recommend a dividend of 
3s. 6d. per ordinary share, making 6s. per share (against 7s. 
for 1918). £4,000 is reserve for depreciation, and £2,038 
interest on bonus. 


Smithfield Markets Electric Supply Co., Ltd.—The divi- 
dend for 1916 is 1 per cent. (as against 2 per cent. for 1915), 
carrying forward £1,000. 


Central Electric Supply Co.—In the accounts for 1916, 
after payment of interest on debenture stock, £19,557 is placed 
to depreciation fund, and £1,257 to writing off (one-half) dis- 
count on issue of debenture stock. £6 is carried forward. 


Underfeed Stoker Co., Ltd.—Dividend at the rate of 5 
per cent., less tax, for 1916. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Tne interesting point of speculation is how soon Stock Ex- 
ange markets will recover from the effect of the enormous 
amount of money which has been put up in payment for 
War Loan stock. For nearly a month the War Loan has 
appropriately assumed the first place in everybody’s con- 
sideration; and, as we have said before, one of the surprising 
parts about the colossal issue is the fact that existing securi 
ties should have suffered so comparatively little. Prices have 
fone down, of course; they were bound to do so. Had the 
all been much more extensive in its area; however, no one 
would have been astonished, particularly as so many people 
sold good securities in order to appiy for the new loan. 
There is an idea current at, the time of writing that the 
subscription lists may be kept open a little longer than the 
previously advertised time; but most people would be glad 
to find this report turn out to be incorrect, because if the 
lists remained open it would certainly lend the impression 
that the loan has not been the triumphant success which we 
feel sure the final figures will show it to have scored. 
Markets, of course, are listless and quiet. It is hardly to 
be expected that they will take a turn for the better until 
two or three weeks have elapsed from the closing of the 
War Loan lists, because, quickly as money accumulates, it 
wil probably take a month for conditions to settle down.into 
the normal again. The chief point of interest this week has 
been the extraordinary demand for War Loan sweepstake 
tickets, which have gone off like the proverbizg hot. cakes, 


only quicker. The sweep comprises 960, 1,900, or 2,700 
tickets of £1 each, with nine prizes per £1,000 War Loan 
attached; and the organisers find that they can dispose of 
a batch in less than an hour, outsiders as well as members 
of the House being amazingly keen on this form of invest- 
ment. | 

Apart from the sweepstakes, Home Railway. dividends 
claim a good deal of attention. In the Underground group, 
the reduction of the interest payment on the 6 per cent. 
income bonds of the Underground Electric Railways of Lon- 
don was a sharp disappointment, and led to a drop of 64 
points in the price. Тһе previous rise had brought out a 
good deal of stock; and those who bought are now talkin 
about the ‘‘ knowing old corpse " who figures as the decease 
account said to have been responsible for the amount of 
stock available. · 

The company’s explanation of the reason for the decline— 
namely, the advance in income-tax and working charges— 
1з comprehensible enough, but certainly there were very few 
who looked for a lowering of the dividend this half-year. 
The £10 shares have come down from 9j to 1$, and the 
vague hopes entertained of & possible dividend on these are 
incontinently shattered for the tune being. The shilling 
shares are quoted about 5s. 

Other members of the group have not done at all badly. 
On Central London deferred the dividend is at the rate of 
3 per cent.; as against 2 per cent. this time last year. The 
District Co. 1s paying 3 per cent. on its second preference 
stock, the London Electric 14 per cent. on its $10 shares, and 
the Central London 34 per cent. on the ordinary stock, all 
these being the same as the distributions of a year ago. The 
London General Omnibus Co. declares a dividend making 8 . 
per cent. for the year, as against 12 per cent. for 1915. 

Amongst the steam-electric lines, the Brighton Co. an- 
nounces 4 per cent. on its deferred stock, as in 1915, and 
this is something of a disappointment, because the optimists 
had looked for 44 per cent.; while the maintenance of the 
London & South-Western dividend, upon which we com- 
mented last week, also failed to meet the hopes of something 
better as compared with last year. The result is that most 
railway stocks are lower on the weck. 

Central London deferred non-assented stands out as a con- 


: Spicuous exception with a rise of 5 points at 324, but other 


stccks in this section are dull. London Electric ordinary 
shares fell to 23. Districts dropped to 16, and steam-electric 
issues are somewhat heavy. London United Tramways 4 
per cent. debentures declined to 41. London General Omni- 
bus debenture stocks are a little easier. 

The electric supply section had another pleasant disappoint- 
ment in the shape of the Westminster dividend, making 7 
per cent. for the year, the same as that declared in Ње 
previous twelvemonth. This was a decided improvement 
upon anticipation. No change occurred in the price of the 
shares, but the market generally is harder. The turning up 
of the lights in certain parts of Tondon cast a modified 
brightness upon the market, although the difficulties experi- 
enced by householders in the way of obtaining coal supplies 
was & sharp reminder that illumination companies have 
probably suffered similarly. 

The telegraph market 15 inclined to be dull. There is not 
much doing in the stocks, but the usual buyers have been 
putting their money into the War Loan, so that would-be 
sellers who wanted to realise their stock for the same pur- 
pose found that they had to accept lower prices. Conse- 
quently, the Eastern group is dullish, Indo-Europeans are 
50s. down, Great Northerns £1, and in one or two cases it 
has been none too easy to find buyers, even for the best-clase 
shares. This is the sort of thing which, of course, will be 
rectified before very long, because as soon as the call for 
patriotic investment is silent, the bargain-hunter will be out 
looking for cheap stock; indeed, his presence has been ob- 
served in several markets this week. | 

Amongst foreign issues, the American-Canadian power 
companies’ shares are inclined to droop, and Kaministiquia 
stands out with a fall of 5 points at 1254. The shock adminis- 
tered to Wall Street by the possibility that the United States 
might enter the active theatre of hostilities is practically over, 
and many prices have regained the falls which they experi- 
enced upon Germany's defiance of America in connection with 
the submarine warfare. ‘‘ America won't fight," вау a good 
many men in the City. | | | 

Brazilian stocks and shares of all classes, including Brazi- 
lian Tractions, have been disposed to dulness; and the Argen- 
tine group is also somewhat heavy. British Columbia elec- 


tric issues have sympathised with the genzral tendency ; busi- 


‘ness in these has been quiet, like that in other markets of 


the Stock Exchange. D. 

The quietude of markets and the issue of the War Loan 
have been jointly responsihle for the rumour that the Stock 
Exchange Committee are discussing the suggestion for closing 
the House at one o'clock. instead of leaving it open until 
three o'clock, as to which there may be an official pronounce- 
ment in the course of the next few days. 

The industrial market is reasonably steady. There are 
scarcely any changes in the manufacturing shares of elec- 
trical and cable companies. The iron and steel division 189 
still dull: and rubber shares, notwithstanding a further rise 
in the price of the commodity to 3s. 34d. per lb., are inani- 
mate. Thero is nothing fresh to add in regard to the market 
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for copper shares, while that for other base metal descrip. 
tions 1s slightly weaker. Victoria Falls preference eased off 
to 19s. 9d., the ordinary shares giving way in sympathy to 
19s. 6d. The reason given for the shrinkage is the same as 
that which has been uniformly put forward since the War 
Loan lists were opened. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Homes ELzorRIOITY COMPANIES. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


————— — —— ——— — ed 


Latest Fortnight's 
CHEMICALS, &c. Price. Inc. or Dec, 
a Acid, Oxalic oe ee ee oe per Ib. 1/6 ee 
a Ammoniac Sal $a - .. рег ton £'15 és 
a Ammonia, Muriate (large crystal) А £54 - 
a Bisulphide of Carbon .. E " £28 ee 
a Borax . о es oe ee ae 99 284 ze 
a Copper Sulphate .. s 3s £08 ss 
a Potash, Chlorate .. - .. perlb 2/6 ў 
а , Perchlorate " 9/- yo 
a Shellac e. se P. perewt 156/- 12/- inc. 
a Sulphate of Magnesia... per ton 216 - 
a Sulphur, Sublimed Flower ii £25 £6 inc. 
a УУ Lump .. is j £19 £3 inc. 
a Soda, Chlorate ag ze per Ib 1/- 
а „э oe ee ee per ton 190/- ee 
a Sodium Bichromate, casks es perlb E ВА 
METALS. &c. 
с эз Tubes (solid drawn) ee » oe oo 
c » Wire, basis .. a Sie So es "m 
c Copper Tubes (solid drawn к HE 1/81 to 1/82 1d. inc. 
E » Bars (best selected) per ton 21170 £4 iac. 
s Т] Sheet ae os se 9 21710 £4 ino. 
| 4 Rod .. oe ee oe LT] £170 £A inc. 
d » (Electrolytic) Bars s £147 £5 inc 
d › ji Sheets .. i £172 £7 inc 
d » з Wire Rods » £155 £4 inc 
d ГТ] Т) H.C. Wire per Ib 1/68 àd. inc 
f Ebonite Rod ee ее ee ae [T] 8/- ее 
99 Sheet . ee ee 99 2/6 ee 

n German Silver Wire  .. T n 2/3 - 
h Gutta-percha, fine .. ‘a i» 5 6/10 E 
h India-rubber, Para fine .. ves i 8/44 2d. inc. 
i Iron Pig (Cleveland warrants) .. per ton Nom. as 

» Wire, galv. No. 8, P.O. qual. j #88 T 
g Lead, English Pig..  ..  .. " £31 5 . 
g Meroury is es I .. per bot. £19 15 Я 
e Mica (in original cases) small .. per lb. ба. to 8/- vx 
€ » ” » Medium » to oe 
e V, [T] А] large oe » 9/3 to 14/- & ор. ee 
d Silicium Bronze Wire .. ` per Ib. 1/10 PE 
r Steel, Magnet, in bars .. per ton в 
g Tin, Block (English) .. 2. 4, we 
N » Wire, Nos. 1 to 18 eo ee per lb. 8/- 1а, іпс 

Quotations supplied by— 

a G. Boor & Co g James & Shakespeare, 


c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Sons. 


f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd 


h Edward Till & 
i Bolling & Lowe. 


| Richard Johnson & Nephew, Ltd. 


n P. Ormisten & Sons 
r W. F. Dennis & Co. 


\ 


* Dividends paid free of income-tex, 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Month 
Locality. ended 
(4 wks.) | 
Bristol (Trams) .. | Jan, 96 
Cork .. Pec oes ›‚ 
Dublín «e " » 96 
Hastings  .. .. „ 28 
Lancashire United » Ul 
Llandudno-Ool. Bay » 96 
Auglo-Argentne .. » 98 
AuokRland .. СЭ » 12 
Caloutta  .. x 4.09 
Kal тие, W.A. oe Nov. 
ras ee .. | Jan. 81 
Montevideo T Jan 
Dublin-Lucan Rly. | Jan. 26 


——————— ———— M — MM ÀÀ 


Total t» date. 


Receipts for Б = 

the 5% 

month. Ze 

| 
4 8 | | 4 

18,972 | - 899 | ..| 16,875 
1,593 |— 198 | 4| 1,598 
22.588 |+ 105 4| 22,588 
5,719 | + 657 4 8,713 
6,750 |, 812 5 7,793 
740 |— 18), 8} 1,662 
19,849 | +2,878 4| 19,849 
93,977 | +1,109 |, 98 | 150,674 
18,839 | 41,196 4| 18,839 
2,655 РР ЗЕ 29,638 
4,787 |+ 960 || 4 4,787 
482 28 | 4 483 


[+ +++) +7714 


Dividend Price 
oe, Feb. 18, Rise or fall Yield 
1914. 1915. 1917. this week, p.c. 
Brompton Ordinary  .. .. 10 10 4 — #711 0 
Charing Cross nary S 5 b — 7183 
do. do. do. 4àPref.. 44 4 By + 4 6 16 10 
Chelsea ee ee ae ee 5 4 8 -— 6 18 4 
City of London .. d .. 9 8 11 — 765 
do. do. 6percent. Pref. 6 6 93 — 6 8 1 
County of London 7 S. | 1 10 — тоо 
Kensington Ordinary, .. . 9 1 6 — 6 10 8 
London Electric .. ae es 4 8 1 = 7 9 10 
до. do. 6 per cent. Pref. 6 6 4 — 71139 
Metropolitan 2x x T 4 8 9 —— 618 4 
do. 44 per cent. Pref. tà — 740 
Bt. James’ and Mall -- 10 8 6 — 618 4 
South London PET ee ee b 6 91 — 6 19 0 
South Metropolitan Pref. vs 7 1 Р — 678 
TELBGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, oe ee 6 6 94 ге 6 7 9 
do. Det. ee oe 80J. 88/6 22 md 6 16 4 
Cuba Sub. Ord. .. we - b 5 E 6 в 6 
Eastern Extension ss a 1 8 1 — à *5 16 4 
Eastern 'Tel. Ord. ee ee 1 8 185 —9 ы] 18 6 
Globe Tel. and T. Ord. ee ee 6 1 11 — 5 19 3 
do. . ee 6 6 — 6 8 1 
Great Northern Tel. .. , 99 23 —9 6 9 5 
Indo-European ee ee oe 18 18 46 —23 6 19 9 
Marconi ее eo ее ee 10 10 2 — 8 9 8 
Oriental Telephone Ord. .. 10 10 2 — 1 5.00 
United R. Plate Tel. è . ee 8 8 68 -— *6 6 6 
West India and Pan. ee os 1 6d. 1 — 9 4 0 
Western Telegraph са ве 1 8 182 — à *6 16 4 
Home Атта, 

Centra! London, Ord. Assented 4 4 623 == 6 8 0 
Metropolitan es Я 2s 1 1 98xd — } 4710 

do. Distriot  .. .. Ni Nil 16 — à Nil 

Unde und Electric Ordinary Nil Nil 1g — # Nil 

0. do. “A” .. Nil Nil 6/- —]1/- Nil 
do, do. Income 6 6 B4 +64 6 19 1 

Fonz1IGX Trams, &0. 
Adelaide Sup. 6 per cent. Pref. 8 6 41 — 6 1 

Anglo-Arg. Trams, First Pref. 8 == 9 4 

do. 2nd Pref. ee -— — 
Brasil Tractions .. sd 2s 4 4 47 —14 810 3 
Bombay Electric Pref. .. ate 6 6 10 — 6 00 
British Columbia Elec. Rly. Pfce. 6 6 61 — 8 40 

do. do. Preferred — Nil 43 — Nil 

do. do. Deferred — Nil 874 —1 Nil 

Mexico Trams 5 рег cent. Bonds — N 25 — Nil 

о. 6 per cent. Bonds — Nil — Nil 

Mexican Light Common m Nil Nil 7 — Nil 

do. • ео ео Nil Nil 14 — Nil 

do. ist Bonds e Nil Nil 27 - — 

MANUFACTURING COMPANIES, 

British Aluminium Ord. 66 b 1 27,- — 518 6 
British Insulated Ord. .. .„ 15 1 114 — 774 
British Westinghouse Pref. .. 7% 1 — 618 4 
Callenders.. ee oe ee 15 90 19 — 1 8 4 0 
do. b Pref. ee ee 5 6 4 —_ 6 5 0 
Castner-Kellner ee ee eo 90 99 a + az 6 19 8 

Edison & Swan, £8 paid Nl — — Nil: 
do. do. 4 per cent. Deb. 4 4 61 = 6 10 1 
Gen. Eleo. Pref. ee ee eo 6 6 94 — 6 6 4 
о. e ee ee ee 10 10 184 —€— 7 5 6 
Henley ee ee ое ee 20 25 153 — i 8 1 8 
do. 4$ Pref. eo ee ee 4$ 44 4 = 5 13. 6 
Indía-Rubber ..  .. . 10 10 19i = *8 8 4 
Telegraph Con .. .. « 90 9 88 = *0 6 0 


Route 
miles 
open, 


—— | nr ef «жь 


Henley’s War Relief Fund.—JIn aid of this Fund a 
successful concert was held on Friday last at the Cripplegate Insti- 
tute, where members of the staff, and other volunteers, delighted a 
large and appreciative audience. The large hall was packed. In 
addition to a number of turns by the staff, the following friends 
gave their services :—Mr. Bernard Flanders. A.R.A.M., who acted 
as accompanist; Miss Jessie Fisher; Mr. Wilfred Alderton, the 
Royal Campanologist ; and Mr. Grant Molene and his company of 
the Warwick Repertory Club. In the unavoidable absence of the 
managing director of the company (Mr. George Sutton), Mr. W. J. 
Potter took the chair. and in the course of the proceedings referred 
to the good work done by the Fund, the contributions to which, 
since the inauguration, had amounted to over £2,300. The parcels 
of little luxuries sent once a month to the Henley men at the 
Front, or prisoners in Germany, have almost, without exception, 
reached the men, and have been inuch appreciated. At the start. of 
the war the Fund was more than sufficient to cover expenses, and 
various contributions were made to the Red Cross Fund and other 


* war charities, but the number of Henley employés in khaki. had 


new increased to a total of nearly 800. and although the Fund had, 
so far, been able to keep pace with the demand, the gradual 
increase had depleted the Fund, so that some assistance was now 
necessary. He announced that the proceeds of the concert would 
clear £25, and that other contributions brought the proceeds up to 
£65. Attention was also drawn to the facilities offered by the 
company to its employés who wished to contribute to the War Loan, 
i.e., that the company would advance money to апу of its employés, 
free of interest for two years, to enable them to do so. 


The Price of Gas.—Addressing the half-yearly meeting 
of the Gas Light and Coke Co.. Mr. John Miles (the Governor) said 
that it would be necessary in the near future to raise the price of 
gas. It would be impossible for the company to continue to supply 
gas at an increased price of only 20 per cent. when the prices of 
raw materials had increased so far in advance of that figure. 
Since the beginning of the war, coal had advanced in price 50 per 
cent., coal freights 400 per cent., and oil, including freighte, 300 
per cent. With a deficit of £129,000 in a half-year, and with the 
cost of oil and other items still rising, it was quite impossible for 
gas to remain at 3s, : 
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IMPROVED METHODS OF POWER 
MEASUREMENT. 


[ComMMUNICATED. ] 


Тнв following account of some new instruments intended to • 


assist the supply authority in justly assessing the charges to 
be made to different classes of consumers will be of interest. 

It appears obvious that a consumer who regularly takee the 
same power during the same hours each day should not be 
charged at the same rate as the consumer whose load is inter- 


The time interval is. determined from the conditions of the 
installation, and is usually either one half-hour or one hour, 
although 15 minutes is often utilised. Fig. 1 shows a rather 
improbable load curve divided into half-hourly periods. The 
shaded area under the dotted line indicates the total units 
integrated by the meter and recorded on the dial each half. 
hour, and the height of the ordinate to the dotted line givea 
the average rate at which the electrical energy ү ып 
the meter during that half-hour, and which should be indi- 
cated by the ‘‘ maximum-demand ”’ pointer. | 

Both these features, namely, the total unita passing and the 
maximum average rate at which the power was 
supplied—in other words, the ''maximum de- 
mand "—are obtained with the British Westing- 
house ‘‘ Maximum Demand ” Meter. 

Figs. 2 and 3 show a polyphase watthour 
meter, on which the recording dial has in addi- 
tion a large pointer which indicates the ''maxi- 


N 


ANAL WA) 


mum demand ”’ during the period decided upon. 
. Besides driving the ordinary recording mechan- 
ism, the rotating meter movement also drives a 
train of wheels, which in turn drives the maxi- 
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mitten? In the first case the installation, particularly the 
cable, can be carried out with the minimum of expense, and 
operated at the maximum efficiency, whilst in the second 
ca8e, the installation throughout must be capable of dealing 
with peak-load periods, which may cor De four or five times 
the average load, necessitating much larger cables, meters, 
&c., even though the average load over & month may-be the 
same in botlf cases. . | | 

Another important consideration must be borne in mind, 
namely, the hours during which the consumer takes hii 
power, the power companies being able to supply a day or 
night load much cheaper than an evening load during the 
peaked lighting periods. | 

It is clear, therefore, that to charge by the unit on the 
total monthly units as measured on an integrating watt- 
meter is manifestly unfair to many consumers, and the 
'' peaked demand " consumer should be penalised accordingly. 
For this purpose, a knowledge of the maximum demand is 
essential, ind еш ingenious devices have been designed 
to record this. These, however, are only partially. success- 
ful, as they do not indicate at what period the maximum 
demand occurred, and if a fair basis of charging is to be deve- 
doped this consideration is of great importance. . 

bete are certain consumers whose '' peak ” or '' maximum 

demand ” is bound to occur at the same time each day, as, 
for instance, in the case of а gpinning mill, and that time can 
be ‘assumed with reasonable accuracy, a comparatively simple 
mechanism indicating this “maximum demand " with quite 
good results. But in the cases of consumers who ere likely 
to demand heavy ' peaks" st any period, the knowledge of 
the time аё which this '' peak '' occurs is essential. 

Two types of meters have, therefore, been developed by the 
British Westinghouse Co. :— | 


1. The "Maximum Demand Meter," indicating the maxi- , 


- атат demand-*only. | l 

- The ''Printometer," which recqrds a printed record of 
tbo -loads and. Ње time at which they occurred. | 

To make the scheme possible, the '' peak '' period should 


Fie. 3.—MAXIMUM 
DEMAND METER. 


Fia. 2.—BRITISH 
WESTINGHOUSE TYPE"N." ` 


have a moderate time limit, as a very short '' peak," lasting 
«ene or two minutes, would not affect the supply to any great 


extent, and, if an isolated instance, should not be considered. 
When several such ''peaks'' occur in a short time, or an 
increasing demand occurs. these “ peaks” must be registered. 
. The ‘‘ maximum demand," therefore, should be the average 
rate at which power is consumed over a predetermined time. 
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mum-demand pointer. This train of wheels is 
controlled by a suitable hair-spring, and when 
operating, drives against this spring, gradually 
winding it up. After the predetermined time 
has elapsed, the train of wheels is disengaged 
from the main recording mechanism, and the spring resets 
the wheels to the zero раиса: 

The maximum-demand pointer is driven in one direction 
only by means of з small.dog on the train of wheels, an} 
when the mechanism resets itself to zero, the maximum- 
demand pointer remains stationary, being held in position by 
means of а small friction clutch. 

The disengagement of the train of wheels is controlled by 
means of a time switch. This switch makes contact every 
half-hour or other period selected, and excites a small electro- 
magnet, the armature of which is carried on the framework 
of the maximum-demand' wheel train, this framework being 
suitably pivoted. 

As soon as the armature is pulled up all the wheels return 
to zero practically instantaneously, although a period of about 
three seconds is allowed. 

_ Assuming the meter is in operation, after the predetermined 
time interval has elapsed the maximum-demand pointer will 
indicate & certain reading. | 

During the following time interval, should the rate of 
consumption of current be greater than it was during the 


previous time interval, the maximum-demand pointer will be 


carried further round ita scale, and when the mechanism re- 
sets itself a higher reading—the ''maximum-demand "—will 
bə indicated. the other hand, should the rate of con- 
sumption of current be less than that during the previous 
time interval, the mechanism will not be carried ronnd suffi- 
clently to re-engage with the maximum-demand pointer, and 
the original indication of the earlier period remains. 

The Printometer.—This instrument has all the features of 
the ‘‘ Maximum-Demand " meter, with an important addi- 
tion: that all the “peaks” are recorded together with the 
time at which they occur. In other words, a complete load 
curve is immediately obtainable. Figs. 4, 5, and 6 give 
various views of the instrument. 

The principle is rather different from the indicating maxi- 
mum-demand meter, there being no periodical resetting. The 
total units are recorded on an ordinary dial, the mechanism 


Fio. 4. 
" PRINTOMETER.” 


Fig. 5. 
ТҮРЕ “N” METER. 


of this dial being also engaged with another recording 
mechanism. 

The second mechanism—the ''printer''—has three cyclo- 
meter dials with specially raised figures, with a carbon paper 
interposed between them and the paper recording chart. 
Under the paper are three plungers, operated by an electro- 
magnet, which in turn is controlled by a time switch. Every 
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half-hour, or whatever the predetermined time is, the 
plungers strike the chart and carbon paper against the figures 
on the printing dials, thus nn a printed record of load 
and time of oocurrence. 6 tari is driven forward by 


Fie. 6.—'" PRINTOMETER" METER, SHOWING CHART REMOVED. 


means of the time switch at the instant the ''printer" 
mechanism operates, and lasts from 10 to 90 days, dependent 


on the time interval. A simple spool device permits of easy ` 


and quick renewal of the chart. 

The “printer” mechanism does not reset to zero each 
period, and the total units up to time are recorded, both the 

ordinary and “ printer ” dials registering the same units. By 
. subtracting the previous reading the ' s” can be vb- 
tained, and if required a load curve may be plotted. 

Below is given a table in the first column of which are the 
figures as recorded by the '' Printometer.’’ The second column, 


Recorded total units Load per half-hour ^ Maximum demand. 


up to time. in Kw.-hours. KW. 
800 -— — 
910 10 20 
825 15 90 ` 
952 27 54 
384 89 64 
406 21 42 
415 10: 20 
423 8 16 
450 27 54 
504 . 54 | 108 
525 21 42 


obtained by subtracting the previous readings, gives the 
actual load in kw.-hours passing through the meter every 
half-hour. The third column gives the '' maximum demands '' 
which, in the case of half-hour time intervals, are double the 
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Fig. 7.—CURVES DEDUCED FROM "PRINTOMETER" RECORDS. Ф “ 


second column. Fig. 7 shows these results plotted. The total 
units up to any period, the actual load curve, and the 
“ maximum demand ” are easily obtained at any time. 

There is undoubtedly, a wide field for this instrument, 
which overcomes several difficulties experienced by supply 
companies. 

Any standard time switch can be used with this instrument, 
but it is a matter of conjecture whether the hand or elec- 
trically-wound type is best; the latter loses most of its advaa- 
tages when weekly or fortnightly visits have to be made to 


the meter. (To be concluded.) 
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BOILER-HOUSE OPERATION AND 
MAINTENANCE. 


(Continued from page 149.) 


At all the stations except Vereeniging the ashes are dumped 
over the back of the grate into open hoppers below, from 
which they are discharged into coco-pans pushed by natives 
through the ash basement. | 

At Brakpan the average percentage of ash in the coal as 
fired is about 27 per cent., at Verena азо 18.5 per 
cent., and at Rosherville and Simmerpan about 17 per cent. 

The average maintenance cost of ash haulage is .50d. per 
ton of coal burnt. This includes the maintenance of tracks, 


repairs and replacement of coco-pans, haulage ropes, and 


Be aly to reduction gears and motors. ЭЙ 

e above system was also installed at Verceninni but 
when burning anything over 1,000 tons of coal per day jt 
was almost a physical impossibility for the natives to keep 
the basement clear of ashes. To overcome this a Zimmer 
vibrating conveyor has been installed; so far this has been a 
success. A conveyor is erected under each line of five boilers, 
discharging on to a cross conveyor, which discharges the 
ashes into a bin, from which they are fed into coco-pans and 
taken up to the dump by a rope haulage. It is found essential 
to saturate the ashes with water as they fall from the hopper : 
on to the conveyor troughs; usless this is done the troughs 
become overheated and badly buckled. 

The provision for dealing with ashes is often an after- 
thought in station design, but the efficfent handling is a 
matter of the utmost importance at a power station running 
at a high load factor and burning any considerable tonnage 
of coal, and especially is this the case when it corrtains a high 
percentage of ash. 

All the boilers, 102 in number, are of the Babcock and 
Wilcox marine type; the first eight boilers at Brakpan and 
the first 16 installed at Simmerpan have Green's econo- 
misers (steel cased) above the boiler; all other boilers have 
Babcock & Wilcox economisers integral with the boiler. 

Draught in all cases is provided on the Prat ejector system. 
The Prat system is very convenient, and the maintenance 
costs are low, but the system is not as efficient as the ordi- 
nary plain induced draught. 

In the case of one of the large fans working on two large 
boilers at Simmerpan (with 4-in. mixed coal fires, grate area 
252 sq. ft. per boiler; 11.6 per cent. CO,), the H.P. taken 
varied from 85 to 110, the corresponding draught at chimney 
uptake from economiser for each boiler varying from .7-.65 
to 1.6-1.5 in. Figures are given for an official test of a Bab- 
cock & Wilcox marine boiler unit; the coal analysis showed 
moisture 3.4 per cent., vol. matter 22.8 per cent., fixed carbon 
58.8 per cent., and ash 15.0 per cent.; similarly, ash showed 
moisture .20 per cent., vol. matter 1.0 per cent., fixed carbon 
18.9 per cent., and ash 79.9 per cent. 

The energy distribution of the coal burnt was as follows :— 
To water 80.6 per cent., to chimney gases 8.35 per cent., 
unburnt fuel 5.0 per cent., radiation and unaccounted for 
5.05 per cent. The average evaporation was 7.21 per ib. 
(actual), but during the last five hours 7.40 lb. per lb. (actual); 
resulting efficiency 82.8 per cent. 

The power taken to produce the draught was 60 H.P.— 
at 11 lb. per H.P.-hour, draught production : 
took 1.52 per cen. of the steam generated. 

The commercial test figures on & bank of 
HH four boilers, at Vereeniging, which were iso- 
i lated from the other plant and supplied steam 
H to а 12,000-xw. turbine, its turbine-driven 
auxiliaries and one steam turbine-driven feed 


| pump, are shown in Table II. 


The coal was crushed slack (0-4), of aa 
energy value of 2.88 Kw.-hours/lb. 

A further test was made at Vereeniging on 
18 steaming 


boilers, nine burning crushed 


H 
| | 
HEHEH slack and nine burning large crushed and nuts. 
ese An excessive amount of dust was present, due 
Н {о а defect in the crusher, and the efficiency 
H of the boilers burning slack fell from 75 to 67.7 

f ШЕН рег cent. ' ` 

HE The most important factor affecting effici. 
ЕНЕН ency is the different character, energy value, 
and size of the coal burnt. The tendency is 
for duff coal, which constitutes the great bulk 
of the coal burnt, to contain more and more 
absolute dust, which clogs up the fire or falls 
between the links of the grate. Such coals 
T , must be mixed with other coals for efficient 
. 4 burning, and care is taken that this is done 
in the conveyor from the outside to the overhead bunker. 

It is general. knowledge that duff coal burns better when 
wetted; unless wet it goes over the grate like a blanket, and 
at a low furnace temperature, and increasing the draught 
breaks up the fuel bed into ridges, letting in excess coal air 
and lowering the efficiency. 

Burning dry duff alone about 6 per cent. CO, only is ob- 
tained, but if wetted 10.5-12 per cent. 

By experience, it is found that it pays to wet all coals, 
whether mixed or duff, except only clean peas and nuts, but 
the wetting has to be uniform, and the most successful 
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scheme has been to spray the coal as it leaves the overhead 
bunkers and enters the chute to the stoker hopper, though 
this can only be done when the feed is constant, as alteration 
results in too wet or too dry coal. 


TABLE II.— COMMERCIAL TEST ON A BANK OF Four BOILERS, 
BABOOCK & WILCOX MARINE TYPE, VEREENIGING. (SLACK 
Солт, TzsT.) 


1. Period of teat... awe Rm РЕ 96 hours. 
2. Boiler heating surface s es e. — 5,920 sq. ft. 
3. Superheater heating surface e. 2247 „ 
4. Boonomiser heating surface... 2,290 „ 
5. Grate area... © а ies 252, 
6. Energy value of coal burnt (slack) 2:88 Kw.-hr./lb. 
7. Total coal burnt des ius T 1,259 tons. 
8. Coal burnt per вд. ft. grate... e DN 28'5 1b./hr. 
9. Average evaporation per boiler per hour ... 38,100 lb. actual. 
10. Average evaporation per lb. of coal 5°80 1b. 
ll. Average evaporation per sq. ft. of boiler 
heating surface ... s és 2s 5°96 lb. 
12. Average steam pressure at turbine stop 
valve vr - ae i ses 181 1b.[sq. in. 
13. Average steam temperature at turbine stop 
valve Sus E ae ou $e 354* C. 
14, Boiler house efficiency kat she 75 per cent.* 


* This includes pressure and temperature losses up to the turbine stop valve. 
The actual boiler efficiency is slightly higher than the figure given. 


Too wet coal is liable to stick in buckets, bunkers, chutes, 


At the Brakpan plant, owing to not being able to mix the 
various ‘coals, a low-grade fuel ((2.25 xw.-hr.-1b.—32-36 per 


ÉL = 
Standard Babcock & Wilcox Arch for 9" Stoker 
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Arch adopted at 
Brakpan Generating Station 
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Arc 
Vereeniging Generating Station 
Fig. 5.—STANDARD FURNACE ARCHES. 


cent. ash) has to be burnt alone in the new boiler-house, but 
though the boiler-house efficiency has fallen off, the economy 


has improved. | 
The low-value coal referred to—2.25 Kw.-hr.-lb.—containing 
32.6 per cent. ash, is so near the limit of what can be burnt 
commercially on chain-grate stokers that a slight variation 
downwards in value causes serious loss in efficiency, and it 
13 often necessary to relight fires with: higher value coal and 
e 


 rehes$ the arch before @ fire can be got going again. 
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Fig, 6.—SELF-CONTAINED BOILER UNIT. 


Fig. 7.—LoaD CURVE, ROSHERVILLE ; 
DOTTED LINE FQR BOILERS STEAMING. 
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principal factors in burning such low grade fuels are: (1 
Arch design, (2) grading, (3) draught, (4) saturation of du 
or slack with water. 


TABLE IIL--BoILER-HOU8E EFFICIENCIES, LOAD FACTORS, &c. 


Brakpan. 1914. 1915. 1916 4 months) 
Units sent out... 36,324,000 = 116,725,000 42,185,000 
Boiler-house efficiency ... 76°2% 7277 X, 712 % 
Rosherville. 
U.S.O. ibe se .. 253,650,000 203,800,000 67,430,000 
Load factor .. .. 402 343% 337% 
Boiler-house efficiency .. 132 135 % 746% 
Simmerpan. 
0.8.0. .. 118,800,000 152,700,000 63,600,000 
Load factor ; 39'8 486% 62:5 $ 
Boiler-house efficiency ... 73:3 164 $ 761% 
Vereeniging. 
0.8.0. ке iss .. 229,600,000 269,400,000 86,050,000 
Load factor К ex 59 % 674 % 665 
Boiler-house efficiency ... 70 Ф 721% 74'8 


Boiler-house efficiency includes pressuré and temperature losses 
up to turbine stop valve. 


The arches standardised for conditions at Brakpan are 
shown in fig. 5; they are 10 ft. 8 in. long, as against the 
standard arch of 8 ft., and stand a furnace temperature of 
1,200-1,300 deg. C. with low-value coal, but have a relatively 


FiG. 8.—Lo4AD CURVE, SIMMERPAN 
STATION. 


short life with higher temperatures. The conditions giving 
the best results with low-value coals are:— 
Peas (4 in. — J in.). Slack (0 in. — 4 in.). 


Fire thickness ... iss 6 in. 41 in. — 5 in. 
Grate speed : d ДА No. 3 М№. 4 
Draught at uptake |... 1'2 іп. —1'3іп. 1°7in.—1‘8 in. 
Draught over йге... Wax 750 in. "БО in 
Coal burnt per aq. ft. per hr. 32 lb 35 lb. 


The conditions have to be maintained steadily, and load 
variations met on those boilers burning 
better coal. The coal is now graded into 
the two. sizes shown. The boiler-house 
efficiency at Brakpan is about 72.5 per 
cent., and will probably increase to 74.6 
per cent. 

While at Brakpan the problem is to 
burn low-grade fuels, at Simmerpan and 
Rosherville the difficulty is obtaining 
high boiler-house efficiency with the 
relatively low load factors at which the. 
stations run. i 

At Rosherville, the load factor is 30-40 
per cent.; 28 boilers are required for the 

y load, and only six at night, and 
efficiency suffers from having to keep во 
many boilers alight without doing any 
work. Fig. 7 shows the load curve. The 
coal burnt in banked boilers is over 3 
per cent. of the total coal burnt; in 
addition, the average evaporation is only 
about 70 per cent. of the rated capacity 
of the boiler, due to the time taken to 
bring the boiler up to full capacity and 
for it to die down. The station operates 
under set conditions, and men are 
trained to a stereotyped set of opera- 
tions. Mixed coal and duff are burnt 
having energy values between 3.36 and 
3.46 Kw.-hr.-lb. 

. The Simmerpan station takes up the 
large load variations as shown by .the 
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load curve fig. 8. The switchboard staff communicate direct 
with the boiler-house staff by signal indicating парр ог 
falling load. — 

At Vereeniging station the &mall by-product coal was in- 
sufficient in quantity, and a crusher was installed; the com- 
bination of low grade and the large size and wide grading 
was a difficulá problem. 


( То be concluded. ) 


PRINCIPLES INVOLVED IN COMPUTING 
THE DEPRECIATION OF PLANT. . 


Tus paper by Messrs. F. GILL and W. W. Соок was read and 
discussed at a meeting of the MANCHESTER LocaL SECTION 
of the INSTITUTION OF ELECTRICAL ENGINEERS on January 16th. 

Mr. В. L. Pearce (chief engineer and manager, Manchester) 
sgaid members generally would agree with the definition of 
the respective functions of the engineer, accountant, and 
financier, and with the emphasis laid upon the need for the 
closest co-operation. Within the last few years there had 
been examples of such co-operation in connection with elec- 
tricity undertakings in this country; for instance, at Bristol 
between Sir Wm. Preece and Prof. Dicksee, and recently at 
Southampton, where Sir John Snell was associated with an 
eminent actountant. When all had been said on this point, 
it remained true that the engineer had to bear the brunt of 
the correctness or otherwise of the depreciation charges, be- 
eause 16 devolved upon him at the start to estimate the fac- 
tors which determined it, namely, the first cost and the lives 
of various portions of plant. After making clear what was 
meant by ''depreciation," the authors resolved it into two 
components, renewals and improvements. The first of these 
was provided for already in the case of local authorities, who 
were compelled by statute to form a sinking fund in connec- 
tion with electricity undertakings; but everyone did not 
appear alive to the necessity of making provision against the 
possibility of having to scrap portions of the plant before 
the physical life was at an end. It was desirable to empha- 
sise that depreciation was as much a working charge as fuel, 
and it had to be settled on a well-defined basis, not dependent 
upon the amount which a company desired to pay in divi- 
dends or a local authority to allocate to the relief of rates. 
Contrary to the authors’ opinion, there appeared to be a fair 
measure of agreement amongst engineers with regard to the 
question of the life of plant; upon which, of course, the re- 
newals chiefly depended; but the trouble lay in the fact that 
the recommendations and opinions of experts were very often 
ignored. The question of obsolescence or improvement intro- 
duced the realm of speculation, and there was a divergence of 
opinion as to the percentage allowance for residual values. 
It was almost impossible at the present time to forecast cor- 
rectly future progress, or when the scrapping policy would 
become desirable; therefore, whilst agreeing with the authors’ 
method from a strictly logical and scientific point of view, it 
was doubtful whether in practice two sets of elaborate calcu- 
lations were necessary. Опе’ would appear reasonably to 
satisfy all practical requiremente if based on the life of plant 
either physical or economic. If the former basis were ado ted 
it would be prudent to build up a general reserve fund to 
& substantial amount, which, of course, would depend en- 
tirely upon local conditions, in order to provide for the possi- 
bility of having to scrap a portion of the plant before the 
physical life came to an end. Regarding the Local Govern- 
ment Board practice in granting loans, 10 or 12 years ago it 
was usual to allow long periods for repayment, periods which 
were undoubtedly in excess of the economic lives of portions 
of the plant, if not in excess of the physical lives. Since 
1906, the Board seemed to have leaned to the other side, and 
the! periods were unduly short. It was not clear whether the 
Board now intended to cover both physical and economic 
lives; indeed, i$ was open to doubt whether the new policy 
was based upon any definite ideas at all. The bulk of the 
paper dealt with the question of sinking-fund method against 
straight-line method. The former was adopted by munici- 
palities, and & very strong case was made out in its favour. 
The choice between the methods became more important 
when making а valuation of plant. The authors laid undue 
stress upon the difficulties of carrying out the modernisation 
of existing plant. Many at the present time were compelled 
to adopt a big scrapping policy, schemes were being held up, 
and engineers had to modernise existing stations во as to 
increase outputs, and difficulties arose when no provision 
had been made for an improvement fund. The difficulties 
were not to be exaggerated, as the practice:of local authori- 
fies was well established. The Local Government Board 
would grant borrowing powers corresponding to the full 
value of the new plant required, less the amount outstanding 
on the old plant. During the period the old plant had still 
to run, the undertaking carried a double burden, the annual 
charge on the old plant and the annual charge on the new 
plant. Obviously, every engineer deciding upon the policy of 
“scrapping a certain amount of plant would have to take all 
these facts into consideration. It was to be borne in mind 
that the cost of reproducing plant was not necessarily the 


same as the original cost. The authors were right in making 
a strong point of the fact that the life of plant should be 
reckoned by the work done, and not merely as a number 
of years. In many electrical undertakings the load factor 
was going up, and likely to inorease still further in the 
future, and that was to be taken into account in estimating 
the economic life of the plant. He did not agree that the 
maintenance costs might be considered not to increase with 
age of plant. There was no reference in the paper to the 
provision, in addition to the fund for expiring capital ouflay, 
of & further fund for the acquisition of new plant without 
recourse to the raising of new capital, commonly known as 
the double provision basis. Presumably the authors dis- 
agreed with such a policy. Regarding those electrical under- 
takings compelled to contribute to certain sums annually by 
way of relief of rates, he held that in the event of this 

licy being abolished the whole of the benefit accruing there- 
(on should not go to the consumer. The aim of all under- 
takings should be self-capitalisation spread over a cycle of, 
say, 40 or 50 years. 


Mr. J. Becxetr (borough treasurer, Accrington), repre- . 


senting the Lancashire and Cheshire Branch of the Institute 
of Municipal Treasurers and Accountants, gave examples 
which proved the scope for a wide divergence of opinion on 
the question of depreciation. In addition to individual dif- 
ferences of opinion, there was in practice always some 
oscillation between physical necessity and financial expedi- 
ency, between ectual present needs and available means. 
The measure of rate aid should not be the answer to the 
question how much the undertaking would produce. That 
policy would clearly handicap ап undertaking in competi- 
tion with other forms of light and power, and the solution 
was a fixed basis of contribution to rate funds. Referring 
to exhausted plant, the authors suggested that the cost of 
making changes should be part of the annual charges, but 
he submitted that it was no part of the annual charges m 
respect of plant. It might be prudent to make provision for 


| it by way of reserve if there was surplus revenue available 


for that purpose, but it was certainly not true accounting 
to charge against the plant for any period more than had 
been taken out of the plant within that period in earning 
the revenue. The true principle appeared to be that plant 
might be discarded and replaced by more economical plani 
out of capital when the result of so doing upon the revenue 
account was not only to:maintain a state of equilibrium, but 
resulted in a positive financial advantage to the undertakine. 
When scrapping plant, the question for the engineer to 
consider was whether the economies to be effected thereby 


would compensate for the additional capital charges thrown 


upon the undertaking, and until that point was reached no 
engineer would be likely to recommend a change to new 
plant, or а renewal or improvement of the old. Moreover, 
local authorities could not give effect to the proposal of the 
authors, for they were restricted to a reserve fund and a 
surplus revenue of 5 per cent. upon the capital outlay. Depre- 
ciation might be.defined as: ' The charge against revenue 
of any given period of that proportion of the cost of produc- 
tion during that period which represents the consequent fall 
in value due to wear and tear of the producing machinery 
and plant, or the repayment to capital out of the revenue 
earned during a given period of such proportion of the 
original outlay as has been absorbed or consumed in earning 


such revenue." The authors declared that the function of | 


the engineer was to provide the information necessary regard. 
ing the plant, such as first cost, residual value, and hfe. 
Depreciation as such was not, as the authors said, a financial 
operation; ìt was clearly a physical process having no neces- 
sary relation to finance. It was,'of course, expressed in 
terms of finance, but an engineer put into a power house 
for the purpose of determining the depreciation of the plant 
might well proceed in terms of percentages without amy 
relation to finance whatever. Again, depreciation had no 
relation whatever to improvements. The fall in value arising 
from obsolesence, supersession, antiquation, or the introduc- 
tion of improved machinery could not be dealt with along 
mathematical lines. These things were distinct from depre- 
ciation of fixed capital, and therefore the speaker was directly 
at issue with the authors’ definition. The primary object of 
depreciation was the preservation of the original capital, and 
the measure of the annual charge was the amount of capital 
annually consumed by the production of the year. Contrary 
to what was repeatedly stated ir the paper, depreciation had 
no relation to the return on capital outlay. Supposing a 
period of trade depression or losses occurred over several 
years; surely the depreciation would not be suspended meam- 
while? It was a fact that some undertakings made an annual 
loss and were subsidised by rates. The process went on, 
profit or no profit, and if the authors had kept that fact im 
mind it would have saved them the necessity of making 
calculations in the paper which needlessly took account of 
the return on capital, because the return on capital had 
nothing whatever to do with the question of depreciation. 
The authors stated, ‘‘ The depreciation fund is not required 
until the end of the life," and the question was raised as 
to the placing of the annual smounts meanwhile. If the 
money was not required in the undertaking, it would earn 
interest elsewhere. An accumulating depreciation fund with 
a fixed minimum rate of interest for the accumulating pers 
came very near the solution of the problem submitted. Mean- 
while, the fund represented capital, either in & fixed or liquid 


k 
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sale, awaiting its true function of restoration. It was diff- 
cult to believe that anyone would defend the straight-line 
method, for the simple reason that the method extracted 
from revenue the total amount of capital in the name of 
depreciation regardless of interest, which properly belonged 
to the depreciation fund. An accumulating method also pro- 
vided a flat rate of charge over the whole period of the 
estimated life, but the fund required and obtained interest 
earned; the speaker was, therefore, in agrcement with the 
authors on the question of the character of the fund to be 
employed for depreciation. The purpose of the sinking fund, 
speaking of municipal accounts, was fundamentally different 
from that of the depreciation fund. The sinking fund had 
to provide capital. Granted a municipality obtained a loan 
of £100,000, and spent £100,000 on plant and machinery, it 
would acquire nothing, but the sinking fund was called in 
io acquire capital. Hence, the local authority with a true 
depreciation fund, plus & sinking fund, carried a. double 
burden, first for the restoration of capital, and second for 
the acquisition of capital. The use of both would handicap 
enormously the initiation of any municipal scheme when com- 
pared with private concerns. Items of charges against 
revenue did not include any charge for what the authors 
defined as improvements. Regarding maintenance and re- 
renewals, the frontiers between these were not well defined, 
and no provision was made in the scheme to mect the cost 
of this work. In the paper it was assumed that the cost of 
maintenance was constant each year. With depreciation 
fixed upon first cost, and maintenance constant, and taken 
for granted that it would not increase with dge, in what part 
ot the scheme was provision made for the items which com- 
bined repairs and renewals? Jn dealing with the subject of 
average life and equated life, the authors seemed to have 
been somewhat confused. Quoting from the paper, ''There 
i8 a great danger if the difference between average and 
equated lives is not appreciated '"; and again, '' For a com- 
plex plant, use of the average life will result in inadequate 


provision, because the equated life is always shorter than the . 


average life." How could this be if, as stated in the paper, 
* the depreciation fund is not required until the end of the 
hfe," and, again, ''It is clear that an equated life arranged 
for all the plant provides money for the renewal of every 
part °’? The speaker asked for a further explanation of the 
difference between equated and average life, as he had always 
understood them to be interchangeable. The following reso- 
lution, passed at a special general meeting of the Incor- 

rated Municipal Electrical Association in 1902, was of much 
interest :—'' That in the opinion of this Association, elec. 


thorough síate of efficiency out o 
or further writing-off of capital is necessary, when the period 
allowed for repayment of loans is not greater than 30 years, 
as the equated life of the plant exceeds that period."  — 
Ald. WALKER said that there did not appear to be any 
necessity for two depreciation funds, as proposed by the 
authors. If it were decided that plant was not to be run 
for the whole of its physical life, but for & shorter period 
termed the economic life, the amount set apart for the sinking 
fund should be something which at the end of such life 
fulfilled the object for which it was created. The economic 
life was the period after which it was justifiable to scrap the 


lant; therefore, in his opinion, 1% was incorrect to estimate - 


or more than scrap value. In the case of distributing sys- 
tems, the value of recovered copper ought to be assumed as 
the same for both periods. Sound as the system appeared, 
much still depended upon estimates. Plant should not be 
thrown out simply because its steam consumption was high; 
obviously the most economical plant in a station was run 
with the highest load factor, and the uneconomical plant was 
only brought into use during the period of peak load. Conse- 
quently, any gain shown by replacing such plant might be 
very small, and it was necessary in such cases to consider 
the actual contribution of the plant to the total output of 
the station. In connection with the Manchester undertaking, 
it was interesting to know that the capital expenditure was 
over £3,000,000, and there was already raised by the sinking- 
fund method £1,270,000, leaving a loan debt of £1,730,000. 
The earlier Local Government Board loans were for the whole 
sum over а fixed period, and for portions of the plant the 
periods were undoubtedly too long. Mr. Pearce had made a 
valuation of what he considered to be the true economic 
lives; buildings were taken at 40 years, plant and machinery 
at 20 years, mains and services 20 years, motors 10 years, 
which periods were very much shorter than those fixed on 
former occasions. It was decided to establish a renewals 
suspense account and to transfer from revenue account each 
year the amount which, put into the renewals suspense 
account, would-be sufficient to meet the deficiency in the 
sinking fund as shown by the calculated shorter life of the 
plant. The total amount paid into that account had been 
about £344,000, but certain renewals had been made, and it 
now stood at £191,000. This was in addition to the reserve 
fund. The speaker was of the opinion that the later policy 
of the Local Government Board in fixing very much shorter 
periods, and, dividing up the loans in accordance with the 
plant on which they were goinj to be spent, was bringing 
the sinking fund itself closely approximate to the economic 
life.. The loan Хог boilers only allowed 17 years, consequently 
it was Meer to make any further provision, as the 
economic life of the boilers would certainly not be shorter 


to be maintained in a ` 
revenue, no depreciation 


than the repayment period. Jn proof of this, there were 
boilers in commission to-day where every penny had be 
paid off, and which had yet many years of useful life. д А 
speaker favoured sound depreciation, high maintenance 
charges, and the amount shown as profit as low as possible. 
Ihe Finance Committee of the Manchester Corporation in 
October, 1912, in adopting a policy of rate-aid, actually de- 
cided that the amount should be calculated om the capital 
expenditure. A more false principle could not possibly be 
put forward, because, as already shown, £1,900,000 of the 
capital borrowed had been repaid, and to a large extent the 
assets which had represented it had gone out of cominission 
and ceased to earn any revenue. Supposing 1 per cent. was 
allowed on £3,000,000 capital expenditure, when in fact there 
was plant valued only at one million; it meant actually charg- 
ing 3 per cent. against revenue-earning plant belonging to 
the undertaking. This was one of the things which would 
have to be fought keenly by accountants and engineers, and 
by representatives on public bodies. Any amount fixed for 
rate aid should be upon the outstanding loan debt, and not 
upon the capital expenditure, otherwise it would become a 
growing charge which would ;eopardise the existence of the 
station in competition with other suppliers. It had been 
argued that a municipality ought to pay into ite sinking fund 
the statutory amount, and that, in addition, it ought to 
create а renewals account which would enable it to have 
Ruflicient capital at the expiration of the economic life to 
replace the plant without further borrowings. This meant 
that the present generation of users would hand over as an 
absolutely free gift to the next generation of users a power 
station free of all cost. This would be grossly unfair if car- 
ried out, but such an attempt would defeat itself, because it 
would mean such high charges for current that consumers 
would not buy. ! 
The authors will reply in the Journal of the I.M.E. 


THE RONTGEN SOCIETY. 


THE OPTOPHONE. 


Ат the meeting on February 6th, Mr. E. E. FouRNIE& D'ALbR, 
D.Sc., lectured on the properties and applications of selenium. 
He said that the peculiarity of the light action on selenium 
could not be due to heat, as had been suggested, and he be- 
lieved that some kind of ionisation theory would be pro- 
pounded as a final solution of the whole question. Selenium 
was actually capable of discovering light too faint to be 
visible to the eye. He calculated that with the aid of sele- 
nium one ought to be able to discover stars three magnitudes 
lower than those visible in the ordinary way. The usual 
limit for naked-eye vision was about the sixth magnitude, so 
that with selenium one ought to be able to obtain the ninth 
magnitude, and selenium would keep this start over the eye 
whatever optical contrivances might be used. He had been 
able to make a star record itself chronographically, and even 
ring & bell in its passage, which was quite a simple thing to 
do, considering the very delicate relays now at one’s disposal. 

Dr. d'Albe then passed on to deal with some applications 
of selenium. One of its first applications, he said, was to 
the measurement of light, but the ‘“ recovery curve '" was a 
distinct difficulty in selenium photometry. Another proposed 
application was for automatic shutters in cameras, but while 
this was possible theoretically, it was doubtful whether the 
advantages gained outweighed the trouble of introducing re- 
lays. Another application was to multiplex telegraphy by 
means of a sound disk flashing intermittent light upon the 
selenium, the flashes being at different rates, and picked out 
at the other end by means of tuning forks; by this means 
it was possible to analyse 19 different sets of Morse signals 
sent along the same wire at the same time. Then there was 
the interesting application of selenium to phototelegraphy, or 
the transmission of pictures along the wire. Selenium had 
been displaced in this work, however, by another method, 
that of swelled gelatine. The fascinating problem of tele- 
vision was one which, he thought, would certainly be solved 
in the not distant future by means of selenium, and another 
practical thing was the automatic lighting and extinction of 
lighthouses and lightbuoys. The lecturer showed а small 
model lighthouse which he had constructed; the little lamp 
was automatically extinguished when a large lamp repre- 
senting the sunrise appeared in its vicinity. 

The device in which he was personally most interested was 
called the optophone, for enabling blind persons to read 
ordinary type. His experiments on this instrument were 


. made before the war, but the impossibility of getting the 


Nernst filaments, which had the advantage of giving an 
intense line of light, caused the experiments to be left in 
abeyance until recently, when he found that the new half- 
watt lamp would act equally well. A disk, revolved by a 
motor and perforated like a siren disk, was illuminated by a 
lamp behind it, and the image of the line of dota was con- 
verged upon an aperture in a slab above which a line of 
letterpress was slowly moved. "The light thus reflected from 
the type fell upon selenium bridges which were connected by 
a telephone relay, and sounds corresponding to each letter 
in turn were sent through the telephone. Whatever the 
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difference in shape between any two letters, it expressed 
itself in tone. Thus the letters gave & sound code which the 
pupil had to learn. The maximum sound was heard when 
white paper was exposed through the aperture, and the 
minimum when black paper was exposed, and all that the 
blind person had to do—a task obviously requiring a great 
amount, of practice—was to familiarise himself with the range 
of differentiation between these extremes. Dr. d'Albe's 
demonstration was carried out with large single letters, but he 
said that by e a focusing device, printed type of ordinary 
size could be read, and a system of alignment would make it 
poseible for people ultimately to read by ear a column in a 
newspaper or a page of a book. 

Sir James Mackenzie Davideon and Mr. T. Thorne Baker 
took part in the discussion. 


FOREIGN AND COLONIAL TARIFFS ON 
BLECTRICAL GOODS. 


RUSSIA.—A Decree of the Russian Minister of Finance, 
dated November 26th/December 9th, prohibits the exporta- 
tion of various articles, including electrical apparatus of all 
kinds, accessories and parts; ferro-silicon; salts and acids of 
chrome, manganese, molybdenum, titanium, tungsten, vana- 
dium, copper, tin, mercury, nickel, lead, and zinc. 


SWEDEN.—The exportation of quartz and felspar has 
been prohibited as from December 90th. 


SWITZERLAND.—The Federal Council have decreed the 
prohibition of exportation of crude, flake, or powdered 
asbestos us from December 4th. 


NICARAGUA.—The Collector-General of Customs has issued 
8 Circular directing that, as from February 1st, bills of lading 
containing erasures, interlineations, or alterationg shall not 
be accepted at any Custom House in the Republic unless such 
erasures, &c., have been duly certified by the agent or repre- 
sentative of the steamship company at the port of shipment. 

VENEZUELA.—According to recent Presidential Decrees, 
the undermentioned goods, when imported into Venezuela, 


are to be declared in the Consular invoice, and to pay duty, 
as follows :— 


Class of the 
Declaration for Consular | tariff under | 10:8! import duty 
cle. (including 
nvoice. whic 
` | suitable. surtaxes). 


-————] --—-——-- .—-————-—-—————— o ——— 


—————— —— 


Electrical accu- | Acumuladores eléc- ITI. 
mulators. trioos. ин 
Electric stoves | Cocinas eléctricas que | III, plus 
weighing each 80 p.c. 
up to 60 kilogs. | kilogramos  netoe,| specific. 

net. cada una. 
Electric stoves| Cocinas eléctricas III. 


0'391 bolivares 
per kilog. gross. 
0:704 ditto. 


0:39] ditto. 


weighing each | cuyo peso neto 
more than 60| exceda de sesenta 
kilogs. net. kilogramos. 


It is important to preserve the exact (Spanish) wording 
shown above in the ''Declaration for Consular Invoice.” 
(Bolivar = 9.6d.; kilog. = 2.2046 lb.) 


NEW PATENTS APPLIED FOR, 1917. 
` (NOT YET PUBLISHED). 


Published expressly for this journal by Мизѕаѕ. W, P. Tuompsos & Co, 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. i 


1,412. “ Electrical governors or speed regulators for electrical motors, &c.” 
S J. ANperson. January 29th. 
1,437. ‘‘ Electrical pushes." E. A. GRAHAM. January 29th. 
1,449. '' Electrical switch slabs or panels, &c.” W. J. Jenkins. January 
th 


1,460. “ Wircless telephony." Soc. Francaise Rapio-E.sctrrigus. Janu- 
ary 29th. (France, February 15th, 1916.) 

1 465. “ Electric warning attachment for ships’ telegraphs.” — J. L. 
Mcreuy. January 30th. 

1,478. '' Detachable instrument for varying timing of ignition of motor-car 
autcmatically." C. L. WuarLEY. January 30th. е 

1,482. “ Dry cells." Е. C. TawmMADGE & Е. К. Tammapcs. January 90th. 

1,490. “Toy electric motor." А. C. GuszRT Co. January 30th. (U.S.A. 
April 18th, 1916.) 

1,491. “Toy motor installation.” A. C. Geert Co. 
(U.S.A., April 18th, 1916.) | 

1,501. +' Storing and correcting defective telegraphic signals preparatory to 
transmission." J. H. DuwsaAR & THe EasrkRN Те ЕСКАРН Co. January 30th. 

1,511. ''Systems of ship T domuary British Тномѕом-Нооѕтом Co. 


January 30th. 


(General Electric Co., U.S.A January 90th. 

1,514. ''Telegraphy." J. S. WiruxRS (J. C. Cox). January 90th. 

1,515. ''Frequency changers and generators of alternating electric cur 
rent." N. OsoukHorr. January 30th. 

1,517, “ Automatic telephone system." Н. Symes. January 30th, (New 
Zealand, October 10th, 1916.) 

1,625. " Order telegraphs.” G. T. Marstanp. January 30th. 


1,544. '" Dynamo-electric machines." Soc. ANON. POUR L’ECLatRaGR ELec- 
TRIQUE DES VegHicULES. January 3lst. (France, February 4th, 1916.) 
1,546. ‘ Electric thermo-radio massage machine." G. Fuer & J. W. 


WarkiNS. January 3let, | 
1,555. © Electrolytic production of metal wire and strip." 5. О. Cowpar- 
Cogs. January 91st. 


8 


С. Funck & 


1,576. “ Fly-wheel magneto devices for internal-combustion engines.” F. 
Н. FanREg, G. Funck & ViLLIERS ENGINEERING Co. January Silat. 

1,577. “ Magneto devices for internal-combustion engines," F. Н, Ёлвйзвк, 
ILLIERS ENGINEERING Co. January 31st. 

1,578. '' Method of electrical edge-welding." T. E. Murray, January 
31st. (U.S.A., March 2nd, 1916.) 

1,581. '' Vacuum-type electric converters." British WrstincHousa ELBCTRIC 
AND MANUFACTURING Co. (Westinghouse Electric & Manufacturing Co., U.S.A.). 
January 315. 

1,587. '' Polyphase transformers." F. E. Berry & British Escric Taans- 
FOLMER Co. lanai 31st. 

1,588. '' Electric furnaces, and transformers for use therewith.” PF. E. 
Beary & British ELectric TRANSFORMER Co. January 3lst. 

1,609. *“ Liquid resistances for use in rotors of induction motore for ship 
propulsion, &c." Вкоѕн Exectrica, Encineerinc Co. & C. C. Suros. 
February Ist. 

1,612. ''Sparking plugs." А. E. Tonxs, E. Tonks & Sons, C. W. Touwxs, 
E. Tonks & G. A. Tonks. February Ist. 

1,629. " Ignition magnetos for internal-combustion: engines." M-L МАС- 
мкто Synpicate & E. A. Watson. February Ist. 

1,636. ‘* Electrolytic production of metallic tubes with closed end." 5. O. 
Cowrer-Cores. February Ist. ; 

1,641. '' Electro-magnetic switches.” British TuHouson-Houstom Co. 
(General Electric Co., U.S.A.). February Ist. 

1,653. *'' Electric transmission of signals." Е. A. молу. February Ist. 

1,661. ‘* Electric furnaces.” C. E. Hearson. February lst. 

1,670. '' Automatic ignition for internal-combustion engines, &e." P. A. 
Sexecsy, February 2nd. 

1,674. ‘ Electric furnaces for melting or refining non-ferrous alloys.” V. 
C. FauLKNER. February 2nd. 

1,678. ‘* Portable electric hand-lamps, &c.' N. McLean. February Jnd. 

1,687. “ Lighting outfit for road vehicles." С. BooruwruL. February Sad. 

1,692. “ Magnetic compasses.” С. F. Rytanp. February па. 

1,712. '** Apparatus for producing sound waves for signalling." W. V. 
Fouuts. February 2nd. | 

1,713. “ Electrical measuring instruments." J. H. Cars. February Sud. 

4/29. “ Wiring ships, buildings, &c., for distribution of electricity." L. 
M. WarzRHoUusr. February 3rd. 

1,732. ''Process for manufacture of zinc tubes." S. O. Cowrezn-Oorss. 
February 3rd. 

1,2739. *' Flexible-able funicular traction system." Compacum Єл 
Exvecrrigug. February 3rd. (France, February 7th, 1916.) 

1,748. ‘ Electric bells." J. Davis & Son anD W. Н. Davis. February 3rd. 

1,754. *' Electric motor control and apparatus therefor.” Brinias Tromsow- 
Heuston Co. & Н. C. Hastincs. February 3rd. 

1,762. “Stimulating growth of hair by weak currents of electrielty.” А. 
C. Stewart. February 3rd. ` 

1,764. © Dynamo-electric machines." P. A. H. Mossay. February Jrd. 


PUBLISHED SPECIFICATIONS. 


21915. 
5,319. Process OF AND APPARATUS POR ТЕЅТІМС ELzcCTRiCITY Mamrwaa ©. T. 
Blathy. April 8th. (April 9th, 1914.) | 
10,723. ÉCECHRICAE H&ArING Apparatus. C. G. Nobbs & W. W. NMebbe. 
Julv 23rd. (January 21st, 1916.) 
17,581. Automatic TecerHone Catt DisrRIBUTING Svsrkws, Western Bec- 
tric Co. December 16th. (December 19th, 1914.) 


1916. 

The numbers in brackets are those under which the specifieatioa will be 
printed and abridged, and all subsequent proceedings will be takem. 

471. ELzcrRICAL CowpzNsERS. Marconi's Wireless Telegraph Со. а C. S. 
Franklin. January lith, 1916. [102,997.] 

477. IGNITION Devices For INTERNAL-COMBUSTION EnNcines. М. A. Cadd. 
January llth. [102,998.] 

487. MacNET Ѕүѕтемз FoR Maongro-giacrric МАСНІМЕЅ POR lemmos Pwr- 
POSES IN INTERNAL-COMBUSTION ENGINES. W. Schmidt. January th, 3816. 
[100,018] Convention date not granted. 

519, SECONDARY BATTERIES. . Pearson. January 19th, 1916. .3 

541. Ісмгпом Dynamos. C. T. Mason. January 25th, 1915. 3 

579 STARTING OP SYNCHRONOUS DYNAMO-ELECTRIC MACHINERY, AND MBANS 
THEREFOR. J. Mould. January 13th, 1916. [101,809.) 

581. ELscrRICAL APPARATUS FOR PRODUCING Нот anD Сор Currerve ОР 
Aix ror Dryinc HAIR AND FOR OTHER PURPOSES. E. B. Wright. Jeouer) 
13th, 1918. (103,153.] 

599. Клоо Receivinc Circuits. С. F. Elwell а C. J. Close. Jasuary 
13th, 1916. (103,004.) 

676. AUTOMATIC STERRING AND S8LF-PROPELLED TORPEDORS AND ОТВ Pro- 
ПОЗ БТ V. Pascore, C. J. Beaver & E. A. Claremont. January Mth, 3916. 

721, Evectro-maGwetic SHUTILE-THROWING GEAR FOR Weavina Loows 
Bachelet Shuttle & Loom Co. and W. Routledge. January 17th, 1916. 


(103,157. 
802. wcrRIC Switcues. British Thomson-Houston Co. (General Kieatric 
Co., U.S.A.). January 18th, 1916. ([103,167.) 
876. TzL.gPHONE Systems. Relay Automatic Telephone Со. & L. C. Bygrave. 
January 19th, 1916. (103,173.) 
SPARKING PLUGS AND THE MANUFACTURE OF THE sawe. T. Crosbee and 

Sons & W. J. Spicer. January 21st, 1916. [103,179.} (Addition to 4.808/15.* 
1,417. Conzs ror Ритм Loapinao Cors, ELECTROMAGNETS, AND TR LIKE 
105188 Electric Co. (Western Electric Co., U.S.A.) January B@th, 1916 
1,976. Exectric DiapHRacm Horns FOR AUTOMOBILES AND THE LIKE. A. W 
Hulbert. July 25th, 1916. 03,018.) 

3,065. Rapio-TELEGRAPHY. J. Bethenod & E. Girardeau. Febreary ith, 
1915.  (100,075.] (Addition to 1,597/16.) 

2,076. МасмЕТІС Compasses. F. Barker & Son and E. W. Barker. Pebru- 
ary llth, 1916. (103,019.] 

2,256. Exectric BarrEeRIES. R. S. Baxter. February 15th, 1916. Qo 
2,916. Rat way Sicnatinc. W. К. Sykes Interlocking Signal Со. & R. W. 
Tarrant. February 26th, 1916.  (103,026.] 

8,161. Batrery Certs. W. L. alker. March 17th, 1915. [100,178.) 

3,286. Execrric Caste Drums, RrELS, OR THE LIke. Н, G. Wood & E. 
Edwards. March 4th, 1916. (103,206.] 

4,193. Sparkinc PLUGS FOR INTERNAL-COMBUSTION ENoINES. R. A. Griffiths 
ani W. P. Gilbart. March 21st, 1916. [103,044. 

4,558. EL&crRIC DiscHARGE APPARATUS. British Thomson-Houston Co. (Gese- 
ral Electric Co., U.S.A.). March 28th, 1916.  [103,046.) 

4,697. ELEcrRIC OscniarToRs. British Thomson-Houston Co. (General Blec. 
tric Co., U.S.A.). March 30th, 1916. ([103,047.) 

5,257. SPARKING PLUGS FOR INTERNAL-COMBUSTION ENcINes. А. B. Beck. 
April llth, 1918. [103,051.} 

5,499. Portasce Micitary TeLernones. J. W. Dungey & C. B. Kersting. 
April 13th, 1916.  [103,227.] 

5,934. Exectric Locomotives. British Thomson-Houston Co. (General 
Electric Co., U.S.A.) April 25th, 1916. 108,235.) 

5,972. Points For Tramways, RAILWAYS, AND THE LIKE PURPOSES, R. В. 
Holt. April 26th, 1916. (103,236.} 

6,355. TELEGRAPHIC TRANSMITTERS AND RELAYS. vé dh Telegraph Jmsetru- 
ments Syndicate & A. Orling. May 3rd, 1916. [03,238] 

6,618. Location INDICATORS FOR ELECTRIC Press-suttons. E. D. A. Bagot 
May 9th, 1916. (103,059.] 
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SCIENCE AND INDUSTRY. 


Sir Isaac Newton, shortly before his death, said: 
—'' I do not know what I may appear to the world, 
but to myself I seem to have Leen only like a boy 
playing on the seashore, and diverting myself in 
now and then finding a smoother pebble or a prettier 
shell than ordinary, whilst the great ocean of truth 
lay all undiscovered before me ’’-—yet Leibnitz esti- 
mated that Newton had achieved far more than all 
other mathematicians put together from the begin- 
ning of history: Lord Kelvin, at his jubilee, in 
reply to the homage of the whole scientific world, 
said: —'' One word characterises the most stren- 
uous of the efforts for the advancement of science 
that I have made perseveringly during 55 years; 
that word is failure." Yet he towered above all his 
scientific contemporaries, and was, perhaps, the 
greatest savant that the world has known. It is, 
in fact, a trait common to all who have spent their 
lives in the pursuit of knowledge, and have acquired 
a profound acquaintance with the hidden mysteries 
of Nature and Science, that they, more than all 
others, realise the immensity of the field that lies 
open before them—shrouded іа mists, it is true, and 
beset with pitfalls, culs de sac, false clues, but also 
holding treasure in store of inconceivable richness 
for the reward of those who patiently grope amid 
its gloomy fastnesses. We have as yet but ven- 
tured over the border of that illimitable expanse; 
the further we penetrate into its depths the better 
we appreciate the wealth that lies beyond, and the 
greater becomes our strength to overcome the diffi- 
culties that confront us. We see, too, how far we 
have strayed from the true path in the complacent 
past, when we thought we had approached finality 
in one or other quest. 

These thoughts are prompted by the striking 
appeal addressed to our American colleagues by 
Dr. Whitney, in the Electrical World, the gist of 
which we reprint elsewhere in this issue. We have 
often drawn attention to the splendid work that has 
been accomplished by the research laboratory of 
which he is the head, and quite recently Mr. A. P. 
M. Fleming has reminded the Institution of Elec- 
trical Engineers, at Manchester and Newcastle, of 
the vast resources and assiduous attention which 
are devoted to industrial research by manufacturing 
firms in the United States, as well as in Japan and 
Germany. In cannot be suggested that America has 
neglected the possibilities of industrial research. 
Of what, then, does Dr. Whitney accuse a nation 
which, above all, is noted for utilitarianism and 
practical common-sense? It is of ignoring the 
claims of research in pure science, research directed 
solely to the advancement of human knowledge, 
without an eye to the commercial results that may 
accrue. He declares, in effect, that the United 
States, from the scientific point of view, is a para- 
sitic nation, depending almost wholly upon the 
labours of the scientists of Europe, who have pro- 
vided it with the means to cure disease, to commu- 
nicate by ethereal waves, to radiograph the internal 
organs of the body, to rid the Isthmus of Panama 
of the pestilence that made it a death-trap for the 
engineers of de Lesseps, to transmit power from 
its waterfalls over hundreds of miles. And, indeed, 
it is true that, with rare and brilliant exceptions, 
such as Franklin, Henry, and Langley, the history 
of the United States can boast of no great pioneers 
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iii pure science as opposed to industries—inventors 
it has had in plenty, but few discoverers. 
Now,.there is in this a lesson for ourselves. 
Engineering in particular, and electrical engineer- 
ing above all, is built upon science as the founda- 
tion. Primary and secondary cells, the dynamo, the 
arc light, wireless telegraphy and the X-rays, 
electro-deposition, the electric furnace, the manu- 
facture of aluminium, alkali, and other products of 
electrometallurgy and electrochemistry, the fixation 
of nitrogen, the telegraph, and countless other 
triumphs of electrical engineering, all derived their 
origin from the laboratories of men who wooed 
Science for herself alone, without thought of per- 
sonal profit—many of the foremost of them, we are 
proud to recall, of British race. We do not over- 
look the fact that on the basis of these dis- 
coveries, industrial research has given rise to innu- 
merable inventions of the utmost importance to 
mankind, such as the glow lamp, the telephone, the 
steam turbine, the polyphase system, the submarine 
cable, and other commercial developments, in which 
also our fellow-countrymen have played a leading 
part. But we live in a time of difficulty and danger, 
when attention is pre-eminently directed to the com- 
mercial possibilities of invention and research, and 
there is no little risk that in the struggle for com- 
mercial supremacy we may lose sight of the higher 
aims—the general welfare of humanity, and the 
claims of pure scientific research upon our labours 
and our purse. Let us, then, lay to heart the spirit 
of Dr. Whitney's appeal. Although almost ignored 
by the public and the State, our scientists in the 
past have won their place in the foremost rank of 
progress; now that the nation has awakened to the 
necessity of scientific work, let us take care that 
while industrial research is not neglected, pure 
science shall receive that whole-hearted support 
which hitherto has been denied to it. For upon the 
due observance of this precept rests not only our 
scientific culture, but also our industrial existence. 


- 


THE somewhat interesting ques- 
tion has arisen as to whether motor 
car agents shall have a monopoly of 
the sale ‘not only of petrol motor 
vehicles, but also of those propelled 
by electricity. Thus, in the last 
issue of the Motor Trader, in a report of a meeting 
of the Scottish Advisory Council of the Motor Trade 
Association, we read that ‘а clause in a draft of a 
Bill to be promoted by a Municipal Association 
under which powers are sought to store, charge, in- 
spect, and repair electric vehicles was considered. It 
was agreed to write to head office requesting that 
the clause, if sought to be passed into law, be op- 
posed, and stating that this Council disapproves of 
the matter being left in the hands of the Electric 
Vehicle Committee of the Society of Motor Manu- 
(acturers and Traders, agents’ interests not neces- 
sarily being those of that Committee.” 

The subject is considered by our contemporary of 
such importance that it devotes a long leader to the 
matter, from which we are glad to learn that, as the 
leading organ of the motor traders, it has not hesi- 
tated, when finding itself unable to see eye to eye 
with a certain section of its readers, to speak out, 
and strongly urge that the best interests of all will 
be served by motor agents adopting an attitude of 
sympathy and tolerance towards the problem. 

The writer states that a good deal of interest has 
been created in certain trade circles respecting the 
promotion of a Bill authorising local authorities to 
cater for the electric vehicle trade, and that the Bill 
indicates a very significant development on muni. 
cipal trading lines. It is pointed out that if the 
authorities take full advantage of its provisions. 
their interest in the electric vehicle will exceed the 


The Control 
of the Electric 
Motor. Vehicle 

Business. 
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теге operation of charging, and will comprise 
the repair and maintenance of vehicles and the 
sale of everything in the electrical line requisite for 
these vehicles. Our contemporary holds that there 
is no ground for the assumption that the Bill em- 
bodies a deep laid scheme on the part of the publi: 
service bodies to appropriate what may become an 
important branch of the motor trade. 

What mainly concerns the opponents of the Bill 
is the plain issue as to whether the interests of the 
retail motor trade are threatened. They urge that if 
the electric vehicle is to command public approval 
anything like commensurate with the petrol vehicle 
the motor agent should be taking prompt and ade- 
quate measures to secure the business. 

Those who believe with us that the electric vehicle 
is destined to make great progress in this country 
and that its development has been delayed largely by 
the lack of charging facilities, maintain that while 
the motor trade is indifferent to the great promise 
of this branch of the industry, the offer of the local 
authorities to supply the stimulating factor in thc 
shape of charging stations and repair and supply 
facilities is entitled to approval and support. 

If we remember rightly, there has already been a_ 
little friction between the M.T.A. and the Agents’. 
Section, Ltd., on the one hand, and electrical engi.. 
neering traders on the other, with regard to the sale 
of the many electrical accessories associated with 
petrol cars. It is, therefore, greatly to be hoped 
that the M.T.A. will not adopt the attitude advo- 
cated by its Scottish Advisory Council with respect 
to electrical motor vehicles, but, rather, the saner 
course suggested by the Motor Trader, a course 
that will go far in removing any wrong impressions 
that may exist, and in building up a more favourable 


' view of the M.T.A.’s objects and intentions in elec- 


trical circles. 


. WE print on another page an im- 
Substitution 


portant memorandum, issued by the 
in Electricity Reserved Occupations Committee 
Works. for the guidance of electrical under- 


; takings in effecting substitution of, 
and releasing, men for the Army. The demand for 
young fit men in the Army is apparently so great 
that most other. considerations have now to be set 
aside, and from the end of this month substitution 
must be more extensively applied than previously 
even in electricity works, upon which the manufac- 
ture of munitions so vitally depends. We do not 
know when the memorandum was circulated among 
members of the I.M.E.A., or whether it has been 
sent to non-member undertakings, but the Commit- 
tee issued it as long ago as February sth. The 
matter is one of great importance to all electricit 
undertakings and their employés, whether repre 
sented by the Association or not, and there is only 
a week before the '' exceptionally favourable reser- 
vation " practice is withdrawn. Therefore we give 
the document full publicity at once, though it has 
only come to our hands while going to press. 


Ir is now many years since we 
began in these pages our advocacy 
of the better use of the canals of the 
United Kingdom in the interests of trade, industry, 
and agriculture. In season and out of season we 
joined with others in the demand for modernisation 
and fuller utilisation of this means of transporta- 
tion; we described the various systems of elec- 
trical operation that had been proposed or 
adopted in this and other countries. It was 
commonly believed that the canal system was 
being strangled or ignored by the railway companies 
for selfish ends. To-day we see how deplorable it 
is that suitable measures for improvement were not 
adopted in time. A past Government referred the 
whole subject to a representative Canals and Water- 


Our Canals. 
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ways Commission, and exhaustive evidence wás col- 
lected from many quarters, here and abroad, but it 
is only in war-time, when the Government has the 
railways under its control, that anything in the 
shape of definite action is taken. It were waste of 
words now to spend much space showing how 
reatly we should have had our tasks simplified 
uring the last year or two, when the pressure 
upon the railways was phenomenal, if we had also 
been able to depend upon a continuous traffic of 
barges on an up-to-date network of waterways. 
Whatever regrets may be in our mind, we must 
count it all for future good, as well as helping us 
in the remaining stages of the war, that Govern- 
ment action has at last been taken which will pre- 
vent the matter from ever falling back into its 
former position. With its control of the railways, 
the Government naturally assumed control of the 
railway-owned canals, and it is now announced that 
the Board of Trade is also taking possession, for 
the period of the war, of any other canals, non- 
railway owned, that may be required for essential 
trafhc. It is intended to set up an executive com- 
mittee to control the canals and all the buildings. 
barges, machinery, &c., that go with them. 
Whether railway-owned or otherwise, they will 
come under this Committee, and every effort will be 
made to secure for the nation their best use for the 
conveyance of food, munitions, materials, &c. 
Truly, this horrifying war is lifting us as a people 
out of many of our old ruts. 


Tue Minister of Labour has been 

The Good giving further expression to his 
Time Coming. views on after-the-war industry. 
He continues to speak with the 

greatest optimism, foretelling 'a period of booming 
trade. As we' suggested in our reference to one of 
his earlier speeches, his opinions are those of an 
authority on the iron and steel trades, and we entirely 
agree with him in regard to the outlook therefor. 
Everybody connected with those trades and with the 
engineering industries, knows well enough what 
large arrears of work, even of the normal kind, are 
accumulating. Railway companies, tramway com- 
panies, electrical undertakings, &c., are unable to 
spend what is almost imperatively necessary even on 
maintenance, and extension work is more often than 
not only a dream, though verging in cases, we fear, 
upon nightmare. In all the work of rehabilitation 
and satisfying the needs of the world, the share of 
the iron, and steel, and engineering trades cannot 
fail to be enormous, and it must inevitably spread 
itself out over many years. But perhaps the most 
urgent need of all will be the new shipbuilding, upon 
which armies of workers will need to work at high 
speed to make up for recent and anticipated losses. 


Activity in the shipbuilding industries means high- _ 


pressure prosperity in iron and steel and engineer- 
ing industries, and these form so large a part of 
our national industrial operations that it is reason- 
able for Mr. Hodge to suggest that every other 
trade may boom in sympathy. ,Thoughts such as 
these respecting the future are, however, over- 
shadowed by the knowledge that we are at the 
greatest crisis of the war, and may have strange 
ways yet to tread before the palms of victory are 
won for Civilisation. We have yet to put all our 
strength into the contest, and have sacrifices and 
losses to bear, but beyond it all we trust that there 
lies unbroken Peace, which will be treasured and 
understood as Peace never was before in our day. 
With the period of Peace between the nations; let 
us have harmony in the industries at home, and, 
while still at war, prepare in those industries them- 
selves, as the Minister of Labour once again sug- 
gests to us, those schemes for greater efficiency of 
organisation, operation, and production which may 
go far to secure that harmony. | | 


CANADIAN WATER-POWERS. 

THE Water-Power Branch of the Canadian Department of 
the Interior has recently issued a very complete and excel- 
lently illustrated description of the developed and un- 
developed water-powers of Canada, and we have received a 
copy from the Canadian Government Trade Offices in 
Basinghall Street, E.C. 

The volume is a reprint of five monographs prepared for 
distribution in connection with the exhibit of the Dominion 
Water-Power Branch in the Canadian Pavilion at the 
Panama-Pacifie International Exposition, San Francisco, 
1915 ; it deals in sections with the water-powers of British 
Columbia, the Prairie Provinces, Ontario, Quebec and the 
Maritime Provinces. An introduction by the Superintendent 
of the Dominion Water-Power Branch points out the 
important part played by water power in the industrial 
development of the Dominion, which, with the continual 
advance in electrical science, is expected to become even 
greater in the future. Practically every commercial centre 
from coast to coast, except only a few in the middle Prairie 
Provinces, has abundance of water power available for 
present and future needs. 

Within the provinces of the Dominion of Canada, and 
excluding the North-West Territories, practically all the 
Yukon, and the Northern and Eastern portions of Quebec, 
it is estimated that 17,746,000 H.P. are available, inclusive 
of Canadian developments permitted by international 
treaties. The developed powers—for electrical, pulp, 
milling and other purposes, aggregate 1,712,193 H.P., 
distributed as follows :—Nova Scotia, 21,412 H.P. ; New 
Brunswick, 13,390 H.P. ; Prince Edward Island, 500 H.P. ; 
Quebec, 520,000 H.P. ; Ontario, 789,466 н.р. ; Manitoba, 
56,730 H.P. ; Saskatchewan, 45 4P. ; Alberta, 83,305 H.P., 
British Columbia, 265,345 H.P.; and Yukon, 12,000 H.P. 
Hf the present rate of increase in development is continued 
in the future, the 8,000,000 H.P. estimated to be available 
within range of present markets will be entirely in use 
within 15 years. 

The Dominion Government controls navigable streams 
and their water powers throughout the Dominion and the 
water powers in general of the provinces of Manitoba, 
Saskatchewan, and Alberta. The administration of all 
water powers in British Columbia, Ontario, Quebec, New 
Brunswick, and Nova Scotia is under respective provincial 
control. 

As is well known, British Columbia has been prodigally 
endowed with natural water-power sites on its numerous 
rivers and lakes, and it is estimated that within reasonable 
distance of the cities of Vancouver and Victoria there are 
possible water-power developments aggregating 750,000 H.P. 
situated within an area of 20,000 sq. miles ; in addition, 
it is estimated, roughly, that other available powers in the 
province would bring the total up to 3,000,000 H.P. 

Amongst the principal powers developed may be 
mentioned those of the West Kootenay Power and Light 
Co., 23,000 m.P.; the Lake Buntzen plant of the B.C. 
Electric Railway Co., of 84,500 H.P.; and the Jordan 
River plant in Vancouver Island, of the same company, 
25,000 H.P.; the Western Canada Power Co.'s plant at 
Stave Lake, 26,000 H.P. ; Ocean Falls Co., 11,200 а.р. ; 
Power River Co., 24,000 H.P., &c. 

The undeveloped powers include many large blocks of 
25,000—80,000 H.P., and it is pointed out that great 
opportunities exist for the electrochemical and' electro- 
metallurgical industries, there being many water-powers 
similarly situated to those in Scandinavian countries, 
and wonderful possibilities of transport by water freight to 
suitable markets. | 

The establishment of electrometallurgical refineries for 
copper in the neighbourhood of Vancouver or Prince 
Rupert, where the plants could be erected on excellent 
water-front sites, would add to the incentive already 
existing to develop the copper, zinc, lead, and other 
mineral resources of the province. | 

In the Prairie Provinces, Lakes Manitoba, Winnipeg, and 
Winnipegosis are the largest bodies of water. Lake Win- 
nipeg has an area in excess of Lake Ontario, and into it flow 
the Winnipeg, Red, and Saskatchewan and other rivers, 
while ita outlet to Hudson Bay is the Nelson River. . The 
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northern part of Manitoba is drained by the Churchill 
River, and the northern parts of Saskatchewan and Alberta 
by the Athabaska and Peace Rivers. The Winnipeg River 
is one of the most important power rivers on the continent, 
and offers many available power sites in proximity to the 
City of Winnipeg ; a systematic survey of these sites has 
been carried out by the Government, and six undeveloped 
sites are noted within 52—74 miles of Winnipeg, these 
representing 162,700 H.P. under present conditions and over 
300,000 H.P. after the storage facilities are provided. The 
Winnipeg municipal power plant at Point du Bois, 77 miles 
from the city, will have an ultimate capacity of 76,000 Н.Р. ; 
its present installation amounts to 51,500 H.P., and may 
be increased to 119,000 H.P., the energy being stepped up 
to 66.000 volts for transmission. 

The Winnipeg Electric Railway's power plant at Pinewa 
Channel is 65 miles from the city, and has some 28,200 H.P. 
installed and a 60,000-volt transmission. 

Another concern, the Winnipeg River Power Co., has 
made arrangements for the immediate construction of a 
plant consisting of eight 21,000-H.P. generating units on 
the du Bonnet site, a 110,000-volt transmission to Winni- 
peg being proposed. 

The development of the Bow River above Calgary on 
suitable lines would give about 50,000 H.P. on six sites : 
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sion, Gwetario's water powers are better appreciated in this 
country than those of other parts of Canada ; the work of 
the Commission is regularly reviewed in our columns, and 
readers are referred to the latter for details. 

The Ottawa River tributaries have provided many 
moderate sized power developments ; the Northern Ontario 
Light and Power Co., which supplies the Cobalt district, 
has two plants of 8,000 and 3,800 H.P. The Ottawa River 
itself, if regulated, would provide 606,000 H.P. between 
Lake Temiskaming and Carillon ; about 36,000 н.р. is now 
in use at the Chaudiere Falls, including about 9,000 в.р. by 
the Ottawa Electric Co., and 5,000 H.P. by the Ottawa 
Power Co. | 

Of the rivers flowing into Lake Ontario, the Trent and 
its tributaries would easily provide 75,000 H.P. by reasom 
of the works of the Trent Canal, now nearing completion ; 
about 45,000 H.P. is now developed—the Electric Power 
Co. having seven plants of a rated capacity of 33,000 н.р. 
in operation, supplying a large territory along the lake front 
through 300 miles of 44,000-volt transmission. The 
undeveloped powers of the Trent system, having capacities 
ranging from 1,000 to 10,000 H.P., offer fine opportunties for 
new industries in the vicinity of Peterboro', Cambellford 
and Trenton. 

The total low water capacity of all the Luke Huron 
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the Calgary Power Co.'s plant at Horseshoe Falls on this 
river consists of two 3,750-H.P. turbine units and two 
6,000-H.P. units, energy being transmitted at 55,000 volts 
to Calgary. The same company's Kananaskis Falls plant 
contains two 5,800-H.P. turbine units. 

. Some 60 miles above Edmonton a power site on the 
North Saskatchewan would produce 80,000 н.р. ; at Cole 
Falls, 25 miles below Prince Albert, a power plant is being 
constructed for that city. Below the forks of the Saskat- 
chewan at least five power sites are available, one at Grand 
Forks offering 40,000 continuous Н.Р. 

Passing over numerous smaller developments, we come 

to the Nelson River, which offers immense prospective 
water powers, there being 19 power sites that would pro- 
duce from 77,000 to 235,000 H.P. at the turbine shaft, and 
give a total of 24 million estimated H.P. 
{ A summary of the undeveloped and developed water- 
powers in Ontario shows total potential powers amounting 
to nearly 5,000,000 H.P., of which 722,000 H.P. are deve- 
loped, 574,000 being utilised for electrical purposes. 

The actually developed power of the Ottawa River and 
tributaries is 7 1,000 B.P., Great Lake tributaries 137,000 H.P.; 
Hudson Bay slope, 22,000 H.P.; James Bay slope, 30,000 
H.P.,and International boundary rivers, 462,000 н.р. Pro- 
bably due to the work of the Ontario Hydro-Electric Commis- 


tributaries is about 166,000 H.P., neglecting storage, and 
about 56,000 H.P. is at present developed. 

Of the most important undeveloped powers, the French 
River has three sites, each capable of producing 10,000 H.P. 
with storage, besides other smaller powers. On the Spanish 
River, the Canadian Copper Co. has 12,500 H.P. installed 


for operating its mines and smelters, while, lower down, the. 


Spanish River Pulp and Paper Co. has 10,000 H.P. in use. 

About 15,500 H.P. used in the cities of Port Arthur and 
Fort William is mainly derived from the plant of the 
Kaministiquia Power Co. at Kakabeka Falls; these cities 
are also within easy transmission distance of the Silver Falls 
on the: Kaministiquia River, where some 20,000 H.P. is 
available, and of the Nipigon River, the 40 miles of which 
with Lake Nipigon at the head, are estimated to be capable 
of developing 100,000 H.P. 

The Winnipeg River (in this province) is roughly esti- 
mated to have available some 250,000 H.P., of which only 
22,000 H.P. has been brought into use. The White Dog Falls 
on this river, with suitable storage, would alone produce 
75,000 H.P., and several sites on the English River could 
be developed in blocks of 20,000 to 40,000 H.P. Accurate 
information regarding the rivers of the James Bay slope is 
not available, but it may be assumed that 1,500,000 £P. is 
physically capable of development. 
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_At present, there are two plants of the Northern Canada 
Light and Power Co. on the Mattagami River with 
10,000 H.P. available ; also the Abitibi Pulp and Paper 
Co.'s 19,500 H.P. plant at Iroquois Falls will shortly be at 
work. 

On the international rivers, the Canadian plants on 
Niagara include those of the Canada Niagara Power Co., 
with 100,000 m.P.; the Electrical Development Co., 
125,000 H.P.; and the Ontario Power Co., 180,000 H.P. 
On the old Welland Canal, about 12,000 H.P. is developed, 
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supplying industries in St. Catherines, Merritton, and 
Thorold. The Dominion Power and Transmission Co. also 
has а 57,000-н.р. plant at Decew Falls which utilises the 
canal water, and transmits energy at 10,000 to 40,000 volts 
to a number of towns in the Niagara peninsula; the com- 
mercial prominence of Hamilton is largely ascribed to the 
power facilities offered by this company. ] | 

Between Lakes Superior and Huron is a difference in 
level of 20 ft., and the minimum flow at St. Mary's Rapids 
would produce 90,000 m.P.. half of which belongs to, 
Ontario ; this power has partly been used in Canada and the 
States—in the former, about 17,000 
H.P. is used by the Algoma Steel 
Corporation and allied industries. 

The St. Lawrence river between 
Lake Ontario and Lake St. Francis 
offers a development of 1,000,000 H.P., 
of which 500,000 H.P. would be avail- 
able for Ontario. 

Such a development would require 
` the co-operation of the United States, 
and be costly ; moreover, a sufficient 
market for the power does not exist. 

The undeveloped water power of 
Quebec represents about 5,000,000 H.P. : 
the developed power amounts to 520,000 
H.P., of which 370,000 н.р. is used in 
the form of electrical energy. 

There are many undeveloped falls 
and rapids on the Ottawa River (in 
Quebec); the Quinze River (a part of 
the Ottawa River) has some 90,000 
H.P. available, and the Kipewa River 
50,000 u.p. The Lievre River, a 
tributary of the Ottawa River, is es- 
timated to be capable of generating: 
85,000 H.P., of which less than 10,000 
is in use while the Gatineau River 
would produce 225,000 H.P. 

The Cedars Rapids, about 35 miles from Montreal, on ` 
the St. Lawrence, are capable of generating 160,000 H.P. ; 
at present, the Cedars Rapids Manufacturing and Power 
Co. is producing 90,000 H.P., of which 60,000 H.P. is 
being transmitted to aluminium works at Massena and the 
remainder to Montreal. | 

On the opposite side of the St. Lawrence, the Canadian 
Light and Power Co.’s plant at St. Timothee furnishes 


20,000 H.P. to Montreal for traction. and can be extended 
to 50,000 H.P. Some 13,000 H.P. is also developed on the 
Soulanges Canal for use in the city. 

A diverting canal between Lakes St. Francis and St. Louis 
would give a head of 80 ft. and possibilities of over 
100,000 H.P. 

Still nearer Montreal, at Lachine, the rapids are’ esti- 
mated to be equivalent to 400,000 H.P., but only a portion 
is available for development, and an existing plant supplies 
13,000 H.P. to the city, which also receives 20,000 н.р. 
from a plant on the Richelieu River 
at Chamley, and a certain amount from 
the. well-known Shawenegan Falls de- 
velopment, nearly 100 miles distant on 
the St. Maurice River, so that the city 
receives in all. about 126,000: H.P. 
from water developments. The St. 
Maurice River has possibilities of 
650,000 н.р. ; the most southerly power 
is at Le Gres Falls, 15 miles north 
of Three Rivers, where 60,000 H.P. is 
available. 

The entire water rights of the 
Shawenegan Falls are owned by the 
company of that name; the plant is 
capable of generating. 155,000 H.P., 
which is used locally in the aluminium, 
carbide and manufacturing industries, 
and transmitted to Montreal, Three 
Rivers, and other towns. | 

Situated about 124 miles above the 
Shawenegan Falls are the Grand Mere 
Falls, with 100,000 H.P. available, 
which is being developed by the 
Laurentide Co. At La Tuque, on the same river, 18 a 
fall capable of developing over 75,000 H.P., and there are 
a number of smaller power sites. 

In the vicinity of Quebec City are numerous undeveloped, 
or partly developed, powers, and the Saguenay River, 
120 miles north of the city, provides two sites for develop- 
ments of 300,000 H.P. continuously, which, with storage 
in Lake St. John, could be more than doubled. The 
Quebec Development Co. is the owner of water rights on 
this river. 

On the North Shore of the St. Lawrence, between the 
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Saguenay and. the Atlantic, the country is scattered with 


large undeveloped water powers, the country itself being 


undeveloped ; it is estimated that over a million H.r. is 
available. 

{In New Brunswick there has been developed about 
13,000 H.P., 56 per cent. being for saw, grist, &c., mills ; 
one plant has 3,800 н.р. installed. 

In Nova Scotia about 24,000 H.r. has been developed, 
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mainly for pulp and paper making, though a number of 
small hydro-electric plants supply town lighting, &c. 

There are two outstanding undeveloped power sites in 
New Brunswick—Grand Falls on the St. John River and 
Grand Falls on the Nepisguif River ; as regards the former, 
an 80,000 H.P. development has been, planned, while the 
Pokiok site on the same river is said to be capable of deve- 
loping 30,000 H.P. 

. The other Grand’ Falls, about 20 miles from the town 
of Bathurst, could provide s me 10,000 H.P. In Nova 
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Scotia the Mersey River is considered 
to be capable of developing 30,000 H.P. 
on ‘several sites, while lesser develop- 
ments are possible on other rivers ; 
generally speaking, there are a great 
number of minor power sites scattered 
over the Maritime Provinces. Though 
we have necessarily touched very 
briefly on the contents of this interest- 
ing volume, which contains some 360 
pages of descriptive and illustrated 
matter, together with maps, &c., the 
reader will probably share with us the 
opinion that no other country in the 
world offers such immense scope for 
the development of water power, and 
of the industries — such as electro- 
chemical, electro- metallurgical, and 
pulp manufacturing—which are pecu- 
liarly dependent on a steady natural 
source of power. 

It cannot be doubted that the 
water powers of Canada are an asset ~ 
of incalculable value in the Empire's 
resources, 


! 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 
devices and. apparatus, which will be published if considered of 
sufficient interest. 


Multiple Cable Glands for Watertight Bulkheads. 


THE rapidly increasing adaptation of electrical energy to all 
kinds of auxiliary services on board ships of the Navy, as 
well as the mercantile marine, has confronted the shipbuilder 
and electrical engineer with problems to be solved which in 
days when the use of this form of energy was confined to 
electric lighting did not arise. One of these problems, and that 
not of least importance, is how to ensure water-tightness of 
those bulkheads age which electric cables have to pass. 
“те idea of the difficulty of maintaining these bulkheads 
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watertight may be realised when it is stated that in large 
warships the number of individual cables passing through 
some of the more important bulkheads is not far short of 100. 
Up to the present, the method adopted has been to pierce the 
bulkhead with a separate hole and fit a gland for each separate 
cable. After threading through the cable, these glands are 
made as far as possible watertight by means of asbestos and 
grease, or in Naval practice a metallic packing pressed in 
around the. cable by brass sleeves and nuts. | 
This system has many, drawbacks, the chief of which are 
as follows:—(1) Where the number of cables is large the 
strength of the watertight bulkhead is greatly impaired by 

. . reason of the correspondingly large 
number of holes which have to be 
bored. In many cases doubling plates 
have to be riveted to the bulkhead to 
compensate for this weakening of the 
structure. All this means extra labour 
on the part of the ironworkers, riveters, 
and drillers. 

(2) Watertightness of these glands de- 
pends upon the thoroughness’ with 
which the packing has been carried out 
—a matter depending largely upon the 
skill and conscientiousness of the man 
employed. Continuance of this state of- 
watertightness depends upon the gland 
nuts remaining tightly screwed up in 
spite of vibration or similar causes; 
shrinking of the packing material due 
to its drying up in places exposed to a 
warn atmosphere must also be fol- 
lowed up by subsequent retightening of 
these nuts if the glands are to remain 
watertight. Where the number of 
glands is exceptionally large, human 
nature being what it is, the periodical 
inspection and retightening of slack 
nuts is almost certain to be neglected. 

(3) Where lead-covered cables are em- 
ployed, as is the practice in warships, 
great care must be exercised to ascer- 
tain that the packing material has been 
uniformly distributed round the cable. 
‘otherwise tightening up of the gland 
sleeves and nuts in order to compress 


POWER PLANT OF <THE ELECTRICAL DEVELOPMENT (0. NIAGARA FALLS. 


i 


the packing material will not render the gland watertight. 
Again, too great pressure may, and does often, force the pack- 
ing, particularly 1f it be metallic packing, into the lead sheath 
of the cable, and this may not be discovered at the time unless 
the damage done is sufficient to force the lead sheath through. 
the rubber insulation and earth the cable. 

All the foregoing objections to the present form of so- 
called watertight gland can be overcome by the adoption of 
a multiple cable gland, employing a plastic compound com- 
posed of the same or similar material as is at present used for 
the sealing chambers of paper insulated cables. By employ- 
ing this type of gland, a much smaller number -of holes, 
though of somewhat larger diameter than hitherto, suffices. 


'Stiffening of bulkheads except in unusual cases, such as very 


thin bulkheads, becomes unnecessary. The knowledge that 
the gland is perfectly filled with packing material becomes 
а certainty, as it can be forced in under pressure until it 
exudes through inspection holes. Initial watertightness and 
continuance of the same in no way depends upon nuts or simi- 
lar devices remaining tightly screwed up, and those other 
than the fixing nuts may, in fact, be removed altogether 
without impairing the efficiency of the gland. 
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Fig. 1 shows in part-section the side view of a gland of the 
foregoing description in position on a steel bulkhead, the 
top halt being cut through to illustrate more clearly the 
cables passing through the gland. No. 4 is a piece of steel 


tube fitted in position in the bulkhead (1), and secured and . 


made watertight by means of the nuts and washers (2) and (3), 
which are screwed up tightly against an asbestos insertion 
joint smeared with red-lead and placed between the washer 
(3) and the structure (1), to which it is fitted: this joint 
serves to prevent the passage of water in. that direction. be- 
tween one compartment and another. |n each end of the 
steel tube (4), in which a recess has been arranged, are fitted 
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two end plates (6) and (7), designed so aa to be fitted in one 
position only, and bored with holes somewhat larger in 
diameter than the cables. In the inner end plate (6) at each 
end of the gland are fitted split adaptors (8), which are 
slipped over the cables after they have been passed through. 
The outer end plate (7) is then placed in position against the 
adaptors, and both plates and adaptors-are locked in position 
by means of end ring nuts (5), in such & way as to prevent 
their being forced out while subjected to an internal pressure 
during the course of filling. Any subsequent slackening of 
these end ring nuts (5) will not affect the watertightness of 
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the gland, as the adaptors (8) and inner end plates (6) are 
held securely in place by the sealing compound which adheres 
to every portion with which it comes into contact. __ | 

Fig. 2 shows an end view of the gland arranged for the 
passage of six cables; the end ring nut (5), being broken, 
shows the slot in. the steel tube (4), which permits of the 
lates (6) and (7) being fitted in one position only; at the 
'ttom of the end plates a filling aperture is arranged, into 
Which the filling pump is fitted, the compound being forced 
m at the bottom of the gland in а liquid state. An aperture 
being arranged in both ends of the gland permits of the fill- 
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Ing operation being carried out from either side of the bulk- 
ead as found most suitable. Ж | 

Fig. 3 shows an end and side view of the split adaptor (8), 
and fig. 4 a special spanner for use when it is desired to 
withdraw the adaptors from their position in the gland. Fig. 
b is a split tube cutter, by means of which a damaged cabl 
can be withdrawn from the gland and replacéd. When it is 
desired to replace a cable which is fitted in a sealed gland, 


the adaptors through which the cable passes are warmed һу. 


means of а оой ешр, and with the adaptor spanner drawn 
from their position. The split tube cutter is then clasped over 
the cable and heated at the cutting end, after which it is 
forced through the compound in the giang completely sever- 
ing from the remainder the compound in direct contact with 
the cable to be withdrawn. The old cable then being free 
can be removed, leaving the hole free for the passage of the 
new one. After the new cable has been passed through. 
und the adaptors have been again placed in position, the 
pump being charged and fitted in the filling aperture, the 
gland is heated uniformly until the sealing medium resumes 
a liquid state, when an additional charge of the compound 
again renders the gland watertight. 

Fig. 6 shows the general arrangement of the filling pump. 
The compound, having been heated in a suitable receptacle, is 
poured into the pump chamber by means of a filler; a 
heating element wound round the chamber generates sufti- 
cient heat to maintain the coinpound almost at boiling point; 
when the pump is fitted in position in the gland the piston 
is forced into the chamber by n;eans of the screw, thereby 
forcing the compound into the gland under considerable 
pressure, with the result that not only is the gland sealing 
chamber filled, but also all crevices and clearances, making 
the passage of water, even when subjected to considerable 
pressures, impossible. 


SUMMARY OF ADVANTAGES AND DISADVANTAGES OF PRESENT AND 
New Types OF GLAND. 


Present Gland. Multiple Cable Compound 


Gland. 

1. Weight of glands required, 1. 60 per cent. 
100 per cent. 

2. Holes to be bored in 2. 90 per cent. 
fixed structure, 100 per cent. 

3. Packing operations, 100 3. 10 per cent. 
per cent. 

4. Cost of packing material, 4. 25 per cent. 
100 per cent. 

5. Space necessary for fitting, б. 60 per cent. 
100 per cent. 

6. Cost of glands, 100 per 6. 90 per cent. 


C 


ent. 

7. Water test (uncertain) de- 
pending on workman's skill, 
and finally on amount of vibra- 
tion and shrinkage with heat. 

8. Possibility of failure to 
maintain its effectiveness due 
to the large number of nute 
and joints to be kept tight. 

9. Great care must be exer- 
cised to prevent injury to the 
cable sheathing by the water- 
tight packing. 

10.—Difficulty of access to 
adjust glands or replace cables 
due to the method necessary 


7. Tested to 90 Ib. with 
water for several days, and is 
not affected by vibration or 
shrinkage. 


8. Greatly reduced, being 
applicable only to fixing nuts, 
which are reduced to 20 per 
cent. 

9. No such danger, as com- 
pound is liquid and subjected 
to uniform pressure. 

10. Cables being arranged in 
groups of 10 as a maximum, 
and passing through one gland, 


of grouping the glands in the permit of the ylands being 


avallable space. arranged more suitably. 


The Multiple Cable Compound Sealed Gland forms the sub- 
ject of Letters Patent, and is manufactured with all acces- 
sory appliances by Messrs. W. McGrocH and Messrs. BRAD- 
BURY, Glasgow and Birmingham. 


Motor Vehicle Inspection Lamp. 


Messrs. SiMPLEx Conpuits, Lrp., of Garrison Lane, Bir- 
mingham, have produced а very useful electric inspection 


lamp for the rapid examinatioa of the ináceessible parts of 


chassis or engine. The lamp is strongly made, in two pat- 
terns; one is 96 in. long, with the lamp guard 1} in. in dia- 
meter, fitted with & switch in the handle; the other is only 
15 in. long, and the lamp guard is only j in. in diameter, so 


. that it will pasa quite small apertures. The device is sent 


out wired complete, and can be supplied with lamps of high 
voltages for garage and factory use, or with low-voltage lainps 
for running off 6 or 8 or 12-volt batteries for use on the road. 


D.C. Lighting and A.C. Power from one Set. 


Messrs. T. W. Вколрвехт, Lro., Huddersfield, have intro- 
duced a three-phase alternator (* T” type) designed specially 
for the purpose of motor driving in mills, &c., a novel 
feature of which is that the continuous-current generator sup- 
plied as its exciter is large enough to provide, in addition, for 
the lighting of an average sized electrically-driven works, fac- 
tory, or mill. This system of combining an alternator and a 
dynamo for the respective purposes of motor driving and 
lighting offers many parari advantages. By this means 
are combined the simplicity and reliability of the three-phase 
current for power transmission, and the gone pressure regula- 
tion of continuous current for lighting. In practice, the ratio 
of the demand for lighting to that required for power, in 


such cases, does not vary greatly; :and the relative propor- 


tions of the machines have been arranged to suit ordinary 


conditions. The continuous-current generator can, however, · 


be made relatively larger or smaller, as may be necessary to 
suit special requirements. The standard winding of the alter- 
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nators is for 460 volte, and a frequency of 50 cycles per sec. 


The exciter is compound wound for 115 or 930 volts. As 


shown in the accompanying illustration, each set is mounted 
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Fig. 7.—BROADBENT "T" TYPE POWER AND LIGHTING SET. 


—- é 
-o e o . —— - = —ÀY 


on a combined bedplate, and the outputs at present listed 
range from 60 to 400 hw. 


CANTIE PATENT FUSE GEAn.- -In our last issue, in referring to 
the above on pp. 174 and 180, we should have stated that these 
fuses are made for capacities up to 150 amps. per way. not being 
limited to the sizes mentioned. ‘ 


CORRESPONDENCE. 


Letters received by us after Б P.M. ON TUESDAY cannot appear until 

. the following week. Correspondents should forward their communi- 

cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


American and English Research. 


The summary, on page 138 of your journal, of Mr. Fleming’s 
lecture on American research makes interesting reading, and 
when compared with the article by Dr. Whitney, printed in 
the Electrical World on January 6th last, is all the more so. 

Dr. Whitney, chief of the research department of the 
American G.E. Co., apparently emphasises the point that. 


compared with English and German research, his own coun- 


try lags behind; whilst Mr. Fleming evidently considers that 
we are much behind America. Neither of these eminent engi- 
neers appears satisfied with the state of affairs in his own 
country, and, quite rightly, they are endeavouring to alter 
this. Dr. Whitney's article 1s complete, whilst Mr. Fleming's 
is only partially reported, so that one cannot form a definite 
conclusion on his remarks. May I ask if you could publish a 
summary of Dr. Whitney's article, as I think it would greatly 
interest your readers? 

The closing remarks of.Mr. Fleming, where he speaks of 
the need and importance of combination, are worthy of much 
thought. One wonders where in this country are the firms 
who could successfully enter into competition for really big 
jobs with such companies as the American Westinghouse and 
G.E. Co., the German A.E.G., and the Siemens group. If, 
as 8 nation, we do not seem to look with much favour on 
combines—and some of those already existing here are highly 
suecessful— we ought to do something definite to secure a 
greater degree of combination and co-operation than has 
hitherto been the case; otherwise the future for electrical 


' engineering. at any rate, does not scem to be particularly rosy. 


A faint gleam of hope arises, however, after perusing the 
B.E.A.M.A. report. W. H. B. 


[An abstract of Dr. Whitney's, article appears on p. 223 of 
this issue.—Eps. Exec. Rev.] 


Localising a Fault. 


. With regard to the correspondence under the above head- 
ing, may I point out that although Mr. Chubb sheds light on 
one of the probable sources of error in the test given by Mr. 
Wardle, there are stil two others, either or both of which 
will completely upset both the tests so far given. These 
conditions are (1) variable resistance fault, (2) partial or com- 


.plete burn-out. The following procedure. identical in part 


with that of Mr. Chubb, although not professing to be a com- 
pletely satisfactory solution of the problem, will be found 
to deal in a rather more comprehensive manner with faults 
of the '' no return " type. 


——— е —Ó— . 


The instruments used are the usual portable milli-volt- 
meter, ammeter, and ignition accumulator. 
The resistance in ohms of the circuit made up of (1) '' Баа" 
| . cable up to fault, (2) earth, sheath- 
ing, or “shorted cable” return, (3) 
the fault itself, is measured from 
each end of *‘ bad " cable by sending 
about 10 amperes round this circuit, 
and measuring the ‘‘drop’’ across its 
ends. The two resistance values so 
obtained are converted into equiva- 
lent yards of the “bad” cable, or. 
in the case where a '' shorted cable "' 
is used for return, into equivalent 
yards of route (lead and return) 
These two distances laid off from 
their respective ends will each over- 
lap the fault by an amount equiva 
lent, in the case of the earth return, 
to the resistance of the fault plus 
that of the earth return, and in the 
case of the “shorted cable'' return, 
io the resistance of the fault only. 
Taking the case of the earth re- 
| turn: Provided that the fault resist- 
P ance remains constant during the 
two tests, that the resistances of the 
two earth returns are equal or insig- 
nificant, and, in the case of an 
earthed burn-out, that the fault 
resistances from the two sides of the 
burn-out are equal, then the two dis- 
tances will overlap the fault by 
exactly equal amounts, and therefore the fault will lie 
at the point midway between the marked-off points. The 
formula for this test (The '' Overlap ") is merely for the pur- 
pose of finding this mid point; that is :— 
Equiv. length by test from end 1 — ditto 
a from end 2 + length of bad cable _ 
2 


It is, of course, obvious that the assumptions made in this 
test are, in the majority of cases, totally unjustifiable, especi. 
ally so in the case of the '"'earth " return. In the case of 
the “shorted cable” return the assumption regarding the 
equality of the return paths is eliminated, but the assumption 
regarding the constancy and equality of the fault resistance 
still holds. Practically the only case where this formula will 
give the correct position of the fault is that in which the 
copper and sheathing, or the two coppers, have been welded 
together into a constant, low-resistance fault. Exactly the - 
same observations apply to both the tests already given. 

In the above test, however, the two equivalent lengths 
obtained do give us the absolutely definite information that 
the fault cannot lie farther from either given end than the 
equivalent length obtained by test from that end, and, pro- 


Distance of mid. point 
from end 1 | 


. vided either of the equivalent lengths falls within the actuai 


length of bad cable, this information restricts the range of 
further search. | 

In seeking to definitely narrow down the faulty length in 
this manner, advantage should be taken of every alternative 
circuit. that is. if all three cores are ‘‘ down ” circuits should 
be made up with each core and earth (or sheathing). and 
with each pair of cores, and that cquivalent length taken 
which has the lowest value. | 

“ Bridge” methods may, of course, be used instead of 
'" drop" methods for obtaining the resistances, but heavy 
test leads then become necessary, and trouble is introduced 
due to contact resistances. 

Where service tappings exist on the bad cable, the follow- 
ing modification is preferable to the above. It includes all 
the information pen in the regular ''Overlap," it is ser- 
viceable in a much greater number of cases, and its behaviour 
proves its trustworthiness or otherwise. The modification 
consists in correcting the ‘‘drop”’ reading for “fault resist- 
ance," and in actually measuring the “drop” per yard of 
route, instead of presuming earth paths negligible or equal. 

The testing current is maintained at a steady value through- 
out the test. The total drop is taken at feeding end in ordi- 
nary way, sheathing being used for return path. Voltages 


аге now taken between core and sheath at each service tap- 


ping on “bad” cable, and on far end of cable itself. Start- 
ing at feeding end, these readings should be carefully note 
with maximum and minimum values of each, and amount of 
variation. If the variation is equivalent to any considerable 
number of equivalent yards of bad cable, the test must be 
treated with great caution. Should the far-end reading show 
an initial deflection of, say, 0.1 volt, immediately and steadily 
decreasing to, вау, 0.01 volt., the fault contains а break, and 
it is the E.M.F. of the fault that is being measured instead of 
the ‘‘drop’’ in the fault due to testing current. In such a 
case the fault must lie in that span between two service 
{арріпрв. whose far end is the first point to show the effect. 
Where no break exists, the succession of readings will show 
decreasing values until the fault is passed. being then con- 
stant nt the value of the ''drop'"' in the fault. Thus the fault 
must lie in that span whose far end is the first to show the 
constant reading. Decreasing values throughout show the fault 
to lie between the last ‘two points.—Constant values through- 
out indicate that the fault'lies close up-to the feeding end. 
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The difference between any two decreasing readings (not 
to include the constant reading) divided by the distance be- 
tween their testing points, gives the drop per yard of route. 
The ‘constant’? reading (minimum value, if slightly xari- 
able) gives the “drop” in the fault itself. 

Total drop less fault drop, divided by drop per yard of 
route, gives yards to fault from feading end. | The ваше 
applies to the '' bad " span; drop at near end, less drop at 


far end, divided by drop per yard of route gives yards from ' 


near end. 


Repeat the whole test, feeding in from the other end of the 
bad cable. ‘Then, if careful minimum values of fault drop 
have been taken, and distances obtained should overlap, the 
fault may confidently be sought within the overlap. Differ- 
ences in value of “fault drop ° obtained from the two ends, 
if constant, show a break at the fault. 

If the section to which the fault is finally narrowed down 
i3 of any considerable length, uncover the cable at the most 
likely spot near the centre (joint box, &c.) If there are 
no joints or other probable bad spots, open out at the centre 
and connect the millivoltmeter across two or three feet of the 
sheathing of bad cable (testing current on as before, return- 
ing by sheathing), this will give by the direction of the 
deflection (moving coil instrument), the direction of the cur- 
rent in the sheathing, which must always be away from the 
fault, if positive pole of battery is connected to core. If no 
deflection is obtained, the fault lies nearer the feeding end. 
As a precaution, the testing current should be made and 
broken in order to make sure that the deflection obtained ia 
due to testing current, and not to stray currents. Having 
found in which direction the fault lies, the same method is 
pursued in a second inspection hole opened out midway be- 
tween the centre and the end of bad span, and so on until 
fault is found. Where a joint box is uncovered, it is opened 
and a compass laid directly on the copper, thus getting the 
direction of current in all cores branching at the joint, and 
so the direction of current travelling to the fault. 

In all this it is presumed that it is impossible to obtain a 
sound return cable, and that the various compass and induc- 
tion-coil methods have been found useless. 

| | J. A. Beckett. 


Spenborough Electricity Works, Cleckheaton, 
| February 13th, 1917. 


Fuse Failures. 


Following the publication of Mr. Baynes's article and illus- 
trations on the blowing of fuses, T beg to enclose for your 
perusal a few photos which were obtained some time ago. 
They were taken with a view to determine whether or not 


Views ILLUSTRATING TESTS ON FUSES. 


asbestos-covered wire was appreciably better than bare wires, 
and also whethe. certain fuse boxes could withstand a sbort- 
circuit current. The ү in use consisted of a 300-kw. 500- 
volt generator, controlled by fuses only. The test fuses were 
connected only a few yards from the dynamo terminals. The 
circuit was closed by means of a special quick-make device 
fitted up for the purpose, and the length of break in the test 
fuses was about 4 in., whilst the break in’ the fuse boxes 
varied from 4 in. to 8 in. © 

I am not sure whether any of the prints are suitable for 
publication, but you are quite at liberty to use them if you 
should consider them of interest to your readers. · 


W. H. B. 
[We reproduce herewith a selection of the photographs. 
The upper views show the blowing of 20-amp. 500-volt tin 
fuses, asbestos covered and bare; the lower views show the 
condition of the fuse boxes (95 to 50-amp. capacity) after 
being fitted with a wire of the maker's rating, and blown on 
a dead short.—Eps. Erc. Rev.) 


Telephones and War Surcharges. 


We think it only right on our part to correct the impres- 
sion conveyed in the report of above in your last issue. 

Our counter-claim was in respect of rental charges and non. 
removal of 64 wires which cross our premises (spare ground 
which we now wish to build upon), and are seriously inter. 
fering with our business, as they take up, roughly, 36 sq. ft., 
and are only 25 ft. above ground. The matter was reported, 
and commented on by you, in your issue of November 94th 
last, under the title of ‘‘ Wayleaves."' 

Imagine our surprise when, at the hearing of the action, 
the plea as stated was propounded, and what seems to us 
extraordinary is that the Crown, having taken over a com- | 
mercial undertaking, can repudiate the contracts and Jiabilt- 
ties just as it chooses. | 

Surely there must be quite a host of people who, relyin 
upon the well-known commercial status of the old Nationa 
Telephone Co., are in & most unsatisfactory position, their 
contracts being only so many '' scraps of paper." We have no 
intention of allowing the matter to rest 1n its present stage— 
in fact, such a thing is impossible. 


The Stanneries Metal Works. 
London, S.E., February 19th, 1917. 


— =e ———————— 


Curious Trouble with Lead-Sheathed Cables. 

I have lately experienced a new trouble in connection with 
a route of about three miles of E.H.T. trunk mains, and think, 
verhaps, the information I am sending 
диме а may be of interest to your 
readers. Some of them may have had a 
similar experionze, and may be able to 
explain the cause of the destruction of 
the lead sheathing at the end of the 
plumbed joints of the four concentric 
lead-covered cables to which I refer. 
They may also be able to suggest a 
remedy for the trouble. 

The cables, which are four in num- 
ber, are paper insulated and plain lead 
sheathed, drawn into a duct system. 
The manholes, most of which are in the 
footway, are of brickwork, and the 
cables, where they pass through the 
manholes, are always supported with 
iron hangers attached to wood battens, 
which, in turn, are spiked in brickwork. 
As an additional precaution against 
damage, each «able is separately served 
over the entire length of the manhole 
with a covering of woven asbestos, this 
material being 4 in. wide and about 
1 in. thick, and wound over the cable 
with a half lap. The joints which are 
in the manholes are covered with a 
sleeve of drawn Jead, which is joined at 
each end of the joint to the lead sheath- 
ing of the cable by a wiped joint of 
plumber's metal, as shown іп the 
attached drawing. When the asbestos 
covering was removed it was found in 
a number of eases that the lead sheath- 
ing of the cable was broken at the point 
A. In a few cases the lead had parted 
entirely over the circumference ,of the 
cable, leaving a gap of about } in. wide. 
[n the majority of instances, the crack 
did not extend all round the cable, nor 
was the lead cracked through its entire 
thickness. These cracks were found to 
be in every case exactly at the end of the 
plumbed joints at the point a of draw- 
ing, where the plumber's “‘wipe’’ joined 
the cable sheathing. The length be- 
tween joints varies from 100 to 150 yds. 
The appearance ofthe crack shewed no 
signs, of electrolytic _achqn yar meting, 
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and might have been caused by mechanical means, such as 
continued bending, there being no thinning down or wastage 
of the lead. 

In five cases the lead was actually parted, there being 5 
space of à in. in width between the sides of the gap. In all 
these cases the defects were at one end of the joint only. In 
three cases defects were found at both ends of the joint, but 
the lead was not entirely parted. In five cases the trouble 
was at one end, but in none of these was the lead parted. 
In one manhole, referred to later, all four cables were found 
to be defective. In other manholes, sometimes one and some- 
tunes two cables were affected. 

The positions of the manholes varied. Several of them 
were situated in quiet suburban streets with very little 
traffic, but the manhole in which all four cables were defec- 


CRACK EXTENDING ENTIRELY ROUND THE LEAO SHEATHING 


LEAD SLEEVE ON JOINT >- 


PLUMBERS WIPE CRACK IN LEAD DEVELOPING 


STRAIGHT JOINT ON 7,000-vorT. CONCENTRIC L.S. CABLE. 


tive Was in the carriageway of a шаш artery in London, and 
subject to a continuous stream of trathe of the heaviest char- 
acter—inotor 'buses, steam lorries, and traction engines with 
heavy trailers—and the vibration of the brickwork of this 
manhole was very pronounced. 

The cables have been laid for a number of vears, and our 
tests indicate that the trouble has. probably only arisen during 
the last few months. The question of vibration has been con- 
sidered, but, in view of the fact that several joints are 
damaged on one side only, and in many cases, as already 
mentioned, many of the manholes were in very quiet streets, 
and in other streets where traffic was heavy only one of the 
four cables appears to have been affected, it 1s open to ques- 
tion whether this is due to vibration or sone other cause. 


G. W. Partridge. 
London, S.W., February 14th, 1917. 


British v. German Turbines. 


May I beg leave to take up a little of your space in con- 
nection with the above matter? 

Mr. Nichols Moore appears to be convinced that German 
A.E.G. turbines are in advance of British-made turbines; I 
wonder if Mr. Moore has ever heard of some of the troubles 
experienced with these machines. For instance, has he ever 
heard of two turbo-blowers in South Wales that had recently 
to be rebladed after some three years’ use? or of a turbine in 
Spain that had to be reconstructed entirely by an English 
maker in order to get it to work at all? Is Mr. Moore 
aware that one turbine on an important South African mine 
has completely failed during the guarantee period? The 
Shanghai and the Melbourne turbine failures are, of course. 
well known. Possibly Mr. Moore has not vet heard that 
several large turbines of German make in Japan are now 
being rebladed by British turbine. makers. 

When Mr. Moore's Newport turbine has run a few years 
he will no doubt know more reyarding cracking of turbine 
blades, and be a sadder and, possibly, wiser nian. M 


< qu 


BOILER-HOUSE OPERATION AND 
MAINTENANCE.” 


(Concluded from page 194). 


The grading of the coal improved matters, but the solution 
was in the design of the stoker arch (see fig. 5). The high 
arch gives equally good results with slack and large crushed 
coal, and it is believed better resnlts still would be obtained 
if а still higher arch could be used. | 

With large crushed coal, clean boilers can steam continu- 
ously at 95 per cent. overload, and give 78-80 per cent. con- 
tinuous efficiency; burning slack, the efficiency is 66-75 per 
cent., depending on dust. "The coal (Cornelia) analyses 7 
per cent. moisture, 22 per cent. volatile, 52.5 per cent. fixed 
carbon, and 18.5 per cent. ash. | 

As regards boiler-house losses, the fireman can readily obtain 
a good CO, chart by running a heavy fire at. the back and 
allowing unburnt coal to go over with the ashes, and by 
running on reduced draught and thus reducing evaporation. 
The average. percentage of CO, is, roughly, the same for all 
stations, viz., 10.5 per cent. when the boilers are steaming. 
With the same CO, the boiler efficiency will naturally vary 
with uptake temperature. | i , 

It has frequently been stated that it is possible to obtain 
the same efficiency with low as with high-value coal. In 
commercial working this is impossible, even with the same 
CO, and uptake temperatnres; for instance, when burning 
either Cornelia coal at Vereeniging or Schapenrust coal at 


* Abstract of paper read before the SOUTH AFRICAN INSTITU- 
TION or ENGINEERS, by T. G. OTLEY and VERNEY PICKLES. 


Brakpan, the chimney losses are never less than 14.5 per 
cent., whereas when burning Witbank district coels under 
exactly the same conditions of CO, and chimney tempera- 
ture the chimney losses are about 12.7 per cent. Further- 
more, it is practically impossible to obtain the same furnace 
efficiency, as the unburnt carbon in the ash is considerably 
higher with low-value coals containing a high ash percentage, 
and there is a further loss with those low-value coals which 
require saturating with water due to the evaporation of the 
added moisture. - 

The unburnt carbon in the ash is between 4 and 6 per cent. 
of the energy value of the coul; the authors put radiation 
losses from boiler and economiser casings at 5 to 6 per cent., 
for the isolated boiler unit tvpe. 

Table IV shows the distribution of coal energy. In all 
caleulations the higher calorifie value has been used; with 
the lower value the efficiencies would be somewhat higher. 


TABLE IV.—WEIGHTED AVERAGE BOILER-HOUSE EFFICIENCY 
AND LOSSES. 


Rosher- Simmer- Vereenig- 

Brakpan. ville. pan. ing. 
Energy to water. wa 712% 74'6 95 761% 748 96 
Chimney losses . 155% 13295 127% 147% 
Loss in ashes... ae 65%, 45 95 45% 55 % 
Radiation and banking 6'8 % TT% 67% 50 % 
1000% 1000% 100095 1000% 


The authors say that it is difficult to arrange an equitable 
basis for a bonus scheme per fireman, and they therefore 
rely on intelligent supervision. 


TABLE V.—ToTALS AND WEIGHTED AVERAGE MAINTENANCE 
Costs—1915 RESULTS. 


ost Cos r 
— Costs. . pere ton ы koal TUN De 
installed. burnt. NOT 
| £ £ d. d. 
Brickwork 2,943 28:90 '690 |1 
Boiler mountinga 1,025 10°00 "242 
Miscellaneous repairs to | 
boilers...  ..  ..| 1456, 1497 | ^34 | 
Dumping bars and ash | 
plates ... is oh 129 715 "172 % "00526 
Stoker gear boxes and 
chain-grate stokers . 2.331 22°87 '048 
Internal and external 
cleaning of boilers and | 
economisers ... m 8.021 78°70 | 1880 
£16,505 | £161°89 | 3'876d. "005254. 


Total tons coal burnt, 1.023,613. 
Total U.S.0., 754,681,000. 


102 boilers installed. 
Total steam hours, 505,520. 


The Vereeniging power station boiler maintenance costs for 
1915, under the same headings, were :—£2,816, £140.80, 
1.762d., and .0025d. respectively, with 90 boilers installed; 
total tons coal burnt, 383,458; total steaming hours, 137,120; 
and total U.S.O., 269,400,000. 

load factor has a considerable effect in obtaining efficient 
results, but ‘‘ utility '" factor has also a powerful effect. For 
Instance, а 100,00U-KW. station, which has to be prepared to 
supply that load if required, but which never materialises, 
пау have a load factor of 80 per cent., even though the 
maximum load called for only, say, 50,000 kw. The utility 
factor is relatively low, although the load factor 1s high. 

The standing losses are those of a station of 100,000 KW., 
and these divided over the units sent out will represent a 
considerable fraction of the total consumption. The utility 
factor is defined as the ratio of KW.-hours generated or sent 
out per annum to the capacity of plant installed in the power 
station multiphed by 8,760. i.e., the ratio of average load to 
installed capacity. The utility factor in the above case would 


be :— 50,000 Kw. X .80 x 8,760 m 
= 40 per cent. 


100,000 Kw. x 8,760 heurs. 


The constant coal losses and running coal consumption in 
the power stations adjusted to a standard coal value basis of 


. 9.40 kw./lb. аге :— 


... 100 tons and 9.13 Ib./U.S8.0. 

85 tons and 2.17 1b./U.S.0. 
Simmerpan £0 tons and 1.93 ]b./U.S.O. 
Brakpan S0 tons and 2.12 ]b./U.S.O. 


Boiler maintenance is of equal importance to boiler opera- 
tion in obtaining high efliciencies. 

Tt has been proved by experiment that the gas film offers 
a resistance of between 95 and 98 per cent. of the total tem- 
perature drop from the furnace to the water. It is evident. 
therefore, that the external cleanlinegs of the boilers plays a 
very important part in boiler efficiency, and indeed much 
more so than a laver of scale of any reasonable thickness on 
the inside of the tubes. 

The usual routine of maintenance is to rough soot each 
unit once every fortnight or oftener if possible, thoroughly 


Rosherville 
Vereeniging 
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&oot the unit every 500 hours, to clean the two or three 
bottom rows of boiler, and all the economiser, tubes internally 
each 2,000 hours, and to thoroughly clean the whole unit 
internally and externally every 5,000-19,000 hours. 

The steam drums are also opened out and cleaned each 
2,000 hours, and the surfaces are rubbed down and painted 
with tar and graphite. 

The practice is to charge everything to maintenance that is 
carried out on a boiler when 15 is out of commission, and 
charge to operation any work in the nature of sooting and 
lancing, &c., that is carried out when the boiler is either 
steaming or banked. 

The average cost of the operations above mentioned are for 
a large boiler with integral economiser £48. 

Table V gives the totals and weighted average costs of 
boiler maintenance for all four steam power stations covering 
102 boilers installed. 

It is only because of the particular attention that 1s paid 
to the make-up feed water that the boilers can steam 8,000 
to 12,000 hours between thorough internal cleanings. 

In order to find the effect of both external and internal 
dirtiness of a boiler the authors made tests covering long 
periods on boiler No. 40 at Rosherville, which was fitted 
with all the necessary instruments, comprising :— 

Fery radiation pyrometer, 

Three electrical resistance pyrometers, 

Steam-flow meter, 

Two CO, recorders, and 

Two draught gauges. 

The boiler in question had steamed about 12,000 hours since 
being last thoroughly cleaned internally. The usual routine 
programme of sooting and internal cleaning of the bottom 
rows and the economiser had been carried out. The sum- 
marised test results obtained before internal cleaning and 
after internal cleaning are shown below :— 


TABLE VI 
. Before. After. 
Date of test ... wag November 7th. November 21st. 
Dyration of test 12 hours 12 hours 


Coronation (mixed) Coronation (mixed) 
3°46 Kw./Ib. 3:35 куу, 


Class of coal burnt... 
Energy value 


Total coal burnt 68,400 Ib. 72,000 Ib. 
Coal burnt per sq. ft. of Я 

grate area per hour ... 22'6 lb. 23'8 lb. 
Average evaporation 

per hour (actual)... 39,124 1b. 42,576 lb. 
Lb. of water per lb. of 

coal (actual) ... bs G'86 1b. 7:09 lb. 
Average steam pressure 216 lb. 218 Ib. 
Average steam temp. ... 380? C. 349* C. 
Average uptake temp. ... 210? C. 191* C. 
Average furnace temp. 1.276* C. 1,270° C. 


Draught at uptake ave 11 in. Г1 in. 


Draught over fires ats "ЗІ in. ‘31 in. 
Average CO, at прак 113 9 125 96 
Boiler unit efficiency ... 7354 Ф 787 Ф 


In each case the boiler had been cleaned externally, во that 
the difference in the result can only be that resulting from 
the thorough internal cleaning. 

The parts of the chain grate stoker and furnace affecting 
efficiency. are in order of importance:—(1) Ash plates and 
dumping bars, (2) sealing plates at side of stoker, (3) brick- 
work of arch, (4) curtain and feed bar. 

In the authors’ opinion too good a job of the ash plates, 
ash bearer bars, and dumping tars cannot be made, as unlesa 
they are maintained in good condition high efficiency cannot 
be expected. 

In conclusion, the authors remark that it is difficult to see 
where any great advance in efficiency is to be made; chimney 


losses could be reduced by using larger economisers, but 16 · 


is questionable whether it would pay: improved results might 
be obtained by easier steaming, but would involve more plant. 
Possibly larger boiler units would slightly increase efficiencies, 
but the authors look to obtaining larger outputs, not so much 
by extension of heating surface as by designing boilers to 
conform more to Osborne Reynold's law, and increasing gas 
speeds over heating surfaces. This will involve higher 
draughts. though not necessarily greater coal consumptioa 
per sq. ft. of grate. 


WAR ITEMS. 


pune Board of Trade and Enemy Firms.—4At the Citv of 

ndon Tradesmen's Club, the President (Mr. Frank Dur- 
Da ) ess he had had a most satisfactory interview with the 
ЕЕ Fu of the Board of Trade, in which Sir Albert Stanley 
ssured him that it would be his endeavour to bring his 
ene Into closer touch with the traders of this coun- 
stacles ‘ith regard to the enemy businesses, there were ob- 
tim m the way of winding up, but Sir Albert said that no 
ime would be lost, so far as he was concerned, in eliminating 
ta a AD Interest. The Department in future would be of 

service to the trade of the country.—Times. 


Trading with the Enemy.—The ‘‘ London Gazette ”’ for 
February l6th contains additional lists of firms, &c., in the 
following countries with whom trading 18 prohibited, also a 
number of removals from and variations in previous lists :— 
Argentine and Uruguay, Brazil, Chile, Colombia, Japan, 
Netherlands, Norway, Peru, Spain, Sweden, and Venezuela. 


Munitions Case.—At Glasgow Munitions Tribunal, an 
electrical engineer, employed with a steel firin, asked for a 
clearance certificate in order to go to a situation as foreman 
armature winder, where he would get £5 a week. His pre- 
sent weekly wage was £2 19s. 6d. The firm's representative 
held that the appellant was doing work of more national 
importance in his present employment, but the employer who 
had offered the man the new situation having given evidence, 
the Sheriff granted the clearance certificate. 


x 
Aluminium Census.—The Ministry of Munitions has 
issued an Order requiring monthly returns of aluminiuin 
stocks to be sent in to the Director of Materials, A.M.2 (Н), 
Hotel Victoria, Northumberland Avenue, London, 8.W. 


The State and the Coal Mines.—The Board of Trade is 
taking possession of all the coal mines in the United Kingdom 
for the period of the war. A new department is being set 
up, with Mr. Guy Calthrop, general manager of the L. and 
N.-W. Rly., at the head, which will control the mines and 
exercise all the powers of the Board regarding coal. Mr. Cal- 
throp will be assisted by Sir R. Redinayne, H.M. Chief In- 
spector of Mines. According to the Daily Telegraph, the main 
features of the scheme are: (1) To control the coal mines of 
Great Britain during the war; (2) to organise an executive 
similar to the executive in the case of the railways; (3) to 
install machinery for economical handling and distribution ; 
and (4) to pay colliery proprietors their pre-war dividends. 


Exemption Applications.—At the Ilfracombe Tribunal, 
the Ilfracombe Electric Light & Power Co., Ltd., apphed for 
renewal of certificates of exemption for their men, G. Dring, 
chief man in the station, and T. Saunders, mains and meter- 
man, their original certificates granted by the Recruiting 
Officer being withdrawn under Army Council Instruction 
2,342. Mr. H. J. Stewart, resident engineer and manager. 
appeared for the company, and stated that the work of these 
two men was of a highly technical character, many years 
experience being necessary; they had tried very hard to find 
substitutes, but could not do so. These men, one of whom 
was 4l years of age, were the only two Class A men em- 
ployed. The Chairman: Have you represented that to the 
military? Mr. Stewart: Yes; but the military are ther. 
selves advertising for similar men in lower classes for their 
own stations, so are very unlikely to be in a position to pro- 
vide substitutes. 'The Tribunal granted temporary exemption 
to Saunders, and three months in the case of Dring. In the 
latter case, the Tribunal told Mr. Stewart to appeal again in 
the event of his being unable to obtain a substitute. 

The Military Representative applied to the Fulham Tribunal 
for the revision of the certificate granted to Mr. S. Allen, 
an electrical engineer. It was stated that he was stil en- 
gaged on important work connected with the electrification of 
the L. & N.-W. Rly. The work required most exceptional 
skill, and it was utterly impossible to get anyone else to do 
it He was an expert, and had carried out similar work 
when the Metropolitan District Railway was electrified. The 


` Tribunal declined to make any variation. 


At Colne Tribunal, on February 16th, the electrical engi- 
neer appealed for four employés in the electricity department, 
two of whom were aged 18, one 19, and another 22. The elec- 
trical engineer admitted that he had no instructions to appear 
on behalf of the Electricity Committee. The Mavor said the 
youth of 19, who had been passed for C 3, must find work of 
national importance if called upon. The two of 18 must join 
the Army on March 17th, and the one of 22 was given three 
months. 

Before the Berks Appeal Court, the Military. Representative 
appealed against exemption until March 30th allowed to E. 
Slytield (33). electrician with Мг. Benyon, of Englefield, 
C E The appeal was allowed, and the certificate can- 
celled. , 

At Uckfield (Sussex), Mr. D. W. Freshfield, J.P., of Wych 
Cross Place. Chelwood Gate, appealed for the retention of 
Mr. A. J. Thompson, his electrical engineer. The residence 
was being utilised as a war hospital. The appeal was respited 
for consultation with Ње Red Cross Society. · 

At Canterbury, on February 12th, Mr. C. A. Blascheck, city 
electrical engineer, asked for temporary exemption for B. 
Tapstield, shift engineer, until he could be replaced. The 
Military Representative suggested that Tapsfield should be 
exempted until an efficient substitute was found, and this 
was agreed to. | 

Before the Canterbury Tribunal, on February 19th, Mr. 
Terry. electrical engineer, appealed for three months’ exem 
tion for R. Elliot (28), electrical engineer. He 1s the only 
man left with Mr. Terry, who desired a short period to enable 
him to complete contracts, and to replace him. As Elliot is 
passed for general service, and the appeal was disallowed, but 
calling-up was deferred until March 12th. 

A Ramsgate dealér in electric light fittings, in Class B1, 
who had been given conditional exemption, was appealed 
against by the Military Representative. The certificate was 
withdrawn, and a final two months’ exemption substituted. 
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_At Hull, extended exemption was sought by an electric 
light and power engineer, aged 33, and in Class B3. He 
said that he was engaged to attend to electric motors for 
various firms. Major Green suggested that applicant shoull 
sign an Army Volunteer form, when he would work under 
the Ministry of Munitions, and would be available to be sent 
to any place he was required. The Tribunal considered that 
applicant was at present doing important work, and had better 
stay where he was. Thev gave exemption until Mav Ist. 

On the appeal of the Worcester Electric Traction Co., S. 
R. Davis (30), electric tramway repairer, has been condi- 
tionally exempted, subject to substitution. | 

The Hastings Tribunal has given conditional exemption to 


Mr. A. J. Ryan, deputy electrical engineer; also to two engine. 


drivers, @ meter fixer and fireman, a skilled labourer, a fitter 
and turner, а junior engincer, two stokers, and a meter and 
sub-station attendant. 

At Chelmsford, Messrs. Christy Bros., electrical engineers. 
secured exemption, as being in a certified occupation, for 
N. C. Barnard (88), foreman mechanic and fitter; W. Robin- 
son (40), wireman and fitter; G. W. Balls (39), managing 
electrical engineer; and C. Parkins (40), pattern maker, &c. 

The Surbiton Tribunal has given a fortnight, to enable 
him to find work of national importance, to an electrician 
engaged with Sir Ernest Cassel. 

At Bath, Messrs. J. Lambert & Sons, electrical engineers, 
appealed for G. Clark (34), electrical fireman, on the ground 
that he is engaged on work of national importance. © The 
Tribunal decided that he should get work of national import- 
ance in his own trade. 

At Stoke-on-Trent, three men engaged at the Corporatioa 
electricity works were appealed for by Mr. C. H. Yeaman. 
borough electrical engineer. He said that they already had 
five women at one of the works. It was suggested that the 
men ought to be substituted by older ones, and Mr. Yeaman 
replied that men over military age had been proved to lack 
the intelligence to perforin certain work. In one case the 
appeal was disallowed; the other two were each exempted 
for three months. 

The Surrey Appeal Court has allowed an appeal for C. 
Morgan (29), shift engineer at the Reigate Corporation. elec- 
tricity works. 

On the appeal of the Military. the East Kent Appeal Court 
has disallowed exemption to C. IT. Lepper (18), articled pupil 
with the Folkestone Electricity Supply Co., Ltd. | 

Exmouth (Devon) Tribunal has conceded conditional ex. 
emnption to W. H. Dowell (30), assistant in the electrical 
лш of the Red Cross Hospital, who is classified in 


At Dover, on February 14th, Mr. Woodman, borough elec- 


trical engineer, applied for exemption, until a substitute could . 


he found, for R. S. Reeves (21), switchboard attendant, who 
had been debadged. Не was passed in Class ВІ, and suf- 
fered from curvature of the spine. Two months were allowed. 


LEGAL. 


HEWITSON r. NEWCASTLE CORPORATION. 


AT the Newcastle-upon-Tyne County Court, on l5th inst. his 
Honour Judge Greenwell gave his reserved judgment in the case, 
already reported, in which Miss Elsie Hewitson. a local typist. 
claimed £9 in respect of a suit-case and its contents. being personal 
luggage of hers, and delivered by her to the defendants, or their 
servants, to be carried with, and on behalf of, plaintiff while 
travelling as a passenger on the defendants’ tramways. оп Sep- 
tember 21th, but which, in consequence of the alleged negligence 
of the defendants, or their servants, was lost. The case was heard 
on January 19th last. 

His HONOUR. in giving judgment, said there was no substantial 
dispute about the facts. It appeared that for some years the Cor- 
poration had made a charge of one penny for parcels carried by 
them and placed on the footboard of the cars. Under the circum- 
stances, it was contended by Mr. Mundahl. for the plaintiff, that 
the Corporation were common carriers, and, as such, were respon- 
sible for the loss; and that if not, they had not taken that 
reasonable care that it was their duty to take. There appeared to 
his Honour to be no evidence of negligence on the part of the 
defendants on which they could properly.be held liable. He was 
clearly of opinion that the defendants were the common carriers of 
their passengers’ luggage under 28 lb.; and the question arose 
whether they had, as contended by Mr. Meynell, for the Corpora- 
tion, succeeded in freeing themselves of liability. Reliance could 
not be placed upon Sec. 28 of the Local Tramways Act. 1882. because 
of the charge made, and because of the removal of the Jugyave 
from the passengers' control. . The defendants relied on the ticket 
issued in return for the peuny. The printing as to the limitation 
of liability was very small, and he could not read it in the light 
available in the Court at that moment. As to this point, it seemed 
to have been settled, more than 40 years ago, by the judgment in 
Henderson r. Stevenson (which his Honour quoted), in which the 
then Lord Chancellor said there was nothing on the face of the 
ticket held by the respondent referring him to the back. and there 
was nothing said by the clerk who issued the ticket directing the 


respondent's attention to what was printed on the back. “Their : 


Lordships, therefore, may take it as a matter of fact that the 


respondent was not aware of that which was printed upon the back 
of the ticket ; consequently, so far as any intelligent knowledge of 
whnt was there printed is concerned, he cannot be taken intelli- 
gently to have agreed to the terms printed on the back of the 
ticket." His Lordship added that it did not. it seemed to him, 
depend on any technicality of law, but upon common sense. The 
Lord Chancellor concluded :-—" Can it be held that. when a person 
is entering into a contract containing terms which, de facto, he 
does not know, and as to which he has received no notice, he ought 
to inform himself upon them? My Lords, it appears to me to be 
impossible that. that can be held." His Honour held that the facts 
there. and in the present case, were identically the same. and he, 
for that reason, said judgment must be for the plaintiff, with 
costs on scale B. 


BRADBEAR r. BALFOUR, BEATTY & Co., Lro. 


IN the King’s Bench Division, on Friday. Mr. Justice Bailhache and 
a special jury heard an action for damages for personal injuries 
brought by a workman against a firm of Government contractors 
and electrical engineers. 

It appeared that the defendants were enyared in tHe erection of 
a larve military camp in the North of England, and plaintiff was 
one of the workmen employed. His case was that while going 
across the grass to the hut where he slept, he collided with an 


obstruction, breaking his right ankle and ler, and that the : 


defendants were liable for the act of their servants in leaving such 
obstruction. He was laid up for a considerable time, and he put 
his loss in wages alone at £90 12s, 6d. There was a permanent 
injury to his ley, though not of a very serious character. The 
defendants denied negligence, and pleaded contributory negligence 
on the part of the plaintiff. 

The jury. after a brief deliberation, returned a verdict in favour 
of the plaintitf for £200 damages. И 

Judgment was entered accordingly, with costs. 


26 ——-—- —— — = 


EpMUNDSON'S ELECTRICITY CORPORATION, LTD., r. ROSCREA 
(Co. TIPPERARY) Bacon Factory, LTD. 


In the Jrish High Court, Dublin, before Mr. Justice ‘Kenny, 
plaintiffs sued defendants to recover £43. 10s. 10d. for work done 
and material supplied under contract in connection with the 
factory. including a number of extras. | 

His LORDSHIP, who said there was a considerable conflict of 
evidence in the case, found for the plaintiffs for the whole sum 
claimed, subject to ‘certain deductions, which brought it down to 
£41 lis. 3d., and gave judgment for the balance between that 
amount and an amount lodged in Court. He explained that he 
bused hjs decision mainly on unanswered letters and the absence of 
explanations as to accounts on the part of the defendants. 


BUSINESS NOTES. 


Trade Credit in Russia.—In the course of an article 
on " The Credit Situation in Siberia,” the Board of Trade Journal 
quotes extracts from a report. prepared by the Canadian Trade Com- 
missioner at Omsk. In regard to the question of information 


regarding a customer's standing, it is stated that the success of | 


German firms in the granting of credits in Russia was largely due 
to the assistance afforded by the home banks. German firms were 
also greatly helped by the fact that they frequently maintained 
their own resident agents, who were able to investigate carefully 
the credit standing of customers. In addition, valuable facilities 
were afforded by the mercantile agencies. whose ramifications in 
Russia were extensive. Apart from the assistance to be gained by 
these means, it is not always an easy matter for foreign firms to 
obtain information respecting the standing of prospective customers. 
Banks. as a rule. are only able to supply particulars as to the extent 
of credit which they consider it safe for them to grant to the party 


‘concerned. It is also claimed that the banks are not always in a 


position to give a disinterested estimate regarding the standing of a 
client. These considerations, however, apply practically to only a 
certain class of firms. It is nearly always possible to obtain satis- 
factory references regarding the standing of responsible and old- 
established houses. 


The Warehouses of Manchester.—A very interesting 
48-pp. booklet has just been received from the Port of Manchester 
Warehouses, Ltd., at Trafford Park. It comes with particular 
appropriateness just now when everybody is thinking so much about 
imports and storage accommodation. The company has a closed 
warehouse capacity exceeding 400,000 tons, the major portion of 
which has been constructed during the war. There are steel 
gantries fitted with electric cranes and mapnets to stock 100,000 
tons of iron and steel. The equipment includes 37 overhead electric 
travelling cranes, portable electric pilers, elevators and trans- 
porters, 300 railway wagons for exchanging traffic with ships in 
the Manchester Docks. and so on, The half-tone views of the in- 


` teriors and exteriors of the warehouses, also those of the electric 


carriers and loaders, cranes, &c., are very effective. The advan- 
tages of the warehouses are specially tabulated at the end of the 
booklet. 


Bankruptcy Proceedings.—Brown, F., Llanelly, elec- 
trician (formerly partner in Hugh Bros. & Brown).—March 7th is 


the last day for the receipt of proots for dividend by Mr. H. W. 
Thomas, 4, Queen Street, Carmarthen, the trustee. 
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Catalogues and Lists.— THE Epison Swan ELECTRIC 
Co., LTD., of Ponders End, have issued a wall showcard showing 
five types of Ediswan batteries in their '' natural " colours. 

MESSRS. SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham. 
— Leaflet giving illustrations and prices of their inspection lamps 
for motor vehicle work. . ` 


BENJAMIN ELECTRIC, LTD., 14, Rosebery Avenue, London, E.C.— 


Section list No. 509 (16 pares) containing illustrated particulars 
and prices of their reflector fittings, lanterns, and lighting acces- 
вотіея for industrial and general installations. 

ELECTRICAL APPARATUS Co, LTD., Vauxhall Works, South 
Lambeth Road, London, S.W.—The first issue of the “E.A.C. 
Quarterly Review” contains illustrations and descriptive matter 
relating to the company's motor-control panels, А.С. drum-type 
switchgear, automatic control for c.c. motors, house-service meters, 
and controller regulators for tramcars. The " Review." which 
opens with the company's Roll of Honour, is intended to form a 
connecting link between the works and the sales staffs. 

IGRANIC ELECTRIC Co., LTD., 147, Queen Victoria Street, 
London, E.C.-—First part of a new catalogue of " Igranic" electric 
controlling devices. This consists of a bulky collection of leaflets 
which is a foretaste of bulkier things to come. It is the firm's aim 
to make the catalogue in its later form. as newly-issued leaflets 
appear, the most complete list of electric controlling apparatus 
ever compiled. The general index foreshadows the ultimate 
extent and arrangement. Part I will cover direct-current 
apparatus ; Part II, alternating ; Part III, controlling devices for 
lighting circuits (D.C. and A.C.) ; and Part IV, lifting magnets and 
magnetic specialities. The information given is descriptive of the 
manufactures, and tables of sizes, powers, dimensions, prices Ac., 
are given, accompanied by half-tone views and diagrams. It is 
quite unnecessary for us to give a list of names of manufactures ; 
the ground covered is fairly obvious from what we have already 
said. Many of the firm's standard types are not included in this 
first portion of the catalogue, but the trade will probably be &ware 
of the fact that the company can supply control gear for purposes 
for which no standard patterns exist. 

GENERAL ELECTRIC Co, LTD., 67, Queen Victoria Street. 
London, E.C.— Leaflet No. L2,092 gives illustrations and prices of 
electric bells for use on power circuits. Folder 0.8.2,091 gives 
prices and other particulars of the " Usal " drawn-wire tungsten 
lamps for pocket lamps, хс. ; these folders can be supplied over- 
printed for the trade. 

BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co.. 
Lro.. Trafford Park.---Circular No. 1.435[2A, of 68 pages, contains 
a general description of the British Westinghouse Rateau impulse- 
type steam turbines. In five sections there are dealt with : High- 
pressure turbines; low-pressure or exhaust turbines; mixed- 
pressure turbines; back-pressure and reducing turbines; and 
small turbines. Later in the list, a number of charts are given of 
official tests, also names of customers and the machines they are 
using. By means of a map, the distribution of the company's 
turbines in Great Britain is shown. 

Messrs. BERRY, SKINNER & Co., 86, Newman Street, Oxford 
Street, London, W.—I]lustrated list No. 5,191 (16 pages), in French, 
giving adescription, with prices in the French coinage, code-words, 
&c., of “ Маза” type fuse-switches. 

British THoMsoN-HovsTOoN Co., LTD.. 77, Upper Thames 
Street, London, E.C.— Price list No. 10,502 shows and describes 
the B.T.H. type of 913 Form "A" hand lamp for workshop and 
factory use. 


Dissolutions and Liquidations.—RaiLLEss ELECTRIC 
Tracrion Co. LTD.--This company is winding up voluntarily. 
with Mr. A. Page, 28, King Street, E.C., as liquidator. A meeting 
of creditors is called for February 26th, at 28, King Street, Е.С. 

ELECTRIC RAILWAY AND TRAMWAY CARRIAGE WORKS, LTD.—- 
This company is winding up voluntarily, with Mr. L. E. Pickin as 
` liquidator. 

G. F. MILNES & Co.. LTD.—This company is winding ор volun- 
tarily. with Mr. L. E. Pickin as liquidator. 

BRITISH ELECTRIC CAR Co., Ltv.—This company is winding up 
voluntarily, with Mr. L. E. Pickin as liquidator. 

ADAMS MANUFACTURING Co., LTD.--A meeting is called for March 
19th, at 8, Bream's Buildings, E.C., to hear an account of the 
winding up from the liquidators, Mr. L. Hardy and Mr. G. E. 
Corfield. i | 

В. ORGAN & Sons, gas fitters and electricians, 88, Winchcombe 
Street, Cheltenham.— Mr. R. Organ, Sen. has retired from the 
firm, and the debts, &c., will be attended to by Messrs. R. Organ, 
Jun.. and E. E. S. Organ, who will continue the business under the 
same name. i 

GRÖNDAL KJELLIN Co., LTD.— For the purposes of reconstruc- 
tion, this company is to be wound up voluntarily. with Mr. G. H. 
Hill, 20, Abchurch Lane. E.C., as liquidator. The new company 
will be the GRÖNDAL KJELLIN Co. (1917), LTD. Creditors must send 
in the usual particulars by March 29th. 
_ SOUTH WALES WIRELESS TRAINING COLLEGE, LTD.—À meet- 
my 18 called for March 22nd. to hear an account of the winding-up 
from the liquidator, Mr: G. F. Willett. 


Trade Announcements.—The London address of Messrs. 
OLIVER Авс Lamp, LTD., is now 46-19, Granville House, Arundel 
Street, Strand, W.C. Telephone No. unaltered (City 3393). 

THE Woops-GILBERT (BRITISH) RAIL GRINDING AND MILLING 
v Lrp., has been formed for the purpose of acquiring from the 
jns Шен Rail Planer Co., Ltd.. of Melbourne. all the assets, 
a о and good will of the business hitherto carried on by them 

teat Britain. They have taken premises at 179, Strand, W.C. 


Messrs. SIEMENS Bros. & .Co., LTD.. and SIEMENS BROS. 
DvNAMO Works, LTD., have removed their offices from Caxton 
House, Westminster, to Palace Place Mansions, Kensington Court. 
London, W. Telegraphic address: " Siemens, Kens. London." 
Telephone No. : " Western 6349." 

The Mardiwareman and. Ironmonger® Chronicle has removed its 
Offices to 265, Strand. London, W.C. 

The Engineering Review has removed its offices to 13-16, Fisher 
Street, W.C. 


Book Notices.—" Journal of the Institution of Electrical 
Engineers.” Vol. LV., No. 263. February, 1917. This issue contains 
the following papers: -* Ptinciples Involved in Computing the 
Depreciation of Plant.” by Mr. F. Gill and Mr. W. W. Cook ; "' Post 
War Eleetrotechnics;" by Dr. С. V. Drysdale ; also a tenth list of 
the names of 81 members on nilitary service. 

“Science Abstracts.” Sections A and B, Vol. XX, Part 1. 
January 31st, 1917. Index to Vol. ХІХ, Sections А and B. London : 
E. & F. N. Spon. Price Is. 6d. each net. 

* Hydro-Electric Power" (2 vols.) By L. Lyndon. London: 
Hill Publishing Co. Price, Vol. I, 21s. net; Vol. II, 15s. net. 

"Underground. Transmission and Distribution," by E. B. Meyer. 
London : Hill Publishing Co. Price 12s. 6d. net. 

Journal of the Röntgen Society. Vol. XIII, No. 50. January, 
1917. London : Percy Lund, Humphries < Co., Ltd. Price ів. net. 

“Depreciation and Wasting Assets" Ву P, D, Leake. London: 
Sir Isaac Pitman & Sons. Price 10s. 6d. net. 
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LIGHTING AND POWER NOTES. 


Asiatic Turkey.—1t is reported that German electrical 
engineering concerns are looking forward to an important trade in 
electrical material in Turkey and Asia Minor. One important 
scheme that is being developed is a plant to utilise certain water- 
falls near El Scheab in Syria. Jt is stated that about 9.000 H.P. 
wil] be available. and that the current genernted will be utilised 
for the Damascus-Jerusalem Railway. and for lighting and power 
purposes in the villages and towns in the district. 


Barnes.—PROVOsED BULK SUPPLY.—A request having 
been received from the Ealing T.C. to confer on the question of 
bulk supply. the chairman of the Council, the chairman of the 
Electricity Committee, and the electrical engineer were appointed 
to discuss the matter. 


Canada.—On January Ist the Edmonton Power Co. 
started clearing the ground for the big dam it is proposing to build, 
75 miles south-west of Edmonton, on the North Saskatchewan 
River. It is estimated that the construction of the plant, which 
will develop 53.000 H.P., will take several years, and cost $5,000,000. 
In connection with the scheme a contract has been let for the 
construction of a railway from Edmonton to the dam site. 

The British Mining and Smelting Co. is extending its hydro- 
electric plant at Britannia Beach, Howe Sound, 20 miles north of 
Vancouver, by the addition of a 2.500-K.v.A. generator coupled to 
two 1.850-H.P. impulse water wheels, which will operate under а 
static head of 850 ft., obtained by a diversion. of the South Valley 


River.— Cun. Electrical Neus. i 


Dundalk.—1.04N Sanction, &c.—At a meeting of the 
Urban Council. a letter was read from the L.G.B. for Ireland, in 
reference to the Council's application for a loan of £5.000 for the 
extension of the electricity undertaking. and the inquiry held into 
the matter. The Board stated that it had decided to sanction & loan 
of £3.000. repayment to be spread over 20 years. It expressed the 
opinion that the Council had no power. under the Act of 1882, and 
the Dundalk Electric Light Order. 18987, to borrow the further 
£2.000 to recoup the Council for repayment of capital or payment of 
interest on capital or for working. capital, and pointed out that it 
was the clear duty of the Council to provide for balancing the 
working account of the undertaking by the addition to local rates 
of about 10d. in the £ in the estimate for the coming financial 
year. at the opening of which, it is anticipated, the accumulated 
deficit will be £1,260. 


Harrogate.—Dor,ER By-PRopuct RECOVERY PLANT.— 
The borourh electrical engineer (Mr. Wilkinson) has been author- 
ised by the T.C. on the recommendation of the Electricity 
Committee, to prepare specifications, and advertise for tenders. in 
connection with the erection of steam plant. designed by himself, 
which embodies the features of smokeless combustion with the 
recovery of tar and ammoniacal liquors as by-products, the neces- 
sary authorisation for construction having been obtained. 


London. —Suorepitcu. — The Electricity Committee 
recommends a further advance of 5 per cent. Quaking 25 per cent. 
in all) on the schedule charges for electricity for lighting, power 
and heating. from the date of the March, 1917, meter readings. 


Market Drayton.—Streer LicHTING.— The U.D.C. has 
agreed to the offer by the Electricity Co. to accept £50 ia settle- 
ment of its account of £100 for publie lighting tor the half-year 
ended December 31st last. . : 
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Rochdale.—The Electricity Committee has decided, sub- 
ject to the consent of the Bolton Electricity Committee, to call in 
Mr. W. J. H. Wood, borough electrical engineer at Bolton, a3 con- 
sulting engineer for three months, so that he may prepare a report 
on the present situation, and advise the Committee on the best 
means of overcoming the difficulty of meeting the demands for 
electricity. Although the position at the works is improving, the 
recent frost has prevented the completion of the extension scheme. 


Roslea (Co. Fermanagh).—Electric lighting has been 
installed in the sawmills, clog factory, and scutch mills, the work 
being carried out by Messrs. McCartney Bros., of Clones. 


Salford.— YEAR's WorKING.—The annual report of Mr. 
Robertson, borough electrical engineer, shows that 24,856,000 units 
were sold during 1915-16. as compared with 20,600,000 in the pre- 
vious year; the increase was mostly accounted for by the increasing. 
power supply, for which purpose 13.650,000 units were supplied, 
as against 9.900.000 in 1914-15, Both lighting and traction units 
were also ahead of the previous year, by 12°2 and 24 per cent. 
respectively. The effect on the generating plant is shown by the 
load factor improving from 26'6 to 302 per cent. and by the reduc- 
tion in total works costs from ‘74d. to ‘67d. per unit, despite the 
higher price of fuel, &c. Altogether 29,117,000 units were gene- 
rated and 1,178,000 purchased ; the maximum load was 9,400 Kw. 
and the lighting and power connections totalled 27,726 kw. It is 
interesting to note that works costs fell from '56d. to '50d., and 
coal costs from °339d. to '335d. per unit sold: the cost of the pur- 
chased energy (at '9d. per unit approximately) is distributed over 
the works costs. During the year a second 5.000-Kw. turbo- 
alternator was installed—a duplicate of the first which was illus- 
trated in our columns in the early days of the war—and a third 
turbine set of the same size was expected to be in commission for 
the winter's load. Two Babcock boilers, with economisers, super- 
heaters, and induced draught, have been ordered to supplement the 
steam plant, and we also note (and draw the E.V. Committee's 
attention to the fact) that two petrol motor-wagons have been 
obtained for ash removal and other work. Anew agreement has been 
entered into with the Lancs. Power Co. for bulk supply under more 
favourable terms ; a new sub-station has also been opened and a 
3,000-KW. sub-station is being erected. The consumers totalled 
3,707 at the close of the year. The financial results, in brief, were 
a revenue of £134,678, a gross profit of 464.538, and, after meeting 
interest and loan charges, a net profit of £16,598, of which £8,000 
went to rate relief and the balance to the renewals account—the 
latter fund having a balance of £28,000 in hand. The balance- 
sheet, apparently, shows that a total of £102,658 depreciation has 
been written off, and that some £31,000 has been expended on 
capital account out of revenue. 


Sheffield. —YEAR’s Workinc.—The report on the 
working of the Corporation electricity undertaking for the year to 
March 31st last is one of the most interesting we have seen. It is, 
of course, generally known that the Sheffield undertaking has 
made tremendous strides since the war commenced, and this is borne 
out by the output sold—77,868,000 units, as against 44.873,000 in 
1915, and 26,546,000 in 1914; the whole of the increased output 
represented power and traction (or low-price units), but the net 
surplus of £33,296 is the largest yet recorded (roughly 51 million 
power and 20 million traction unita were sold). The total units 
generated amounted to 904 millions, and we note that 131,000 tons 
of coal were consumed. The generating plant capacity was 
42.225 KW., and the maximum demand was 31,706 K.v.A.. while the 
total KW. connected was 83,831, which included 69,074 Н.Р. of 
motors. , 

We note that at the time of the report 28.000 Kw. of additional 
generating plant was being added. and that 18.000 kw. of addi- 
tional load was awaiting connection, and since that time, as our 
readers will have gathered, it has been decided to provide another 
large generating station on a new site. 

The capital cost per &w. on electric supply plant had fallen in 
1916 to £11 per Kkw. | | 

The disproportionate increase in the cost of fuel resulted in a 
small increase in the total costs per unit, from ‘41d. to ‘44d., fuel 
cost having risen from '19d. to ‘27d. per unit, the costs being those 
of the Sheaf Street, Neepsend, and Kelham stations combined. The 
average price per unit sold was '85d., power supply averaging ‘71d. 
per unit. 

The total revenue was £311,137 ; gross profit. £133,409; and 
surplus, after meeting interest and loan charges, £33,296, which, 
with accrued interest, left £40,278 for appropriation. Of this 
m £39,778 was devoted to renewals, and #500 to the hire-motor 
fund. 

The renewals fund has a balance in hand of £53,000, and the 
reserve fund, of £10,000, but the total appropriation for renewals 
aud reserve to date amounts to £109,000. In passing, we con- 
gratulate the Electricity Committee and its engineer, Mr. Fedden, 
on the policy which has been adopted of keeping the surpluses in 
the undertaking ; charity. in the form of rate aid. at the expense 
of a municipal undertaking which has to replace its contribution 
with borrowod money at a high rate of interest’ and necessarily 
passes the added cost, on to the consumer, to the detriment of local 
trade and industry, is an empty gift in any case. 


Southend-on-Sea.—PRoPosED EXTENSIONS.—The Elec- 
tric Lighting Committee has considered the extension of the 
generating plant in order to cope with the increasing demand for 
current, and has decided (subject to the usual sanction) that appli- 
cation may be made to the L.G.B. for leave to borrow £45,520 for 
the provision of additional generating plant at the electricity 
works. Ап application was received from the Southend Gas Co. 
for a supply of current for power purposes at the gasworks, 


Stratford-on-Avon.— The T.C. has decided to continue 
the agreement under which the Electricity Co. can charge a higher 
rate per unit for current, for another year. 


Swinton and Pendlebury.—The Lancashire Electric 
Power Co. has notified the Council that it will be necessary to 
increase the charge for electricity by '2d. per unit, owing to the 
increased cost of fuel. 


Torquay. —SuPreLY Data.—During the 12 months 
ended December 31st. 1916, 1.286.460 alternating-current units 
were venerated, as against 1.208,258 units in the previous year. 
As regards direct-euyrent units, the figures were 1,166,460, as 
against 1,080,860. The public lighting deorease was equivalent to 
782 per cent. The units sold to the Tramway Co. showed an 
increase for the year of 4°22 per cent. 


Troon.— The town clerk reported to the T.C. that he had 
communicated the Council's decision to the engineer regarding the 
proposal to use overhead cable to supply a hosiery factory. It was 
recommended that the attention of the B. of T. bedrawn to the use 
of overhead cable without the consent of the local authority, and 
in violation of its wishes. 


Whitstable.—The U.D.C. has decided to give the 
Electricity Co. seven days in which to take such proceedings as 
will define the legal position, between the Receiver and itself; 
otherwise, the Council will feel bound to take such steps as may be 
ynecesnary to protect itself from further liability. 


TRAMWAY and RAILWAY NOTES. 


Blackburn.— ACCIDENTS.—On Sunday last a collision 
occurred between two cars, one following the other, in a thick fog, 
one driver being injured; on Thursday, last week, a collision 
occurred between two cars travelling in opposite directions at 
Oswaldtwistle, due fo the slippery rails, and two passengers and a 
driver were injured. 

Bolivia.— Railway construction. in Bolivia is in a back- 
ward state owing to the difficulties of the country; aa a conse- 
quence, attention is mainly directed to the conversion to electric 
traction of such lines as are already in existence. Where new lines 
are projected, only those suitable for electrification are favoured. 
In either case, Bolivia presents an opening of some value to over- 
sea electric industries.’ Among new schemes at the moment is the 
electric rdilway from Isa Paz to Yungas, officially sanctioned in 
1915. The estimated cost of the line is 12,000,000 fr., met by the 
issue of departmental bonds guaranteed by the Government ; the 
Board of Public Works is carrying out the construction.—La Rerue 
Generale de Г Electricité. 


Canada.— According to the Canadian Engineer, the Mount 
Royal tunnel of the Canadian Northern Railway is now practically 
completed. and permanent track is being laid ; it is expected that 
trains will be running into Montreal by next June. Two 80-ton 
electric locomotives are now in use, and four more will be 
purchased for the regular service. 


Lancashire.—W AR Boxus.—Following upon the exclu- 
sion by the Committee of Production of females from the war 
bonus granted to tramway workers recently, an effort is being 
made to secure the concession for them. The general secretary of 
the Tramway Workers’ Association has sent to all the Corporations 
and companies included in the previous arbitration an application 
for a bonus of 6s. 6d. per week, less any war bonus granted since 
the outbreak of the war to male workers. The girls employed on 
Bolton tramways are included in the application, though it is 
understood that they are not members of the Association. 

Both the permanent-way men and the females employed as con- 
ductors on the Preston Corporation Tramways have applied for the 
war bonus of 6s. 6d. per week recently awarded to certain tramway 
employés by the Committee on Production, but the Tramways Com- 
mittee states that it is not able to depart from the terms of the 
award. 


London.— L.C.C.— The Highways Committee reports 
that the additional financial burdens placed upon the Councils 
tramway undertaking from the outbreak of the war to March 31st, 
1917, in' respect of wages, &c.. to employés are as follows :—War 
bonus and war wages, £172,150 ; increases in rates of pay, £8,300 ; 
war service allowance, £250,950 ; a total of £431,400. 

On the basis of the present establishment, the additional annual 
cost under these three heads is £268,400, which is equivalent to 
a charge of 1'288d. per car-mile run. ‘The cost of the salaries and 
wages in the tramway department increased from 4'70d. per car- 
mile in 1911 to 5'60d. per car-mile in 1915-16. 

The Highways Committee has submitted a scheme. for the reor- 
ganisation of the Council's tramway department. It is proposed 
to divide the work into five branches—traffic, electrical, rolling 
stock, permanent way, and géneral ; the position of deputy chief 


officer is to be done away with, the heads of branches to be directly. 


under the chief officer. 

The traffic branch is to be subdivided into two sections—a deve- 
lopment and publicity section, and an operation section. 

The Committee points out that the Council's tramways have to 
compete for traffic with other means of transit. and the develop- 
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ment of the undertaking on successful lines must, to a considerable 
extent, depend on constant and well-directed effort to adjust the 
services to public need. 

Equal importance is also attached to publicity work ; the chief 
officer is of opinion that an expenditure of from £15,000 to 
£20,000 would be necessary to advertise adequately the Council's 
tramways. The Committee considers that greater use should be 
made of the Press to convey to the public the advantages peculiar 
to the tramway service. 

Under the reorganisation scheme, the Committee recommends 
the following appointments :—Traffic manager at a salary of 
£1,200, rising to £1,500 a year ; the position of electrical assistant to 
be abolished and an electrical enyineer appointed at £ 1.200, rising to 
£ 1.500 а year ; arolliny stock engineer, # 1.000 to £1,200,the position 
not to be filled at present; permanent-way engineer, £800 to 
£1000; a chief clerk, and in the traffic branch a development 
superintendent, at £500, rising to £700; an operation super- 
intendent. £500 to £700; and a publicity assistant at £300 to 
£400. Minor appointments and rearrangements of certain offices 
are also recommended for the position of electrical engineer, deve- 
lopment superintendent, and operation superintendent ; it is pro- 
posed to arrange for advertisements to be issued. 

At its meeting, on Tuesday, the Council approved the above 
scheme of reorganisation ; Mr. J. K. Bruce (deputy chief officer) 
was appointed traffic manager at £1,250 per annum. It was men- 
tioned that Mr. A. L. C. Fell, chief officer, had returned to duty after 
six months' absence on sick leave. 


Southend-on-Sea.—O wing to the difficulty of obtaining 
male drivers, inquiries are being made to ascertain from other 
towns, which have engaged women drivers, their experience of the 
adoption of this experiment. Arrangements are to be made for 
the conversion of one of the large bogey cars into a double-decked 
car, a8 an experiment, at an approximate cost of £75. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—March 7th. Powell-Duffryn Steam Coal Co. 
Electrical goods for 12 months. Stores Manager, Aberaman Offices, 
Aberdare. . ` 

March 8th. U.D.C. Annual tenders for cable, meters, joint 
boxes, electric lamps. &c., for the Electricity and Tramways 
Department. See ‘ Official Notices ` to-day. 


Australia. —SyYDNEY.— March 5th. Council. One 7,500- 
K.V.A. turbo-alternator. See “ Official Notices” January 5th. 

ADELAIDE.—March 28th.  P.M.G.s Department. Telephones, 
telephone parts, line and battery material, &c. Schedules 444 to 153. 
See “Official Notices " February 2nd. 

MELBOURNE.—March 7th. Council. 1.048 electricity recording 
meters, See '" Official Notices " February 9th. 

March 21st. "Victorian Railways. 200 half-watt lamps and 100 
lanterns ; also 100 contact couplings." April 4th. Terminal blocks 
(complete) for electricul connections. 

BRISBANE.—February 28th. P.M.G.s Department. Telephone 
apparatus, Schedule 385 ; ear-pieces, &c., Schedule 386 ; heat coils, 
protectors, &c., Schedule 391. See " Official Notices ` to-day. 

March 28th. P.M.G.s Department. Cable (switchboard), 
Schedule 394. 


Argentina, — BvENos AIRES. — March 30th. — Electric 
carbons during 1917, for the municipality. Local representation. 
Conditions from Oficina de Licitaciones, Intendencia Municipal de 
la Capital, Avenida de Mayo 525, Buenos Aires.— B. of T. Journal. 

Barrow.—March 5th. Corporation. Electrical stores 
for 12 months. Borough Electrical Engineer. 


Bedwas (Mon.).— March 8th. Bedwas Navigation 
Colliery Co., Ltd. Twelve months’ supply of electrical goods, &c. 
Mr. G. Morgan, Secretary. 


Belfast.—March 3rd.^ Electricity and Tramways Com- 
mitte. Tramway stores, including electrical accessories, cables, 
lamps, &с. See “ Official Notices ” to-day. 

March 14th. Electricity and Tramways Committee. Six or 
twelve months’ supply of stores, including several electrical items, 
for the Electricity Department. See "Official Notices " to-day. 


Bolton.—March 7th. Electricity Committee. Materials 
and stores. See“ Official Notices" February 16th. 


Brighton.—March 9th. T.C. . Five-ton steam motor- 
Ton and 3}-ton electric motor-wagon. Particulars from Mr. H.- 
albot, Town Clerk. 


" Canada.—March 28th. Toronto Electric Commissioners. 
synchronous condensers, 5,000, 7,500 or 10,000 K.v.A. capacity. 
Official Notices " February 9th. 


- steam boiler plant. 


Glasgow. — The general manager of the Corporation 
Tramways Department is to obtain offers for the supply of an 
electrically-propelled vehicle for the use of the department. 


Grenada.— March 31st. The time for tendering for the 
Government electric light and power concession, already announced, 
has been extended to March 31st. 


Harrogate. — March 5th. Corporation. By-product 
See ‘* Official Notices " February 3nd. 


Kilmallock.—March 5th. — Kilmallock (Ca Limerick) 
E.L. & P. Co., Ltd. Hydraulic turbine. dynamo and motor booster, 
battery and switchboard. See " Official Notices" February 16th. 


London.— HA MMERSMITH.— February 28th. B.C. Elec- 
tricity stores for 12 months. Sce "Official Notices" February 16th. 

METROPOLITAN WATER BOARD.—March 8th. Twelve months’ 
supply of electric lamps. Chief Engineer, Savoy Court, Strand, W.C. 

L.C.C.—The Highways Committee recommends that tenders be 
invited for alterations to the switchboard gallery and for the 
laying of additional condenser water pipes at the Greenwich 
generating station. 


Londonderry.— March 17th. Corporation. Engine-room 
stores, carbons, electricity meters, cables, &c., for the Electricity 
Department. Town Clerk. | 


Macclesfield.—March 14th.” Cheshire County Asylum. 
Electrical goods for one year. Mr. W.G. F. Tingay, Clerk to the 
Asylum, Parkside. 


Manchester.— March 7th. Electricity Committee. Coal- 
conveying plant and suction ash plant. See “Official Notices " 


February 9th. 
March 11th. Corporation. Nine 40-H.P., three-phase, slip-ring 
motors. See "Official Notices " to-day. 


March 12th. Stores for the T.C. 
See “ Official Notices " to-day. 


Stockton-on-Tees. 
Electricity Department. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


CLOSED. 


Bedford.—The Education Committee has accepted the 
tender of Mr. F. Nash for electrical work until June 30th. 

The T.C. has accepted: the following tenders :--- 

Siemens Bros. & Co., Ltd.—Cables, £8,273, and laying and jointing, £2,631. 
British Electric Transformer Co., Ltd.-—8ix transformers, £1,136. 

Stirling Boiler Co., Ltd.—Two boilers and mechanical stokers, £6,610. 
British Thomson-Houston Co., Ltd.-~Turbo-generator and condensing 

plant, £8,674. 


Government Contracts.—list of new contracts placed 


during January, 1917 :— 
WAR OFFICE. 

Electric cable and wire.—B.I. & Helsby Cables, Ltd. ; Callender's Cable 
and Construction Co., Ltd. ; Craigpark Electric Cable Co., Ltd.; 
Fuller's Wire & Cable Co., Ltd. ; W. Geipel & Co. ; General Electric 
Co. ; W. T. Glover & Co., Ltd.; А. Green, Ltd. ; Hooper's Telegraph 
and India-Rubber Works, Ltd.; Liverpool Electric Cable Co., Ltd. ; 
Midland Electric Wire Co., Ltd. ; St. Helens Cable & Rubber Co., Ltd. ; 
Siemens Bros. & Co., Ltd. ; I.R., G.P. & Telegraph Works Co., Ltd. 

Electric cells.-—Siemens Bros. & Co., Ltd. | 

Ebonite rod and sheet.—I.R., G:P. & Telegraph Works Co., Ltd.; Peel- 
Conner Telephone Works, Ltd. , 

Electric lighting sets.—Aster Engineering Co., Ltd. : 

Generating sets.—Austin Motor Co. (1914), Ltd. ; Coventry Simplex Engines, 
Ltd.; W. H. Dorman & Co., Ltd.; Heatley-Gresham Engineering Co. 
T.td. : A. Lyon & Wrench, Ltd. ; Record Engineering Co., Ltd. ' 

Generating plant.—Anstin Motor Co., Ltd. : 

Wood telegraph-poles.—Davey & Armitage. 

Switchboards.—Dorman & Smith. 

Iron and steel wire.—Dorman, Long & Co.; R. Johnson & Nephew, Ltd. ; 
Rylands Bros., Ltd.; Shropshire Iron Co., Ltd.; Whitecross Co., Ltd. 


Inpia OrricE STORE DEPARTMENT. 
Accumulators.—Pritchett & Gold, &c., Co. 


Crucibles.—Morgan Crucible Co. ; J. C. Waterhouse, Ltd. 
Telephones.—Siemens Bros. & Co. ; Peel-Conner Telephone Works. 
Н.М. OFFICE or WORKS. 

Engineering works.—Electric wiring, Admiralty Transport Building: Alpha 
Manufacturing Co. 

Post OFFICE. j 

Protective apparatus.—British L. M. Ericsson Mfg. Co., Ltd. 

Telegraph apparatus.—Creed & Co., Ltd. ‚ 

Telephone apparatus.— British L. M. Ericsson Mfg. Co., Ltd. 

Telegraph са le.—Craigpark Electric Cable Co., btd.; Siemens Bros. and 

о., Ltd. 

Telephone cable.—W. Geipel & Co. ; W. T. Henley's Telegraph Works Co., 
Led. ; Siemens Bros. & Co., Ltd.; Union Cable Co., Ltd.; Westem 
Electric Co., Ltd. 

Cable drums.—B.I. & Helsbv Cables, Ltd. ; Western Electric Co., Ltd. 

Flameproof wire.—London Electric Wire Co. & Smiths, Ltd. ; C. Macintosh 
&nd Co., Ltd. 

Plates for stay-rods.— Walls, Ltd. 

Iron poles.—Siemens Bros. & Co., Ltd. 

Ironwork, steel poles and fittings.—Bullers, Ltd. 

Galvanised-iron wire.—Dorman, Long & Co., Ltd. ; R. Johnson & Nephew, 
Ltd. ; Rylands Bros., Ltd. ; F. Smith & Co., Wire Manufacturers, Ltd. ; 
Whitecross Co., Ltd. 

Vulcanised I.R. wire.—Union Cable Co., Ltd. 


Weymouth.—T.C. Accepted tender :— 
Johnson & Phillips, Ltd.—Booster and switchgear, £980; cables and 
laying, £5,520. 
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FORTHCOMING EVENTS. 


Junior Institution of Engineers, London.—Friday, February Brd. At: 


7.30 p.m. “Random Notes on Structural Design," by Mr. C.G. D. Burdett, 
Friday, March 2nd. At 7.80 рап. © Гоо моге Management," by Mr. 
5. A. Roberts. 


Association of Supervising Electricians.—'l'icsdav, February 27th. At 
7.15 paa. At St. Bride's Institute, Bride Lane, Е.С. Paper оп “ Modern 
Power Cables," by Mr. H. Savage. 

Institution of Electrical Engineers (Manchester Local Section).— 
Tuesday, February 27th. At 7 рап. At the Engineers’ Club, Paper on 
“Some Points in connection with Engineering 5pecitications," by Mr. J. 
Shepherd, : 

Royal Institution of Great Britain. Tuesday, February 27th, At 3p.m- 
At Albemarle Street, Piceadilly, W. Lecture on “The Strength and 
Structure of Metals," by Prof. W. E. Dalby, F.R.S. 

Chemical Society.— Thursday, March Ist. At @p.in. At Burlington House, 
Piccadilly, W. Ordinary scientific meeting. 


SUBSTITUTION IN ELECTRICITY WORKS. 


Мк. H. FARADAY Proctor, honorary secretary of the Incorporated 
Municipal Electrical Association, has, by request of the Reserved 
Occupations Committee (St. Ermin'a Hotel). fowarded to members 
a copy of a letter and memorandum addressed to the Association by 
the Committee, under date February oth. The Committee draws 
attention to the revised list of certified occupations which came 
into force on February Ist, and adds: “ You will see that the 
reservation for electrical generating stations remains unchanged 
for the present, and that no age limit has been imposed. This 
exceptionally favourable treatment cannot, however, be continued 
without. modification, and the enclosed memorandum has accord- 
ingly been prepared for the euidance of electrical undertakings in 
effecting substitution and thus releasing men for the Army." 

Mr. Faraday Proctor, in forwarding the memorandum, which we 
print below, to members, makes the following observations :--- 

“The Committee particularly desire that all electrical under- 
takers should take action in this matter as speedily as possible, and 
that disabled soldiers and sailors should be used as far as possible 
at electric generating stations, but that if a sufficiency of such 
disabled men is not forthcoming, there may be no delay in. intro- 
ducing women for occupations where their services are capable of 
being used. 

" You will probably be aware of what is bein; done in the 
matter of training disabled soldiers and sailors at the Northampton 
Institute and elsewhere, in which matter the Institution of Elec- 
trical Engineers is taking a prominent part. 

“The question of data as to the sufficiency of men for the 
various positions, as also the question of technical advice in the 
matter of retaining a sufficiency of skilled operators in electricity 
works, is receiving attention at the present time." | 

[Copy of Memorandum issued by the Heserred Occupations Come 
mittee for the Guidance of Electrical Undertakings in effecting 
substitution of and releasing Men for the Army. | 

ELECTRICAL GENERATING STATIONS. 

It is known that many electrical venerating stations have lost a 
considerable number of men through enlistinent, while, at the 
same time, especially in towns with a large number of munition 
works. the demands for current ате much greater than ever. In 
small towns, staffs in normal times are often so small as to leave 
but little margin for reduction. Moreover, many of the occupa- 
tions inside the stations, and some of those outside, in connection 
with the mains and with installation, reqvire skilled ‘engineers, 
mechanies. or trained workers of long ex perience. 

It is for these reasons that the reservation for electrical generat- 
ing stations in the List of Certified Occupations has hitherto been 
so wide. all classes of workmem being covered. and no age limit 
imposed. It is felt. however. that this exceptionally favourable 
reservation cannot be continued without modification after the end 
of February, and manavers of electrical undertakings should make 
every effort to release men for the Army by substituting women, 
disabled men, or men of inferior medical catevories for men of 
military age and fitness. The following memorandum has been 
prepared with a view to assisting managers in this purpose :— 


L- SUBSTITUTION BY DisABLED SOLDIERS OR BY MEN OF 
INFERIOR MEDICAL CATEGORIES. 


It is suggested that inexperienced unskilled men would be 
suitable for immediate employment, without training, in some of 
the jobs in an electrical station. Nevertheless, disabled soldiers 
could be utilised in some occupations, e.g., as assistant switchboard 
attendants. with a moderate amount of training, or even, in some 
of the smaller stations as switchboard attendants to release men of 
military ave and fitness. 

In the same way, men of inferior medical categories can. often 
perform efficiently work upon which men of Category A or B 1 are 
are at present emploved, thus releasing the latter. Under certain 
conditions the Army Council are even prepared to exchange trained 
men of the lower medical catevories who have already joined the 
Colours for men ot Category A or ВІ. returning them to their 
former employers, where their services are likely to be of greater 
service than elsewhere. and where they can live at their own 
homes. Firms desirous of taking advantage of this arrangement 
should communicate with the Secretary (D.R. 4), War Office 
Annexe, Whitehall Place, London, S.W. 


II. -SUBSTITUTION BY WOMEN. | 
Substitution of women for men is possible for some jobs, and has 
already been successfully started in certain stations in the processes 


indicated below. In connection with one large station 21 women 
are now employed. 


SWITCHBOARD ATTENDANTS AND ATTENDANTS AT SUB-STATIONE, 


This applies both in the main generating stations and in those 
larger sub-stations which require the constant presence of such 
workers. For these posts a superior type of woman should be 
engaved if available, preferably one who has had some scientific 
training. In large stations where two or three attendants.or more, 
are enzaved on each shift. it would doubtless be necessary to have, 
as charge hand on each shift. æ skilled male attendant ; but junior 
switchboard attendants can readily be replaced by suitable women. 
Normally junior switchboard attendants are youths who undertake 
such work for а time, in order to vain practical switchboard 
experience, as a stepping-stone to the position of clectrical 
engineer. 

In some of the less important sub-stations women can also be 
employed : but in those which ordinarily require the presence of 
one man only it is recommended. that two women should be sub- 
stituted. when these have been trained, in view of the possibility 


. that a woman working alone may. in case of emergency. lose her 


presence of mind. The work of sub-station attendants being emi- 
nently suitable for disabled soldiers and sailors, provided they are 
carefully selected. it is desirable that they should be obtained 
where possible for training and employment in preference to 
women. 

Meter Testing.— This work also would call for women of a superior 
type. and although it would requirealong preliminary training before 
they could undertake it unaided, women could perform useful work 
as assistants whilst being trained. Other jobs which ordinary 
working women can successfully undertake are :— 

(leaning of Station and Machinery.—Vn the modern stations, 
fitted with high-speed turbo-generators, cleaning operations are 
much simpler and can be done with but little risk of accident. com- 
pared with the older stations, where the machinery is not enclosed, 
and the various parts which require cleaning are ditficult. to кеё at. 
Even in the latter ease, cleaning of machinery-—e.4., engines and 
dynamos, whilst at rest-—can very well be done by women, if suit- 
ably clothed and if proper appliances—e.g., step ladders, movable 


“wood platforms, &c. are provided to prive safe access to the various 


parts. For such work as cleaning floors. Xc., women are of course 
very suitable. 

Lahourers in Boiler Houses and Refuse Destructors,— There is not 
much scope for women in the modern type of boiler house, where 
the coal and ash handling and stoking is done mechanically, but in 
the smaller stations they can be employed in such jobs as ash 
Wheeling and cleaning up. Much can be done in this and in other 
occupations, to facilitate the employment of women by providing 
amaller barrows, suitable overalls or other clothing. and the like. 

Meter Reading.—This outdoor work can well be done by women. 

Gieneral.—In all cases where women or girls are employed sepa- 

ate sanitary and washing conveniences should of course be pro- 
vided, and provision should, if possible, be made for the supply of 
meals apart from the men. 

In certain shift work a modification of the Factory Acts would be 
required to permit of the employment of women at night and on 
Sundays ; but the Home Office are at all times ready to consider 
applications for permits for the employment of women in this 
inanner, under suitable safeguards. 


LI 


NOTES. 


Electrically- Welded Tool Tips.—An article in a recent 
issue of the Railway Reriew refers to the practice of the Westing- 
house Electric and Manufacturing Co., of East Pittsburg, which 
is at the present time utilising the electric arc process for welding 
high-speed steel tips to machine-steel shanks for cutting tools for 
many of its planers and lathes. Old, worn-out high-speed steel 
tools can be cut to proper size and utilised for tips, with resulting 
economy in costly material. 

The arc welding process has been found much cheaper than the 
oxy-acetylene and forging methods. For best results, a current of 
100 amperes at 60 to 70 volts is employed, using a 44 in. Norway 
iron electrode. A good operator will make 25 to 30 welds of 
14sq. in. cross-section tools in 93 hours. 


Electric Light Switching.—The following is the result 


of Messrs; Lundberg's Third Batch Exam. (names in order of 
merit):— .. 
Advanced Grade.—John Moran (Bury, Lancs.), E. Emery (Old Hill, Staffs.), 
C. R. Gunn (Liverpool). 
Intermediate Grade. — R. G. Stripp (London, N.W.), H. 8, Edwin (Dartford), 
J. Hamer (Dewsbury), J. T. Watkin (Newark), F. Townshend (Cape 
Town, 5.4.) Another paper: R. P. Gilbert (London, N.) Another 
paper: Sapper A.J. Tourle, R.E. (Dunstable, 
Preliminary Grade.~ Reginald A. Paxton (Manchester), R. F. Nailor 
(London, W.), G. D. Hainavala (Bombay), E. Briggs (Barnsley), R. 
Ellis («Port Talbot, ''Spark" (Paisley), C. MeLindon (Delgany, Co. 
Wicklow). Another paper: F. White (Grantham), J. Hesson (Work- 
ington, Cumberland), A. Collins (Eastbourne), А. Pizrguto (Malta), 
Pioneer V. T. Rawlins (B.E.F.), W. P. Stockdale (Leadgate, Co. 


Durham). Another paper: C. H. Dutton (London, W.), H. Parkinson 
(Stoke-on-Trent). 


Candidates whose names do not appear above, and who have not 
received intimation of failure, are informed that their papers 
will be included in the next batch. Full particulars regarding 
these periodical Exams. may be had on application to Messrs. A. P. 
Lundberg & Sons. 177-189, Liverpool Road, London, N. 
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Volunteer Notes.—FiRsT Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W.— Orders 
for the week. by Lieut.-Col. C. B. Clay, V.D., ‚Commanding :— 


Vonday, February 26th. Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30—-8. 


Wednesday, February 28th.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 2. 


Thursday, March \st.—Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O., 6.30. 


Friday, March 2nd.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25— 8.25. 

Saturday, March 3rd.— Commandiny Officers Parade. 
2.15 p.m. 

— Sunday, March Ath. —Entrenching at Otford. Parade Victoria 
(S.E. & C. Railway Booking Office), 8.45 a.m. 
Faster Camp,—At Esher, where a course has been arranged under 


Royal Engineer Instructors. Names must be sent in to Orderly 
Room not later than February 28th. 


Telephone .Number.—The Telephone at Headquarters is now 
Mayfair 1969. 


Uniform. 


(By order), MACLEOD YEARSLEY, Adjutant, 


OUR PE RSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Mr. C. C. ATCHI- 
SON, who recently resigned the post of electrical engineer to 
the Rochdale Corporation, owing tò- continued ill-health, 
has been presented with a silver cigarette case by the Roch- 
dale Municipal Officers’ Association, of which he has been 
president for the past two years, in addition to a pair of bino- 
culars from the chief officials, and a pocket aneroid barometer 
Hom over 40 pre-war members of the staff at the electricity 
works. 

The Rochdale Corporation Electricity Committee has re- 
commended that Mr. F. H. Rupp, the station superinten- 
dent, be appointed acting engineer for a period of three 
months. Mr. Rudd has been at the works 16 years. During 
the engineer’s recent absence, owing to ill-health. and since 
his resignation, Mr. Rudd has been in charge of the works. 

A sub-committee of the Hull Electricity Committee has re- 
commended an increase of £50 in the salary of the acting 
engineer, Mr. McGoris, whose services are highly appre- 
ciated. He has had entire charge of the undertaking whi'st 
the engineer. Mr. Bell. has been on military duty since the 
outbreak of the war. The Electricity Committee recommends 
that the increase be £75, instead of £50). 

Mr. J. №, S. CLuNas, who was recently appointed city 
electrical engineer at Cape Town, in succession to Mr. Walter 
F. Long, has resigned the position in order to take up an 
appointment with Messrs. Reunert & Lenz, of Johannesburg. 
Mr. Clunas's salary as city electrical engineer was £900 per 
annum, and allowance for motor-car. 

Mr. STEPHEN KIRKLAND, switchboard attendant at the Raw- 
tenstall electricity works, was presented with a timepiece by 
the staff on the occasion of his marriage. 

The L.C.C. Highways Committee recommends that Mr. 
J. К. Bruce, deputy chief officer of tramways, be appointed 
traffic manager under the L.C.C. Tramways reorganisation 
scheme, at a salary of £1,250. rising to £1,500 a vear, as from 
April Ist, and that the position of deputy chief officer he 
abolished. The special sub-committee appointed to Inquire 
and report upon the organisation and working of the L.C.C. 
tramways undertaking has expressed its appreciution, which 
the Highways Committee fully endorses, of the valuable 
assistance given to it in the consideration of questions arising 
in connection with the electrical work of the department by 
Mr. J. H. River, formerly electrical engineer in the depart- 
ment, whose advice in many important matters greatly facili- 
tated its work. 

The Luton Electricity Committee has decided to increase 
salaries as follows :—Chief clerk (Mr. R. Harbin), from £143 
to £156 per annum; general clerk (Mr. F. M. GREGORY), from 
£91 to £104 per annum. 


General.—Mr. A. W. Tait, C.A., has joined the boards of 
Callender's Cable & Construction Co., Ltd., and of the Anchor 
Cable Co., Ltd. | 

The salary of Prof. Mites WALKER, Professor of Electrical 
Engineering at the Municipal School of Technology, Man- 
chester, has been raised from £600 to £),200. It was stated 
that Prof. Walker had been offered an industrial appointment 
at £1.800 a year, but preferred to remain in the teaching pro- 
fession; he was at the head of his branch of electrical engi- 
neering іп this country. and such men in future would have 
to be pnid salaries of £1,000 to £1.500 a vear. 

Mr. Нсон Rose, foreman electrician at the Inverurie Loco- 
motive Works, who has received an appointment with 


Messrs. Claud Hamilton, Ltd., Aberdeen, has been presented 
by the employés in the electrical department with a case of 
pipes and a tobacco pouch. _ i | 

The accompanying illustration, for which we are indebted 
to the Ford Times, is a recent photograph of Mr. Taos. A. 
EDISON, in company with Mr. Henry Forp, of the Ford 
Motor Co. 


These two well-known personages have long been 


friendly, and a year or so ago it was reported that they were 
collaborating on the production of a popular-priced electric 
motor car. So far, however, there is no further news of the 
new vehicle, and, as Edison is now devoting a good deal of 
time to the new American. Board of Naval Inventions, of 
which he is the chairman, it is more than probable that the 
idea has been dropped, or at least postponed until after the 
war. 


Roll of Honour.—Sapper P. F. Groves, B.E., the only son 
of Mr. W. E. Groves, Birmingham electric supply depart- 
ment, died in France on the 21st ult., aged 19. He was 
attached to the Army Docks Department as interpreter. 

À commission as second-lieutenant in the R.E. has been 
granted to Mr. E. B. Preston, electrical engineer, of New- 
castle-on-Tyne, who enlisted soon after the outbreak of war 
in the Newcastle Territorial Engineers. | 

Lance-Corporal А. Н. MonaaN, Devonshire Regiment, who ` 
was for some vears on the Exeter staff of the National Tele- 
phone Co., and later with the Post Office, has fallen in action 
in Mesopotamia, at the age of 34 vears. | 

Captain G. C. Miunes, King's Own Roval Lancaster Regi- 
ment, who is the electrical engineer for Lancaster, but has 
been on service since the outbreak of war with the Machine 
Gun Section. of his battalion, has been promoted to the rank 
of Major. He has been mentioned in dispatches. 

The Military Medal for bravery in action has been awarded 
to Sergeant А. H. ConN wart, R.E.. who was trained as an 
electrician at the works of the Bromley (Kent) Electric Light 
and Power Co. . 

First-Class P.O. Снаѕ. R. AníwniGHT. R.N.. who joined 
the service whilst with Messrs. Callender's Co.. has been 
awarded the D.S.M. for gallantry in the Jutland battle, on 
H.M.S. Cheater. | 

Sergeant TACK May, formerly with Messrs. Fraser Ч Chal- 
mers, of Erith. has been killed in action. 

Sergeant JAMES WiiGHr, R.E., has been awarded the Mili- 
tary Medal. Не was mentioned in a dispatch from Sir 
Douglas Haig a few months ago. Before joining the Army he 
was for 14 years at the Blackburn Corporation electricity 
works. 

Private Harotp FULLALOVE, of the Joyal North Lancashire 
Regiment, who has died of wounds, was an electrician with 
the L. & Y. Rly. Co. 


Obituary.—Mr. JoHN RENNIE.—We regret to announce the 
death of Mr. John Rennie, the electrician of the Board of 
Trade Laboratory, and assistant to the Electrical Adviser to 


' the Board of Trade, at the age of 66. At the age of 65 he 


would. under ordinary circumstances, have retired under 
superannuation rules, but as he was in full possession of his 
powers, and had a complete grasp of his work, he was in- 
vited to continue his services. About a month ago he was 
attacked by asthma, and succumbed to heart failure on Mon- 
day morning last. 

Mr. Rennie was born at Ayr in 1850. During some years 
at the shipbuilding yards of Messrs. Barclay, Curle & Co., of 
Glasgow, he worked in the shops, and received practical 
training as an engineer. At the age of 26, feeling no doubt 
that the scientific side of engineering attracted him more 
than the heavy work of a shipyard, he entered the University 
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of Glasgow, and went through the courses in arts and engi- 
neering under Lord Kelvin, then Sir William Thomson. The 
physical laboratory naturally attracted him, an he held for 
three years & Thomson Experimental Scholarship. In 
he became secretary and private assistant to Sir William 
Thomson, and witnessed the development of the Kelvin elec- 
trical measuring instruments, as well as many other inven- 
tions, such a& the compass, and assisted also in the scientific 
researches Which were being conducted at that time. 

When the Board of Trade Electrical Standards Laboratory 
was to be founded, Gir William Thomson recommended Mr. 
Rennie ав electrician under Major Cardew, and in thus de- 
priving himself of not only his scientific assistant, but the 
secretary in charge of his heavy correspondence, he felt that 
he was placing him in a position of scientific as well as of 
public importance. Seeing that the legal standards of elec- 
trical measurements consisted of Thomson balances and elec- 
trostatic voltmeters, Mr. Rennie was obviously the man for 
the place, and during the 27 years in which the Laboratory 
was under his charge he proved that these instruments were 

not only worthy of and suitable for the requirements of those 

days, but that they were capable of those much higher degrees 
of precision which are necessary at the present day. f any- 
body, who did not grasp the difference between a standard 

apparatus i 

ment, ventured to criticise a Kelvin instrument, Mr. Rennie 

would stoutly defend it, and explain what the = 

was aiming at, and how perfectly those aims were realised. 

He was proud to point out how many details which had been 

invented by his master, apparently on the spur of the moment, 

and perhaps as temporary expedients, had proved to be un- 
„ gurpassable. When, in 1908, the ampere standard was com- 

m with the ampere balance of the National Physical 

aboratory through the intermediary of the Cadmium cell 

and resistance, an optical appliance was fitted to the Kelvin 
balance which is used for measuring one ampere, an Mr. 

Rennie was proud to show that a difference of three or four 

millionths of an ampere could be easily indicated. 


In the early years 0 


dards Laboratory, Mr. Rennie, working under Major Cardew, 
rison of the various 
d sub-standards, and in minute investigation of - 
d he arranged a system of records 
in which the complete history of the important instruments, 
to time. was 
the Laboratory was 
to him, and was alluded to by him, sometimes to the 
f other members of the staff, by its number. 
dy for work. The 
indication 
that there was & demand, and а fairly strong demand, for it 
seemed obvious that the 
‘hich 16 was intended should be started.. It was 


-hen he left Glasgow to take up this post that 
that Mr. 


but for 
some minor 
le of fees 
f the Laboratory to 


It is needless to say that the Laboratory did not 
chiefly 


One result of this was that Mr. 
than his commencing salary for а 


was actively engaged in the intercompa 


standards an j 
the instrumental errors; an 
with details of their corrections from time 
entered. Almost every instrument 1n 


known 
bewilderment o 
After three or four years everything was rea 

mere fact that the Laboratory was founded is an 


among electrical engineers, and it 


work of commercial value would be done, ап 
Rer:nie’s position would become one of importance, 
geven years the Treasury (that is to say, probably 

in that department) absolutely vetoed а rca 


official 1 | 
proposed t for the services 0 


engineers. 
stand idle. and comparisons were made gr 


for instrument makers. 
Rennie received no more 


long time. | 
The laboratory was established to take ch 


of the ampere, the ohm, an 


atuitously, 


induction and capacity were considered to | 
scope; but, with the developinent of electrical engineering. 
a ground which the original 


three-phase working opened | 
Kelvin instruments did not directly cover; Mr. 


only kept himself we 

measurement, but he was also well aware о 

requirements of engineers as distinguished from 

certain theorists imagined that engineers should employ. 
When it became necessary 


the plant in the Labo 
in his requirements, and expec 
than Was easily provided, and in 
had reason to he t 
not only made, but insisted upon. 
Perhaps the most important Work À. 
that which he expended upon electric (| 
list of meters which the Electrical Adviser 
the Board of Trade for official approval, after 
Rennie an ] himself. 
meters which Mr. Rennie examined, Many 
tions were submitted to the Laboratory before Oc 
when the < Һа llenberger meter The 
notwithstanding the inadequacy 


meters, SO 


meters are in use, and, | 
Rennie's incessant work on 


са intimate and unique knowledge of 


supply meters. 
test. һу 


strange 
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in a standards laboratory and a cominercial instru- 


f the Board of Trade Electrical Stan- 


arge, as it were, 


1 the volt, and atandarda of gelf- 
to be outside its 


Rennie not 


11 abreast of the principles of three-phase 
f the practica 
those whic 


to add suitable wattmeters to 
ratory, Mr. Rennie was very exacting 
fed more from the instruments 
several cases the makers 


hankful for suggestions which Mr. Rennie 


k of Mr. Rennie’s life was 
The 
recommended to 
Mr. 
is very far from а complete record of the 
| inven- 

tober, 1891, 
faet that. 
of legislation with regard to 


that so few are ever disputed. is the 


through in less than about siX months, but one meter, OF, 
ratber, one type of meter, remained for ten years under 
scrutiny, and when at last the approval was given, it is dith- 
cult to say how much of the invention was due to Mr. Rennie 
and Major Cardew. 

Mr. Rennie was опе of those. retiring men personally un- 
known to many engineers, but well appreciated by those who 
had to deal with him officially, or on the Engineering Stan- 
dards Committee, or at the lectures which he gave at Faraday 
House. He could seldom be induced to take part in discus- 
sions at scientific societies, and it is to be regretted that he 
has published very little. He had very high ideals in human 
affairs, as well as in engineering and in science. When some 
verification or comparison had been made with six-figure 
А he used to вау, ` The ‘Old Мап ' would have liked 
that.” 


He leaves a widow, two daughters, and two sons. His 
eldest son, Donald, a graduate of Cambridge, and B.Se. 
(London), was a Second- Lieutenant in the Ist Royal Fusiliers, 
attached to the Royal Warwickshire Regunent, and was killed 
in action in November, 1914; his second son takes up а com- 
inission in the Royal Flying Corps next week, and his youngest 
is abroad in the Royal Naval Division. 

Mn. J. H. TUCKER.—We regret to learn that Mr. J. H. 
Tucker, of the well-known firm of Messrs. J. H. Tucker & Co., 
electrical accessories manufacturers, Birmingham, died at his 
home at Solihull on Sunday last, in his 55th year. We under- 
stand that Mr. Tucker has not been really well since the 
summer, but he was taken seriously ill in December, and ha 
since then been, unable to atten’! to bre ness. Mr. Tucker's 
loss will be very keenly felt by all who have been personally 
associated with him, but his death will not involve any 
change in the business or in the firm’s policy. 


ALD. J. Bropie.—We deeply regret to announce the death 


of Mr. Ald. Joseph Brodie, J.P.. who had been chairman 
of the Blackpool Electricity and Tramways Committee un- 


interruptedly for the past years. He P 
Monday last, after a long period of illness, at the age of 57 
The news will, we are sure, come with sor 
wide circle of friends with whom it was such a pleasure for 
him to meet at the annual conventions of 
Tramways Association and the Incorporated Municipal Elec- 
trical Association. The deceased gentleman, who was always 
popular, generous, and full of fun, will be remembered as à 
shrewd, far-seeing, and large-hearted. man who played the 
straight game. From the first day we met him, at one of the 
early M.E.A. conventions, we struck up & friendship which 
the passing of years only served to strengthen. In connection 
with the affairs of Blackpool, his loss will be greatly felt, 


for he did so much to secure the able administration (under 
electricity under- 


Mr. Chas. Furness) of the tramways and 
takings. The capital of these undertakings when he was first 
only £105,100. and the 


identified with them, in 1896, was | 
revenue for that year was a mere £17,720. For 1916, how- 
ever, the revenue had risen to £124,412, and the capital ex- 

nditure stood at £503,000. We extend our heartfelt sym- 
pathy to his widow. | 

Mn. E. C. CHURCHWARD.—We regret to learn that Mr. E. 
C. Church ward. general manager and engineer of the Scottish 
Central Electric Power Co., Falkirk, died on Tuesday night. 
The deceased gentleman was appointed to his position at the 
inception of the company in 1905. He was previously in the 
опоо of Messrs. Bramwell & Harris, consulting engineers, 
who promoted the Scottish Central Co.. which operates in. the 
oe of Stirlingshire, Clackmannanshire, and Linlithgow- 
shire. 

Mr. С. G. MOR —Mr. Charles George Major, chairman of 
Messrs. Smith, Major & Stevens, lift manufacturers, North- 
ampton, died suddenly on February 15th, from shock after 


the demise of his wife on the previous day. He resided at 


Balham, S.W.. and had taken an active part in the manage- 
ment of the firm since the establishment of the headquarters 


at Northampton m 1910. 


——— 


NEW COMPANIES REGISTERED. 


— —— — — 


Ltd. (145.967) .—Vrivate 


ebruarv Oth, 1916, with a capital 


Rotax Motor Accessories Co.. 


This company Was registered: on F 


company. | 
of £175,000 in £l shares. to take Over the business carried on at Rotas 
Works, Chandos Road, Willesden. as the Rotax Motor Accessories Co.. also 

railw avs. 


as manufacturers of fighting equipment for 
vehicles, Nc. 'Yhe subscribers (each with ene 
Willesden Junction, NM. manular- 
Willesden Junction, NW. manufac- 
Willesden Junction, NAW, gener id 
ite sden Junction, NOW, works 

. secretary | 


to carry on business 
tramways, motor cars, and 
share) are: Eugen Aron, Rotax Works, 
turer; Hermann Aron, Rotax Works. 

turer: Rowland WwW. Сох, Rotax Works. 
manageri Carl T. F. Benson, Rotax Works, W 
manager: Arthur Bell, Rotax Works, Willesden Junction, N.W.. 
Arthur. G. Benstead, Rotax Works, Willesden Junction, N.W., electrical engi- 
The first directors (to number not less than two or more than seven) аге: 
Aron (both permanent managing directors), Soli- 
c. Registered office : Rotax Works. 


nect. 
Fugen Aron and Hermann n 1 
citor: А. 5 Joseph. 61. Fore Street, Е.С. 


Chandos Road, Willesden Junction, N.W. 
Deptford Steel & Ironworks, Ltd. 


This company was registered оп February loth, with 


(146,087) —Private 


а capital 


of electric meters, he was à Neid 

submitte У s for approval defects which would only show of £20,000 in £l shares (10.000 pref. ord.). to take over the business of an 

themselves after prolonge tests. For many years it was Nis plectrometallurgist, sherardiser, galvaniser, detinner, ke., carried on by N. C. 

iractice encourage the use of meters by station engineers Mackin as the Deptford Steel and Iron Works and the Homogenous Lead 
А w y d in order that ractical experi- Coating Co. The subscribers (each with one share) are: 5. Cole, Sardinia 

efore the tvpe B appro ее; р House, W.C. chartered accountant; П. Marriott, 10, Victoris Street, 

ence might be obtained mn addition to the Laboratory teste. S.W., solicitor. The first directors аге to be appoint bv the subscribers, 

^ Solicitors : Kenneth Brown & Co., Lennox House, Norfolk Street, W.C. 


The comp 


lete set of tests of a meter could seldom be put 
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Driver, Drennan & Cooper, Ltd. (115,955).— Private 
company. This company was registered on February Yth, with a capital of 
£50,000 in £1 shares, to take over the business of cable manufacturers, wire 
drawers, and clectrical engineers and metallurgists, carried on by J. Drennan 
and J. К. Cooper at Gavthorn. Mills, Gaythorn, Manchester, as Drennan and 
Cooper, and the North-Western Cable Со, and also certain assets їп England 
belonging to. the Driver-Harris Wire Co., of Newark, New Jersey, U.S.A., 
and to enter into an agreement. with W. B. Driver and J. Drennan and J. К. 
Cooper. The subscribers (each with one share) are: F. L. Driver, 70, Aston 
Street, Newark, New Jersey, U.S.A., president. of Driver-Harris Wire Со. ; 
J. Drennan, Kaimhill, Mellor Road, Cheadle Hulme, Ches., electrical enjti- 
neer, The first directors. (to number not. less than three or more than five) 
are: F. L. Driver. (chairman), W, B. Driver, A. Bensel, J. Drennan (manag- 
ing director), and J. K. Cooper. The two last mentioned may retain office 
lor six years,  Quilifieation, £25. Remuneration as fixed by the company, 
No board or general meeting may be held except for ordinary routine busi- 
ness without the presence of the nominee of the Driver-Harris Wire Co. or 
his proxy or attorney, Solicitors : Pearson, Prior & Co., 438, Corn Exchange, 
Manchester, Secretary: J. Drennan. 


Chas. W. Cook, Ltd. (145,981).—Private company. This 
company was registered on February 13th, with a capital of £5,000 in #1 
shares, to fake over the business of an engineer and scientific apparatus 
manujacturer carried on by €. W. Cook at Manchester; also to carry on the 
business of electrical engineers, munition makers, chemical manufacturers, 
Nc, The subscribers (cach with one share) are: C. W. Cook, 535, Stretford 
Road, Old Vratford, Manchester, engineer; €, E. Cook, 435, Stretford Road, 
Old Vratford, Manchester, engineer. The first directors. (to number not less 
than three or more than seven) are: С. W. Cook (governing! director), С. E. 
Cook, and A, W. Cook. Ouzlification, £20. Solicitors: Jackson & Newton, 
Т, Chancery Place, Manchester, Registered ofüce : University Works, Bridge 
Street, Manchester, 


Borra Magneto Repziring Co., Ltd. (146,030).—Private 
company. This company was registered on February 16th, with a capital 
of £1,000 in £1 shares (300 pref. to take over the business carried em by 
D. Borra, at 72, Dean Street, Soho, W.. and to carry on the business of 
electricians, repairers of magnetos, dynamos, and motor accessories, &c. The 
subscribers (each with one share) are: D, Borra, 24, Westmead Road, Sutton, 
Surrey, magneto expert; УУ, H. M, Burgess, 49, Glasshouse Street, W.. mer- 
chant; H. J.a Prockter, The Gables, Lingfield, Surrey, architect; G. H. 
smith & Co. (London), Ltd, 12, Mortimer Street, W, motor accessories 
manufacturers, The first directors (to number not less than two or more 
than seven) are: D. Borra, W. H. M. Burgess, H. J. Prockter, and G. H. 
Smith, Qualification, £1. Remuneration, £52 cach per annum. Solicitors: 
Edmonds & Co., 13, Clifford's Inn, F.C. Secretary: С, G. Larrctte. Rcgis- 
tered office: 72, Dean Street, Soho, W. 


Associated British Machine Tool Makers, Ltd. (145,999). 
= Private сетрапу, This company was registered on February 14th, with a 
capital of £100.000 in £l shares, to carry on the business of machinery and 
engineering. tool manufacturers, mechanical, electrical, and general engineers, 
mokers of sand blast. machinery, air compressors, metal cleaning apparatus, 
oxygen and hydrogen. gas plant, textile and wood working machinery, appli- 
ances used in the manufacture of machine and other guns, motor ears, cycles, 
, and aireraft, &e. The subscribers (each with one share) are: W. B. Lang, 
The Grange, Johnstone, near Glasgow, engineer; G. W. Gregory, 9, Birch 
Lane, Manchester, engineer; S. A, Smith, New Holme, Harboro’ Road, 
Asbton-on-Mersey, manufacturer; G. Thompson, Shepperton, Selly Wick Road, 
Birmingham, manufacturer; М. F. Clark, Bartley Cottage, Northfield, Bir- 
mingham, «engineer; W. G. Shanks, Melfort House, Milliken Park, near 
Glasgow, engineer, S. H. March, Redclyffe, Chorlton-cum-Hardy, engineer; 
Н Butler, Fern. Bank, Halifax, engineer. The first directors (to number not 
less than five or more than. 15) аге: УУ. F. Clark, J. W. S. Asquith, S. H. 
March, A, П. Baldwin, W. B. Lang, A. E. Matthewson, W. G. Shanks, W. 
D. Ford-Smith, E. Williams, and: H. Butler, No person may be a director 
or a member of any committee appointed by the board unless he is a member 
of the company, or is a partner in a shareholder firm, or із a director. or 
official of a company which is a shareholder in this company. Remuneration 
(if any) to be fixed bv the company. Solicitors: W. A. Crump & Son, 17, 
Leadenhall Street, F.C., Registered. office; 84, Victoria Street, S.W. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Perfect Burglar Alarm, Ltd. (112,522) (originally known 
as Lichtenfeld Burglar Alarm Co, Ltd. Renamed January 13th, 1915.) Capi- 
tal, £4,000 in £l shares (1,000. pref.). | Return. dated December 29th, 1916. 
230 pref. and 1,710 ord. shares taken up; £1 per share called up on 1,210 
shares and 15s, per share on 230; £1,380 paid, leaving £2 10s. in arrears; 
£300 considered. as paid on 500 shares, Mortgages and charges: Nil, 


Porous Accumulator Co., Ltd. (57,526).—Capital, £3,000 
in £l shares. Return dated December 30th, 1916. AN shares taken ир; 
£1.007 paid; £1,993 considered as paid. Mortgages and charges: Nil. 


CITY NOTES. 


The reports of the Central London Rail- 

London Electric way, the London Electric Railway, the 

Railway Metropolitan District Railway, the City 
Companies, and South London Railway, and the Lon- 
don General Omnibus Companies for 1916 
have been issued. The aggregate gross receipts of the five 
companies from all sources were £6,038,529. The companies 
retained for revenue liabilities, as per agreement, £5,531,562, 
and the balance of £506,968 was credited to the common fund. 
Of this amount, the Central London Railway takes 90 per 
eent, the London. Electrie Railway 30 per cent. (as against 
.. 26 per cent. for 1915), the Metropolitan District 12 per cent., 
and the City & South London 6 per cent. (as against 9 per 
cent. for 1915). The total number of passengers carried. by 
the companies and the average fare per passenger cannot be 
given, as the District is still under Government control, and 
its figures are not available. 

Central London Railway.—Total net income 2184.499, plus 
£15.686 brought forward; interest, rentals, and other fixed 
charges absorb £41,499; reserve takes £20,000: dividend on 
preference stock £21,600. For the vear the ordinary dividend 
is 34 per cent.. and that on the preferred ordinary 4 per cent., 
nd on the deferred ordinary stock $ per cent., leaving £12,079 


to carry forward. The increased appropriation to reserve 
(£10,000 more than for 1915) 18 due to the uncertain outlook, 
the high price of materials and labour, and the impossibility 
oi securing all the materials required for the compete main- 
tenance of the property during the year. Capital expendi- 
ture during the year, £12,295. The construction of the exten- 
sion railway between Wood Lane and Ealing Broadway is 
making slow progress owing to the war. An administrative 
Staff superannuation fund has been established jointly with 
the other companies. The ccmpany is actively interested in 
the “Safety First" campaign. Sir Albert Н. Stanley having 
been appointed president of the Board of Trade, resigned his 
position. with the company, and Mr. W. C. Burton, a new 
director, becomes managing director. Meeting: To-day. 

London Electric Railway Co.—Total net Income £590,190, 
plus £12,303 brought forward. Interest, rentals, and other 
fixed charges require £276,153; there is put to reserve £35,000; 
dividend on preference stock absorbs £126,947. Dividend on 
the ordinary shares 134 per cent. for the year, carrying for- 
ward £21474. The reserve appropriation іх £15,000 higher 
than last vear, for reasons stated above. Capital expenditure 
during 4916, £39,257. The manufacture of the Joint rolling 
Stock for the through running of trains from the Bakerloo 
section of the railway to Watford having been delaved by the 
War, arrangements have been made with the 1L. & N.-W. Rly. 
whereby the London Electric Railway will, for the present, 
provide the necessary rolling stock and operate the train ser- 
vice. [t is hoped to commence through running at an early 
date. The references above to superannuation, safety first, 
and to the managing directorship all apply to this company 
ax well. Meeting: To-day. 

Metropolitan ‘District Railway Co.—Total net income 
£505,705, plus £13.952 brought forward. Interest, rentals, 
and other fixed charges require £344,999. There ig appro- 
priated to reserve £45,000) (as compared with £35,000 in 
1915); dividends on guaranteed and first preference stock 
absorb. £124,030; 3 per cent. is paid on the second preference 
stock, and £20,683 is to be carried forward. Capital expendi- 
ture during the year, £2,475. The above remarks respecting 
the safety first campaign and the managing directorship both 
apply in the case of this company. Meeting: To-dav. 

City € South London Rly. Co.—Total net income £124,488, 
plus £9,027 brought forward. Interest, rentals, and other 
fixed charges absorb £31,570; there is put to reserve £20,000 
(increase £10,000); preference dividend £42,500. Dividend, 
l$ per cent. on consolidated ordinary stock, carrying forward 
£17,245. Capital expended during 1916, £24,850. The above 
references to superannuation, safety first, and the managing 
p PD also apply to this company. Meeting held on 

uesday. | | 
The gross profit. for 1916 was £3,797, 

Smithfield — against £4,250 for 1915; the net profit was 
Markets Electric £2,467, compared with £2,816. £400 has 
Supply Co., Ltd. again been placed to debenture stock re- 
deinption fund, and £1,250 to deprecia- 

tion "account. The balance remaining, including £1,296 
brought forward, is £2,113. A dividend of 1 per cent, on the 
ordinary shares requires £600, £500 is written off cost of 
change of pressure, and £1,013 is to be carried forward. The 
profits have been adversely affected by the fire at the station 
in October. The service to the markets was interrupted for 
some days pending arrangements for a temporary supply, 
and it was then decided, in order to provide against. similar 
interruption in the future, to retain that supply as a perma- 
nent stand-by, and to alter the pressure of the company’s 
own system to conform thereto. The cost of the change so 
far incurred appears in the accounts (£938, plus amount 
written off), and will he gradually liquidated out of revenue 
spread over a period of three years. The damage caused by 
the fire was fully covered by insurance. For the first nine 
months of 1916 the sale of current increased satisfactorily. 


. lügher costs of production were met to some extent by in- 


creasing the charges; а further rise im prices of the principal 
commodities is expected. The Diesel plant installed in the 
spring has proved entirely satisfactory. 


| For the year 1916, the revenue account 
South Metro: shows a credit balance of £50,610, which 
politan Electric with £6,605 brought forward and £1,102 
Light & Power dividend of 10 per cent. on the holding in 
Co., Ltd. the West Kent Electric Co.. Ltd.. makes 
| £58,116. After deducting £12,589 for in- 
terest on debenture stock, paying 7 per cent. on the first pre- 
ference and 6 per cent. on the second preference ghares, 
£17.600 is put to depreciation, 4 per cent., less income-tax. is 
paid on the ordinary shares, leaving £7,249 to be carried for- 
ward. The comparative figures for two years are : — 


1915. 1916. 
H.P. connected — .... ix: .. 19,389 91 41] 
Number of consumers... os 6.7381 6,985 
Gross revenue gi fos .Q £30,576 £95,883 
Expenditure К zin .. £31,386 £45,373 


Net revenue PS T .. £49,190 £50,510 


The gross revenue shows a further substantial improve- 
ment, but owing to the high price of coal nearly the whole 
of the increase has been absorbed in extra expenditure. The 
new 5,000-Kw. turbo-generator has been put to work, and in 
order to deal with the growth of the business another of 
5.000 kw. has been placed on order. With the sanction of 
the .Treasury, £29,140 4} per cent. first debenture stock and 


———— „. o — 
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5440 6 per cent. cumulative second preference shares Were: 


issued during 1916. The West Kent Electric Co., Ltd., more 
than doubled its gross receipts, and the net revenue increase 
from £3,001 to £5,482. Annual meeting : February 9sth 


During ]916 the connections to the 


Westminster mains increased from 42,355 KW. to 43,969 
. Electric Supply К . Lieut.-Col. | F. Remnant, M.P., 
Corpi., Ltd. has been elected to fill the vacancy caused 
by the retirement of the Rt. Flon. 
Hayes Fisher, M.P. After allowing for depreciation, sinking 


fund and other charges, and preference interest, the total 
dividend for the year on the ordinary shares is 7 per cent., 
carrying forward £9,952. Units sold to consumers, 23,498,812 
(including A.C. supply of 1,930,332, used on works 320,911, 
total 23,819,723). The revenue from sale of current was 
4998, 317, as against £913,416 in 1915. The total revenue Was 
$62,624, against £247,000 in 1915. The expenses on revenue 
account totalled £190,331, against £135,009. Coal, &c., cost 
£21,405, against £ Annual meeting : February oath. 


During 1916 the connections increase 


st. James’ and from 16,305 KW. to 16,031 KW., an 


Pall Mall 11,272,308 units were supplied to con- 
Electric Light summers. The Central Electric Supply Co 
Co., Ltd. has determined to pay no dividend on its 


shares for 1916. The net profits of the 

Чү. James’ Со. were £2) 842, plus £2,152 brought forward. 
After paving 7 per cent. for the year on the preference shares, 
and a total of 8 per cent. on the ordinary for the year, £32,595 
is їо be carried forward. The sale of electricity produced 
£136,448, and the total revenue was £143.072; the expenses 
on revenue account were £115,071, leaving £97,905 to carry 
to net revenue. The deaths of Messrs. Bennett Fitch and 
g T. Dobson are recorded with regret. Units generated by 
purchased 13,817,682, = 14 481,708. 

Units sold. «C.: Private supply 11,972,305, works 263,757, 


batteries. 012, transmission and transformation 3.101.260, 
distribution, ! jebruary 27th. 


is 553,251. Annual meeting : 


National Electric Supply Co., Ltd.—l he annual meeting 
was held аё Preston last week. Mr. JOHN Воотн, the chair- 
man, said that the coinpany had been disappointed in regard 
to the new turbine plant which had been delayed in delivery, 
and this had handicapped them in dealing with a growing 
output under very trying conditions. Notwithstanding day- 
light saving and lighting restrictions, the total output had 
increased by 92.8 per cent., due to the increased demand for 
power purposes, and the total income had increased by £2,250. 

. The sale of current for lighting was £1,310 less than in the 
revious year. Coal cost £2,675 more, wages increased by 
£249, and rates and taxes by £103. The capital account had 
been increased by £7,000, chiefly in payment for the new tur- 


bine «ct. It was proposed to put £4,000 to reserve for depre- 
ciation. The company started the new year with promising 


prospects, for thev had a record load and were mM & better 
position as regards machinery than for many years. | Divi- 
dends at the rate of 4 per cent. on the preference and 3s. 6d. 
on the ordinary shares, making Os. for the latter for the year, 
were declared. 

The War Loan.— hc following applications for War 
J oan were announced after we went to press last week :— 


New money. I'otal. 
£ £ 
Endolithic Manufacturing Co. (12,200) 12.200 
Monte Vidco Telephon: 20. yes (41.500) 50,000 
Staff and Employés, G.E.C. additional (13,500) 40,000 
Fraser & Chalmers’ Employés (5,000) 5,000 
C. A. Vandervell & Co. ih as as s ane 64,800 
British Westin house Е. & M. Co. "uu xd (50,000) 60,000 
National Gas engine Со. d RES se 2s (75.000 900,000 
Falk, Stadelmann & Co., Ltd., and Directors a .. (26,100) 54,000 
Mrs. Salomon Falk (widow of the late Mr. S. Falk, 
and founder of Falk. Stadelmann & Co.) .- . (5,000) 12,200 
Miss Audrey Falk (daughter of the late Mr. 5. Falk 
and Mrs. Falk) UA Aur. cse 7 (250) 1.426 
Mzaw dsleys, Ltd. (Directors and Staff) 58,000 


Tyneside Tramways & Tramroads Co.—For tire half-year 
ended December, the surplus of receipts over expenses Was 
£6,223. plus £700 brought forward. A dividend on the ordi- 
nary shares at the rate of 44 per cent. per annum (less income- 
. snakes with the dividend paid in September 3 per cent. 
for ihe year. ere is put to reserve for renewals, deprecia- 
and other contingencies £1,400, to special reserve £400, 
leaving to be carried forward £665. The trate receipts 10- 


crea aed by £1 ‚705, and for the whole year there 15 an increase 


K a ministi uia Power Co., Ltd.—The gross revenue last 
year Was 365,800 dels. ; operation and maintenance, 48 373 
dols. ; depreciatian and renewal reserve, 99 (ХЮ dols. (in adli- 
tion to 6,000 dols. appropriated on monthly basis during the 
year); net revenue, 040,499. dols. 5 fixed charges. 96,125 dols. ; 
net income, 193.997 dols. The rate of dividend on the stock 
was increased during the Year from 6 per cent. to 7 per cent. 
Surplus earnings of 50.557 dols. have been transferred 10 


general surplus, which now stands at 330.097 dols.— Financiers 


Central Electric Supply Co.. Ltd.—During 1916 the com- 
pany supplied 99 059,660 units to the Westminster. St. James’, 
Chelsea Companies. e deaths are regretted of Mr. 
Bennett Fitch and Mr. 8. T, Dobson. The Rt. Hon. G. W. 
Balfour has been appointed a director. The financial result 
has реп already announcet here. 


: yancashire United Tramways, Ltd.—The report for 1916 
states that the net profit is £33,105. The receipts increase 


£2965, and £59 18 carried to depreciation account. 


£12,979. The increase in expenditure was £8,775, due to the 
additional output of electrical energy and to increased charges 
for materials and labour. The interest and dividends received 
from the operating companies, together with sundry receipts, 
amounted to £ . Alter deducting interest on the prior 
lien debenture stock and expenses, there remains £u024. Out 
of this interest will be paid on the second mortgage debenture 
stock for 1916 at the rate of 1 per cent., Which will absorb 
There 18 
also a balance on the year’s working of the operating com- 
panies, aiter payment of the interest and dividends, of £17580. 
Financial Times. 

Para Electric Railway & Lighting Co., Ltd.—kor the 
year ended. November oth the gross receipts increased. from 
£243,483. in 1915 to £211,601. The operating expenses in- 
creased from £115,300 to £123,402, the net revenue earned in 
ara beng, therefore, £118,255, as compared with £125,114, 
the revenue of the previous year. As the accounts are based 
upon the legal exchange rate of 16d. per milreis, there murt 
be deducted 442,803, being the actual loss incurred on remit- 
tances. After providing for this loss on exchange and Lon- 
don expenses, the balance of operating rovenue 1% £100,679, 
compared with £90,729 of the previous vear. The net revenue 
in milreis during the past year Was the largest yet obtained 
by the company. After paying debenture charges and prefer- 
ence dividend, a dividend of 6 pet cent. on the ordinary shares. 
less inconie-tas, £25,703 15 to be carried forward.—Pinancidl 
J'imes. 5 

Newcastle & District Electric Lighting Co., Ltd.— The 
profit for 1916 was $30, 364, plus £27 S23 brought forward. 
lnterest on debentures and loans absorbs HIS DAS, £2305 18 
put to second 1nortgaze debenture redemption fund, £10,000 
is put to reserve, 24 per cent, per annum, lesa income-tax, 15 
to be paid on the shares, and £20,004 earned forward. The 
profit would have enabled a larger dividend to be paid, but 
coal costs and war conditions render it wise to restrict it to 
91 per cent. The year's capital expenditure was £9,793, A 
further £2 500) of the 6 per cent. second mortgage debentures 
have been redeemed. 

Fife Tramway, Light & Power Co.— The profits for 
the year, after paying loan interest, &c., are £23,771. The 
half-vear's © per cent. dividend on preference shares (24.517) 
was paid. and after paying the balance due on these, setting 
aside £3,259 in paying дъ per cent., less tax, on the ordinary 
shares, and carrying 43,000 to the reserve account, £3164 
will be carried forward. The revenue from shares and 
inanagenmient fee from Dunfermline & District Tramways Co. 
was £15,000, and from the life Electric Power Co.’8 electric 
lighting undertaking $14,671. | 

Electrical Distribution ої Yorkshire, Ltd.—The net profit 
for 1916 was 43,405, against £3,638 for 1915 and кое 
for 1914. The amount brought forward was iUd». 
dividend of 6 per cent. (free of income-tax) on the ordi- 
nary shares absorbs £0 532, £1,000 13 put to reserve, nnt 
£509 15 carried forward subject to directors’ remuneration. 
Having regard to lighting restrictions, increased expenditure, 
and other difficulties. the results are satisfactory. In Febru- 
ary, 1916, 8,164 £1 shares were allotted. Applications have 
been made for electric lighting orders for supply in other dis- 
tricts in the West Riding. 

London Electric Supply Cor oration, , Ltd.—1t is stated 
that the directors have declaret 1 per cent. on preference 
shares for the past half-year, making 4 per cent. for years 
£1, 008 forward. Last year, 3 per cent. on ordinary shares for 
year, £5,000 to contingencies account, £9, Q50 forward. 

Blackpool & Fleetwood T ramroad Co.—Final dividend. of 
Ak per cent. (making 6$ рег cent. for the year) absorbs 
46,750. "There 18 yut to general reserve : 1,000, to deprechy 
tion reserve £5,000, writing down value of investments it 
| £15,105 18 carried forward, subject Lo 


Bournemouth & Poole Electricity Supply Co., Ltd.—5:1^- 
ject to audit, final divideyd on the ordinary shares 7 per cent. 
per annum, less income-tax, for the last half-year, making 
(5 per cent for the year. 

Mersey Railway Co.— The available revenue for 1916 Was 
£21,200, “as against £921,442 for 1915. ‘This 1s being distributed 
as follows :—4_ per cent. on 15606. debenture stock, $ per cent. 
on 1871 ditto, 3 per cent. on 1592/3/5 ditto, 1 per cent. on the 
«BU debenture stock ; earry-forward £21. 

Oxford Electric C0., Ltd.—Dividend at the rate of 25 per 
cent., less income-tax, оп the ordinary shares for the half-year 
ending December ist Jast, being a distribution for the year 
at the rate of 5 per cent. uM 

South London Electric Supply Corporation. Ltd.— Subject 
to final audit, dividend on ordinary shares at the rate of 5 per 
cont. per annum for the vear 1916, placing £7 DOU to дере 
tion. fund, and carrying forward £5,008. 

Lta.— Dividend on the ordinary shares at 
the rate of 174 per cent, Per annum, Less income-ta x, and less 
the interim dividend of 5 per cent. already paid for the ver. 

Vulcan Boiler & General Insurance CO. Ltd.—Vor 1?16. 
the net profit was £62,689. including ФАЗАХ brought. fors ard. 
The dividend and bonus is 29 per cent., less tax. | 

South Staffordshire Tramways Co., Ltd.—T he directors 
recommend à dividend of 4 per cent. on preference shares, 
carrying forward £844. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

THE success of the War Loan has had a marked influence 
upon the Stock Exchange. Before the figures were an- 
nounced, there was a general tendency throughout the mar 
kets which showed that thev were relieved at the closing of 
the subscription lists, and looked. for better business, which, 
of course, means better prices. Mr. Bonar Law's announce- 
ment on: Monday night was regarded as eminently satisfac- 
tory; and a smart improvement in the price of Consols had 
a sympathetic effect all round the House. The liveliest in- 
terest of the moment is centred upon sweepstake tickets, in 
which an active market has sprung up on the basis of 2s. 
premium for the 20s. tickets. 

The only unpleasant spot in the markets with which we 
deal is the passing of the dividend on the ordinary shares by 
the London Electrice Supply Corporation. Not only so, but 
the company has also reduced the dividend on its preference 
from 6 per cent. to 4 per cent. The reason. of course, 1s the 
unforeseen event of last autumn, but this at the time 
was understood, at any rate by a good many people, to 
be of moderate dimensions, and not likely to imperil the 
maintenance of the full dividend on the preference shares. 
The price of the latter has fallen 105. to 33, and that of the 
ordinary shares 5s. to. £1, both of these, however, being 
decidedly nominal—that is to say, sellers find it difficult to 
place shares when they want to realise. 

On the other hand, the West End reports continue good. 
The St. James’ & Pall Mall repeats its previous distribution 
of 8 per cent. for the year, and this time is not obliged to 
cut into the contingency fund as it had to do in 1915. The 
net profit of £23,000 is about £3,000 higher than that of the 
preceding twelvemonth. The Westminster Electric has issued 
its report, showing progress which, considering all the cir- 
cumstances, is decidedly satisfactory. The Central Electric 
Supply Co. passed its dividend, as it did in 1915. Quotations 
are steady, but there is not & great deal of business going on. 
More is doing, however, in the shares of the manufacturing 
companies; and in such issues as British Aluminium a fair 
volume of trade is being transacted. | 

The various Tube reports are now available, but, as usual, 
the form in which they are presented does not enable much 


information to be gathered as to the real earnings of the dif- 
ferent companies. The London General Omnibus Co. is the 
basis upon which the others practically rest; and in this case, 
as we mentioned last week, the dividend was reduced from 
12 per cent. to 8 per cent. for the year. All the five com- 
panies in the pool—i.e., the District, City & South London. 
Central London, London Electric, and London General Onmi- 
bus Companies—report the aggregate traffic earnings at 
£5,279,000, which was swollen by other receipts to just over 
£6,000,000, both marking substantial advances over the earn- 
ings of the corresponding period. It ?s interesting to note 
the sums which the various companies take out of the pool; 
and in comparing them with those of 1915, we get the fol- 
lowing table :— 


1916. 1915. 

£ £ 
London General 162,200 ' 180,500 
London Electric 152,100 117,400 
Central London  ... 101,400 90,300 
Metropolitan District 60,900 54,200 
City & South London 30,400 9,000 


The City & South London increase is mainly due to the 
fact that the company gets 6 per dent. out of the pool now, 
as against 2 per cent. previously, while the London Electric 
Co. draws 30 per cent. instead of 26 per cent., the 8 per cent. 
being taken from the proportion paid to the London Generai 
Omnibus Co., so accounting largely for the reduction in the 
dividend on the latter. The market in the various stocks and 
shares has improved with that for other railway stocks; and 
Underground Electric incomes, after being down to 83, now 
stand at 85, while the £10 shares moved up 5s. to 1$. Steam- 
electric stocks are also harder. It cannot be said that there 
has been much increase of business to fortify this week's 
improvements. 

The Treasury has now published its list of securities of 
which it demands delivery in accordance with а recent order 
under the Defence of the Realm Act. Amongst these securi- 
ties figure the 44 per cent. bonds of the New York Telephone 
Co. The remainder of the list is principally made up of 
bonds of various American railways, and the only surprise 
felt with the list is that it should be necessary for the Trea- 
sury to take steps which would not have been called for had 
the bondholders supported the previous Scheme B put for- 
ward by the Treasury with a view to assisting the exchange 
problems. : 

'Telegraph and cable stocks are better on the whole, in com- 
pany Sisi other industrial securities. The Eastern group is 
harder, and in various other parts of the market the recent 


wenkness brought about by realisation of their stocks by 
holders who wanted to utilise their inoney in the War Loan, 
has given way to a more robust tone ав the bargain-hunters 
came to pick up what was cheap. "he principal excitement, 
however, has shifted again to Marconi shares, the price 
rising to £3 under the stimulus of buying produced by fur- 
ther vague optimisms as to the profits which the company 
i» now earning and the amount wnich the Government may 
he expected to hand over in payment for services since the 
outbreak. oof war. ‘The shares of the subsidiaries are also 
better, Americans improving to 168. 9d., and Canadians to 
Bs. Ud. 

British Aluminiums are a lively spot, with an advance of 
Ts. on the week to 93s. Dividend anticipations are respon- 
sible for the buying. The shares on the outbreak of war 
stood at their par value of £1. Edison Swan have also come 
into demand as a result of the mecting at which the scheme 
for reorganisation of the capital was approved; the shares 
rose to 10s., and the other issues are also better. | 

Babcock & Wileox, in the engineering group, have gained 
half-a-crown; and the fresh attention paid to chemical shares 
has brought about a rise of 3s. 9d. in Castner-Kellners. There 
is a noticeable increase of interest paid by the public to 
industrial shares of all kinds, and the rubber market has 
fully participated, business improving and prices rising 10 
steady fashion day by day. "Vickers and Armstrongs are also 
harder; while the high-priced shares of the industrial groups 
are becoming difficult to obtain. Henley's, however, are dull 
on the offer of a mere handful of shares. A fall of 58. 
occurred in General Electric preference. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Нома Exsornicrry Companies, 


Dividend Price 
IW Feb. 8), Rise or fall Yield 
1014. 1915, 1917. this week, — p.c. 


Brompton Ordinary .. .. 10 10 — 4111 0 
Charing Cross Ordinary SQ. D 6 of — 783 
Chelsea ee ee ee ee 5 4 8 — 6 18 4 
City of London .. sa Е 9 8 il — 96 5 
do. до. 6 percent. Pref. 6 6 93 — 6 8t 
County of London vs e mw 1 10 — 100 
do. 6 per cent. Pref. 6 0 "i — 6 6 4 
Kensington Ordinary .. . 9 1 6 — 6 10 8 
London Electrio .. a^i vs 4 8 1 — } Nil 
do. do. 6 per cent. Pref. 6 0 — 568 
Metropolitan eo ee ee a 8 3 — 6 18 4 
do. 43 per cent. Pref. a — 740 
Bt. James’ and Pall Mall . 10 8 6 — 618 4 
South London  .. e SQ b 6 91 — 619 0 
South Metropolitan Pref. ee | 1 ЫР — 817158 
Westminster Ordinary .. 4. 9 1 == 0465 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref. `.. .. 6 6 94 — à 6 7 8 
is do. er, oe eo 80/- 83/6 92 a, 6 16 4 
Chile Telephone oe ee ee 8 8 tia == ve 6 15 8 
Cuba Sub. Ord. ee ee ee 6 6 B4 — 0 B 6 
Eastern Extension " iw 1 8 182 — 516 4 
Eastern Tel. Ord. vs cx 1 8 187 +2 *6 16 10 
Globe Tel. and T. Ord. .. 6 1 И — i «b 19 3 
do. Pref. ee 6 6 i — 6 3 1 
Indo-European .. ee . 18 18 464 — 619 9 
Marconi  .. “i T -- 10 10 8 +3 8 6 8 
Oriental Telephone Ord. . 10 10 2, + A 4 18 10 
United R. Plate Tel. ee oe 8 i 8 п — eg 6 6 
West India and Рап, .. vs 1 ва. 1 — 940 
Western Telegraph ws s 1 8 181 — 616 4 
| Home Вала, 
Central London, Ord. Assented 4 4 634 а=» 6 8 0 
Metropolitan Vx z ке 1 1 94 +1 48 4 
ао District  .. Nil Nil 16 — Nil 
Unde und Electric Ordinary Nil Nil li + } Nil 
0. do, "A" .. Ni Ni 6/6 4-64, Nil 
do. do. Income 0 6 41 *6511 8 
FonEIGW Trams, &0. 
Adelaide Sup. 6 per cent. Pref, 6 6 4H — 6 16 
Anglo-Arg. Trams, First Pref. Н, B 213 = М 971741 
do. та Pref. ee 9 ты. — 
Brazil Tractions .. m ays 4 4 4 +1 8 5 0 
Bombay Electric Pref. .. - 6 6 10 — e 0 0 
British Columbia Elec, Rly. Pfce. 5 б 61 — 8.410 
do. do. Preferred — Nil 43 — Nil 
do. do, Deferred — Nil 874 — Nil 
Mexico Trams 5 per cent. Bonds — N 95 — Nil 
do. 6 percent, Bonds — Nil 22 — Nil 
Mexican Light Common $4 Nil Nil 74 : — Nil 
do, Pref, ee ee Nil Nil 14 — Nil 
MANUFACTURING COMPANIBS. š 
Babcock & Wilcor s , M 16 92 +3 6 91 
British Alaminium Ord. as 5 1 28/- +1- 572 
British Westinghouse Pref, .. 73 + A 611 8 
Callenders oe oe ee ee 15 90 ` 13 — 8 4 0 
do. 5 Pref. ee ГҮ 6 6 4 == 8 5 0 
Castner-Kellner .. S. SQ. 20 99 8a + ДА 610 8 
Edison & Swan, ра - Ni — + $5. Nil 
do. do. fully paid ., Nil — 1 == Nil 
do. do. 4 percent. Deb. 4 4 61 -— 610 1 
Electric Construction .. — .. 6 7% 1 — 710 0 
Gen. Elec. Pret. ee ee өө 6 6 =: 1 6 9 9 
do. Ord. ee ee ae 10 10 18 == 1 6 6 
Henley ee ee ee eo 20 96 1 => i 8 4 0 
do. 4 Pref. ee ee ee 44 44 4 -— 6 14 0 
India-Rubber .. .. « 10 10 11$ — À *810 9 
Telegraph Con. .. .. .. 39 39 87 -1 *$ 15 8 


* Dividends paid free of income-taz, 
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FREQUENCY CHANGERS. 


By R. TOWNEND, A.M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


FREQUENCY changers may be divided broadly into three 
classes :— 

1. Where the electrical energy is converted electro-mag- 
netically from one frequency to the other (by transformer. 
action). 

2. Where part of the energy is converted electro-magnetic- 
ally and the remainder converted into mechanical energy, and 
then, in some cases, back again into electrical energy. 

3. Where the energy is converted into mechanical energy, 
and then again into electrical energy. 

The first of these types has been described in a paper read 
before the Institution, but, as the only ratio of frequency 
conversion obtainable 1s 1 to 3 (or multiples of this value) its 
scope is limited. | 

The second type usually takes the form of an induction 
motor mechanically coupled to some form of driving motor. If 
an electromotive force having a certain frequency is applied 
to the stator terminals of a slip-ring induction motor, the 
rotor of which is fixed so that it cannot rotate, the motor 
operates as a transformer, the slip-ring voltage being deter. 
mined by the ratio of the number of turns in the stator and 
rotor windings, and its frequency being the same as that 
of the stator supply. If the rotor is allowed to rotate, its 
-eed being held constant at any desired value, either by a 

ction brake or by coupling it to a generator, the rotor 

нм is reduced. _ | 

If the rotor is rotated by means of a driving motor in the 
. pposite direction to that in which it normally tends to rotate, 
he rotor frequency is increased. 

If the rotor were allowed to rotate at half synchronous 
speed in its normal direction, and neglecting the losses in 
the machine, of the power supplied to the stator 50 per, 
cent. would be given out of the rotor at half the stator fre- 
quency, and 50 per cent. would be given out mechanically 
to the direct-coupled machine whi now operates as % 
generator. 

With this arrangement it is therefore possible, by using à 
variable-speed driving motor, to obtain any frequency from 
zero to a value limited by the maximum safe running speed 
of the induction motor. 

Its bad inherent voltage regulation has prevented this type 
of machine from being used commercially to any extent, 
but it is certainly a very useful form of frequency changer 


for experimental or testing purposes where high-frequency . 


power is occasionally required, and the question of voltage 
ноп 18 of little importance. | 

e third type of frequency changer consists of ап alter- 
nating-current motor iving а synchronous alternating- 
current generator. The motor may be either of the induction 
or of the synchronous type, the former giving what we will 
call the induction frequency changer, and the latter the 
synchronous frequency changer. The generator d be of 
the induction type, but this is very seldom adop | owing 
to the well-known disadvantages of generators of this type. 

As the motor and generator are not electrically connected 
together, each machine can be designed for any desired volt- 
age and number of phases, so effecting a change in both 
voltage and number of pee in addition to the change in 
frequency, if this should be required. It is thus possible to 
obtain single-phase power at a low frequency for traction 
work from a polyphase high-frequency supply without un- 
balancing the latter. Also by controlling the generator volt- 
age by means of an automatic regulator, its pressure can be 
maintained constant independent of variations in either the 
voltage or frequency of the supply. | 

The number of poles on the motor and the generator must 
` have the same ratio as the motor and generator frequencies 
(neglecting the slip in the case of the induction frequency 
changer), and this, of course, determines the maximum speed 
for which the set can be designed. Thus a set converting 
from 95 to 50 periods may have a 2-pole motor and a 4-pole 
generator, giving an gperating speed of 1,500 R.P.M., whereas 
a set converting from 95 to 60 periods ‘has a maximum speed 
of 300 &.P.M., corresponding to a 10-pole motor and a 24-pole 
generator. , however, it is permissible to lower the 25- 
period supply to 244 periods, and raise the 60-period supply 
to 613 periods, a speed of 735 R.P.M. could be adopted corres- 
ponding to a 4-pole motor and a 10-pole generator. | 

In the case of the induction frequency chanver, the ratio 
of the two frequencies varies to a small extent with the load, 
due to the varying slip of the induction motor, and with the 
number of poles just mentioned an exact conversion ratio of 
95 to 60 periods would be obtained at a load corresponding 
to a motor slip of 4 per cent. 

The question whether to adopt induction ЫЫ ЕЛ 
motors depends upon the conditions governing case. If 
it is essential that the ratios of the frequencies should be 
constant at all loads, that the power factor of the motor 
should be under the control of the operator, or that the set 
should be perfectly reversible (by perfectly reversible is 
meant that the motor will operate aa a generator without 


requiring synchronous machines in parallel with it), it is 
necessary to adopt synchronous frequency changers. Where 
these requirements do not apply, the induction set has advan- 
tages, particularly from the point of view of the operator, as 
the paralleling of, and load distribution between, induction 
frequency changers are usually simpler than is the case with 
synchronous sets. 

Where two stations have to be coupled by means of fre- 
quency changers, it may be preferable under certain condi- 
tions to use induction sets, as they form a connecting link 
having the nature of a slipping clutch, whereas synchronous 
sets have the characteristic of & rigid coupling. 

INDUCTION FREQUENCY CHANGERS. 


. Starting is effected іп the manner ordinarily adopted for 
induction motors; if of the squirrel-cage type, a low voltage 
Is switched on to the stator terminals, and when full speed is 
reached, the starting switch 1s thrown over to the full-voltage 
position; with this arrangement the starting current in th- 
line will be approximately 100 to 150 per cent. of normal 
full-load current. In the case of the slip-ring motor, normal 
voltage is applied to the stator terminals, and the resistance 
connected across the rotor slip-rings is gradually cut out as 
the motor speeds up. With this type of motor, the starting 
current will be approximately 30 to 50 per cent. of normal 
full-load current. 

Where induction frequency changers have to operate in 
parallel, the slip-ring type of motor is preferable, as it enable; 
the generator to be synchronised more easily. 

Considering the case where a frequency changer running on 
no load has to be paralleled with a similar set carrying fuil 
load, owing to the slip of the induction motor varying directly 
with the load, the incoming set will be running at a higher 
speed than the loaded set, and in order that the generators 
may be safely paralleled it becomes necessary to increase the 
no-load slip of the incoming set to & value approximately the 
same as that of the loaded set. If the fully-loaded machine 
has a slip of 3 per cent., the incoming machine will have a 
slip approximately 0.2 per cent. (assuming the resistance of 
the rotor circuits to be the same in each case), and if the 
generators have a frequency of 50, a synchroscope connected 
to the two generators will inake а complete revolution in 0.71 
gec., under which condition safe paralleling is an impossi- 
bility. It is, therefore, necessary to increase the slip of the 
incoming machine before the paralleling can be effected. 

This increased slip may be obtained either by artificially 
loading the incoming set, or by increasing the resistance of 
the rotor circuits of the motor. If the motor is of the squirrel- 
cage type, its rotor resistance is fixed, and it is therefore 
necessary to adopt the first method in order to obtain the 
desired alip. 

In the саве of the slip-ring motor, the second method can 
be adopted, and is obviously more desirable than having 
artificially to load the machine. It should be noted, however 
that as the motor is running on practically no load, the 
resistance required in the rotor circuit 1s considerably higher 
than is usually supplied for starting the set. 

An alternative method which is frequently adopted when 
paralleling induction frequency changers is to allow the in- 
coming machine to run up to full speed, and when the gene. 
rator is giving its correct voltage, power is cut-off from the 
motor, and the generators paralleled at the instant the fre- 
quency of the incoming generator falls to that of the loaded 
machine. 

When two or more sets are operating in parallel, the load 
taken by each will depend upon the full-load slip of ths 
different motors, and if a distribution proportional to their 
relative capacities is desired, each motor must have the same 
percentage slip at full load. 

With slip-ring motors this can be obtained by means of the 
external resistance in the rotor circuit, but as this precludes 
the use of brush-lifting and short-circuiting gear, it 1s desir- 
able that the motors should be designed to have the correct 
slip with the slip-rings short-circuited. 

With slip-ring motors. the load can be distributed as 
desired between the different sets, but with squirrel-cace 
motors this cannot be achieved, as each set must carry a 
definite proportion of the total load, dependent upon ite slip 
at full load. | 

The indnction frequency changer can transmit power in 
the reverse direction, i.e., with the induction machine run- 
ning as в generator, provided there are synchronous machines 
running in parallel wit# it. having a capacity large enougn 
to supply not only the wattless current required to magnetise 
the induction machine, but also the wattless component of 
the total load on both the induction and synchronous 
machines. 

When operating as a generator, the induction machine 
must run above the synchronous speed, and as in the case 
when motoring, the slip varies with the load, equal slips 
above and below the synchronous speed corresponding to 
equal outputs as generator and motor respectively. 

In order to obtain the advantages of the induction fre. 
quency changer, and at the same time to obtain perfect 
reversibility, two induction sets may be used; one set having 
& low-frequency induction machine coupled to a high-fre- 
quency synchronous machine, and the other a high-frequency 
induction machine coupled to & low-frequency synchronous 
machine. pair of frequency changers of this type 
has been installed in South Wales to link up two stations 
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generating at frequencies of 40 and 50 periods. The stations 
were of a capacity sufliciently large to make the adoption of 
synchronous sets undesirable, but it was necessary that the 
frequency changers should be able to operate in the case of 
either station being unable to supply power. One set con- 
sists of a 10-pole synchronous machine coupled to an 8-pole 
induction machine, and the other set of a 10-pole induction 
machine coupled to an 8-pole synchronous machine. The 
combined output of the two sets is 1,000 xw., the E.V.A. 
output being limited by the K.v.a. capacity of the synchronous 
machines, owing to the synchronous generator having to 
supply the magnetising current of the induction generator in 
parallel with it, and also the wattless component of the com- 
bined output of the two machines. 

The induction machines were adjusted by means of rotor 
resistances to have the same slip at equal loads, and the two 
sets then worked perfectly well in parallel, automatically 
supplying load to either system as occasion demanded. 


SYNCHRONOUS FREQUENCY CHANGERS. 


If a synchronous generator is running on no load, its gene- 
rated E.M.F. is in phase with the terminal E.M.F., but when 
loaded, these two electromotive forces may no longer be in 


4 
с в 
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Fre. 1. Fig. 9. 


phase, due to the resistance and inductive drop in the wind- 
ings. This displacement is shown vectorially in fig. 1 for a 
load having & power factor of 100 per cent :— 


O Ais the terminal E.M.F., and as the load has a power factor 
of 100 per cent., the current is also in phase with © A. 

A B i8 the resistance drop in the windings (in phase with the 
current). 


BC is the inductive E.M.F. (leading 90° with respect to {ће · 


current). 
oc then gives the phase direction of the generated E.M.F.. 
leading with respect to O A by the angle a. 

Fig. 2 shows a similar diagram for a load having a power factor 
ef 80 per cent. lagging. 

Similarly in the case of a loaded synchronous motor, the back 
E.M.F. will lag with respect to the terminal E.M.F. by an angle 
which we will call 8. We see, therefore, that when the frequency 
ehanger is loaded, its generator terminal E.M.F. will lag behind its 
no-load position by an angle of а + (В — В.) f G|[f M, where f is 
the no-load value of B, and fae and fu are the respective frequencies 
ef the generator and motor. | 

In figs. 1 and 2 the value of A B is small compared with o A, and 
has therefore very little influence on the angle a. BC is approxi- 
mately proportional to the armature current, and therefore where a 
is small it is approximately proportional to the output of the 
machine, if the voltage remains constant. 

In the case of a frequency changer converting from 25 to 50 
periods, assuming that at full load a = 20° and 8 = 25°, 
if one set is operating at full load and a similar set has 
to be paralleled with it, the terminal E.M.F. of the incoming 
machine will be 65 deg. ahead of that of the loaded machine 
when the generators should be synchronised, and when this 
is done the sets will divide the load equally. 

If the 50-period machines are synchronised before the 25- 
period machines, the latter will be 34 deg. out of phase when 
they should be synchronised. 

The paralleling of machines when out of phase causes a 
heavy momentary rush of current and severe mechanical 
stresses in the stator windings and other parts of the machines, 
the value of these stresses increasing with the amount by 
which the voltages are out of phase. Hf two similar machines 
are paralleled with their voltages 180 deg. out of phase, the 
rush of current and mechanical shock will be the same as if 
each machine had been short-circuited across its terminals. 

It 18, of course, desirable to keep these stresses as low as 
Possible, and it is therefore an advantage to synchronise the 

igh-frequency machines before those of the lower frequency. 
. A still more satisfactory arrangement is to build the frequency 

changers with either the motor or the generator stators 
rotatable through a small angle, either by means of a hand- 
wheel (similar to the brush-rocking gear of a continuous- 
current generator), or by a small motor suitably geared to the 
stator. The stator of the incoming machine can then be 
rocked round until the generator voltages are in phase, and 
then rocked in the opposite direction until the set takes ths 
desired load. ! 

If two exactly similar frequency changers are operating in 


parallel, the tota! load will be divided equally between them, 
and any change in the excitation of one generator will only 
alter the power factor at which each generator is operating, 
the kilowatt output of each machine remaining practically 
the same as before. 

In order to make one generator take more load than the 
other, it is necessary to make the generated E.M.F. of the 
former lead with respect to the E.M.F. of the latter, and this 
is accomplished by turning the stator of the former generator 
through a small angle in & direction against the rotation, by 
means of the rocking gear already referred to. A division of 
the load proportional to the normal output of the different 
sets generally gives the highest overall efficiency. 

When designing frequency changers which have to operate 
in parallel, care should be taken that all the sets have as 
nearly as possible the same phase displacement between the 
motor and generator terminal electromotive forces at full load, 
otherwise the load distribution between the different sets will 
vary with different total loads. 

It is aleo necessary that frequency changers which have to 
operate in parallel should be во built that when the motor 
voltages are in phase the generator voltages are also in phase. 
This is easily achieved if either the motor or the generator 
stator be made rotatable If fixed stators are adopted the seta 
can be made exact mechanical duplicates, but to do this in- 
volves considerable difficulties. It is therefore advisable to 
make the sets approximately similar and to provide some 
means for final adjustment. 

In order to ascertain if the generator voltages of two fre- 
quency changers are, in phase when the motor voltages are 
in phase, а simple method is to run the motors in parallel, 
and connect terminal a of one generator to the corresponding 
terminal A, of the other generator. Both generators are then 
excited to give exactly equal voltages, and the voltage 
measured between terminals B and B,, or c and c,, will indicate 
the amount by which the generators are out of phase. Thes 
voltages can be plotted graphically to obtain the angle through 
which one generator stator should be rotated to bring the 
voltage exactly into phase. i 

An alternative method is to run the two sets with both 
һе motors and generators in parallel, an ammeter being con 
nected in one phase of the generators. Both generators are 
then excited with approximately normal field current, the 
excitation of one being then adjusted so that the alternating 
current flowing between the two generators is & minimum. If 
qx generated voltages are exactly in phase, this minimum will 

e zero. 

The starting of synchronous frequency changers can be 
effected either by means of a mechanically-coupled starting 
motor or by making the synchronous motor (or if desired the 
generator) self-starting and self-synchronising. 

If a separate starting motor is adopted it is usually of the 
induction type, and may have either a squirrel-cage or a slip- 
ring rotor, the latter being desirable for large units owing to 
the smaller momentary starting current required. The start. 
ing motor is usually built with one pair of poles less than 
the synchronous motor, and the rotor resistance is adjusted 
so that the set runs slightly above synchronous speed when 
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Fic. 4. 


the synchronous motor is excited to give normal voltage; the 
speed is finally adjusted to the correct value by exciting the 
generator. . | . 

If the separate starting motor be dispensed with, and the 
synchronous motor be made self-starting, the starting current 
will be increased, but as the machine is self-synchronising this 
operation is considerably simplified. During the starting 
period the synchronous motor operates as an induction motor, 
the field system being usually fitted with a number of copper 
or brass bars embedded in the pole faces, the bars being ehort- 
circuited at each end by metal rings, forming a complete 
squirrel cage. If solid steel poles are used, this squirrel cage 
may be dispensed with, the currente induced in the pole faces 
giving sufficient torque to run the machine up to speed. 

Starting is effected by means of an auto-transformer, a 
voltage of 30 to 50 per cent. of the normal being usually 
sufficient to give satisfactory starting; the initial line current 
at starting is about 75 to 150 per cent. of full-load current. 
The slip-rings of the motor should be short-circuited througa 
a resistance during the starting period, in order to prevent 
a high voltage being induced in the field coils. When full 
d is reached, the field is excited and the machine pulls 
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into йер, the starting switch being then thrown over to th: previously explained. This can be taken care of by fitting the 


full-voltage position. | вупсһговсоре with a zero mark, which can be moved over : 
When the motors of two identical synchronous frequency scale graduated in kilowatts output of the running machine. 
changers are running 10 parallel, the generator voltages wil Before synchronising the incoming machine, the zero mark 
not necessarily be in gynchronism, even assuming both sets is moved to the mark on the scale corresponding to the output 
io be running light. | | of the loaded machine, and when the pointer 18 opposite the 

We will consider the case of two identical frequency zero mark the incoming machine is in the correct phase for 


changers A and B converting from 50 to 25 periods, the paralleling. 


motors having 8 poles and the generators 4 poles. 18 In the case of a frequency changer, where neither machioe 
running OD DO load, and 1t 15 required to connect B in parallel has a rotatable stator, if it 18 impossible to synchronise the 
with A on both the 60-period and 95-period ends. generator correctly, due to faulty machining, &c., the amount 
Fig. 3 shows diagrammatically the positions of the poles on by which the voltages are out of phase may be reduced by 
the motor and generator? the radial lines inside the circle changing the connections between the. stator terminals and 
representing the centres of the motor poles and the radial the bus-bars. 
lines outside the circle representing the centres of the gen?- Considering the case of a 10-pole three-phase motor driving 
rator poles. a 24-pole three-phase generator, with the maximum possible 
When the two motors are in synchronism, the N pole 1 error in machining or winding, it 18 possible to obtain 8n 
of motor B can occupy four positions with respect to the out-of-phase angle between the generator and bus-bar vo't- 


N pole 1 of motor A, viz., positions 1, 3, 5, and 7, but in ages which will not be greater than 6 deg. 
only bwo of these positions, 1 and 5, will a N pole of generator COMPARISON BETWEEN INDUCTION AND SYNCHRONOUS Sets. 


B occupy the same relative position 88 a N pole of generator | | | | 
A. That is to вау, with the motor pole 1 in positions 1 and 5, From the point of view of cost, efficiency, overload capacity, 


the generator voltages will be in phase, but with positions reliability, maintenance, and floor space, oth types are prac: 
«3 and 7 the generator voltages will be 180 deg. out of phase. tically on an equality (assuming the same synchronous spee 
[t is therefore seen that with the ratio of frequency conver- with each type). The type to be adopted must, therefore, be 
sion under consideration (2:1) the probability of obtaining determined by the other characteristics of the. machines. 
synchronism between the generators when the motors are in The difficulty and troubles experienced in connection with the 


hase 18 operation of synchronous frequency changers are not as rea 


to 2. | 
If it is found that the generator voltages are 180 deg. out in practice ав one would at first expect. ]f either the motors 
| or the generators are fitted with iotatable stators, the syn- 


chronising and load distribution is as simple, or even simpler. 


of phase when the motors are in synchronism, this can be 
corrected by reversing the excitation of one generator. 


ihe excitation of one motor be reversed, 1t will be impossible 
to synchronise the generators, a8 their voltages will be 90 deg. h 


or 410 deg. out of phase. depends to & great extent on the ratio of frequency conversion. 
Tf the -period machines are synchronised first, it will be In any case, the operation of slipping poles А ЕТЫ 
j j wil quickly 


geen that the 50-period machine voltages must be in phase the motor excitation 18 easily carried out, an 
i bring the generators into the correct phase relation fcr 


every time. | | 

If we consider the case of some other ratio of frequency paralleling. ec | ‚ 

transformation, say, 95 to 60 periods, the probability of obtain- Taking all the points into consideration, the advantages of 
1 correct syncbronism of both motors and generators is the synchronous frequency changer are sufficient to justify its 
considerably reduced. With this case the minimum numbers adoption 1n the majority of cases. 

of poles on the motor and generator are 10 and 24, and fig. 4 ——— 

ahows the relative position of the centre lines of the poles of Mr. PARTRIDGE, in opening the discussion, eaid the subject 
the two machines. When, the motors ате in phase, pole was of great importance in connection with the linking-uP 


of motor B can occupy positions 1, 9, 5, 7, or 9 with respect, he author had not referred to phase 
pole 1 of motor A, but only in the case of position 1 wi proposals. He was sorry the ор 
the generator voltages be 1n phase. We thus obtain one lating transformers instead of rotating the stators. All his 
аас in five of obtaining correct synchronism of the gene- company’s motor-generators were now савоб а through 
ч А water resistances, and he thought it wo angerous te 
If the 60-period machines be paralleled first, the chance of gwitch-in as suggested by ibe author. It was not easy to 
obtaining correct synchronism 18 1 in 19, which may be m- move & large stator, but it might be possible to use some 
to 1 in 6 if the 25-period machines are fitted with э form of magnetic clutch between the two sets. He could not 
field-reversing switch. os tell whether the author really advocated induction or 8YD- 
Tt will be found tha? the chance of obtaining correct syn- ^ chronous frequency changers; personally, he thought the in- 


chronism is always greater if the low-frequency machines duction type wouid be simpler to work, and it was a most 
are synchronised before the high-frequency machines, but, important feature. There was less danger 'of, the induction 
as already pointed out, when в get bas to be paralleled with (фуре falling out of steP, and it was mechanically stronger. 
one already on load it is an advantage to synchronise the For the last six years he had been using в 1,500-KW. machine, 
high-frequency machines first, 1n order to reduce the running at 365 RP.M., consisting of a three-phase induction 
angle by which the loaded and unloaded machines are out motor with 8 poles coupled to а single-phase 98.pole syn- 
of phase, 5> reducing the rush of current at the moment of ^ chronous motor; damper windings were provided, and the 
switching 1n. | ; overall efficiency was g6 per cent.; the machine had been 
In order to obtain correct synchroniém of both motors and satisfactory, and fulfilled all its guarantees. Either side was 
generators, Опе of two methods may be adopted :— А used to generate current, and it was synchronised by run- 
. (1), Where the motors and generators аге synchronised ^ ning up on the induction motor; normally it supplied single- 
simultaneously. | ‘ phase current; a voltage Ie ulator was tted, and kept al 
(2) Where the ` motors and generators are synchronised the single-phase voltage steady 


parasey. . . Mr. J. 5. HIGHFIELD gal it was surprising that frequency 
(1), This method is usually only possible when 3 separate had never been standardised ; in quite a small area he knew 
starting motor 15 used, because 8 self-starting synchronous of half a dozen different frequencies. The problem was not 


motor will usually pull into step without field excitation, and imple, for, ав 9 rule, it was desirable that the link be- 
therefore there is no control over the instant at which it will ` Den е от» легќакіпив should allow reciprocal supplies to 
pull info plaga apr be given, so that 8. station could be shut down if desired. He 


The most satisfactory arrangement is to have 8 synchro- porary e 

scope fitted with two pointers, опе controlled by the high- very important one, and doubted whether the induction 
frequency and the other by the low-frequency machine. Ав machine would be satisfactory, 88 probably two synchronous 
the machines approach synchronism, the two pointers will гей. : i 
rotate a$ different speeds propersiting th me andthe motor be possible to work a number of frequency changers at dif- 


of the incoming machines controlling them, and the motors rent stations, all tied together, and the probable solution 
should be paralleled when the two pointers simultaneously Isto do away with the ead frequencies. 4 
indicate 8yn ronism. The AUTHOR, in his reply, referre the design of phase 
(2) The motor 18 first paralleled and the synchroscope соч changers, pointing out that some rotating machine was essen - 
nected to the generator ; the pointer of the synchroscope . 11, tial in the apparatus. Stators which could be rotated were 
of course, Teman stationary at в position on tne dial indi- quite satisfactory in frequency changers, and in some cases 
cating the phase difference between the bus-bar and the gene: а" паі motor was installed to turn them. He believed that 
rator voltages. The motor excitation 18 then reversed, 60 а machine had been built in which the stator was arrange 
causing the motor to “mip a pole, when the synchroscope to rotate continuously in case the load exceeded the safe 
inter immediately takes up a new position. This operation limit. He thought there was no need for an electromagnetic 
of reverting the molor feld current 18 Te ted until the coupling. The frequency er must be big enoug 
synchroecope indicates synchronism, when the generator сап take care of rapid variations of load without losing step. | 
be switched on to the bus- solution of all difficulties in paralleling was to use & rotatable 


bars. 
motor is of the self-starting, type, it is advisable to P be difficult ee to deci leling how big а о 
perform this operation of pole-shipping when the motor :8 up oui à ji ing g 


ing at the recu starting voltage, 88 this causes & 

smaller kick in the line current, and less shock to the moto”. E 

It is important to note ar ba synchronisi d the gene <r 

j j esc , the position en п . : TENOR 
rators in, е D pointer ci vary with the output o the Prices Advanced.— Owing to the continually increasing 


pe po 
3 machine, due to the an lar dis lacement (due to the cost of raw materials. the HERBERT Евоор Co. LTD., of Chapel- 
tacy = Ze d bus-bar voltages as en-le-Frith, has advanced the prices of Ferodo fabrics 15 per cent. 
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IMPROVED -METHODS OF POWER 
MEASUREMENT. 


[COMMUNICATED. ] 


oth lighting and power ; 
remote districts; and the consumer who may 
| 1 is demand considerably for a 
schemes already described 


d isa meter permitting the supply of power 
up to à certain predetermined amount without registration, 
and for demands or peaks above this amount registration of 
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Fic. 8.—DiIFFERENTIAL METER—LOAD Curve. 


the excess units. Fig. 8 shows a simple load curve. 
horizontal line Ав shows the maximum rate at which energy 
may be consumed, and which in this case is 1,000 watts. 
Whilst the demand does not exceed this line, registration 
must not occur, whilst when '' peaks'' such as x yz occur, 
the units, as shown by the shaded area, must be recorded 


Fig. 9.—DIAGRAM OF WESTINGHOUSE DIFFERENTIAL METER 
GEAR, AS APPLIED TO INDUCTION WATT-HOUR METER. 


by the meter. With such an instrument it is at once seen 
that : 


l. Supply is unrestricted. 

2. Peak periods are penalised, and therefore discouraged, a 
heavy charge being made for units registered 

3. A fixed revenue per month, quarter, &c., as the case 
шау be, is assured, and the excess units need only be read 
and charged, say, twice a year, making this scheme particu- 
larly suitable for remote consumers. 

As the name “differential ” implies, the registration is 
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the difference 
that demanded 
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between the maximum allowable load anà 
in excess. 


Several ingenious devices have been evolved, usually costly 
in construction, and not entirely satisfactory in principle; 
these are known under various names, such as: Differential 


meter ; 


subtraction meter: excess meter; peak meter, &c. 


Obviously, a retarding torque must be applied to the meter 


movement equal to the torque developed 
maximum allowable load without registration. 
attained 

1. Shaded Pole Magnet.—A 


with a 


disk so as to oppose rotation 


ratchet 
torque 

magnet 
that th 


as the square of the voltage, and : | 
sible with only a 5 per cent. variation 
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periodical visits necessary in the 


ments. 


Fic. 10. 


the fre 
The 


, rotation does not occur. 


а 
i 
Pe 


by the meter at the 


This has been 

of ways, as follows :— 
small electromagnet provided 
from the voltage, acts on th» | 
in the normal direction. 4 
and pawl prevent backward rotation, and until th: 
of the meter can overcome that of the shaded-pol> 
This suffers from the defect 
shaded-pole magnet varies 
a 10 per cent. error is pos- 
of voltage. 

Demagnetisation of Driving  Fluzás.—A 
small transformer is connected with the primarv 
winding across the voltage. The secondary wind- 
ing is of low voltage and greater current, and 
this current is passed through an additional coil 
on the ordinary series winding, so arranged as 
to oppose the magnetising effort of the series coil 
in the ineter. When the load is sufficiently great 
the ordinary series Winding overcomes the de 
magnetising winding, and the meter begins t: 
register. Assuming the voltage to be constan:, 
the demagnetising effect is constant, and by suit. 
ably arranging the number of turns, can be mad- 
such as to permit of a certain load before regis- 
tration occurs. However, as the voltage is never 
constant, and as ihe variation may be as great 
as 5 per cent., the error introduced wil be in 
proportion to the variation of voltage. This 
principle is applied in various ways, but is 
always subject to the above defect. 

З. Differential Gears. —Two dials are utilised, 
one being engaged with the meter and the other 
with a constant-speed device, operated from either 
a mechanical hand-wound clock mechanism or 
a small Ferraris motor, the latter avoiding the 
case of hand-wound instru- 


in а variety 


shaded pole and excited 


e retarding torque of the 


—DIFFERENTIAL GEAR APPLIED TO Warr-HoUR METER. 


re this constant speed, for otherwise it will vary aa 
uency. е 
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loped instruments up to now, but they all fail in that they 
require special design. Further, the elaborate mechanism 
makes them expensive, while with only a limited range of 
adjustment, once calibrated, very little alteration, if any at 


all, is рее 

The British Westinghouse differential device not only has 
the advantage of being absolutely independent of the condi. 
tions of supply (voltage, frequency, wave form, &c.), but has 
also that of great simplicity, permitting it to be fitted to 
standard designs; it is, therefore, a decided advance on its 
predecessors. | | 

The retarding torque is obtained by means of a weight at 
а fixed radius from the centre of the spindle. The meter 
movement operates agginst this torque continuously, and 
when sufficient current is passing, registration occurs. Figs. 
9 and 10 are diagrammatic sketches of the gear as applied 
to an induction watt-hour meter. The weight P is carried on 
з bell-crank lever 1, O0 L,, pivoted at o. 

A grooved pulley c is loose on the shaft, being held in 
Ponton by means of thé spring m, pressing it against the 

isk a, which is rigidly attached to the shaft. A silken cord 

connects the lower end L, of the bell-crank to the grooved 
ulley c. The fixed disk a carries an oscillating collar ff 
fig. 10), oe at ff, this collar in its turn carrying pins 
b,, b, ese pins engage with the vertical pin p on the 
grooved pulley. 

When the torque of the meter is sufficiently big to over- 
come that due to the weight P, the movement rotates, wind- 
ing up this weight by means of the grooved pulley o. As 
rotation continues, one side of the oscillating collar rides on 
the fixed spring sl. This spring sl is so arranged as to tilt 
gradually the oscillating collar until finally the engaging pin 
p on the pulley is released from the pin b, on the collar. 
"The weight P is then released, and in falling turns the 
grooved pulley a half revolution in the opposite direction to 


Fic. 11.—DIFFERENTIAL MECHANISM APPLIED TO WESTINGHOUSE 
ТҮРЕ N SINGLE-PHASE 


rotation, when re-engagement between the pin p and the pin 
-b, occurs, for ріп b, is then at its highest position. Rotation 
‘continuing, the side of the collar with pin b, gradually rides 
‘upon spring sl until the grooved pulley is again, the 
weight falls, and pins b, and p re-engage. 

e weight is so arranged that w it has fallen to its 
lowest position it is still exerting the same retarding torque 
-as when in its top position. This 1s obtained by suitably pro- 
portioning the arms of the bell-crank lever to overcome the 
slight angular error of the falling weight. Further, for the 


ahort time the weight P is falling, the meter would tend to. 


accelerate, but this time is extremely short, and is off-set 


py Me shock in & negative direction when re-engagement 
Without further discussion of possible errors, it is enough 
to say that the instrument may be calibrated extremely 
: accurately. | 
Fig. 11 shows a view of the mechanism as applied 
to a type N single-phase meter, and the extreme simplicity 
of construction is at once seen. This simplicity has the addi- 
tional advantage that very little trouble is likely to be experi- 
enced, while if trouble has developed it can easily be rectified 
. Further, by altering the position of the weight P, the retard- 
mg dique 18 altered and & very wide range is permissible. 
uc scale whereby the distance from centre o is equivalent 
e a maxımum permissible load is easily obtainable, and altera- 
ons can be carried out on site with perfectly accurata 
results. For example, if the distance of the weight from 
рне o is two centimetres, and the maximum permissible 
without registration is 1,000 watts (10 amp. at 100 volts), 


moving the weight to a distance of four cm. would increas: 
the limit to 2, watts. 

The weight is so arranged as to permit of easy and quick 

readjustment, and, as the arm OL, 18 approximately five cm. 
long, a very wide range is possible. 
. Very little additional friction is introduced, and in any case 
it 18 amply compensated for. This device practically fulfils 
all the conditions specified previously, and enumerating the 
various advantages we have :— 

1. No interference with supply. 

2. Peak periods alised. 

3. Frequent, periodic visits unnecessary, readings every six 
months being amply suitable for remote customers. 

4. Definite revenue each month based on maximum allow- 
able load. 

5. Retarding torque absolutely constant, independent of 
voltage, frequency, wave form, &c. | | 

6. Wide range of adjustment possible, easily and quickly 
carried out on site if necessary. 

7. No elaborate mechanism, therefore friction a minimum; 
low cost makes it suitable for the medium «nd small con: 
sumer. 

8. Accurate calibration. 

. 9. No auxiliary shunt circuits, contacta, &c. | 

This device, as developed by the British Westinghouse Со, 
is a very satisfactory appliance, and will enable supply com- 
panies to deal suitably with the medium and small consumer. 


THE GREAT NEED OF PROMOTING 
RESEARCH IN AMERICA. 


IN the New Year issue of the Electrical World, DR. W. R. WHITNBY, 
director of the Research Laboratory, General Electric Co., had a 
special article on this subject. Ina rapid review of the history of 
the American nation, he indicated how the resources of the oouptry 
had been successively drawn upon with feverish haste and little 
thought for the future, and proceeded to rebuke his fellow- 
countrymen for their devotion to mere commercialism without 
regatd to the higher aims of civilieation. 

The special significance of his remarks lies in the fact that he is 
at the head of the great laboratory from which some of the most 
striking and important discoveries have emanated during recent 
years in connection with industrial research ; yet he lays stress on 
the necessity of research in pure science, which has hitherto 
received but little attention in the United States. We reproduce 
the bulk of the article below :— 

Coincident with our history, other countries, somewhat differing 
from our own, have been increasing the world's store of knowledge 
by a certain system. It is by utilising this store that we have 
made most of our advances. From it we have made our engines, 
healed our wounds and cured our sick, talked through wires, and 
heard through infinite space. We inventors and engiheers, using, 


generally, the scientific products of foreign lands, have turned 


knowledge into utility. But we have taken no time to contribute 
to the world’s needed supply of new facte. We owe adebt we hope 
our descendants will pay. We mightas well defy them to pay it. 

Compared with other countries, we have been exceedingly short- 
sighted. We are much more active as users than as producers of 
knowledge. We make no provision for repairing the rapid exhaustion 
of our soils, replacing our disappearing coal and oil, or providing 
the new knowledge on which future life or happiness must be 
based. Inventors and engineers are being rapidly grown, but 
searchers to unearth the knowledge on which engineering is based 
are not being produced. Other countries have provided for the 
education, support, and encouragement of men who practically 
devoted their lives to pure or scientific research. Their investiga- 
tions seemed more or less academic. These were careful physical 
analyses of natural phenomena which, at the time, had no visible 
utilitarian value. It is not surprising to find that most of the 
foundations of engineering have come to us through professors of 
science in European universities or institutions. 

As we review the history of scores of such cases, it is evident 
that most foreign universities have held teaching to be secondary 
to research, and have, for several decades, at least, employed and 
given great facilities to men who made experiments their life work 
and taught science for the purpose of preparing similar investi- 
gators. It is we Americans who have prostituted teaching for the 
use of the industries. 

In à volume on German culture, edited by a group of English 
writers, there are comparative lista of great contributors to engi- 
neering science. There are listed 12 leaders in chemistry and 12 
in physies from England, France, Germany, and the rest of the 
world, making 96 in all. They were the producers of new science 
in the nineteenth century. Of these 96, only 5 were from the 
United States; 48 mathematicians are also cumpared, and no 
Americau is among them. 

Another and different criterion occurs in the recipients of the 
Nobel Prizes. These are annually awarded, without regard to 
country, to the individual who is most deserving in the particular 
fielda of physics. chemistry, physiology or medicine, literature, 
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and peace. Here, again, we do not shine very brightly. In physi- 
ology or medicine, among the 13 awards down to 1914, America 
had received one. Also in physics, the. United States had received 
one out of 13, and in chemistry none. That is, in new and con- 
structive scientific work of this kind during these recent years. 

America had been recognised only twice out of 39 chances. 

' .— While we may be doing our share in the applications of science, 
we have failed in laying foundations. Until we can learn to do 
still better, let us follow the example of the German Universities 
or of the British Institutions. There the teaching of science is 
not confined to the preparation of men to earn & living as engineers. 
In practically every one of scores of Universities, particularly in 
Germany, there are professors whose main object seems to be to 
advance knowledge, to discover new facte, and to teach by precept 
the acquirement, instead of the storage of information. They 
work with their own hands. The very great valueof these professors 
is seldom realised, and so I want to call to mind a few of them. 
The point I wish to make is that apparently most of our advances 
may be traced back to one of these professors, who, trained to be an 
observer, matured in a laboratory supported by the State, has had 
time and facilities to follow the lead of some naturai observation. 

Consider electric lighting, for example. The earliest impetus 
was given to it by experiments using the cells of Grove and 
Bunsen. They were famous for their research and teaching as well. 
One was & professor in England, the other in Germany. The 
publications on these batteries at the time show the men to have 
made careful and interested studies of novel phenomena. Of 
course, they had no thought of electric lights, and even when 
these were produced by battery currents, much as in pocket lamps 
to-day, there was no commercial development until the current- 
generating machines were produced. But even with the cells of 
Grove, Sir Humphry Davy produced the first electric arc between 
carbon electrodes. Davy was for many years the chief chemist and 
lecturer of the Royal Institution. If,we go back of Grove or 
Bunsen, we come to the professors of Boulogna and Pavia, who 
made the first researches on current generation. 
gated the frog's legs and Volta the metal pile. They published 
their observations. Fundamental observations and the necessary 
experiments are always more certain to be performed by such 
trained observers than by others. Faraday, the life-long 
investigator of the Royal Institution, had disclosed the prin- 
ciples of the generation of electric current by using permanent 
magnets, and further research then became rapid. Appa- 
rently Prof. Wheatstone made the first machine for producing 
current by mechanical means without permanent magnets, 
though Siemens presented his paper to the Royal Society 
first. and both were read before the Society the same 
evening. In either case the product came from the kind of mind 
and the type of study which I am showing gontributes to our 
knowledge. The contributions of pure research are seldom эп 
response to recognised needs, but the needs themselves are deve- 
loped or disclosed through the research. 

The more recent history of lighting is filled with the studies of 
engineers and students, and greatest of these is Edison, but even 
here one cannot help noting the radical or unexpected steps whose 
foundations are laid in the professor's laboratory. An entirely new 
type of electric illuminant was disclosed by Prof. Nernst by his 
studies of oxide conduction. Dr. Welsbach, in rare oxide investi- 
gations. not only found the gas mantle. but produced the osmium’ 
incandescent lamp as well. Von Bolton. student of Ostwald, and 
highly trained in experiments, worked out tantalum and produced 
a new lamp. and even the recent tungsten gas lamps depend on 
the purely scientific researches of the able English professors - 
Rayleirh and Ramsay—for the argon used in them. 

Readers of Popular Mechanics some time ago selected by vote 
the seven wonders of the modern world. The highest votes were 
received by wireless, the telephone. aeroplane. radium, antiseptics. 
antitoxins, spectrum analysis, and X-rays. How were these 
originated? All of them were produced by the identical formula. 
In the first place, they were not the result of & direct attempt to 
accomplish what was really attained. The end was not visible 
when the foundations were laid. The real work was done by 
thoroughly well-trained observers—not by laymen. They were 
professors in every case. They followed up a lead opened by an 
observation which was too insignificant to attract the attention of 
less trained men. 

It would be impracticable to give the histories of these so-called 
wonders. Anyone who reads may learn how Prof. Helmholtz, an 
expert German investigator, was the instigator of the work of 
Hertz, which in turn was based on the principle of Maxwell that 
variation in electric displacement is electric current. This, Maxwell 
had derived from work on Faraday’s researches. And thus, in the 
foundations of the single wonder of wireless, we find the 
co-operating efforts of at least four experimenting professors of 
science. They were all working for the public, and supported by a 
university or public institution. 

Radium and X-rays are of such recent disclosure, that it is 
hardly necessary to recall that the work was done by English, 
German, and French professors. 

One might well conclude from the history of the British Royal 
Institution alone that pure research was a good governmental invest- 
ment if the environment was capable of developing such products 
as Davy, Faraday, Tyndall, and Rayleigh. Surely we may hope 
to awaken ourselves to the importance of constructive action for 
the advancement of science. If we count only on such private 
bequests as have already helped so much in studies of disease, we 
are evidently not awake. Federal appropriations to assist 
American colleges in research seem a fair way to discover and 
produce good men, and to economically supply them with apparatus 
and atmosphere. 
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NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). 


compile expressly for this journal by Messrs. W. P. THompson & Co., 
:lectrical Patent Agents, 285, High Holborn, Londno, W.C., and at 
Liverpool and Bradíord. 


1,2796. '' Electric fuses." J. F. Атил, SiurLEx Coxpumrrs, Lip, & L. M. 
WATERHOUSE. February 5th. 


1,802. '' Manufacture of carbons for electric arc lamps." 
AND W. Hears. February 5th. 


1,851. “ Electromagnetic switches." British Тномѕок-Нооѕтох Co. (Gene. 
ral Electric Co., U.S.A.). February 6th. 


1,867. '' Electro magnets." Сот. Ев-НлммеКк MANUFACTURING Co. & Igranic 
E.ectric Co. February 6th. 


1,880. ‘* Spark plugs." С. F. ARNOLD. february 7th. 
7th, 1916.) 


1,921. “ Automatic trolley alarm or signal for clectric tramcars." Нокѕт- 
MANN Gear Co. & К. Поро. February 8th. 


1,930. ''Art of metering electricity." E. O. Scnweritzer. February 8th. 
1,948. '' Electrical heating apparatus." Н. pe Sterano. February 8th. 


1,953. “ Electromagnetic switches," — Вктіѕн Тномѕом-Носѕточ Со. AN» 
General Exectric Co. February 8th. 


1,962. ‘ Electric ovens." J Brapotey. February 8th. 
1,971. '' Trolley-wire locator." F. J. Davis. February 8th. 


1,978. ''A fault-finder for testing cylinders, sparking plugs, and magaetos 
of internal-combustion engines ignited by electricity." A. Vetrcn. February 


9th. 
1,985. *' Electric lamp locks." J. Н. Conr. February 9th. 


2.011. ''Safety spark gaps for magneto-electric machines.”  BRirisu. Tuou- 
sox-Houston Co, & A. P. Youne. February 9th. 

2,022. “ Ignition devices for internal-combustion engines.” 
February 9th. 

2,026. ''Trolley Feads for electric traction." 
Pitt. February 10th 


2,040. ‘ Polyphase electromagnetic brakes, clutches, &c." F. H. Ker- 
SHAW. February 10:h, ; 


Н. В. Gryies. 


(U.S.A., February 


J. J. Murray. 


W. PicksRSCHuHL & J. Н. 


PUBLISHED SPECIFICATIONS. 


1918. 


16.898. ALTERNATING-CURRENT Motor Starters. Electric Control, Ltd., ane 
О. Ellefsen. December Ist. 
The numbers in brackets are those under which the specification will be 


printed and abridged. and all subsequent proceedings will be taken. 


665. MACHINES FOR MAKING ELectric CABLES OR ink LIKE. Macintosh Cable 
Co. & P. W. Sankey. January 15th, 1916. (Cognate application, 9,738/16 ; 
[103,316.] 

681. ALTERNATING-CURRENT DyNAMO-ELECTRIC. MaciiNuEs, INDUCTION RRGULA- 
TORS, AND OTHER ELECTRICAL  ArrARATUS. British Thomson-Houston Co. and 
Е. P. Whitaker. January loth, 1916. [103,317] 

1,076. VIBRATING DIMHRAGMS FOR TELEPHONES, TRANSMITTERS, 
PHONES, AND THE LIKR. T. Chalmers. January 24th, 1916. [103,335.] 

1,189. Те ғгноміс RECEIVING APPARATUS FOR AVIATORS OR OTHERS WORKING 
UNDER SIMILAR CONDITIONS. Western Electric Co. & G. H. Nash. January 
25th, 1916. [103,341.] 

1,255. REGuLATION. OF Exrctric Í[NDUCTION. Morons. 
Houston Co. & N. Shuttleworth. January 26th, 1916. 
2,261/16.) [103.344.] 

1.988. ARRa4NGzMENTS FOR TRANSMITTING IMPULSES, PARTICULARLY APPLICARI К 
IN. TELEPHONE Systems. Relay Automatic Telephone Co. & L. C. Bygrave. 
January 26th, 1916. (103,345.] 


GRAMO- 


British Thomson- 
(Cognate application, 


1,384. IncanpesceNT Gas-FILLED ELectRIiC Lamps. A. J. West. January 
28th, 1916. [103.351.] 

1,481. Switcurs FOR use WITH ELgCTRIC GENERATORS. E. Girardeau 
Јапигту 29th, 1915. [100,042.] е 

3,535. Erectie Rgravs. National Safety Appliance Со. Мау Sth, 1915. 


[100.389.] 


4,334. ЕгесткІс Locomotives. British Thomson-Houston Co. (Generat 


March 23rd, 1916. [103,387.] 

6.326. LECTRICAL APPARATUS FOR INDICATING ПИЕ DeptH ОЕ LiguiDs IN 
Tanks OR OTHER VkssELs. J. Plummer & С. B. Burrows. May 3rd, 1016. 
[103,403.] 

7.014. Exectric Furnaces. М. M. Kohn. May 17th, 1916. [03,062] 

7,186. INSULATION OF ELECTRICAL MACHINERY AND OTHER APPARATUS. C. H. 
Klyne & C. J. Baker. May 19th, 1916.  [103,413.] | 

7.518. ErrcrRic Snie PRorursioN Systems. R. V. Morse. May 26th, 1916. 
103,065. | 
| [ш ReLay SELECTORS, ESPECIALLY SUITABLE FOR USR IN AUTOMATIC AND 
SEMI-AUTOMATIC TELEFHONE Systems. Relay Automatic Telephone Co. & H. J. 
Herink. December llth, 1915. [102,330.] (Divided application on 17,386 /15.) 

8,216. SpaRKING PLUGS FOR INrERNAL-COMBUsTION ENGINES. F. A. L. John- 
son. June 10:Һ, 1916. [103,420.) | | 

8,858. METHOD OF AND MEANS FOR VARYING ТИЕ RESISTANCE OP AN ELECTRIC 
Circuit. Igranic Electric Со. (Cutler-Hammer Manufacturing Co., О.5.А.). 
June 23rd, 1916.  [103,254.] 

9,349. Automatic SWITCHING Devices FOR WIRELESS TELEPHONE SYSTEMS. 
L. de Forest. July 7th, 1915. [100,841.] n В 

10,070. Exectric Caste JUNCTION ов TRRMINAL BOXES OR APPARATUS. a 
Vernier and British TUER & Helsby Cables, Ltd. July 18th, 1916. 
[103.435.] 


10,116. Exgectric MoroR CONTROLLERS. Igranic Electric Со. (Cutter- 
Hammer Manufacturing Co., U.S.A.). July 18th, 1916. ([103,436.) i 
10,122. Execrric Vacuum Devices wit INCANDESCENT CATHODES. L. de 


Forest. July 22nd, 1915. [100,959.] 
10,611. Automatic TELEPHONE Catt DISTRIBUTING SYSTEMS. Western Elec 
tric Co. December 19th, 1914. [101,033.) (Divided application on 17,581 /15.^ 
11,327. ALTERNATING-CURRENT —. DYNAMO-ELECTRIC MACHINES ОР THE COMPEN. 
SATED COMMUTATOR Түрк. British Westinghouse Electric & Manufacturing Co 
(Westinghouse Electric & Manufacturing Co., U.S.A.) August 10th, 191€ 
103,265. р 
| 16040. CowrRoLLkRs FOR Exectric Motor Circuits. Igranic Electric Co. 
(Cutler-Hammer Manufacturing Co., U.S.A)). July 27th, 1916. [108,441] 
11,691. MacNETO--IGNITION Systems. Soc. de Paris et du Rhone, Decembe- 
6th. 1915. (102,606. 
11,736. бон or Pocket oR PoRrABLE ELECTRIC Laur. W. King 
(I. Chkliar & B. Theodor). August 18th, 1916. (103,268.] ї 
13,727. Evectric HEATING AND VoM APPARATUS, G. Pate A. R. 
. September 27th, 1916. [103,279. 
Wo Sun. MACNEIS FOR MAGNETO-RLECTRIC МАСНІМЕЗ. G. F. Cooke. October 
, 1916. 03,461. . 
Зо аз. MA alee Contacts. British Westinghouse Electric & Капас. 
turing Co. January 21st, 1916. (103,464.] 
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BRITISH CANALS. 


\ 


In our last issue we drew attention to the announce- 
ment that the Government had decided to take con- 
trol of the internal. waterways of this country, to- 
gether with all buildings and plant connected there- 
with, and to appoint a committee to take charge of 
this means of transportation. The Government, 
having already assumed control of all the railways 
and shipping of the United Kingdom, thus becomes 
the sole authority for the carriage of munitions and 
merchandise by land or water, the only remaining 
alternative being transport by road, which is prac- 
tically unorganised, and too costly at the present 
time to play an important part in the matter. The 
fact that the Government control applies only “ for 
the period of the war” constitutes an element of 
uncertainty which is to be regretted. Whatever the 
merits or demerits of State control or ownership— 
for which in normal times we have no liking—the 
conditions obtaining in connection with our internal 
navigations are so deplorably chaotic that, we must 
confess, the only possible avenue for escape from 
the present lamentable waste of traffic facilities ap- 
pears to be centralisation of control, the way to 
which has been unexpectedly thrown open by the 
war. It will be remembered that the Royal Com- 
mission on Canals and Waterways, which sat from 
1906 to 1909, recommended in the latter year that 
a central “ Waterway Board” should be consti- 
tuted for Great Britain, and that the four main 
arteries, known as the ''Cross," should be put 
under its control without delay and unified. Those 
waterways would have been '' improved to the 100- 
ton standard " as a minimum, though some parts 
of them could be traversed by very much heavier 
vessels, and would have given excellent communica- 
tion by water between the great Midland cities and 
the Thames, Humber, Mersey, and Severn rivers. 

The system under existing conditions in 1905 con- 
veyed a traffic (including the Birmingham Canal) 
of 16.6 million tons, possessed a mileage of 1,084 
miles, and earned a net revenue of £228,691. The 
total cost of the necessary improvements on this 
system, with its branches, was estimated at 17.5 mil- 
lions sterling, and the annual expenditure at 1.1 mil- 
lions, which could have been covered with about 
double the traffic actually recorded. The carrying 
capacity of the roo-ton portions of the routes would 
have been about five times as great as that of the 
existing barge canals, and ten times that of the 
narrow sections, which impede traffic even on these 
routes, while great economies in time and labour 
would have been effected. With the adoption of 
electric haulage, trains of barges carrying 300 tons 
could have been conveyed, with further saving in 
cost per ton, but the Commission made no direct 
recommendation on this subject. While it was im- 
possible to make an accurate forecast as to the 
traffic eventually obtainable, when the total lack of 
organisation which existed gave way to a proper 


system, the Commission pointed out that the Man- 


chester Ship Canal, though then unable to show a 
working profit, had conferred ''remarkable and 
unquestionable benefit " upon Manchéster and the 
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surrounding district, which had abundantly justi- 
fied the great outlay incurred.  (Incidentally, we 
may remark that the trafhc on that canal has since 
developed to such an enormous extent that it is 
now paying dividends on the ordinary shares.) 

But what was the result of the Commission's 
three years' labours? 
information regarding the waterways of the country 
from every aspect of the question, was absolutely 
ignored by the Government of the day, whose time 
was too much occupied with party politics to per- 
mit: of its taking into consideration schemes for the 
. assistance and development of industry and com- 
merce, and the subject has been kept alive only by 
a small but devoted band of believers in the 
great possibilities of our waterways, of whom Mr. 
Neville Chamberlain was one of the leaders. So 
long as the canals are im the hands of private 
owners, it is impossible to look for any material 
reform. It wil be remembered that, in giving evi- 
dence before the Advisory Committee of the Board 
of Trade with regard to British trade after the 
war, the B. E. A.M.A. ascribed the cheaper rates for 
carriage prevailing in Germany, so detrimental to 
our export trade, partly to the throttling of our 
canals by railway companies, and to the great deve- 
lopment of water transport in recent years in Ger- 
many, Holland, and France. 

It is true that in certain cases, such as the Aire 
and Calder, the Weaver, and the North Stafford 
Navigations, excellent results have been obtained, 
but these are isolated examples, and the reorganisa- 
tion and improvement of our waterways in general 
cannot be dealt with except by one central body 
charged with their unification and administration on 
a comprehensive scale. The opportunity now pre- 
sents itself—such an opportunity as can never be 
expected to recur—of handling the whole question 
in a statesmanlike manner, and placing water car- 
rage on an entirely new plane of service to the 
community. But for this purpose, the limiting 
proviso '' for the period of the war ” must be aban- 
doned, as the work will take years to accomplish, 
and, indeed, it cannot be put in hand at all during 
the war owing to the more pressing demands for 
labour in other directions. 

How should the scheme be carried out? With 
animal haulage, electric or steam traction from the 
banks, or the use of steam tugs? These appear to 
be the main alternatives, and of these we may at 
once condemn the first as too slow, and too costly. 
For an answer to the remaining questions we may 
look abroad and see what has been done on the 
Continent, where water carriage has sustained a 
vastly greater development than in this country, 
thanks to the intervention of the State. In North- 
ern France, long stretches of the Canal d'Aire et de 
la Deule have been electrically equipped in compara- 
tively recent years, with satisfactory results, in the 
neighbourhood of Douai; in Germany, the Teltow 
canal, some 37 km. in length, was equipped with 
electric haulage from the commencement of its 
existence, and has been in operation for ten years. 
Full information regarding these installations will 
be found in several numbers of Vol. бо of the ELEC- 
TRICAL REVIEW, and numerous articles have ap- 
peared in our pages from time to time in which we 
have advocated the improvement and electrification 
of our extensive system of waterways, which com- 
prises some 4,670 miles. The Douai canal system 
includes some 52 miles of route electrically equipped; 
this region is now in German occupation, being 
situated between Arras and Lille. 

From the experience gained on these and other 
electrical systems, and the many experiments that 
have been carried out with haulage by tug-boats 
(steam, oil, and electric), road, rail, and elevated 
tractors, &c., there is little room for question that 
the best method of haulage yet devised is that of 
electric traction on rails; this has been proved 
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thoroughly successful in France and Germany. The 
cost of installation, apart from the power transmis- 
sion lines, is approximately £r,000 a mile, which 
cannot be regarded as prohibitive, and where the 
traffic exceeds two million tons a year its adoption 
is considered to be justified. Now, it can hardly be 
doubted that this figure would be far exceeded on 
the main arteries of traffic in this country, under an 
energetic and enlightened board of control, and the 
supply of power would present no difficulties, in 
view of the numerous power stations which are 
already in existence on such routes. By far the 
greater cost would be that of improving the canals 
themselves, as mentioned above, to make them 
capable of carrying throughout barges of 100 tons' 
capacity as a minimum. Private investors cannot 
be expected to provide the funds, in view of the 
existing conditions of canal traffic, and the fact that 
many of the canals are owned or controlled by the 
railway companies, with which they ought to com- 
pete, is a further argument in favour of the estab- 
lishment of a Board of Waterways to deal with the 
whole matter, with the assistance of the State. We 
trust that this unique opportunity will be seized and 
turned to account. We do not suggest that the 
whole of the British canals should be rejuvenated at 
once; many of them are useless, or lie in such un- 
favourable country that it would not be wise to 
spend money on them. It must not be forgotten 
that the conditions on the Continent, as regards 
profile, water supply, &c., are far more favourable 
than here. But we do think that the reorganisation 
and improvement of the four great waterways re- 
commended by the Commission should be taken in 
hand as soon as possible, to be followed in.due 
course by such other canals as are shown to be 
worth the labour and expenditure. 


THE question of removing Ger- 
Liquidation ef man influence from the large elec- 
German Elec: trical and electrotechnical concerns 
trical Companies in Russia was considered at a 
in Rossie. recent meeting of the Special 
Committee for Struggling with 
the German Hegemony. The cases particularly 
considered were those of Siemens & Schuckert, 
Siemens & Halske, the General Electricity Co., the 
Electro-Peredatch, and the 1886 Co. The represen- . . 
tative of the Ministry of Trade submitted three ways 
for dealing with these companies. First, liquida- 
tion; secondly, purchase by the Treasury; and 
last, Government participation in these companies 
in order to establish proper control over each of 
them. The Committee decided in favour of the first 
proposition being adopted by the Trade Depart- 
ment, namely, the liquidation of all five electrical 
concerns. The working out of the details of the 
project was confided to the temporary board direct- 
ing these companies, and the Committee indicated 
in general terms the main principles governing, and 
the manner in which to effect, the liquidation. It 
was proposed by the Committee that bearer shares 
in all five companies should be suppressed and ex- 
changed for nominal shares. The present holders 
of shares will have the option of declaring for ex- 
changing their shares for nominal shares of the 
company to be formed to take the place of the one 
liquidated. The exchange of shares will be per- 
mitted only in respect to those of the holders who 
remove all doubt from the point of view of their 
relations to German capital. As to the remaining 
shares, these will be bought by the Government at 
a nominal price, or will be deposited in the Trea- 
sury, which will thus take part in some of the con- 
cerns, or they will be sold by the Treasury at cur- 
rent quotations as registered shares. It is proposed 
that the liquidation of all five electrical companies 
should be concluded by July rst this year.. 
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THE ELECTRICAL INSTALLATION AT THE 
BRITISH INDUSTRIES FAIR. 


THROUGH the courtesy of Messrs. Tackley & Co., Ltd., of 
West Kensington, the contractors to the Board of Trade 
for the electric supply to the British Industries Fair, 
which is being held at the present time at the Victoria and 
Albert Museum and Imperial Institute, we are able to 
briely describe the system of wiring which has been 
adopted to meet the very special conditions of this 
temporary installation. : 

Direct current is supplied from the Office of Works plant 
in the building at 220 volts pressure through 250-ampere 
main switches and fuses, to a five-way double-pole switch 
and fuse distribution board, which forms the starting 
point of Messrs. Tackley’s installation in the Victoria and 
Albert Museum. This is a slate panel board, with front 


connections and glass-protected fuses, and is carried on: 


battens clear of the wall; it, together with a supple- 
mentary cable, with ironclad main switch and fuses, 
which was added owing to the heavy demand, supplies six 
sub-distribution boards in various parts of the exhibition, 
ѓ.в., the North Court, South Court, L Section, H Section, 
Smoking Room, and Fancy Goods Section. 

The main distribution cables—all braided v.R. 800-meg. 
grade —which supply the sub-distribution boards, are all run 
overhead, well above the stands and clear of gangways, 
being strung from 7/18 galvanised straining wire by means 
of leather suspenders, and were installed before the stands 
were erected. Aerial distribution, well above all obstruc- 
tiong, obviously facilitates work of this kind, and in some 
vases the cables are carried through windows and across 
courte between buildings, the straining wire being attached 
to trees, | 

The sub-distribution boards, usually 8 and 10-way, are 
all arranged for 10 amperes per way, and are of the 

protected-fuse type, in glass-fronted boxes. 

A feature of the work is the method of a&achment 
adopted, as no interference with the structure of the 
building is permitted. 

To overcome this difficulty, the straining wires are 
attached to special clamps round pillars, &c., felt pads being 
inserted to prevent abrasion, &c.; the sub-distribution 
boards similarly are attached to battens on pillars, &c., and 

. held in place by straining wires passing round the latter. 
Each sub-circuit feeds to a main switch and fuses on par- 
ticular stands, through 7/20 v.R. cable, which in turn feeds 
a 3-ampere circuit carrying, roughly, 20 30-watt metal 
lampe, distributed over one or more stands as required. In 
some cases guch sub-circuits are continued to several points, 
the 7/20 cable being looped-in from board to board, but in 
no case does a local lamp circuit carry more than 3 amperes, 
this being the limit prescribed by the London Fire Brigade 
authorities. The current densities prescribed by the I.E.E. 
wiring rules are adhered to; a limit of 1,000 amperes per 

‚ эч. in. is adopted for 3/22 and all small cables. 

Turning to the stands, which are, ef course, temporary 
wooden structures, the whole of the casing, &c., carrying 
wiring is visible, being on the surface to comply with Fire 
Brigade regulations. The sub-circuit wires are led down 
from the aerial runs to protected type fuses and switches 
mounted on a base board which is fixed on to a uralite slab, 
e being left for ventilation between board and slab, and 
the latter is fixed to the face of the finished stand—that is, 
over any drapery, &c. In every case electrical switchgear, 
fuses, &c., are backed by a sheet of uralite as a protection 
against fire. Most of the fittings are plain pendants with 
opal shades, but on a number of stands where decorative 
effects are desired, very elaborate fittings, with cut glass 
and alabaster bowls, and fancy shades, are employed. 

Although the controlling switch and fuse boards on stands, 
for the lamp circuits are in all cases limited to 8 amperes, 
these fittings are of large size, and could, if necessary, carry 
15 amperes, . | 

In the case of one or two stands it was not advisable to 
vun the wiring on the surface, and in such cases it is run in 
screwed steel tubing, which is efficiently earthed. 

In a few cases the wiring was erected before the stands 
were completed, and the flexible lamp suspensions have 


\ 

to pass down through draped ceilings; in such cases a 
4-in. diameter asbestos washer is attached above and below 
the draping, the flexible passing through a 2-in. diameter 
hole in the centre. The flexible employed is 35/40 V.R.. 
or larger ; the ceiling roses are all of the loop-in type, with 
the terminals screwed from the back ; and the lampholders 
are all of the one-part type (in which the terminals draw 
out of a china socket). 

Zenith metal-filament lamps are used throughout ; these 
were made specially robust, and carefully tested at the 
makers’ works (at Harlesden) in view of the 3-ampere lamp 
circuits serving several stalls. 

The installation at the section of the Fair held in the 
Imperial Institute has been similarly carried out: it is 
devoted to toys, games, &c. ; a number of electric kettles, 
urns, and small motors for working models are installed, 
and where plugs are provided for heating equipment of any 
kind, a ruby lamp is fitted in parallel with the plug to show 
when the circuit is in use. 

Altogether, between 400 and 500 stands are supplied, 
2,000 to 3,000 lamps being used, including a few half-watt 
fittings on large stands. 

It is interesting to note the quantity of material which is 
absorbed in a temporary installation of this kind ; we under- 
stand that some 104 miles of 3/22, З} miles of 3/20, 
74 miles of 7.20, ] mile of 7/14, and } mile each of 19/16 
and 19/12 cable have been used, together with 16,000 ft. 
of 2 in. capping and casing, 27 gross yards of flexible, 
1,600 insulated eyelets for suspensions, and over a 1,000 
fancy glass shades. "E 

· Messrs. Tackley are responsible to the Office of Works 
for the whole of the energy consumed on the installation, as 


. measured by meters in the two buildings, and the tariff to 


stall-holders—as approved by the Board of Trade, under 
whose auspices the Fair is being held—is in the form of an 
inclusive fee for unlimited supply of energy during the Fair 
per lamp installed, Messrs. Tackley providing and maintaining 
the installation. 

In conclusion, we must congratulate the contractors on 
having undertaken such a large installation despite diffi- 
culties in the matter of labour and material ; especially so 
as they are at the same time maintaining electrical installa- 
tions in five camps, and naturally have a greatly reduced 
staff available. 

The work as a whole has been personally supervised by 
Mr. W. C. Tackley and Mr. H. G. Hoad, the latter of whom 
was, we understand, for many years in charge of installation 
work carried out by the London County Council. 


RADIATORS. 
By "EXPERIMENT." 


AN electrical friend, some years ago, spoke rather bitterly 
of his firm because the principal had asked him to test 
various types of radiators. Said he, ** It is évident that all 
the heat which goes into the radiator must come out of it. 
and therefore the efficiency of every radiator must he 
100 per cent." This appears sensible enough ; but the fact 
remains that the modern real red-heat radiator, to borrow 
Mr. Bastian's slogan, is far better than the old lamp type 
for communicating heat to the user. Let us then admit that, 
while they all give out the whole of the heat put into them, 
some radiators practically are more efficient than others. 
Most people, however, think that one hot-wire heater is 
as good as another, and in choosing patterns they are 
guided by price and general appearance, and, just now, by 
the chance of getting delivery. That certainly was my own 
position a short while ago. Then I happened to sell a 
radiator of a well-known pattern to a consumer, and while 
it was on the railway, I lent him one made by another firm. 
To my surprise, he complained that the new one gave 
nothing like the heat of the lent one, and demanded that it 
be changed. I thought that the difference lay in the 


. imagination of the user, but when other people said the 


same thing, I began to look into the two types, to see if 
there really was a difference between them. 
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À careful examination showed that they were not quite 
the same. In the favourite pattern, the heating spirals are 
fixed close to the fireclay bar, which soon becomes very hot, 
while in the other radiator the spirals are kept well away 
from the bar, which keeps much cooler. In running, the 
fireclay bar of the first one radiates heat freely, while in the 
second one this part of the heat is carried away by air which 
circulates freely round the hot wires. Now, hot air is of 
very little use, whether from a radiator ora politician. It 
streams up to the ceiling, and very likely runs away through 
the ventilator. The man who is warming himself at the 
heater usually stands or site in front of it, and naturally 
he judges the effect by the amount of radiant heat coming 
towards him. 

Now we see why the old lamp radiator was a failure. 
Glass is opaque to radiant heat, which, therefore, cannot 
get to the man who wants warmth. The heat sticks at the 
glass, and is wiped off it by the air which streams over 
its surface. 4 once supplied a hot-wire heater to a 
man who had been using the lamp type. Standing with his 
back to the radiator, he remarked that it gave out no more 
heat than the old one. At that moment his trousers began 
to smoke, and as he skipped away, he agreed that there was 
a difference. | 

These facts point to the principles which should prevail 
in electric heater design. As far as possible all heat should 
be radiant. One way to achieve this would be to arrange 
the spiral heaters horizontally in deep grooves in the fire- 
clay bars. The container should furthet be arranged to 
prevent air from passing over the bars. ‘This would mean 
that the bars should be of larger section to get rid of their 
heat without rising to too high a temperature, but that 
would greatly increase the useful heat emitted. As both 
bars and wires would be radiating heat, it is probable that 
a radiator on these designs would give even up to 50 per 
cent. more warmth to anyone standing in front of it. It is 
worthy of note that few radiators on the market are made 
on these lines. Most of them have more or less vertical 
spirals, doubtless arranged for the air to pass over them, so 
that the heat may be absorbed as quickly as possible. But 
if the improved design will give as much, or more, useful 
heat with 1,500 watts as the ordinary type will give with 
2,000 watte, the design will be worth the extra cost. 


On coming to this conclusion, I wrote the makers of one 


radiator, pointing out that their pattern gave too much hot 
air and not enough radiant heat, and my reasons for that con- 
clusion. The fact was obvious enough ; indeed, the designer 
had probably had air heating in mind when he got out the 
pattern. Yet, instead of weighing up the pros and cons, 
the makers wrote back that their radiator gave great satis- 
faction to other people, and even süggested that I might 
be prejudiced against і. Опе can only regret an attitude 
of that kind. Of course, no one expects makers to alter 
their designs to suit everyone, but the wise mgker will wel- 
come criticism, and will not be unwilling to face facts. He 
knows quite well that he must please the buyer, for if that 
important person is not pleased it is of little use the designer 
being satisfied. Our British manufacturers must learn to 
follow in the footsteps of our American friends, and to look 
out for opportunities for improvement. Consider how 
beautiful a piece of mechanism is the modern typewriter. 
Here one might think that makers might justifiably be con- 
tent to rest on their oars, and to throw criticism back in the 
teeth of the critics. And yet how far otherwise is their way. 
Year by year one little point after another is added, or 
modified, and the five-year-old design, perfect though it 
seemed, looks quite old-fashioned by the side of the new 
arrival. The same methods which gave the Yankees the 
typewriter monopoly are giving, or have given, them the 
monopoly of cash registers, electrical vacuum cleaners, 
fountain pens, adding machines, shaving soap, and chewing 
gum. All this has not bappened by chance, but by the 
open mind that is ever looking for improvement, and that 
is willing to change its designs whenever change seems 
worth while. We must either wake up or get left behind ; 
but when our manufacturers condescend to use the immense 
stores of unutilised talent in this country, we won't need to 
fear the ** getting-left " proposition. 

But our manufacturers must learn to accept friendly 
criticism. There was once a man who took over a weary 


single-phase station. He decided to try to make it pay by 
increasing the output, and called for tenders for a new 
single-phase generator. The representative of one firm 
asked him why he didn’t fill up the slots of the generator, 
and make it into a three-phaser. The engineer might have 
answered to this, ** Sir, am I running this station, or you ? " 
But he didn’t. He appropriated the idea, and soon the 
undertaking was out of the hands of the undertaker who 
had been waiting for the demise. The moral of this story 
is : don’t be afraid of the criticism of the man who is trying 
to be friendly. He may have an idea which you can palm 
off as your own, and in that there is a mighty good chance 
of getting something for nothing. 


PHANTOM CIRCUIT SYSTEM FOR 
CONTROLLING STREET LIGHTS.* 


By A. H. DAVIS. 


In the suburban districts of cities using a multiple system 


of street lighting, it frequently happens that there is not 


sufficient load to warrant the running of feeders exclusively 
for street lighting ; consequently, these lights are connected 
to the service or house-lighting feeder. Since house-: 
lighting service must be continuous, the problem of 
turning the street lights on and off immediately presents 
itself. 

To secure the desired control, an inexpensive and 
reliable apparatus has been developed by means of which: 
the street lights can be turned on or off at will from the 
power station. This apparatus can be used on any alter- 
nating-current lighting system where the 2,300-volt 
feeders are not earthed. If the system has an earthed 
neutral on the 2,300-volt lines, the apparatus can still be 


Fig. 1.—CONNECTIONS OF 
AUTOMATIC OIL SWITCH. 


Fic. 2.—CONNECTIONS OF STATION 
MECHANISM FOR OPERATING OIL 
SWITCH. 


used, if it is allowable to disconnect the earth wire 
momentarily while turning the street lights on or off. 
An earth on the 110-volt lines does not interfere with the 
switching operation. 

The oil switch os, fig. 1, used to control the street lights 
is usually connected in the primary circuit of the trans- 
former from which these lights are run. This switch is 
operated by a small direct-current motor that has a per- 
manent magnet field, and the switch mechanism is so 
arranged that a reversal in the direction of the motor's rota- 
tion operates the switch in the opposite direction. One ter- 
minal of the motor is connected to the middle point of a 
reactance coil and the other terminal is earthed. The ends 
of the reactance are connected to the two wires of the 2,300- 
volt feeder. The function of the reactance is to allow a 


* From the General Electric Review. Abstract. A somewhat 
similar system, devised by Messrs. Duddell and Handcock and 
Dykes, was described in the ELECTRICAL REVIEW of Feb. 21st, 1933. 
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direct current to flow from the 2,300-volt mains through 
the motor to earth, and at the same time to hold back the 
2,800-volt alternating current. 
of the reactance is only a few milliamperes, and therefore 
the coil does not earth the 2,300-volt system. 

The direct current i8 not left on continuously, but is only 
applied to produce the switching operation. The switch is 
80 that after being operated in one direction by an 
application of direct current, a subsequent application with- 
out reversed polarity will cause the motor in the switch to 
run idle, thus not affecting the position of the switch. 
However, when the polarity of the direct current is changed, 
the switch operates in the opposite direction, and as soon as 
the limit of motion of the switch is reached the motor will 
again run idle until the direct current is removed. 

The station apparatus, fig. 2, is exceedingly simple, con- 
sisting only of a second reactance, which allows direct 
current to be put on the alternating-current system without 
affecting the alternating-current potential between wires, 
and of a reversing switch for conveniently changing the 
polarity of the direct current. By closing the reversing 
switch for about two seconds the oil switch on the street 
lights is operated, even though miles away. 

Any source of direct current can be used, provided it 18 
allowable momentarily to earth either side of the circuit. 
If there is no direct current available, a small generator or 
rectifier can be installed and run from the alternating- 
current lines. 

Any number of switches can be operated simultaneously. 
In case it is desired to operate switches independently, a few 
parts can easily be added to the switch, so that its me- 
chanism will be inoperative the first time the direct current 
is put on the system with polarity such that it tends to 
operate the switch, but will operate the second time the 
direct current is put on with the same polarity. If this 
T Switch is used in conjunction with a standard switch, 
the standard switch will operate the first time the direct 
current is thrown on and the special switch the second time. 
Of comrse, the switches will always operate in the same 
sequerace. - 


AMERICAN REPORT ON GERMAN 
ELECTRICAL ORGANISATION. 


Тнк Electrical World recently published an abstract of an 
account of the conditions prevailing in the electrical 
industries of Germany and England, which was given 
before the Federal 'lrade Commission. Some of the 
evidence given before this Commission has already appeared 
in our pages. "This Commission is in favour of co-opera- 
tion in foreign trade, the principle embodied in the Webb 
Bill which was referred to in our issue of February 16th. 
Our contemporary in its abstract includes the following :— 


Тнв А.Е.С. and the Siemens-Schuckert have succeeded in 
concentrating about 80 per cent. of the entire electrical busi- 
ness of Germany into their own hands. Of this about 45 
per cent. is controlled by the A.E.G. and about 35 per cent. 
by Siemens. One of the distinctive features of the German 
electrical industry is the extent to which it is supported by 
banks. Through members of its board and executives, the 
A.E.G. is related to banks and banking groups representing 

533,284,000. [These relationships are graphically shown on 
3 chart prepared from data submitted by William J. Clark, 
of the General Electric Oo., and arranged according to a 
design suggested by O. C. Merrill of that company, and 
published in the report.] . 

This close connection with great banking groups has assisted 
the A.E.G. in the promotion of foreign trade. These banks 
have assisted in financing many oremi undertakings in 
which electrical equipment was required. They have also 
assisted in the organisation of special banks and trust com- 
panies for electrical enterprises, preferably abroad. These 
banking connections also account for the credit extended in 
foreign trade by the A.E.G. and the Siemens-Schuckert con- 
cern. The chart also shows the extensive connections of the 
A.E.G. with other important German business enterprises. 
Some of these, such as insurance companies, add to its finan- 
cial strength. Others are companies manufacturing chemi- 
cals, Де fabrics of various kinds, iron and steel products, 
&c. Others are mining corhpanies, metal buying and refining 
These all facilitate its purchase of materials and 
Still others are transportation, light, power, and 


concerns. 
supplies. 


The magnetising current . 


public-utility companies. The A.E.G. maintains a most exten- 
sive organisation throughout Germany and many foreign 
countries by means of subsidiary companies. Some of these 
are banks for the financing of electrical enterprises; others 
are operating, managing, and selling companies. All in all 
they represent a capital investment of approximately 
$500,000,000. 

In 1903 the A.E.G. entered, it is said, into an agreement 
with the General Electric Co. of America by which certain 
territories are respected. The A.E.G. was given the exclu- 
sive trade in Germany, Luxemburg, Austria-Hungary, Euro- 
pean and Asiatic Russia, Finland, Holland, Belgium, Sweden, 
Norway, Denmark, Switzerland, Turkey, and the Balkan 
States, while the United States and Canada were appor- 
tioned to the General Electric Co. In addition, the A.E.G. 
was given the right to use the Curtis patents for steam tur- 
bines, and the General Electric Co. that of the Riedler- 
Stumpf patents. This agreement, however, binds only the 
General Electric Co., and other American concerns were not 
parties to it. The neutral districts, which are open to both, 
ate said to be Mexico, Central America, South America, and 
apan. 

As in the case of the A.E.G., the Siemens-Schuckert group 
is closely connected with powerful banking groups which aid 
in promoting its business. Considering the Siemens-Schuc- 
kertwerke and the Siemens-Halske A.G. as an entity—the 
Siemens-Schuckert concern—and eliminating duplication of 
connection with the Deutsche Bank, the Essener Kredit- 
Anstalt, the Elektro-Treuhand A.G., and the Reichsbank, it 
appears that German banking interests aggregating 
$300,000,000 support the organisation. 

By some authorities it is said that the A.E.G. and Siemens- 
Schuckert concerns are in sharp competition throughout 
Germany and in many other parts of the world. On the 
other hand, various Americans who are well informed as to 
the conditions of the electrical industry of the world state 
that in foreign trade at least there seems to be little or no 
competition between them, but that frequenly they operate 
jointly. It has also been said in Germany that there is more 
or less agreement between the two, and that for several 
years they have not been unlimited competitors, but that the 
chief staple products of the two groups have been sold on the 
basis of a fixed schedule, all larger products, oversea as well 
as domestic, being handled according to mutual agreement, 
frequently on common account. 

The abstract proceeds to refer to British investments 
abroad, the effective co-operative organisation of the 
B.E.A.M.A., and the need for co-operation among American 
manufacturers. It concludes :— ` 

A special report by Julius G. Lay, United States Consul 
General at Berlin, dated November 2nd to 16th, 1915, is in- 
cluded among the various reports which were received by the 
Commission 1n connection with its investigation. In part this 
report refers to the electrical industry as follows :— | 

In certain lines there are occasionally absolute monopolies. 
For instance, the Vereinigung deutschér Starkstrom Kabel- 
fabrikanten is a cartel for high-tension cables. The contract 
runs until 1917. This cartel is composed of Bergmann, 
Siemens-Schuckert, Felten & Guilleaume, A.E.G., and Süd- 
deutsche Kabelwerke, and is an absolute monopoly. Also 
Akkumulatorenfabrik Berlin u. Hagen is a monopoly of the 
storage-battery manufactories. Siemens & Halske, and A.E.G. 
have bought up about 30 different storage-battery manufac- 
tories, leaving only one outsider, the Accumulatoren und 
Elektricitüts Werke A.G., formerly W. A. Böse. The mono- 
poly pays 25 per cent. dividends. 

The lamp business, which is of great importance, is the 
main field for sharp competition between the firms A.E.G.. 
Siemens-Schuckert, Bergmann, and the Auer Gesellschaft 
(which makes only lamps, both gas and electric). However. 
patent conventions exist between these companies, and be- 
tween each one of them and the General Electric in America. 


_ Altogether, there are 11 competitors making metal-filament 


lamps. 

The German electrical concerns in European countries have 
their own foreign company; in South America they have their 
own company in the principal cities, but in some cases they 
have agents to whom salaried engineers from the home office 
are accredited and paid by the home office. The A.E.G. 
alone has 100 offices in continental Europe outside of Ger- 
many, and 60 offices outside of Europe. 


ECONOMIC RECUPERATION AFTER WAR.* 
MUTET x 
By PROF. W. В. SCOTT, D.Phil., Litt.D.. L.D., F.B.A. 


WHEN one endeavours to pierce the veil that hides from us at 
present those future years which will be brightened by the 
return of peace, it seems as if popular opinion hovers between 
two opposite poles of thought. The one type thinks of реа; 
as meaning a resumption of social and economic life just as 


* Read at the INSTITUTION OF ENGINEERS AND SHIPBUILDERS 
in Scotland, February 20th, 1917. 
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it was when its normal development was interrupted by the 
outbreak of war. The other type is quite the apposite—it 
seems to: regard the early days of peace as an economic 
tabula rasa upon which & new economic history may be 
written. Yes, a tabula rasa perhaps—but only in the sense 
that economic movements, both of the past and of the present, 
have left invisible traces upon it in a species of secret writing 
which will gradually come to light when the war is over. As 
differentiated from these one-sided views, there must be 
divined something of the future based as much as possible 
upon economic knowledge and the resources of past experi- 
ence in so far as these are applicable. Indeed, such an 
inquiry, apart from its practical value, is a test of the efh- 
ciency of modern political economy, which, to the extent to 
which it is a science, should be able to predict. Yet predic- 
tion, as regards the present war, has been largely falsified 
by events to a degree which has been remarkable. Thus it is 
certainly safer, if less enterprising, for the economist to wait 
upon events, contenting himself with classifying, investigat- 
ing, and pronouncing upon these after they have happened. 
This is useful work, but the time for much of it is not vet; 
rather may we not try to see, however imperfectly, something 
of the reaction of the present war upon the future of industry, 
thereby attempting to forecast the material destiny of Europe 
during a part of the next generation. 
oralists, poets, philosophers, economists, and statesmen 
have written much of the evils of war. To each nation, whose 
temperament is essentially pacific, there is given a clear vision 
of the losses involved in a state of hostilities. On its material 
side war involves immense destruction and waste; and it is 
this which has to be repaired in the subsequent years of peace 
—if that be possible. Accordingly,’ the first step will be to 
estimate the volume of the loss of wealth occasioned by war- 
fare. There is, first, the loss of human productive power in 
so far as productive workers are killed or suffer in industrial 
efficiency by reason of wounds or disease due to war. Here 
is & war loss which is obvious, and which is irreplaceable till 
a new generation fils the vacant places, or, alternatively, 
till a new supply of labour can be drawn from elsewhere. 
Secondly, during the progress of hostilities highly skilled 
labour is diverted from productive to destructive employments. 
In the third place, the consequences of this are visible in the 
devastation to which tracts of country have been subjected 
which have been fought over by contending armies. Again, 
naval operations have involved losses of shipping. In the 
fifth place, the general supply services of armies in the field 
inevitably occasion a certain waste of stores. Then, in the 
sixth place, the high cost of modern war is likely to impose 
& certain strain upon the credit and finance of the combatant 
countries. In most cases immense additions to the funded 
debt are already necessary, and these will grow with the dura- 
tion of the war. In addition, there are unfunded borrowings, 
whether in the form of bank credits to a Government or їп 
largely increased issues of paper money. Sooner or later 
these debts must be faced, and the interest on a funded debt 
will impose a heavy burden on future industry for many 
years to come, while unfunded debts or excessive issues of 
paper money will probably be dealt with by the flotation of a 
loan when the time is judged opportune. Here, again, there 
will be a further charge for interest. It may be that where 
the credit and financial systems have become highly artificial, 
the position cannot be adjusted without a commercial crisis; 
and, if so, the losses through a temporary collapse of credit, 
caused indirectly through the war, must be added to the more 
immediate war losses. Even yet the melancholy catalogue is 
not complete. There remain minor factors to be reckoned. 
There is a certain dislocation of production which arises upon 
mobilisation, and again upon demobilisation. If the indus- 
tries of a country were organised efficiently before the war, 
the diversion of demand and contraction of production usually, 
if not, indeed, inevitably, involve producing at a less advan- 
tage than before. Again, the closing of trade routes forces 
recourse to substitutes for some commodities previously used, 
and the substitutes are frequently either inferior, or else more 
costly. War, in fact, removes many of the advantages which 
previously accrued from territorial division of labour. 
Changes of territory, too, as & result of peace terms, have 
to be reckoned. Here, in the aggregate, the loss to produc- 
tion 1n general is to be measured by the extent to which the 
new owners of such conquered or ceded districts are less effi- 
cient producers than its former owners; while, conversely, 
if the ultimate settlement follows the broad lines of racial 
divisions, a gain rather than a loss may be anticipated in the 
greater contentment and more congenial political affinities of 
the population affected by the change. Again, there is the 
question of indemnities, which, in principle, 1s closely con- 
nected with that of loans to be raised for dar pose of war, 
adding to the debt of the country which pays the indemnity 
and lessening pro tanto that of the country which receives it. 
In the aggregate it would seem that this process involved а 
mere transfer of a claim to wealth from one country to an- 
other, but it may be questioned whether under the conditions 
which are likely to govern the final settlement, and where 
the indemnity is paid by one great power to another great 
power, the sacrifice of the former may not be larger than 
the benefit accruing to the latter. Also, there is the element, 
at present largely indeterminate, of the position of tariffs 
after the war. Clearly a state of international relations in 
which, after a political peace, a war of tariffs was waged, 
would be yet &nother element to be added to the long list 


of war losses, in so far as trade was diverted into artificial 
channels beyond such a degree as its course was facilitated 
by lesser customs duties amongst friendly nations. So much 
depends upon the course of the various campaigns, and the 
state of feeling between the present time and the d ation 
of peace that, while the possibilities offer & fascinating field 
for conjecture, the elements of the problem are too uncertain 
and too fluctuating to afford any firm basis for calculation. 
At the moment of writing it would appear that this is a 
phenomenon of which account must be taken. 

The foregoing factors, while not exhaustive, appear to be 
the chief that have to be considered. It is needless to say 
that the list is already long, and it is a distressing one. But 
the mere enumeration of these conditions only opens up the 
really difficult problem of.the degree of importance which 1s 
to be assigned to each. And that difficulty becomes inteneified 
by the fact that all these causes will continue to operate in 
varying degrees during the unknown period which must 
elapse until peace is declared and industry can return to its 
normal course. Therefore, all that is possible is to attempt 
to signalise those causes which are likely to be most powerful 
in determining the post bellum conditions. 'Two of these 
stand out pre-eminently. 'These are the loss of labour power 
and the accumulation of debt, whether funded or unfunded. 
It would seem that for many years to come the great powers 
of Europe wil be weary Titans toiling painfully under the 
crushing load of their public obligations. And the diminution 
in the supply of labour seems to make the process of recovery 
slower than it would have been had the slaughter been less. 
Moreover, the efficiency of credit has made it possible to mort- 
gage future production to an extent previously unknown. No 
doubt, ultimately, the modern system of credit will enable 
the burden to be diffused over the production of a long period, 
but it can scarcely be anticipa that the transition from 
credit on а war basis to credit on a peace basis can be effected 
without & serious crisis in some of the belligerent countries, 
perhaps not immediately after the war, but not very long 
after peace ha3s been made. Such a crisis, should it come, 
would delay recovery in the countries where 1% occurred, and 
it would react upon the renaissance of industry in other 
nations whose credit had stood the strain with less disturb- 
ance. 

In confronting a situation so unparalleled, both imagination 
and courage are required—imagination to divine the economic 
conditions of the new Europe which will arise out of suffering 
of the old; and courage, too, in order to recover as quickly 
as may be and upon a secure basis, from the enormous losses 
which are accumulating daily. It appears to me that, when 
one faces the future in this spirit, the degree of resilience 
in industry may easily be under-estimated. To a very con- 
siderable extent the disorders which war is inflicting upon 
industry are generating antidotes. The swolen war coste are 
forcing economy upon the belligerent peoples. Observers of 
pre-war social conditions cannot fail to have noted the 
rapidly rising standard of living over a very great part of 
Europe. In the closing years of last century, and during the 
early years of the present one, the peoples were garnering the 
fruits of more than 50 years of remarkable economic progress. 
Thus, habits of comfortable, and even luxurious living had 
been formed. The present generation had become accustomed 
to that form of free spending which Aristotle described as 
the characteristic of those who, having inherited wealth, had 
never known privation.* War is enforcing a return to a more 
Spartan régime. Gradually habits of а are perforce 
replacing those of profusion. But as these habits become 
established, their influence will persist when the war is over. 
Hence resources will be derived from this source, partly to 
pay interest on war debts, partly further to supply the new 
capital which will be required in large amounts to replenish 
working capitals and to replace buildings, plants, and means 
of transport which have been destroyed during hostilities. 
Thus there are indications that the war itself is calling into 
existence a fund from which some of its own waste will be 
repaired. War and luxury are alike unproductive expendi- 
tures; but while the latter has been continuous, the former 
outlay is compressed into a comparatively brief period, thereby 
anticipating at one bound the disbursements upon luxuries 
during many future years. 

It is in this way that the recapitalisation of industry will 
be provided, and that, it may be hoped, without undue delay. 
It is to be remembered that the productive capacity of the 
extractive industries remains unimpaired, except in those 
cases where a war lasts so long that permanent improvements 
in the land may become seriously depreciated. ough fac- 
tories may be stopped during the war, to a large extent their 
productive capacity remains. In a country whose resources 
are ill-developed these are the only productive losses to be 
faced, and the recovery of them should not be difficult, parti- 
cularly if it can be aided by moderate loans of working 
capital from outside. A highly developed region in which 
there has been great destruction of buildings and machinery 
requires larger outlay; but it will usually either have greater 
means for producing the new resources itself, or it can offer 
security to borrow what it needs abroad Thus it would 
appear that great as the call upon capital will be, means may 
be foreseen by which it can be provided. 


(To be concluded.) 
* Eth. Vic. iv. 20. 
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PREFERENCE FOR AMERICAN CABLES 
І IN AUSTRALIA. 


WE reproduce the following from the Melbourne -Age for 
January 5th, just to hand :— 

"Strong resentment on the part of British firms in Vie 
toria has been aroused by the extraordinary preference given 
to foreign manufacturers when material. for construction 
work is wanted from abroad. The procedure is said to exhibit 
such a bias in favour of American manufactures that all 
others are practically excluded from consideration. The ten- 
ders are so framed that none but American goods can pos- 
sibly meet the conditions. "This state of affairs is particu- 
larly noticeable in respect of tenders for insulated wire for 
use in the new electric signalling system. In February, 1915, 
tenders were called for several miles of insulated cable. No- 
body objected to that, but when it was mentioned that the 
cable in question must be of a particular brand, and that 
brand the trade name of an article manufactured solely by 
an American firm, a vast amount of indignation was caused. 
Representatives of British firms, seeing that their goods were 
shut out from competition, immediately applied to the rail- 


way department for leave to tender, but were blandly told 


that unless the goods were of the particular American brand 
specified their tenders would be futile. It was then suggested 
that an article similar in every detail to that desired by the 
аш might be considered, but this was rejected also. 
When asked the reason for the great regard for this particular 
olen commodity, the departinental officials stated that it 
had been used in the past, and that any extra cost entailed 
in its purchase was amply made up for by its lasting quali- 
ties. One of the British firms then secured samples of the 
foreign wire, which had been in use for 2) years, and sent 
them to England, where they were subjected to rigid scrutiny, 
after which the firm cabled its representative here to the 
effect that it could make an article similar in every respect, 
but, of course, could not call it by the particular name used 
by the American firm. It also quoted prices for this work. 

ese in every case were from 50 to 70 per cent. cheaper than 
the American article. A tender was then submitted. The 
difference in price flabbergasted even the railway officials, 
who suggested that it was so great that there must be some- 
thing wrong. Having been reassured upon this point, they 
then wanted to know if the article was that asked for in the 
specification. Having discovered that it was similar in every- 
thing but the name, the department finally rejected the 
tender, and gave the order to the American firm at a price 
vastly in excess, of the offer made by the British manufac- 
turer. British representatives in Victoria of insulated cable 
firms state that the American article is quite ordinary. There 
18 no trade secret bound up in its manufacture, and it can 
be made by other firms, which cannot, however, use its 
American name. Added to that, the British firma can make 
it much cheaper. At a time like this, when the railway 
finances are in such a muddle, and cries for economy are 
heard on every side, one would naturally suppose that the 
railway department would like to buy as cheaply as possible 
without loss of efficiency, yet tenders are again to be called 
for the supply of a large quantity of insulated wire, and the 
specification is for the same American brand. The repre- 
sentatives of British firms in Victoria do not complain of 
open competition, but they do object to a particular tender 
being earmarked for an American firm in such a manner as 
to preclude competition by British firms, especially when the 


Bntish firms can turn out an article equally as good for' 


nearly half the’ money. If in two tenders for 30 miles of 
cable the difference in price is £18 per mile, and the quality 
of the goods is much the same, there inust be something 
very queer about a departinent which refuses to pay any but 
the higher price. The management of the railways has not 
been a howling success, but the least that can be done is to 
alow open competition in respect of the supply of cables, 


and give the well-beloved American article a chance to prove | 


its superiority.” | 

The same newspaper in its issue of the following day re- 
turned to the matter thus:— . 

“That they do not favour American products to the detri- 
ment of British or Australian articles is the reply of the 
Railway Commissioners. The Commissioners, however, while 
appreciating the merits of the American wire referred to, 
have evidently steeled themselves against any possibility of 
& precisely similar article being manufactured within the 
Empire. They state that they are in possession of & sample 
of this brand of wire which has been in use in Victoria for 
90 vears, and the. insulation ia just as good as ever it was. 
If the Commissioners cared, however, to investigate thev 
could find British-made wire whose lasting qualities are noth- 
ing inferior and @ great deal cheaper than the American pro- 
duct. One of the British firms which was not allowed to 
tender in February, 1915, can produce samples of its own 
insulated wire which has also been in use for 20 vears, and 
the insulation is just as good as ever. This wire was actually 
compared with a 20-year-old sample of the Commissioners? 
favourite, and although the insulation was not so thick and 
the wire had been carrying a higher voltage than the Ameri- 
can wire, it was in an equally good state of preservation: 

“TIn their reply, the Commissioners stated that the depart- 
ment's settled policy was that when any commodity was 


- 


. some cases where the interests of the railway 


required an effort was made to obtain it in Australia, and, 
falling that, in England. They were constantly giving pre- 
ference to home-made articles and paying a higber price for 
them in accordance with this policy. There were, however, 

department 
and the State made it necessary to go outside to secure cer- 
tain indispensable articles. In this particular instance, the 
insulated wire was required for certain portions of the auto- 
matic signalling scheme, and the Ainerican article Mentioned 
in the tender was the most darable for hard wear and use 
in damp places that was known. While fully appreciating 
the desirability of fostering Empire industries, they were 
absolutely satisfied that in using this wire they were doing 
the right thing. This wire was obtained for a special pur- 
pose, and was used where the strain upon the dielectric 
for damp and other conditions was very great. The material 
used for insulating purposes was made from a formula which 
was а close trade secret, and which had not been discovered 
by any other American firm engaged in the manufacture of 
insulated wire. The necessity for effective insulation. upon 
wires controlling the automatic signals was very great, as 
the whole of the running of the trains depended upon it, 
and a great expense and inconvenience would result if an 
inferior article were used. They could not understand why 


: it should be assumed that they were so unpatriotic on the 


one hand and so foolish on the other as to pay a higher price 
for American goods than for British. The brand of insulated 
wire made in America had been proven to be a vastly superior 
article to any other, and it was only the great necessity for 
its use in & most important part of the railway systein that 
prompted its purchase. Б 

“Тһе question that all this special pleading suggests is: 
How can the Commissioners be satisfied that the American 
brand of wire is the best obtainable for their purpose. when 
they have never given any other kind a chance to prove 
itself? The business of producing insulated wire is not a 
new one. The problem of deep-sea cables has been solved 
years ago, so that it should not be a difticult matter for any 
firm to manufacture insulation which will stand for a long 
period the dampness and strain involved in an automatic 
signalling system.”’ 


. CORRESPONDENCE, 


. Letters received by us ater Б Р.м. ON TUESDAY cannot appear until 


the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession, 


` 


The Inspection of Munitions. 


“ Commercial's" dictum, in your issue of February 16th, 
that the ‘‘ British will always be fools," is undoubtedly to a 
great extent true, taken as a general statement, and he con- 
clusively proves in his article that he is certainly Brifish him- 
self. I can assure him that he expects too much of the 
credulity of your readers in. connection with bis condemna- 
tion of the heads of the various War Depurtinents and the 
inspectors under their control. They will not believe that all 
these men are foola—I doubt if any of them are prepared to 
accept his statement that the inspectors did not know a 
* cable from a cow." Only a fool would make such a state- 
ment. | 

What is the complaint that “ Commercial" wishes to put 
forward? Apparently, that two Army officers made а 11е 
journey to inspect three coils of 7/22 wire, and that another 
gentleman made the '' same trip hy train о see 200 ft. of 
motor-car ignition wire. Then he proceeds, in а somewhat 
effeminate stvle, to reproach the British War Department for 
its methods of ordering material and dealing with such orders, 
basing his argument on the above two cases. From these he 
tries to prove that the country abounds with '' hindrances to 
the business-like conduct of our present task," and “that we 
are plagued by the business amateurs "" in the new War De- 
partments. 

_Britain, as the world admits, has done wonders, and the 
co-operation between the War Department and the manufac- 
turers of the country has proved to be most satisfactorv. Мапу 
of the leading men in the country are giving their services in 
ш to increase the ейїстепсу of the production of muni- 
tions. The inspectors, too, have in many cases been of great 
help to the manufacturers, and it is a fact that their presence 
is welcomed by those whose ideas are to turn out reliable 
goods as well as to make a profit on their contracta. 

* Commercial” is evidently quite unaware of how the 
Ministry. deals with supplies; and, with such a narrow ont- 
look, I doubt if he will ever become aware of the extensive 
scale on which the work is carried out. Я 

He has the usual shop foreman's contempt for forms, but 
it would be well if he realised that no large husiness is carried 
on successfully without what, to the uninitiated, appears to 
be a confusion of ''triplicate advices.” | 

I happen to be a Government Inspector, and have had to 
deal with such goods as ' "Commercial" mentions. I have 
also made long journeys to inspect small lots; but my mission 
has in most cases covered several such lots, as well as the 
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most important one of keeping in contact with the heads of 
the contracting firms. . | | . 

It will be understood that there áre very few firms in the 
country whose orders are limited to '' three coils of 7/22 '' and 


a short length of .'' motor-car ignition wire." Most firms have. 


extensive orders involving delivery over a long period, and it 
is often necessary in those cases to keep in touch with the 
work and to encourage the manufacturers to be as regular as 
possible in their deliveries. | 

I quite agree that the '' hide-bound, short-sighted policy of 
past years . . . still thrives in business," and I consider 
' Commercial " a good example of its supporters. 

| Albion. 


——————5 


Boiler-House Operation and Maintenance. 


The interesting particulars of the dimensions given on page 
193, Vol. LXXX., No. 2,047, of the furnace arches adopted at 
the generating stations at Brakpan and Vereeniging opens 
up a question wbich. has not been given sufficient attention by 
boiler manufacturers, although the design of the furnace set- 
ting is а problem intimately connected with the bürning of 
fuel, having regard to efficiency and smokeless combustion. 

The sketch below gives an example of the empirical for- 
mula which has been developed at the Wood Lane Works 
of the Kensington and Notting Hill Electric Lighting Com- 


panies, with very satisfactory results, and may be useful to 
those who have to settle the dimensions of furnace arches 
for given lengths and areas of chain-grate stokers. 

The formula submitted is not to be taken as final, although 
jt represents a good start. Further, slight alterations wi'l 
suggest themselves under varying conditions, and the class of 
coal used. 

FORMULA. 


L=the effective length of the grate. 

c-r X 2/3 plus 6 in. added for every foot of width between 
the furnace walls exceeding 5 ft. 0 in. | 

B=L taken in feet X 2.5, the result to be considered as 


inches. 
C. Mancha Bennett, 


Engineer. 
London, February 23rd, 1917. 


5 | Fuse Failures. | 

As one privileged to witness a series of experiments carried 
out by Mr. Baynes, I venture to add a few remarks to those 
penned by Mr. Berry in your issue of February l6th as to 
the aim of these investigations. | 

According to my understanding, the object of these experi- 
ments was to confirm the conviction acquired as to the un- 
suitability of the use of metal-work cases in conjunction with 
fuse gear; which, as the article mentions, decided Mr. Baynes 
to adopt stoneware to remove the added danger of the arc 
spreading by & conducting case. | 

Mr. Berry's suggestion of the necessity of a ''temporary 
expedient '’ is just the very risk that Mr. Baynes desired to 
б, against, being а more general practice than is аррге- 
ciated. | 

Assuming that Mr. Berry's ideal fuse possessing an ешег- 
gency ' temporary expedient '' has been realised, then it seems 
somewhat illogical to design а fuse with ample tlearances 
without regard to the surrounding (usually earthed) metal 
ease having equally safe clearances from live parts, the im- 
portance of which Mr. Berry makes no reference to. | 

From the photographic results of blowing a fuse (4 in. 
break), the size of iron box required to escape the arc would 
not be practicable, and the added internal mechanism of 
certain combinations of switch fuse gear would aggravate 
these conditions. | , | 

It was the above facts that induced Mr. Baynes to continue 
on with his views to call for non-conducting cases. І 

The adoption of either the '' Лей” type or Messrs. Berry's 
. pattern cannot correctly be regarded as а ‘‘ graceful conces- 
sion," but merely а question of, merit of rd on which 
basis the fuses which my company submitted at the time were 
also considered. 


The British Central Electrical Co., Ltd. ` 


E. S. CONRADI. 
London, E.C., February 91st, 1917. 


‚ Curious Trouble with Lead-Sheathed Cables.. 


The troubles mentioned by Mr. Partridge in your issue of 
the 23rd inst. are very interesting, and are, I believe, due to 
continued bending and straightening of the lead at the points 
of fracture. | 

Such fractures are very common on aerial lead-covered 
cables carried on & suspension wire, and are due to vibration 
set up by the wind, failure taking place at the points of sus- 
pension where the vibrations are damped off, 

As Mr. Partridge experiences the trouble in quiet as well 
as in busy thoroughfares, it would appear that vibration is 
only a secondary, but contributing, cause, the primary cause 
being the natural expansion and contraction of the cables due 
to the difference in heating between full and light loads. 

The fact that some joints failed at both ends, and others at 
one end will be due to the stresses set up affecting both ends 
equally, or one end more than the other, due to (1) the sym- 
metry of suspension or otherwise of the cable in the manhole, 
or (2) to the joint not being in the middle of the manhole, 
or (3) to the unequal expansion into the manhole from the 
stretches of cable on either side. ` | 

The last factor is influenced by tbe levels of the cables; 
if the cables fall from one 1nanhole to the next, the tendency 
is for them to expand and contract downhill, a fact which 
explains the creeping of cables downhill when they are sub- 
Jected to alternate excessive and light loads. 

Possibly Mr. Partridge's cables are now operating at higher 
loadings thàn usual. ; 

W. Nairn. 


Glasgow, February P 1917. 
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The trouble experienced by Mr. G. W. Partridge is rather 
an interesting one, as it brings to the fore a difficulty which 
may occur more repeatedly as stations are linked up by long 
trunk mains. 

The information given in the letter neither states the size 
or sizes of the cables affected, nor the current densities at 
which they are run, so that 1t is impossible to work upon 
any definite data in this respect. I venture, however, to give 
the following suggestion, although it may have already re- 
ceived consideration. · 

It is generally accepted that the safe increase of tempera- 
ture of а paper-insulated cable, with initial temperature of 
GO deg. F., is approximately 90 deg. F. With this increase 
of temperature due allowance should be made for expansion 
and contraction of both the copper conductors and the lead 
sheathing at the joints. If one takes the coefficient of linear 
expansion of copper at .0000103 per deg. F., a 100-yard length 
of cable will expand, for. 90 deg. rise in temperature, 3.38 in.,. 
or 4.8 ft. to the mile. 

Under the same temperature rise, the lead sheathing would 
have an expansion of 5.18 in., or 7.7 ft. in one mile. 

The lead sheathing being the outer and unserved would 
not attain this temperature rise, but, assuming the rise is 
45 deg. F., the expansion of the sheathing would be 2.59 in. 

Now, since the plumbed joints in the pits can be taken as 
fixed or rigid ends of a cable. the expansion and contraction 
has to be absorbed between these two terminations. 

The lead sheath, being stiffened at the plumbed joint, has 
very little movement, but at the position where the cracks 
have developed the lead, being ductile, gives to variations in 
length, and it is presumably the. subsequent. fatigue which 
has brought about the failure. - | = 

It would be interesting to ascertain whether the cracks 
close when no energy is being transmitted, and open out 
when the amount of energy transmitted is at ite maximum. 

Mr. C. J. Beaver, in his paper on “Cables” (I.E.E. 
Journal, Vol. 53, No. 288, pages 65/66), gives some interesting 
results of tests on expansion and contraction of cables. 

I might mention that Messrs. A. Reyrolle & Co. are the 
manufacturers of а special expattsion joint for all voltages 


up to 20,000. 
S. M. G. Teal. 


Hornsey, London, N., February 25th, 1917. 


The Homogenous Lead Coating Co. 


My attention has been called to-a notice that has been 
appearing in the technical Press that I have sold my interest 
in the Homogenous Lead Coating Co. Whilst this is a fact. 
the wording is misleading, as it implies that I am not 
entitled to carry on similar work. 

I shall have before long the most up-to-date works, appli- 
ances, and processes for producing every description of lead- 


-lined vessels and tanks for chemicals and other purposes. 


| Sherard Cowper-Coles, 
Sunbury-on-Thames, February 23rd, 1917. 


c oo cse British ve German Turbines. 


^ Т have very much sympathy: with Mr. A. Nichols Moore 


because, while he has been running A.E.G. turbines for 3X 
vears, І have been running them successfully for 10$ years. 
I may say that upon overhauling last year one bearing showed 
the original scraper marks that were made 10 years previously | 
But the clearances allowed in the labyrinth packing are ver y 
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small, and in some cases а seizure means а new shaft. Their 
metallurgical knowledge also appears to be peculiar, as they 
pub brows and iron or steel together, so as to form electro- 
lytic couples wherever possible. Their steam consumption is 
fair when new, but very quickly deteriorates, and IJ,.-person- 
cally, am delighted to have a change. to.. British turbines, 
although J. believe, very much more depends upon the. man 
who actually looks after the plant than upon' the nameplate. 
os ata c qur DL Wy Н, Sisson, 
'toneclough, February Ath, 1917. - P CERTE. 
.. P.S.—The A.E.G. also designed. their early turbines so that 
. 6 took a few days to get inside, and a similar time to replace 
and refit. Their experiments with nickel and, other steels 
.for turbine blades were also very unsatisfactory from the 
users’ point of view. : | ` 


— ae — ар С —ÁÀ 4 — - 


Meirowsky Insulating Tubes. 


Referring to the paragraph '' Meirowsky Insulating Tubes ” 
in your issue of the 16th inst., kindly note that I am Mr. 
George Schultz still and have not changed my name, but 
that it was my son, Mr. D. H. Schultz, who changed his name 
and is now Captam Scott. - > -> 
". Regarding the last paragraph on. page 175, it seems to me 


. that the reference to ‘‘ sharp practice" may easily be coun- 


stpued to refer to my firm, George Schultz & Co., Ltd., but 
such reference did not apply to us. 


Tondon, E.C., February 22nd, 1917. 


s 


Geo. Schultz. 


NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT, | 


Readers are invited to submit, particulars of new or improred 


devices and apparatus, which will he published if considered of 
sufficient interest, | n | | | 

| . .B.T.H. Hand Lamp. | 

THE British Тномѕок-Нобзтох Co., ETD., Rugby, has intro- 


` duced: a new type of hand lamp, which is primarily intended for 


workshop and factory use, is strongly made to withstand rough 
handling, and embodies certain improved features. 
sists essentially of three parte: a handle. a holder, and a guard 


Ета. 2—SECTIONAL VIEW OF 


Fic, 1.—THE NEW B. T.H. 
B.T.H. HAND LAMP. 


HAND LAMP. 


The handle, is made of ebonised wood, and furnished at the top 
with a tubber ring and insulated bush through which the flexible 
cord enters. . It.is further provided with a leather strap or handle 
securely attached by means of brass screws of such length as to 


_ prevent the possibility of their entering the wire-way in the centre 


of the handle. 


^ a 


"two brass wine-nuts, 
_in the periphery of the metal ring referred to above, and so con- 


Each lamp con- 


The holder is constructed entirely of porcelain (apart from the 
plungers), and is provided with a flange whereby it is attached to 
the handle. This attachment is effected by screws which paas 
through the flange of the lampholder, through a wooden flange at 
the end of the handle, and into a metal ring slipped over the latter. 
The attachment is therefore not dependent on wood screws fixed in 
the end grain of the wood. The holder’ is provided with а skirt 
entirely covering the cap of the lamp, and ів so designed:as to 
permit of easy wiring when unmounted. — АО: 

The guard’ consists-of strong galvanised iron wire made up in 
the form shown in the illustrations, and is secured to the handle-by 
The attachment is made through two slots 


trived that by slackening the wing-nuts s couple of turns, the 
guard can be diséngaged by rotating it about the axis of the lamp. 
The size of the guard is large enough to accommodate any lainp up 
to and including 60-watt standard Mazda. 

This hand lamp, which passes Home Office. requirements. is 
entirely of British design and made at. Rugby. | 


А New Demagnetiser. 


The permanent magnetic condition imparted to pieces finished in 
magnetic chucka is clearly objectionable on some classes of work. 
as milling cutters for instance.. Such cutters would attract anid 
hold the chips produced when cutting, and they would: act as some 
hindrance to maximum prdduction as well as an annoyance to the 
operator. The demagnetiser here illustrated in diagram is built by 


Messrs. J. Н. HUMPHREYS & Sows. Oldham, for rapidly demag- 


netisiny pieces, and avoids some disadvantages of rotary-magnet 
patterns. It does not require any fixing, and can be put to work 
in any position. The complete equipment consists of demagnetiser 


i 


OEMAGNETIZER 


_— —-— 


' 
\ 


-v 


Ета. 3.—HUMPHREYS DEMAGNKTISER. 


(shown in plan), rotary converter, and starting rheostat. Тһе 
demagnetiser contains fixed coils and is operated direct by a low- 
voltage alternating current suppliel by the converter. which 
through the starting rheostat is connected to an ordinary direct- 
current lighting or power circuit. The converter spindle runs in 
ball bearings, and the brush gear, terminals, and wire connections 
are enclosed, no loose wires being exposed. The work is passed 
over the polished platens of the demagnetiser once, or in the case 


. of heavy pieces, twice. the whole operation taking a few seconds. 


Pieces much larger in size than the platens can be thus demag- 
netised.— American Machinist, | 


170. LEGAL 


LONDON County CoUNCIL AND TRAMWAY RATING, 
SETTLEMENT OF OUTSTANDING APPEALS. 
FOLLOWING the decision of the County of London Quarter Sessions 
in favour of the London County Council in the latter's appeal 
against the quinquennial assessment of its tramways in the 
Borough of Finsbury, the Council and the Assessment Committees 


. concerned have now agreed the figures in the remaining appeals. 


These related to tramways in Holborn (parishes of Saffron Hill, St. 
Andrew-above-the-Bars, and St. George-the-Martyr) and in Bethnal 
Green, and the Council's costs are to be repaid by the respective 
Assessment Committees. 

In the case of the three Holborn parishes the County Council 
have secured a reduction of £787 in the gross value, which now 


. stands at £8,453; and of £787 in the rateable value, which is now 


£3,261. In the case of Bethnal Green. the gross value has been 
reduced from £5,819 to £3,019, and the rateable value from £5,255 
to £2,455. The total reduction of rateahle value in these two 
boroughs is, therefore, £3,587. | 

The rateable value of the tramways in Finsbury was reduced by 
Quarter Sessions from £9,770 to 6,527, and the Local Government 
Committee of the County Council intimates that this reduction 
is equivalent to 33 per cent. of the rateable value in the list. Аз, 
however, reductions had alremly been made by the Assessment 
Committee, the total reduction represents 47 per cent. of the assess- 
ment in force before the quinquennial valuation, and 57} per cent. 
of the assessment in force at the quinquennial valuation of 1910, 

When the appeals relating to the tramways in Holborn and 
Finsbury came on for hearing. Mr. Clavell Salter, K.C., M.P. (on 
behalf of the Holborn Union Assessment Committee), raised a 
preliminary technical point—namely, that the County Council was 


not entitled to have the appeals heard, because the notices of 
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objection to the valuation lists did not comply with the provisions 
of the Valuation (Metropolis) Act, 1869, as they did not state the 
alterations which the Council desired to have made, nominal figures 
only having been inserted. The Court decided against this 
objection, but assented to Mr. Salter's application for a case to be 
stated for the decision of the High Court upon the point. As a 
result of the agreement arrived at, the Assessment Committee will 
not proceed with this case. | 

The Local Government Committee of the County Council has 


had before it a statement showing the effect of the quinquennial. 


valuation of 1915 upon the assessment of the Council's tramway 
undertaking. The total rateable value is £266.475. The rateable 
value of the tramway buildings, as compared with the valuations 


in force before the quinquennial valuation, shows an increase of ° 


£12,462. This increase is mainly due to the substitution of 
turbines for reciprocating engines at Greenwich generating 
station, but some increase has been caused by the enlargement 
of the capacity of Abbey Wood car-shed and Vauxhall and the 
Elephant and Castle sub-stations. The total rateable value of the 
lines has been reduced by £45,171. These reductions are in addi- 
tion to those amounting to £51,087 (net), which were made in 
1913-14, consequent upon motor-omnibus competition. 

The Committee states that it was most anxious to avoid liti- 
gation and the expenditure of public money. especially under pre- 
sent conditions. It accordingly entered into negotiations with 
a number of Assessment Committees, and, with the exceptions of the 
Holborn Union and Bethnal Green, was able to arrange terms 
which it felt it could accept on behalf of the County Council. 
In regard to those two exceptions prolonged negotiations took 
place, and the chairman (Mr. E. L. Meinertzhagen, J.P.), had a 
- number of interviews. with representatives of the assessment autho- 
rities, but notwithstanding his efforts a settlement could not be 
arrived at. Accordingly the Committee was compelled to allow 
the matter to go to Quarter Sessions for determination. 


A DisPUTED LEAVING CERTIFICATE. 


IN the King's Bench Division, on February 22nd, before Mr. Justice 
Atkin, the British Thomson-Houston Co., Ltd., appealed against 
the decision of a Munitions Tribunal, in which Henry Sabin, a 
night watchman, was the complainant. 

MR. Mappocks, for the appellants, stated that Sabin was 
engaged as a night watchman. He was first paid 28s. per week, 
and later he was paid 438. 9d. Не applied for a rise in wages, and 


as this was not granted, he asked for a leaving certificate, which , 


was refused by the firm. On the matter going before the Tribunal, 
it was decided that unless the firm were prepared to pay Sabin 49s. 
a week, it was unreasonable to refuse him the leaving certificate. 
There was no district rate of wages on which the firm could rely. 
The onus was upon Sabin to prove that he was entitled to a higher 
wage. Evidence was given before the Tribunal from two firms 
that higher wages were paid than those prevailing in the appel- 
lante’ firm. On the other hand, evidence was given that lower 
wages were paid in some neighbouring works. | 
Mr. SLESSER, for the complainant, contended that sufficient 
evidence had been afforded to enable the Tribunal to arrive at a 
decision as to the amount which should be fixed. The Tribunal 
heard the evidence of five witneses before coming to а decision. 
MR. Justice ATKIN found that the Tribunal had no evidence 
upon which they could find that the amount fixed was the 
prevailing rate of wages. The appeal would be allowed. А 


HIGH-TENSION ELECTROMETERS FOR X-RAY APPARATUS. 


BEFORE the Controller of Patents, in the Patents Court, on Wed- 
nesday last week, Messrs. Fredk. R. Batt & Co., Ltd., London, 
applied for licence to use the German Patent 25,101, of 1912, in 
the name of Bauer, for the manufacture of high-tension electro- 
meters to be employed in connection with X-ray apparatus. 
Patent 25,101 covers the combination with a unipolar electrometer, 
for connection to a high-tension circuit, of a casing surrounding 
the electrometer, the casing provided with means for reading the 
deflection of the electrometer, and being composed of material 
which readily gives up its charge to an ionised surrounding 
medium. The casing is readily penetrated by Róntgen rays. The 
high-tension electrometer comprises tixed metal plates, metal vanes 
carrying an indicating number, mounted to rotate relatively to the 
plates, and a spring tending to rotate the vanes in one direction, 
the casiny surrounding the plates, vanes, and springs being provided 
with means for reading the deflection of the vanes. . 

Mr. J. H. WEBB, the secretary of the company, said they had 
received orders for the Bauer electrometer. They had had difficulty 
in getting them from the firm who had obtained a licence to manu- 
facture, Messrs. Newton & Wright. He concluded that they were 
not in a position to manufacture. Any firm making these electro- 
meters needed to have special facilities. His own firm possessed 
special advantages for manufacture and sale. The Bauer electro- 
meter was nothing more or less than an electrostatic voltmeter, 
and. to make one efficient in every way, a firm required to have a 
very good knowledge of the working of such instruments. They 
were somewhat diffieult to manufacture, the mechanical parts 
rather than the electrometer. It was essential to employ the 
proper material in manufacture, otherwise the instrument became 
at once absolutely inefficient. The meter had to be placed on the 
secondary circuit of an X-ray apparatus for making measurements of 
the working of the X-ray outfit. The applicants were one of the 
largest manufacturers of X-ray apparatus, and were official con- 
tractors for the War Office. They held the opinion that if they 
could supply to the War Office, or to their X-ray Committee, an 


instrument made under the Bauer patent. which was abeolutely 


efficient and made to their satisfaction, they would probably get a | 


very large sale for it. He had been in communication with a firm 
of great repute in the manufacture of electrostatic instrumenta. 
and had made arrangements for early manufacture. The appli- 
cants themselves employed 90 men in manufacturing X-ray 
apparatus for the War Office. Every X-ray apparatus they used to 
sell in pre-war days included a Bauer electrometer, as they held it 
to be an integral part of the outfit. Since the war, however. these 
Bauer electrometers had not been included. The apparatus need 
not necessarily be used for surgical purposes. He proposed to pay a 
5 per cent’ royalty on the patented parta which the applicants fitted 
and manufactured. He wanted to advertise his firm as being in a 
position to supply, and in all probability the Bauer electrometer 
would be separately priced. 

The CONTROLLER said he thought the case was one in which a 
licence should be granted. The royalty would be subject to revision 
after the war, and it would be foolish at this stage to put on a 
prohibitive royalty. The Board of Trade wished to promote the 


. manufacture of a useful appliance, and it was well that the sale 


price, according to the cost of production, should be fixed within a 
геағопаЫе limit. 


MEIROWSKY INSULATING TUBES. 


A SUPPLEMENTARY application to one reported in the ELECTRICAL 
REVIEW of February 16th last, for licence to ure the Meirowsky 
patent for insulating tubes, was heard in the Patents Court on 
21st ult. 

Capt. Donald Henry Scott applied for licence to use Patent 
26,941 of 1906 covering this improved method and apparatus for 
forming insulating tubes. : 

The application was heard by the Controller of Patents, Mr. 
Temple Franks, and Sir Cornelius Dalton. ’ 

Capt. Scott (who had changed his name from Schultz to Scott) 
was conducting the English business of Meirowsky & Co. when the 
war broke out. He felt that upon him devolved the liability of 
carrying on the business. He was an English subject.and when he 


`“ joined the Forces he invited Messrs. Schultz & Co., the well-known 


firm of electrical engineers (of which his father was managing 
director), to go to Manchester, take up the business, and manufac- 
ture under the patent. 

MR. TEMPLE FRANKS said he saw no reason why the Court 
should not recommend the Board of Trade to grant a licence to 
him, and in the ordinary course that licence could be transferred to 
approved assignees. The Court would certainly suggest that his 
father, as representing Schultz & Co., would be an assignee that 
would be approved by the Board of Trade. i 

MB. MORITZ, representing Capt. Scott. said he understood the 
Board of Trade Committee would consider the case of the Meirowsky 
company, a8 they had given notice to that effect. 

MR. FRANKS: Were there no machines? 

Mr. Moritz: Yes, of course, there were machines. I suppose 
they would have to control the transfer of these. 

Mr. FRANKS : Probably it is not exactly a legal position at the 
present moment. Therefore, you want a proper transfer from the 
Controller to Schultz & Co. of the assets and machines. 

Mr. Moritz: My client is willing to buy up the assets of 
Meirowsky & Co. | 

MR. TEMPLE FRANKS said if this were done, it would be an addi- 
tional reason for recommending that a licence be granted to Capt. 
Scott, but, in any case, the Court would recommend а licence. He 
would communicate with the Board of Trade, and transmit to them 
the effect of those proceedings, and the applicant would, in due 
course, hear from the Board of the issue of the licence. 


WILDE r. WALSALL ELECTRICAL Co. 


AT Walsall County Court, plaintiff sued defendants for £5 19s, 
damayes arising out of the repair of certain electrical apparatus. 
For the plaintiff it was stated that he used a mercury vapour 
lamp for producing artificial light. In December something went 
wrong with it, and plaintiff's manager went to the defendants’ 
works and saw Mr. Brown, defendants’ manager, who eventually 
agreed tq то down to plaintiffs premises. He found a wire had 
either fused or broken, and he repaired it. Subsequently, when the 
lamp was again lighted, a bulb fused, and the lamp was destroyed. 
Plaintiff subsequently found that by mistake Mr. Brown had con- 
nected the positive wire with the negative plug, and rice versa, 
with the result that the current was reversed, and caused the 
destruction of the lamp. For the defence, it was contended that 
Mr. Brown explicitly told plaintiff's manager that he had had 
no experience with mercury vapour lamps, and merely offered to do 
the best he could for plaintiff out of a spirit of kindness. 
Judgment for the defendants, with costs. 


FOWLER vr. MIDLAND ELECTRIC CORPORATION FOR POWER 
DISTRIBUTION, LTD. : 


IN the Chancery Division, on Monday, Mr. Justice Eve delivered 
judgment in an action in which the plaintiff sought to recover the 
value of 18 £100 debentures issued by the defendants, and interest, 
The company had paid £1,800 into Court, together with interest 
up to June 30th, 1913, and a premium of £45, and the real claim 
was for interest subsequent to that day at 44 per cent. 

‘His LORDSHIP said the action raised the question whether it was 
the duty of the issuers to seek their creditors “ within the realm," 
and to pay the money without request. His Lordship held that 
the company was supplied the day after the debentures matured, 
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with the information as to the proper person to whom tender of 
payment might be made. He thought there was no defence to the 
action, and he gave judgment for the plaintiff, with costs, for 
interest at 44 per cent. as from June 30th, 1913, ordering the pay- 
ment out to him at the same time of the amount paid into Court 
by the defendant company. 


WAR ITEMS, 


— 


: The Tramways of Vienna.—According to the “ Daily 
Telegraph,” if you want to travel by tramcar in Vienna now 
you must do so either between 5 a.m. and 9 алп. or between 
ӧ p.m. and 9 p.m. These are the only times when the tram- 
cars run now. ''Grave popular discontent has resulted.” 


_ Fire at Cockerill’s Works.—A great fire at the f 
ironworks of John Cockerill & Co., at Seraing, near ‘Lidge, 
has resulted in damage to the extent of £80,000. The cause 
of the fire is attributed to the enemy.—Financial Times. 


Copper.—The Central News Paris corréspondent says. 


that t Freneh Government will shortly submit to the 
Chamber a Bill making compulsory the declaration #6 the 
authorities of all copper or copper materials of any kinds 
except by persons holding less than 50 kilogrammes. 
Engineering Wages.—The Mersey engineering employés 
who had applied for a 10s. per week АКШ. have by 1,700 
votes to 1,410 (a total poll of 3,110 out of 8,000 members) 
ка an award of 4s. awarded by the Committee on Рго- 
duction. | 


Higher. Railway Rates after the War!—Lord Faringdon, 
chairman of the Great Central Railway Co., is credited with 


a remark which suggests that there may be higher rates for — 


goods traffic after the war, owing to the excess of expendi- 
ture as compared with pre-war conditions. 


A.E.G. Workers.—The Amsterdam correspondent. of the 
Бану Chronicle, under date February 34th, says that 8,000 
employés of the A.E.G. in Berlin have made united demands 
for higher wages and sufficient food. 


Restricted Lighting: Accidents.—l he number of fatal 
accidents in the Metropolitan Police District during the hours 
ol darkness between August Ist, 1914, and January 3lst, 
1917, was 954. The number killed by Zeppelins in the same 
district was 1397... : 

Export Prohibitions.—The Proclamation relating to ex- 
port prohibitions is further amended by an Order in Council 
dated February 23га. Changes are made in a number of 
headings. (See London Gazette, February 23rd) 


Exports to China.—Further additions to the list of per- 
.sons and bodies in China and Siam to whom exports may 
оное are given in the London Gazette for February 
га. : : | 


, Electrical Export Prohibitions.— l'he following articles are 
in the list, issued by thé War Trade Department, of things 
which are exempted from the necessity of licence or certifi- 
cate as far as the prohibitions relating to the export of steel 
-are concerned :—Electricity meters and electrical instru- 
nents. These are otherwise included in prohibition '' C,” 
which prohibits their export ‘‘to all destinations in foreign 
countries in Europe and.on the Mediterranean and Black 
Seas, other than France and French Possessions, Russia, 
Italy and Italian Possessions, Spain and Portugal, and to 
all ports in any such foreign countries, and to all Russian 
Baltic ports.” 


Non- Essential Industries and National Service.—Àn im- 
portant deputation is to be received on March 13th by the 
Earl of Derby, Sir Edward Carson, Mr. Neville Chamberlain, 
and Dr. Addison. It will represent the Federation of British 
Industries, the British Manufacturers’ Association, the Asso- 
ciation of Controlled Firms, and the Emplovers’ Parliamen- 
tary Association. and is to be introduced by Mr. George 
Terrell. The-object is to press on the Government that in 
all matters relating to labour and the restriction of raw mate- 
rals used in non-essential industries the employers shall be 
consulted prior to instead of after the issue of orders. Тһе 
present system, it is contended, has been productive of dis- 
content, of unrest, and of loss of time and output, while the 
resulí in many cases has been the rescinding or amendment 
of the order.—Morning Post. 


ns “pe Applications.—At the Shoreditch Tribunal, 
Mr. G. Benke-rt, of 48, Wilson Street, E.C., electrical and 
general contreactor, appealed for H. Burningham, aged 31 
years, class C1, an electrician, for the second time. Mr. 
Benkert said that the man was а qualified electrical man, and 
he was trusting him with the installation of a 10-wire tele- 
. phone in a controlled factory, a job that he would only trust 
. to a very experienced electrician. It was impossible nowa- 
. days to find anybody to replace hands in this business. He 


had a large number of contracts for electrical work for offices . 


and buildings. The Tribunal dismissed the appeal. Mr. Ben- 
kert said he should appeal against the decision. 

At the Newmarket Tribunal, the Electric Light Co. ap- 
pealed for a stoker, aged 33 (married), one of two stokers 


employed. Three months’ temporary exemption was allowed, 
the militarv authorities to try and find a substitute in the 
meantime.—The appeal of a youth of 18, described as a 
student of wireless telegraphy, for exemption until after an 
examination in April, was refused, but the father was in- 
formed that if he took to the recruiting officer a certificato 
that his son was to sit for examination within three months 
he would, in aecordance with a War Office instruction, not 
be called up until after the examination. 

The Military Representative at Northamptonshire Appeal 
Tribunal, on Friday, appealed from the decision giving ex- 
einption, with leave to make a further application, to A. 
Hutchins, 29, married, electrician, wireman, and motor in- 
spector, and W. Trusler, 39, married, general labourer, both 
in, the employ of the Northampton Electric Light & Power 
Co., Ltd. He said the appeal against Hutchins was on the 
ground of age, he being under 31, and the ground of appeal 
in the case of Trusler that he had forsaken what appeared 
to be a more useful occupation, that of a milkman, to be- 
come a labourer. Ald. F. H. Thornton, J.P., the chairman 
of the company, resisted the appeals. The certificates, which 
were for April 23rd, were extended to May 23rd, but that for 
Trusler was made final. 

At Dover, further exemption for W. J. Holmes (39) was 
applied for, he being engaged in the delivery of coal to the 
Corporation electricity works. He is in B1, and with the 
assent of the Military Representative, who said that they 
did not worry about B1 men of that age, four months were 
granted. | 

At Brighton, а firm of electrical engineers appealed for an 
electrician, aged 39 and in class B2, one of two left out 
of a staff of 18. The man, it was stated, had been in the 
business for 15 years, his work was skilled and important, 
and the Labour Exchange could not supply a substitute. 
Three months were conceded. 

At Northwich, the Electrical Supply Co. appealed for an 
apprentice to electrical engineering, aged 18, engaged at a 
sub-station as attendant. It was claimed that the appren- 
tice was in a certified occupation, and that much of the 
company's supply was utilised for munitions. The appren- 
tice was in Class Ol only, and the company offered, when 
the days got longer and the load was lighter, to try and 
release three other apprentices when they became of military 
age in April and May. The Tribunal allowed temporary ex- 
emption until May ЗІК. | | 

Oswestry Tribunal has granted exemption until April 156 
to Mr. W. H. Farrar (37), electrician, who is in Class A 1 

The -Grantham Tribunal has disallowed a military appeal 
against conditional exemption held by P. A. Baxter (23), 
electric light and power wireman with the Urban Electric 
“Supply Co. | 

Àt Peterborough, the Electric Traction Со. appealed for 
four men. with the following results:—J. G. Manning (28. 
Class A), tramway electrician and mechanic, three months: 
C. W. Armitage (29, Class A), tramway foreman, refused ; 
G. A. Maywood (33), fitter and mechanic, three months; F. 
Woodman (41, B 2), traffic inspector, two and & half months. 

Before the Surrey Appeal Court, the Woking Electricity 
Supply Co. appealed for J. D. Fowler (23), electrical wire- 
man, in Class B2. The Chairman said that the Tribunal 
were of opinion that it would be a waste of power to let 
в skilled man go into the ranks of a labour battalion. Не 


should be employed in s skilled capacity. If the Military 


Representative could assure them that he would be em- 
ployed in that capacity they would be prepared to release 
him: otherwise they would not do so. Lieut. Courthope 
replied that Fowler would probably be made a signaller. 
Exemption was refused. | | 

At Shoreham (Sussex). exemption was sought for three 
electrical fitters engaged in the running and upkeep of elec- 
trical plant at Shoreham Camp, and who had never been 
badged. A final month was given in each case, the Tribunal 
being of opinion that if the men were needed the Military 
could look after them themselves. 

At Paignton (Devon), the Electric Light Co. appealed for 
their assistant engineer. and he was, with the assent of the 


‘military, exempted until a substitute satisfactory to the com- 
pany is found, the Tribunal to decide the question of suit- 


ability in case of dispute. The company had complained that 
a substitute sent to take the place of an electrician. was 
utterly untit for the position. | 

St. Ives (Hunts) Tribunal have granted six months exemp- 
tion to §. J. Allen, electrician in charge of the plant at the 
works of Messrs. Enderby & Co. 

Aldershot Tribunal, on February 93rd, heard an appeal by 
the Traction Co. for Mr. A. E. Webster (31, general service), 
secretary to the company, and he was given one month final. 

The North Riding of Yorkshire Appeal Court has dis 
missed an appeal by the Wensleydale Gas & Electricity Co., 
Ltd.. against exemption granted until April 15th only, to the 
manager of the undertaking and to an electrician on the 


. staff. 


At Gloucester, the Corporation appealed for a storekeeper 
(32, in Class B 3), engaged at the tramway depot. Mr. F. H. 
Corson, manager, said that the man was doing work which 
was highly specialised, the goods dealt with being quite 
outside the ordinary class of engineers’ stores. Exemption 
until April 30th, with leave to appeal again, was granted. 
A military appeal against conditional exemption granted 
last May to Mr. J. Launchberry (28), engineer in charge of 
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the station of the Faringdon Electric Light & Power Co., 
has been disallowed bv the Tribunal. 

At Bexhill-on-Sea. the Corporation Electric Light Commit- 
tee appealed for Messrs. R. C. Carter (28), chief assistant 
engineer: J. L. Eldndge (39), cable iointer, in Class B1: 
W. С. Winborn (29). engine driver on the heavy shift. general 
service; F. J. Stratford (22), senior shift engineer at night; 
aud C. Hall (21), on the dav shift. Mr. C. A. Frost, borough 
electrical engineer. said that Mr. Carter was the sole remain- 
ing technical engineer in the department. Before the war 
tbey had a staff of 47; now thev had only 25. Eight men 
had been released, on account of the decrease in public light- 
ing, and thev were doing more work with fewer and younger 
men. He added that he could not possibly do without the 
men appealed for. Conditional exemption, without time 
limit, was given to Messrs. Carter, Midridge. and. Winborn; 
the other cases were adjourned for a month for the provision 
of efficient substitutes. 

At Maidenhead, conditional exemption whilst they remain 
in their present occupation was granted to Mr. W. L, Chubb 
(32), assistant engineer and deputy-manager of the Corpora- 
tion electricity undertaking; G. A. Cox (39), shift. engineer; 
and E. G. Pink (35), shift engineer. 

At the Shoreditch Tribunal, an electrical wire coverer ap- 

pealed for a man. aged 38 years. classed “A” for general 
service, a mechanical fitter, for the second time. He said 
that. the man was the only one thev had to look after the 
machines. and they опу had two other males in their em- 
vlov, whilst they had 100 women constantly emploved. Thev 
had orders for about £3.000 worth of covered, wire, trench 
wires, and other electrical apparatus for the Government. 
They had 100 insulating machines roing. and did all their 
own work. This man was absolutely indispensable in case 
of a breakdown. The turnover last vear was £17.000, and 
the. business was keeping up. The Tribunal granted four 
months' exemption. P 
~ At Bridlington, on February Brd, the Borough Electricity 
Connnittee appealed for an indentured apprentice. aged 18 
vears and З months, on the ground that he was indispensable 
on account of the number of men who had left for militarv 
service, It was decided to respite the anpeal for a month 
in order that the acting borough electrical engineer (Mr. 
Ffrench) might try a substitute offered by the Military. 


BUSINESS - NOTES. 


New. Zealand.— А firm at Hawera, controlling a lighting 
system there (three-phase alternating, 50-cycle ; high tension 3,500- 
volt; low tension 220/230 light, 380/400 power), desires to yet into 
touch with United Kingdom manufacturers of motors, transformers, 
lamps, fittings, and switchgear. The firm is also prepared to act as 
agent for United Kingdom manufacturers of all classes of engi- 
neering material.— Board of Trade Journal, 


"The Business Names Act.—Mr. James Martin, chuir- 
man of the Parliamentary and Commercial Law Committee of the 
London Chamber of Commerce, writes as follows :— 


May I seek the hospitality of your columns for the purpose of calling 
attention to the obligation imposed by the Registration of Business Names 
Act on shopkeepers and othertradesmen, and, in fact, on everyone carrving on 
& business or profession in this country (except limited liability companies and 
other corporations) ? 

This Act provides that on and after March 21st next, all persons carrying 
on business in this country must trade under their own true names or else 
must be registered. 

The object of the Act is to enable everyone to know with whom they are 
trading, and if persons are trading under their own names, with no additions 
except their Christian name or names (or the initials thereof» it is not 
necessary to register; but if anything is added to the true name, or if a 
business is carried on under a fancy title, registration must be effected 'betw cen 
February 21st and March 21st, on pain of heavy penalties. 

A simple instance will serve to show what is required. If, for instance, 
John Smith owns a business, he may trade as “John Smith "' or “J. Smith,” 
and need not register; but if he trades as ** Smith & Co.," or adopts a fancy 
title, such as “The General Drapery Stores," registration must be effected. 
And in addition to registration, all business letters, trade catalogues, trade 
circulars and showcards which are issued or sent to any person in any part 
of His Majesty's Dominions, must show, in legible characters, the true name, 
or names, of the proprietors of the business, and the present nationality, or the 
nationality of origin, if other than British. 

The individuals and business firms who are not trading under their own 
name, or names (with no additions thereto), are liable, if not registered b 
March 21st next, to a penalty up to £5 por day Tor every day of the offence, or if 
such individual, or firm, enters into a contract while not registered, such 
contract cannot be enforced by the law if the other party should want to get 
out of it. It is also open to any private individual to set the law in motion 
against а defaulter, except in regard to Bec. 18 (publication in trade cata- 
lognes, &c.), where the consent of the Board of Trade inust be obtained. It is 
understood that the forms for registration will be obtainable on and after 
February 21st, from the principal Post Offices, and the offices of the Registrar 
for England and ЛУ ales ure at 39, Russell шаш, W.C. 


— The British Industries  Fair.— Ihe third British 
Industries Fair is now open at the Victoria and Albert Museum 
and the Imperial Institute. In spite of the restrictions imposed by 
the war, it is larger, both from the point of. view of the number of 


exhibitors and from the area covered. than it was last year. The | 


Toy Section is in the Imperial Institute. The Pottery and Glass 
Section and other Sections are in the Victoria and Albert Museum. 


` From the point of view of the number of cxhibitors, the Toy Section 


is the strongest section in the Fair. 


In the Glass Section there is an interesting exhibit showing the 
advance which has been made іп the manufacture of chemical 
glass. No fewer than six firms are showing chemical glassware 
which was before the war almost, entirely .manufactured abroad. 
The China Section, too. contains specimens of laboratory porcelain, 
an almost exclusively German product previous to tbe outbreak of 
war. 

The Fair, which will be open from 10 a.m. to 6 p.m. each day, 
will close on March 9th. 

The following are selections from the exhibits anneuncged in the 
Official Catalogue :— 

Messrs. Anglite. Ltd., 68, Coweross Street. London. E.C., exhibit 
" Anglite," a substitute for " Galalith," a German production, snit- 
able for electrical fittings and insulating materials, telephone 
accessories, &c. 

The British Ever-Ready Co., Ltd., of Hereules Place. Holloway, 
N.. show their dry cells and batteries. accumulators, pocket lamps, 
torches, hand lamps. reading lamps. and other electrical еа 

The British Glass Wool Co.. of 1344. Holloway Road, N.. exhibit 
glass wool for the electrical trade, Ku fibre, commutator 
cleaners, Ке, 

Messrs. Doulton & Co., Ltd., of Lambeth, exhibit. chemical labo- 
ratory porcelain. 

Duroylass. Ltd.. of 14, Cross Street. Hatton Garden, EC. show 
chemical and laboratory and other glassware. 

The Edinburgh and Leith Flint Glass Co., of Norton Park. Edin- 
burgh. exhibit bulbs, tubing, and rods for electric incandescent 
lamps. black vitrite for electric lamp cap filling. Кс. - 

Mr. P. Hayman, of 8, Long Lane, E.C., shows electrical toy 
specialities. 

Messrs. Icknield Glass Works (Osler&). Lta., of Birmingham. 
exhibit electric lamp bulbs, electric light shades, Kc. 

Messrs. W. A. & R. J. Jacobs. Ltd.. of 94,- Leonard Street, Fins- 
bury, E.C., display their electric pocket lamps. 

Messrs. Molineaux. Webb & Co., Ltd.. of Kirby Street, Anoonts, 
show electric light and are lamp globes and shades. 

Messrs. John “Moncrieff, Ltd., North British Glass Works, Perth, 
show engineering and laboratory glassware, miners’ lamp lasses, 
and glassware for electrical purposes. 

The Pytram Manufacturing Co., of Dunbar Road, New Malden, 
show electric light fittings, adv ertising novelties, &c. 

Messrs. Н. G. Richardson & Sons, of Stourbridge, exhibit glass 
electric fittings. 

Messrs. Ward & Goldstone, of Springfield Lane, Salford, have an 
exhibit of their electric pocket and hand lamps, portable lamps, 
batteries of many types. model motors and dynamos, and elec- 
trical novelties, for all of which they are so well known to our 
readers. 

Messrs. Thos. Webb & Sons, Ltd.. of Stourbridge, in addition to 
many lines of glassware, show electric light standards, candle- 
sticks, «c. 

The Wood Bros. Glass Co.. Ltd., of Barnsley, shows scientific 
and laboratqry glassware, electric bulbs, flash lamp lenses, X-ray 
bulbs and tubing, &c. 


Trade Announcements.—MEssrs. Boorn &. BOMFORD, 
LTD., announce that their new address, following the fire, is 
21.Castle Street. Cardiff. Telephone 1466 ; telegrams : “ Induction." 

THE NEW SWITCHGEAR CONSTRUCTION Co, LTD, recently 
registered, has established works and offices at Sutton, Surrey, on & 
site immediately adjoining the L.B. & S.C. Railway, and elose to 
Sutton Station. The premises are especially laid out for the 
erection of large power switchboards, and the machine tool equip- 
ment is quite modern. The buildings and site will admit of con- 
siderable extensions. The directors of the company are well-known 
business men and engineers, being Mr. C. E. Cleeves, a South Wales 
colliery owner: Mr. James Hall, for a number of years manager of 
the switchgear department of the Union Electric Co., Ltd., and lately 
general manager of the Switchgear Construction Co., Ltd. ; and Mr. 
W. Walter Hughes, an electrical and mining engineer of wide expe- 
rience, who will act as consulting engineer to the company. The 
company has acquired the business of the Switchgear Construction 
Co., Ltd., of Park Street, Southwark, London, S.E., from the Con- 
troller appointed by the Board of Trade, and will specialise in the 
production of high, medium, and low-pressure A.c. and D.C. switch- 
wear, oil switches, and circuit-breakers, instruments and cognate 
accessories for the class of gear referred to. The high-tension gear 
is of. designs which have been standardised, and is already well 
known, it having been given considerable vogue by the Union 
Electric Co., Ltd. The gear complies in detail with the official 
regulations as to the use of electrical energy in mines, factories, 
and textile mills. The new company is entirely British in its 
capital. directorate, and staff, and the heads of the firm have had 
lengthy experience of switchgear practice. The company is making 
special arrangements for the development of its export business. 


Dissolutions and Liquidations.— TELEPHONE DEVELOP- 
MENT Co. LTD.—This company is winding up voluntarily.. A 
mecting of creditors is called for to-day, at 22, Broad Street 
Avenue, E.C. Creditors should send particulars of their debts, 
ке. to the liquidators (Messrs. J. E. Kingsbury and A. Anns), by 
March 19th. 

WHEATLEY KIRK, PRICE & Co., valuers, enginoers, ke. 46, Wat- 
ling Street. London, E.C.—Mr. E. A. Sherley-Price has retired from 
the firm. The business will be continued by Messrs. Henry Sherley- 
Price. J. Place, Horace Sherley-Price. and M. H. Cutler. 


Fire.—AÀ fire a£ the works of Messrs. C. Horne & Co., 
electrical engineers, Middlesbrough, last Friday, caused damage 
estimated at £1,000. 


- 
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Bankruptcy Próceedings.— WHITEHOUSE, J. R., Golder's 


Green, managing director of an electrical engineering company. 


Application for discharge refused on January 23rd, at Barnet 
Court, on the ground that the bankrupt's assets are wot of a value 
equal to 10s. in the £ on the amount of his unsecured liabilities, 


and the Court being of opinion that the debtor's conduct, during. 


his course of „trading, has been most improper. 1, _.. 


Catalogues ‘and Lists, —PowkR Puan Co., Lip. West 
Drayton, Middlesex.—Catalogue P84 (32 pages), соса full 
particulare, including technical notes, diagrammatical tables, price 
tables, weights, code, &c., óf their turbo pumps with. patent 
diffuser. 

GENERAL ELECTRIC Co. LTD., 67, 
London, E.C.-—Leaflet L2,092, 
electric bells for use on power circuits. - 

Messrs. SIMPLEX CONDUITS, LTD., Garion Lane, Birmingham. 
— Postcards Nos. 654 and 655. giving diagrams relating to their 
industrial lighting reflector fittings for workshop and office lighting, 
also prices of same. 

"Z" ELECTRIC LAMP MANUFACTURING Co., LTD., Southfields, 
London, S.W.—A collection of advertising leaflets, giving prices 
and particulars of their drawn-wire lamps, traction, motor-car, 
candle-type. sign, and flashlight lamps. Trade buyers can have 
-quantities overprinted with their own names, fer use as correspond- 
ence enclosures, &c. 

Messrs. HART & Co., of Bonnington Works, Newhaven Road, 
Edinburgh, have sent us a large banging calendar (monthly slips), 
| de upper half of which is a coloured picture, " In the Good Old 

ys. E 


Queen Victoria Street, 


LIGHTING AND POWER NOTES. 


Áccrington.—PRicE Revision.—The Electricity Com- 
mittee has decided to increase the flat rate for lighting from 4'8d. 
to 5d. per unit ; for heating, from 12d. to 13d. ; and to those who 
are on the rateable value tariff. the price of current per unit 
wil Le increased from ‘6d. to 7d. These charges are subject to 
24 per cent. ‘discount. For power purposes there is to be an all- 
round increase of 10 per cent. 


Australia.—HYDRo-ELECTRIC PRoPosaLs.—The report 
of Mr. de Burgh, engineer-in-chief for rivers and water supply, on 


the proposal to utilise the Murrumbidgee river at Barren Jack for. 
hydro-electric and irrigation purposes. points out that 1,460 KW. 


could be made available continuously, providing over nine million 
units per annum within a radius of 100 miles, within which area 
a number of towns are situated. The proposal would facilitate 
electric pumping for water supply, and thereby save the cost of 
fuel for steam pumping. which fuel has to be conveyed from 
Sydney. The estimated cost of constructing a power house, with trans- 
mission lines and step-down transformers, to five towns, would be 
£100,000 ; theannual working and capital charges would be £9,095, 


while the revenue estimated to be derived from the sale of 3,600,000 - 


units for power and light would be £11,686, leaving a direct profit. 
It is considered that there would be no difficulty in disposing of 
the remaining energy in towns in the area, and that & considerable 
saving of fuel from the State's coal reserve, or of timber, which is 
being used as fuel, would result.— Sydney Morning Herald. 


Batley.—MiNIMUM CnanGES.— The Electricity Com- 
mittee has decided to impose the following minimum charges for 
the supply of electrical energy, exclusive of meter rents, as from 
‘April lst next :—Lighting, 25s. per annum ; power, £2 138. aa, per 
annum ; lighting and power, £2 13s. 4d. per annum. 


Bolton.—LINKING-UP.—A conference of representatives 
of electricity works in Lancashire was held at Bolton, last week, 
to discuss the linking-up of such undertakings. Another con- 
ference was to be held at Manchester. last Friday, to consider 
inter-action with a view to the better use of electricity in 
Lancashire. 


Colchester.—PnRoPoskEb New Power SrATION.— Тһе 
T.C. has decided to prepare a scheme for a new generating station 
at Hythe, and to ascertain the cost of a motor-alternator for use at 
the power station, and of a main from the station to the shipyard 
of Messrs. Rennie, Forrestt, Ltd. 


Continental, —Rvussr4.—The бай of Ministers has 
approved two propositions for the supply to Petrograd of elec- 
tricity generated by the Finnish waterfalls. It is proposed to use 
the smaller Imatra waterfall; at the same time, it is necessary to 
arrange for the expropriation ‘of private interests that would inter- 
fere with the earrying out of the scheme. 
construction am assigument of 32,000,000 roubles is asked for, and 
it is intended to complete the work in 1918. A special Govern- 
ment Waterfall Committee is being formed, subject to the Minister 
of War as president of the Special Defence Council; the Council of 
Ministers has approved the proposition. of the Imperial Finnish 
Senate to obtain for the Finnish Treasury the expropriation rights 
of the Vallinkoski waterfalls. The Finnish Senate proposes to use 
the power of these falls for the electrification of the Finnish 
railways and the transmission of electricity to Petrograd. 

IrALY.— The Italian Government has granted to the Società per 
la Forze Idraliche della Silla water- rms epneessions in the upper 
valleys of the rivers Neto, Arno an Ampollino, for irrigation and 


giving particulars and prices of ` 


For the hydro-electric 


, 


electric supply purposes. The concession is for 60 years, when the 
works, &c., revert to the Ntate : the company undertakes to supply 
energy for working the Calabro-Lucanno railway, and to produce 
20,000 H.P., the estimated cost of the scheme being 70,000,000 lire. 
н. of T. Jour nal, 


Dungannon (Co. Tyrone).—A public meeting has been 
held to support a scheme by Mr. John Cunningham. an ¢x-member 
of the Urban Council, for lighting the town by electricity. 


Gorey.—E.L. ScHEME.—A syndicate is being formed at 
Gorey (Leland) for the purpose of lighting the town by electricity. 


High Wycombe.—Strext LicGmTiNG.— The Electricity 
Co. has issued a writ against the T.C. for the sum of £1,290, 
claimed to be due to it under the lighting contract for the year 
ended December 31st last. The action is to be defended. 


Hull,—LoaN  SawcrrIoN.— Nanction has been received 
from the L.G.B. for the borrowing of £60,000 for extensions of 
the electricity undertaking. Of the total amount, £30,000 is for 
new mains and £15,000 for a sub-station. 


Huddersfield YEAR'S WonkiNG. — The Corporation 
electricity department made a gross profit for the last financial 
year of £24.651. as against £21,610 in the previous year ; and after 
allowing for the usual capital charges, &c., £2,200 is applied to 
relief of rates and £1,899 carried to the depreciation fund, which 
amounts to £10,569—of which £10,000 is invested in War Loan. 


India.— The official opening of the electric power station 
of the United Provinces Electric Supply Co, at Lucknow, took 
place on January 17th, his Honour the Lieut. -Governor performing 
the ceremony. Owing to the war, it has not been possible to 
obtain the delivery of the large engines ordered. but a small supply 
will be available from the auxiliary plant and battery for the use 
of the public. In order to meet the anticipated demand. the com- 
pany has purchased two second-hand plants which were available 
in Calcutta ; each of these is 200 KW.—-7ndian Engineering. 


Kilmarnock,—YEaAn's WorKING.~The annual accounts 
of the Corporation electricity undertaking show that 5,026,000 
units were sold during the year ended May 15th last, as compared 
with 2,629,000 in the previous year; of these, power absorbed 

233.000 units, as avainst 1,933,000 units in the previous year, 

ighting and traction units also showing a small increase. As 
shown in the description which pee ary in our columns last 
June, the Kilmarnock undertaking now comprises a very large 
tract of country outside the borough, served by 11,000-volt, three- 
phase transmissions, and a considerable load is developing, mainly 
for power supply. [he plant capacity has risen from 3,030 to 
5,530 KW. in the year; the rotary sub-station plant from 800 to 
1.550 Kw. : and the transformer sub:stations from 10 of 1.315-K.V.A. 
capacity to 25 of 4,120-К.Ү.А. capacity. The total H.P. of motors 
supplied increased from 4,127 to 7,314, of which 2,375 H.P. is in the 
extended area. The maximum load for power and light was 
2.400 KW., and for traction 245 KW. During the year, 14.285 tons 
of coal (at 8s. 7d.) per ton) were used, as against 8,237 tons (at 
4s. 24.), and the average coal cost rose from '157d. to '293d. per 
unit sold, the load factor having improved from 21/5 to 24°3 during 
the year. The financial results, briefly, were a total revenue of 
£22,299 (the average price received for the whole supply being 
roughly Id. per unit); total working costs, £12,266 (85d. per 
unit sold), and a gross profjt of £10,033, as compared with £8,282 
in 1914-15. After meeting interest and loan charges, the net 
profit was £3,342, as against £3,726 in 1914-15. The reserve fund 
in hand amounts to £10,338, and the depreciation account to 
£3,726. 


Lickster- 90А INCREASE.—The Electricity Com- 
mittee has decided to increase its charges for electricity for power 
purposes by 15 per cent. on the existing charges, and the charges 
for electric light supply from 4d. and 44d. per unit to 5d. and 
54. per unit. The total number of customers connected to the 
power supply mains from the Lero station is 292. The total H.P. 
installed on consumers’ premises at the present time is 11.100 H.P., 
which shows an annual net increase of 22 per cent. 


Loughborough.—PiaANT ExTENSIONSs.— The T.C. has 
decided to apply to the L.G.B. for sanction to the borrowing of & 
loan of £27,225 for proposed extensions at the electricity works, 
being part of a large scheme which it is estimated will eventually 
cost the town £50,000. 


Mexboro'.—PLaNT EXTENSIONS. __ The Council's elec- 
tricity works have been twice enlarged since they were erected, 
and a further scheme of extension, at an estimated cost of £10,000, 
is at present under consideration. 


Norwich.—PRoroskep Loax.—The T.C. has decided to 
make application to the L.G.B. for sanction to the borrowing of 
£3.500 for the construction and equipment of the King Street 
gub-station. 


Tasmania.—Mr. J. H. Butters, manager of the Govern- 
ment Hydro-electric Department. has just finished a tour of 
inspection of the King River, with a view of determining its 
suitability for the generation of hydro- -electric power for the Mount 
Read Roseberry mines,a new company under the control of the 
Mount Lyell Co., which is establishing large metallurgical works 
at Zeehan for the treatment of the zino and lead ores of the West 
Coast. Mr. Butters states that the scheme would generate about 
23,000 H.P., but surveys which were to be carried out might reveal 
greater sources of power.— Melbourne Age. 
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According to the Melbourne Age. it is officially stated that the 
Mount Lyell Co.'s officers have found an almost ideal scheme for 
generating hydro-electric power on the King River, which will 
give approximately 40,000 H.P. The catchment area is over 200 
square miles. 


West Ham.— Ihe L.G.B. has informed the T.C. that as 
the Ministry of Munitions does not consider the proposed clectrical 
machinery necessary for war requirements, it is unable to give 


sanction to a loan for it. The L.G.B. is to be asked to reconsider 
the matter. 


TRAMWAY and RAILWAY NOTES. 


Accrington.— FARE INcnREASES.— The Tramways Com- 
mittee has recommended the T.C. to increase the fare on the 
Haslingden section from 3d. to 4d., and to discontinue the penny 


return fares for workpeople, the twopenny return -fares to remain 
as at present. 


Argentina.— The Anglo-Argentine Tramway Co. has pre- 
sented a petition to the Chamber of Deputies asking that it should 
be excepted from the operation of the new law creating a 5 per 
. cent. import duty on articles hitherto imported duty free, so far as 
effects the construction of its underground lines and the surface 
lines connected therewith. The company points out that its under- 
ground system was projected on the basis of cost prices of articles, 
free of duty, and submits that it would be unjust to place this 
burden upon the later stages of the construction. Moreover, the 
Tramway Co. is exempted from all national taxation, and also the 
falling off in receipta during the past two years would make the 


projected tax fall very heavily upon it.—Reriew of the Rirer 
Plate. 


Australia,— The proposed expenditure on railway works 
in Victoria during the current financial year includes £775.000 for 


the electrification of the Melbourne suburban lines, excluding the 
construction and structural alterations of rolling stock.— Tenders. 


Bingley.—On the recommendation of the Electricity and 
Tramways Committee, the Council is arranging to interview the 
Keighley authorities with regard to facilitating the linking-up 


after the war of the Keighley tramways with the Bradford tram- - 


ways. which extend through Bingley to Cross Flatts. 


Blackburn.— The receipts on the Corporation Tramways 
for the past 11 months were £57,901, or £1,363 below those of the 
previous year. The recent increase in fares has made little 


difference in the number of passengers. but has increased receipts 
considerably. 


Blackpool.— The traffic returns from April 1st last show 


receipta of £87,727, an increase of £13,268 on the previous year, 
and over £2,000 more than in the record year of 1913. 


Brighton Railway Electrification.—The chairman men- 
tioned at the company's annual meeting that the contractors for the 
electrification were proceeding as well as could be expected under the 
present conditions. Certain widenings were required, and they 
proposed to proceed with them as rapidly as possible, so that 
zreater use might be made of electrical working when the oppor- 
tunity occurred. 


Burnley.—The Tramways Committee has decided, owing 
to reduced income, to recommend the Council to abolish ordinary 


discount tickets and the periodical tickets issued to students and 
apprentices. 


Hyde.—The Joint Tramways and Electricity Board has 


decided to support the Hyde petition against the Ashton Corpora: 
tion Bill. 


Kilmarnock.—YEsR's Мовкіхс.— Published data for 
the year to May 15th, 1916, shows that 2,112,087 passengers were 
carried and 275,349 car-miles run. The revenue amounted to 
£8.865, and after meeting working expenses (about £1,000 in 
excess of the previous year) and providing for interest and loan 
charges and £1,160 to depreciation, there was a net deficit of 
£3.064, as against £2,377 in the previous year. Unlike many other 
‘undertakings. the revenue showed only a slight increase, but the 
nercentage of operating expenses to receipts increased from 796 
to 8773. 


North-Eastern Railway Electrification.—Presiding at 
the annual general meeting held at York, last week, Lord Knares- 
borough stated that they had now had more than & year's expe- 
rience of operating the Newport-Shildon mineral line by electricity, 
and although the accounts for cost of construction were not yet 
complete, they were satisfied that the venture would justify a 
charge of £100,000 against capital. ` 


North-London Railway Electrification.—Lord Rath- 
more, presiding at the annual meeting of the company, referred to 
the progress of the electrification of the line which formed part of 
the large scheme of the North-Western Co., mentioning that the 
falling off in passenger traffic had been arrested, and until fares 
ү iua and services restricted, there had been increases week 

y week. : . : | 


North-Western Railway Electrification.—Speaking at 
the annual meeting of the company. Sir Gilbert Claughton men- 
tioned that arrangement had now heen made for a through service 
of electric trains from Watford to the Elephant and Castle, using 
tube rolling stock. The Broad Street-Richmond electric services 
were started in October, and gave promise of a return of the large 
passenger traffic which that line formerly enjoyed, but they could 
not look forward to a complete fulfilment of their hopes until the 
complete scheme was in operation. 


Oldham.—The local Tramways Committee has been 
informed by the Manchester Tramways Committee that it cannot 
put any additional cars on the Manchester to Oldham line, owing 
to the scarcity of skilled labour. 


Paraguay.— The employés of the tramway company of 
Asuncion are again on strike, as are also those of the electric power 
station. The city has been without electric light. The strike 


movement threatens to spread to other industries.—Reriew of the 
Rirer Plate. 


Rochdale.—The Tramways Committee has declined an 
application froni the female conductors for a war bonus, leaving 


the latter to apply to the Committee on Production if they 
think fit. | i 


South-Western Electrification. —At the annual meeting 
of this company, Mr. Hugh W. Drummond stated that although 
the final accounts had not yet been settled. the actual cost of the 
portion of the electrification scheme carried out would amount 
approximately to £1.365.000. During the whole of the year their 
increased revenue from local passengers in the electrified area was 
£71,000. The additional maintenance and working expenses due to 
electrification were £120,000, and the saving in locomotive expenses 
owing to the discontinuance of the steam trains was $73,000. In 
the first year of electrification & profit had therefore been secured 
of £30,000, after charging revenue with the necessary amount to 
provide for the replacement of the electrification machinery and 
equipment. The experience of the electrified portion of their 
suburban lines had been, in every sense, satisfactory. 


U.S.A.—ExTENSION OF MILWAUKEE ELECTRIFICATION. 
—The directors of the Chicago, Milwaukee and St. Paul Railway 
are about to electrify two additional engine divisions, extending 
eastward from Seattle to Orthello, about 220 miles, and crossing the 
Cascade Mountains on to the plain in the eastern part of the State 
of Washington. | 

Across the plain. 200 miles away, is the western extremity of the 


original 440-mile electrification of this company, at Avery, Idaho. 


For the present this level intermediate section is to be steam 
operated ; ultimately. however, it is proposed to electrify the 
whole western end of the system to the Pacific, a distance of 
nearly 900 miles. 

According to Mr. Goodnow, assistant to the president, the new 
electrification is being undertaken because of the phenomenal 
success of the electric zone already completed, the outstanding 
feature of which is the ease with which heavy freight trains are 
handled on the mountain grades. Five freight trains of about 
60 cars each are moved daily each way across the mountains by 
the electric locomotives. and it is estimated that four hours' time 
is saved by each train on each 100 miles of road. 

The surveys for the new work have been made and similar 
equipment will be provided, the line operating on the 3,000-volt 
direct-current system. 

The Great Northern Railway. St. Paul, Minn.. is arranging to 
construct & 120,000-H.P. hydro-electric plant at Lake Chelan to 
supply energy for operating its Cascade division. 

Owing to the shortage of available power from the Niagara 
plant. the International Railway. Butfalo. has had to temporarily. 
suspend service on its Niagara Falls local lines for several hours a 
day. 


West Ham.—At a conference between representatives of 
the L.C.C., West Ham, Levton, and East Ham Councils, a new scale 
of fares was arranged to come into operation on through-running 
routes on March Ist. 1917. Female labour is to be engaged to 
undertake car cleaning during the day. The Tramways Committee 
has adopted & report from the electrical engineer upon the con- 
dition of the machinery at the venerating station, and suggesting 
that further converting plant be installed, and certain alterations 
in the traetion supply network.be made to enable a larger propor- 
tion of the work to be dealt with throurh the medium of the 
general alternating current supply. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—On December 20th, Mr. Justice Higgins 
gave final judgment in the claim of the Australian Postal Elec-' 
tricians Union against the Postmaster-General and the Public 
Service Commissioner. He said he had substantially adopted the 
provisions of the more recent linemen's award in order to give 
officers the benefit of acting in higher positions, whéther those 
positions had occupants or not. and to give them the benefit of the 
increments as well as the minimum salary for higher officers. He 
had been frustrated by Section 12 of the Public Service Act of 
1915 in his endeavour to prevent the appointment of adulta of 30. 
10, ог 50 years as junior mechanics. There were no fewer than 
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167 successful candidates for appointment as junior mechanics. 
and only 23 of these were under 21 years of age. This seemed to 
him to be a scandalous abuse of the position of junior mechanics, 
which was primarily meant for boys.— Sydney Daily Telegraph. 


Calcutta, — The Director-General of Posts and Telegraphs 
has decided to open public telephone call offices at local post and 
telegraph offices in Calcutta. Should the system be found to pay 
its way. it will be extended to other places in the city. The 
charge will be annas 2 per connection of three minutes’ duration. —- 
Indian Engineering. 

New Wireless Ѕќабойѕ. — А wireless station has heen 
erected at Cape Juby, W. Africa, which will be in communication 
with Spain rid the station at Teneriffe. Stations are also to he 


installed at Arauca and Orocue, in Colombia, tho former communi- 
cating with Venezuela. 


Persia.— Telegrams may now be forwarded to the under- 
mentioned. places at the rates stated.:—Abadan, Persia. 2s. 7d. a 
word ; Kowvit, Mesopotamia, 2s. 3d. a word. 


CONTRACTS OPEN and CLOSED. | 


OPEN. 


Aberdare,— March 7th. — Powell-Duffryn Steam Coal Co. 
Electrical goods for 12 months. Stores Manager, Aberaman Offices, 
Aberdare, 


March 8th. U.D.C. Annual tenders for cable, meters, joint | 


- boxes, electric lamps. &c., for the Electricity and Tramways 
Department.’ See ‘ Official Notices " February 23rd. 


Australia.— ADELAIDE.—March 28th. P.M.G.'s Depart- 
ment. Telephones, telephone parte, line and battery material, &c. 
Schedules 444 to 453. See “Official Notices" February 2nd. 

MELBOURNE.—March 7th. Council. 1,048 electricity recording 
meters. See " Official Notices " February 9th. 


Barrow.—March 5th. Corporation. 
for 12 months. Borough Electrical Engineer. 


Bedwas (Mon.) — March 8th. Bedwas Navigation 
Colliery Co.. Ltd. Twelve months’ supply of electrical goods, Kc: 
Mr. G. Morgan, Secretary. ' 

_Belfast.—March зга. Electricity and Tramways Com- 
mittee. Tramway stores, including electrical accessories, cables, 
lamps, kc. See "Official Notices " February 23rd. 

March lith, Electricity and Tramways Committee. Six or 
twelve months’ supply of stores. including several electrical items, 
for the Electricity Department. See “Official Notices " Feb. 23rd, 


Bolton.—March 7th. Electricity Committee. Materials 
and stores. See “ Official Notices " February 16th. 

March 19th. Corporation Tramways Committee. 
stores for a year. See "Official Notices " to-day. 


Brighton.—March 9th. T.C.  Five-ton steam motor- 
wagon and 34-ton electric motor-wagon. Particulars from Mr. Н. 
Talbot. Town Clerk. 

Burnley.—March 19th. Electrical goods, for the Board 
of Guardians. Mr. J. S. Horn, Clerk. 

Canada.— March 28th. Toronto Electric Commissioners. 
Synchronous condensers, 5,000, 7,500 or 10,000 K.v.A. capacity. 
Sez " Official Notices" February 9th. 

Grenada.— March 31st. The time for tendering for the 
Government electric light and power concession, already announced, 
has been extended to March 315%. 

Harrogate. — March 5. Corporation. By-product 
steam boiler plant. See “ Official Notices" February 2nd. 


Kilmallock.—March th. Kilmallock (Co. Limerick) 
E.L. & P. Co.. Ltd. Hydraulic turbine, dynamo and motor booster, 
battery and switchboard. See " Official Notices" February 16th. 

London. — KExNsicTON. — March. sth. B. of G. Nix 
months’ supply of electric fittings. lamps, “с. Mr. W. R. Stephens, 
Clerk, Guardians' Offices, Marloes Road, W. 

Londonderry.— March 17th. Corporation. Engine-room 
stores. carbons, electricity meters, cables, &c., for the Electricity 
Department. Town Clerk. 


Macclesfield.—March 14th. Cheshire County Asylum. 
Electrical goods for one year. Mr. W.G. F. Tingay, Clerk to the 
Asylum, Parksíde. 

Manchester.—March 7th. Electricity Committee. Coal- 
conveying plant and suction ash plant. See "Official Notices” 
February 9th. | | =; 

March lith. Corporation. Nine 10-H.P., three-phase, slip-ring 
motors. See “Official Notices" February 23rd. 

Rhondda.— March 21st. U.D.C. Twelve months’ supply 
` of house-service meters. See “ Official Notices ` to-day. 


Stockton-on-Tees.— March 12th. Stores for the T.C. 
Electricity Department. See "Official Notices” February 23rd. 


Electrical stores 


Materials and 


. British. railways? 


CLOSED. 


Swansea.—B.C. Tenders for extensions of the plant 
at the generating station (at an estimated cost of £6,000) :— 
Water-tube boiler and accessories... Stirling Boiler Co., Ltd. 
Mechanical draught fan.-- Musgrave & Co., Ltd. 
Boiler feed pump.—- Weir, їла. 
The Education Committee has accepted the tender of Mecar3. 
Thomas & Evans for electrical fittings for the cookery and laundry 
departments, at £145. 


FORTHCOMING EVENTS. 


Soclety of Engineers. —Mondey, March 5th. At 5 p.m. At Burlington 
House, Piccadilly, W. Paper on “ Higb Tensile Steel rersus Mild Steel for 
Reinforced Concrete,” by Mr. A. W. C. Shelf. 

Institution of Civil Engineers of Ireland.— Monday, March 5th. At8 p.m. 
At 35, Dawson Street, Dublin. Ordinary meeting. 

institution of Civil Engineers. Tuesday, March 6th. At 5.80 p.m. At 
Great George Street, Westminster, S.W. Paper on “The Commercial 
Metering of Air, Gas, and Steam,’’ by J. L. Hodgson. 

Liverpool Engineering Society.— Wednesday, March 7th. At the Royrl 
Institution, Colquitt Street. Paper on ‘‘Some Problems on Railway 
Curves,” by Prof. 8. W. Perrott. | | 

Institution of Electrical Engineers.—' Thursday, March 8th. At 8 p.m. 
At Victoria Embankment, W.C. Paper on “ Voltage Regulation of Rotary 
Converters," by Mr. G. A. Juhlin. 7 

Greenock Electrical Society.— Thursday, March 8th. At 7.45 pm. At 
22, West Street. Paper on “Notes on the High-speed Engine," by Mr. 
8. V. Thorp. 

Physical Society of London.—Friday, March 9th. At 5 p.m. At the 
Imperial College of Science, South Kensington, B.W. Ordindry meeting. 

Salford Technical and Engineerin Association. — Baturday, March 10th. 
At" p.n. At the Royal Technical Institute, Poel Park. per on "Our 
Aerial Ocean,” by Mr. J. Bacon. 


ST aa 
NOTBS. i 
The Need for Home Support for British Electrical 


Industry.—In the course of a paper on '' Stores Organisation 
at Collieries," read before the West of Scotland Branch of 
the Association of Mining Electrical Engineers at Glasgow, 
last month, Mr. P. J. Sims. general manager in Scotland for 
the General Electric Co., referred to the need for British users 
to give full support to British manufacturers. According to 
a report in the Glasgow Herald, he said that they never 


needed that support and assistance more than now. He 


continued :—-British manufacturers were practically debarred 
from quoting for railway electrification schemes, because 
British railway companies had almost totally ignored railway 
electrification. The result was that British manufacturers 
had had a negligible amount of experi2nce in this class cf 
electrical engineering. How, then, could it be expected that 
a foreign railway company would entrust a contract to a 
British manufacturer when the British railway companies 
had denied the British manufacturers the right to electrify 
A similar state of things prevailed in 
regard to heavy winders. Germany, America, and other 
countries had developed the electrical winde? to a remark- 
able extent, and that development had only been made pos- 
sible bv the support given by the colliery owners in these 
countries. In Great Britain heavy electric winders were few 
and far between. Our manufacturers had not had the experi- 
ence they ought to have had, and in pre-war days all electric 
winding contracts of any size for abroad went to those foreign 
manufacturers who could show winders actuallv at work. To 
quote a final instance, he would refer to Britain's position in 
regard to the steam turbo-generator. The turbine was 11- 
vented in Great Britain, and the finest turbines to this dav 
were still made in this country, but owing to the extreme 
cautiousness—to use the most charitable -expression—cf 
British municipalities and other supply authorities, we had 
been left far behind in the manufacture of large machines. 
The manufacturers could only advance sufficiently fast 1f they 
were given the support of the users. The advantages were 
mutual, for the user benefited by the reliability and efhciency 
of the plant. 


Industrial Policy. — At a meeting of the Swansea 
Chamber of Commerce a special committee appointed to denl 
with the question of commercial and industrial policy after 
the war made a recommendation in order to encourage better 
relations between Capital and Labour. It suggested that '' all 
factories and industries employing power plant should as far 
as possible work three shifts of eight hours each daily and, 


‘further, that labour generally is entitled to a proportionate 


share of the wealth it helps to produce. On the other hand, 


we feel strongly that labour should stop all attempts at re- 


striction of output, that there should be no stoppage of work 


either to strike or lock-out pending the settlement of anv 


dispute, and that a form of compulsory arbitration should be 
adopted which would nullify any advantages from a stoppage 
of work expected by those responsible by means of & National 
fund contributed to by Capital and Labour, from which the 
non-defaulting party would be compensated for losses incurred 
during such stoppage.” 

The fostering and protection of skilled female labour was 
also recommended in view of the hitherto unascertained great 


. National asset which the war had disclosed. - 
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Electric Furnaces.— Тһе needs created by tlie war have 
given a great impulse to the use of the electric furnace for the 
manufacture of steel,and more than 100 have been installed in 
the beHigerent countries. The number actually now existing in- 
the world is 300, while in 1913 there was hardly half that number. 
The United States constructed 50 last year. and 30 have been 
installed in England. Italy has made additions, while Germany 
turned out 130,000 tons of electric steel in 1915 against 90,000 tons 
in 1914. In France. in the neighbourhood of Limoges, there has 
been installed a Keller furndce. in which 30 tons of waste are 
daily converted into high-priced metal. The furnace takes up 
little room in the car depots of the tramway company, and by the 
use of automatic apparatus needs little attention. Its consumption 
of current is between 700 and 800 Kw. per 100 kilos of metal 
produced. The question. says Za4dustria e Inrenciones, is of great 
interest to our country. since. if the electrical undertakings were 
to study the means of facilitating the installation of electric 
furnaces, there would be a great development of the iron industry, 
and more particularly the conversion of scrap and' waste into iron 
and steel. 


A Railway Cooking Installation—As mentioned in a 
recent issue of the ELECTRICAL REVIEW, the companies operating 
the Underground group of railways have equipped a luncheon and 
social club near Earl's Court Station for their female adminis- 
trative staff, where some 200 meals a day are served; this club 
was recently opened by Sir Albert Stanley. 

Practically the whole of the cooking is done electrically, the 
kitchen installation consisting of four “` Tricity ^ ovens, each 
fitted with a hood on the top for simmering, &e., as shown in 
our view. 2 à 

Each oven has two circular ribbed tvpe heaters, top and bottom, 
arranged for two loadings, 250 and 900 watts. each heater being 
controled by a "high and low" switch, of the pattern manu- 
factured by Messrs. Lundberg under the British Electric Trans- 
former Co.’s patent-for. dissimilar metal contacts. 

The ovens are mounted on a central table, together. with five 
“Tricity " boiling plates, each with-two loadings, 850 and 225 
watts, controlled by high-low switches, the boiling plates being 


* 


Regulations have been issued governing all dealings. Applications 
for permits should be made tothe Director of Materials, A.M. (2), H., 
Hotel Vitoria. Northumberland Avenue, W.C. 


Change of Address.—Queen Anne's Chambers, West- 
minster, N.W.. being required by the Government, the following 
firms announce that they have secured suitable premises at 
25. Victoria Street, Westminster, S.W. : — Е 

Nathan & Allen. 

Wardle Engineering Co.. Ltd. 

Parmiter, Hope & Sugden, Ltd. 

Their telegraphic and telephonic addygesses are unaltered. 


Institution and Lecture Notes.—The Institute of 
Metals.—A special feature of the forthcoming Spring Meeting of 
the Institute, to be held on March 21st and 22nd, will be a 
general discussion on metal melting, a subject which hitherto has 
received very little attention from the scientific societies. The 
president. who will preside over the discussión, is Sir George 
Beilby. F.R.S., the head of the new Government Board of Fuel 
Research. A series of six communications will be read bearing on 
all phases of the question of the melting of the non-ferrous metals, 
whether by high-pressure or low-pressure gas. coke, oil fuel, or 
electricity. The papers to be contributed include the following :— 

"Metal Melting as Practised at the Royal Mint." By W. J. 
Hocking. 

" An Electric Resistance Furnace for Melting in Crucibles." 
Н. С. Greenwood, D.Sc.. and R. S. Hutton, D.Sc. | 

“Ideals and Limitations in the Melting of Non-ferrous Metals." 
By Carl Hering (Pa., U.S.A.). j 

In addition to the metal-melting discussion, several important 
communications bearing on other phases of metallurgical work 
will bé presented at the meeting, amongst which may he mentioned 
the following :— Š 

“The General Properties of Stampings and Chill Castings in 
Brass of Approximately 60/40 Composition.” Ву .Owen W. 
Ellis. B.Sc. | | 
" "Aluminium Production by Electrolysis: A Note on the 
Mechanism of the Reaction.", By R. Seligman, Ph.Nat.D. 

On account of Caxton House having been 
commandeered by the War Office. the ad- 


By 


Topical) 


used with a fish kettle, bain marie, and other boiling equipment. 
The main control panels for this equipment are fitted with Zed 
fuses, switches, and indicating lamps. ` 

We understand that a “Tricity” restaurant type grill, with top 
and bottom heat, is being added to the equipment. Two other ovens 
have been temporarily installed of a size suitable for large joints, 
one being of. the Jackson type, and the Jackson Co. has also supplied 
two carving tables and hot cupboards, one being in the servery adja- 
.cent to the dining rooms, also a vegetable boiler with six steamers, 
and two electric urns. The Jackson equipment is provided with 
control panels containing Zed fuses, Diamond H switches, and indi- 
cating lamps. As will be gathered, the cooking equipment is not 
yet completed, the demands of the club members having exceeded 
anticipations. | 


Y.M.C.A. Canteen Cooking Installation,.—On Saturday 
last a new canteen, administered by the Y.M,C.A., at a well-known 
engineeting. works in North London, was formally opened -by 
Princess Victoria of Schleswig-Holstein. The whole of the cooking 
will ђе done by electricity. a complete installation for supplying 
meals to 2,000 employés having been supplied by the British 
Electric Transformer Co. 


- Aluminium.— The Ministry of Munitions announces that 
all existing permits for the sale, purchase, or re-melting of 
aluminium scrap and swarf are cancelled ds from March Ist. 


^ "ELECTRICAL KITCHEN AT THE UNDERGROUND RAILWAYS CLUB. 


dress of the Institute of Metals will‘ in 
future be 36, Victoria Street, London, S.W. 
The new offices are much more extensive 
and better suited to the purposes of a 
scientific society than those recently vacated, 
and include a reading .room and library. 
available to members, as well as a spacious 
meting room. The telephone number 
(Victoria 2320) and the telegraphic address 
C'Instomet, Vic. London," ) remain un- 
altered. 

Particulars of membership can be ob- 
tained from the secretary. Mr. G. Shaw 
Scott, M.Sc., 36. Victoria Street, S.W. All 
candidatés for membership whose applica- 
tions are in the secretary's hands before 
March 14th will be entitled-to take part in 
the proceedings at the London meeting. 
Members elected at the forthcoming meeting 
will have the privilege of membership, not 
for the usual 12 months. but for the ex- 
tended period ending June 30th, 1918. The 
present membership of the Institute is 660 
—a record total. 

The seventh annual May Lecture will be 
given at the Institution of Civil Engineers, 
on May 3rd, 1917, at 8.30 p.m.. by Prof. 
W. E. Dalby, M.A., F.R.S., on " Researches 
Made Possible by the Autographic Load 
Extension Optical Indicator.” 

Mr. HARRY WEBBER. electrical engineer 
to the Keighley Corporation, lectured on 
Saturday evening last before the Keighley 
Association of Engineers on " Progress in Electric Power Plants," 
illustrating his observations with lantern slides. - Е 


Institution of Civil Engineers.—On Monday, March 12th, at 
5.30 p.m., the first of & series of special extra meetings is to be 
held. The subjects chosen for these meetings are matters of special 
importance to engineers at the present time, and a discussion will 
follow each of the lectures. On March 12th, Mr. Edgar Cram- 
mond is to lecture (under the Vernon-Harcourt Trust) on “ Foreign 
Trade and its Relation to the Investment of Capital Abroad”; and 
at the later meetings, the subjects will be :—" Decimal System of 
Coinage, Weights and Measures,” and the “Standardisation of 
Engineering Materials." Members of the Institutions of Mechanical 
Engineers, Naval Architects, and Electrical Engineers, and of the 
Iron and Steel Institute, are invited to attend Mr. Crammond's 
lecture. 


The Engineers’ Club.—On Wednesday evening, Mr. Ben H. 
Morgan, of the Technical Department of the Ministry of Munitions, 
delivered an address before this club at Manchester on " Dilution 
of Labour in Munition Works." 


Institution of Mechanical Engineers.—At the meeting on 
February l6th, Mr. Michael Longridge waa declared elected presi- 
dent. The vice-presidents were Mr. Dugald Clerk, Sir Robert A. 
Hadfield, and Mr. Mark Robinson ; members of Council, Sir A. T. 
Dawson, Mr. G. Hugbes, Mr. R. Matthews, Mr. D. B. Morison, Sir 
Gerard A. Muntz, Bart., and Mr, W. ReavelL 
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Fuel Research. — On . the. . recommendation, , of its 
Advisory Council, the Committee of the Privy Council for 
Scientific and Industrial Research has appointed a Board of 
Fuel Research. Sir George Beilby will act as Director of the 
new organisation, and will be assisted bv the Hon. Sir Charles 
Parsons, Mr. Richard Threlfall, and Sir Richard Redmayne, 
the Chief Inspector of Mines, us members of the Board. By 
arrangement with the Governors of.the Imperial College of 
Science, the Lord President has retained Prof. W. A. Bone 
as consultant to the Board. Prof. Bone wall continue to hold 
his chair at the Imperial College, but will abandon all private 
consulting work while he is connected with the Department 
of Scientific and Industrial Research. - 

Proposals for research initiated by the Coal Conservation 
Sub-Committee appointed in July, 1914, will stand referred to 
-the Fuel Board, to which also will be transferred the inaterial 
collected by the Fuel Committee which the British Associa- 


tion formed in 1915. The Admiralty and the Ministry of | 


Munitions have also been making tests and investigations on 
fuel problems, and it is hoped that their work. will. be co- 
ordinated with that of the new Board. . °. |. 

The work of the Board will be to investigate the nature, 
preparation, and utilisation of fuel of all kinds, both in the 
laboratory and, if necessary, on an industrial scale. Sir 
George Beilby, with the assistance of his colleagues on the 


Board, wil be responsible for drawing up the schemes of 


research, and when these have been approved by the Ad- 
visory Council and the Committee’ of the Privy Council, 
authority will be given him to carry them into effect. In this 


wav he wil have the whole weight of the Department ара ' 


its finance behind him, and since he will have direct access 
to the Lord President, who is the responsible Minister, there 


will be no danger of his recommendations Iving pigeon-holed ` 


among Departmental files. 


. Development of French Hydro-Electric Works,— The 


history of the industry whose object is the utilisation of the 
-waterfalls in France represents a strugele against the in- 
adequacy or obscurity of the Civil Code and administrative 
regulations, followed by a inodifieation which has perhaps 
hastened the threat of more restrictive legislation. Almost 
all of these measures were instituted at a remote period when 
it was impossible. to foresee the advantages. which engineers 
would derive from the waterfalls. Nevertheless engineers 
finally succeeded, aided by well-informed lawyers, in accom- 
modating themselves to situations which were the least favour- 
able in appearance, and individual hydro-electric works have 
been. established of a capacity of several thousands of horse- 
power on the mere basis of precarious authorisations capable 
of being revoked. · In certain cases the French Administration, 
by simple decree, has sanctioned mmportant diversions from 
navigable waterways, ull of which legally form part of the 
public domain. The non-naviguble waterways which are sub- 
ject to the rights of riparian owners have been brought into 
service through the assistance of obliging intermediaries. In 
fact, the hydro-electric mdustry has triumphed over all ob- 
stacles and routine; it has become prosperous and is visibly 
developing at the present time. 

The results hitherto obtamed have been set forth by the 
work ‘undertaken by M. de la Brosse in relation to the region 
comprised between the Rhone, the Alps, and the Medi- 
terranean—the '' white coal ”?” region. Two tables have been 
prepared by this engineer at an interval of six years, showing 
the remarkable progress which has been made in this period. 
Tt is generally estimated that the total power available from 
the falls of the Alps amounts to 9,000,000 н.р. аё low water 
and over 4,000,000 on the average, the latter representing 
-about one-half of the aggregate power capable of being ob- 
tained from the French waterfalls as a whole. The first table 
indicates that the plant installed in che French Alps for light- 
ing and power purposes, metallurgy, electro-chemistry and 
traction amounted nominally to 469,835 m.P. in 1910 and 
662,545 H.P. in 1916, whilst the works in course of construc- 
tion represent @ further 93,100 H.P. Apart from the extensions 
already in hand, it is noteworthy that out of the total power 
installed in 1916 more than 256,000 m.P. were being utilised 
for. electro-metallurgical work and 110,000 н.р. for electro- 
chemical operations. It is also worthy of note that only works 
of a combined capacity of 90,000 H.P. are deriving power from 

ublic waterways, whilst nine-tenths of the energy produced 

v works on the public waterways are utilised for the public 
supply of light and power. It is considered. that the dis- 
inclination of manufacturers to avail themselves to a greater 
extent of the public watercourses is due to the fact that 
hydro-electric works of this kind are more expensive to con- 
struct and that the prospect of innumerable formalities with 
the Administration, which is lacking in resolution through the 
fear of being suspected of favouring private interests, is not 
calculated to encourage private enterprise in this direction. 
It is therefore suggested that legislation should be promoted 
to facilitate development of the waterways under the designa- 
tion of public domains and of the non-navigable watercourses 


. in so far as they are still. available for that purpose. 


Use Solid Wire in. place. of Small Stranded Cable.— 
The Cable Makers' Association bas recently addressed a letter 
to the engineers of central-stations, pointinm out that the 
Government requirements in &mall stranded wires are at pre- 
sent so great as to require the use of practically every wire- 


* 
rad 


= Referring to our leading article on this subject last Me. we 
yt 


drawing and stranding machine in the country. Thus the 
demand for such wires other than for direct military or naval 
needs entails considerable delay in execution of orders. 
Many engineers to public authorities and companies insist 
upon the use of stranded conductors for wires below a speci- 
fied sectional urea. and some prohibit the use of solid con- 
ductors entirely. If such restrictions can be temporartly sus- 
pended during the war, the cable makers will be enabled to 
put forth the full capacity of their plant for the military and 
naval needs, and vet meet the requirements of other cus- 
tomers carrying out other essential work. The Association 
therefore suggests that during the war 
No. 18 s. w.G. be used in place of 3/22 S. w.G. or 7/25 $.W.G., 
No. 16 s.w.a. in place of 3/20 or 7/23 8.W.G., | 
No. 14 s.w.. in place of 7/22 and 7/214 s.w.c., 
and hopes that permission will be given to contractors in 
each district to use solid conductors ?s an emergency measure. 
In view of the urgent military necessity for restricting the, 
use of small stranded conductors for the present, we feel sure 
that the Association may safely count upon the patriotic co- 
operation in this matter not only of station engineers, but 
also of all users of such materials. In addition to circularising 
the station engineers, the Association is also advertising the . 
matter in the technical Press. - 


The Control of the Electric Motor Vehicle Business.— ` 
are sorry to learn that the Agents’ Section, Ltd., a hat 


is associated with the Motor Trade Association, has resolved 
to follow the line advocated by the Scottish Advisory Council 


_of the M.T.A., and to oppose the Bill which would énable 


central electricity supply undertakings to store, charge, in- 
spect and repair electric vehicles, the opposition being based, 
it is stated, on a strong objection to any extension of muni- 
cipal trading. We note, too, that Electromobiles (Leeds), 
Ltd., have written to the Motor Trader congratulating 16 on | 
its outspoken leader. adding that they '' hope the time Js not 
far distant when the motor trader will take up ‘ electrics’ 
enthusiastically, and will offer them to his customers for use 
in their proper sphere, continuing to offer petrol or steam 
where he thinks these types will serve his chents best. We 
do not agree that the development of the electric vehicle has 
been held up for want of charging facilities, but simply for 
want of knowledge. As soon as it is better known what the 
electric will do, sales will come readily enough, and the elec- 
tricity can always be provided when the demand exists." 


Linking-up Electricity Works.— Гће Committee for the 
Interconnection of Lancashire and Cheshire Electricity Supply 
Systems informs us that a conference of delegates represent- 
ing the Municipal and Company Electricity Supply Authori- 
ties is to be held in Manchester Town Hall to-day (Friday). 
at 11 a.m., to consider the proposals set forth in the report 
of the Committee with regard to the interconnection of elec- 
tricity supply systems. The conference will be presided over 
by Mr. G. H. Roberts, M.P., the Parliamentary Secretary to 
the Board of Trade, and the electricity supply authorities 
will he represented by about 190 delegates. The report was 
published in our issue of October 18th, 19016. 


Memorial to the late Prof. Silvanus P. Thompson, 
D.Sc., F.R.S.—The Council of the Finsbury Technical College Old 
Students’ Association has appointed a small Committee to arrange 
for a memorial to the late Prof. Silvanus P. Thompson. Another 
Committee has also been formed amongst certain friends of Dr. 
Thompson and representatives of the scientific societies with which 
he was connected. to purchase the very valuable scientific library 
which Dr. Thompson collected. It is proposed to present the 
library. which is one of the best of its kind in existence, to the 
Institution of Electrical Engineers, to be accessible to the public 
on the same conditions as the Ronalds Library. The Committee 
of Council of the Old Students’ Association hopes to raise a sum 


of not less than £250, and proposes to divide the subscriptions sent 


toit into two parts—one of these parts to be appropriated to the 
establishment of a suitable memorial to be placed in the City and 
Guilds Technical College. Finsbury, with which Dr. Thompson was 
&0 long connected. and the other to form a contribution from the 
Finsbury Old.Students' Association to the library fund. Mr. J. E. 
Raworth. president of the Association, will be very pleased to 
receive subscriptions, which may be of any amount. and should be 
addressed to him at 28, Broadway, Queen Anne's Chambers, West- 
minster, S.W. ` it | 


"Prohibited Exports.— The Supplement to the Board of 
Trade Journal of March Ist contains complete lists of articles 
which, according to the latest information received by the Board 
of Trade, are prohibited to be exported from Denmark. France 
(including Algeria). Italy. Japan, and the Netherlands. The Sup- 


plement also contains a list of articles (complete to date) which 


are prohibited to be exported from the United Kingdom. 


Fatality.—On February 21st a labourer was killed by 
scalding. and another badly injured, through the bursting of a boiler 
tube at Derby Corporation electricity works. 


Inquiries. — Тһе makers of the McClelland lamp-locking 
device (Patent No. 299/09) are asked for: also makers of electric 
boot and knife cleaning machines. ` 
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Volunteer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W.—Orders 
for the week. by Lieut.-Col. С. B. Clay, V.D., Commanding :— 

Monday, March. 5th.—Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class. Recruits’ Drill. 6.30—8. 

Wednesday, March 7th.—Instructional Class, 6.15. 
Drill, Platoon No. 1. 

Thursday, March 8&th.—Ptatoon Drill, Platoon No. 7. Ambu- 
lance Class by M.O.. 6.30. Signalling Class. 

viday. March 9th,—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Recruits’ Drill, 
6.25—8.25. 

Saturday, March 10th,—N.€.0.'8 Class, 2.30; Company Com- 
mander Castel]. “ Knots and Lashings.” 

Sunday, March 11th.—Special work at Bombing School. Parade 
Clapham Junction Station (City & S.L. Tube Railway), 9.45 a.m. 
Uniform. haversacks, water bottles. Mid-day rations to be carried. 


(By order), MACLEOD YEARSLEY, Adjutant, 


South African Electrical Supplies.—In recent issues of 
the South African Mining Journal we read the following :— 

"'There has been quite a lot of buying of electrical material, 
more particularly cables and megohm wires, also small motors, as 
well as the general run of electrical fittings other than the ordinary 


Platoon 


lighting lamps, of which there are ample supplies in the town. | 


The British Government has put a bar on the exportation of any- 
thing containing copper, and as this metal predominates in elec- 
trical materials, a sudden hurry occurred to secure stocks. The 
Public Works Department requisitioned for some miles of cables, 
also the Premier Diamond Mine came forward with substantial 


orders for electrical fittings, wiring, кс. The Municipalities, Mines, — 


and Railway Department have been purchasing rather freely, as 
well as the Messina Copper Mine in the Northern Transvaal. 
Delagoa Bay and another couple of coast towns came into the 
market in a lesser degree. The demands created quite a lively 
diversion in the direction of activity amongst the electrical 
merchants. 

"The Japanese supplies are coming forward very regularly. and 
so keeping up our already ample household stocks. The American 
goods are anything but regular of late, and the British must also 
be classed in the same category. The electrical jobbing work is 
very much on the poor side, as property owners seem very loath 
to spend any money whatever, except on work that cannot be 
postponed." 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and. industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—The Bingley District Council 
has advanced the salary of Mr. PEDLEY, the electrical engi- 
neer, by £25 per annum. 

Mr. C. A. Frost, assistant engineer, has been appointed, at 
a commencing salary of £300 a year, to succeed the late Mr. 
Le Feuvre as borough electrical engineer at Bexhill-on-Sea. 

The Mexborough U.D.C. has advanced the salary of Mr. 
J. D. VentHaM, the electrical engincer, by £50 per annum. 


General.— The many friends of Mr. W. CRAWFORD, who has 
been so long associated with Messrs. Belliss & Morcom, will 
learn with much regret that he lies seriously ill in Cardiff. 
For some time his friends passed a very anxious time, but 
the latest news 1s that he shows distinct improvement. There 
15 no man In the country who has done more to establish the 
name of Messrs. Belliss & Morcom as a household word 
among engineers, whether in municipal or industrial life, 
and all these will join in wishing Mr. Crawford a speedy and 
complete recovery. 

Sık MAURICE FITZMAURICE, C.M.G., late chief engineer to 
the 1..C.C., has been appointed chairman of the Committee 
to control canals taken over by the State. 

Mr. W. H. Sisson, who for the past 10). years has been 
engineer to the Kearsley Spinning Co., Ltd.. Stoneclough, 
has been appointed engineer -to the Falcon Spinning Co., 
Ltd., Bolton. Не was formerly managing engineer of the 
Witney Electric Supply Co., Ltd., and foreman for Messrs. 
Dick, Kerr & Co., Ltd., and for the Mersey Docks and Har- 
bour Board. | 

Messrs. V. Тлхоор and M. C. MarriNsoN have been ap- 
pointed local directors of the River Plate Electricity Co. Mr. 
B. C. Witson has been appointed manager and engineer of 
the La Plata station of the saine company.—Review of the 
River Plate. 

. Mr. W. N. Y. Kina has been appointed assistant (civilian) 
Inspector of munitions. 


Roll of Honour.—Captain Eric SUTHERLAND PHILLIPS, 8th 
Battalion Border Regiment, of Rugby, died of wounds re- 
ceived in action on February 21st, uged 22 years. At the 
declaration of war, Captain Phillips was a pupil in the works 
of the British Thomson-Houston Co., Ltd., Rugby. He 
volunteered for service, and enlisted as a private in Septem- 
ber, 1914. His Colonel writes :— 


“Не was a most excellent young officer, always willing and 
cheerful. During the time when he was in charge of the 
Machine Gun Detachment of the Battalion he did very good 
work. He was very plucky under fire, and a very good 
leader. We shall ‘all miss a cheery, plucky comrade, and a 
great favourite in the Battalion.” 

Captain Phillips was the son of Mr. J. A. Phillips, assistant 
manager of the B.T.H. Co.’s supply department at Rugby. 

Private J. Stamper, Northumberland Fusiliers, reported 
missing, was In the electrician's department of Messrs. David 
Brown & Sons, Ltd., gear cutters, &c., Lockwood. 

Private R. FLETCHER, of the Machine Gun Corps, who has 
been killed jn action, was employed by the Iancashire 
Dynamo Co., Trafford Park. 

Private A. Lorp, of the East Lancashire Regiment, who 
has been killed in France, aged 39, was employed in the 
Bacup Corporation electricity department. 

Private L. Watters, who has fallen in action before Kut, 


— was for several years in charge of the electric light plant at 


Wood Norton, near Evesham. 

Lance-Corporal P. B. Реттітт, of the Manchester Regiment, 
who is in hospital in Devonshire, suffering froin wounds, was 
employed by the Lancashire Dynamo Co., Trafford Park. 

Sapper F. C. SHENTON, of the R.N. Division, has been 
killed at the ане of 36 years. He was formerly emploved as 
an electrician at the Hyde Road depot oi the Manchester 
Corporation Tramways. А 

The London Gazette for February 27th contained the fol- 


.lowing:—'' London Regiment.—Second Lieutenant (Acting 


Major) Н. C. Sparks, D.S.O., M.C., is seconded for duty as 
Assistant Director of Labour. January 3nd, 1917." — -* 

At а meeting of the Barrow Corporation electricity em- 
plovés at the Town Hall, on Monday, occasion was taken to 
mark the honours won by Company Sergeant-Major R. A. 
WILLIAMS, Who had received the Military Cross for gallantry 
in. the field. Ald. Smith presided. The Mayor of Barrow. on 
behalf of the employés, presented Company Sergeant-Major * 
Williams with a spirit tantalus and a case. of carvers. 
His Worship said that Sergeant Williams commenced with 
them ах а labourer in 1902, and became а jointer in 1909. He, 
joined the Colours in September, 1914, and worked his wav 
up to company sergeant-major, and now he was about to 
proceed to а cadet training school with a view to taking up 
a commission. He had won the Military Medal, which twas 
a very high honour for a non-commissioned officer, by taking 
charge of his company after all the officers were casualties, 
and keeping control until ordered to retire. 


Obituary.—Mr. J. R. Preece.—We regret to record the 
death, which occurred at Kensington on February 25th. at 
the age of 73 years. of Mr. John Richard Preece, C.M.G.. 
voungest brother of the late Sir William Preece. In the year 
1870, Mr. Preece went out to join the Imperial Persian Tele- 
graphs as assistant engineer, and he resigned that office to 
join the Consular Service there. He afterwards became 
H.B.M. Consul-General at Ispahan, Persia. The deceased 
gentleman many years ago read a paper on the Persian tele- 
graph system before the Society of Telegraph Engineers 1n. 
London. а 

ALD. J. BRoprE.—The funeral of the late Ald. J. Brodie took 
place at Blackpool Cemetery on February 22nd. The remains 
were borne to the grave by six inspectors and timekeepers 
of the tramway department. The staffs were largely repre- - 
sented, and in the funeral procession were three cars driven 
by motormen and conducted by women with crepe-banded 
sleeves. Wherever cars were encountered on the route thev 
caine to a halt while the cortége passed, and at Foxhall 
Square the staffs of the electricity works and the car men 
stood reverently to attention. 


POWDERED COAL BOILER FURNACE. 


- 


IN our issue of November 3rd last, we referred at some 
length to the subject of powdered coal as a fuel for boiler 
firing. As mentioned then, one of the difficulties has been 
to find a suitable form of furnace, which, while allowing of 
complete combustion, would at the same time withstand the 
very high temperatures resulting, which with ordinary con- 
struction would melt down the furnace linings. 

In this connection, а letter in the December Journal of the 
American Society of -Mechanical Engineers,’ from Mr. C. L. 
Ht&istER, of Schenectady, describes a most simple form of 
furnace (fig. 1) which has been in continual and regular 
service under a boiler at the American Jocomotive Co.'s 
works since March, 1915. The furnace 1s believed to be 
entitled to a world’s record for low cost of maintenance; the 
CO, rarely drops below 16 per cent., and is oftener above 17 
per cent. 

Evaporative tests show that a materially higher evapora- 
tive efficiency is obtained than from a duplicate Franklin 
boiler fired by mechanical stokers and supplied with feed 
water at the same temperature, also the powdered coal fired 
boiler responds much more readily to increased steam de- 
mands, and an ordinary fireman provides al! the necessary 
attendance. 
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With а previous experimental furnace under the same 
boiler, the brickwork failed to withstand the temperature, 
and there were excessive accumulations of hard slag in the 
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Fra. 1.—PowbpERED Сол, FURNACE AT THE AMERICAN 
LOCOMOTIVE WORKS." 


үн bottom and deposits of unburned products round the 
ubes. t 
Several years ago Mr. Heisler concluded that the only way 


to prevent the destruction of vertical walls and arches in _ 


powdered-coal furnaces was not to have them, and substitute 
Incandescent ignition surfaces formed by simple outwardly 
inclined walls which would be automatically maintained by 
& coating of protecting alag, The furnace now jin use has 
been in continual service for 18 months without a single 
repair expense on the hopper-shaped furnace walls. These 
walls are coated with about l in. to 3 in. thickness of slag, 
and are seemingly in as good condition as at the time they 
were built. Tbe fire pit openings are covered by temporary 
iron plates. 

The three original inlet tuyeres are yet in service, and 
apparently may be in service for another year; they consist 
of three ordinary wrought-steel pipe nipples, 10 in. in dia- 
meter and 24 in. long, which, when originally installed, pro- 
truded downwardly a few inches into the furnace. After a 
short time the inner ends burned away and gave them their 
present form. 

Powdered coal is fed by a screw feedes-from a hopper into 
the air blast at a point about 3 ft. away from the furnace 
tuyeres. 
less, for the purpose of thoroughly mixing the coal with л 
properly proportioned air blast that passes downwardly 
through the tuveres at a pressure of $ to 1} oz. 

A plurality of tuyeres and feeders is essential to good com- 
bustion, so as to reduce the effects of imperfect feeding of 
any one feeder or of flooding through a feeder from slips in 


Fia. 9.—PowpnpEnRED Сол, FERDER SET. 


the coal hopper. No particular forni of feeder is necessary 
for successful operation. Fig. 2 shows a feeder set with eight 
outlets. 

There is a very slight air inlet suction at the slag hole in 
the base of the furnace. In the furnace near the boiler the 
pressure is equal to atmospheric. If the gus passes the pres- 
sure is slightly less than atmospheric, an amount depending 
upon the resistance of friction to a flow of the gases into 
the uptake. . | 

The lower row of water tubes was shielded by tiles for the 
purpose of giving sufficient heat-reflecting surface to main- 
tain the desired furnace temperature for the working capacity 
of the boiler. The best results were cbtained when approxi- 
mately the lower back half of the water tubes was shielded as 
illustrated im fig. 1. This shielding prevents all tendency to 
lift and deposit unconsumed. fuel in the passes, which, there- 
fore, do not require more cleaning than the passes in the 
adjoining mechanical stoker-fed boilers. 
ever is experienced from coke or cinder-clogged water tubes; 
this is largely due to the hopper-shaped furnace, wherein a 


This distance may be very much more, but поё“ 


No trouble what- 


the downwardly jetted fuel and air from the three tuyeres is 
thoroughly blended and ignited in the confined space be- 
tween the inclined and incandescent walls at the bottom of 
the furnace. "Thereafter the resulting gases are permitted to 
freely expand as they slowly rise upward into the enlarged 
space under the boiler, in а manner which gives the flames a 
slow rolling movement from the bottom rearward, upwards, 
then forward to meet the front end of the boiler, through the 
full length of a 30-ft. path, before coming in contact with 
heat absorbing surfaces. 


—  'ÉÁ—— REOR 
NEW COMPANIES REGISTERED. 


British Electron Co., Ltd. (146,067).—Private companv. 


This company was registered on February 19th, with a capital of £3,000 in 
£l shares, to carry on the business of importers and exporters of and dealers 
in metals, metal serap and ores, chemical manufacturers, metallurgists, de- 
tinners, tinplate makers, &e. The subseribers (each with one share) are: 
Н. D. Ashworth, Old Dalby, Ellesmere Road, . Eccles, metal refiner; A. 
Keating, 31, Stockport Road, Ardwick, Manchester, metal refiner; C. R. 
Adams, 127, Queen's Road, Cheetham, Manchester, metal refiner, The first 
directors are Н. D. Ashworth, A. Keating, and €. R. Adams, Solicitors: 
Vaudrey & Co., 30, St. Anne's Street, Manchester. 


. OFFICIAL RETURNS OP ELECTRICAL 
COMPANIES, 


James Keith & Blackman Co., Ltd.—4 memorandum of 
satisfaction in full on January 11th, 1917, of debentures dated August 13th, 
1914, securing £500 has bcen filed. 


Electrical - Installations, Ltd.—A memorandum of satis- 
faction to the extent of £100, on January 26th, 1917, of debentures dated 
December 5th, 1906, securing £2,000, has been filed. 


International Electric Co., Ltd.—Mortgage on freehold 
property at Tottenham, dated Februury 8th, 1917, to secure all moneys due 
er to become due from company to London & South-Western Bank. 


Torpoint Electric Supply Co., Ltd.—Second debenture, 
charged оп the general assets, dated February 5th, 1917, to secure 21,089. 
Also issue on same date of £1,280 debentures, part of a series of which 
particulars have already been filed. 


Llanrwst Electricity Supply Co., Ltd.—A memorandum 
of satisfaction in full on September 5th, 1916, of first, second, and third 
mortgage debentures dated 1905, sccuring £900, £600, and £400 respectively. 


CITY NOTES. 


Capital expenditure during 1916 was 
£995, and the total now exceeds the re- 
Electric Light: ceipts by £45,320. The lamps connected 

ing Co., Ltd. increased from 238,981 to 241,859, and the 

| profit (less income-tax) fell from £22,617 
to £18,782. There are 4,400 consumers, all excepting 90 being 
supplied at 200 volts. Revenue from sale of current increased 
by £767 to £43,185. The reduction in profit is due to in- 
creased cost of fuel and labour, higher assessment for rates, 
and an addition of £1,871 to income-tax. Kensington Council 
approved of the company's proposal to increase charges to 
consumers by id. per unit to compensate for these burdens, 
but the inerease was only brought into force during the last 
three months of the year. rom the available profit of 
£23,730 there are taken £3,000 for depreciation, renewal and 
reserve, £2.016 for debenture interest, Kensington and Not- 
ting Hill debenture stock charges £3,695, £4,525 for income- 
tax, £250 for the staff under the co-partnership scheme, and 
£10,343 remains. After paying the 6 per cent. preference 
dividend and 3s. per share, less tax, on the ordinary shares, 
£408 remains to be carried forward. Annual meeting: March 
6th. 


Notting Hill 


At the annual meeting, Mr. A. G. Lur- 


Yorkshire TON raid that the underlying principle on 
Electric which the company's business was fouhided 
Power Co. was the есопошу of fuel which could be 


secured by the production of electricity on 
a large scale. The demands upon the company were increas- 
ing rapidly in every part of its area. ‘The development of the 
company in the past had resulted in many undertakings tak- 
ing a bulk supply instead of building separate generating 
stations for themselves, and it was gratifving to find that 
there was a general awakening to the principles on which the 
power companies were established by Parliament. Last year 
the Bradford Corporation and the company entered into a 
reciprocal agreement to supply electneity. | 
Mr. A. Н. МБЕҮЗЕҮ-ТНОМРЗОМ, who seconded, said that at 
last the company had arrived at the turning of a long lane. 
and they could now feel that they had done their share in 
clearing the West Riding of the pall of smoke which had so 
long hung overhead. He hoped that the reciprocal agree- 
ment with the Bradford Corporation was an indication of a 
happier spirit in the relationship between the company. and 


the municipalities in its area. 


-- & - c - == * 
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Iu his speech at.the annuab meeting, 


City and Тор STUART OF WonTLEY said | (according 
South London to the Times report) that the effect of 
Railway Co. present conditions on their expenses was 


very serions.. Fortunately, their -electrical 
energy was now. supplied from the power station at Lots 

Road, Chelsea, but the cost of current was necessarily based 

upon the price of coal, which had more than doubled since 

the beginning of the war, and was still rising. ‘There. had 
also been a deterioration in its average quality. The in- 
creased cost of living had led to demands from their men for 
additional bonuses. In the case of controlled railways this 
additional charge was borne by the Government, but in their 
case 16 must be found entirely from their own resources. 

They would have been unable to pay this bonus were it not 
for the operation of the common fund agreement. In obtain- 

ing supplies they were having considerable difficulty. The 

labour available was limited in amount, and necessarily less 
skilful than their old trained staff. While nothing had been 
neglected which was essential to the safe running of the 
trains, the standard of maintenance—as must be the case 
with all railways during the war—was not all they would 
desire under’ more normal conditions, and this in spite of the 
fact that expenditure under. this heading -was above the 
normal. A year ago he expressed regret at the necessary 
postponement of the projects for improvang and modernising 
the line and rolling stock, and making what they believed 
would be a most valuable connection with the London Elec- 
tric Railway at Camden Town to permit of through running 
-to Hampstead and Highgate. These projects could not pro- 
ceed until the return to normal conditions. 

Lonp Farrar, at the annual meeting on 

London Electric February 939rd, said (according to the 

Railway Co. Financial Times report) (that the extension 

nection with the L. & N.-W. Railway 

of the train service to Watford in con- 
had been delayed on account of the difficulty of obtaining the 
necessary Joint rolling stock, but arrangements had now 
been made for this company temporarily to supply rolling 
stock on reasonable terms, and it was anticipated that the 
through service could be initiated about the beginning of 
. April. The result shown by the Queen's Park extension and 
the through running to Willesden had, even in these abnormal 

times, been excellent, and the directors anticipated further 
improvement from the extension to Watford, although the 
50 per cent. increase of fares on the main line railways 
ordered by the Government would undoubtedly retard the 
development of the traffic. Suggestions had been made from 
time to time that the company’s fares should be increased, 
but the directors felt that, as. this was a great public utility 
company, they must consider a matter of. this kind from the 
point of view of public interest, as well as that of revenue- 
earning power; and, moreover, their past experience had 
shown that in their area the best way to secure the largest 
net revenue was to obtain a large volume of traffie by low 
rates, coupled with quick and frequent service, rather than 
. fewer passengers at high rates. New factors, however, -had 
entered into the problem, owing to war conditions, one of 
which was the falling purchasing power of money, and if 
the price of all the commodities the company had to buy 
contmued to rise they felt that a readjustment of fares 
would be justifiable. 

Lonp Grorck HAMILTON, at the annual 
meeting, sud that the working expenses 
during the year 1916 had heavily in- 
creased, The difficulty of securing labour 
| and material for really adequate mainten- 
ance of the property had been recognised by the Govern- 
ment, and a special allowance was made to controlled rail- 
. ways to cover this deferred maintenance; but it was doubtful 
whether the amount, so far as this company was concerned, 
was sufficient, and increases of reserves against this liability 
were essential. It had, therefore, been recommended that a 
total sum of £45,000 be added to the reserves for renewals 
and contingencies, as against £35,000 last year. While they 
were under Government control any raising of their fares 
was, without the consent of the authorities, out of their 
power, even if it seemed desirable from the revenue point of 
view. They had always been believers in the lowest reason- 
able rate of fare, not only because, as a public transport com- 
pany, they must always carefully consider their relations to 
the public, but also because they realised that in the Jong 
run they made a higher net earning for the shareholders by 
carrying Many passengers at a low fare rather than fewer 
passengers at a high rate. Low fares and good service stimu- 
lated traffic, and that had hitherto been their nim. While 
they remained believers in the lowest ''reasonable ” fares, it 
must be remembered that the decrease in the purchasing 
power of money in the last two vears had practically resulted 
in a drastic reduction of their fares. The present position, 
however, could not continue indefinitely, and some readjust- 
ment of fares might be necessary. This they would look upon 
às a reinstatement of fares rather than an increase. . 

For 1916 the net inccme from invest- 


Metropolitan 
District 
Railway Co. 


Underground ments, &c., after deducting general ex- 
Electric Rail- penses, and including balance from last 
ways Co. of account, was £664,666. After paying the 


London, Ltd. interest on the 41 per cent. bonds, also the 


| payment under the guarantee on Central 
London Railway Assented stocks, and the interest on the 6 


per cent. first. cumulative income debenture stock, there is 
a surplus. of £136,512. The interest at the rate of 5 per cent. 
per annum, plus income-tax, on the 6 per cent. income bonds 
due 1943 absorbs £406,178, leaving £30,634. The income from 
investments, &c., was £653,361, a decrease of £27,930, or 
4.02 per cent. for the year. ‚The income-tax on the interest 
on the 44 per cent. bonds due 1033, and on the 6 per cent. 
income bonds due 1918, together with loss on foreign ex- 
change in respect of coupons encashed abroad, was £134,015, 
an increase of £56,805, or 73.57 per cent. The aggregate 
gross revenue of the five.companies parties to the Common 
Fund was £6,038,529; the aggregate retained by them for 
revenue liabilities, including reserves, was £5,531,562, leaving 
£206,908, an increase of 12.32 per cent. as compared with 
1915. Sir Albert Stanley resigned the managing directorship 
When he became President of the Board of Trade, and Mr. 
W. C. Burton takes his place. 

Under the provisions of the London Electric. Railway Act, 1812, authority 
Was piven for the through running of trains from the Bakerloo Section of the 
railway to Watford on the electrified portion of the London & North-Western 
Raiiway. The North-Western Co, had arranged to provide the joint rolling 
stock required for the services, but its manufacture has been delayed. owing 
to the war. In order to give the public the benefit of this new service with- 
out further delay, arrangements have been made between the two railway com- 
panics. whereby the London Electric Co. will, for the present, eo the 
necessary trains and work the train service. Ht is anticipated that this 
through running will commence early in April. 

In order to provide for a larger increase of output from the Associated 
Equipment Co.'s factory at. Walthamstow, extensions of the premises. have 
recently been carried out in co-operation with the Ministry of Munitions, 


At the annual meeting, Mr. FOLLETT 


Para Electric Пот said that the net revenue in mulreis 


Railways during the year was the largest yet ob- 
and Lighting taincd by the company. This was due to 
Co., Ltd. an increase of more than 11 per cent. in 


the cowbined gross earnings of the tram- 
ways and lighting departments, and to the fact that operat- 
ing expenses were only 7 per cent. higher than during 1915. 
The cars carried a total of over 90,000,000 passengers, or 13 per 
cent. more, whilst the fact that the sale of electricity for 
lighting and power purposes had increased by 10 per cent. 
showed that they had reaped some bencíit from the greater 
commercial activity and prosperity of the city of Para. Dur- 
ing the vear a small investment had been made in the deben- 
tures of the Para Gas Co. The progress of the gas business 
had been slow, but not unsatisfactory, although the full 
benefit of the combined supply of gas and electricity would 
only mature after the gasworks had been thoroughly over- 
hauled, which would require some little time. . Iu connec- 
tion with important public works executed by the Munici- 
pality to improve the thoroughfares between the city and 
the port, certain gections of the tramway system had been 
relaid and modified, and this had resulted in a better public 
service and greater facilities. Regarding the present situa- 
tion of the rubber trade, so intimately connected with the 
welfare of Para, comparing the crop season ended at June 
30th, 1916, with its predecessor, rubber exports from the 
Amazon district increased from 33,500 tons. to 36,795 tons. 
The total production for the calendar year 1916 was 37,250 
tons, as against 37,000 tons during 1915. This figure had 
been practically constant for the last three years. It was 
anticipated that the supply for the current year might be 
somewhat in excess of this average, owing to an abnormally 
low river, which had enabled rubber collection to be con- 
tinued somewhat longer than usual. Prices in the London 
market for fine hard Para had fluctuated during the vear 
between 4s. 14. and 2s. 74. рег 1b., with an average of 3s. 
13d., the value at present being about 3s. 44d. per lb. Busi- 
ness generally at Para was distinctly brisk, and the country 
people were prosperous. 


— ——M——— — 


City of London Electric Lighting Co., Ltd.—Subject to 
audit, the directors have decided to provide in full for allow- 
ances to employés on service and war bonuses to staff and 
employés, to place £40,000 to, reserve, and to pay 12s. рег 
share (6 per cent. per annum) on the preference shares, and 
]6s. per share (8 per cent. per annum) on the ordinary shares. 
On account of these dividends, 6s. per preference share and 
Gs per ordinary share was paid in September, 1916. After 
payment of the dividends, less 1ncome-tax, and providing for 
other appropriations, about £17,000 remains to carry forward. 


Liverpool Overhead Railway Co.—For 1916 the gross 
revenue receipts were £107,850, and the working expenses, 
including reserve, were £77,794. "The total passengers car- 
ried were 16,074,643, as against 15,082,502 in 1915. The con- 
cern continues to operate under the agreement with the Gov- 
ernment. After deducting debenture interest, adding the 
balance brought forward, and paying 5 per cent. on both 
classes of preference shares, a final distribution at the rate 
of 4 per cent. per annum on the ordinary shares is to be 
made, making 33 per cent. for the year, leaving £6,501 to 
be carried forward. | 

Arizona Copper Co.—This company is paving a dividend 
of SO per cent., free of income-tax (equivalent to 100 per 


- cent.), for 1916. 


Castner.Kellner Alkali Co., Ltd.—Dividend for 1916, 22 


| per cent.; £50,000 to depreciation; £39,404 carried forward. 


Pennsylvania Water & Power Co.—Dividend, 1j per 
cent. for the quarter to March 3lst. 
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Fife Tramway, Light & Power Co.—Presiding at the 
annual meeting, Mr. W. Low said that the tramways showed 
some improvement. Pending receipt qf the Treasury consent, 
the company could not make any arrangements for dealing 


with the construction of the Rosyth lines. Power and hght- 


jng progress had been quite satisfactory, for, although net 
revenue had .been affected by increasing costs, a larger 
revenue had been obtained. ‘The increased revenue was en- 
tirely due to the capital expenditure of past years producing 
additional business.: The total revenue received from the 
power and lighting undertakings as dividends, fees, &c., 
amounted to £14,671, against 13,507 for the previous year. 
The real improvement in the combined undertakings was 
better than shown by the figures, as they had been able to 
leave a sum of upwards of £2,000 out of profits in the coffers 
of the power and tramways companies available for contin- 
gencies, so that the improvement over the previous vear'in 
the power and lighting properties was upwards of £4,400. 


Traction & Power Securities Co., Ltd.—Net revenue for 
1916, after deducting expenses, £26,211, plus £8,578 brought 
forward. The directors recommend a dividend of бз. per 
share, free of tax, absorbing £25,623, and leaving £9,167 to 
be carried forward. Investments in the Mersev Railway Co. 
and the Clyde Valley Electrical Power Co. remain unchanged. 
The position of the Clyde Valley Power Co. continues to im- 

rove. : According to a valuation furnished by Glasgow 
а the holdings in both preference and ordinary shares 
are worth their book cost. In October last this company 
deelared a first dividend upon its ordinary shares. In view 
of ‘the Government measures with the object of maintaining 


. foreign exchanges, almost the whole of the company's Ameri- 


can investments have been realised.—Financtal Times. 


Compania de Electricidad de la Provincia de Buenos Aires. 
+The gross receipts for the year ended July 31st last from the 


: supply of light and power were £189,853, against £177,858 


for the preceding year, ап increase of 6.73 per cent: The 
total receipts from all sources, £192,239, show an increase of 
1.00 per cent. The increase on the total operating expense 
is only 10.07 per cent. The resulting net profit from opera- 
tionis £62,728, against £61,160 for the preceding year. The 
directors have placed the whole of the available balance of 
£11,630 to the reserve for depreciation and doubtful debts. 
The results do not permit the payment of a preference divi- 
dend.—T'imca. | | 

Oxford Electric ` Со., Ltd.—The profit for 1916 was 
£11,682, plus £968 brought forward. ^ Debenture interest 
absorbs’ 492,000; there is written off on account of hire-pur- 
chase installations £639, 5 per cent. is paid on the preference 
capital, and 5 per cent., less mcome-tax, on the ordinary, 
£649 being placed to the credit of reserve and renewals, leav- 
ing £645 to be carried forward. Reserve and renewal of 
plant account has been charged with the cost of plant re- 
placed. -War-time conditions have further decreased the 
demand for light, and the heavy cost of fuel. &c., has also 
adversely affected the revenue. Several extensions of mains 
have been carried out. . 


British L. M. Ericsson Manufacturing Co., Ltd.—The 
profit for 1916 constitutes a record, and the prospects for 
1917 are excellent. The net profit, after charging £13,963 for 
depreciation, £6,580 for income-tax, and £2,500 for debenture 
interest, is £47.146, plus £6,616 brought forward. The pre- 
ference dividend absorbs £5,999; 8 per cent. on the ordinary 


-. shares (free of income-tax) requires £8,001; there is placed 
. to reserve £9,000, and.-to reserve for extra depreciation 


£5,000, ауте £25,761 to carry forward, subject. to Muni- 
Excess Profit Duty. us ' 


Telegra h Construction & Maintenance Co., Ltd.—Nct 
profit for 1916, £111,915, after charging interest on the deben- 
tures; /£110,474 brought forward, making £222,359. Interim 
dividend of 5 per cent. already paid. A further dividend of 
10 per cent., together with a bonus of 12s. per share, free of 


. tax, now to be.paid, and there is to be put to supplement the 


reserve fund £20,000, leaving £112,749 to be carried forward. 


County of London Electric Supply Co., Ltd.—After pav- 
ing th» preference dividend (6 per cent.), a final dividend at 
the rate of 9 per cent. per annum, less income-tax, is recom- 
mended on the ordinary shares, making 7 per cent. for the 
vear. £45,000 is put to reserve for depreciation, and £18,000 
carried forward. | 


— 


Yorkshire (West Riding) Electric Tramways Co., Ltd.— 
According to the Times, the directors are preparing an 
amended scheme, after considering the points discussed at 
the recent meeting. 


Electro Bleach and By-Products, Ltd.—Further interim 
dividends on account of the year 1916 of 3} per cent., less 
tax, on the preference shares, and of 7 per cent., less tax, on 
the ordinary shares.- 


W. T. Henley's Telegraph Works Co., Ltd.—Warrants 
for the dividend on the preference shares were posted on 
February 98th. | | 


Mirrlees Watson, Co., Ltd.—A financial contemporary 
says that the dividend for 1910 is,10 per cent.,. less tax, as 
against 5 per cent. for 1915. | 


Brazilian Traction, Light & Power Co., Ltd.—Quarterly 
dividend 14 per cent. on the cumulative preference shares. 


- for the past half-vear. 


the year. 


Blackpool & Fleetwood Tramroad Co.—At the ‘annual 
meeting. Mr. Тону GreeNWwoon said that during the year the 
company had carried nearly 300,000 more passengers. With 
regard to the cliff encroachments adjoining the tramroad, it 


‘could only be said that the negotiations had not yet reached 


a stage which enable the board to make any. report to the 
sharcholders. г 


Kensington & Knig&tsbridge Electric Lighting Co., Ltd. 


. —Dividend, 34 per cent. on the ordinary. shares for the last 


half-year, making with the interim dividend 6 per cent.. for 


Stock Exchange Notice.—Application has been made to 
the Commuttee to appoint a Special Settling Day in— 

Marconi. International Marime Communication Co., Ltd.— 
Further issue of 43,916 shares of £l each, fully paid, Nos. 
306,055 to 350,000, 2 

Newcastle:upon:Tyne Electric Supply Co., Ltd.—Subject 
to audit, the directors recommend a tinal dividend of 44 per 
eent. oo the ordinary shares, making, with the interim divi- 
dend of 24 per cent., 7 per cent. for *he year, : 

Halifax & Bermudas Cable Co., Ltd.—Interim dividend, 
6 per cent. per annuin, free of mcome-tax, on ordinary shares 


д 


Direct West India Cable Co., Ltd.—lnterlm dividend, 


' 6 per cent. per annum, free of income-tax,:on ordinary shares 


for the past half-year. 


- City of Cerlisle Electric Tramways Co., Ltd.—After pay- 
ing debenture interest and putting £2,000 to redeniption of 
second debentures, £775 remains to carry forward. 


STOCKS AND SHARES. 
E | TUESDAY EVENING. 
Tut very success of the War -Loau has tended to exercise 


а slightly depressing elfect upon 1narkets of the investment 


order. It is difficult to find words in which adequately to 


. describe the result of the Loan, but the figures themselves 


are sullicient to do away with the necessity for any exaggera- 
tion or picturesquencss. There was, let it be confessed now, 
just a shade of disappointment in the City when the earlier 


. result of 800 millions was announced; but for the total to 


- 


have passed the £1,000,000,000 mark'is regarded as a triumph, 
while the news of the fine advance of the British on the Ancre 


‘forms a fitting complement to the financial operations at 


home. 
Nevertheless, as already pointed cut, other markets are 


- dull, and must perforce be so, because of the withdrawal of 
- 80 much capital froin the ordinary investment channels. The 
. effect of the War Loan is likely to be-felt for some weeks, 


and, meanwhile, the purely investment stocks lie under & 
cloud of quietude, for the simple reason that people have 
not got.the money wherewith to buy them—to buy them, 
that is to say, in sufficient amounts to compensate the ordi- 
nary stream of selling which 18 common to all times. 

Most of the London electric lighting. companies. have now 


` declared their dividends, and the results are certainly good. 


No change has taken place in the declarations of the City of 
London, County, St. James’, South Metropolitan, or West- 
minster Companies.. The Kensington & Knightsbridge, pay- 
ing 6 per cent., shows a reduction of 1 per cent. on the year; 
and the dividend on Notting Hill ordinary shares is reduced 
from 5s. to 3s. Considering, however, that.the Notting Hill 
shares are held privately, that they are of the nominal value 
of 1s. each, and that they stand at something like £2 in the 
market, i£ cannot be said that the Notting Hill is a factor 
in the situation. 

The disappointment this half-year has been with the re- 
sults of the London Electric Supply Corporation, where the 
reduction of the preference dividend came as a sh shock. 
Several other announcements are due this weck, but the 
inarket, in the light of those made so far, which we have 


В quoted, professes itself to be fully satisfied with the an- 


nouncements already published. The Daylight Saving Bill 
will hold less terror for the illumination companies than it 
did а year ago. and is not at all likely to lead to any parti- 
cular selling. On the week, County of London ordinary are 
better at 101, City Preferences are 3 up, and во are West- 
minsters. London Electrics naturally continue depressed, and 
in other shares no recordable changes have occurred. 

Brazilian Tractions have fallen back 2 to 461, this being 
due to the flatness which overtook most things connected 
with Brazil upon Mr. Lloyd George's statement that imports 
of coffee from foreign countries were to be prohibited. 'The 
bonds of the various tramway companies are not much 
allected, the limited character of the market saving them 
from any particular fall. But most other stocks and shares 
connected with the country are easier. 

The Argentine group is heavy; and so far as Mexicans are 
eoncerned, nothing fresh has transpired in. the way of news 
to give any stimulus to the various industrial issues. Mexi- 
ean things generally, in fact, are flat; and the question re- 
mains unanswered as to why America is unable to control 
the handful of turbulent folk who live across the Mexican 
frontier. 
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It is of academic interest to holders of electric lighting 
Shares to notice that the Welsbach Incandescent Co. has 
formulated a scheme whereby a re-arrangement of capital 
has been sanctioned by the Treasury; and the company is 
now offering to its shareholders further shares of £1 each 
at par, with a commission of 9s. per share to subscnbers— 
which, in other words, means that the £1 shares will pro- 
duce lls. for the benefit of the company. 

The speculation in Marconis has come to something of an 
abrupt stop, and, in consequence, the parent shares have 
fallen back 3/16, "which brought about a slight reaction. in 
the quotations for the subsidiaries also. ‘The telegraph mar- 
ket as a whole is quiet. Great Northerns rose 10s., while 
Eastern ordinary lost а similar amount. Oriental Telephones 
are good, with a further rise of 1/16 at 24. 

Of the manufacturing shares, Henleys are a little lower at 
15, but the preference at 4 ex dividend have recovered the 
amount of the deduction. India-Rubbers fell 3. British 
Insulated ordinary had a sharp rise of 12s. 6d. to 12}. Recent 
buvers have found. a growing scarcitv of shares; and as soon 
as the very small handful on offer in the market had been 
disposed of, the effect of the demand became apparent. Other 
industrials are quiet, without commanding much business, 
but most of those connected with the electrical industry 
maintain their prices. One of the present features is a strong 
market in shares of rubber companies which confine them- 
selves to the production of rubber. Those engaged in the 
coffee Dulces in addition to rubber, are being put down 
because of the restriction of the imports of foreign coffee, but 
the remainder of the list is exceedingly firm; enjoying also 
a good deal of business. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homa Exzorarcrry COMPANIES. 
Dividend ‘Price 


аА, Feb. 37, Riseor fall Yield 
1914. 1915. 1917, із week. р.о. 


Brompton Ord ee ee 10 10 -— a2" 11 0 
ота Prel., A a BAxd — 113 
do. do. о, el. x -= 
ee «4 ee 6 4 8 жен 6 18 4 
do. do. S er cente Eres 6 6 +3 6 16 
бошу ‹ of London 1 1 1 = 618 8 
Kansara Oriar. oani. H 1 +e 0109 
London Electric . 4 8 1 am Nil 
do. do. 6 per cent. Pret, 6 6. xd 41/- 66 8 
litan е ee 4 m -— - а 
per cent. Pref. — 
8$. James’ and Mall .. 10 8 6 — 618 4 
th London s 6 б — 619 0 
South Metropolitan Pre, .. 1 q 1 — 678 
Westminster Ordinary .. .. 9 1 + 619 
TELBORAPES ARD TELEPHONES, 
Angio Am, Tel. Pref. . 60 , ee 6 6 м ime 6 q 8 
Det. ee e 80/- 88/6 2 = 6 16 4 
Chile Telephone ee oe ee 8 8 5 6 R — 6 15 8 
Cuba ba Sub. Ord. oe ee ee 5 5 -m à 6 3 6 
Eastern oer ee ee 3 8 18 — °в 16 4 
Globe Tel, кыйт. Ord. . M x 6 1 11 == е5 19 9 
до. Pref ә oe 6 6 = 6 8 1 
Great Northern Tel. .. 42H01 99 Bik · +3 0705 
ие ee ee ee 18 18 = 6 19 9 
ental А. ori, . 10 10 ^ + А 414 1 
United R. Plate Tel ; А 8 8 | — 76 56 
West India and Pan. ee e 1 6d. 1 — 9 4 0 
Western T ee ee q | i 8 182 rari ы; 16 4 
Homs RAILS. e 
Central London, Ord. Assented . 4 4 во] xd am 6 8 0 
Metropolitan ee ee e it 98 —1 4 3 
uidet round Meolo Ordinis Nu NU g^ 4 Nil 
n un ectric — 
0, do. "A" .. МП Nil bo — Nil 
do. do, Income 6 6 85 — *617 8 
2 Fonanzien Trams, &0. 
Adelaide Sup. 6 per cent. Pref. 0 6 4 — 61б 
Anglo-Arg. Trams, Pref, 9 = È 911 4 
do. ола Pref. . ө 9 -— — 
do, E: Deb. ^ ee 6 8 e -— 1 16 0 
id oe. ee 4 4 —9 8 19 0 
6 6 10 — воо 
British жылы, Elec. Rly. Pree. 5 5 61 == 84 0 
do. do. Preferred — Nil 48 — Nil 
do. do. Deferred — Nil 87$ — Nil 
do. do. Deb. + 5 64- — 6 13 10 
Mezico Trams 5 per cent. Bonds — N 25 = Nil 
do. 6 per cent. Bonds — Nil — Nil 
Mexican Light Common - Ni Ni 7 — Nil 
do. Pref. - Nil Nil 1 — 
do. 1st. Bonds -— Nil Nil 27 — — 
MancrACTURING COMPANIES, 
British Aluminium Ord. m b 3 98/- — 6 1232 
British Insulated ^o. 15 nt + ё 700 
British Westinghouse Pref, .. % 1 — 611 8 
Callenders.. xs 2s . 16 90 19 — 8 4 0 
do. 5 Pref. ae b 4 = 6 6 0 
do. do. y paid Ni — 1 — Nil 
do do. 4 percent. Deb. 4 4 61 — 6 10 1 
Electric Construction .. ee 6 h П — 710 0 
Gen. Elec. Pref. .. e 6 6 = 699 
do. Ord. . ee 10 10 ==» 9 6 6 
Henley .. is ‘ - 2 95 == 868 
do. Pret. ee ee oe 4 4$ 4xd 4 6 18 6 
Indis-Ru e 5 œ 10 10 11a — *8 18 10 
Telegraph Con... .. .. $9 9 81 - 616 3 
* Dividends paid tree of inoome-tex. 


MARKET QUOTATIONS. 


IT should be — € in making use of the figures appearing 
in the.following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstanees. 


Wednesday. February 128th. 


— —— ee ee — ee i РНЕ ЗНИННУРЕ 


CHEMICALS, &c. Гим. ав 

a Acid, Oxalic . ee .. per lb. 1/6 ee 
a Ammoniac „Вај per ton #16 ee 
« Ammonia, Muriate (large: там áb ds 
а Bisalphide of Carbon .. E 498 ei 

rax. ә е Д] е = 97 234 | ee 
С Со T Bul hate ee [1] 268 £8 dec 
С Ро h, Chlorate ee ee ee per ib. 2/6 ee 

* Perchlorate ee = ee » 9J- ә 
a Shellac per owt. 170/. 14/- ine, 
а Зи phate of Magne sia per ton £16 "T 
а Sulphur, Tab imod Flowers n £30 £5 inc 
mp 413 £4 inc 
я a Boda, Chiorate oe ee per ib. M- ee 
ee ee oe per ton 180/- ee 
а © acit Reis ais. casks .. per lb, . oe 
METALS, &c. 

[ 4 Brass (rolled metal 2 to 12" basis) per 1b, ` oe coe 
e » ` Tubes. (solid drawn) ee T] ee ee 
e 99 9 ee ee ?9 ee е 
g » Bars (best ве! ) per ton £174 no. 
ГА ” eet oe eo [1] 21174 £4 ino. 
g ee ee [TI 8174 24 ino. 
d n (Blectrolytic) Bars ate н #161 £4 inc. 
d ,9 oe ts ee 99 £176 £4 inc. 
oe B.O Wi tb an id. inc. 

»9 99 We re T . . ine, 
f Ebonite Rod .. ee ee ee ре. 8/- А ee 
f » eet oe e ae [T] 9/6 өө 
n German Bilver Wire ee ee [1] 2/8 ee 
А Gutte-percha, fine . V» EM i 610 ~ vx 
h India-rubber, Para fine ee ee » 8/9) 1d. dec. 
i Iron Pig (Cleveland warrants) .. per ton Nom. oe 
1 ,, Wire, galv. No. 8, Р.О. qnas T 488 
ні ercury English Pig .. ee э ee 

s .. per bot. Nom. 

S Mica (in originel бабаў email per Ib, 64. to u/- s 
€ » ” s, medium " 1/6 o ig y^ . 
€ y » ” e ; - & 0 ° 
d Silicium Bronse Wire .. per lb, 1/10 Р P 
r Steel, іп bars .. .. per ton ae ee 
g Tin, sh) 0 eo [T] oe ee 
n » Wire, Nos. 1 to16 .. e. per lb, 8/- T 


Pos Gutta-Percha and 
Telegraph Works Co., Ltd. 


Scarcity of Materials in Germany.—Swiss members of 
the Société des Installateurs Suisses who attended the yearly 
meeting of the German Union of similar societies at Frankfort-on- 
Main, in July last, have given in the Swiss Llektro-Jndustrie an 
account of their impressions of the present condition of the 


German electrical industry. Their opinion is that, contrary to the 


usual view, Germany is not short of copper, as the requisition of 
German domestic copper utensils had produced some 300,000 to 
400,000 tons of copper, sufficient to supply needs for three years of 
war. Furthermore, German and Serbian mines were producing, and 
other supplies were furnished by all the neighbouring neutral 
countries, Moreover, Germany required, when exporting machinery 
to neutral countries having oopper or copper alloy constituents, an 
excess of 30 per cent. of copper or capper alloys in any return imports 
from neutral countries, The substitution of zinc or iron for copper 
in certain cases had also effected considerable saving of that- metal. 
As regards aluminium, the Swiss Neuhausen works were under 
contract to supply the whole of their output to Germany; further, 
an alloy of aluminium and other metal was made use of for the 
building of aircraft. An antifriction alloy had also been found to 
replace in most cases the usualantifriction compound. Hence-the 
Swiss delegates think Germany is able to do well without copper im- 
ports from other countries. A different aspect to this favourable 
estimate of German conditions is furnished by a fravd, pointed out by 
La Recue Electrique, which German manufacturers в се resorting to, 
which consists in coating substitute metals with copper. The 
Geneva Chamber of Commerce recently called attention to this 
subject, and stated that there existed in Switzerland a whole stock 
of machines thus fraudulently manipulated, which must await the 
end of the war in order to be put into a condition to be of service. 
With regard to rubber the Swiss delegates admit that the scarcity 
is practically absolute. 

Although some imaginary admissions are made as to German 
conditions by this Swiss report, it is to be observed that the journal 
which publishes them does not scruple to avow its pro-German 
proclivities, while the Swiss delegates themeelves, as being guesta 
of their German hosts, could not but speak in a way most чаш 
to them.— Za Rerue Electrique. 


" 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JANUARY, 


Тнв returns of electrical exports and imports for the opening 
month of the year show a considerable appreciation in value in 
both sections as compared with the closing months of 1916. The 
electrical exports for the month were valued at £556,984, as com- 
pared with £405,921 in December last, the total being a very 
satisfactory one judged by last year. 

This total was due mainly to the export of, roughly, £100,000 
worth of telephonic material to France, aided by an all-round im- 
provement in business. The cable exports increased from £70,000 in 
December to £96,000 in value last month, while machinery exports 
were similarly £10,000 to the good, and advances took place in 
other directions, the only appreciable falling off being in tele- 
graphic exports. 

The imports of electrical material reached £309,381 in value, as 
compared with £246,252 in December, the increase ‘being traceable 


1917. 


to the higher values of machinery entering this country, as also to 
increased battery imports, which together more than compensated 
for a considerable falling-off in telegraphic, telephonic, lamp, and 
cable imports. 

The re-exports, at £33,557, far exceeded the December value, and 
indeed reach a comparatively high level. 

During the month France, for obvious reasons, was our best 
customer, and Russia (principally) and the Scandinavian countries 
absorbed a high value of material from this country, while India, 
our Australasian Colonies, and Argentina were also prominent 
purchasers. 

The bulk of the increased imports into this country were of 
American origin, although it may be worth noting that Japan's 
share of the business reached nearly £20,000 in value, and was, 
therefore, only a little inferior to that of Holland, which has for 
some time occupied the second place. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


$2 iz. ale. eee Zee | 
1404454 1 041014 „ы, FE i g 13у 
te $ $58 CELA сҮ ;| 8.8 of $89 a oho 228 ; 
Destination of exports and country consigning 154. ЕЕ e om | 298) By Bg HE $3 3 |8 ЕЕ 4 
d CGE E Rur n a ig КЕ 
$ e| £35 шд à E | eos aes 
d | ja |" |P] a+) BEEF 
, £ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark: ... | 7,163 | 14,484 479] 531 | 114 | 2,505 |27,489| 3,849 432 |1,565 | 6,404| 9,369 | 74,384 
Netherlands, Java and Dutch Indies ..| 134 | 3,081} 850| ... 49 | 134 | 1,670] 184 43 | 39 | 1,243} 713 | 8,140 
Belgian Congo... ss ‘as 38 wie was ry m аға € vs wis : is 48 23 186 
France ... — .«. .. .. 0 —— oee | 2,836 | 8,33| 1,942] 593] 11 12 |22,945/12,239 | 552 | ... | 108,806) 948 |153,209 
Portugal pr ndr s 2,015| ... "s 2c 115 | 637) 111 28 | 52| 210 | 3,068 
Canary Isles and Spanish N. Africa... | 1,216 405] 151| .. .. | 1,550 | 7,090} 982 33 | ... 36| 1,273 | 12,736 
Switserland, Italy and Austria-Hungary ... 645 925| ... sas a 252 | 1,961| „.. 31 gus 898| 5,269 | 9,981 
Greece, Roumania, Turkey and Bulgaria *... кн p a "e ET 525 C NT ae 130 | ... ne 130 
Channel Isles, Gibraltar, Malta and Cyprus... 107 d 10 46| .. 163 16] 70} 160] .. .. | 8360 | 8,922 
U.S.A., Philippines and Cuba e wee |: 1,534 |... 202| ... T 114 | 4,527| ... is 38 | 315] 296 | 7,026 
Cenada and Newfoundland . ..| 294 31 543] 22| .. 77| 213] 33| .. | 229 | .. | 9,953 | 11,395 
British West Indies and British Guiana ... 10 14 52)... s i 469| 202 25 | 26 | .. 17 805 
Mexioo and Central America ыз iss -— 157] ... PE p T T bn е dus 253 38 448 
Рега and Uruguay... .. 0. ee 57 | 9,338] 150] 159] ... 12] 115] .. 136 | 79 4| 81 | 10,131 
Chile ... de. Mae we Сы um] 04 499] 314| 148] .. 373 | 2,399] 110] 117| 16 66, 892 | 4,218 
Brazil ... We йс ves T" ..| 866 580| 170] 488] ..- 474 | 4,178] 108 | 226| 99 | 140| 2,260 | 9,589 
Argentina 55 > | 1,757 | 3,783] 4,422] 1,068 |... 798 | 3,456! 870 | 3,711 | 150 | 3,1531 4,779 | 27,947 
Colombia, Venezuela, Ecusdor and Bolivia... 186 157 3} 24| .. T 502| ... ЭЯ T 267| 76 | 1,16 
Egypt, Tunis and Morocco...  .. ... T6 130| 28) 403 | .. 176 | 915| 170 | 1,061 | .. 105| 232 | 8,397 
British West Africa ... Mee o Ds 23 216 86 36] .. sss 349| .. id ay 163] 245 | 1,118 
Rhodesia, O.R.C. and Transvaal : .. | 1,259 940} 1,070] 813 | ... 90 | 6,057| 3,205 | 224] 76] ... 73 | 19,807 
Cape of Good Hope ...  .. . ..  ..| 402 | 1,795] 703| 227| .. .. | 2,217] 297 | 196] .. 195| 98 | 6,060 
Natel ... 375 | 2,168| 137| 161] .. 30 | 3,598} 47 | 377 3 | 1,858] 106 | 8,850 
Zanzibar, Brit. E. Africa, Mauritius & Aden | 465 494] 57] 421] .. is 181| 261 27| 50 63| 201 | 2,150 
Azores, Madeira and Portuguese África  ... 3 159| 86] ... iss 47 323 47 dag ss e. 400 | 1,015 
French African Colonies and Madagascar... see ER um T P ior 282| .. vds "n ase 10 242 
Persia Ir [IY өзө тео eee eee eee IY 000 ese "өө eee eee eee eee see eee еее eee 
China and Siam ese 0. ao | 14301 | 2,233| 1,473] 1,061 (2,117 | 331 | 5,957] 180 | ... шз 123| 1,050 | 15,826 
Japan and Korea... ..  ..  ..|9905| .. 34| 13] .. 411| 1342| 256| 419 | ..]| ... 221 | 6,601 
India...  ..  .. .. .«. oe | 2,178 | 5,570| 4,260| 2,510 | 30 | 2,029 |25,433| 2,766 | 4,917 | 111 | 2,001] 219 | 52,024 
Ceylon ... ... 86 231 93] 64 | .. 65 | ... EN 50 | .. 47|... 636 
Straite Settlements, Fed. Malay States and : 

Sarawak .. 0 0e ..] 176 659| 962| 286 | .. 91 | 1,802] 44] 134] 94 26| 367 | 4,641 
Hong Kong ...  .. .. .. | 957 289| 633] 347] ... 722 | 2,033] 304 | 153 3 48| ... 5,489 
West Australia uu Wee. uds mul 5x. 429| 1,772] 55 | ... 851 | 588| .. es ia T a 3,772 

Australia Sua. . ommo СО. ae 64 57| 180] 128 | ... sat 250| 420] 460] 37 | 371| 132 | 2,089 
Viotoria ese 0e o oso | 1,235 | 15,401] 2,372| 468 | ... 729 |13,533 670 | 196] ... 699| 39 | 35,342 
New South Wales...  ..  .. ..| 833 | 14,899| 1,133} 510| 12 | 670 | 4,442| 3,243 | 192 | 31| 236] 124 | 26,325 
Queensland... © £s see Vis 13 PM 48 45 as m 795] ... 30] ... we eds 931 
Tasmania ie Ae. *us Bel eas 30 35 | ... " 775) ... 10 | ... es 863 
New Zealand and Fiji Islands...  ..| 312| 6,784 2,2988|. 264 | ' 14 | 362 | 2,425| 667 | 5,819 311 3,250 | 22,386 


— MÀ SS Se ieee 


Total, £ |30,663 | 96,206|25,983|11,004 |2,347 |13,173 |150,804|31,235 [19,749 |2,776 |122,000|00,444 [556,984 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... 75 es - 568 | 3,743] ... | 3,940 380| 3,632 | 1,915 12 14,265 
Netherlands... - ose ove T 131 870 |... [16,062 | 5,064|  ... 209 10| 1,163 | ... oes 23,509 
France ... s.. T ee T" eco 96 - 4 58 80; 1,088 | 1,198 80| 7,853 | 1,327 222 12,006 
Switzerland Д . 3,291 wee 417 31 40; 816 | 1,083 68| 2,658 | 3,933 T 12,337 
Italy  ... . ove sus 18 | 1,019 | ... nee .. | 1,912 - € #55 eee 2,949 
Japan ... . . ^. | 13366 e. [45718 [12,327 | 1 347 65 | ... 72 19,895 
United States . . T See ... | 6,255 |10,172 [1,962 | 4,420 | 1,717] 7, 163 15 ‚613 108, 251 27,118 | 8,936 30,19 220,026 


Total, £ [11,232 |12,061 {7,101 [33,466 |11,991| 9,067 {23,955 |108,789[12,489 [16,111 30,725 [306,987 


Additional importa. —Canada, glow lamps, £54 ; arc lampe, £75 ; meters, &c., £12 ; batteries and accumulators, £1,988 ; telephone 
and telegraph appliances, £265. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above . | 3,223 |22,782 | 35 | 2,692 269 | 754 iens ea | 65 279 | 1,460 33,557 
TOTAL Exports: £556,984 TOTAL RE-EXPORTS: £33,557 TOTAL IMPORTS: £309,381 
NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 


third columns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Importe are credited to the country whence consigned which is not necessarily 
` the 597 of origin. 
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SOME POINTS IN CONNECTION WITH 
ENGINEERING SPECIFICATIONS. 


By J. SHEPHERD, M I.E.E. 


(Paper read before the YORKSHIRE LocaL SECTION of the 
INSTITUTION OF ELECTRICAL ENGINEERS at Leeds.g 


THE importance of specifications to ne purchaser, the con- 
tractor, and the engineer, can hardly be overestimated, as 
they form the basis of contracts, did should include & con- 
cise description of the purchaser's requirements so as to enable 
orders to Бе. placed in a business-like way for the plant 
required. 

Specifications, whether long or short, should contain all 
salient facts necessary for the contractor to carry out his 
work, and should include a lucid description of the conditions 
under which the contract is to be completed. 

Specifications for work of some magnitude usually consist 
of three distinct parts, namely, general conditions, detailed 
technical requirements, and a bill of quantities. 

General Conditions.—The general conditions, which are of 
the nature of standing orders, are usually of a legal character. 
They are of great weight and importance, and are usually 
drafted by solicitors or town clerks. In many cases they have 
grown to imposing documents, and unfortunately have some- 
times formed a weapon which has been used to the detriment 
of the industry generally, since they have resulted in orders 
being sent abroad where the foreign contractor, owing to his 
distance from this country, has escaped the results of several 
of the conditions. 

The British Electrical and Allied Manufacturers’ Associa- 
tion have been engaged for the last few years in framing an 
independent set of conditions. These favour the manufac- 
turer's rather than the purchaser's interests, and up to the 
presemt have not received general acceptance. The Institu- 
tion have drawn up and issued an independent set of condi- 
tions, and as the committee entrusted with the work com- 
prised representatives of both manufacturers and engineers, 
the result has been a set of conditions which are generally 
equitable to both parties. 

Whatever general conditions are adopted, I am strongly of 
the opinion that all matters in dispute should be referred to 
independent arbitration, provided that the progress of the 
work is not prejudiced ‘thereby ; that is to say, the two sides 
should agree as to what points are in dispute, and “these can 
then be the subject of independent arbitration after the work 
is completed. 

Detailed Technical Requirements —This part of the specifi- 
cation is entirely the engineer's province, and in it he has 
clearly to define his requirements. Before he can do so he 
must make up his mind as to what he really does want, and, 
having done so, he should а down his requirements in the 
simplest language, so that, possible, a child could under- 
stand the story. 

There should be no necessity in modern specifications for 
the threadbare phrase: ‘‘ Notwithstanding any errors or 
omissions the work omitted shall be included as though 
specifically mentioned." 

Bill of Quantities —Wherever possible the work should be 
scheduled, and & complete list of quantities closely estimated 
and arranged for pricing up should be given. In this bill of 
quantities should be included any provisional sums for extra 
work or for any special apparatus which it may be desired 
to purchase. 

Having very briefly outlined the skeleton of a specification, 
a few examples may now be given of various specifications 
drafted during the last dozen years for various classes of engi- 
neering work required for a large public body who was the 
purchaser. In considering these specifications the attitude of 
the purchaser must not be forgotten. That attitude might 
perhaps be defined thus :— 

" The market includes a large number of willing and eager 
suppliers anxious for our contracts at reasonable prices; the 
engineer shall therefore draft a clear and concise apecifica- 
tion free from all looseness of thought or description or errors 
of any character. When the tenders are received to such 5 
specification, we can, without misgiving of any kind, accept 
the lowest tender, no matter from whom it may be, and in 
order that we may know that the prices tendered are reason- 
able, the engineer shall, with the tenders, and before they 
are opened, submit his estimate of the cost of the wor 

The specifications described below have all been drafted 
to suit such a general condition of affairs as far as it is pos- 
sible to do so, and those members who do not agree with 
the drafting of the specifications must bear in mind the con- 
ditions under which they were drawn up. 

One essential difference between a specification for machi- 
nery of standard design and a specification for, say, civil 
engineering or architectural work, should at once be observed. 
No engineer with whom the author is acquainted is so bold 
as to issue working drawings of, say, a turbo-generator, high- 
speed engine, or water-tube boilers which he may desire to 
purchase. On the other hand, nearly all civil engineering 
and architectural work is the design, and is carried out_to 
the detailed drawing, of the civil engineer or architect. But 
even in this branch of the oe the old order is chang- 
ing with newer methods of construction, such as structural 
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steel work, reinforced concrete, &c., which require certain 
of the designs to be left to the specialists who handle this 
type of construction, and there is but little doubt that in the 
future the change will become more pronounced. 

The engineer has the choice of two methods of specifying. 
These are :— 

1. Issuing detailed drawings of his requirements and accept- 
ing the responsibility of the design, leaving the contractor 
to be responsible for the material and workmanship. 

2. Defining the conditions and results to be obtained, leav- 
ing the contractor to meet the requirements with his standard 
products if and when they are suitable. 

If the engineer specifies the conditions and the results re- 
quired, and leaves the manufacturer to offer his standard 
designs, the results will generally be satisfactory if the engi- 
neer is allowed to select as his contractors a firm of known 
Unfortunately, however, 
the tender of such a firm is seldom the lowest, and the pre- 
mises were that the lowest tender should be accepted 

Again, the manufacturer has not always extensive experi- 
ence of the running of his own plant, or the Opportunity of 
rectifying the weak features of a design, which use alone 
will discover. Also, i$ is not uncommon for some manufac- 
turers to perceive with difficulty any defects in their products. 
The defects, when investigated, not infrequently are found 
to be due to an inexperienced draughtsman or to drawing- 
office instructions not reaching the shops in a clear form, or 
poor workmanship. 

The following, are the salient features of a number of 
recent specifications :— А 

OAL. 


In a arge generating station having a good load factor, 
efficient turbine units, good superheat and condensing condi- 
tions, and coal at normal Шә the generating costs pec 
unit may be taken to be as follows :— 


Salaries and wages 0.0804. 
Coal and ashes T 0.160d. 
Oil, waste, and stores |... 0.004d. 
Repairs to plant and buildings .. 0.012d. 

Total 0.206d. 


Coal and ashes thus represent 78 | per eit. of the total, i.e. 
out of every sovereign spent in the station 15s. 6d. is required 
for the supply of coal and the removal of ashes, тиш 
for the moment questions of capital charges. With the 
sent high prices of coal the proportion is now even hig eb 

With such high costs the desirability of buying coal cheaply 
is apparent. A buyer with free power to purchase in the 
open market, and with plenty of storage capacity for the coal 
when purchased, will probably buy most cheaply by picking 
up ‘‘spot lots’’ where available, and especially at or near a 
port, but, of course, such conditions do not apply to present 
times. 

When buying by contract, some form of scientific specifica: 
tion is necessary where locality and ошл. allow a 
free market, and the specification described below is framed 


with а view to buying coal in this manner. As over 1,000,000 


tons have been purchased in this way, it may be said to have 
proved itself useful by the only true test, namely, experience. 

Roughly, the specification may be said to contain and set 
out— 

Quantity required, viz., 165,000 tons per annum. 

Minimum quality to be accepted, viz. 

Calorific value not less than 11,000 в. TH.U. 

Moisture must not exceed 14 per cent. for washed nuts, or 
9 per cent. for unwashed nuts. 

Small coal must not exceed 30 per cent. 

Ash must not exceed 15 per cent. 

Delivery by steamer, and the berthing conditions are also 
set out. 

Methods of sampling are given in detail, but in later specifi- 
cations the final sampling was done by a motor-driven crusher 
and sampler. 

Methods of testing are then specified, namely :— 

(a) For small coal, through a sieve with a mesh {$ in. square. 

(b) Calorifie value by Mahler bomb calorimeter. 

(c) Moisture after drying at a temperature of from 104 deg. 
to 111 deg. C. 

(d) Aske determined by ignition at a low red heat.. 

When tendering, the contractors are requested to state both 
the price and the values offered of the following particulars : — 


(A) Calorific value in British thermal units. 
(C) Moisture in percentage by weight. 

(E) Small coal percentage by weight. 

(G) Ash percentage by weight. 


These values must not be inferior to the minimum values 
allowed, as already described. 

The specification provided for the insunt of the price 
paid for any particular cargo in accordance with the values 
actually obtained for that cargo, the adjustment being made 
as set out below. 

“ Should the quality of the coal in any cargo, as ascertained 
by samples tested, be found different, as regards calorific 
value, moisture, small, or ash from the values offered in the 
schedule, the prices or sums payable s as aforesaid shall he 
varied in the manner following, viz. 

‘‘ (a) If the calorific value be greater. than the number of 
British thermal units per lb. offered in the schedule, the 
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price per ton shall be increased in the same percentage ratio 
as the increase in the calorific value. 

(b) If the calorific value be less than the number of 

' British thermal units per lb. offered in the schedule, the price 
per ton shall be decreased in the same percentage ratio as 
the decrease in the calorific value. Provided always that the 
Council shall have the right to reject the whole cargo if the 
cn value be less than 11,000 British thermal units per lb. 

с 
off. in the schedule, the weight of the coal to be paid for 
shall be increased beyond the quantity actually weighed out 
by a percentage equal to the percentage decrease of inoisture. 
uet (a) If the moisture exceed by weight the figure offered 
in the schedule, the weight of the coal to be paid for shall 
be decreased below the quantity actually weighed out by a 
percentage equal to the percentage increase of moisture. Pro- 
vided always that the Council shall have the right to reject 
the whole cargo if the moisture exceed 14 рег cent. by weight 
for washed nuts or 9 per cent. by weight for unwashed .nuts. 

* (e) If the proportion of small coal in either singles or 
doubles be less by weight than the figure offered in the 
schedule when determined in the manner set out in Clause 
No. 10 of this specification, the weight of the coal to be paid 
for shall be increased beyond the quantity actually weighed 
out by a percentage equal to one quarter of the percentage 
decrease of small coal. 

'" (f) If the proportion of small coal in either singles or 
doubles exceeds by weight the figures offered in the schedule, 
when determined in the manner set out in Clause 10 of this 
specification, the weight of the coal to be paid for shall be 
decreased below the quantity actually weighed out by a per- 
centage equal to one quarter of the percentage increase of 
small coal. Provided always that the Council shall have the 
right to reject the whole cargo, if the proportion of small coal 
exceeds 30 per cent. by weight. 

“ (g) If the percentage of ash when determined in the 
manner set out in Clause No. 10 of this specification be less 
tham the figure offered in the schedule, the net rate per ton 
of coal shall be increased by 14. for every 1 per cent. reduc- 
tion in ash. 

(h) If the percentage of ash when determined in the 
manner set out in Clause No. 10 of this Specification be more 
than the figure offered in the schedule, the net rate per ton 
of coal shall be reduced by 1d. for every 1 per cent. increase 
in ash. Provided always that the Council shall have the 
right to reject the whole cargo if the proportion of ash exceeds 
15 per cent.” | 

e adjustment may appear somewhat cumbrous, but in 

practice is not found to be so, and an actual copy of an in- 
voice worked out in detail is set out below. 


Cargo of Scotch Nuts, 


Weighed on delivery. 1,447 tons 10 cwt. 
Values determined by Values offered 


analysis. in tender. Difference. 
Small 14°70 96 20% + 43 
Moistare 13°45 % 9% — {42 
Cal. Val., 13,070 B.TH.U. 12,500 + 579 = 45695 
Ash 8°53 95 10% + 147% 
Basis price for quality tendered, 15s. 10d. per ton. 
T. cwt. qr. 
Coal as weighed... sae 1,417 10 0 
Deduct for 4'45 © moisure 64 8 ]! 
1,383 1 3 
Add for small } (5'8) = 1325 % 19 3 2 


T 

по 2 6 

Add for calorific value, 4°56 95 ... m КА NE 50 12 5 

Add for ash, 1°47d. per ton ТҮ T 4 17 4 

| £1.69 12 3 
Note price at net rate of 15s. 10d., /.e.. 1,417 tons 

10 ewt. at 15a. 10d. would have been 1,145 18 9 

Bonus on the cargo ... £23 13 6 


The reasons for the adjustments of prices are fairly obvious. 

The price varies directly as the calorific value, and in- 
versely as the percentage of moisture. As regards small coal, 
E 4 per cent. increase, the rate is diminished 1 per 
cent. 

The ash is indirectly allowed for by diminished calorific 
value, but a further penalty of 14. per ton for each 1 per cent. 
increase over the standard figure is deducted to cover the 
cost of conveying the ashes away by barges. | 

As the coal tendered by different contractors may, and 
usually does, vary in value, the rates per ton offered cannot 
be directly compared without adjustment to a common basis 
of ''standard coal" which, for the purpose of comparing 
tenders, was taken at:— 

Small 90 per cent. 
Calorific value 12,500 B.TH.U. 
Moisture 9 per cent. 
Ash 10 per cent. 

After the comparison had been made and the tenders 
awarded, all further adjustments for payment were made in 
a similar manner to the example already given. 


If the moisture be less by weight than the figure 


a 


The volume of business dealt with by specifications of the 
character described was 100,000 tons in 1906, increasing year 
by vear to 160,000 tons in 1915. This necessitated the re- 
moval from the boiler house of from 10,000 tons to 16,000 tons 
of ashes per annum. 

The coal usually purchased under these specifications was 
Scotch washed nuts, shipped from various ports on the Firth 
of Forth, and Yorkshire washed nuts, shipped from Goole. 
The Yorkshire coal has the higher calorific value, but when 
burnt under water-tube boilers it was found to be more 
destructive of the brickwork settings, a factor which the 
specification does not, of course, allow for. 

If the recovery of by-products becomes practicable in a 
power station, modification; in the specification for coal will 
n P become necessary to suit the nitrogen contents of 
the fuel, 

In passing, it might be remarked that a specification for 
fuel is somewhat unique, having nothing quite analogous in 
the ordinary run of civil engineering or architectural practice. 

The specifications have enabled purchases to be made in 
the open market for the past 10 veara without giving rise to 
a single dispute as to the value of the coul determined on 
delivery, and for which the price was adjusted on the deter- 
mination. 

(To be concluded.) 


DISCUSSION. 


Mr. SELBEY said one of the things people ought to be on 
their guard against was making the specification too elaborate. 
He had come to take the view that the safest way for a 
man to buy, who was not acquainted in great detail with 
what he wanted, was not to attempt the elaborate kind of 
specification which Mr. Shepherd had dealt with, but to 
specify for the supply of apparatus necessary to produce a 
certain result, and if it was made clear that that result was 
to be got. and the contractor accepted that obligation, the 
buyer's rights in common law would be just as good as any 
detailed specification could give him. His experience was 
that causes of trouble were almost entirely what was known 
as case law, depending upon previous decisions, and there 
was a better chance on the concrete issue whether the con- 
tractor had really supplied apparatus which would fulfil the 
purpose desired than when he had supplied the apparatus to 
a detailed specification. 


Mr. WoopHousE said he felt that conditions of contract 
drawn up by manufacturers favoured manufacturers rather 
than the interests of the purchasers, and he was afraid some 
of these conditions were obviously unjust. The present was 
scarcely the time to talk much about the matter. To-day the 
purchaser was very glad to get practically what was offered 
to him, but he hoped that when the war was over there 
would be a better feeling between the purchaser and the 
manufacturer, and that they would all be able to agree upon 
some standard conditions, or, at any rate, upon some broad 
conditions. Those which the Institution had printed were a 
considerable improvement on the previous conditions, but 
they might be still further improved. What was wanted was 
some reasonable compromise between the two extremes of 
the purchaser's point of view and the manufacturer's. An 
important point about specifications was the necessity of 
putting on record all essentials. That was the first object. 
Nowadays there were a number of details for which there 
were standard specifications, and if these were proper and 
applicable they should be embodied, and in that case the 
particular specification in question would only deal with 
modifications of the standard. There was a third class of data 
which one often liked to get into a specification, and that 
was a record of the practice to be adopted in regard to the 
building of the machine. The purchaser desired to bind the 
maker of the machine to adopt a particular method of con- 
struction, because it was very valuable for the person who 
had to operate the machinery afterwards to know just how 
certain things had been done. In building work. there was 
often a question in regard to the specialists’ work, whether 


-the man's contractor waa the builder or the specialist, or 


whether the purchaser was to make two contracts, one for 
the specialist and one for the builder. In the case of re- 
inforceed concrete work, at the present time the specialist in 
reinforcement was also a merchant of steel. | Would they, 
therefore, make him the principal eontractor and the builder 
the sub-contractor? If so, that had obvious disadvantages. 


. On the other hand, if they made the builder the principal 


contractor. the specialist might find that he was put in 
rather a difficult position. With regard to coal specifications, 
he was not a believer in calorific value. The figures of mois- 
ture and ash and small coal were all excellent, but he thought 
that in practice one found that whatever figure one got in the 
calorimeter it did not indicate fullv the value of the coal to 
the user. In the case of a coal which was very dirty— with, 
say, 50 per cent. of ash—on the ordinary mechanical stoker 
the coal would be unburnable. so that the value of the coal 
depended on the amount which was combustible, and as the 
ash increased the value of the coal decreased still more 
rapidly. The question of coal was very complex. nnd thev 
wanted to know 8 great deal more about it. Though the 
existence of a certain amount of water in coal when it had 
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been fired was in many cases extremely valuable, they did high-tension winding without such impregnation they were 
not want to buy water at coal prices. Some very interesting simply asking for trouble. Even with low-tenaion they 
results had been published of the mixing of lime with coa] should impregnate, fill up all air spaces, and keep ont all 
to get more heat out of it, and he thought there wag some- moisture. As he had indicated, now that he was not a public 


thing in that. official, but a free agent, he could please himself about his 

Mr. CAMPION asked as to the practice with regard to the manner of buying. A well-known cable maker once said to 
penalty clause, observing that when he was seeking to apply him, * uy nothing by specification, and buy mostly on 
it he was told that it was never done. He wished to know the telephone, but I sel nothing at all on the telephone, and 


the coal specification. He agreed with the author that the necessary to define what the purchaser was buying and what 
Yorkshire | d deal. the other man was supposed to be selling. 
e 


s 
in having a full bill of quantities, especially in regard to the БЕ 
settling u 


p afterwards. Congratulating the author upon the 
results of his work in connection with the electrification of 


the L.C.C. íramways, he expressed his particular satisfac- REVIEWS. 
tion that only £1,500 had been Spent abroad, and said this 


Mr. Lana said his idea of the real purpose of а specifica- ар Бу, T. E. HERBERT. London : Whittaker & Co. 
tion was that in the first place it was intended to enable псе vs. net. 


to do. He doubted Very much whether thege urposes were " Telegraphy ' is ready "; Whilst to others singularly unfortu. 
bei by the Specifications of to-day. e thought it nate or Immature, one might explain that this book is a 
would be well if the engineering Profession would take a detailed exposition of the telegraph System of the British 


Owever, a volume 
a sheet of notepaper a specification for insuring property to of this size, representing so much labour and skill by author 
im ; 


practice of the British Post Office, 
ош Who said that, from the Point of view of the pur- апа also to cover the field of Post Office and City Guilds' 
aser, the ificati i 


friend, was that if the hinges on the doors were not rj ht, or cularly in the field of high-speed telegraphy, to which the 
the colour of the Paint was not what he had expected it to author has devoted much space and care. Quite a large pro- 
be, he could hold: that the steamer was not what he had rtion of the book has been rewritten or rearranged, and 
wanted, and was not suitable for the De trade. He had for this reason, if for no other, it is well to outline the 
not declared that t e ‘specifications that he had put before arrangement and scope of the enlarged work as it now 
them ahs the ideal, but only that they were specifications appears. ^ 


that one had had Work under for a number of years be- That a considerable amount of elementary matter ів in- 


cause the tenders were always advertised for, and the lowest cluded goes without saying, but It is presented clearly, con- 
tender always had to be accepted. He could not confine the cisely, and in a manner which is in k 


Scope and nature of the book and the needs of readers. 


any work of such magnitude as that for which it had ten- а complete absence of mathematics other than the simple 
dere tender of that firm was for less than half the calculations with which the student must made familiar 
ighest price of the others, and yet the Work was done right n ample number of numerical examples ig included im the 
With regard to the arguments about the calorific value of tex e first chapter is concerned wit primary cells, 

» he had taken some pains to indicate the difference be. which are of great importance in telegraph practice The 


uy from any merchant yJ Lucas in this connection is not so well known as it 
m London who would put in a satisfactory price, ecause might be. A long chapter is devoted to calculations in con- 
he had no other course open to him when he had to be res- nection with circuits and conductors—the arrangement of 
ponsible for running a station of Such a size that it turned cells, joint resistance, and division of current, resistance of 
out annually as many units as were used 


» both for lighting wires of various dimensions, electro-magnet problems, &c. 
and tramways, b both Liverpool and Glasgow put together. The author deals correctly with the method in which cells 
With regard to t e point that such long specifications must should be joined up 


involve a lot of legal disputes, that had not been his experi- tinction between the 


Correct basis and one which was for. 
ence. ете would be some contracts to carry out all merly given general acceptance having been re wage in great 
fhe works for the electrification of the tramways of London, detail by Dunton. About 100 pages are devoted to ways and 
and out of all these only one lega] question arose, and in that means of m j 


easuring current, E.M.F., and resistance ag prac- 
arbitrator. As to the penalties, he agreed that it was one which should be valuable to every electri 


€ contract was for £14,000. -In consequence of the delay, ency. The old “Q. and Т.” detector is almost ав obsolete as 
22 miles of tramways lay idle for thr j 


revenue of £50,000. that one case the full penalty of Chapters VI to XV deal wiih the principles, construction, 
£13,000 was exacted. In order to get the penalty 1$ was and use of the apparatus employed by various telegraph вув- 
certainly necessary to be ab i i d 


to at least an amount corresponding to the amount of tem, the differential and bridg 1 
the penalty. Reverting to the coal question, he had been plex, and various high-speed Systems. A long chapter is 
asked from how many merchants in London they Rot ten- devoted to the Wh 
ders. The reply was from practically all. In Yorkshire, no to keyboard perforators and г 


ГВ, formidable competitor amongst those Systems which have been 


value; the coa] merchants of London were more enter. The Wheatstone A.B.C., the Stelie 
prising, and they got the coa] from many Sources and blended writing telegraph 


gave an incentive to the coal merchants to buy as cheaply “the outstanding feat 


iz., the 
as possible. During a period when his authority had to buy . development of the Baudot by Major A. C. Booth, and the 
from hand to mouth at spot prices, the calorific value varied introduction of the Murray multiplex. The Baudot sextuple 
from 11,000 sp.TH.v. to 14,500 B.TH.U., the ash varied from 5 uplex system, giving 12 channels Over & single wire, is now 
Pcr cent. to 35 per cent. The variation in quality was far ia daily use in this country. The Marray multiplex has 
wider than any variation in price. In answer to Mr. Jewell, developed specially to work in conjunction with the Baudot 
€ would say that he did not see how it would be possible multiplex, of which there are about 400 circuits in existence 
| | | i e explanation of these complex systems, or, rather, of the 
item of the Specification was the bill of quantities, and the complex apparatus which they employ, is by no means a 
variation. from the quantities would be excessive if it wag ,Simple task, but it is one which the author has accom plished 
more than 10 per cent. Plus or minus. With regard to an- very creditably. The excellent line illustrations are a great 
other question, he did not want to be dogmatic, but he assistance to him and to the reader alike. In a few 
Preferred mica before everything else, and wherever he used the lettering is painfully small, but never actually illegible. 
mica he had it thoroughly impregnated. If they were using The central-battery telegraph, invented by O. J. Mercer 
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is now in extensive use, and in Chapter XVI the author 
describes various central-battery duplex systems and tele- 
graph switching systems. The construction and use (in tele- 
graphy) of secondary cells are next dealt with, an important 
section being devoted to alterations in circuit connections for 
universal battery working. Successive chapters treat of re 
peaters, the test box, protective devices (against fire, light- 
ning, and wer circuits) and telegraph testing, and the 
formation of special circuits. The sections of the chapter on 
testing deal with the morning test (for which a Megger is 
now used in place of the Eden test), fault localisation, resist- 
ance tests, underground cable tests, tests for fault position 
and resistance of earth connection; tracing instrument faults, 
and the making of good or faulty circuits. The last two 
chapters occupy nearly 150 pages, and are devoted to the 
construction of aerial lines and underground lines; both are 
well illustrated, and leave no room for criticism. Provided 
that it is revised from time to time, it is difficult to see how 
this book can ever lose the position and repute it undoubtedly 
holds at present. The latest edition should be in the hands 
of every worker and student of telegraphy. | 


A Treatise on the Theory of Alternating Currents, Vol. II. 
By ALEXANDER RusseLL, M.A., D.Sc. Second edition. 
Cambridge: University Press. Price 158. net. 


Dr. Russell's treatise on the theory of alternating currents 
has long occupied the position of & standard work in regard 
to the subject of which it treate, and we are glad to welcome 
& second edition of its second volume. | 

Readers will remember that the first volume is devoted to 
alternating current phenomena and problems which are 
largely independent of specific forms of machinery and appa 
ratus. The second volume deals with the working of alter- 
nating apparatus and machinery, and it thus touches problems 
which are more intimately connected with the occupation of 
the engineer; indeed, its theorems are to a large extent an 
analysis of the performance and properties of the machinery 
which the engineer has created for the service of mankind. 

In the present edition а number of alterations and addi- 
tions have been made in order to bring the matter up to date. 
Thus, several types of machinery which have become in- 
creasingly important in recent years have been introduced 
for the first time as illustrations of the theoretical work, e 
the La Cour motor converter, the synchronous booster, the 
split-pole converter, and frequency changers. 

Among the portions which have been largely rewritten, the 
author mentions in his preface the theory of armature re- 
action, which he now treats according to the method sug- 
gested by Prof. Lyle, the theory of the induction motor and 
the theory of power transmission. The last-named subject 
is treated largely by means of hyperbolic trigonometry, and 
in order to esplai the use of the hyperbolic functions em- 
ployed, & new chapter on hyperbolic trigonometry has been 
added. 


It is, perhaps, unnecessary to summarise the contents of 
& book which is already so well known, and it would be 
difficult even to attempt an adequate criticism in detail of 
& work involving such an enormous amount of labour as the 
author has bestowed on the mathematical theory contained 
in this volume. Г m, Es 

The work is, in fact, an admirable exposition of the appli- 
cation of mathematical analysis to the performance of modern 
electrical machinery and appliances extending over a very 
wide field. Perhaps some readers will be inclined to regret 
that the treatment of the various problems is so much 
restricted to a purely mathematical analysis, and that many 
elegant graphical or geometrical methods of illustrating per- 
formanee under various conditions, which have proved them- 
selves of so much value in practice, have been omitted. 
Probably such readers would also have welcomed a more 
liberal introduction of curves which would help to visualise 
the mathematical results arrived at. Other users of the book, 
is who have grown used to the simple notation for com- 
plex quantities, which has been used. with such effect by 
Steinmetz, will perhaps think that some of the problems 
might have been solved with greater ease by the introduction 
of the symbolic notation. In the hands of the author, how- 
ever, the methods of algebraic analysis appear to afford the 
most powerful weapons of attack, and he generally prefers 
to proceed by general methods to general solutions. At the 
same time, in some chapters he has borrowed а number of 
graphical solutions for those problems to which they are 
peculiarly adapted. ° 

It will be gathered that the book is one which is rather 
ío be used for reference in connection with matters of funda- 
mental theory than of the every-day questions of behaviour 
or design. t the same time, the practical engineer who 
may be called upon to deal with difficult problems con- 
ne with electrical machinery will do well to keep it on 
aba bookshelf for reference—always assuming that he has also 
Provided himself with sufficient facility in higher mathe- 
matics to enable him to follow its analyses. 
whil useful list of references is appended to each chapter, 
: ae 16 is hardly necessary to say that, like the other 

olumes in the Cambridge Physical Series, the clearness and 


бы п of production of the volume leave nothing to be 


Les Surlensions dans les Distributions d'Energie Eléctrique. 
By I. van Dam. Paris: Librairie Gauthier. Price 12f. 50c. 


We have in the work now under review a comprehensive 
treatise on high potentials superimposed upon electrical dis- 
tributing systems, and consequently upon machinery and 
apparatus, due to resonance, to atmospheric action, to har- 
monics in alternator waves, to the electrical state of the in- 
stallations, or other causes. | 

As a book, it is well panes but bound in the inadequate 
fashion characteristic of French literature, even when tech- 
nical and of permanent value. 

The first chapter deals with '' potential explosif,” or break- 
down voltage, and starts with air. Tables are given showing 
the sparking distances between spheres, points, and plates, 
obtained by different experimenters. . 

The next chapter treats of corona discharge, with more 
tables, and formule for calculating the strength of the electro- 
static field produced by different voltages. 

In Chapter ПІ different forms of insulators for overhead 
transinission are considered, and to those who are familiar 
with the latest American publications there is little here 
that is new. 

Chapter IV discusses self-induction and capacity in over- 
head and underground lines, and the usual formule for 
calculating these quantities are given, with substituted con- 
densers in three-phase conductors, and all the considerations 
with which the aforesaid American publications have made 
us so familiar. 

Harmonics in the alternator wave are investigated in the 
fifth chapter, and, properly studied, it leaves little uncer- 
tainty in the student's mind. 

А consideration of resonance forms the subject-matter of 
Chapter VI, and the formule required are given, with prae 
tical examples from American and other practice. Resonance 
may be due to an accidental earth, and the causes of reson- 
ance and means of preventing trouble are considered. So far 
as preventive means are concerned, the author at once in- 
forms us that there is no apparatus which will prevent ‘‘ sur- 
tensions ” due to the equality of the periods of oscillation of 
the network and of the source. General counsels are given 
—do not put on a feeder before the machine is up to speed 
and full voltage; do not use concentric cables on extended 
networks; choose a generator the wave of which does not 
contain harmonics likely to be troublesome; make oscillo- 
graphic investigations; and so on and so forth. 

Chapter VII tells us of the rise in pressure at the end of 
long lines without load, which was first noticed on the famous 
Ferranti mains from Deptford to the. West End, we forget 
how many years ago. 

. Variations in the electrical state of the installation give 
rise to “ surtensions " (we rather like this word), and Chapter 
VIII goes carefully into this matter. Some examples are 
iven taken from the 30,000-volt network of the Berliner 
lectricitátswerke, and the Deptford case is mentioned, to 
gether with the old original station of the Westminster Elec- 
tric Supply Corporation at Horseferry Road. Variations on 
any System can be caused by switching in or out of circuit 
a transformer, or an serial conductor, or by the sudden rup- 
ture of a short circuit. Protective devices find a place in 
this chapter. | 

The ninth chapter deals with atmospheric effects, and the 
tenth with lightning arresters, and the different forms of 
resistances used with such apparatus. Again, practical cases 
are given, including some occurring in Norwegian practice. 

hing is considered in Chapter XI, and contact between 
high-tension and low-tension lines in Chapter XII 

The thirteenth, and last, chapter gives specifications for 

cables and machinery according to French, German, British, 
and American practice. 
. The book is clearly the work of one who has s ialised. 
in his subject, and as such it should form a valuable text- 
book to those who wish to do the like, and a very useful 
work of reference to those who, while lacking time and 
opportunity for specialisation, desire to keep in touch witb 
the fundamentals of the subject. 


-. — -m 


Mcchanical Drafting. By C. B. Hows. London: Chapman 
and Hall, Ltd. Price 7s. 6d. net. 


This work is intended to assist the student to a know- 
ledge of the principles of mechanical dtawing and their 
practical applications, and, as its title indicates, is based upon 
American practice; but the draughtsman’s art is an inter- 
national language in itself, and as the text is not obtrusively 
“ United States," the book should be very useful to British 
readers. One of its best features is the profusion of draw- 
ings and sketches of apparatus, materials, and methods of 
use, во clearly outlined and so detailed as to speak elóquently 
for themselves; but this is not made an excuse for slurring 
over the descriptive matter, which is equally lucid and ex- 
plicit. As an example of the former, we may cite a half-tone 
reproduction of a pencil drawing, showing, as no other 
method could show, the faint outlines of the details at the 
commencement, and the strengthening of the lines as the 
drawing proceeds, as well as the method of laying out the 
centre lines and commencing the design. Another figure 
shows the proper order to follow in inking the lines or making 
a tracing, in five stages. After fully treating of the manual 
operations involved, the author discusses the geometry of 
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drawing, and inculcates the system according to which the 
plan is placed above the elevation of an object. The curves 
of intersection of surfaces of various shapes are well illus- 
trated, and the development of surfaces is dealt with at 
some length. The technique of working drawings is then 
discussed in detail, with very numerous examples of parts 
of machines. Architectural and building plans occupy a good 
deal of space, and here valuable aid is afforded by half-tone 
illustrations, showing the final appearance of the details drawn. 
Plotting surveys and map drawing, with the use of survey- 
ing instruments, is followed by a chapter on pictorial repre- 
sentation and sketching, and the last chapter deals with 
blue printing, with illustrations printed in colours. Alto- 
gether it is an excellent work of its kind, which we can 
cordially recommend to the engineering draughtsman who 
desires to perfect himself in his art. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. | 


TRANSIT OF GOODS THROUGH FRANCE.—The official 
Board of Trade Journal for January llth publishes a full 
statement of the regulations now in force respecting the 
transit through France of goods sent from the United King- 
dom to Switzerland, Italy, and Spain vid France. Firms 
interested should consult the Journal, or they can obtain full 
information from the Department of Commercial Intelligence, 
73, Basinghall Street, E.C. : 


MOZAMBIQUE.—A revised Customs Tariff for the terri- 
tories of the Province of Mozambique which are under the 
direct administration of the State has recently been promul- 
gated, containing new schedules of import and export duties. 
Among the former may be noted the following :— 

RATE oF IMPoRT DUTY. 

In the In the 
districts of districts of 
Lourenco Marques, Quelimane 

Inhambane and and 

Mozambique. Tete. 
Lead in bars, sheets, or plates. unwrought 3% ad val. 3% ad ral. 

Copper (pure) bronze, brass and similar 

alloys in bars, sheets, or plates. un- 

© wrought  ... € Sees x wi TE VT Оз ve 


Transmission belts for machines ... .. 1% . Free 
Engine and boiler packing of rubber, 

asbestos, or any other substance... S. 1% . Free 
Tin in bars, rods, granulated. and in powder 3% ,. , 3% ad cal. 


Fuses eee ese ое : ese њое eee 3% ee 3% 99 ° 
Metal wire covered with rubber, with any 


textile, or with paper... eae sv ДОУ. а 1095 " 
Wire, plain... ag Ti T dx ОЙ. Ge. 10% 


Books, catalogues, newspapers, Kc. .. Free Free 
Printed matter, not bound (includes printed 
matter in loose sheets, unpaged pamph- 
.lets, &c.)  ... bes She vee wee LO Bad ral. 1096 ud val, 
Machines, apparatus and instruments for 
use in industry. agriculture and mining 
. and accessories therofor ... Side. dc y. КОДУ Uh 
Telegraph material (apparatus, &c.) ... 8% 
Metals, not specially mentioned, in the 
rough . . san. VANS xd .. Free Free 
Metals, not specially mentioned, manu- 
factured... ves iis esso s. 1095 4d ral, 1095 ud ral. 
Motors for use in industry, agriculture and 
. mining is age tas MCCC ТБ м Free 
Zinc in bars, plates or sheets, not worked 3% ,. 10% ,. 


The new schedule of export duties comprises the following 
among others :— | 


Bubber-— - Rate of export duty. 
(а) Extracted by boiling TOME we 20% ad cal, 
(b) Extracted by boiling and by modern pro- 
cesses and modern crushing machinery 8%  ,, 
(с) Extracted by means of incision—impure... 895 ,, 
| (4) " ipie LAN т pure . ... 
Goods of kinds admitted free of Customs duty. 
when exported as yis us eu iw. 25. ow 
Ores produced in the province i ei ў Free 


BRITISH DOMINIONS AND POSSESSIONS.—Complete 
lists of ,the articles which are Proh ned to be exported to 
various destinations from British India, Canada, New Zea- 
land, South Africa, Newfoundland, Egypt, Malta, Cyprus, 
Mauritius, Ceylon, Straits Settlements, Hong-Kong, Nigeria, 
Gold Coast, Jamaica, Barbados, Trinidad and Tobago, and 
British Guiana, have been issued as Supplements to the 
Board of Trade Journal for January 18th and 95th. The in- 
formation in these Supplements supersedes that given in 
the Supplements issued on October 19th and 96th respec- 
tively. Copies of the Supplements may be obtained, price 
3d. each (post free 4d.), from Н.М. Stationery Office, Im- 
perial House, Kingsway, W.C. 


SWEDEN.—The exportation of electricity: meters and other 
electrical measuring instruments, and parts thereof, has been 
prohibited from December 31st last, and of purple ore con- 
taining three-tenths per cent. of nickel from January 14th. 


Free 
3% ad rval. 


NEW PATENTS APPLIED FOR, 1917. 


(NOT YET PUBLISHED), 


Compiled expressly for this journal by Messrs. W. P. Thompson & Co, 
Electrical Patent Agents, 285, High Holborn, Londno, W.C., and at 
Liverpool and Bradford. 


2,082. “ Process for manufacture of thin metallic tubes." S, O. Cowper- 
Cores. February 12th. 

2,083. '' Process for removal of zinc from scrap galvanised iron.'"" 5. О. 
CowrgR-CoLEs, February 12th. 

2,084. '' Process for recovery of tin from tinned iron scrap, &c." S. О. 
Cowrer-Cores. February 12th, 

2,085. '' Removal of enamel from enamelled articles." 
February 12th. 

2,002. '' Electrical generating apparatus." 
SON. February 12th. | 

2.003. '' Wireless telegraph apparatus." J. THompson & R. J. THompson. 
February 12th. 

2,098. “ Frames or casings of alternating-current electrical apparatus.” 
F. Coates, J. Mirrey AND А. RevROLLE & Co. February 12th. 

2,103. '' Electromagnetic brake." Н. V. James. February 12th. 

2,106. “ Device for testing magnetos and sparking plugs." E. Morcan. 
February 12th. 

2.133. '' Device for supporting shades or reflectors upon incandescent elec- 
tric lamps, and for locking lamp to holder." W. WaLLER. February 13th. 

2,157. '' Electrically-driven cranes, &c." J. Benttey & W. Н. Scorr. 
February 13th. 

2,158. *''Continuous-current measuring apparatus." ALLGEMEINS EL£EkrRiCI- 
Tats Ges. February 13th. (Germany, June 24th, 1914.) 

2,159. '' Wireless telegraphy and telephony." I. Hortik. February 13th. 

2,161. '' Insulation of electric machinery, &c." C. J. Baxer & С. H. 
Kiyne. February 13th. 

2,162. “ Electric heaters." A. F. Berry. February 13th. 

2.179. “ Electric torch." 5. D. Wittiams. February 14th. 

2,191. '' Automatic circuit breakers.” E. D. Ropway & Switciogar AND 
CowaNs, Lro. February 14th. 


S. O. Cowrzz- 


J. Tuomeson & R. J. Tuour- 


2,194, '' Wireless telegraphy and telephony." I. Hortik. February 14th. 

2,214. ''Continuous-current dynamo-clectric machines." К. Boin. Febru- 
ary l4th. > 

219. *'' Electric speed indicators." К. BoscH (firm of). February 14th. 


(Germany, February 26th, 1916.) 
2,298. © Method of manufacturing metal felloes with upturned electrically- 
welded flanges." R. KRONENBERG. February lÁth. 
2,268. '' Electromagnetic switches." BRITISH 
(General Electric Co., U.S.A.). February 15th. 
2,269. “ Dynamo-electric machines." British Тномѕом-Носѕтом Co. AND 
А. A. Porrock. February 15th. 
2,280. '' Manufacture of electric Men nb &c., lamps." H. E. Е. Gooro- 
Арлмѕ, С. S. Hacu& & O. Lucas. February 15th. 


2.281. “ Method of mounting cams in magnetos." Е. J. J. SaLusow. 
February 15th. 

2,294. '' Electrical signalling system." Sir G. T. BuckHaM & Sie A. Т. 
Dawson. February lóth. 

2,296. “Telegraph apparatus." 
Morse. February 15th. 

9,320. “ Electric switch." W. A. Crank, Н. G. Loncrorp, W. W. Lonc- 
FORD & Tur SpHInx MaNUurFacrURING Co. February 16th. 

2.332. “ Sealing and bonding glands for electrical junction boxes." G. S. 
Воотнкоүр AND CaLcenper’s CaBLE & Construction Со. February 16th. 

2.333. '' Тарріпр-Ксуѕ or switches for electric signalling systems." К. Е. 
February 16th. 

2,340. '' Process for joining-up electric,.&c., wires." SLOT & ZwijN&NEERG 
AND J. Н. van Viersen. February 16th. 

2,368. '' Accumulator cells." W. Н. Excey. February 17th. 

2,382. ‘ Sparking plugs for internal-combustion engines." W. ENTWISTLE. 
February 17th. 

2,386. '' Magneto-clectric machines." British THomson-Houstow СО. АХО 
A. P. Youuc. ‘February 17th. | 

2.398. '' Manufacture of multi-cell batteries." А. V. Sr. Акмамәв. Feb- 
ruary 17th. : 


THomson-Houston Со. 


INpo-EvRoPEAN TELEGRAPH Co. & A. H. 


PUBLISHED SPECIFICATIONS. 


2915. 
9,522. ЕсесткісАІ Water Heater. J. Н. Robinson. June 30th. (Decembr, 
30th, 1915.) | i EA, 
16,602. ELECTRIC Furnaces. F, Cochlovius. November 24th. (November 


24th, 1914.) November 24th. 


The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 

1,036. SicNALLING Lamr. W. T..Coulson & Optalyte, Ltd. January 22nd, 
1916. [103,498.) 

1,038. ELECTRIC LAMPHOLDERS AND THE LIKE. J. C. White. 
1916. [103,499.] 

1,098. AUTOMATIC OR SEMI-AUTOMATIC TELEPHONE SYSTEMS. EM Auto 


January 22nd, 


matic Telephone Co. & T. M. Inman. January 24th, 1916. [103,508 
1.299. GaLLERIES FOR Gas AND Exvectric Fittincs. T. Cracknell, 
27th, 1916. (Cognate application, 10,563/16.) [103,518.] 
1.469. ELECTRICAL S&LECTORS OR IwruLsg Responpers. Relay Automatic 
Telephone Co. & L. C. Bygrave. January 31st, 1916. [103,524] (Addition 
to 9,345/15.) 
1.530. INDICATING APPARATUS TO ASSIST IN TEACHING ACCURATE SHOOTING AT 
A TaARcET. С. W. Wedgwood. February Ist, 1916. (103,527.] 


anuar- 


1.584. Macnetic Compasses. S. G. Starling, A. J. Hughes & H. Hughes 


and Son. February 2nd, 1916. [103,530] 


1,595. TRANSMISSION OF WingLEsS SiGNALS. R. C. Galletti and Galletti's 


Wireless Telegraph & Telephone Co. February 2nd, 1916. [102,400.] 
2.681. TERMINALS FOR ELECTRICAL MACHINERY AND APPLIANCES, 
field. Februmry 23rd, 1916.  [103,545.] 
9.895, TELEPHONE TRANSMITTERS. Е. А. Petithory. 
(103.549.] 


4,319. SeLF-CONTROLLED AERIAL MACHINE EMBRACING A TORPEDO AND SUSTAIN- 


ING MEANS THEREFOR. F. W. Buck. March 23rd, 1916. [103.557 ] 

4,343. Means ror CowTROLLING THE Ecectric LIGHTING OF Motor VEHICLES. 
W. Curtis. March 23rd, 1916. [103.558] 

10.101. Protective Rreays For Exectric Circuits. 


U.S.A). July 18th, 1916. [103.609] 
12.406. Sarety-cONTROLLING GEAR FOR ELECTRICALLY-PROPELLED 
F. Garrett & H. K. Pratt. September Ist, 1916. [103,617.] 
19,517. Dry Battertes А. H, Sheppard & British Ever-Ready Co. Sep 
tember 4th, 1916. [103,618.) 


1917. 


954. Process оғ Evecrric Wepinc. T. E. Murrav. 
[103,636.] 


F. J. Had- 
February 36th, 1916. 


s. British Westinghouse 
Electric & Manufacturing Co. (Westinghouse Electric & Manufacturing Co., 


VEHICLES. 


February 18th, 1916. 
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No. 2,050. 


THE MANCHESTER CONFERENCE. 


WHATEVER may be the final result of the conference 
convened by the Board of Trade, Friday, March 
2nd, 1917, will always stand out as a landmark in 
the history of the electricity supply industry of this 
country. Our readers will recollect that, prior to 
the Board's circular letter regarding coal economy, 
the engineers of the supply undertakings of Lanca- 
shire and Cheshire held a meeting last spring, and 
appointed a representative committee of I2 to in- 
vestigate the possibilities of interconnecting systems 
in suitable districts. After much work had been done, 
a preliminary report was issued in September, which 
outlined a scheme for dealing with four groups of 
undertakings, which were favourably situated, and 
a recommendation was made that a conference of 
the authorities concerned should be convened by 
the Board of Trade, and be presided over by a Gov- 
ernment representative. After some delay, arising 
out of departmental methods and the replacement 
of the Coalition Government by the present War 
Cabinet, the Board of Trade adopted the sugges- 
tion, and appointed its Parliamentary Secretary, 
Mr. G. H. Roberts, M.P., to preside over it, and he 
was accompanied by important permanent officials. 

We commend to the full consideration of our 
readers the remarks by this gentleman which appear 
elseWhere in this issue in the account of the proceed- 
ings in Manchester. From these it is quite clear 
that the Board of Trade is now being directed by 
courageous gentlemen who have a clear conception 
of what this country owes to electricity for the part 
which it has played in this war in getting a quick 
output of munitions, and who are determined to have 
the supply of it put on a satisfactory basis, from the 
points of view of both cheapness and security of 
supply. Mr. Roberts showed that he had a firm 
grasp of the part which electricity is destined to 
play in the national life, both in assisting cheap 
production in industry and in securing the more 
efficient use of our coal. He also showed a refresh- 
ing courage in indicating that the Government's 
views on electricity supply had been conceived on 
too narrow lines in the past, and that broader views 
must in future prevail. The Town Clerk of Salford 
elaborated this point, and gave convincing reasons 
why electricity supply should not be confined by 
municipal frontiers—a happy expression of which 
more will be heard in years to come. An essential 
feature of the Lancashire and Cheshire scheme is 


that a working arrangement should be made be- 


tween the proposed Municipal Board of Manage- 
ment and the Lancashire Electric Power Co. Con- 
sidering the unfortunate antagonism which has 
existed in the past between municipalities and power 
companies, it is gratifying to note that Dr. Parshall 
indicated the willingness of his company to make 
such an arrangement. The conference of 125 dele- 
gates, representing 42 undertakings, showed remark- 
able unanimity in support of the report under con- 
sideration, and it is of good augury for the future 
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that no dissentient voice was heard, and that there 
was no adverse criticism. The Board of Trade has 
now requested the Interconnection Committee to 
proceed to elaborate its scheme, and to bring for- 
ward detailed proposals for its approval. 

There can be no doubt that the Lancashire Com- 
mittee will follow up energetically by preparing a 
scheme based on voluntary co-operation, with a 
view to a portion of it being at work next winter, 
as it 15 notorious that coal difficulties, shortage of 
plant, &c., demand prompt measures in the national 
interest. The work of the Committee and of those 
whom it calls into its counsels will be followed 
sympathetically and with keen interest throughout 
the country. 

In connection with this matter, it is pertinent to 
call attention to the fact that the report of the Board 
'of Trade Commitee on the Electrical Industry after 
the War has not yet been published. We suggest 
that it might be of great use to the framers of the 
Lancashire and other linking-up schemes, at this 
stage, and we should welcome an announcement 
that it will shortly be available. We believe that 
the Committee's proceedings reached the con- 
cluding stage last week. In the meantime, it 
is valuable to note that the Board of Trade ap- 
pears to be willing to consider favourably the pro- 
motion of any linking-up and development scheme 
which is prepared by the supply authorities, who 
alone can have full knowledge of the local condi- 
tions to be catered for. In conclusion, particular 
note should be taken of the stress laid by several 
speakers on the excellent feature in the scheme that 
local autonomy would continue in regard to the 
supply of electricity. This is a statesmanlike fea- 
ture which bids fair to secure the goodwill of the 
permanent officials of the authorities concerned, and 
we commend it to others who have similar projects 
in preparation. 


PROBLEMS OF INDUSTRY. 


WE have received a reprint of the views оп 
‘“ Industrial Problems After the War” expressed 
in a contemporary by Мг. W. L. Hichens, 
the chairman of Messrs. Cammell, Laird and 
Co., Ltd. The opinions of Mr. Hichens, being 
those of a leader of industry, are well worthy of 
study, and they are the more so because of their 
timeliness. Of course, it is impossible for anybody 
to traverse such ground without saying some things 
that are already familiar to those who have made 
a close study of such matters during, say, the past 
two years. Recognising that things industrial can 
never be the same after the war as they were before. 
the writer holds that we shall only be able to avail 
ourselves of the opportunities for good that the 
. new sitmation will present, and to steer amidst the 
dificult rocks that are bound to emerge, if all parties 
are imbued with the will to bring about a fair settle- 
ment of dangerous differences. Не finds that the 
war has worked the miracle of producing that will, 
leaders of Labour and of Employers having now a 
firm determination to face and overcome the diffi- 
culties. He welcomes the important signs that 
public opinion, too, is not likely to allow matters to 
'* drift." Indeed, in the interest that the Press and 
the public have been induced—shall we say com- 
pelled ?—to take in the matter, there lies the chief 
hope that a solution will be found. It is admitted 
that there are enormous difficulties, and that the 
road “must wind up hill all the way, even to the 
very end, for the ever-changing values are of such 
infinite complexity as to render inevitable, possibi- 
lities of friction." | 

As we have repeatedly argued, so Mr. Hichens 


says, there must be a removal of the suspicion 
with which both sides still regard each other. The 
disposition of Labour to suspect Capital is seen in 
the fear held to-day that the latter will use National 
Service powers against the former, dragooning 
workers into the condition of Prussian slavery. On 
the other hand, employers are inclined to dwell 
upon the weaknesses that ill-contented Labour has 
exhibited for years, working adversely against the 
best interests of national industry, and to suspect 
that those weaknesses are not repented of. Each side 
will do better than this if it will honestly face its own 
shortcomings. Unless this is done, we may гі 
into the state that always befalls a house divided 
against itself. What, then, is the urgent need at 
this juncture? Mr. Hichens describes it as '' states- 
manship in industry "—both sides taking a wider 
view of the problems of industry instead of being 
immersed in their own immediate concerns. There 
have been many speeches to this effect, but 
it is doubtful if the disposition to develop, 
or even to “will,” a fair settlement of dif- 
ferences is spreading through the rank and 
file on both sides as rapidly as one could wish. We 
have ourselves argued again and again that the best 
results are likely to follow if each side is effectively 
organised, so that there may be afforded proper 
facilities for dealing broadly with industrial ques- 
tions. We find Mr. Hichens in agreement with us 
on this point. He instances the engineering indus- 
try as a conspicuous case of bad organisation. 
'" Associations of all sorts and kinds exist Ex 
but they appear to have been scattered from a 
pepper pot, for they have no ordered relation to 
each other or to the industry as a whole." “In 
fact, the engineering industry resembles a country 
that has not advanced beyond the tribal system, 
which makes it an easy prey to outside competition 
and a source of weakness at home." What he 
desires to see is one Employers? Federation for the 
entire industry, including shipbuilding, to deal 
with the broader aspects of the Labour problem in 
relation to the whole industry, separate committees 
dealing with different branches thereof. He 
believes that a Central Engineering Council is 
needed, which would be composed of representatives 
from the Employers’ Labour Federation and the 
various trade associations dealing with special 
aspects of the engineering industry. This assuredly 
is what many others also have desired to see, but. 
so far, have been disappointed. Mr. Hichens views 
the Federation of British Industries as an organisa- 
tion which has great possibilities, and he admires 
the foresight of those who initiated the movement, 
but he observes with anxiety and fear the tendencv 
of this body to confound its functions as an inter- 
trade federation with those of an individual trade 
association, a tendency which he considers, if it is 
not checked, will lead to disaster. He regards this 
as the type of organisation that is needed on the 
employers' side, and wants to see a similar organisa- 
tion established by Labour, with close relations 
established between them both. They would be 
able to hold regular meetings to discuss all ques- 
tions of trade policy, and. learn to understand each 
other's point of view, without waiting for disputes 
to arise for settlement. In this way there might be 
formulated a joint programme of industrial reform 
based on a practical experience that is denied as a 
rule to politicians—a constructive policy to which 
both sides can subscribe. The suggestion that 
Trade Union representatives should sit on boards 
of directors is not favoured, as such an arrangement 
is only likely to be satisfactory if those representa- 
tives are elected because of some special business 
qualification. It will be observed that so far Mr. 
Hichens does not mention the State. Later. he 
shows that, in his opinion, the State must hold a 
“ watching brief," and be prepared to settle such 
differences as Labour and Capital cannot adjust for 
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themselves. Its real function is to maintain the 
true balance between conflicting interests—and in 
the best of all possible worlds there will be conflict, 
our efforts being designed to keep it down to the 
minimum—not to follow slavishly the dictates of the 
majority. 

Our readers will have observed that we have been 
writing along the foregoing lines for some time 
past. When a man in Mr. Hichens’s position con- 
tinues to appeal for the establishment of organisa- 
tions suitable for dealing with the situation which 
will present itself immediately the end of the war 
is in sight, we are inclined to be impatient for 
the negotiations and conferences and efforts to that 
end to have a satisfactory issue. Good work has un- 
doubtedly been done, but apparently the efforts are 
more or less scattered and incomplete. Are we not 
still needing something in the way of concentration 
or co-ordination of our efforts at organisation? Mr. 
Hodge, the Labour Minister, has delivered speeches 
suggesting that his Department is finding an im- 
proved atmosphere which augurs well for the 
future; there have been meetings in London, and 
meetings in Manchester, with an amalgamation of 
some existing organisations. Everything seems to 
point to some real progress being made, but the 
strong combined national organisation has appar- 
ently yet to emerge. Without suggesting that the 
slight falling back of the enemy in France, our suc- 
cesses at Kut, and the desperation of the enemy 
under the seas, mean that the war is near its con- 


clusion, we may be allowed to express the opinion | 


that the sooner our house is in organised order in 
readiness for facing industrial problems the ,better 
it will be for all. : 


f 


THE Committee on Engineering 
of the General Committee on Re- 
search of the American Association 
for the Advancement of Science has 
issued an appeal to the industrial research labora- 
tories of the United States, pointing out that in the 
course of their work many data of great scientific 
interest must have been arrived at, which for a 
time, being the exclusive property of the firms con- 
cerned, were of commercial value to their owners. 
Often, however, owing to further progress, such 
data cease to be valuable to the holders, and are in 
danger of being lost to the world, and the Commit- 
tee urges the industries to enrich scientific literature 
with such facts and data, remarking that some in- 
dustries have incurred the reproach of absorbing an 
immense amount of useful information from scien- 
tific literature without giving any return in kind, a 
reproach which could be removed if they would 
from time to time make public scientific information 
which has ceased to be of commercial value. 

There is undoubtedly a great deal of truth in the 
Committee's contention, and we cordially commend 
its suggestion to the notice of our own manufac- 
turing firms, many of whom have accumulated a 
mass of information for which they no longer have 
any use, but which is as yet unknown to the world. 
By so doing, they would benefit our industries in 
general, and in many cases prevent the useless ex- 
penditure of time and money on researches which 
have been anticipated by themselves. 
anxious times we cannot afford waste in any com- 
partment of our national life; the spirit of co-opera- 
tion is in the air, and one of the functions of the 
great trade associations which are springing up 
ought to be to collect scientific information from 
their members and to distribute it. The British 
Association might with advantage follow the ex- 
ample of its American counterpart in this matter, as 
well as the engineering and other scientific institu- 
tions. We must all pull together to secure indus- 
trial triumph. 


Scientific 
Information. 


In these . 


HIGH-PRESSURE CABLE JOINTS. 


By 8. G. 


— 


IT is long ago that the stage was arrived at when cable 
joints (especially н.т. and K.H.T.) had to be made properly 
to ensure them not coming adrift and causing serious 
trouble; but although: this is so, it is only quite recently 
that we are informed of a serious breakdown on a German 
H.T. cable. 

Of course, the cause of this recent trouble is attributable 
to shoddy work, obviously done with a view to cheapness. 

We are all apt to rush jobs, therefore British engineers 
should make a special note of this breakdown, with a view 
to keeping their reputation up. 

Unforeseen accidents sometimes do present themselves, 
and in this respect it has been known for cables to give 
trouble due to the solder not having taken properly (the 
mixture not being correct), the sweated joints, of course, 
coming adrift. 

The shifting of the ground is sometimes the cause of 
joints coming adrift, as well as being the cause of 
buckling ; and in order to overcome these difficulties, 
which invariably cause very serious trouble and expense. 
those concerned should see that the joints are made in such 
a manner that they will stand up against every difficulty. 
It can be done; and the following comments may prove 
useful. 

In the first place, the jointing of the copper conductors 
must be considered. Assuming that the joint is *“ three- 
core straight through,” the usual method is to sweat the 
two ends of the conductor into a copper sleeve or ferrule. 
There is only one advantage in this method of making the 
joint, and that is simplicity and cheapness. 

In order to make a thoroughly good job, the best method 
for conductors up to, say, 7/148, is to make a " married " 
joint. 

Now there are two kinds of ** married " joints—viz., the 
real married joint, in which the strands of both cables 
are opened out, interleaved one with the other, one set of 
strands twisted “right hand,” the other set twisted “ left 
hand,” and then the complete joint sweated together. It 
will readily be seen that a joint made after this fashion is 
not likely to come adrift. The other kind of so-called 
married joint is where one cable is merely twisted on 
to the other; but this is not recommended. 

Where a small section “ tee " or “ branch " connection is 
taken off a large “ main” cable, the strands of the “ tee " 
cable should be divided equally, then one-half twisted 
around the “main” cable right hand, the other half 
twisted around left hand, then the complete joint sweated 
together. | 

It must be noted that the above comments are only for 
small cables. | 

For large cables, sometimes a ** scarfed " joint, and some- 
times a “ butt" joint is adopted, the ends of the cables 
being sweated into a brass or copper sleeve. This kind of 
joint is not recommended. 

In better-class work the “telescope” joint is preferable, 
and, if well made, is not likely to give trouble under 
ordinary working conditions. This type of joint must not 
be confused with the “ married ” joint, and the following is 
the method of making it :— | 

1. The two ends of the cables to be jointed are made to 
overlap 1 in., to, say, 3 in., according to the size of the 
strand. 

2. On one of the cables cut a portion off the centre wire 
(the length depending upon the size of the strand), and the 
wires of each succeeding layer must be cut so that they are 
longer than the next layer beneath them. - 

3. On the other cable the corresponding wires are cut 
in the opposite manner, that is, the centre wire is long, and 
each succeeding layer is short, so that when the two seta of 
strands are brought together they resemble a “ plug-and- 
socket " joint. 

4. Bind the joint with 18 or 20 8.w.G. tinned copper 
binding-wire, then solder the joint thoroughly. 

In dealing with this most important subject, it must not 


‘be overlooked that we are faced with а mechanical diffi- 
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eulty which has to be overcome. Certainly we all know 
that the soldering iron and the blow lamp are the jointer's 
main articles for making a cable joint, and we all recognisc 
a good jointer as an asset. Now, supposing the job were 
given to a purely mechanical man with instructions that 
the joint had to be made so that it would not come 
adrift, you can depend upon it he would see that it was 
clamped by some means or other. 

Purely electrically trained men are apt to forget (perhaps 
in many cases do not know) that mechanical engineering 
plays a very important part in electrical engineering ; and 
with regard to the question under consideration, the writer’s 
opinion is that the only sure method of making a good 
joint with medium and large size cables is by adopting a 
combined telescope and clamping joint. 

The copper fitting for clamping the joint is composed 
of two halves, top and bottom (both alike); the hole 
for the cable is drilled to the diameter of the strand with 
a thin distance piece placed between the two halves, so 
that when the distance piece is removed the hole is slightly 
eccentric. The two halves are screwed together tightly on 
to the two ends of the strands, so that a good grip is ensured. 
The joint is then sweated. By sweated, I mean a thoroughly 


Fre. 1.—ARMOUR GRIP POR CABLE. 


good job, not a few pieces of solder dropped on, which is 
sometimes the case. 

It will at once be realised that this combined joint makes 
‚а thoroughly efficient mechanical and electrical job, and 
one in which the possibility of its coming adrift is very 
remote. 

Fittings should be so designed that all sharp corners are 
avoided. 

I think a comment here regarding cables where there 
may be a likelihood of a pull will be useful, and that 
is, do not rely upon soldered joints, and do not make 
* twisted " joints unless it is absolutely necessary. 

There are other parts of the joint which have to be 
taken into consideration ; and in discussing this subject, 
the only joint which will be dealt with is “a straight- 
through H.T. three-core,” the cable being paper insulated, 
lead covered, and wire or tape armoured. 

A difficulty which presents itself when there is a pull on 
the cable is that the three joints are pulled together and 
short-circuited. In order to overcome this difficulty, the 
safest plan is to stagger the joints, tape them up, 
and insert spreaders or separators, which should be made 
of either ebonite or porcelain. Some engineers merely 
stagger the joints ; some do not stagger them, but merely 
tape them up; some merely insert spreaders. 

The usual design of spreader is made merely to prevent 
the joints touching one another. This gets over the trouble 
of short-circuiting the poles or phases when there is a 
pull on the cable; but when telescoping or buckling of 
the joint takes place, then the spreader should be so 


designed as to prevent the joints from pushing outwards on 
to the cast-iron box or lead sleeve. 

It seems to be the general practice nowadays to reduce 
the size of the joint box to the very minimum, in order to 
save cast-iron and compound. This is all right up to a 
certain point, but the line must be drawn. On an expen- 
sive cable scheme the customer expects a box which, above 
everything else, will be reliable, and in order to make it 
reliable it must be large enough to accommodate the joint 
properly. There is still a lot of room in the earth to take 
joint boxes. 

The joints should be staggered and placed a suitable dis- 
tance from one another, according to the voltage, tightly 
taped with suitable (well compounded) tape to one and 
a-half times the thickness of the insulation on the cable. 
spreaders inserted, апа then the whole of the joint enclosed 
in a lead sleeve of suitable size plumbed on to the end of 
the cable, then filled with compound, which ‘must be 
suitable for Ше voltage at which the cable is working. The 
pouring holes in the lead sleeve can then be soldered up. 
after all air has been extracted. | 

As there is very little, if any, mechanical strain taken up 
on the lead sheathing (when the cable is armoured), it need 
only he electrically bonded to the cast-iron box by means of 
a thin strip of copper tape, soldered to the lead sheathing 
and screwed to the box. | 

We now come to the armouring. Sometimes single or 
double wires are employed, sometimes tape. Whichever 
is employed, it must be anchored to the box in a thoronghly 
mechanical manner, so that, whatever strain the cable is 
subjected to, the armouring will not leave the box. Of 
course, it cannob be expected that these conditions can be 
fulfilled without cost, and the writer suggests an armour 
grip designed somewhat as shown in the diagrams, fig. 1. 

As will be seen, a very strong barrel extension or grip 18 
cast on to the end of the box ; a is the armouring on the 
cable ; B is the inner clamp, made of malleable iron (in two 
halves) ; С is the outer clamp, made of malleable iron (in 
two halves). 

The method of securing the armouring is as follows :— 

1. Lay the armouring over the grip. | Е 

2. Clamp the armouring between the inner clamps. 

3. Bend the armouring over the inner clamps. 

1. Clamp the armouring between the outer clamps. 

Although this method is a little more expensive and 
takes up more time than the usual methods employed. it 
will be found to have the desired effect. 

Wire armouring is more easily manipulated than tape 
armouring, but with a strong hand, a willing heart, and a 


‘little patience a good job can be made with tape armouring. 


There is a very important point which is often, if not 
always, overlooked, and that is the settling down of the 
armouring after it has been gripped for the first time. 
Although it may be that it is impossible to tighten the 
bolts and nuts even a fraction of a degree, it will be found 
that after a few hours the armouring will have settled 
down, and it will be possible to give the nuts a final 
tightening up. | ! 


PROSPECTS OF THE FRENCH ELECTRICAL 
i INDUSTRY. | 


THERE have been, and probably stil exist, many mieconcep- 
tions concerning the development of the French electrical 
industry prior to the war. The excellence and variety of rte 
products, its power of production, and its róle in domestie 
and foreign markets—all have been under-estimated. Oon- 
trary toa e ib deu but quite mistaken, opinion, French 
electrical manufacturers are capable of supplying a large 
foreign demand, over and above the domestic requirements 
of the country. A particularly significant fact, but one which 
has received little recognition in this country, is that French 
imports from Germany decreased regularly for years before 
the war, and were much lower than imports from the same 
source by most other countries of importance. Even before 
the war France exported more than she imported in five out 
of ten divisions into which French statistics divide electrical 
material, and there can be no doubt that the balance of 
export will be yet greater in future. In order, however, that 
development may be as rapid and as extensive as possible. 
co-operation between manufacturers and other interested 


‚ the war), France imported less than £500, 
cent. of the total exports) of German electrical material, - 


. this system 
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‘eg muss be ado ted wherever practicable. “ Voluntary 

union," says M. R. Legonez in the Revue Generale d' Elec- 

tricite, "ie the best adaptation to our national character, of 
tion and co-ordination of individual effort, which 
have been one of the principal causes of the rapid industrial 
development of America and Germany." 

The capital engaged in the French electrical industry was 
about £64,000,000 0 1911, and has since increase 
£100,000,000 or во at thé present day. Thanks to the E 
favoured nations" clause inserted in the Treaty of Frank- 
fori, German. manufacturers were able to benefit by tariffs 
so low that it often cost less to import з finished machine 
than the materials entering into its ition. Yet, in 
gpite of this extraordinary andicap, French manufacturers 
succeeded in reducing $26 imports of German electrical mate- 
nal, notwithstanding the increased demand occasioned by 
central-station development and the ever-extending industrial 
applications of electricity. In 1910, France stood tenth in the 
| f German electrical material. In 1912, 
France occupied the twelfth place, but still imported more 
than Switzerland ; but in 1913 (the last normal year Before 


per 

as against £615,000 worth (8.74 per cent.) imported DY wit- 

h (11 per cent.) imported by 
growing 


arc lamps. | 
excess of imports in the five classes : Machines and trans 
formers, electrical apparatus, incandescent lamps, scientific 
and measuring apparatus, and electrochemical porcelain. In 
he case of wires and insulated cable, the excess of exports 
i ts to about £ 000 per annum. 
of labour has little influence on the cost of the finished pro- 
duct, and the cost of copper, lead, and rubber is practically 
the same in every country, SO that French success in this 
direction de ds entirely on quality. ` 
works in the country equip with modern plant and 


brusbes, and carbon products for use. 1D telephony. Inter- 
national dealings ір accumulators are hindered by the fact 
that this apparatus 18 very heavy for its value, and is, more- 
over, relatively fragile. | 
manufacture of glass insulators, DOW used so exten- 
sively in telegraphy, 18 essentially & ench industry, 8n 
the value of exports (in normal times) ig growing rapidly. 
French arc lamps have established в Very high reputation 00 
foreign markets, but, unfortunately for their manufacturers, 
of lighting is daily losing grounc. Further ad- 
vances in design and construction may, owever, restore arc 
lamps to their former ‘tion. At the worst, there wi 


hardly be more than а falling off in the rate of increase O 


Machines and transformers constitute the most important 
ical 1 ts. The excess of imports over 

аш to about £900,000 per annum before the 
war (principally from Switzerland and Germany)., 
of traction material France 18 f-sufficient; indeed, the 
superiority of French e uipment was established by the 
gingle-phase loco trials he d by the Cie. des chemins de fer 

1. Germany, 8n 

Switzerland were all represented, but only the French locos 
t fter the war, manu: 


advantages of repetition manufacture and standardised types. 
Finally, a Victorious peace will permit tariffs to be reformed. 
There is every reason to anticipate greatly increased and more 

i production of electrical machinery in nce, fol- 
lowed by more numerous and advantageous exports. i 
progress has been accomplished 10 respect of electrical 
apparatus. In 1910 exports had less than 50 per cent. 
of the value of imports, but in 1913 the ratio bad 
i 89 m d will doubtless increase 
et further. Ву force of necessity the manufacture x 
ulbs, 


second to none in design, workmanship, and accuracy, an 
it is simply а question of Increasing production, and lowering 
rice alisation of works and standardisation of types. 
Similarly, the only reason why 5,000 quintals per annum of 
electrotechnical porcelain was purchased from 
fore the war was the inadequate production of French works. 
This deficiency has been, made good, works being greatly eX- 
ке апд equipped with the latest machinery and extra- 
gh-tension testing apparatus, өе that a large balance of 


\ 


000 worth (i.e.; 3.02 . 


. with one key for each po 


. The French electrical industry accomplished far more than 
is generally realised in meeting foreign competition prior 
the war, and it can look with confidence to & period o great 


development and prosperity in the immediate future. 


—— 


TRAIN CONTROL ON THE GREAT INDIAN 
PENINSULA RAILWAY. 


OT 


Ix the Railway Gazette, Major HEPPER gives some particulars 
of the system of train control used on the Great Indian 
Peninsula Railway, where it was first introduced in its pre- 
sent form in 1913. The main line between Igatpuri ап 

Manmad was being relaid with the 100-10. rail which 
tated the working of the traffic temporarily over sections of 
single line. was realised that without ihe special advan- 
tages afforded by some system of control it would not be 


possible to cope with the heavy traffic on that part of the 


possession of the tracks for relaying. A form of control was 

therefore put into operation wherein were employed the 

magneto telephones, in groups of stations, then in use on this 
section of the Great Indian Peninsula system. 

The experience gained on that occasion was 80 convincing 

fits to be derived from train control that the 

system of moving trains on orders from 8 central office , was 


959 route miles of single-tracked, 948 route miles of double- 

d 21 route miles of four-tracked line worked 
under train control by the magneto telephones. 

The system of control by magneto telephones Was, however, 

found to be subject to a strict limitation in regard to the 

j . The selector 

“has, therefore. 

this a 

900-Ib. return copper wire is used, and any station can be 

called up independently of the other stations. 


tion between Bhusawal and Nandgaon, 15} miles north of 
Manmad, & distance of 99 miles, on which there are 1 con- 
nections and 58 trains & d 1 1 
has been provided for. Every officer in any Way connecte 


As funds are available for the provision of selector instru- 
it i concentrate the 

work, as at Manmad, in central offices. 
Each control headquarters has a chief controller, two deputy 
controllers, three assistant controllers—one | for each eight 


of the assistant controller there is @ diagra 
siding accommodation at each station. On a table at the side 
is the train-register kept by the recorder and & tray of plugs 
for insertion in holes in the diagram to show the positions 
. The controller has also a graphic chart upon which 
the working 18 shown, from which it сап be at once seen 
i as been worked, and whether the best use 
has been made of the facilities available for passing raffic. 
In front of the controller is а ringing 


nicate, each key being clearly labelled to indicate the name 
of the station it applies to. Inside the case ів the selector, 
composed of а C ockwork mechanism controlled by 8 silent 
governor, which, by means О a toothed 


wheel, makes and 
breaks an electrical contact. e number of teeth and, 


on that line are stepped forward in unison. The toothed 
wheel is operated by з stepping pawl operated by an. electro- 


sent out by the key. 

act sluggishly, controls % retaining paw which prevents the 
toothed whee from fiying ack i 
magnet is energised immediately the key 18 operated, and 
remains energised until the station has been called, when it 
allows the selector to return to its normal position. The 
toothed wheel carries control arms, spaced at different posi- 
with the number of impulses, which are 


g 11 affect the controller's receiver and he 
can hear distinctly that the bell is actually ringing. 

Should a station wish to speak the controller, all that is 
necessary is for the speaker to lift the receiver rom t 
and speak into the transmitter, 88 the telephone gets are a 
y in ridge across the pair of telephone wires. In 
case the controller is not listening on the line, 8 generator is 
fitted at stations, and a magneto ell in the controller's office. 
whereby the controller may be called. | 

The telephones at the stations are of special construction 
in order to provide the high-impedance bridge necessary when 


DLL nr a 
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so many stations may be simultaneously listening across one 
pair of lines. They are fitted with high-efliciency induction 
coils and high-impedance receivers. The instrument 18, more- 
over, provided with a key by means of which, when in one 
position, the circuit is arranged to give the greatest speaking 
efficiency, arid when in the other position the greatest re- 
ceiving efficiency. 

A battery of dry cells giving 260 volts operates the selectors. 
In order to avoid sparking at the key contacts the battery 
is connected to line by means of a telegraph relay. The keys 
are in a local circuit, including the relay coils, and a small 
battery; condensers are used to bridge the contacts to reduce 
the sparking, and retardation coils are inserted to prevent 
the sudden rush of current which would result from connect- 
ing the large battery to line, and which would cause un- 
pleasant noises in the controller's telephone. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address іп our possession, 


Small Municipal Electricity Undertakings and 
War:time Losses. 


In view of the heavy deficits shown by numerous small 
municipal and urban council undertakings which are situated 
outeide industrial centres, and which rely largely for revenue 
upon the sale of current for lighting purposes, I am wonder- 
ing what steps are being taken by the generality of these 
undertakings in order to cope, or partly cope, with the 
melancholy prospect now before them. 

Between the Scylla of declining output and the Charybdis 
of rising costs the small station engineer's lot is indeed any- 
thing but a happy one. 

The larger undertakings are not suffering in the same way 
that the smaller ones are, as these big stations are sharing in 
the great industrial boom which the war has brought about, 
and it is no uncommon thing for some of these larger sta- 
tions to increase their output for power by millions of units 
per annum. This, to a great extent, compensates them for 
loss of revenue due to restricted lighting, and, even apart 
from this, they are, in the majority of instances, fortunate 
in having substantial reserve funds from which they can 
draw to meet any temporary deficit. 

The question before a good many small station engineers 
to-day is: How much of the estimated net loss upon the 


_ next 12 months’ working ought to be directly provided for 


by the consumer, and what proportion (if any) by a call upon 
the local rate? — . 

While, of course, it is only fair that the consumer in these 
days of abnormal prices should pay a fair price for his 
current, ıt is obvious that to ask him to provide for such 
extra revenue as would completely cover the estimated loss 
would in the long run do the undertaking far more hann 
than good. 

The consumer himself asks—with а certain amount of truth, 

I must admit—why should he purchase the undertaking and 
present it to the town? 
. The ordinary ratepayer, as distinct from the electric light- 
ing consumer, says: Why should I be called upon to make 
up losses upon a concern from which I am deriving no 
benefits? Another point which the ratepayer has in mind is 
that the great majority of central-station engineers lay it 
down almost as a law that when profits do accrue from an 
electrical undertaking they should be ear-marked for re- 
newals and reserve funds, and not given to rate relief. From 
this he soon builds an argument to the effect that if he is 
not to benefit from electric lighting profits he ought not to 
have to make up electric lighting losses. 

I am quite aware that in building up a reserve fund the 
electrica! undertaking is providing for abnormal situations 
such as he is having to face to-day, but I am also aware that 
& number of these smaller undertakings have never been in 
a position to inaugurate a reserve fund, and some, indeed, 
have been for a good many years a regular old man of the 
sea upon the neck of ‘‘ Sinbad ratepayer.” 

To me the question in some respects recalls the old problem 
of the hen and the egg. Should the consumer pay back to 
the ratepayer (where, in the past, electrical losses have been 
met by a call upon the rates) the amount ''owing " before 
proceeding to build up a reserve fund, so that when next 
the undertaking is in difficulties the ratepayer would again 
be willing to come to the rescue. or should this very debate- 
able debt be wiped off—leaving the ratepayer with a more 
or less legitimate grievance? 

I realise that the arguments I have put forward, both pro 
and con, are very elementary ones, but we must not forget 
that both the consumer and the ratepayer, in a general way, 
argue in an elementary manner; therefore, it appears to me 


that a simple ruling on the above points would be preferable 
to both parties. 


February 28th, 1917. ` Quiz, 


Curious Trouble with Lead-Sheathed Cables. 


The trouble experienced by Mr. G. W. Partridge is evi- 
dently not electrolytic or chemical, but mechanical. | 

Without more exact information it is not possible to give 
a definite opinion, but the cause of the trouble is probably 
due to expansion and contraction. | 

The temperature rise of the cables is not stated, but if 
worked with heavy loading would probably be about 30 deg. 
F., and the corresponding lineal expansion 1n a cable 100 yd. 
long would be: Copper 1 in., lead 1§ in. | 

In small cables this expansion would be taken up in the 
space between the cables and their ducts; in larger and more 
rigid cables there is no doubt that the expansion pushes the 
increment of length into the manhole, and I have known 
movements to and fro of as much as 3 in. on large lead- 
covered cables. : 

These movements are quite sufficient to throw a severe 
mechanical strain upon the plumbed joint, which is mechani- 
cally the weakest point of the lead sheathing. Again, the 
different rates of expansion of copper and lead for the 
same temperature rise do not improve matters, and will 
certainly cause further strains owing to larger incrementa of 
length of the lead over those of the copper and paper; in 
fact, the whole problem of protecting cables from expansion 
troubles has not received any adequate consideration so far 
as I know. i 

The trouble points to the advantage to be derived from an 
insulated pilot system just under the lead, giving warning of 
the failure of the lead sheathing. | 


Teeds, February 27th, 1917. J. Shepherd, 


The Inspection of Munitions. 


Judging from the letter in this week's Review, referring to 
mv short article on the above subject, and signed by ''Albion," 
I am both ignorant and foolish. I am none the leas rather 
amused, and not downhearted at the strictures of the writer. 
The cap fits, evidently. Now, I can easily ignore the abuse, : 
and do not write this as an occasion for retaliation in the 
same kind. Also, the question of my experience and the 
"shop foreman’’ theory I leave to the ‘Editors of the 
REVIEW, who saw fit to publish my article. 

'" Albion" complains that I have only two minor com- 
plaints to make. He might remember that wise people do 
not say all they know, and two small straws can show the 
direction of the wind. Will he contradict the truth of all or 
any of the following assertions? 

1. Material has been rejected by Government inspectors, 
and, following manufacturers' protests, the rejections have 
been cancelled and the goods accepted. 

2. Inspectors have been known to admit that they could 
not put & practical test on the goods they were sent to 
inspect. 

3. Resident examiners have been sent from London to a 
works, scores of miles away, to stay on the works. In a few 
days they were ordered back, thus wasting money on rail- 
way and hotel expenses unnecessarily. 

4. Scores of forms are being used as described in my 
article, in a manner which is wholly unnecessary, and which 
shows that the staff at headquarters do not know the nature 
of the material concerned. 

5. Officers are using motors and petrol in a way which no 
business house would countenance on work which could be 
centralised. 

. If “ Albion " can say '' No” or ‘‘ Yes” in a direct manner 
to these queries, your readers will be able to form their 
own conclusions as to who should be saddled with the 
word in question, a word which was used in a general 
manner in the original article, but which ''Albion" very 
perfidiously ascribes to 
March 3rd, 1917. 


Commercial. 


—— ——— — 


Fuse Failures. 


When I wrote my letter published, by your courtesy, in 
your issue of February 16th, I was not unmindful of the 
point raised by Mr. Baynes as to the advisability, or other- 
wise, of using concrete boxes in certain special cases for 
sealed house services. I desired to convey, however, that 
for commercial purposes the fuse referred to, of German 
origin, is under all conditions less satisfactory than the fuse 
of British origin, as designed, whether fixed upon an open 
switchboard, enclosed in earthenware, papier maché, con- 
crete, or an earthed iron case. There is no wonderful secret 
or hidden mystery in either form of fuse: the success of 
both depends upon the fundamental necessity of excluding 
air from the fuse link. It is comforting to realise that the 
wily Teuton, with commercial penetration to achieve low 
‘first cost," has adopted a narrow design, which necessarily 
limits the fuse capacity, and which is very dangerous when 
пова The Britisher has beaten him from the start upon 
all points. 

A brief summary of useful points given below may in- 
terest the student of fuse failures : — 

1. Alternating current, and non-inductive direct-current.: 
circuits present no fusing difficulties. — . 

2. Millions of earthed iron cases are installed to-day, and 
when the Home Office recommendations have been followed 
the chance of breakdown is negligible, if not non-existent. ` 
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3. All cartridge fuses should be so designed that in case of 
shortage, the length of break between the terminals should 
be such as to provide ''ample clearances’’ under normal 
"open fuse” conditions. Standard minimum fuse lengths 
should be adopted for this purpose, then the risk of abuse 
is reduced to & minimum. 

4. All iron cases should be so constructed that an open 
fuse under average normal conditions will clear itself with- 
out damage. 

9. The personal element cannot be entirely eradicated, and 
the user should be educated to avoid the “abuse” of fuses. 

In conclusion, I would like to say that I hope Mr. Baynes 
will join the members of the Panel engaged upon the stan- 
dardisation of fuses. He would be sure of a hearty welcome. 


Berry, Skinner & Co. 
i 7 HrnBERT Н. Berry. 
London, W., March 6th, 1917. 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS, 


Readers are invited to submit particulars of new or improved 
decices and apparatus, which will be published if considered of 
sufficient. interest, 


A Useful Compound Thermo:Element. 


THE accompanying illustration shows the construction of a 
useful compound thermo-element permitting temperature 
measurements to be made simultaneously at two points A 
and B. The couple terminating at a is composed of platinum 
and platinum-rhodiurh wires, and to the other ends of the 
latter there are connected respectively a silver wire and a 
constantan-silver thermo-couple. The three branches thus 
obtained are connected through terminals I, II, III, to two 
galvanometers A, B' Such a combination has many useful 
арене the particular one in which it is described by 
Hilliger in the Zetts. des Vereines deutscher Ingenieure being 


1 


Fic. 1.—ARRANGEMENT OF COMPOUND THERMO-ELEMENT. 


to the measurement of flue gas temperatures at the front and 
back of a section of flame-tube filled with pieces of refractory 
material on the Bonecourt eystem. The compound thermo- 
element is cheaper and more compact than two separate 
couples, and for the above purpose the platinum couple was 
made 60 cm. (24 in.) long, and the silver-constantan couple 
was made 160 cm. (63 in.) long. The whole was mounted in 
& steel tube of 8 mm. internal and 12 mm. external diameter, 
which was во small as not to disturb appreciably gas flow in 
the flame-tube under observation. The high temperature end 
of the compound instrument was protected by a quartz 
sheathing. The couples being calibrated separately for a cold- 
junction temperature of, say, 20 deg. C., the reading of the 
galvanometer в’, in conjunction with the calibration tem- 
perature, gives the temperature of B and, this being known, 
the reading of galvanometer A' (which measures the tempera- 
ture difference between 4 and B), permits the temperature of 
A to be deduced. In the special application noted above, the 
couple A measured the temperature of flue gases at the en- 
trance to a flame-tube, whilst B measured the temperature at 
the back of the refractory "'filling"" in the latter. 


Plastic Solder. 


We have received from Mr. A. P. BEVAN. of Tavistock. a sample 
of " plastic solder" which he has invented. It is used like ordi- 
nary solder, but differs from it in that it passes from the solid 
to the liquid state through a plastic stage. in which condition it 
сап be worked like putty. It becomes liquid at a dull red heat. 
We have used some of the sample, and find it quite handy and 
effective, and ver-y easy to manage, as it does not tend to run off an 
inclined surface. 


Marconi Vacuum Ampere Gauge. 


In the Wireless World for February is given an account of a 
simple and ingenious instrument for measuring small currents, 
both D.C. and А.С, The instrument is designed primarily as a 
maximum-current gauge to indicate the condition of syntony in 
wireless circuits; it may also be employed as a substitute for a 
thermo-junction and galvanometer combination in the measure- 
ment of wave-lengths and decrement. The principle involved is 
that of the bifilar suspension, one pair of the filament ends being 
fixed, and the other pair attached to a pivoted arm, the rotation of 


which is controlled by a spring acting against the tension of the 
filaments. When a current passes through the filamente, heating 
them and causing them to elongate, the arm takes up a new posi- 
tion, and the angular displacement. as indicated on the scale, is a 
measure of the current. 

The movement is enclosed in a glass bulb exhausted of air. The 
sensitiveness is thus greatly increased, and the movement protected 
against damage and preserved from dust or corrosion. 

The accompanying fig. 2 shows the construction of the device. 
which is made up after the fashion of an incandescent lamp. with 

either a bayonet socket or Edison screw, as 

preferred. Other forms are made with ter- 
minal caps at both ends. The variation in 
zero, which usually characterises thermal 
instruments, is said to be negligible in this 
type, and the movement is very dead-beat. 
The instrument may be used either as a 
low-reading voltmeter or ammeter, or аза 
shunted ammeter, having a normal resist- 
ance of about 12 ohme; a hiyh-resistance 
pattern has a resistance of 30 ohms. These 
gauges have maximum readings of 0'11 and 

("035 ampere, 1'44 and 1°25 volts. respec- 

tively, and read down to 0°02 and 007 

ampere: the cross-arm seen in the figure 

carries two pointers, for reading amperes 
and volts respectively. | 

With a wavemeter using the new vacuum 
gauge the wave-length of the primary cir- 
cuit of a 14-Kkw. set can quite easily be read 
when the wavemeter is held with the plane 
of its inductance coils parallel to that of . 
the primary of the oscillation transformer 
at a distance of 2 or 3 ft, The noise of the 
spark, which often hinders the reading of a 
wavemeter by means of a crystal and tele- 
phones, in the case of the vacuum gauge 
gives no trouble, as the variable condenser 
has simply to be rotated until the pointer 

. of the gauge gives the maximum reading. 

In this way circuits can be tuned rapidly 

as well as accurately. 

In addition to the type of instrument 
described, a range of ammeters has been de- 
signed for all capacities between 50 and 500 

amperes. These instruments, while following the general design 
of the smaller gauges already described, differ from them con- 
siderably in detail. In the large meters the suspension filaments 
carry no current. 

A type of vacuum instrument for direct insertion in the aerial 
circuit is also being developed. 


Fic. 2.— MARCONI 
VacuuM AMPERE 
GAUGE. 


Pouring Acid from Carboys Without Spattering. 


Serious damage is frequently caused by the spattering of acid 
when pouring acids from the carboys in which they are usually 
shipped. The contents of a carboy may be poured in a smooth, even 
stream if a bent glass tube is used as shown in the accompanying 
sketch, fig. 3. The tube should be 3 or } in. inside diameter. and 
may be bent by slowly warming a section about 6 in. long over a 
Bunsen gas flame ; as soon as the glass haa softened, the bend can 
be made. A hook made of stiff, rubber-insulated wire is bent 
around the tube to permit of hooking it over the mouth of the 
carboy, во that both hands are left free to tip the carboy carefully 
and to direct the stream into the jar that is to receive the acid. 


LZ а 
P Glass м 22 Tape 
Fie. 3.—VENT TUBE FOR POURING ACID FROM CARBOYS. 


The tube lets air enter the carboy so as to replace the acid flowing 
out, and thus allows a uniform, steady stream to flow without 
spattering. | 

If a wire hook is made as shown, it must be thoroughly taped 
with rubber tape to prevent the acid from being contaminated 
by solution of the metal of the wire hook. А good inclinator 
should be used where carboys are to be handled frequently ; it 
makes for safety, and also enables a single man to pour out their 
contents.—L. M. Dellinger, in the Electrical Reriew and Western 
Electrician, 
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WAR ITEMS. 


Controlled Works.—The number of establishments con- 
trolled by the Ministry of Munitions 15 now 4,770. 


Trading with the Enemy.—The “ London Gazette "' for 
March 2nd contains further lists of persons and bodies with 
Whom trading is prohibited in various countries. 


Entertaining the Wounded.—The “ Times ° states that 
the London staff of the Western Union Telegraph Cable Sys- 
tem entertained 195 wounded soldiers from а number of hos- 
pitals on Saturday afternoon at the Savoy Hotel. | 


To be Wound Up.—The Board of Trade has ordered the 


following to be wound up :— 

Mea Magneto Co., Ltd., 3, Stephen Street, Londbn, W., 
dealers in inagnetos, magneto parts, and accessories. Con- 
troller: C. R. Beeby, 66, Basinghall Street, E.C. 


Women Electrical Workers.—It is announced in the 
daily Press that Messrs. Rawlings Bros., Ltd., of Gloucester 
Road, South Kensington, are prepared to give free instruc- 
tion in electrical work to young women who wish to replace 
inen. for national service. 


Imports from Neutral Countries.—The Board of Trade 
announces that on and after April Ist no goods of neutral 
manufacture of which more than 5 per cent. of the cost to 
the manufacturer is due to materials and labour of enemy 
origin, will be adimtted into the United Kingdom except 
under licence. 


. Munitions and Trade.—According to announcements in 

the daily Press, Mr. Edgar Jones, M.P., has been appointed 
һу the Minister of Munitions as Controller of the Priority 
Department. А new priority advisory cominittee, under the 
chairmanship of Mr. J. Wormald, consisting of Mr. Kenneth 
Chance, Mr. Alexander Walker, and Mr. Henry Woodall, has 
been appointed to advise the Controller and the Minister as 
to the effect of any restrictive Orders of the Ministry of 
Munitions upon trade, with a view to causing the minimum 
of hardship. 


Paper Supplies and Catalogues.—Under an Order issued 
last week it is provided that as from to-morrow, March 10th, 
the sending to the public of any tradesman's catalogue, price 
list, or advertising circular, through the post or otherwise, 
is forbidden, unless a request has been made in writing for 
the delivery thereof. The sending of catalogues or price lists 
by traders to traders, for the purpose of their trade, or to 
persons abroad, is, however, to be permitted. Jacences may 
be issued by the Board of Trade dispensing with the applica- 
tion of the Order to any person or thing, or any class of 
` persons or things. Posters making announcements with res- 
pect to goods offered for sale by a retailer may only be dis- 
played on the premises where they are so offered for sale. 
No paper poster may exceed 600 sq. in. superficial measure- 
ment. 

Exemption Applications.—.At Doncaster, the case of a 
switchboard attendant from the Mexborough & Swinton 
Tramways Co. was appealed against, both by the company 
and the Military Representative. Applicant had been ex- 
empted by a local tribunal until April 16th. He was 21 years 
of age, passed for general service, and earning 30s. a week. 
It was pleaded that 1t was necessary to keep a competent man 
at the main switchboard, but, in answer to the Military 
Representative, it was said that that work was now being 
done by women at sub-stations, but not at power stations. 
It would take 19 months to train а man for the power-station 
work. The Military Representative stated that the man was 
put back 10 groups 19 months ago, and he thought they had 
had sufficient time to find an efficient substitute. "The Tri- 
bunal, however, dismissed both appeals. 

Gillingham (Kent) Town Council appealed for C. W. Warby 
(28), fitter's assistant at the electric light works, passed in 
Class Cl. ‘The electrical engineer (Mr. A. D. Chalmers) 
claimed that Warby was, through his occupation in a 
publie utility department, in & reserved occupation. Coun. 
Freathy said that Class C1 men were wanted as substitutes, 
and Warby could be replaced. With this object in view, the 
appeal was respited for a month. 

At Stratford-on-Avon, an appeal was made by J. Clifford 
(27), in C1, an electrical turbine worker engaged with the 
British Thomson-Houston Co., Ltd., at Rugby. It was urged 
that in view of his low category appellant should be allowed 
to remain at his present work rather than be taken to per- 
form such military service as a C1 man could do. The 
works manager of the B.T.H. Co. wrote suggesting that 
appellant would be doing a greater service to the nation by 
resuming duty at the works than he would by entering the 
Army. It transpired that appellant had been with the com- 
pany from February 9th, 1915, until he received his calling-up 
papers on February 15th last, and that his badge was taken 
away a few weeks before he left. 
tive suggested that if the D.T.H. Co. could find a Class A man 
to be released then appellant might be allowed to remain; 
otherwise he ought to go into the Army. The Tribunal 
allowed two weeks for appellant to find work of national im- 
portance. 

On the appeal of the Military, the conditional exemption 
granted te Mr. C H. Fancy (96), managing engineer-in- 


The Military Representa- 


charge for the Harold Wood Electric Supply Co., Ltd., has 
been withdrawn by the Romford Rural Tribunal, and a short 
period of temporary exemption substituted. 

At Orsett (Essex), the Stepney Board of Guardians ap- 
pealed for exemption for the electrical engineer at their Staf- 
ford Homes, who is 31, and was engaged in July, 1916, on the 
understanding that he was ineligible for military service. He 
was in Class B 2, and the only skilled mechanic at the insti- 
tution. Mr. Brooks (Military Representative) expressed the 
opiniou that time must be allowed for another man; clearly 
the institution could not be left without an electrical engi- 
neer of some sort. He would be useful to the Army, and 
he would not object to two months to enable a successor 
to be found. This term was conceded. 

At Barnstaple, the Corporation electricity department ap- 
pealed for the retention of M. Andrew (18), in Class Bl, a 
premium pupil in electrical engineering. The manager of 
the works, Mr. Hadfield, stated that they had become greatly 
understaffed, and the work was only being continued with 
difficulty. The Tribunal allowed exemption until September 
Ist, on Andrew undertaking a share of the night work, the 
Chairman intimating that they were impres by the fact 
that all the brothers of Andrew, five in number, were serving. 

Before the Hants. Appeal Court, Mr. Robson, tramways 
nianager, Southampton, applied for exemption for 25 mem- 
bers of his staff. In each case three months were granted, 
with leave to appeal again. | 

Exemption held by E. Rothwell (32), electrical engineer at 
the Rochdale Board of Guardians’ institution, in Class A, was 
opposed by the Military Representative. ‘The Clerk to the 
Guardians, Мг. R. A. l»ach, stated that they had received 
an urgent request to provide increased accommodation at the 
workhouse for wounded soldiers. Mr. Rothwell was an X-ray 
expert, and was occupied daily on that work. Тһе appeal 
was refused, and the exemption confirmed. 

At Bermondsey, Mr. W. J. Heenan, borough electrical engi- 
neer, applied for the exemption of a topman at the electricity 
and destructor works. He stated that it was impossible to 
obtain a man to replace him. A member of the Tribunal said 
they had been taking men from trades like this who could 
not be replaced, as there were no men left. He was granted 
three months' exemption. 

At St. Annes'-on-the-Sea, the Tribunal heard the case of a 
man of 26, passed for general service, who is employed by 
a contractor in carting coal to the St. Anne's electricity works. 
The Clerk to the Council said they had endeavoured to get 
the coal carted by steam wagon, but were unsuccessful, and 
the Chairman said there were 24 wagons of coal waiting to 
be unloaded, and the delay was a serious matter. The case 
was suspended for a month, with a view to making other 
arrangements. 

At the Shoreditch Tribunal, Messrs. Anselm Odling & Sons, 
Ltd., Crown Wharf. New North Road, marble merchants. 
appealed for W. Jefferies, aged 37, single, an electric crane 
driver, for the third time. Mr. Odling said this electric crane 
was up on a high scaffolding or carrier-way, which ran the 
crane out, and lifted the marble out of barges in the canal. 
First of all, an electrical crane wanted understanding, and 
then, again, it was most necessary to have a man of splendid 
nerve. Old men could not stand the height and the work, 
and had had to leave it. It was a 10-H.P. electrical crane, 
capable of lifting 10 tons. The Tribunal granted four 
months, conditional on joining the V.T.C. 

Before the Chertsey Rural Tribunal, on February 24th, the 
Military again applied for the withdrawal of exemption 
granted to Mr. G. W. R. Howard (37), of Pyrford, inspecting 
engineer to the Tudor Accumulator Co., Ltd., and respon- 
sible for the proper maintenance of the firm's storage bat- 
teries at military camps, forts, hospital, and railway and 
munition works throughout the South of England. A fur- 
ther three months’ exemption was allowed. 

Before the Surrey Appeal Court, at Croydon, on February 
94th, Mr. B. R. Pearce appealed for R. Anderson (34), in 
Class B2. He said that he was manufacturing electric bat. 
teries formerly made by German firms, and Anderson had 
found out the secret of how they were made. Two months 
were conceded. | 


Nevada Transmission Storm Damage.—The Journal. 
of Electricity, in a recent issue, illustrated the effects of sleet 
storms on transmission lines in the Sierra Nevada Mountains. In 
December last unprecedented storms of snow and sleet occurred; 
the sleet on the wires formed a frozen cylinder weighing 3 lb. or 
more per foot and as much as 6 in. in diameter, and the dead 
weight, together with a 50-mile wind, caused a number of towers 
to collapse. The towers carried two circuits with a 660-ft. span, 
and were designed with a factor of safety of 2, to withstand the 
weight of 4 in. ice coating and a wind of 76 miles an hour. No 
two towers failed in the same place: it is considered cheaper to 
repair the damage than to construct for such unusual strains. 


Coal Advisory Board.—An Advisory Board has been 
appointed to assist the Controller of Coal Mines on general 
questions of policy; it comprises five representatives of coal 
owners and five of the miners. 
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ELECTRIC LIGHTING IN FRANCE. 


As might be expected would be the case, the 
electric lighting companies in France which are 
dependent upon  steanr generating plant were 
very unfavourably placed during the year 1916, 
owing to the very high cost of coal and the 
difficulty of obtaining adequate supplies, and to the 
dearness of other raw materials. As a consequence, 
many companies were compelled to reduce their rate 
of dividend as compared with that of the preceding 
year, whilst no distribution whatever has been 
made in some cases. An exception to this state of 
affairs, however, is afforded by the Socicté d'Elec- 
tricité de Paris, which is a bulk supply company, 
and furnishes energy to a small number of cus- 
tomers, particularly the Metropolitan Railway, the 
Nord Sud Railway, the Tramways de Paris, the 
Compagnie des Omnibus, and certain distributing 
companies, such as the Société d'Eclairage et de 
l'orce, &c. | 

The Société d'Electricité de Paris has an interest- 
ing form of contract with its customers. The 
price for energy is based upon the average price 
of coal in the current year for the time being, but 
as the latter cannot be definitely ascertained until 
after the end of December the price charged to cus- 
temers is provisionally arranged on the coal price 
in the previous year, the final adjustment of accounts 
only being made in the following year. It thus 
happens that when the price of coal in any one year 
becomes enhanced, the supply company plays the 
part of banker to its customers, whereas the clients 
fulfil this part towards the company if the quotations 
for coal fall during the year. Under normal condi- 
tions the coal prices only vary within certain limits, 
as, for instance, from 3 fcs. to 4 fcs. per ton. As the 
company consumes 200,000 tons of coal per annum 
variations of these amounts only represent from 
£24,000 to £32,000, the cost of which can be de. 
frayed out of floating capital. But when the price 
is advanced by 300 per cent., or £2 8s. per ton—as 
took place in 
£480,000, and no company with an ordinary share 
capital of £r,000,000 could have floating funds 
available to meet the requirements of the case. 
Under the circumstances, the company in question 
has endeavoured to make arrangements with its 
customers for payment in advance, but these efforts 
have only been partially successful, and the problem 
continues to be a heavy financial burden. 

M. Daniel Berthelot, Chairman of the Société, 
drew attention to another aspect of the coal problem 
at the recent annual meeting of the shareholders. 
Apart from the fact that French coal prices have 
been fixed by the Government, permits have to be 
obtained by all companies or firms for the importa- 
tion of English coal, and as this was fixed , by 
the British Government at not exceeding 2,000,000 
tons per month, a crisis has arisen in regard to sup- 
plies, and is preventing the formation of stocks at the 
electricity works, as in former years. Nevertheless, 
the company referred to has been able to increase 
its output, and to render assistance in recent months 
to other companies in Paris which are also working 
for the national defence. The total sales in 1915-16 
amounted to 116,824,000 Kw.-hours. as compared 
with 85, 564,000 kw.-hours in 1914-15, and 145,300,000 
KW.-hours in 1913-14, which was the year of maxi. 
mum turnover. As showing the development in 
recent times, the Chairman mentioned that sales 
from July rst to November 30th, 1916, reached 
60,570,000 Kw.-hours whereas in the corresponding 
period of 1915 they were 45,275,000 Kw.-hours, and 
only 28.711,000 Kw.-hours in the equivalent term in 
1914. The dividend is at the rate of 8 per cent., as 
п 1914-15, and is the same as in the companv’s most 
prosperous years prior to the war. On the other 
hand, the average selling price realised per Kw.-hour 


1916—the sum involved rises to 


has declined of late years, owing to the competition 
of other and more recently established works, and 
the consequent necessity for accepting lower prices 
in connection with the renewal of old agreements 
or the conclusion of new contracts. 
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REFILLABLE . FUSES. 


THE subject of the desizn of fuses. which for some time haa 
figured prominently in our pages, has recently attracted attention 
also in the United States, where the Bureau of Standards has been 
acting as referee between the Underwriters’ Labaratories (Inc.), of 
Chicago. and the Economy Fuse and Manufacturing Co., of the 
same city. The question at issue was as follows :—* Has it been 
shown that the use of the fuses manufactured by the Economy 
Fuse and Manufacturing Co. results in no greater fire or accident- 
hazard than the use of other cartridge-enclosed fuses at present 


| listed as standard by Underwriters’ Laboratories (Inc.) ! " 


While the particular make of fuse whose merits were under 
investigation may have no intrinsic interest for us, the broad 
question at issue is one which appeals to all supply engineers and 
contractors-—namely, whether the user of a fuse should be aided or 
hindered in renewing his fusible cut-outs by means of wire. A 
considerable amount of evidence was submitted to the Bureau by 
both parties, and by companies manufacturing "approved" cart- 
ridge fuses, and the Bureau also carried out a large number of tests 
under various conditions, to determine the relative performance on 
heavy overloads of new and refilled fuses. and the effect on such 
fuses of protracted service under normal conditions. 

Apparently the performance of the Economy 250-volt fuses was 
generally satisfactory, and the real reason why the Underwriters’ 
Laboratories withheld approval was that the Electrical Committee 
of the National Fire Protection Association held that fuses designed 
to be readily refilled by the user should not be approved, because of 
the greater probability of misuse than in the case of fuses diffi- 
cult to refill. It may be noted. however, that the Economy Co. 
submitted samples of the latter for the purpose of demonstrating 
the ease with which they could be refilled by the user, in spite of 
the intentions of the designer ; the Bureau, in its Report," remarks 
that the point was quite clearly established, and that the 
investigations of its own inspectors show that replucement both 
with the proper fuse elements, and with improper elementa, is 
actually done to & considerable extent. 

It is unfortunate that no drawings are given showing the con- 
struction of the various fuses that were tested, bat from the refer- 
ences in the text they all appear to have been cartridye-type fuses, 
with fibre casings. some at least having copper ends. and some 
kind of powder as a filler (an older type of the Economy fuse con- 
tained powdered filler, but not the type at present manufactured). 
Some or all of the patterns had indicators to show when they had 
been blown. Tests were made in the laboratories of the Bureau of 
Standards, under “very mild short-circuit conditions" (with 
currents limited to 800, 600, and 400 amperes, the fuses being 
rated at 30 amperes 250 volts), on the Economy fuses and six 
approved makes; further tests were made at one of the Boston 
Edison Co.'s power plants with limiting currents of 10.000 and 
0.500 amperes, and various inductances in circuit, and at Chicago 
600-volt fuses were tested under somewhat similar conditions. In 
some cases the Economy fuse was better, in others worse, than its 
rivals. Tests on "aged " fuses—i.e., fuses which had carried their 
rated current for a considerable time-—gave inconclusive results, 
but the deterioration was markedly greater with unfilled Economy 
fuses than in the case of fuses using powdered filler, which did not 
reach so high & temperature. Most of the tests were made on 
single fuses; when two fuses were used in series. the usual condi- 
tion in practice, the operation of Economy fuses was entirely 
satisfactory, though the limiting current was 10.000 amperes. In 
the course of the investigation, experiments were made which 
showed that, under service conditions, short-circuit currents of 
10,000 amperes or more could very frequently be obtained over & 
considerable area near a large modern power plant. and values ten 
times as great were observed. One make of fuse which had 
received approval was found to be decidedly below the standard set 
by the Underwriters’ Laboratories. | 

In the course of the investigations, it was found that abuse of 
approved fuses took a great variety of forma. such as bridging 
with heavy wire or nails, filling the fuse cartridge with melted 
solder, &c. On one inspection trip an engineer of the Bureau found 
one in seven of 379 approved enclosed fuses to be improperly 
refilled, but on other occasions the tendency to abuse such fuses 
was found to be relatively small. Small shops make a regular 
business of refilling approved fuses. and often do it as badly as 
when the user attempts to do it himself. On the other hand, the 
evidence indicates that there is less tendency to abuse the Economy 
fuse than in the case of standard patterns, a fact which is attributed 
to the relative ease with which the former can be refilled with the 
proper elements ; and while individual Economy fuses have failed 
in various ways, there is no evidence that the use of such fuses has 
increased the fire hazard. But the deterioration due to repeated 
blowing of the fuse elements in the same casing is regarded as 
an undesirable feature, and the Bureau considers that the approval 
of the present type of Economy fuse for unrestricted use would 
result in a lowering of the standard of fuse performance, and 


* Technologic Papers of the Bureau of Standards, No. 74. 
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might introduce hazards of uncertain value. The actual finding 
of the Bureau, as referee, is somewhat hesitating and inconclusive ; 
it recommends that the Economy fuses be not approved at present 
for general use on the same basis as fuses at present listed as 
standard, but that their use be permitted under conditions where 
their performance can be observed, until sufficient experience has 
been gained to justify an unqualified verdict. А 

‚ It may be mentioned that this was the first instance in which 
the Bureau of Standards was invitel to act as referee, and the 
Director, Dr. S. W. Stratton, in opening the proceedinys, said that 
it marked an important period in the history of that Institution, 
indicating also & very important change that was going on all over 
the country—namely, to break away from costly and senseless legal 
fights, and to settle questions upon the basis of fact alone. The 
evidence is reported at great length, and contains much interesting 
matter; full particulars of the Bureau's tests are also given, 
together with numerous oscillograms showing the relations of 
eurrent. voltage, and time. In the absence of details of the con- 
struction of the fuses. however. we think no advantage would be 
gained by reproducing these. 


LEGAL. 


THE B.T.H. TRADE MARK. 


IN the Chancery Division, on February 28th, Mr. Justice Astbury 
heard an appeal by the British Thomson-Houston Co., Ltd., from 
the decision of the Registrar of Trade Marks. refusing to register 
as a trade mark the letters " B.T.H." inside a circle with scrolls, 
which the company had used long and extensively to distinguish 
their goods. The Registrar's grounds for refusal were that initials 
were not capable of registration as a trade mark, and that 
& circle, even with scrolls, was too common to be distinctive of 
any particular class of goods with which it was desired to connect 
them. 

The case was argued on behalf of the company by Mr. J. 
HUNTER GRAY, and the Registrar was represented by MR. AUSTEN 
CARTMELL. 

Giving judgment, his LORDSHIP said that the company had used 
the mark continuously and extensively since 1905 as a trade mark, 
and they said it had become distinctive of their goods. The 
question was whether it was distinctive within the meaning of the 
Act; and he had no alternative but to hold that it was, in view 
of the evidence of long and extensive use. The applicants were, 
therefore, entitled to have the registration of the mark proceeded - 
with, and he directed the Registrar 80 to do. 
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LONDON UNITED Tramways, LTD., т. Т.С.С. 


In the King’s Bench Division on Monday. before a Divisional Court 
composed of Justices Bray and Horridge. this arbitration case, 
which is a motion by the London County Council to set aside an 
award, was mentioned. 

Mr. Morton, K.C., said that he wished to apply to their Lord- 
ships, with the consent of all parties. that the case should stand 
over for a fortnight. He said that there was avery large amount 
of money in dispute. The matter had been stated in the form of 
several special cases, and one particular item in the money 
involved was that relative to the Chiswick power house. The 
London County Council were asking that that part of the award 
should be set aside on the ground that there had been an excess of 
jurisdiction. There had been negotiations going on over a long 
period between the parties with a view to arriving at a settlement 
of the matters that were in dispute. Apart from the item that 
Counsel had referred to, there were other sums in dispute relating 
to the purchase of these tramways within the County of London. 
and if the adjournment was granted it was hoped that a complete 
settlement might be arrived at. 

Their LoRDsHIPs assented to the adjournment, the case not to 
come into the list before a fortnight from the date of the appli- 
cation. 


ELECTRICAL INSTALLATION AT A THEATRE. 
ALLEGED BREACH OF CONTRACT. 


MR. EDWARD POLLOCK, High Courts Official Referee. on Thursday. 
March Ist. again resumed the hearing of this action, in which 
Vaughan & Co., Ltd., electrical engineers. gf Cross Street, Islington, 
sought to recover from the Golder’s Green Amusement and Deve- 
lopment Co., of Duke Street, St. James’. the balance of charges 
for putting in an electrical installation at the defendants’ new 
theatre of varieties at Golder's Green. They also claimed damages 
for breach of contract. 

Mr. HEWITT, consulting electrical engineer, gave further evi- 
dence in support of the plaintiffs’ case 

Cross-examined on the specification, Witness said that carbon 
lamps were sometimes used for coloured lights, but the advantage 
would be a very small percentage. The specification provided for 
cables which were in excess of those necessary for the work they 
had to do. 

Supposing, instead of continuing to take the supply from the 
supply company. the theatre at any time had determined to put in 
its own supply. would you prefer the cables as required by the 
specification or the cables as put in /'— Tuking the installation as 
4 whole, the cables as put in. 


Re-examined by Мв. CoPPING : As to the sectional area of the 
cables and the cost of the extra cables, he said he had gone 
thoroughly through the specification, and, in his opinion, it was 
originally based on 100 volts and then altered to 240, and the 
wiring had to be altered to meet the change. It was carried out 
in accordance with the 240 volts. 

This evidence closed the case for the plaintiffs. 

Mr. ERNEST POLLOCK, K.C., opening the case for the defence, 
said that the contract under which the claim was made was 
contained in two letters—-a letter from the plaintiffs submitting a 
tender, and a reply from the defendants accepting it. The 
plaintiffs offered to fit up the installation at the defendants’ 
theatre of varieties for thesum of £1,700. They said that they duly 
equipped the theatre and carried out extra work outside the con- 
tract. They admitted having received on account £1,650, and said 
that they had sold and delivered goods to the defendants to the 
amount of £367 2s. 9d. Defendants did not dispute the contract. 
but said that the plaintiffs had not done the work properly, and 
had not completed it. As to the extras, he said that a written 
order was a condition precedent to any extra work. "Thedefendants 
further said that the payments made had not been paid on 
account, but that they had been made, upon the architect's certifi- 
cate, in full. The plaintiffs, in their letter of September 15th, 
1913, had undertaken to do the whole of the work for £1,700 : but 
the plaintitfs now raid that they (defendants) interfered with the 
consulting engineer (Mr. Mitchell), and that in consequence of 
that they were discharged from doing the work strictly in accord- 
ance with the specification. Не (counsel) agreed. to a large extent, 
with the views of the other side as to the effect of the alterations. 
They could not supplant a person named in the contract by another 
person not named in the contract. So far, there had been a breach 
of the terms of the contract, and the plaintiffs could sue for 
quantum meruit or for the contract price, deducting what it would 
have cost to finish the work. The plaintiffs had elected to sue upon 
the contract. with & claim for extra work, and in suing upon the 
contract they were still liable to fulfil the conditions precedent 
and produce the orders for the extras, because there was no power 
to waive the conditions, In respect of & number of the items 
claimed for, no orders in writing had been produced. After the 
evidence that had been given. it was quite clear that the plaintiffs 
had put aside the specification altogether. 

Evidence was called, when the case was continued on Friday, in 
support of the defendants’ case, expert witnesses giving their 
opinion as to the manner in which the work had been carried out, 
and the cost of alteration where that work, as alleged, was not in 
accordance with the specifications. One of the witnesses stated 
that the cost of altering the work now would be much more than 
the amount of saving to the contractor had been. He estimated 
the total amount necessary to make good all the defects, and put 
the installation in & condition as required by the specification and 
contract, at about £1,169. He went into minute details of each 
item of the suggested necessary work, but admitted that he had 
based his estimates upon an examination made three months ago, 
after the whole installation had been in use for & period of three 
years, and he had heard of no mishap occurring during that time. 

Mn. ERNEsT POLLOCK, K.C., coungel for the defendants, on the 
case being resumed on Monday, March 5th, urged that even though 
the defendants would not be in a position to sue the old company 
for their counterclaim, the figures should be determined. 

MR. CoPPiNG, addressing the Referee upon the plaintiffs’ case, 
said that on Boxing Day, 1913, the plaintiffs had executed a con- 
siderable amount of work for the defendants, work which enabled 
them to have their theatre opened on that day with the light on. 
A fair price for the work and labour done on the defendants’ pre- 
mises, and goods supplied, amounted, according to the evidence, to 
£3,014 28. 9d. In respect of that total the defendants had paid 
£1,650, leaving £1,364 2s. 9d. for work done and goods supplied, 
for which the plaintiffs had received no payment at all. On the 
contrary, it was suggested that the plaintiffs were indebted to the 
defendants in the sum of £632 28. 3d. Although they had had the 
installation put in on the most favourable figures that could be put 
forward by any of the witnesses for the defence, there was an 
unpaid balance of over £800. The contract between the parties, 
he argued, was to carry out the installation to the satisfaction 
of the consulting engineer and architect mentioned in the contract. 
The throwing-over of the consulting engineer and architect was an 
abandonment of their contract, and the plaintiffs were entitled 
under the circumstances to recover on a quantum meruit for work 
done. But he still submitted that the work had been done in 
accordance with the contract. 

The OFFICIAL REFEREE reserved judgment, as there were points 
of law and of fact which it was necessary for him to consider. 


British Тномѕох-Носатох Co., LTDb., т. DURAM, тр. 


THIS case came before the Appeal Court on Tuesday. on the appeal 
of the plaintiffs from a judgment of Mr. Justice Astbury in favour 
of defendants. The case is proceeding. 


p € 


Excess Profits Duty.—The Board of Referees has con- 
sidered applications from the undermentioned companies for an 
increase of statutory percentage, with the results stated :— 

Shanghai Electric Construction Co., Ltd., and Hankow Light and 
Power Co. Ltd.— Percentage increased to 9 per cent. in case of 
trade or business carried on or owned by a company or other cor- 
porate body, and to 10 per cent. in the case of any other trade or 
business. 
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TRADE STATISTICS 


OF SWITZERLAND. 


IMPORTS. 


Tat following figures of the imports of electrical and similar 
goods into Switzerland in the year 1915 are taken from the 
recently issued trade statistics; the figures for 1914 are added 
for purposes of comparison, and notes of increases OF de- 
creases are given. 


1914. 1915. Inc. or dec. 

j | | Francs. Francs. Francs. 

Electric cable not insulated .— 

From Germany 19, 9000 — 17,000 
rance - 1,000 — = 1.000 
Other countries 200 — — 3200 
Total 20,200 2000 ~ 18,900 

Electric cable insulated with rubber or paper.— 
From Germany, 90,000 5,000 = 85,000 
Great Britain — 100 + 1,000 
, France as 20,000 4000 -— 16,000 
Other countries 3,000 149,000* + 139,000 
Total 113,000 152,000 + 39,000 

* Italy. 

Cable ditto covered with lead.— | 
From Germany 3,000 -— — 3,000 
Cable ditto covered with lead and iron-armoured .— 

From Germany |: 165,000 63,0000 — 112,000 
Great. Britain 1,000 — — ,000 
Total 166,000 53,000  — 113,000 

Cable insulated with rubber or paper and covered 

with textiles.— 

From Germany 171,000 6000 – 165.000 
oo Italy ш gooo 184,000 + 175,000 
„ Great Britain 16,000 91.000 + 11,000 
, Other countries 5,000) 1,000 - 4,000 

Total 201,000 218,000 + 17,000 

Cable ditto covered. with lcad.— 

From Germany 12,000 — — 12,000 
, Austria Ке 187,000 — — 187,000 
, Other countries 1,000 3,000° + 2,000 

Total с жоо 3000 - 19 000 
* Italy. 

Dynamo-electric machincs and electric transformers.— 

From Germany 1,224,000 900,000 - 394,000 
„ France 90,000 25000 — 65,000 
, Пау ME 34,000 12,000 — 29,000 

Great Britain 8,000 94.000 + 16,000 
, Other countries 19,000 4000 -— 15,000 
Total 1,375,000 965,000 | — 410,000 

Accumulators, batteries, clectrodes.— 

From Germany 299, 000 103,000 — 119,000 
, Austria 70,000 — — 70,000 
, France T" 31,000 10,000 — 91,000 
,; Other countries 8,000 39 000* + 24,000 

Total .. o 881,000 145,000 — 186,000 
* Italy 29,000 fcs. 

Insulators, mounted .— ; 

From Germany  -- ze 15,000 33.000 — 45,000 
T France is e" 9.000 1000 - 1.000 

ээ Other countries ese 2,000 == == 2.000 

| Total  -.- bos 82,000 34,000  — 48,000 

Electric meters.— 

From Germany coro 873,000 + 176,000 
>» rance i: M g5 000 111,000 + 926,000 
D. Ue 2 з ОШ 7,000 - 300 
э» Great Britain 3,000 3,000 n. 
a> Other countries 7,000 4000 - 3,000 

И "Total $02,000 998,00 + 1%, 0 

: raph and telephone apparatus.— | 
om (OCIO 474,000 191,000 — 283,000 
э» c Mn 977 ,000 35,000 - 249,000 
а S reat Britain 318,000 45000 -— 973,000 
, Uu - ae 90,000 58000 - 32.000 
d ther countn 53,000 9,000 — 33,000 

Total 1,919,000 949,000 - 863,000 


CTRICAL REVIEW. 


EXPORIS. 


Tat following figures show the expo! 


similar machinery from Switzerland in 


1915. The diversity of Switzerland's gro 


noteworthy :— 
1914. 

Francs. 

Dynamo-elect ric 


of all kinds.-- 


4s of electrical and 


1914 compared with 


1915. 


France. 


To Germany ә 257.00 9.998 000 
, Austria E .. 595,00 893,000 
, France 2t _ 8,002,000 3,523,000 
, italy . 1155.000 1.089.000 
, Belgium TA o 401.000 35,000 
, Great Britain .-- 2,014,000 1,798,000 
л Russia ne 2,019,000 843,000 
„ Spain 738,000 1,204 000 
, British India 30,000 201,000 
‚„ Mexico 65,000 — 
, Brazil 308,000 102,00 
S Argentina eK 950,000 989,000 
, Other countries 9.111.000 1,578,000* 


Total -> v 
* Netherlands 497,000 fes., 


Stcam engines, 


Кане 
15,578,000 15,246,000 
Norway 611,000 fcs. 


cranes, pumps, turbines, &¢.— 


wing export trade 18 


Inc. or dec. 


machines and electric transformers 


pd quara depu 


— 


Francs. 


To Germany 941,000 1,515,000 + 574,000 
, France 613,000 155,000 + 82,000 
,, Belgium №75, 17, — 558,000 
, Russia nd 1,104.000 1,189,000 + ,000 
, British India 49, 131,000 + 89,000 
, Japan MP сёй €1,000 00 -— 76,000 
" Great Britain = с 577.000 648,000 + T1000 
„ Other countries 1,884,000 1,186,000" — 638,000 
ae 
Total | ‚5,900,000 5,462,000 — 438.000 
* Sweden 197,000 fes., Spain 312,000 fcs., Chile 192,000 fcs. 
Accum ulators, batteries, electrodes. — 
To Germany 7,000 noo + 14,000 
„ France ae sa 47 (00 539.00 + 492,000 
, Ttaly po “жы 7o00 14000 + 133,000 
,, Greece f — 25,000 + 25,000 
29 Egypt Ау 1,000 "d nem 1,006 
, Other countries 94 ,000* 80,000 + 56,000 
Total E 86.000 RIR qo + 732,000 
* Brazil 8,000 fes. 
Flectrie meters. — 
To Germany Т7 431,000 803,000 4 366.000 
" Austria-Hungary 197,000 118,000 — І 
, France 371,000 155,000 — 216,000 
e y E . 916,000 973,000 + 97,000 
, Great Britain ... 339,000 387,000 + 55,000 
, Russia v 137,000 000 + 263,000 
„ Other countries 287,000 668,000" + 381,000 
аа ae opea 
Total  .- 2,037,000 2,904,000 + 867,000 
* Includes Spain 150,000 fcs., Japan 1 ,000 fcs. 
Steam, benzine, and electric locomotives.*— | 
To France ал 1,013,000 ; — 945.000 
, Algeria and Tunis 436,000 — — 436,000 
, Dutch East Indies -.- 241, 385,000 + 138,000 
„ Other countries .. . 913,000 381,000t + 114,000 
O 1 p 
Total  -- .. 1,969,000 840,000  — 1,129,000 
* Electric locos. in 1914, 146,000 fes. ; in 1915, 11,000 fcs. 
+ Includes Philippines 113,000 fes. 


Electric cable, not insulated.— 


To Germany 6,000 1000 - 
, France i 5,000 — — 
, Other countries 4,000 300 — 
Total 15,000 1900 - 

Electric cable, insulated with rubber or paper.— 
To Germany e eoi 98,000 135,000 + 
„ France | 69 000 4000 — 
, Italy К 1,000 — — 
„ Qther countries 153,000° 9 ,000t — 
Total  -- ..  9T1,000 159,000 - 

* Norway 12,000 fcs., Turkey 11,000 fcs. 

* Greece 8, fcs., Roumania 11,000 fcs. 

Cable, ditto, covered with lead.— 

Ту Germany, . ~ : 8,000 1000 - 
, Great Britain ... 57,000 158.000 + 
„ Other countries 3,000 — — 
Total oo. се 68,000 199 000 + 
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Francs. Francs. Francs. 
1914. 1915. Inc. or dec. 

Cable, ditto, covered with lead, and iron armoured.— 
To Germany ы - 44,000 23,000 — 21,000 
» Great Dritain ... . . 156,000 12,000 — 144,000 
» France " e 3,000 — — 8,000 
» Egypt кн m 2,000 7,000 + 5,000 
» Other countries 105,000* — — 105,000 
Total -- А 310,000 42.(XK)  — 268,000 


* Roumania 5,000 fcs. 


Cable, insulated with rubber or paper, and covered 
with textiles.— 


To Germany EN T" — 69,000 + 69,000 


» France | Et ne 9,000 — ~ 9.060 

» Italy m "" 56,000 — — 56,000 

» Great Britain ... . 224,000 8000 — 116,000 

» Other countries . 106,000 10,000* — , 96,009 
Total ..  .. ' 995,00 87,000 — 908,000 

* Roumania. 

Cable, ditto, covered with lead.— 

To Germany pd E 3,000 9000 — 1,000 

;,, Other countries 6,000* — — 6,000 
Total m Ж: 9,000 2000 — 7,000 


* Roumania 5,000 fcs. 
NoTE.—25 francs = £1. 


REVIEWS. 


П 
П 


Experimental Wireless Stations. By P. E. EDELMAN. Pub- 
lished by the author, Minneapolis, U.S.A. Price $1.50. 


This work is now in its third edition, and has been brought 
up to date by & certain amount of general revision and by 
the addition of & 44-page supplement containing brief notes 
on various developments likely to interest the wireless experi- 
rnenter, and capable of being tested or applied by him. A 
very useful list 18 given of United States patents on wireless 
telegraphy, telephony, and control, classified under various 
subject headings, and covering the period 1881 to January 
lst, 1916. As regards the main portion of the book, which 
dates from 1912, and is probably known to many readers, the 
author has taken up the standpoint that the average ''ama- 
teur" wireless worker is really an earnest student of the 
subject, and not far removed from the skill and opportunities 
o: the professional operator or inventor. Keeping this prin- 
ciple before him, the author gives a clear and practical treat- 
ment of the theory, design, construction, and operation of 
experimental wireless stations. The amount of theory in- 
cluded 1s only such as 1s likely to be really useful to the reader, 
and no space is expended on historical or elementary matter, 
or on half-tone illustrations showing only the general appear- 
ance of apparatus. The book is very well illustrated by clear 
line diagrams. A point to which the author rightly attaches 
great importance 1з the necessity for working with sharplv 
tuned wave lengths; unless this is done, experimental wire- 
less stations, by their very number, become an intolerable 
nuisance to each other and to commercial stations. 

Beginning with & general treatment of the nature and 
theory of wireless transmission, the author passes on to a 
description of types of aerial, and gives useful suggestions for 
their construction. Grounds and lightning protection are 
treated in similar manner, and: the next two chapters are 
devoted to resonance and the general features of transmitters, 
and to the calculation of wave length, capacity, and other 
circuit calculations. It is due to lack of clear ideas and reli- 
able basic data that the average experimenter is disappointed 
so frequently in the performance of his equipment. A good 
treatment is given of the use and construction of auxiliary 
equipment, transmitting condensers, inductances, spark gaps, 
and various measuring instruments. The chapter on con- 
tinuous waves, wireless telephony, and so on might be ex- 
tended with advantage. The final half-dozen chapters, on the 
receiving station and its equipment, are excellent, especially 
the sections dealing with detectors, and with tuning and the 
prevention of interference. The table of contents is pecu- 
liarly placed hetween the main body of the book and the 
supplement; the index comes at the end, but is meagre. The 
hook should be very useful to anyone interested in experi- 
mental wireless work. 


— 


Enginecring Applications of Higher Mathematics, Part V, 
Problems im Electrical Engineering. By V. KARAPETOFF. 
New York, U.S.A.: John Wiley & Sons. Price 3s. net. 


This volume is very obviously in the nature of a mathema. 
tical addendum to the author's two treatises, '' The Magnetic 
Circuit" and “The Electric Circuit." It deals with a few 
of the important problems in electrical engineering, and 
applies the calculus to thgir solution. The mathematics re- 


1 


quired is in no саве of a very advanced character—s somewhat 
surprising fact in view of the title of the book. Some explana- 
tion of this is, perhaps, to be obtained from the preface, in 
which the author plainly indicates that there Js still some 
uncertainty in American colleges as to the proper place of 
mathematics in an engineering course, and the proper method 
of teaching mathematics to engineers. 


After referring to the influence of Prof. Perry on his ideas, 


the author proceeds: ''In teaching analytics and calculus to 
engineering students, the instructor should limit himself at 


first to а comparatively small number of curves, functions. . 


and transformations, but each of these must be explained and 
made concrete in & number of engineering problems." He 
then remarks that most engineers are not natural mathe- 
maticians, and consequently the correct method of training 
them in mathematics is to work from the concrete to the 
abstract: from the specific practical case to the general case. 
He concludes that ‘either our instructors in mathematics 
must come to understand the difference between their tem- 
perament and that of their students, or else mathematics in 
engineering colleges will have фо 'Һе taught by engineers." 
Fortunately, we in England have long since recognised the 
importance of these facts, as witness the excellent text-books 
in practical mathematics now in use in our technical schools 
and colleges. 

Prof. Karapetoff further suggests—apparently as a quite 
revolutionary change in American methods—that the teaching 
of mathematics should be carried through all the four or five 
undergraduate years, and outlines a ‘‘rational course in 
mathematics for engineering students’’ covering five vears. 
It is interesting, to note that this course follows exactly on 
the lines of the courses given in the best technical schools 
and colleges in this country, and it is very remarkable that a 
professor at Cornell University should regard such a course 
as anything beyond the-ordinary and necessary nucleus of an 
engineer's college training. | 

All this casts an interesting sidelight оп American methods 
of technical instruction, and incidentallv explains the reason 
for the introduction of chapters on seemingly elementary, and 
almost irrelevant, mathematics into quite ndvanced American 
scientific and technical manuals, of which Karapetoff’s treatise 
on ''The Electric Circuit," reviewed in our issue of September 
l3th, 1912, is a striking example. 

The six important problems studied in this book are as 
follows: Resistance of non-cvlindrical conductors and mag- 
netic paths; minimum weight of metal in a combination of 
conductors; most economical size of conductors; a leaky 
direct-current line; average and effective values of voltage 
and current: efficiency and losses in electrical machinery. 
Twenty or thirty examples are worked out in each section, 
and all the practical cases are included. Very neat proofs are 
given in many cases, notably in connection with efficiency 
and resistance calculations, and the practical and economical 
considerations which modify the answers obtained by mathe- 
matics are indicated in such cases as determining the cross- 
section of conductors. The section on average and effective 
values of voltages and currents is extremely well written and 
useful; there is also a useful appendix on maxima and 
minima. 

A bibliography is given at the end of the book, and Eng- 
lish electrical literature 18 represented by the works of Flem- 
ing, Lamb. Thomson. and Campbell. Altogether the book 
is a useful and satisfactory mathematical appendix to the 
author's larger treatises; it should give breadth and solidity 
to m Eno ee of any engineering students who may use 
it. —P. H. SK 


/ 
Alternating Current Work. By W. PERREN Maycock. Lon- 
don: Whittaker & Co. Price 6s. net. 


This book is & revised and extended edition of the author's 
former work, ''The Alternating Current Circuit and Motor," 
but, as i£ now includes alternators and transformers, it has 
been given a new and more comprehensive title. A sub-title 
describes it as an introductory book for engineers and 
students, and its scope and objects are set out with consider- 
able frankness by Mr. Maycock in the introductory para- 
graphs to Chapter I. Here he claims that ''it is certain that 
the subject could not have been treated satisfactorily in a 
more elementary way," and, after stating tbat the calculus 
has not been allowed to show its ''fearsome face," and that 
the very little trigonometry used has been fully explained, 
he proceeds to enter some interesting remarks concerning 
inathematics and the electrical engineering profession. 

‘“ Good mathematical knowledge is an accomplishment 
worthy of great respect, and is of decided advantage to an 
engineer, provided he does not neglect other aspects of his 
work. But those who—through ack of tuition or sheer 
mental inability—are unable to rise to such heights, may com- 
fort themselves with the reflection that there is plenty of 
room for distinction in other ways. It is easv to imagine 
numerous cases . . . Where the highly mathematical man 
would опу be,abhle to look on while the practical man was 
righting things. Then there is the indispensablé ' commercial 
engineer,’ who often does not possess very special knowledge 
of either theory or practice, but whose duties would be quite 
beyond some theorists and practicians.” | 

Now, while we cordially agree with Mr. Maycock that 
there is room in the profession for both theorists and prac- 
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engineers and contractors. . March 21st ia the last day for receipt 


ticians, and that very few men can he expert in both capaci- ' 
Mr. E. L. Hough, the Official Receiver. at 


ret we are disposed to doubt the ` indispensability " of of proofs for dividend by 


any electrical engineer to-day who does not possess апу gpecia Bankruptcy Buildings. Carey Street, W.C. 

knowledge, of either theory ot practice. e existence О 

such gentlemen 18 beyond dispute, but their desirability 18 Catalogues and Lists. — BRITISH Tyomson- Houston 

UON md th à h be db Co.. LTD., 7 7, Upper Thames street, London, E.C.--Complete lamp 

he f r T A E er P» er w b may. PRU оета. y catalogue, comprising eight sections. dealing with drawn tungsten 

etas 9, Chapte E agra y incl are im to 8 ittle flament lamps in various ty pee. including standard (vacuum) lamps, 
application, apter I, proceed’? to вреспу the nature and  halt-watt type lamps: focusing Or projector-pattern lamps of 
complication of the subject of electrical engineering, and to vacuum and half-watt types- automobile and battery lamps, 
pive od e s necessity for specialisation in one or including half-watt models for motor-car eadlights, lamps for 
more branches O° ` e suber "x medical surgical, and scientific applications. B.T.H. carbon filament 
Chapter П ea over 100 pares: and Is 10 itself quite @ lamps for lighting and for radiator use, and carbon lampe for 
little text oe ү the ae о drag uo currents. Follow- decorative purposes, the first section being devoted to useful tables 
Ing е Hae ions of LY. Drysdale, 8 number of and date relating to incandescent lamps in general and to 
remarkably а оар апі hydraulic analogies have lamps in particular. These sections are bound tozether in ё stout 
heen given, ty. 1 e ent's grasp of the effects of resist- tinted cover of attractive design. Every type of lamp (no fewer 
ance, ‚барас! y, and In uctance 1M a circuit ought to be than 67 are illustrated) 18 priced, with it8 dimensions, wattage. 
materially strengthened by this method of treatment. e form of cap and output of light. The lighting values are 
models used to obtain these analogies are well illustrated, ^ expressed in terms of the lumen, which gives the total flow of 
and the corresponding effects in the A-C. circuit, have been light emitted irrespective of direction, shape of filament, OF 
represented 88 far a8 possible py oscillograms. The method equipment of the lamp. 

тергеле I cue by means of vector diagram? The company has also issued Incandescent Electric Lamp Hand- 
ай “п са n in an equally unique manner, an e book No. 3, of 64 pages. gpecially dealing with Mazda electric lamp 
claim of the author to have devised the simplest and least bulbs for all makes of motor-car in use. Copies will be sent to 
dbjectionable method of treatment i the а пафетаса у electrical contractors, motor dealers, &c.. ON application. 

minded is, in OUT opinion, well sus ained. e vector dia- . Wee mare? e ; 

ram itself 18 first introduced with great subtlety, and its EE ries ee е Street Feci Works. 
application 18 then insisted upon in a few well-chosen ап ishops а on, — lustra circular relating t° eir new 

fully worked out problems. Most of the examples at the type of fusebont 

end of this and subsequent chapters have been taken from a 

the City Guilds and A.M.LE.E. examination papers, -an Trade Announcements. — TE" L.P.5. ELECTRICAL Co. 

answers are given to all the numerical questions. have moved their offices and stores to 14, Howick Place. West- 
The next chapter deals with po yphase currents and power minster, №. Telephone number: ` Victoria 1340.7 Telegraphic 

measurement, and here, again, the hydraulic analogy is em- address : " Enyineyor. Sowest, London." 

loyed with advantage, especially in the descriptions О the we understand that MESSRS. QuEAD, LTD.. have appointed the 

wattless current and the Y connection. A few fully worked Australian General Electric Co., of Melbourne, their agents for 

1 ircul Australia, and the South African General Electric Co.. for South 


. out examples 1n the calculation of power in A.C. circuits also 
add to the usefulness of the chapter. Chapters IV, V, an 
VI deal in succession with alternators, transformers, An 


Africa, for all their electric fires. | 
‘ference to the notice under ` Change of Address," last 


are asked to atate. that only part 9 Queen Annes 


motors. In all cases the various types are classified, their week, We 
windings are described, and numerous well figured diagrams Chambers. Westminster, has been. taken over by the Government. 
given of machines at various stages in course of construction. Mr. GEORGE ELLISON, whose London offices were in the building, 
The synchronism and “ regulation v» of alternators аге given announces that he has removed to 25. Victoria Street, West minater, 
considerable attention. and numerous calculations © trans- and that his telephonic and telegraphic addresses ате unaltered. 
former losses and efficiency are given. X MESSRS. MossAY & Co., LTD.. of Queen Anne's Chambers. SW. 
The production of the rotating field by 2 and 3-phase cur- have also changed their premises for phe same reason to 7. Princes 
rents 19 well described, an ‘luatrated, and its practical street, Westminster. SW. > 
application to the running of. motors 18 treated with equa The telephone numbers of the UNBREAKABLE PULLEY AND MILL 
thoroughness. Important sections of the chapter on motors GEARING VO., prp. Cannon street, E.C. have been altered to 
are also devoted to single-phase induction and repulsion ©6131 City СО lines). > 
ос end to nd nen Mi latter section, W ic 
ias been argely extracte rom the author's " Electric ir- , : p ay im 
cuit Theory Ф У Calculations.” is an exceptionally useful ri - Vickers S Enterprise in Italy. A further important 
lection of typical motor problems W orked о ut in full ‘the development of British enterprise in Italy has recently been 
circle diagram being employed in many Cases , arranged. We learn that Sir Vincent Caillard and Mr. F. Barker, 
boo concludes with short acco unt of the uses of directors of Messrs. Vickers, have been elected directors of the 
motors and the most recent applications of a.c. motors to SOCIUM EE ple iri Ldrauliche e Elettrica dot Tirso ande 
railway, ship, and crane work. There can be no doubt that the Società per le Forze Idrauliche della Sila, m which companies 
this book is, 88 it is claimed to be, an imp rovement on the the Banca Commerciale Italiana and its industrial group are largely 
author’s former work. “The Altern ating Current Circuit an d interested. The object of the two companies. to whom special con- 
Motor," for in these 400 paces Mr. Mave ock has given а sary cessions have been made by the Italian Government, is the develop- 
thorough account of his subiect. He has ha d two invaluable ment of hydro-electric power for industrial purposes, and also for 
allies, to whom due credit is given in the preface— Mr agricultural irrigation 10 Sardinia and the southern provinces О 
Hughes, who has collaborated throughout, an d to whom aie Italy. H ydro-electric power stations will be erected to develop the 
due the solutions to the num erical exam ples. an a Mr Bishop wer of the Rivers Tirso in Sardinia and Sila 10 Calabria. e 
who has succeeded admirably in the makin of goo d dins two companies have already got to work on 9n ambitious pro- 
grams. It is also n oticeable that the photo graphs of machi- gramme, which, with the participation of British capital and enter- 
nery. &e.. are unusually clear and helpful, an are not of the prise. ig expected to apply a great stimulus to indust rial expansion 
usual catalogue description, „an d that to this end а jarge in Southern Italy and Sardinia after the war. ncidentally. the 
number of the i mportant ё " gin cering firms have been drawn arrangement may be regarded as the driving of another nail in the 
upon for blocks. | 5 coffin of German commercial penetration in Italy.— The Times. 
Altogether the book is very cound and satisfactory. and the . . . 
price is fair and reasonable.—P. H.S. 5. Book Notices.— Proceedings of the American Institute 
| of Electrical Engineers. Vol. XXXVI. No. 2. February. 1917. 
New York : The Institute. 
__——= * Annual Re rt of the Smithsonian Institution for 1915." 
Washington : Government Printing Office. 
“ Technologic Papers of the Bureau of Standards.” No. Ti. 
Investigation of Cartridge- Enclosed Fuses. Washington - Govern- 


Office. 


BUSINESS NOTES. ment Pr s Register. By G. W. Daines. London : Intorm- 
| id 


ation Bureau. 3q,—Thia is а pamphlet reprint from the Financ 
th the " oyistration of Business Names Act” for 


——— 
News, dealing wi 


the “man in the street 


The Census of Production.—By a special Act of Parlia- " hire Ке п 
о it is to be arranged that a census of production shall not be b E ing to E Rhee & С. 7] PR i» \ ыл mon deu 
taken in 1918, as the present year ів a most unsuitable period to A one x и Ads, WI ssued bi-mont® ye 
лы and would afford no trustworthy index to the course O тев Deco! : í 

rnal trade. Itis proposed that the Board of Trade shall have 
power to settle when the next census shall be taken, and shall issue Liquidations. — JarGER BROS., 9, Rathbone Place, 


э, DP , 
n order a year before the commencement of the yeer in which the Oxford Street, London. W.—The cont roller, Mr. Maurice Jenks, of 
i AE Me v 6, Old Jewry: E.C.. Вла applied for his release. 


Census is to be taken. 
- Bank | i : apre CARBONS, Lro., 5, Chancery Lane, London, Е.С. The 
ruptcy Proceedings: — OXLEY. H. H. (otherwise controller. Mr. W. Hancock. 90-91, Queen Street, B.C., has applied 


Oli x 
un " pera Hanwell,’ 1801 of Ealing. Second and final for his release. 
nd 68d. in the £, payable March Tth, at 14. Bedford 


Row, W.C | 
е. | B Prices Advance.— Litt STERLING TELEPHONE AND 
хоточ, J. G. 8. and ALLISON. н. P. mamng. Wharton ELECTRIC Co.. LTD.. have запеа a oireular to the trade announcing 


and m is A З 
unnington), Т, Great Newport Street, London, electrical increases in prices of 8w itehboards and magneto telephones. 


_ е 
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LIGHTING AND POWER NOTES. 


Aberdeen.— The Electricity Committee reported the 
renewal of the agreement, for 12 months. for the supply of elec- 
tricity to the Great North of Scotland Railway Co. 


Argentina.—The Compania Alemana Transatlantica de 
Electricidad has petitioned the Chamber of Deputies asking that 
coal and petroleum may be exempted from the operation of the 
new law. which imposes a 4 per cent. import duty on goods 
„hitherto imported free of duty.- - /'eriew of the Rirer Plate. 


Australia.—The Sydney City Council's Electric Light 
Committee has considered the recommendation of the city electrical 
engineer to accept no new contracts for lighting excepting for 
places where artificial lighting is not already installed. Mr. 
Mackay. the city electrical engineer. said that it was impossible to 
obtain the necessary machinery. as British firms had received 
instructions to execute no work that was not required for the war. 
He had approached the Chief Commissioner for Railways (Mr. 
Fraser) to see if an arrangement could be made for the City 
Council to draw on the railway power house for & period of three 
years: he understood the Commissioners worked on а margin of 
6.000 KW. at White Bay. Mr. Fraser said he would advise him in 
six months’ time if an arrangement could be made. and he (Mr. 
Mackay) thought that some relief might be forthcoming from that 
direction when the six months elapsed. The recommendation was 
agreed to. with the addition that the city treasurer be instructed 
to ascertain what amount of money it was possible to borrow, and 
the rate of interest, for the purchase of additional plant, «е. 


Birmingham.— REPORT ох ELECTRIC ScPPLY.—The 

report of Councillors Appleby and Beale on the causes of the recent 
interruptions of electricity supply in the city has now been pub- 
lished. It finds that such failures were due primarily to the 
abnormal deinand for electric current, which came at a time when 
the Committee was least able to meet it. and that this situation 
arose from causes which were not beyond the control of the Com- 
mittee. The chief engineer, Mr. Chattock, in 1910, reported that 
new plant would be required before a new station could be finished 
and proposed extensions at the Summer Lane station, which would 
defer for two years the necessity of & new station. In October, 
1911, the purchase of the Nechells site and raising of £500,000 was 
agreed to. it being supposed that the station would be ready for 
1915-16. The reporters consider that it is the failure to carry out 
this programme which is at the root of the trouble, and blame both 
the engineer and Committee for the delays which took place. 
pointing out that from December. 1912. onwards the former did 
not have the support of the whole of the Committee, although in 
the end the engineer's original recommendations were adopted. 
The report concludes with an expression of anxiety for the future. 
Although the temporary station will receive 6.000 Kw. of addi- 
tional plant this summer, it is doubted whether this will meet the 
case. ' 
The members of the Electric Supply Committee who were mem- 
bers in 1911—viz., Ald. Jephcott, Ellaway. and Віга, also Coun- 
cillors Burman. Hawker, Heath. and Marks. have replied to the 
above report, pointing out that prior to the war tHe plant 
appeared to be sufficient for the needs of the undertaking, and 
emphasising their opinion that the failures have been due to 
the abnormal demand for energy during the war. In reference 
to the delays, they state that if the Committee erred on the 
side of caution it should be remembered that economy and prudence 
in expenditure were regarded as superlatively important at that 
time. The reply further states, in reference to the future. that 
since the report was prepared negotiations have been practically 
completed whereby a further 10.000 Kw. of plant will be available 
for the city's use, by arrangement with a local firm. 

At the end of the present year the generating plant erected since 
August, 1914, ought to be 32,000 Kw., which is 7,000 KW. more 
than the permanent station would have held had it been completed. 
The demand for energy is being overtaken, but the spare plant is 
admittedly meagre, and the Committee is very strongly of opinion 
that even now the permanent station should be proceeded with. 
Plans are now in preparation. and, in order to allay any anxiety 
which might be aroused by observations in the report. the Com- 
mittee has asked Mr. C. P. Sparks (president, Institution of Eleo- 
trical Engineers) to furnish a report on the extension scheme. 

The chief engineer. Mr. Chattock. at the request of the Com- 
mittee. presented a statement with reference to the report as it 
affected him personally. disagreeing with the suggestion made that 
the difficulties of foundations were not appreciated by himself and 
the Committee. 

He points out that some months were taken up in 1913 in con- 
sidering alternative schemes for ferro-concrete rafts and piles. and 
that no material delay arose from an alteration in size of the switch 
house. He concluded by pointing out the impossibility of obtaining 
the normal amount of steam with fuel of the character now used. 

Both the reporte were approved by the Council. ) 


Canada.— Тһе Imperial Trade Correspondent at Toronto 
reports that the Ontario Hydro-electric Commission will again he a 
large buyer of motors, copper wire, insulators. generators, and power 
plant during 1917. The Commission has now decided to carry out its 
own power plant construction. which will probably be commenced 
during the coming spring. The Commission will also require large 
quantities of electric railway plant in, connection with the scheme 
of electric radial railways throughout the province, 
Tra de Jou rnal, 


Board of 


v» 


Chippenham.—WonkKuovsk Licutinc.—The В. of G. 
has decided to enter into & contract with the Electricity Co. on 
avreed terms for the lighting of the workhouse. 


` Continental.—PoRTUGAL.—Owing to the shortage of 
coal caused by the German interference with neutral shipping, the 
was and electricity works at Cadiz will close on March 12th if no 
solution of the difficulty can be found.— Timex. 


Dundalk.—The Council has taken steps to get a legal 
decision as to whether the L.G.B. has power to sanction a loan for 
working capital for the electricity undertaking. The Board has 
already held. on legal advice, that it has no such power, but it is 
felt that the matter is one that should be contested in a friendly 
way. The Courts are to be told, it is understood, that it would be 
of no service for the Council to borrow £50,000 for plant and 
buildings. if it had not money to work the plant until revenue had 
been brought in. 

The Council has adopted & report by the Electricity Committee 
recommending. owing to increases in cost of fuel-oil, that, as from 
April lst. the following further increases be made in the supply 
tariffs :—10 per cent. on existing power and heating tariffs, making 
a total increase of 20 per cent. on pre-war rates; the present con- 
tract rate for town lighting to be increased in the same proportion 
as the increase, dating from July Ist last. on private lighting :— 
viz. bv one-sixth. It is probable that the work of adapting the two 
new engines to burn tar oil will not be completed for six months. 


Enniscorthy (Co. Wexford).—LoaN  SaxcTi0N.— The 
L.G.B. has sanctioned an application of the Urban Council to 
borrow aloan of £6,000 in connection with the local electric 
lighting scheme. 


Halifax.—PRoroskDp Loan.—The Tramways and Elec- 
tricity Committee has instructed the town clerk to make applica- 
tion to the L.G.B. for consent to the borrowing of £10,000 for the 
installation of a new boiler, economiser, &c. required at the 
electricity works. 


Heston and Isleworth.—PRicE INcREASE.— The elec- 
trical engineer reported to the Council that the effect of Summer 
Time lighting last year. compared with the returns for the previous 
year, 1915. was a falling off in units sold from 38.315 to 27,640, and 
in revenue from £606 to £436. In public street lighting the units 
sold dropped from 27.168 to 1.025, with a drop in income from £500 
to £351, a gross loss of income of £318. There were, moreover, 
51 more consumers than in the previous year. He estimated the 
loss on the coming summer at £400. and he advised that there 
should be an increase in charges from April Ist by 12} per cent.. to 
all classes of consumers, making a total advance of 25 per cent. on 
pre-war prices. and also that a minimum charge of 68. 8d. per 
quarter be enforced. The Electric Lighting Committee recommended 
that this increase be made. and this was agreed to. 


` Horsham.—Price INcREAsE.— Тһе U.D.C. has decided 
that, as from March 31st, the maximum demand rate for elec- 
tricity supplied for power. heating and private lighting be dis- 
continued, and that a. flat rate of 6d. per unit be charged for 
private lighting (except for places ef worship and the fire station, 
which would be supplied at the present rates, 5d. and 4d. per unit 
respectively). and for power and heating a uniform charge of 2d. 
per unit. It was estimated that the extra revenue to be obtained 
from these alterations would be £650 per annum. 


Kendal.—For the year ending March 31st, 1917, it is 
estimated that there will be a net deficit of £978 on the working 
of the electricity department. For the month ended January 3lst 
last, the units generated were 16,805, as against 18.863:in January, 
1916. 


Kilmallock (Co. Limerick).—Plans have been prepared 
for constructional work for the more efficient working of the 
scheme of the Kilmallock Electric Light and Power Co., Ltd. 


Kingston-on-Thames.— YEAR'S WoRKING.— For the 
ensuing financial year there will be a deficit on the electricity 
undertaking of £1.700. which means the addition of 2d. in the £ 
to the rates. Councillor Kerrison. chairman of the Lighting Com- 
mittee, explaining the deficit, said that in April last the two-cycle 
Diesel engine crankshaft was fractured, and they had not yet оё 
the use of the engine again, while the cost of the new crank- 
shaft would be £1.050. Then, on December 8th, the four-cycle 
Diesel engine broke down, апа to the end of the financial year they 
were not allowed by the insurance company to work it more than 
42 hours a week, Then they had to face a very heavy increase in 
the cost of coal. Councillor Waters objected to adding the £1.700 
to the rates. and said the undertaking had been a failure and @ 
muddle from the start. Councillor Kerrison, replying to the dis- 
cussion by permission of the Council, said the Diesel engines were 
now insured, and they had received £200 for consequential 
damages, plus the cost of repairs to the four-cycle engine. He 
estimated that the increased charge for current would | 
bring them in over £2.000. The daylight saving made 3 
difference of 22 per cent. at night, when they got the best price 
for the current. A recommendation to add 2d. to the general 
district rate was agreed to. Later in the meeting, Councillor 
Kerrison moved, and it was agreed, that an addition of 20 per 
cent. be made to accounts for electricity after March 31st next. 
In reply to a criticism by Councillor Waters, he stated that they 
were going to see the few firms who had agreements running. and 
ask for a concession in view of the exceptional cost of production 
at the present time, | ` 
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L.G.B. has sanctioned 


SANCTION.— The 
y the Corporation of £11.128 for two boilers and 
other plant at the electricity works. 


Liverpool, — At a recent meeting of the Mersey Docks and 
it was mentioned that experiments were being 


Leeds, — LOAN 
the borrowing b 


made with electrical stacking machines, such as were employed at 


London. —W 001109. — Ге Highways Committee of the 
LCC, is proposing arrangements for additional power supply in 
the Woolwich district, at an estimated cost not exceeding £30,000. 

MARYLEBONE. Тһе Electric Supply Committee has authorised 
the special war purposes tariff of 1d. per unit (р 


20 per cent.) for current consumed 
the Red Cross House. The Committee has decided to discontinue 


the special rate for premises used for war purposes in cases where 
the Government is making a grant towards the expenses of the 


institution. 
that, considering the brief 


iod of darkness during the months of May. June, July. and 
August resulting from the adoption of the Daylight Saving scheme, 
it is desirable to dispense with street lighting during those 
months, thereby effecting a considerable saving of fuel and labour. 


Rochdale.—A somewhat more reassuring statement as to 
the position at the Corporation electricity works was given by the 
chairman of the Committee at the monthly meeting of the T.C. last 
Councillor Walker said that at present matters were satis- 
factory, but the load they were grappling with was an exceptionally 
quite possible that interruptions might take 
place in the future, though things would be better than recently. 
ending March. 1914, the output was 6,000.000 units, in 
1915 it was 7,000,000, in 1916 12,000,000, and in the year ending 
this month the figure would be 16,500,000, and if they could have met 
all demands for it would have exceeded 21,000,000 units. 


Todmorden.— PLANT Extrension.—The Corporation pro- 
poses to spend £10,000 on new plant for the electricity works. 


U.S.A.—NIAGARA Powrr.—According to the Klectricul 

requisitioned by 
i not later than 
April Ist. which will lead to further curtailing of the power sent 


into New York State. 
came as a complete gurprise to 
along the Canadian Niagara frontier. 
1.400 cb. ft. of water per Sec. now allotted 
.ompanies will relieve the situation, the cutting 
50,000 H.P. will leave matters ав before the extra water was 
granted. 'The temporary permit for the latter expires on July Ist, 
and unless extended. will shut down or lead to the removal to 


Canada, of many industries. 

Wigan.— PRICE INCREASE.— The Electricity Committee 
has decided to increase the price of electricity for lighting purposes. 
as from April Ist next. by 74 per cent. over and above the present 
prices. making the charges 85 follows :—-Churches and offices, 54d. 
per unit ; shops and dwelling houses, 44d. per unit ; public houses, 
restaurants, and theatres, 33d. per unit. 


York.— PRICE INCREASE.— Lhe Electricity Committee 
has decided that the charges for electrical energy supplied to pri- 
vate consumers and users of power be increased by 10 per cent. as 


from April Ist. 
——— 


TRAMWAY and RAILWAY NOTES. 


Accrington.— The Tramways Committee, in reply to a 
request by the Amalgamated Association of Tramway Workers for 
payment of the 6s. 6d. war bonus to female conductors, &c.. which 
was aw ed to the men by the Committee on Production, has 
intimated that it cannot depart from the terms of the award. 


Australia.— It has been decided by the Government to 


Road, the reason 
become s0 congested that relief is imperatively 
to electrify the railway system, 
for a certain distance out of Sydney. 

A start is to be made immediately with 
converting the Hurstville and Bankstown 
the trains from 
when the first section of the City Railway 

The report on 
Municipal Tramways Trust for thetwo years 
that the Port 


has been built. 


electrified, while 
by the Adelaide authorities, with 170 cars. e note that the 
Woods-Gilbert rail planer has been used with satisfactory results 


corrugations, and some 


for removing 
and 1916. 


been dealt with during 1915 
elect rical working for 
compared with £ 309.914 inthe previous year: 
expenses were £193,961, we against K 191,069 | 


` last, resulted in the 


the electrification, by 
lines ; this will enable 


these suburbs to go right down to Circular Quay 
the working of the undertaking of the Adelaide 


ended July 31st, 1916,- 
being 


the year ended July. 1916. was £322.759, as 


ractically the whole of 


the balance, the total amount paid into ainking fund to date bei 
£203,683, and i 07,5 £9,000 Third Party 
Accident reserve. The passengers carried ex 43 millions, 
4.700.000 car-miles being worked. Roughly, 2 units per car-mile 
were required for traction and car lighting. 


Belfast.— At the monthly meeting of the Corporation, 
the unsatisfactory state of the tramway 
track and to the number of half-empty cars which ran constantly 
to Glengormley. + was stated that the city surveyor was 
fairly well satisfied as to the state of the track generally : and the 
( o nmittee would conaider the Glengormley service. 


Blackpool.— The line between South Shore Station and 
the borough boundary at Squire's Gate, which is leased by 
the Corporation to the Blackpool, St. Annes, and Lytham Tram- 
ways Co.. will be taken over by the Corporation on July 26th next. 
when the lease expires. The company will have running powers : 
only after that date, though its cars will be still allowed to run 
to Central Station and Manchester Square. 
Mr. €. Furness, the tramway manager, has been authorised to 
commence the training of & number of women ав drivers, so as to 
ensure a satisfactory service when more cars аге required during 


the summer season. 
Castleford.—Fire.—A serious fire, which broke out at the 
depót of the Yorkshire (W.R.) Tramways Co., on Monday morning 
destruction of eight cars. besides more than 
The whole of the repair ghed was 


half of the roof of the ghed 
estimated at anything between 


also burnt out. The damage is у 
£10,000 to £15,000. Eight cars (which were got out practically 
undamaged) are abnormal conditions to keep 
open the service of cars for the section from Normanton through 


Castleford to Pontefract. The power station adjoining the shed, 
fortunately, escaped injury. 

Croydon.— ELECTRIC TOWER Wacox.—The Tramways 
Committee recommended that an Edison electric tower wagon be 
purchased, at a cost, including charging gear, of £921, the amount 
to be defrayed out of the reserve and renewals fund. The annual 
cost of running the wagon ig estimated at £21 : the recommendation 
was agreed to by the Council. 


Dublin.— The Chief Secretary 
that he cannot recommend the Government 
Dublin and Lucan Electric Railway owing 
tramway character. The railway carries an average yearly of 
491,000 passengers. and serves Chapelizod, Palmerston, and other 
districte along the Liffey Valley to within & mile or so of the 
famous Salmon Leap at Luxlip. Co. Kildare, and connects with 
the Dublin United Tramways service from O'Connell Bridge and 
Sackville Street. 

EastiHam.— HALFPENNY Fares.—Although 51:392 per 
cent. of the total il 


halfpenny fares. the income derived therefrom i 
cent. of the total. Under the circumstances, the Tramways Com- 


mittee has decided to abolish the issue of halfpenny tickets to 
adults. 

Haslingden.— The T.C. is to receive a report on the 
proposed increase by Accrington of the through fare to Haslingden : 
also, on a further proposal by that Corporation to increase the 
charge for electricity supplied in bulk to Haslingden. 


Northampton. REVISED FaRES.— The Tramways C'om- 
mittee has decided that all fares other than the ordinary penny 
ticket. the 4d. early morning ticket, and children's tickets be 
abolished. The increased revenue from this and a revision of the 
parcels rate is estimated at £2,000 per annum. 


for Ireland has intimated 
to take control of the 
to its being а line of & 


— 
TELEGRAPH and TELEPHONE NOTES. 


France.— The Colonial Minister i& having a wireless 
station installed at Guadeloupe.—Journal T elegraphique. 


Holland.—^ company has been formed at Amsterdam. 
by the great shipping companies, with the style Nederlandsche 
Telegraaf Maatschappij ` Radio-Holland,” for the installation and 
operation of wireless stations on board Dutch merchantmen. — 


Journal Télégraphique. 


. Reception of Cable Telegrams by Sound.— The U.S. 
Minister for War has announced that, 85 the result of numerous 
experiments, & method of receiving cable telegrams by sound has 


been developed, and appears capable of replacing the processes at 
The improvement consists essentially in the use 


of a “ticker and lampe of the “audion " type, like those used 
for the reception of wireless signals, in conjunction with an 
ordinary telephone receiver. . The feeble incoming current, w i 
is normally inaudible, is made intermittent by the ticker, 


amplified with the audion. It is stated that the sensitiveness of the 
apparatus is 60 great that 


less than yr of the voltage required 

actuate the siphon recorder suffices to give comfortable reception.— 
Journal Telégraphique. 
Telegram Rates.— The rates to Brazil. have been fixed 

at 48. 1d. —5s. 1d.. and to Morocco at 5d. a word, 


to 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— A DELAIDE.—March 28th. P.M.G.’s Depart- 
ment. Telephones, telephone parts. line and battery material, &c. 
Schedules 444 to 453. See " Official Notices ` February 2nd. 


Belfast.—March l4th. Electricity and Tramways Com- 
mittee. Six or twelve months supply of stores. including several 
electrical items, for the Electricity Department. See " Official 
Notices " Feb. 23rd. ` 


Burnley, — March 19th. Electrical goods, for the Board 
of Guardians. Mr. J. 5. Horn. Clerk. 


Canada.— March 2xth. Toronto Electrie Commissioners. 
Synchronous condensers, 5.000, 7.500 or 10,000 K.v.A. capacity. 
See “ Official Notices " February 9th. 


Glasgow.—April Sth. Corporation. "Turbo-alternators 
(15,000 KW.), transformers, and condensing plant for the new 
generating station at Dalmarnock. Particulars from Mr. W. W. 
Lackie, Chief Engineer and Manager, 75, Waterloo Street, Glaszow. 


London.—^r. Panxcras.—April 12th. B.C. Are lamp 
carbons. See “Offcial Notices ` to-day. 


Londonderry.— March 17th. Corporation. Engine-room 
stores, carbons. electricity meters, cables, &c., for the Electricity 
Department. Town Clerk. 


Macclesfield.—March 14th. Cheshire County Asylum. 
Electrical goods for one year. Mr. W. G. F. Tingay, Clerk to the 
Asylum, Parkside. 

March 11th. Corporation. Nine 40-H.P., three-phase, slip-ring 
motors. See “Official Notices " February 23rd. 


Merthyr Tydfil.—March 13th. Electrical accessories for 
віх months, for the B. of G. Mr. Е. Т. James, Clerk, 134, High 
Street. 


Redditch.—March ath. 500. tons of D.N. nuts per 
month for six or twelve months. Mr. R. N. Mayne. Engineer and 
Manager, Electricity Works. 


Rhondda.— March 21st. С.р. Twelve months! supply 


of -house-service meters. See " Official Notices © March 2nd. 


Salford.— Uniforms for Tramway Department. General 
Manager, Tramway Offices, 32, Blackfriars Street. 


Stockton-on-Tees.— March 12th. Stores for the T.C. 
Electricity Department. See “ Official Notices ` February 23rd. 


CLOSED. 


Australia.— P.M.G.’s Department, Queensland :— 
7,250 dry cells, £1,284.—Deamond Engincering & Trading Pty., Ltd. 
Commonwealth Department of Works and Railways :— 
14 p.c. motors, control equipment, and spares, for Port Augusta, £1,603.— 
Electric Construction Co., Ltd. 
7 electric capstans nnd spares, for power house, Darwin, £3,060,—Gibson, 
Battle & Co., Ltd. 
Victorian Public Works Department :- - 
Mechanical stoker at Kew Hospital, £139.—-J. O'Grady. — Tenders, 


Derby.—The T.C. Electricity Committee has accepted 
the following tenders :—- . 
E. Morley & Sons.—Power station extensions, £12,150. 
J. A. Aiton, Ltd.—Steam piping, £121. 
Be poe purchase of 1,000-H.p. Ferranti plant at the power station, 
1,050. 


. Derby Coal Co., Ltd. ; Mr. T. Walker; G. J. Parr & Sons; and Brookhouse, 
Johnson, Ltd.—Coal. 


London.—MARYLEBONE.—D.C. Accepted teuder :— 


Pritchett & Gold.— Maintenance of the storage batteries at Aybrook Street 
and Rathbone Place sub-stations, £88. 


Manchester.—The Tramways Committee has accepted a 
large number of tenders for accessories. parts. trolley poles, lamps 
and other lighting material, insulating material, carbon brushes, 
cables and wires, oils, and other requirements for the undertaking. 


Nuneaton.—Corporation Electricity Committee :— 
G. & J. Weir & Co.—-Steam-driven feed pump, £110. 
Griff Colliery Co.—1,000 tons of nutty slack, 12s. 2d. per ton at the pit. 


Salford.— Tramways Committee. Accepted tenders for 
stores include the following :— 


Car aceccsaorics (electrical).—British Westinchonse Co., £313; Manchester 
Armature Repairing Со., £838; L. Andrew & Co. £244; Western 
Electric Co., £125; Ward & Goldstone, £95; B.L. & Helsby Cables, £72; 
und other firras for smaller amounts. 

Car neeessories. (rnechanical).—'Favdem Smelting Co., £312; British 
Westinghouse Co., £2,520; Hadtields, Ltd., £1,344; National Rail and 
Tramway Appliances Со., Lid., £065; Brown, Bayley's Steel Works, 
£1,283; G. W. Allsop, £920; Anti-Attrition Metal Co., £134; and other 
firins for smuller amounts. 

Special car accessories. British Weztinghonse Co., £158, 

Lars, fryz, &c.—B.I, & Helsby Cables, £115; Britannia Lamp & Acces- 


FORTHCOMING EVENTS. 


Physical Society of London.—Friday, March 9th. At 5 p.m. At the 
Iinperial College of Science, South Kensington, S.W. Ordinary meeting. 

Junior Institution of Engineers.—Friday, March 9th. At 8 p.m. 

30, Victoria Street, S.W. Lecture on “ X-ray History," electrically illus- 
trated, by Mr. €. Major. 

Friday, March 16th. At 8 p.m. Paper on * Munition Work Abroad,” 
by Mr. C. P. Barber. 

Salford Technical and Engineering Association.—Saturday, March 10th. 
АТ p.m. At the Royal Technical Institute, Peel Park. Paper on ‘‘Our 
Aerial Ocean," by Mr. J. Bacon. 

Chief Technical Assistants’ Association.—Saturday, March 10th. At3 p.m. 
At the Tavistock Hotel, Covent Garden, W.C. Paper on *'* The Treatment 
of Water and the Removal of Scale,” by Mr. J. Н. Parker. Annual general 
meeting. 

Institution of Civil Engineers.— Monday, March 12th. At 5.30 p.m. At 
Great George Strect, Westminster, SW. Lecture on ‘Foreign Trade and 
its relation to the Investinent of Capital Abroad," by Mr. E. Crammond. 

Institution of Electrical Engineers (Manchester Local Section).— 
‘Tuesday, March Mth, At 7 pan. At the Engineers’ Club, 17, Albert 
Square. Paper on " Voltage Regulation of Rotary Converters," by Mr. 
G. A. Juhlin. | 

(Newcastle Local Section).— Monday, March 12th. At 6.45 p.m. At 
the Mining Institute. Paper on “The Principles involved in Computing 
the Depreciation of Plant," by Mr. F. Gill and Mr. W. W. Cook. 

Belfast Association of Engineers. - Thursday, March 15th. At 7.45 p.m. 
At the Municipal Technical Institute, College Square. Paper on " An 
Anticipating Governor for Marine Engines," by Mr. A. Kerr. 

Institution of Mechanical Engineers.—Friday, March 16th. At 6 p.m. At 
the Institution of Civil Engineers, Great George Street, S.W. Papers on 
“Heat Treatment of Large Forgings," by Sir Win. Beardinore, Bart. ; and 
“ Heat Treatment of Steel Forgings," by Mr. H. Hashdown. 

Electro-Harmonic Society.—Friday, March 16th. At 8 p.n. At the Holborn 
Restaurant, W.C. Sinoking concert. 

Association of Mining Electrical Engineers. --5aturday, March 17th. At 
1.30 рап. At tlie Royal Technical College, Glasgow. Paper on *'' Main- 
tenance of Underground Plant," by Mr. M. Baird, jun. 


NOTES. 


Linking-up Electricity Works.— An important Conference 
of electric lizhting authorities in Lancashire and Cheshire was held 
in the Manchester Town Hall. on Friday last, when the Lord Mayor, 
Ald. Sincthurst. presided over a representative attendance. Mr. 
G. H. Roberts, M.P.. Parliamentary Secretary to the Board of Trade, 
and other officials of the Board were present. Forty-two under- 
takings were represented. 

Mr. Roberts said that a cheap and ample supply of electricity 
was absolutely essential to national development, and in May last a 
circular letter was sent tothe various electric lighting undertakings 
throughout the country, pointing out the need for the strictest 
economy in view of the shortage of coal. The Board of Trade held 
a high opinion of the report, containing a scheme for the linking 
tovether of supply works. which had been issued by the Lancashire 
awl Cheshire authorities, and they considered that it contained 
valuable suggestions. Electricity was playing а very great part 
in the development of our industries, and the Board of Trade 
realised the new importance of the problems to be considered. 
They believed that the policy pursued in the past had not been the. 
right one, and the Board were prepared to give sympathetic con- 
sideration to the matter for which the Conference had been called. 
The nation had been caught unprepared for war, added Mr. Roberts, 
and it was for us to see that we were not caught unprepared for 
the problems which would contront us when the war was over. 

Mr. S. L. Pearce, engineer to the Manchester Corporation elec- 
tricity undertaking and chairman of the Interconnection Com- 
mittee, said the scheme, as at present outlined, was in skeleton 
form, but he did not consider that the clothing of it would raise 
any insuperable difliculties. If the proposals for interconnection 
were carried through, there would be an annual saving of £82,000 
in coal. i | 

The Manchester Electricity Committee had considered the 
scheme, and had given it their unqualified approval, said Mr. 
Davnall, the chairman; and Mr. L. C. Evans. town clerk of 
Saltord. said they were prepared to join hands with other 
authorities in the matter. Several other local authorities also 
announced their support, and Councillor Russell Taylor, chairman 
of the Liverpool Corporation Committee. said the war had demon- 
strated the enormous amount of waste that had taken place, 

Mr. Roberts said the next step would rest with the Interconnec- 
tion Committee. They would have to work out details of the 
scheme, and then submit them to the Board of Trade. They all 
wanted the most economical form of production, he said, and 
unless they could secure that within the next few years. Great 
Britain would be deposed from her great position of commercial 
eminence. Electricity provided one of the greatest possibilitiess 
for the development of national industries, and the Board of Trade 
recognised its importance. 

Whilst going to press we have received the official report of the 
proceedings, of which further particulars will appear in our 
next Issue, 

At a meeting of Torquay Town Council on Tuesday. the electrical 
engineer and manager reported attending a preliminary meeting of 
representutives from all interested concerns, held at Plymouth, to 
consider the linking-up of electricity supply works in Devon апе 
Cornwall. The counties were divided into four areas. The general 
opinion was that the ontlay conid not be borne by the works them > 
selves; the scheme must be State-aided. It was decided to ra 
thorouchiy into the matter and prepare a scheme with all necessary 
details. Torquay, Excter, Plymouth, and Cornwall representative gg 
are to coilect all statistics in their respective areas and report proj 
gress to Mr. E. Ө. О Kell, of Plymouth, chairman of the Committe. 
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Electrical Incubation of Eggs.—A recent article in the 
Journal of Electricity gives some particulars relating to the use of 
electrical incubators in Western America. The superiority of elec- 
tricity for heating is said to be quite obvious to anybody familiar 
with the poultry business, and a vast field of enterprise is being 
opened up for manufacturers and electric suppliers in the areas 
concerned. In one small Californian town about 10,000,000 
chickens are artificially hatched each year, and the hatching and 
brooding of these chicks by electricity would require about 
3,000,000 KW.-hours per annum. A single-deck incubator is pro- 
vided with an average of 75 watts heating capacity per 100 eggs ; 
the average energy consumption is given as about 10 KW.-hours per 
100 chicks hatched out, and such incubators are built for from 30 
to 1,200 eggs. The incubators are doubled-walled, heat-insulated, 
and provided with wood or metal trays about 4 in. from the bottom. 
The heating elements are usually at the top, but in double-deck 
constructions may be top and bottom. 

The single-decker is claimed to give more uniform heating. but 
the double-decker requires less energy per egg. The space below 
the tray forms the nursery for the newly-hatched chicken, into 
which the latter drop when they break through the shell, and it is 
maintained at about 95° F. The thermometers have to be high- 
grade instruments, as a slight error may considerably influence the 
success of the hatch. The thermostats used are very sensitive, and 
will maintain the temperature to 1? or $°. 

In operation, the eggs are placed on the trays at an angle of 
about 45°, small ends down ; the temperature is gradually raised to 
102" F., and maintained so for four to six days, when a test for 
fertility is made by holding the trays of eggs up to thelight. A 
similar test is made about the l4th day. After the first test the 
temperature is raised to 103* F., and continued until the hatch is 
off. After 72 hours the eggs are cooled daily, by removing the 
trays for from half to two hours, down to human body temperature, 
and are turned to a different angle. By the 18th day the air cell 
in the large end should be dried down to about 30 per cent. of the 
total volume of the shell; ventilation will hasten drying or the 
introduction of moisture delay it. After the lsth day the incu- 
bator is closed until the chicks emerge and fall below the tray, 
where they are left for 24 hours before removal to the brooders. 
The electric incubator has many obvious advantages over one 
de pending on combustion, and turns out more vigorous broods and 
a higher percentage of chicks than other types. At ld. per unit 
its approximate cost for energy is stated to be equal to oil at 10d. 
per gallon, but its greater efficiency in use offsets any slight extra 
cost for heat. 


Under-Water Coal Storage.—^ recent issue of the 
Electrical World described the concrete basin constructed by the 
Duquesne Light Co., of Pittsburg, in which 100,000 tons of coal 
will be stored under water. The basin is 791 ft. long, 25'5 ft. deep, 
and 153 ft. wide, and is made of 10 ft. x 50 ft. reinforced concrete 
slabs, laid so as to permit of expansion and contraction— the 
expansion joints being made waterproof with pitch and tar paper, 
and suported on concrete strips 4 ft. wide and 12 in. thick. Water 
is pumped in through а 14-іп. pipe leading to four 12-in. outlet 
pipes at different points. which discharge at 6 ft. below the top of 
the tank. Four 18-in. pipes running from the bottom of the tank 
discharge the tank water to the adjoining river, and travelling 
oranes spanning the tank will handle the coal. 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 
Marck 12th.—Technical for Platoon No. 9, at Regency Street. Squad and 
Platoon Drill, Platoon No. 10. Signalling Class. Recruits’ Drill, 6.30—8. 


March 14th.—Instructional Class, 6 15. Platoon Drill, Platoon No. 2 
Marck 15th.—Platoon Drill, Platoon Nos. б and 6. Ambulance Class by 


M.O., 6.30. 

March 16thr—Technical for Platoon No. 10, Regency Street. Squad and 
Platoon Drill, No 9. Signalling Class. Recruits’ Drill, 6.25 —8.25. 

March 17th.—Commandant’s Parade, 2.45, Uniform, for Route March. Bugles 


and Drums to attend. . 
March 18th.—Special work at Bombing School. Parade Clapham Junction 


Station (City & S.L. Tube Ry.), 9.45 a.m. 
(By order), MACLEOD YEARSLE Y, Adjutant. 


Registering Electrical Contractors in Mysore.—Some 
further particulars concerning the prompt steps taken by the 
Mysore Durbar to control the uses of their electric current in Ban- 
galore and Mysore show that it is the intention of the Electricity 
Department in future to refuse to supply current to any lighting 
or power installation in those cities and in the civil and military 
station of Bangalore, unless such installations have been carried 
out by a licensed contractor. Public advertisements will shortly 
appear on the subject. Contractors who are not subjects of H.H. 
the Maharajah, will, therefore, be separately licensed for the 
station, and the names are given of the following contractor firms 
to whom it is intended to issue licences :— In Bangalore Station, 
the Anglo-American Electrical Stores, Campbell & Sons; in the 
city, G. L. Narnappa and the Empire Stores: and in Mysore City, 
Gajaraja Moo«leliar. The fee to be paid upon securing licences is 
Re. 1, the object being not to secure revenue therefrom, but to make 
certain that electrical contractors have sufficient technical qualifi- 
cations and financial resources to ensure that their work will be 
satisfactory, and, as far as possible, to prevent defective installa- 
tions and personal injury. The draft licence recites that it ia 
issued upon the understanding that the holder agrees to conform 
to the rules already in force and those which may hereafter be pro- 
mulgated for regulating the supply of power for heating, lighting, 
and industrial purposes, and that it will be liable to be cancelled 
at the option of the chief electrical engineer for bad work or the 
violation of any of the rules.—Indian'Lngincering. 


The Cost of Coal in U.S.A.—Discussing this subject at 
the American Mining Congress, Messrs. G. O. Smith and C. E. 
Lesher, of the U.S. Geological Survey, suggested that in the whole 
field of productive business, the coal industry seems to be the one 
most likely to he threatened with Government operation. Royalties 
add considerably to the cost of coal; in a recent lease by a large 
coalowner, a payment of 27 per cent. of the selling price is 
demanded. The average rate of royalty on anthracite is from 12 
to 14 per cent. of the selling value at the mine; the minimum 
rate (about 10 per cent.) is found in some old leases, and the 
maximum (20 to 27 per cent.) in leases made during the last five 
years. The tendency is still upward. On one large estate, the gross 
return is over 2s. a ton ; the value of anthracite lands, which in 
1870 was £100 an acre, is now about £600 an acre. Large areas 
of land bearing bituminous coal, but without railway facilities, 
can be purchased at low prices, and the average royalty on 
bituminous coal is about 4 per cent. of the selling value at the 
mine, though in exceptional cases, where the coal is of special 
quality or favourably situated, royalties are much higher. The 
authors appear to regard with favour the principle of State 
control, not only of mining costs and transportation, but also of 
the prices charged by coal owners, in the shape of royalties.— 
Klectricul Review and Western Electrician. 


The Training of Disabled Men as Sub-Station 
Attendants.— The Queen visited on February 21st the classes in 
progress at the Northampton Polytechnic Institute, Clerkenwell, 
E.C., for giving a preliminary training to disabled sailors and 
soldiers as electricity sub-station attendants. Her Majesty was 
received by Mr. L. B. Sebastian and Dr. R. M. Walmsley, respec- 
tively chairman and principal of the Institute, with whom, among 
others, were Mr. С. Н. Wordingham (vice-president I.E.E.) and Mr. 
Р. F. Rowell (secretary ГЕ.Е.), representing the Institution of 
Electrical Engineers (in the unavoidable absence of the president, 


Mr. C. P. Sparks), Mr. F. M. Denton and Mr. S. D. Chalmers (heads 


of the Electrical Engineering and Optical Departments), and Mr. 
G. R. Buckley and Miss Collin (honorary secretaries of the Disabled 
Soldiers’ Aid Committee). During the course of a prolonged in- 
spection of the men, while under actual instruction in the power 
house of the Institute, Her Majesty showed the greatest interest 
in the work that was being done, and made personal inquiries from 
each man as to his disablement and the progress he was making in 
his training. Her Majesty also inspected the optical workshops of 
the Institute. 


Electroculture at Hereford.—The Development Com- 
missioners have, with the sanction of the Treasury. decided to 
undertake electrocultural experiments on a practical scale at Here- 
ford. For this purpose some 50 acres are to be provided with suit- 
able equipment, at the Huntington Court Farm. The work will be 
supervised by Prof. Blackman (of the Imperial College of Science 
and Technology) and Mr. Ingvar Jorgensen (who recently contri- 
buted an article on this subject to our pagea): Mr. W. Duddell 
(Government Board of Inventions, &c.) will advise on electrical 
matters, and Mr. W. T. Kerr, the city electrical engineer of Here- 
ford, is also giving practical assistance, the subject being one to 
which he has personally given much attention, as also to the 


general use of electricity in farming. 


Official List of Vehicle-Charging Stations.—The Elec- 
tric Vehicle Committee has issued an official list of charging 
stations, at which batteries of electrical vehicles can be charged. 
This contains, roughly, 180 names of places, together with a variety 
of other information in regard to charging. facilities. tariffs, &c. 
The list is being published in full in the forthcoming second edi- 
tion of the " Commercial Motor Users' Association Handbook of 
Approved Depóts"; it will also be published as a supplement to 
the June issue of Zhe Electric Vehicle. 


Fatality.—4At the inquest into the death of a man killed 
at the Derby Corporation Electricity Works through scalding due 
to explosion of a boiler tube, Mr. T. P. Wilmshurst, the engineer, 
said that this was the first fatality at the works in the 24 years of 
its existence. The boiler in question was installed in September, 
1914, and had been tested periodically by the insurance company, 
whose report of October, 1916. contained no reference to defects. 
The representative of the makers said that the tube which burst 
had probably been overheated, but a flange pipe engineer who also 
gave evidence did not think so. He said that the tube generally 
was ‘175 in. thick, but at the point of fracture it was only 7125 in., 
which was too thin for the pressure. He thought it very un- 
likely that the fault would have been discovered by any examina- 
tion or test. Verdict, “ Accidental death." 


The Electro-Harmonic Society. — The last smoking 
concert of the season will be held at the Holborn Restaurant, in 
the Venetian Chamber, on Friday, March l6th. commencing at 
8 p.m. Mr. A. M. Sillar will be in the chair. Programme :-- Mr. 
Gwylim Wigley, tenor: Mr. S. H. Beebe, baritone ; Mr. Robert 
Howe, bass-baritone; Mr. Will Edwards, humorist : Mr. Walter 
Montague and Mr. Ben Osborne, humorous sketches : Mr. Selwyn 
Driver, entertainer at the piano; Mr. Bernard Flanders, A.R.A.M., 
pianoforte solo and accompanist. 


New Zealand.—A Christchurch agent, having consider- 
able relations with the leading engineering firms in New Zealand, . 
wants to get into touch with British manufacturers of electrical 
goods and general engineering supplies. Particulars can be 
obtained from the Вата of Trade Department of Commercia 1 
Inteligenee. Reference number 111 | 
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Automatic Train Control.—^ system of automatic con- 
trol of trains, by which the brakes are applied when an engine-driver 
passes а signal at danger. is strongly advocated by two Board of 
Trade Inspectors, Colonel Pringle and Lieut.-Colonel Druitt, in 
their reports on collisions which oceurred on December 19th near 
Kirtlebridve, on the Caledonian Railway. and at Wigan. on the 
London and North-Western Railway. In both cases snow was 
talling.— The Timex, 


German Professors in England.—The Morning Pos! 
states that on Tuesday the Birmingham City Council decided to 
withhold the annual grant of £13.000 to Birmingham University 
until the latter had decided not to retain the services of any 
pre-war unnaturalised German professor on its salaried staff. The 
mover urged that German professors were largely responsible for 
the policy of blood and iron. It was stated that the professor to 
whom the resolution related had been in this country for 20 years. 
hut only became naturalised in September, 1914. An amendment 
hy the Lord Mayor to reduce the grant by the amount of the 
professors salary was rejected. 


Tungsten from Cornwall.—Wolfram, the ore from which 
tungsten is derived. is being mined in Cornwall, near Tavistock. 
where it is found in conjunction with tin оге (cassiterite). 
Formerly the wolfram was carefully picked out by hand and 
rejected, whereas nowadays it ів the miner's main quest, and the 
old wolfram dumps have proved rich sources of tungsten. 
According to a correspondent of the Timex. à stamp mill on the 
river Tamar is being reorganised. and part of it is at work. the 
motive power being electrical. Magnetic separators are employed 
to separate the wolfram from the cassiterite, the former being 
slightly magnetic. 


Summer Time.— The Committee appointed by the Home 
Secretary to inquire into the results of the Summer Tite Act, 1916, 
has recommended its renewal " in 1917 and in subsequent years." 
and that it shall operate from the second Sunday in April to the 
third Sunday in September. the variation from normal time being 
one hour. Inquiries made by the Committee show that the moral 
and physical effects of the Act last year were good. and the opinion 
is expressed that nearly the whole trouble of those who found it 
irksome to get up in the early mornings last summer was their 
failure to то to bed at the same hour by the clock as at other times 
of the year. The great bulk of the working classes were favour- 
able to summer time. The opinion of the very large majority was 
that the children benefited by summer time, though in certain 
districts children did lose sleep. 

The opinions of agriculturists regarding the working of the Act 
were extremely conflicting, but the advantage of having an extra 
evening hour for carrying crops out weighed any inconvenience. 

On many farms and in some entire distriets-—so far as the agri- 
cultural community was concerned -the Act was not observed at. 
all. Farmers and others refused to alter theirclocks. Therefore, 
in the same neighbourhood old time was observed on farms and 
summer time in schools, post offices, railway stations. and similar 
places. This caused confusion and friction. However. a very 
large majority of farmers are in favour of the renewal of the Act. 

Artificial light had to be used in Lancashire weaving sheds in the 
early mornings during the second half of September. and the light 
raised the temperature in the sheds to such a degree that operatives 
refused to work in them. September of last year happened to be a 
cool month: ina warm September the difficulty would be increased. 
This difficulty would appear to be met by the recommendation that 
the date for reversion to normal time should be earlier than that 
adopted last year. 

The Stock Exchange Committee drew the Committee's attention 
to a difficulty which in normal times might cause considerable 
inconvenience. Before the war, the last hour during which the 
London Exchange was open (3—4 p.m.) overlapped the first hour 
(10—11 a.m.) of the New York session, and during this hour in 
normal times avast amount of business was done. and was often 
continued in the street after the London Exchange had closed. At 
the present time, the London Exchange closes at 3 p.m., but after 
the war, when normal conditions are restored. the importance of 
coincident periods in the two sessions may possibly be still greater 
than in former times. The Committee believes that this difficulty 
is capable of adjustment between the London and New York 
Exchanges without serious inconvenience to members and clerks. 

With regard to the current daily work of the Meteorological 
Office, the director, Sir Napier Shaw, reported that the incon- 
veniences were, as far as possible. overcome. A great deal of con- 
fusion arose with the observers, and the continuity of many series 
of observations had been interrupted. " My impression is," says 
Sir Napier Shaw. "that there is now no possibility of placing 
beyond dispute the exact time of any event, except those dealt 
with by telegraph, which occurred between May 21st and 
September 30th." 

Taking: the evidence asa whole, the Committee says that the 
vast preponderance of opinion throughout Great Britain is 
enthusiastically in favour of summer time, and of its renewal as a 
permanent institution. Further, the Committee believes that what 
opposition still remains will completely disappear in a few years. 


American Electric Vehicle Trial.— The new model of an 
cleetric passenger vehicle. manufactured in Detroit. in a recent run 
from New York City to New Haven. Conn. made а highly com- 
mendable record, The Electric Vehicle Section, N.E.L.A.. has been 


advised that three passengers were carried, and the distance of 
882 miles from Columbus Circle, New York City. to the Hotel 
Taft, New Haven, Conn., over an extremely hilly, although smoothly 
constructed road. was accomplished in 3 hours and 45 minutes, 
including all stops. traffic delays, and reduction of speed through 
thickly populated centres, and on a single charge of the battery. 
While an average speed of 234 miles per hour over a distance of 
882 miles may not arouse the interest of the speed fiend, yet 
when it is remembered that this is kept up over average roads, 
the speed is about as great as can be maintained by either a petrol 
or electric car with comfort to the riders, and with safety to 
pedest rians. 

This new model is furnished with a control system which pro- 
vide: for the safety of the driver and other occupants. It consists 
of an automatice device which. by the pressure of the foot on a 
pedal. even though the car is travelling at full speed, instantly cuts 
off the current and applies both brakes. regardless of the position 
of the control lever. It is impossible to start the car again until 
the control lever has been returned to the neutral position. 

This run is an evidence of the " electric's " ability to make an 
average long run, covering the ground at a comfortable speed, with 
the fear of possible breakdowns practically eliminated. A series 
of runs have recently demonstrated the fact that an electric auto- 
mobile can be very satisfactorily used for interurban travel. These 
runs averaged distances of about 90 miles per trip. and were con- 
ducted with absolutely no trouble of any sort. One of the longer 
runs was from Chicago to Milwaukee, a distance of 101 miles. 


Prohibited Exports.— The Supplement to the Board of 
Trade Journal of March 8th contains complete lists of articles which, 
according to the latest information received by the Board of Trade, 
are prohibited to be exported from Norway, Portugal. Russia, 
Spain, Sweden, and Switzerland. The Supplement also contains 
the United Kingdom Contraband List in its present form. 


Institution and Lecture Notes.—nstitution of Elec- 
trical Engineers.— The members of the DUBLIN LOCAL SECTION 
recently attended a pas furnace and industrial heating exhibition. 
organised by the Alliance and Dublin Gas Co.. and listened to an 
address on “ Industrial Heating," by Mr. H. F. Cotton, the com- 
pany's distribution engineer. 

The Society of Engineers (Inc.).--Since reinforced concrete 
was introduced into this country, it has been customary to employ 
plain round mild steel bars. but Mr. A. W. C. Shelf. in a paper on 
" High Tensile cersus Mild Steel for Reinforced Concrete," read 
before the Society on Monday last, endeavours to prove that greater 
efficiency and economy is obtained by physically developing mild 
steel bars, for the purpose of taking out. the first yield in the steel. 
which is useless, and has a detrimental effect in concrete. When 
this first yield or stretch is taken out. a higher yield point is 
obtained without any injury to the steel, so that it is safer to 
employ a stress of 20,000 lb. persq. in. (which results in a saving 
of 20 per cent. in the weight of steel required) than it was to 
employ & stress of 16,000 lb. per sq. in. before the steel was 
physically developed. ` 

Junior Institution of Engineers.—A lecturette was given by 
Mr. С. G. D. Burdett on February 23rd, entitled '" Random Notes 
on Structural Design." The author dealt with such details as 
uniform pressure upon footings. the load over lintels, roof trusses. 
bridge girders, &c. The question of wind pressure was also 
discussed. 


The Employment Exchanges.— The Minister of Labour 


‘has appointed a Committee to advise and assist the Employment 


Department of the Ministry upon matters affecting workmen in 
the building trades in connection with the working of employ- 
ment exchanges. Mr.J. Kinniburgh is to represent the electricians. 

It is proposed, in due course. to take steps with a view to form- 
ing a corresponding Committee of employers’ representatives in the 
building trades. 


Bankruptcy Proceedings.—Canadian interests in electric 
lighting and power and in pulp and paper mills were the principal 
features in the estate of Mr. A. B. Craig. woollen merchant. 
trading at 8, Well Street, Cripplegate, EC., under the style of 
John Craig & Sons. The debtor failed in the London Bankruptcy 
Court in November, 1915, and on the 7th inst. he applied to Mr. 
Registrar Hope for an order of discharge. In the opinion of the 
Official Receiver. the debtor's estimate of the realisable value of his 
Canadian interests was excessive and unwarranted ; they were very 
involved, and nothing could be done towards their realisation until 
after the war. Up to the present time the trustee had only 
received £1,082 in respect of the assets. Тһе hearing was 
adjourned. 

CHARLES BENJAMIN OGILVIE, electrical engineer. 43, Dudley 
Road. Whalley Range.—The adjourned public examination of this 
debtor was held on March 6th at Salford, when the debtor attri- 
buted his failure to lack of capital and the non-success of a part- 
nership business. The deficiency in the matter was just over £140. 
After his apprenticeship he started for himself on a small scale as 
an electrical and mechanical engineer at Dudley Road. He had 
no capital, but managed to make a living until he was joined by 
three friends, with a view to undertaking work for the Govern- 
ment. А smal] sum was subscribed and certain orders were executed. 
but owing to lack of capital the partnership was not a success. 
though there were no outstanding liabilities in respect of it, The 
examination was concluded, | 
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Centrat Station and Tramway Officials.—The Halifax 
Tramways and Electricity Committee has resolved to increase 
the salaries of the electrical engineer (from £700 to £800), 
the traffic manager (£400 to £425), and the tramway engl- 
neers (£300 to £325). 

The „О.С. on Tuesday approved the appointment of Mr. 
J. K. Bruce, deputy chief officer of the tramways, äs tratlic 
inanager under the new scheme. 

The wages of the shift engineers of the Batley electricity 


department have been increased to £9 Ys. per week of 56 
hours. | 
Increases of salary have been granted by the Dewsbury 


Council to Mr. R. H. CaMPION, electrical engineer, from £400 
to £425, and to the assistant engineer, Mr. R. W. GRUBB, 
from £200 to £950 per annum. | | 

Consequent on Mr. W. J. Carter, chief assistant engineer 
(Batley electricity department), having resigned, Mr. PERCY 
MARSH MAXWELL, shift engineer, Was appointed mains super- 
intendent at a salary of £130 per annuum: and Mr. ALBERT 
Russurxe, shift engineer, was appointed station superinten- 
dent, at £125 per annum. 

The Manchester Corporation Electricity Committee has re- 
commended that the salaries of the undermentioned officials 
be advanced :— 

: . Lamb, resident engineer at Stuart Street 
first year £500, second year £550, third year £600. 

Mr. F. 1. Guildford, chief works clerk, Dickinson Street, at £200, to be 
appointed engineer's secretary, at £200. 

Mr. F. A. Fothergill, foreman fitter, Stuart Street, at £200, to be appointed 
mechanical engineer at £250. 

Mr. T. Baxendale, assistant 
Street, from £300 to 2350. 

. J. R Davidson, boiler-house engineer, Stuart Street, frum £225. to 


generating station, 


resident and constructional engineer, Stuart 


Mr. H. W. Smyth, engineer-in-charge, Stuart Street, from £225 to. £245. 
Mr. W. H. Simpson, engineer-in-charge, Stuart Street, from £220 to £240. 
Mr. W. H. Woods, engincer-in-charge, Stuart Street, from £220 to £240. 

Mr. A. L. Lunn, engineer-in-charge. Stuart Street, from £200 to £240. 

Mr. J. G. Thomsen, boiler superintendent, Stuart Street, from £200 to 2225. 

Mr. W. Baxter, foreman of electrical repairs, Stuart Street, from £175 
to £200. 

Mr. J. Grey. clerk of the works, Stuart Street, from £163 16s. to £175. 

Mr. W. Dundas, resident engineer, Dickinson Street and Bloom Street 
stations, from £325 to £315. 

Mr. A. Williams, Mr. A. E. Hinde, Mr. F. P. Seager, and Mr. J. A. Vice, 
engineers-in charge, from £200 
to £220. 

Mr. J. А. К. Hilton, relief envincer-in-charge, Dickinson Street and Bloom 
Street stations, from £156 to £175. 

Mr. T. H. Wray, toreman fitter, Dickinson Street and Bloom Street sta- 
tions, from £190 to £200. 

Mi. H. W. Sanders, chief draughtsman, Dickinson Street, from. £260 to 
£275. 

Mr. W- Kidd, assistant constructional engineer, Dickinson Street, from £200 
to £225. . 

Mr. A. Lee. senior draughtsman, Dickinson Street, from £163 16s. to £185. 

Mr. R. F. Paiton, technical assistant enpineer, Dickinson Strect, from £163 
165. то £175. 

Mr. J. Clark, assistant mains engineer (low-tension), from £275 to £300. 

Mr. H. Hawkins, assistant mains engineer (high-tension), from £275 to £300. 

Mr. Р. T. Fowler, fault assistant engineer, from £210 to. £230. 

Mr. A. J. Lovell, district assistant engineer, from £200 to £220. 

Mr. E. Bolton, sub-stations engineer, from £200 to £225. 

Mr. W. H. Hanstock and Mr. WwW. Hutchinson, sub-stations superintendents, 
from £175 to £200. 

Mr. R. Swetrenham and Mr. J. H. Whiteley, sub-stations inspectors, froin 
16s, to £175. 
vr. H. A. Ratcliff, general superintendent of 
scientific de artment, from £350 to. £400 


. 


Dickinson Street and Bloom Street stations, 


testing, standardising and 


Mr. O. owarih, senior assistant in testing, &c., department, from £163 
16s. to £185. . : 
Mr. G Fry. superintendent, motor section, from £163 16s, to £185. 


Mr. Jy A. Cookson, mains surveyor, from £420 to £450. 
Mr. €. Н. Rayner, assistant mains SUTVCNOT, from. £205 to £225. 


Mr. L. H. Marlor, installation inspector. from £245 to £270. 
Mr. G. A. Proctor, technical assistant. to mains surveyor, from £163 18s. 
to £180. 


The Islington Lighting Committee recommends that the 
salary of Mr. ^. t. MACALISTER, deputy electrical engineer. 
be advanced from £350 to £400; and that the salary о Mr. 
C. S. A. MUNRO, constructional and repairs engineer, be in- 
creased from £5 9g. to £4 per week. 

The Islington i е. 
sidered а petition by sx members of the electricity works 


technical engineering staff, pointing out that, as single men, 
in the war bonus 


B.C. Special Salaries Committee has con- 


they are excluded from participating | 
scheme, notwithstanding that during the war their duties 
have increased nearly two-fold, mainly owing to the 10- 


creased station cutput, and they are not in receipt of any 


pay for overtime or extra duties. The officers concerned had 
applied for permission to join the Forces, but they had been 
that they were best serving the national interests 
by remaining im íheir present positions. The Committee 13 


satished that the men are engaged on very important work, 
it has decided that the war bonus scheme should be 


applied in their case. 
Pir. F. E. A. REA engineer-in-charge at the Rawtenstall 


electricity works, was presented with a case of cutlery by the 
staff on the occasion of his marriage. 

General.— Conn. Ricnarp Нот has been appointed chair- 
man of Blackpool Electricity Committee, 1n succession to the 


КЕ 7 Brodie. 
йат a d Gowen, А.МІЕ.Е., late of Stoke-on-Trent 


r. I. i ! : 
Borough electricity department, and formerly chief aesistant 
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engineer to the Rangoon Tramways & Supply Co., has been 
appointed chief engineer to Messrs. Portals. 

Roll of Honour.—Private J. Kexyox, Loyal North Lanca- 
shire Regiment, who has been killed in Mesopotamia, age 
91, was employed by Messrs. Dick, Kerr & Co., Ltd., at 
Preston. 

Private J. F. Neat, Royal Marine Light Infantry, who was 
with Messrs. Johnson х Phillips, Ltd., of Charlton, has died 
of wounds. 

Private J. DUNN, Machine Gun Corps, who was for five 
years on the stall. of Messrs. Willans & Robinson, Rugby, has 


died in hospital after having his leg amputated. 


Private L. J. HOPKINS, who was at Rugby with the British 


Thomson-Houston Co., Itd., has fallen in action. 
Lieutenant. W. R. Camsre, R.F.C., who has been killed 
whilst уши, was on the test department staff of the B.T.H. 
Co., Ltd., at Rugby. 

Sergeant J. E. WVOLSTENCROFT, King’s Own Yorkshire Light 
Infantry, formerly on the Hull Corporation tramway staff, 
has been recommended. for в commission, and is now in the 
Officers’ Training Corps. 

Obituary.—Mn. JAMES FonnEsT.— We regret to record the 
death, which oceurred on. Friday last, at the aye of 91 years, 
of Mr. James Forrest, the honorary secretary of the Institu- 
tion of. Civil Engineers. with which he had been connectet 
for 75 years, anc to the interests of which he had un- 
reservedly devoted by far the greater part of his life. Mr. 
Forrest, who was & Londoner by birth, received his engi- 
neering training under Messrs. E. & J. Manby. to whom he 
was articled, and later under Mr. Charles Manby, the then 
secretary of the Institution. Some years of practical rail- 
way construction experience in Yorkshire followed. Mr. 
Forrest returned to London in 1548, and was with Mr. Manby 
assisting him in the work of the Institution, but receiving 
no remuneration excepting an honorarium of £50 for com- 
piling a library catalogue. In 1856 Mr. Manby retired from 
the active secretaryship, but he retained the title for three 
years from that date. The full title and responsibility fell to 
Mr. Forrest in 1859, and from that date onwards he devoted 
himself entirely to the Institution's interests until ill-health 
compelled him to retire from active work in 1890. At that 
date he was made honorary secretary. [t was due to his 
efforts that the Council was induced to abandon the former 
rigid exclusiveness о the body, which had so limited its 
inembership. that it could not recognise as а civil engineer 
a man who was occupied in the design and construction of 
machinery. One of the effecta of this exclusiveness Was 
seen in the formation of the Institution of Mechanical Engi- 
neers. Mr. Forrest's ambition was for the “Civils” to be- 
come the representative body of the entire engineering pro- 
fession of the British Empire. The realisation. of such an 
ambition under the circumstances could not be secured with- 
out patience, tact, and hard work, and it was not until the 
year 1886 that he could claim to have thoroughly established 
the new reputation. When the deceased gentleman was first 
appointed secretary, there was 8 membership of only 835 In 
all classes; to-day, including students, it is 8,600. The 
^ fames Forrest” Lecture, of course named after him, was 
established by the Institution out of a fund subscribed by 
members in his honour, and presented by him for that pur- 
pose. Sir d. Wolfe Barry is shortly to deliver the 25th of 
these lectures. A service in memory of Mr. Forrest was held 
at St. Margaret's Church, Westminster, on Wednesday. 

Mr. E. M. MURPHY.— Мг. Edward Martin Murphy, who 
has passed away in his 35th year, Was the fourth son of Mr. 
W. M. Murphy, chairman of the Dublin United (Electric) 
Tramways Co. He spent his early years at the General 
Electrice Works, Schenectady, where he received his training 
in electrical engineering. Of late vears, deceased. had been 
managing director О the Independent Newspapers. Ltd.. 
Dublin, of which his father is chief proprietor. Mr. Murphy 
had been in bal health for à considerable time, and his 
death was not vnexpected. 

сік BENJAMIN Brown.—We regret to record the death of 
Sir Benjamin Brown, who had been for the whole of his 
lile so prominently associated with engineering industry m 
the Newcastle district. Sir Benjamin, who was 78 vears of 
age, retired from the chairmanship of Messrs. R. & WwW. Haw- 
thorn, Leslie & Co. only last year. He was a director of the 
Neweastle & District Electric Lighting Co., Ltd. As our 
readers are aware, he was very keenly interested in indus- 
trial labour problems and the relations of Capital and Labour. 
He was a writer on this matter ahnost to the last. We read 
that Sir Benjamin did not hesitate to ascribe much of his 
suecess. in. industry to the timely advice and support of a 
banker ot last century, who. at the age of 30, influenced his 
mind and activities in the direction of the business side ot 


engineering. 


NEW. COMPANIES REGISTERED. 


Tingey & Co., Ltd. (146,292) .— Private company. This 
company was registered on March Ist, with a capital o £1.000 in £1 shares, 
to take over the business of engineers carried on. by L. 1. Robinson and W. 
H.. Tingey, at Eyre Street, Clerkenwell, and at 3, Staple Inn, E.C.. as 
Tingev & Co. and to carry on the business of mechanical, electrical, experi- 
mental, and scientific engineers. The subscribers (each with one share) are’ 
L 1. Rotinson, 4, Staple Inn, W.C.. electrical engineer ; Ww. H. Tingev, 63. 
Chancery Lane. W.C.. engineer. The first directors are L. I. Robinson and 
w H. Tingey. Registered office: 3, Staple Inn, Holborn, EC. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Walter’s Electrical Manufacturing Co., Ltd.—A memoran- 


um of satisfaction in full on Januarv Ist, 17, of charge dated September 
29th, 1916, securing an undefined amount. 


- Phillips Magnetos, Ltd.—Particulars of £3,000 deben- 
tures created. October 2nd, 1916, filed pursuant to Section. 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged: The ccmpany's undertaking and property, present and future, 
including uncalled capital. “No trustees. ` 


Sterling Telephone & Electric Co., Ltd.—Memoranda 
of satisfaction in full (a) of mortgage dated February Rth, 1915, securin 
£10,000, and further advances, and (0) mortgage dated November 11th, 1915, 
securing £48,253 17s. ld. and further advances (notice filed February 22nd, 
1917) have been filed. 


Horrabridge & District Electric Supply Co., Ltd.—Parti- 
culars of £400 debentures created January 29th, 1917, filed pursuant of Sec- 
tion 93 (3) of the Companies (Consolidation) Act, 1908, the whole amount 
being now issued. Property charged: The company's undertaking and pro- 
perty, present and future, including uncalled capital, No trustees. 


CITY NOTES. 


At the annual meeting on February 27th, 
Mr. Н. C. WOODWARD said that the rail- 
way was still controlled by the Railway 
Executive Committee. The receipts shown 
(£105,526) did not represent the traftic 
actually carried, but that was the sum they received after 
the surplus over their 1913 revenue had been paid to the 
Government. The traffic continued to expand. The total 
expenditure on the railway and tramways amounted to 
£73,394, an increase of £13,359. This was due to the higher 
prices of coal, and stores and materials of every description, 
and additional war bonus. The upkeep of the railway and 
tramway had been maintained in as efficient a condition and 
state of repair us was possible under existing circumstances, 
but certain arrears would have to be made up immediately 
opportunity again offered, for which they expected to be 
recompensed by the Government. They carried last year 
3,900,000 more passengers than in 1913, with about the same 
train mileage, and this larger trafüic had considerably taxed 
the accommodation of their rolling stock, particularly at cer- 
tain times of the day. They ran a three-minutes' service in 
the busiest hours, which was as much as they could do with 
their present staff; but, even then, there was much conges- 
tion, which the directors had endeavoured to meet by pur- 
chasing some additional coaches, so as to give more third-class 
accommodation. In common with other railways, they had, 
on the instructions of the Government, increased their ordi- 
nary fares by 50 per cent., which increase came into opera- 
tion on January lst last. The directors communicated with 
the Board of Trade, asking that the increase should not apply 
to their system, as, being worked by electricity, they had no 
locoinotives to hand over nor rails to spare, like other rail- 
ways. The Liverpool Chamber of Commerce joined in this 
appeal, but the reply, in both cases, was that no distinction 
could be made, and that the increase should operate on all 
railways under their control. When the war was over, and 
the present Government control and guarantee terminated, 
they would undoubtedly find themselves faced with a largely 
increased working expenditure, and although he should be 
very glad to see their fares again on a lower level, and traffic 
thus encouraged, he doubted their being able to return in all 
cases to the extremely low rates in vogue during the pre-war 
period. The chairman congratulated the general manager, 
Mr. Neachell, his principal assistants, and the staff as a 
whole, on the successful carrying on of the undertaking, with 
a much increased traffic, amounting, as compared with 1913, 
to an increase of about 26 per cent., and with so many com- 
paratively new hands to train and instruct in their duties. 


Mr. J. BROWNE MARTIN presided at the 

Westminster annual meeting on February 28th. Не 
Electric Supply said that the receipts were £15,000 larger 
Corpn., Ltd, than for 1915, owing to the increased 
charges to consumers and large expansion 

in power and heating current sold. The use of radiators and 
electric fires was constantly increasing. They had sold 187,000 
units less for lighting than in 1915, and still less тоша have 
been used but for the fogs and dark weather. Power and 
heating units soll increased by 1,900,000, and the total for 
these purposes very nearly approached those sold for lighting. 
ln regard to expenses, coal had cost ls. Gd. per ton more 
than in 1915, and the cost of public lighting was up by £927, 
owing to carbons and wages. For the first time they had a 
material reduction in the amount paid for rates. They had 
lent to the Treasury securities to the amount of over £70,000, 
and held £90,000 of War Loan Exchequer Bonds and Treasury 
Bills. They had also subscribed £25,000 to the new loan. 
The Daylight Saving Bill appreciably reduced their lighting 
sales. They were making no further increase in the charge 
for electricity for lighting purposes beyond the 10 per cent. 
of October, 1915, but they were slightly raising the price for 
that supplied for power and heating, which was still appreci- 


Liverpool 
Overhead 
Railway Co. 


ably below that charged in many other districts. The . price 
of coal and its delivery formed & chief factor in the business, 
and those contingencies must be borne in mind, 


ViscouNT CHILSTON presided at the an- 
Tramways, nual meeting on February 28th. He said 
Light & Power that their income from the various power, 
Co., Ltd. lighting, and tramway undertakings wag 
| £35,272, an increase of £4,780. Adminis- 
tration expenses were approximately the same as in 1915, but 
debenture and Joan interest absorbed £1,200 more. £100,000 
of 5 per cent. debenture stock was issued during the year, 
the proceeds of the issue being applied in repaying loans from 
bankers and providing for the current needs of the company. 
All the properties showed an improvement except the electric 
lighting portion of the Leamington and Warwick Co., and 
the electric lighting undertaking in Leamington. The 
decline in profit was purely temporary. The position 
of the company now justified them in paying dividends 
half-yearly on September 186 and March Ist each year, and 
they therefore proposed to pay the preference dividend on 
these dates in future, unless the company was faced with 
any set-back which could not be foreseen at present. Out 
of the balance of £36,769 available, £19,914 was required for 
debenture and loan interest, 6 per cent. was paid on the pre- 
ference shares, 45.000 transferred to reserve, and £4,073 is 
to be carried forward. Considering the great difficulties of 
the times, the report was extremely satisfactory. 


At the annual meeting, on March 2nd, 
Newcastle and Mr. ARTHUR SCHOLEFIELD, the chairman, 
District referred to the great loss that the com- 
Electric Light- pany and the whole of the Tyneside dis- 
ing Co., Ltd. trict had sustained through the death of 
" Sir Benjamin C. Browne. Sir Benjamin 
Joined the company 28 years ago, when it was formed. The 
directors proposed to place £10,000 out of the year's profits 
to the reserve fund, making £90,777. The capital expendi- 
ture had been increased by £9,798. The gross recelpts for 
energy, &c., showed an increase of £15,051, or about 19 per 
cent., which was very good; the receipts had been affected 
by the lighting restrictions. On the termination of the war 
the loss due to the restriction of lighting would be recovered, 
and with a reduction of working costs the directors looked 
forward with confidence to the results of the future. There 
had been an increase of 23 per cent. in the number of units 
sold during the year. The net profit for the year, £20,816, 
was an increase of £4,851. They proposed to pay a dividend 
of 23 per cent., for the directors, in view of the continued 
high price of coal and the urisettled conditions prevailing at 
the present time, did not think it would be wise to distri- 
bute more than the dividend now recommended. 


. During 1916 connections to the system in- 
Kensington and creased by 59 to 5,070, and the energy- 
Knightsbridge consuming devices by 11,390 (30 watts) to 
Electric Light: 522,175. Lighting restrictions were more 
ing Co., Ltd. stringent than in 1915, and the Summer 
Time Act caused a reduction of 8 per cent. 
in the units sold during the period it was in operation. The 
net profit was £11,574, plus £439 brought forward. After 
paying the preference dividends, and a final dividend at the 
rate of 7 per cent. for the last half-vear on the ordinary, 
making 6 per cent. for the year, £905 is to be carried for- 
ward. The balance of the renewal and reserve fund account, 
after writing off the capital account £6,981 for old plant sold, 
now stands at £135,925. Mr. G. H. Hopkinson has retired 
from the board after 23 years. The vacancy is not to be 
filled at present. Annual meeting: March 15th. 
| The capital expenditure durine 1916 was 
Metropolitan £34,493. making the total £2,293,094. The 
Electric Supply gross revenue was £277,909, an increase 
Co., Ltd. of. £48,708; the working expenses were 
£161,009,.an increase of £33,859. £40,000 
has been put to depreciation and reserve (now standing at 
£377,359), and £76,900 is carried to the credit of net revenue 
account. The balance brought forward, together with in- 
terest and dividends on investments, &c., brings the total 
up to £90,195, and after deducting interest on debenture 
stoeks and loans, dividend on preference shares and sundry 
items written off, the balance is £34,757. A further dividend 
of 2s. per share (at the rate of 4 per cent. per annum), making 
a total for the year of 3s. per share, or 3 per cent. for the 
year, 18 recommended, leaving £4.757 to carry forward. The 
new connections during the year were equal to 119,880 95-c.r. 
lamps, making the total connected 1,317,643. Annual meet- 
ing: March 13th. - 
The capital expended during 1916 was 


County of £31,409, making £2,189,064. The revenue 
London for the year, after deducting all costs and 
Electric Supply charges, was £156,594, plus £14,499 
Co., Ltd. brought forward. Debenture and loan 


interest absorbed £42,528, and there is put 
to reserve for depreciation £45,000, leaving for distribution 
£33,865. After paying the preference dividend, and divi- 
dends of 5 per cent. and 9 per cent., less income-tax, for the 
first and second half-years respectively on the ordinary shares, 
£18,378. remains to be carried forward. Applications for 
4,516 Kw. received during the year bring up the total to 
64,581 xw. The total units sold were 35,029,862, an increase 
of 4,467,817. The number of consumers increased from 25,913 
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Rushden & District Electric Supply Co., Ltd.—The num- 
ber of consumers increased from 123 to 151 during 1916. 
Motors increased from 292} to 459 н.р., of which 393 is let 
out on hire. Units sold increased by 86 per cent. to 464,713, 
and revenue froin £1,699 to £3,060. А dividend of 5 per 


cent. is to be paid, and £470 is being written off for depre- . 


ciation, £164 off. preliminary expenses, and 
carried. forward. 

Melton Mowbray Electric Light Co., Ltd.—Dividend for 
the year, 2 per cent., placing £500 to plant renewals reserve 
and carrying £305 forward. Mr. W.J. New, the chairman, 
said that the report was satisfactory under the circumstances, 
though the dividend had fallen off. No reduction in the cost 
of coal could be expected, and a further increase in charges 
to consumers at an early date must be anticipated. 


Bruce Peebles & Co., Ltd.—Total profit for 1916, 
£24,460. Net profit £11,030, subject the Excess Profits Duty 
for 1915 and 1916. The debit at December, 1915, was £10,637, 
so that in the balance sheet the profit and loss account now 
shows a credit of £1,243. Meeting: March 16th. 

British Insulated & Helsby Cables, Ltd.—Dividend, 10s. 
per share, plus a bonus of 5 per cent., making 20 per cent. 
£125,900 is put to reserve and depreciation, and £163,000 js 
to be carried forward. 

Birmingham District Power & Traction Co., Ltd.—A 
petition for reducing the capital from £1,050,000 to £700,000 is 
to be heard by Mr. Justice Astbury on March 23rd. 

Calcutta Electric Supply Corporation, Ltd.—The units 

th 


sold to consumers during the four weeks ended Jannary 26th, 

1917, were 1,750,156, conipared with 1,454,635 last vear. 
Globe Telegraph & Trust Co., Ltd.—Dividend, 2s. per 

share, less tax, on the ordinary shares for the past quarter. 


New York Telephone Co.—The total net earnings for 
1916 were $23,364,706, an increase of $3,554,166. 


£05 is to be 


STOCKS AND SHARES. 


TUESDAY EVENING. 

Stock Exchange markets are firmer. There is more inquiry 
than stock in the case of many first-class Investment securi- 
ties. Sharp rises in Consols, both the War Loans, апа the 
6 per cent. Exchequer Bonds, have attracted renewed atten- 
tion to the gilt-edged markets. Already there 15 much demand 
for high-grade stocks, despite. the fact that the subscription 
lists for the 5 per cent. War Loan closed Jess than three 
weeks ago. Business remains quiet, but the tone is decidedly 
more healthy, and prices, generally speaking, are on the 
rise, National service work of a temporary character. has 
been provided this week for the Stock Exchange and its 
House Clerks; before long, something more permanent will 
be offered. 

So far, the rise in the investment markets has not got 
round to Home Railway stocks in the Underground. group. 
Some of those in the Steam lines are better, but the recent 
speech of Lord George Hainilton at the meeting df the Dis- 
trict Co. was not encouraging, though his remarks apply 
equally to steam and electric transport. The London General 
Omnibus Co. has notified that it has a very large clanu 
against the Government, though this had no effect upon the 
prices of the various stocks in the Underground Electric 
Railways Co. The Income bonds of the holding company 
are lower at 82, the dividend disappointment still rankling. 

Those interested in academics will find a nice point in con- 
sidering what is the yield on these bonds at the present 
time. "They have just been paid a dividend at the rate of 
4 per cent. per annuin, while in the previous half-year 6 per 
cent. was distributed. The question 1s, whether they сап be 
regarded as a 5 per cent. investment or not. We work out 
the yield on the former basis in our tables. The £10 shares 
are a shade harder, and those of the shilling variety are 
stendy at 5s. 6d. 

Although prices of the Mexican industrials are unchanged 
on the week, the sentinent in regard to the companies is a 
little less cheerless. Buying has lifted the prices of two or 
three of the Mexican railway stocks; this served to infuse 
hope into the industrials. That Carranza did not comply 
with the blandishments of the astute German who tried to 
embroil him in so characteristic a plot is read as an indica- 
tion of more friendliness on the part of the Mexican Presi- 
dent than he had been thought to possess. 

Moreover, one or two of the Mexican oil companies have 
Just reported excellent progress: and although their sphere 
of operations is well removed from the danger zone, the 
mere fact of their being able to secure progressive profits 
in Mexico during the chaos is considered to hold a glint of 
hope for the others. A slender enough sunbeam, it is true, 
but something, at all events, to go on with. 

_ Other foreign issues are disposed to be dullish. The Argen- 
tine Tramways stocks are heavy, in sympathy with the acute 
depression that has befallen Argentine railway stocks, 
although the reasons which contribute to the latter have but 
an indirect. bearing upon the former. Brazilian Tractions 
fell to 454. and recovered a point later, this being in keeping 
with the trend of other securities connected with the Re- 


publie, which fell upon flatness upon the prohibition of 
Brazilian colfee пирогів into this country, but have since 
partially rallied. Hio Tramway bonds of both classes con- 
tinue dull, failing to recover, 80 far, the point or two falls 
that occurred last week. 

The Kensington & Knightsbridge Electrie Layhting Co. has 
reduced its dividend from 7 per cent. to 6 per cent., а result 
Which was anticipated, as we ourselves have shown several 
times here. The net profit of £21,500 is about £1,000 less 
than this time last vear, but a smaller amount came into the 
accounts. The price of the shares has not altered, and the 
market as a whole is à good one. Counties rose to 101, and 
West End shares are in some demand. St. James’ & Pall 
Mall have gained 55. The County Co. improved its gross 
receipts by nearly £45,000, but the net profit of £69,400 is 
£6,000 less than that of a year ago. The sum of £11,000 for 
repairs and renewals is charged this time to revenue instead 
of reserve, and depreciation receives £45,000, instead of 
£40,000. 

The Metropolitan’s gross receipts rose £45,000 to £286,000, 
but net profit is £1,400 down at £46,900. The company 
maintains its dividend at 3 per cent. 

Prices in the manufacturing group are good. General ‘Elec- 
trie ordinary and preference both gained 5s. British Insu- 
lated added a further 5s. to their big rise of last week. India- 
Rubber improved by а similar amount. Of the lower-priced 
descriptions, British Westinghouse preference are again being 
bought. On the other hand, British Aluminium have been 
sliphtly reactionary. The cable market is so quiet as to call 
for no special comment. Marconis have quieted down, though 
the market remains steady. The rubber market remains the 
most active in the Stock Exchange, prices being good 
throughout, with persistent buying of all the best-class shares. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Номв ELEOTRIOITY COMPANIES, 


Dividend Price 
А Mar. 6, Riseor fall Yield 
1914. 1916. 1917, this week. p.c. 
Brompton Ordina ге „ 10 210 И о = 4711 0 
Charing Cross Ordinary c A b — 7843 
do. do. do. 44 Pret.. 4 84 — 713 
Chelsea ee ee eo eo 6 4 8 и 6 18 4 
City of London .. v» is 9 8 11 — 7655 
до. do. 6 per cent. Pref. 6 6 — 6 1 6 
County of London Жа . 1 1 1 + à 616 7 
do. 6 per cent. Pref. 6 6 = 6 6 4 
Kensington Ordinary .. .. 9 7 5 — 611 7 
London Electric .. z% vs 4 8 1 — Nil 
do. do. 6 per cent. Pref. 6 6 — 568 
Metropolitan ee Kart i cere d 8 9 = 6 18 4 
о. per cent. Pref. 4 — 740 
Bt. James’ and Pall Mali .. 10 B 6 + } 6 8 0 
South London e» ee ee b 6 € 8 19 0 
South Metropolitan Pref. .. 17 7 1 — тя 
Westminster Ordinary .. .. 9 1 6 tà 619 
TRLRGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. ee oe 6 6 94 I 0 1 8 
do. Det. ee ee 80J. 88/6 99 арс 6 16 4 
Cuba Bub. Ord. se ee se b 6 — 6 8 6 
Eastern Extension ae is 1 8 1 — %5 16 4 
Eastern Tel. Ord. ix 5% 1 В 197 + 4 *§ 16 1^ 
do. Pref. б 6 6 — 6 31 
Great Northern Tel. .. e SB B B4 — 6 1 5 
Indo-European ee ee ee 18 18 46 —Q 6 19 9 
Marconi ee ce ee ee 10 10 ih — 8 11 3 
Oriental Telephone Ord. .. 10 10 a — 4 14 1 
United R. Plate Tel... ә 8 8 — * 6 6 
West India and Pan. ee oe 1 6d. 1 — 2 4 0 
Western Telegraph T às. 1 8 181 — 616 4 
Номв Rar, 
Central London, Ord. Assented 4 4 604 — 6 8 Q 
Metropolitan ee ев ee 1 1 93 = 4 Д 9 LU 
Under d Electi Ordinary NI NH M3 iis Nil 
ndergroun ectric — il 
фо, do. "A" ., Nil Ni 6/6 — Nil 
do. do. Income 6 6 82 —8 6 3 0 
Forgan Trams, 40, 
Adelaide Sup. 6 per cent. Pref, 6 6 4 — 6 1 6 
Anglo-Arg. Trams, First Pref, 5) 2 = 9 11 4 
do. 2nd Pret. oe 6a 2 сар A T 
do. 5 Deb... 6 6 64 ~ 715 0 
Brazil Tractions .. ©» э 4 4 46 — B 19 O0 
Bombay Electric Pref. .. æ. 6 6 10 - 6 0 0 
British Columbia Elec. Rly. Pfce. 5 b 60 —1 8 6 8 
do. do. Preferred — Nil 43 — Nil 
do. do. Deferred — Nil 874 — Nil 
Mexico Trams 5 per cent. Bonds — N 25 — Nil 
do. 6 percent. Bonds — Nil — Nil 
Mexican Light Common is Nil Nil 7 — Nil 
do. Pref. ee ee Nil Nil 14 — мі 
MasnvFAOTURIMG COMPANIES, 
Babcock & Wilcox T eo 14 15 22 — 6 9 1 
British Insulated Ord. .. . 26 E 123 + 2 6 17 8 
British Westinghouse Pref, .. 7% 1 2 tA 6 910 
Callenders ee ee ee eo 15 90 13 — 8 4 о 
до. 5 Pref. ee ee b b 4 -— 6 6 Q 
Castner-Kellner .. oe ., 9 22 8] == 6 10 8 
Edison & Bwan, £8 paid „ Nl — — Nil 
do. do. fully paid .. Nil -— { = ма 
до. do. 4 percent. Deb. 4 4 61 — | 6 10 1 
Electric Construction .. es 6 7% 1 — 2 10 0 
Gen. Elec. Pref. .. TT 6 6 9% + i 6 6 4 
do. Ord. ee eo ec 10 10 14 + 7 2 10 
Henley ee ee ee oe 20 26 15 — 8 6 8 
do, ы Pret. ee eo ee 4% 43 4 — 5 13 6 
India-Ritbor  .. T ee 10 10 11 * i *8 10 9 
fTelegrapbiCon, TI ee T 90 2 87 == *6 16 8 


* Dividends paid free of income-tez. 
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FIGHTING ' HAIL AND STORM BY 
"ELECTRIC NIAGARAS,” 


Tut damage done to agriculture by hail is sufficiently serious 
in this country, but it is vastly greater in many other lands. 
In France, for instance, the loss by hail is estimated at 
£4,000,000 per annum, a sum so large that there is every 
encouragement to tackle seriously the problem of eliminating 
or controlling hailstorms, instead of merely distributing in- 
adequate sums from public funds in compensation for the 
dainage done. Hail cannon, rockets, bombs, explosive bal- 
loons, siren kites, and such like devices are more or less 
effective in “softening” hailstorms in their immediate 
vicinity, and even in reducing the storm to rain, but little 
can be done against violent cyclonic storms by these means, 
and well-organised ‘‘firing’’ on a large scale is necessary to 
deal at.all certainly with slowly-moving storms. 

From ordinary experience, one is quite prepared to admit 
the probability of hailstorms being governed (or, at any rate, 
affected) by the electrical conditions of the atmosphere. This 
probability is supported by authentic records of serious hail- 
storms all over the world; such storms are generally ‘‘thunder- 
storms," and it is generally easy to trace cause and effect in 
lightning discharges and the increased violence of hail which 
follows. The firing of hail cannon, &c., may achieve its pur- 
pose, but there is reason to suppose that 16 does so by chang- 
ing the electric potential of the lower layers of air and clouds, 
and, by suppressing lightning, prevents the formation of hail. 
Many theories have been evolved to account for the connec- 
tion between electricity and hail. Thus Volta considered the 
formation of hailstones to be due to the combined effect of 
cold produced by evaporation and of electrostatic attraction 
and repulsion of ice-particles. Another theory is that the 
shock caused by а flash of lightning, or the vacuum formed 
temporarily along its path, leads to local rarefaction of air 
and such evaporation of moisture as cools surrounding par- 
ticles to freezing point. The difficulty is to explain how one 
ot a few flashes can control the hail-fall over an area of 
hundreds of acres, if in reality they do so. 

There seems not the slightest doubt that, in France at any 
rate, disastrous falls of hail are always preceded by violent 
lightning, generally from cloud to cloud. Also, in districts 
much subject to storms, the latter tend always to follow the 


same route. Storm charts show remarkable regularity in 


the lines d eA. the course of storm clouds, and also 
show the constant influence of mountain peaks. In Western 
Europe, and particularly in ce, the prevailing direction 
' of storms is from the West towards the North-East and East. 

Lightning Conductors and Hail.—Granted that there is a 
close association between atmospheric electricity and hail- 
storms, it 18 obviously better to attempt some direct control 
over atmospheric electricity than to use weapons which can 
only be operative by secondary effects. Experiments con- 
dacted in nce during the course of several years past have 
shown that a carefully-arranged system of lightning conduc- 
tors is very effective in warding off hailstorms, and a detailed 
statement of the ways and means employed is given by Jean 
Escard in La Lumiére Electrique, whence these notes are 
derived. The idea of using vertical conductors to fight storms 
and hail is a very old one. During the second half of the 18th 
century hail rods (paragréles or paragrandines), consisting 
of long masts terminating in a copper point connected to 
zround, were tried in France and Italy. About that time, 
Franklin suggested the use of numbers of lightning conduc- 
tors to diminish the frequency of storms, as well as to pro- 
tect buildings; and in 1783 Abbé Berthelon devised his électro- 
végétométre to collect atmospheric electricity by a multiple- 
pointed lightning conductor. The primary object of this 
device was to stimulate growing crops, and it has formed the 
basis of many later systems of '' electroculture,’’ as well as of 
most. of the protective arrangements since proposed for use 
against hail. Following successful trials with wooden posts, 
the brass-pointed tops of which were connected to earth by 
4 conductor of hemp and straw, more than a million hail 
roda were installed in France, Switzerland, Italy, Bavaria, 
and on the banks of the Rhine by the year 1825. A genera- 
tion later Beckensteiner patented a system for ''combining 
increased crops with freedom from destructive atmospheric 


conditions " by using a large number of hail rods particularly - 


on heights, each rod consisting of & painted resinous pole 
about 65 ft. high, and fitted with a copper finial (with foar 
or five branches) and a galvanised iron conductor to earth. 
Practically the same equipment was used by Frestier and 
Chabert in successful electroculture and protective investiga- 
tions between 1885 and 1895. Convincing testimony as to the 
ећсасу of such equipment is afforded by the great reduction 
in storm damage in the neighbourhood of the Pic-du-Midi 
Observatory. Simce 14 lightning conductors were fitted to 
the building in the ‘nineties, the claims in respect of hail 
and lightning damage have been very few. 

In 1901, Dr. Clément (Lyons) published several notes em- 
phasising the importance of using many hail rods, and of 
placing them on all high ground. The rods should not be 
placed simply in the area to be protected, but should be 
arranged to form а sort of '' storm wall," or barrage, at a 
little distance away, and in the direction from which storms 
usually arrive. ere 18, of course, no objection to making 
the protection more complete, but the “outposts” are the 


first essential. Clément recommended that the hail-rod 
should consist of a long metal strip reaching well above sur- 
rounding objects, and terminating at each end in a large 
sphere or disk. The whole of this system should be insulated 
from earth, and а short distance above ground there shoul. 
be a metal “exciter,” consisting of a bowl near the lower 
sphere and connected to earth. Such a system would dis- 
charge intermittently and carry off large quantities of elec- 
tricity from a storm cloud. Naturally, it would be very 
dangerous to approach the “exciter,” which should, thers- 
fore, be effectively screened. 

Electric ‘* Niagaras."—The electric '' №Марвгав '' of Négrier 
and Beauchamp, so called because they discharge large quan- 
tities of electricity into the earth, consist of rectilinear bat- 
teries of large lightning conductors carried by lofty lattica 
masts and terminating in branched finials. It has long been 
recognised that natural obstacles (forests in particular) forin 
barrages, giving a great deal of protection against hail; in- 
deed, many districts are almost perfectly protected by large 
woods surrounding them. The genuineness of such protec- 
tion is well authenticated. The natural barrage is analogous 
to regiments of lightning conductors, or to enormous con- 
densers preventing storms from breaking and preventing the 
formation of hail-clouds. 

When there is ''no.electricity in the atmosphere ” there 
is no hail, and even when the atmosphere is highly charged 
electrically there js no hail if the air be saturated with mois- 
ture. A dry and highly-charged atmosphere is very favour- 
able to the formation of hail. As it is impracticable to in- 
crease the humidity of the atmosphere by artificial means, all 
that we can do to reduce the hail risk is to dissipate the 
electrical charge of the atmosphere as much as possible. In 
order to do this it is only necessary to know how atmospheric 
electricity behaves, and how it acts on the atmosphere. There- 
on depends tha whole science of protection by electric 
'"niagaras." The function of “ niagaras ” is rather to drain 
away atmospheric electricity (in the form of a steady brush 
discharge to the conductor, and so to earth) than to cause or 
encourage actual flashes of lightning, because hail is generally 
precipitated by the latter. 

The potential difference between the earth and the upper 
layers of the atmosphere is enormous,* and normally increases 
with altitude (the air being charged poate’). In other 
words, at higher altitudes one approaches more and more to 
an ideal source of electricity—a reservoir of enormous capacity. 
The charges of atmospheric electricity are being renewed 
continuously (by air movements, &c.), and it is quite imprac- 
ticable to establish permanent conductors between the upper 
atmosphere and earth in sufficient numbers to keep the 
atmosphere '' drained " of electricity. All that we can do is 
to suppress more or less effectually the sudden discharges 
which cause storms. This may be accomplished by lofty 
fixed conductors which '' drain " pase clouds of their elec- 
trical charge, and so safeguard adjacent territory which it is 
desired to protect. : 

The first “electric niagara’’ to be erected in France (in 
1899) consisted of a large metallic pylon terminating in a 
radiating sheaf of pointed copper bands, connected electrically 
to a water course. This equipment was erected at St. Julien 
l'Ars, which used to suffer more frequently than any other 
place in Poitou from hail and storms. The protection afforded 
proved to be so effective that several other towns soon voted 
funds for similar equipments, subsidies were obtained from 
local authorities, and Senators and Deputies have raised the 
matter in Parliament with a view to protecting the whole 
of France against hail and storm. When hail does fall in 
the neighbourhood of electric niagaras, it is in the form of 
“soft hail’’—friable and practically harmless, little more 
than snow. 

Before the St. Julien '' niagara” was erected, damage by 
hail was frequent and severe, amd the value of the crops 
destroyed increased as the vineyards were extended. Directly 
the '' niagara’ was installed there was an unmistakeable de- 
crease in the storm damage. For 13 pes st no damage 
has been caused by lightning, and hail has done no appreci- 
able damage, such as has fallen being quite soft. In all the 
neighbouring communes the damage done by storms has re- 
mained as serious as ever. 


(To be concluded.) 


Conductivity of Air and of Mica.—M. Branly, at a 
recent meeting of the Paris Academy of Sciences, reported 
that he had had occasion to investigate the resistance of piles 
formed of a large number of thin sheets of white mica; and, 
observing certain anomalies, was led to believe that the con- 
ductivity was appreciably increased by the existence in these 
sheets of very fine circular holes. Experiments, still in р - 
gress, have been made with а simple circuit comprising (1) a 
source of electric supply, (2) two metal plates between which 
is inserted a fine sheet of mica, either plain or perforated, 
(3) a galvanometer. It appears that the gaseous layers im- 
prisoned between the sheets are liable to become gradually 
and freely conductive. 


* Tests at Glossop Observatory showed a potential higher 
than 100,000 volts at 400 metres above ground. 
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SOME POINTS IN CONNECTION WITH 
ENGINEERING SPECIFICATIONS. 


By J. SHEPHERD, M I.E.E. 


(Paper read before the INSTITUTION OF ELECTRICAL ENGINEERS 
at Leeds.) 


(Concluded from page 219.) 
LaàviNG CABLE CONDUITS. 


‘In a large underground electrical distribution system the 
cables are either drawn in or laid solid, and both systems 
have their advantages. 

For a large town with expensive surface reinstatement, the 
solid system is unsuitable; whilst for an urban district the 
draw-in system is too costly. 

The work of laying cable ducts is very similar in character 
to that of laying gas or water pipes. The method adopted by 
one of the Government Departments was to pay a fixed rate 
per lineal yard of work actually carried out, the contractor 
taking the risk of difficult work, and having to stand the 
loss of work partially completed but abandoned owing to 
obstructions encountered later. 

Such a method of contracting 18 open to many objections, 
as the work becomes too speculative, the unknown quantities 
being too great. Either the contractor loses a lot of money 
or else he provides large amounts for contingencies which may 
or may not arise. 

For work of a similar character which the author has car- 
ried out, the specifications for the work, though more elabo- 
rate, were found to be fair to both parties in so far as difficult 
work is paid for if met with, at tendered rates set out in 
the bill of quantities, and, if difficult work is not met with, 
the contingencies provided for do not require to be met. 

The general body of the specification contains but little 
novelty, the chief interest being in the bill of quantities, 
which is divided into three sections, as follows :— 

(A) Duct-laying of various numbers of cable ducts laid in 
every kind of roadway or pathway construction. The rates 
tendered per yard run. Cover excavation to normal depths 
and widths, removal of useless obstructions, lighting, watch- 
ing, fencing, &c., carting away surplus material, levelling the 
bottom of the trench, laying conduits or pipes in cement, 
concrete, and mortar, filling in the trench, ramming and 
pre reinstating the surface, testing each cable-duct 

e the cartage of the ducts from the nearest 

epôt. | 

ТҺе rates tendered cover work laid both at normal depths 
and in trenches of normal width. If, when carrying out the 
duct-laying, deeper trenches or wider excavation be found 
necessary, adjustment in rates are made, as afterwards 
described. . i | 

(B) Construction of Manholes.—The manholes for drawing 
in the cables are spaced about 100 yd. apart. and are of two 
types and various sizes, to suit the bank of ducts. 


The work of constructing the manholes is divided into the 
following sections :— 


(a) Excavation of the ground. 

(b) The foundation upon which the box is built. 

(c) The brickwork of the box. 

(d) The construction of the top or cover of the box. 


(e) The permanent reinstatement of the surface, whether 
road or footway. 


If the manholes are of standard size, the rates tendered 
directly apply. If they are of necessitv greater in depth or 
width, the new prices can be immediately built up from other 
rates, given in the next eh on 

(C) Miscellaneous works of all characters which may be 
required, such as excavation for extra depths or for extra 
widths, extra bricklaying at various depths, rates for concrete 
laid at various depths, timbering left in trenches, steel or 
cast-iron piping, paving, and surface reinstatement of every 
kind, &c. | 

In practice it has been found to be comparatively simple 
with a specification of this character, and with a comprehen- 
sive schedule of prices, to adiust at once, and to price up all 
work of usual difficulties. When, however, the work becomes 
of extraordinary difficulty, involving excavation in water, 
running sand, or the like, provision is made in the spccifica- 
tion for the contractor to carry out the work on a prime cost 
basis, plus 15 per cent., but in only one case during 11 years 
was it found necessary to resort to this method. 

Work to the value of £250,000 has bcen ‘carried out to 
specifications of this character with but one dispute, where 
a particular class of work had been incorrectly priced and 


the estimated quantities of that class of work were largely 
exceeded. 


SuB-STATION SWITCHGEAR. 


Having no less than 23 sub-ststions containing rotating 
machinery of from 9,000-Kw. to 6,000-Kw. capacity, the prob- 
lem of purchasing switchgear became one of importance. 

Two methods were adopted. At the commencement general 
requirements to be met were stated, leaving the maker to 
supply his standard apparatus to meet the conditions laid 
down. Three sub-stations were equipped in this way by two 


contractors; one for the high-tension apparatus, and the 
other for the continuous-current feeder panels. 
was not satisfactory. One contractor supplied his panels of 
marble, the other insisted on slate; and the two classes of 
panels had varying widths and heights. These difficulties, 
however, were minor matters compared with other troubles 
met with. 

Within six months the low-tension panels had practically 
to be rebuilt, and within six years the high-tension panels 
had to be scrapped to suit Home Office regulations. 

For all later sub-stations the second method was adopted. 
viz., to issue working drawings of all the panels and appa- 
ratus and to loan to the contractor parts for interchangeable 
manufacture. 

The method waa entirely satisfactory to the purchaser: 
competitive tenders on equal footing were obtained, and sound 
and interchangeable switchgear was purchased, requiring a 
minimum quantity of spare parts. 

It became a simple matter to interchange panels from sub- 
station to sub-station as conditions of load required. 

All high-tension switchgear was contained in brick cubicles, 
and but two accidents occurred during 10 years' working. In 
each case the damage was confined to the one cell where the 
short-circuit occurred. 

There are, of course, drawbacks to such a system of pur- 
chasing. It is not adapted for purchases on а small scale, 
and it becomes difficult with standard designs to introduce 
modifications from time to time, which otherwise in а smaller 
system would be adopted. On the other hand, the mainten- . 
ance of such switchgear was particularly good, amounting 
to practically nothing on the high-tension side, and it was 
generally confined to renewals of circuit-breaker contacts on 
the low-tension side. 

It became possible to standardise such details as all porce- 


lain insulators, and a sheet of standard porcelain wae loaned 
to each contractor in turn. 


RECONSTRUCTION or Moron-GENERATORS. 


After working continuouslv night and day, several of the 
earlier motor-generators began to fail from various causes. 
such as soft cores, broken core teeth, brittle insulation on the 
armatures and stators, charred insulation on the shunt wind- 
ings, &c. 

After careful consideration it was decided to provide a 
renewals fund on the basis of reconstruction every 10 years, 
and the first year's programme included the reconstruction 
of 17 motor-generators of 300-kw. and three motor-generators 
of 500-Kw. capacity. An estimate of the cost of the work 
was furnished to the financial authorities, and the makers 
of the plant were approached for prices. As the results were 
by no means comparable, a specification was drafted, work- 
ing drawings were got out, and tenders invited by advertise- 
ment, the prices tendered being :— 


(A) su sess se ss £7,987 108. 
(В) 6 o o  .. £8,330 
(C o 0 0 02 a £14,100 
(D) e uh. oue ... £90,321 


Engineers' estimate ... £11,500 


The lowest tender was that of a firm practically unknown, 
but a visit to their shops proving satisfactory, the contracé 
was let to them at the price tendered, and the result was in 
every way satisfactory. 

Owing to improved methods of winding with “hairpin " 
formed coils, a much sounder construction resulted, giving 
an increase in output of 25 per cent. on the original rating, 
and a renewal of life to certainly another 10/15 years. 

The machines were originally constructed in 1902 and 1906, 
and the frames were then liberally proportioned. 

The contractors who carried out the work took om further 
contracts at substantially the same rates. 


GENERAL. 


Having described in brief outline a few specifications cover- 
ing various branches of engineering, the author would by no 
means dogmatise, or even go so far as to say that the only 
way to buy engineering plant is by specification. It is, how- 
ever, the only way he knows of by which one can purchase 
plant on the conditions laid down. A free agent can purchase 
on different lines if he 18 free to select his tender, no matter 
what the price may be; but, even so, a clear specification as 
to what is offered is necessary both to limit the supplier's 
responsibility and to define his liability. The basis of all con- 
tracts depends upon much besides the wording of а specifica- 
tion, and implies fair and reasonable dealing on the part of 
both supplier and purchaser, without haggling on the part of 
the supplier or needless complaints or meddling by the cus 
tomer's engineer. In conclusion, the author would remark 
that, to specifications such as those described, over £9,500,000 
worth of work has been purchased, and of that large eum not 
more than £1,500 was spent abroad, and that for articles 
which were not manufactured in this country. In the 
a large amount of foreign purchasing has taken place, result- 
ing in the foreign manufacturer frequently escaping rigid in- 
spection, burdensome general conditiqns. exacting wage rates, 
and other labour conditions. This condition of affairs is not, 
however, likely to be repeated during the next 10 years, nor, 
it is to be hoped, for a much longer period. 


CIYIRIUAL Ea, Vli W. 
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е It is sible that after the war the scale of operations of 
ECONOMIC RECUPERA TION A FTER WAR. many Industries will be considerably changed. An important 


———— alteration 1n tarifis would cause a great. reduction in some 
py PROF. W. R. SCOTT, D.Phil., Litt.D., LL.D., F.B.A. trades and an increase in others. ‘Thus important bodies of 
— akilled workers upon their return might conceivably find the 
. demand for their labour very largely reduced, and it would 
(Concluded from page 230.) be small immediate compensation to them to learn that there 

field for workers in another trade W ha 


far эв the argument has been developed, grounds have was a wide І 
Further, if, as seems to be necessary and unavoid- 


been adduced to indicate that industry can be restarted after increased. 

the war upon an adequate scale. Still, the approximate able, the first years of peace will witness a continuance О 

magnitude of that scale is of vital importance. Here the war economy, though to à modified extent, then the luxury 
‘ty and quality—must be con- trades must suffer, except to such extent as some О! em 

sidered. No one can yet estimate with precision the probable can aad 

total of the killed. In addition, there will be all those wholly export in order to replace some pa 

or partially disabled by wounds and disease. Therefore an sumption. Bu 

initial survey of the position, 88 regards labour, shows & world, which 18 at present neutral, would not suffice to absorb 


large deficit in the supply as it existed before the war. And that portion of the production of these trades which 18 likely 


go, upon & hasty inspection of the situation, it might be con- to be displaced rom | | QM 
duded ibat, not only was capital likely to be deficient after be anticipated that in this, 88 well as in other directions. 


the war, but, still more, industry would be crampe or & important variations 10 demand are to be anticipated. ‚ 6ш, 
too much stress need not be laid upon the inevitable disloca- 


number of years by 8 very material reduction of labour. But 
this estimate only considers the quantity of the labour in tion of industry upon the return of peace. One of the dis 
employment immediately before the war. There is, first, the 1 | J 
extension of that quantity. The war has revealed in most out in my presidential address to the Economic Section , 

i - the British Association 1n 1915) the great extent to which 


of the combatant countries unanticipated reserves of labour. DI n 
Men pest the prime of life, and also women, have discharged specialised labour and capital have been able to adapt them- 
many functions in industry which were new to them atur- selves, soon after the outbrea of hostilities, meet new 
ally, this new supply of labour is to some extent an emer and unexpected demands. In this respect, at least, it may 
gency one, but its existence shows that after the peace ® be anticipated that the converse movement, when the war 
large augmentation of the quantity of labour is possible is over, will be less, rather than more difficult. : 
There is still the question of effüciency. The progress of hos- What, then, is to be the general conclusion? Speaking 
tilities has proved that several countries have n working from the data at present available, and with due reserve for . 
on too marrow & margin of skilled labour. In order to carry the absence of information concerning, some of the belligerent 
on the industry of the country, it has been necessary to countries, and in view of all the circumstances as to DX 
train large numbers of new workers; and, after the war, the long the waste of war 18 to continue, I may perhaps describe 
skill of these will remain as в potential national asset. It is — my general results as those of 8 conditional oreste ag re- 
true that in some cases agreements have been made with the gards the state of Europe during the first decade а ter peace 
i has been made. Dangerous ав similes are 1n economic reason- 


fford some light upon the situation which is 


before the war, ш specified skilled trades during the war, ig 108, one may 8 
i i i likely to result. As regards those nations in Euro which are 


to be purely temporary While this arrangemen wil be 

loyally observed, scope 3 ill no doubt be found for these lately at present combatants, let us imagine їп owner 0 land who 18 

trained workers in new industries which will, no doubt, be at the same time engage ло some productive occupation, an 
who has become involved in а serious law suit which menaces 


rendered asible by the progress of inventions, while it may - з becom , і 
po , n А М both his vital interests and his property. The time spent on 


arranged, so that industries may be reconstituted that neither pre hs о Ше dd iind ne Pp 
, 18- 


burse great sums unexpectedly, in legal costs. He is forced 


conditions. A great and ju war such 28 this has been the I € 
means of a quickening 9 the national spirit, partly through to mortgage his roperty, and when the contest in the law 
the awakening 1% has experienced, partly under the spur o courts is ended, he must pay the interest on the debt, and 
i i as soon ав possible begin to repay the principal. , This 


necessity. Invention will be greatly extended, and new dis- | t 

coveries will play their part Jn the restoration of prose mean that many improvements on his property which he had 

at a later date. Then the consequences of the Napoleonic planned may reque to be postponed, and certainly he will 

wars may be repeated; and, 88 they were followed by the need to curtail his luxuries, 16 may be even many 0; his com- 
; forts. Further, the magnitude of his expenses will the 


great Victorian era of invention an industrial progress, 80 I à 
the war of the twentieth century wil be succeede by a measure, of the period of his sacrifices. | He 18, m fact, 
similar riod. And that epoch will follow the war more exchanging 88 8 ainst one huge, immediate, unproductive 

i y; for expenditure, the future unproductive expenditure of many 


e years to come. The duration of his privations may be con- 
best energies of thousands of inventors. Some of these dis- tracted by extra efforts 1n augmenting his roduction, either 
coveries will be capable of adaptation to the uses of peace; by increase of efficiency ог by additional Work.” Here & nation 
while, in other instances, the augmented capacity of the has an advantage over the imaginary individual of our illus- 
i will be more efficient than if tration. In а sense, it із always young. A time of privation 
Е forces new activities, and it enables progress to be hasten 
In a measure the population of a country, just recovering 
from the losses of war, resembles the individual bondsman 


з had not been, evoked by the present tragic circumstances: 
Besides, this principle of substitution will 06 at work, an 


further introduction О labour-saving machinery will take 3 [ | 

lace їп cases Where its efficiency can be demonstrated. the early English plantations 10 North America, where, the 
Indeed, even during the war, there have been instances in man, who was 10 earnest, worked at high pressure to liquidate 
which already such machines have been devised and use the debt and to attain his economic frcedom as soon 88 

upon & comparatively extended scale. In fact, just, as the possible. , р 
watchword of the first years of peace in the provision 0 To continue the parable, just as the losscs of war will fall 
capital will be the continuance 9 economy, 80 10 the case with varying incidence оп different countries, go a detailed 
of labour economy in its use will also be necessary. ore- examination of the ‘position of various litigants 1n the. circum- 
over, it ig to be бей that tho nations of Western Europe stances indicated will reveal interesting individual differences. 
will respond to Nature’s demand for population ; and that in One may have been forced to pledge his property very deeply, 
this case, ав in that of previous wars, there wil be an im- and at burdensome rates of interest. Should he lose his case 
vement in the birth-rate. Thus the terrible waste О and be mulcted in damages, then his affairs are likely to suffer 
Pumanity may be repaired—in the first instance by continuing 81008 embarrassment for 8 long time afterwards. The whole 
to use SO far ав necessary the reserve of labour called up by business of another may be geriously disarranged ; yet, even 
the war, and later by в larger proportion of births and 8 though for a few years his estate may yield him little if any 
i return, & successful issue will enable him m time to re-estab- 


reduction of infantile mortality. 7 


Зоте considerable friction m the readjustment of the post lish his fortunes. In the case of a third. it may happen that 


bellum supply of labour to the demand for it is inevitable. relief will come through the cessation of 8 etate of relations 
Exclusively War industries, which, during hostilities, have — with his neighbour which gravely impaired, the development 
been incessant in their call for labour will begin almos at of his property and the pursuit of his legitimate activities. 
once to reduce their вїаїїв Conversely, other trades whic Such seems to be the future position, symbolically repre- 
were saspended, oF whose operations were seriously con- sented. Can we see it more perfectly as it will be in its 
tracted, will be anxious to make a fresh start after peace. essentials? That at present 18 acarcsly possible. Some 0 
Moreover. demobilisation, will return men from the Colours to the important factors аге anknown, or only partially known: 
the a vocations of peace time. In this process it would appear it may even be that others have not yet revealed themselves. 
that confusion, with resulting temporary unemployment, But one thing may be expected—name у, that the genera 
would be inevitable. No doubt this would follow if demobili- burden will be very considerable Combatant nations cannot 
sation were ав sudden as many of the mobilisations have been. anticipate the, unproductive expenditure of future years an 
Bat various conclusions indicate that demobilization will take transform it into present unproductive expenditure In wat 
lace by stages, and, therefore, industey will have а better without exneriencing the pinch of a certain amount of want 
chance of reabsorbing the labour which was displaced in order for 3 considerable period in the future. In the words of the 
to undertake military service. Any radical change in tariffs proverb ; One cannot eat one’s cake and have it too. We 
would increase the difficulties in the reabsorption of labour. in 1916-17 are, 80 to speak. eating {һе cakes of 1917 to. let 
—— us say. 1927, or even later. In the intense national pre- 
» Read at the INSTITUTION OF ENGINEERS AND GHIPBUILDBRS occupations upon national existence (ая each nation conceives 
it), and in the grief of 80 many families for the fallen, the 
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Lurden is not fully realised. Consciousness of it will come 
when, after the peace, life endeavours to return again to its 
former courses. Then the burden of present unproductive 
consumption in war will be felt, and in preparation for that 
time it is the duty of Governments to endeavour in advance 
to adjust that burden to the capacity of those who have to 
bear it.  Equitable adjustment of taxation and improved 
organisation of commerce and industry wiil do much to make 
the people more capable of sustaining the load they will have 
io carry. In particular, should we not learn something from 
what may be described as one of the paradoxes of the war— 
namely, that while there never has been a war in which 
material appliances have been 80 important, at the same time 
it is no less true that, conversely, there never was one in 
which immaterial wealth, or even moral ideals, were so 
supreme? And towards repairing the waste of war, an im- 
portant function will belong to the immaterial. Activity of 
mind and flexibility of intelligence to seize the opportunities 
of the new peace (which may differ from that peace which 
was shattered by the war); inventiveness to advance man's 
conquest of Nature (which in reality is man's co-operation 
with Nature), economy in the employment of the resources 
(both human, and material)—all these will shorten that period 
during which the sacrifices, which the present demands of 
the future, must be endured. 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


THE paper by Mr. J. 5. Peck, on the above subject, was read 
and discussed at the meeting of the WESTERN LOCAL SECTION 
of the INSTITUTION OF ELECTRICAL ENGINEERS, at Bristol, on 
February 5th. | 

Mr. W. A. CHAMEN (engineer and general manager, South 
Wales Electrical Power & Distribution Co.), in opening the 
discussion, said that some considerations regarding the ques- 
tion of changing the periodicity of one system to suit that of 
another might be useful. It was obvious that such a course 
was always desirable in the interest of simplicity and of the 
highest efficiency, and in many cases no doubt it was quite 
possible and a proper course to adopt, but in the case of a 
supply concern having a considerable number of large con- 
sumers, many of which were collieries, the problem was ex. 
, ceedingly difficult, if not impossible, and the cost prohibitive. 
' New plant in the power station would require to be put down 
before the original plant could be thrown out of action. So 
far as the plant was concerned it might be possible to change 
it over piecemeal, and it might even be possible to follow the 
same course with regard to the main switchboard, which was 
usually duplicated as regards the bus-bars, so that the new 
plant could deliver to one set of bus-bars while the old 
plant could deliver separately to the other. But the real 
difficulty would arise in dealing with feeders upon which 
perhaps several large consumers might.be grouped together. 
The periodicity of supply to all these consumers must obvi- 
ously be changed at one and the same time, which meant 
that the consumers must be dealt with simultaneously. Com- 
ing now to the consumers' installations, the worst difficulty 
of all arose. Most of the new periodicity plant would require 
to be provided in readiness for the change, and in many cases 
it would be impossible to get the motors delivered below 


ground and transmitted to their various destinations at the 


same time that the old motors were being taken out except 
by ае for periods of ''shut-down " of such duration 
as no colliery would be likely to be able to bear. It:would 
involve practically the construction of duplicate engine houses 
or pump houses underground, so that the new plant could be 
ready when the periodicity was changed. The time taken to 
carry out such operations and the cost of them would clearly 
be prohibitive. 'The transmission of motors and other heavy 
machinery along the underground roads must all be arranged 
and carried out in such a way as not to interfere with the 


ordinary working of the mine, and this in itself would be 


the cause of very serious delay. It might be taken, therefore, 
that changing over the periodicity of an extensive system of 
supply was, practically speaking. quite impossible. It fol- 
lowed that in the cases of the linking-up of power stations 
running at different periodicities we should be often driven 
to the use of frequency changers. He knew of one instance 
of linking-up of power stations of different frequencies where 
energy was sometimes transmitted in one direction and some- 
times in the other, in which it had been thought desirable to 
construct the frequency changers with motor ends of the 
induction type and with generator ends of the synchronous 
type, coupling one in the one direction and the other in the 
opposite direction, so that the induction end should always 
be the motor in one or other of the sets, according to the 
direction in which the load was being transmitted. He 
gathered from Mr. Peck's reply to the discussion that this 
was not really necessary and that frequency changers with 
synchronous machines at both ends could be used with safety. 
The fear expressed in regard to this arrangement was appar- 
ently that one station might tend through overload to drop its 
speed slightly and that the synchronous machines, allowing of 
по slip. would be liable to destruction by being called upon 


* 


suddenly to transmit loads altogether beyond their capacity. 
This, however, seemed simply to point to the necessity for 
having the frequency changers of ample capacity to deal with 
any situation which might be likely to arise in practice, and 
for the use of reactances, automatic overload circuit breakers, 
or other protective devices to prevent injury to the machines 
in case of abnormal conditions arising. Surely, after all, this 
question could not be really different from that of linking-up 
two power stations of the same frequency, because the same 
question of the carrying capacity of the inter-connecting cable 
and of the necessity for protecting it against excessive and 
abnormal loads must obviously arise there. 

Mr. C. G. MonLEY New (deputy engineer and manager, 
Cardiff Tramways) agreed that stations could be operated in 
parallel without difficulty, and for that reason could not 
understahd the emphasis the author laid on speed regulation. 
Interconnector voltage would have to be carefully considered, 
as 1t was probable in many instances that the linking-up 
system of to-day would be the transmission system of the 
future, and extensions to generating stations would only be 
carried out in the most suitable places. He saw no reason 
why reliable automatic devices could not be installed for the 
purpose of earthing a system, in the event of the intercon- 
nector opening. He was interested in the Scott system of 
transformation in dealing with single-phase load from a 
three-phase supply, and was not at all satisfied as to the effect 
on, say, phase '" A" during a severe overload such as a fault 
on phase "B," seeing that the neutral point on the three- 
phase side was not fixed. In the author's fig. З the neutral 
point was shown earthed, which was contrary to the Board 
of Trade regulations, if the system was already earthed at the 
generating station. He would like to know if there was any 
objection to dealing with one-phase load from a three-phase 
system by ordinary transformer connections, three-phase mesh 
connected to three-phase 4-wire, the neutral. point forming 
an earthed outer to the single-phase system. In many cases 
it was not more difficult to balance three circuits than two. 
Having had experience with all ty of sub-station convert- 
ing machines, he could say that the induction machine was 
the most stable, as the synchronous plant as often as not shut 
down when faults occurred outside. 

Mr. A. T. Kinsey (Bristol Post Office Telephones) said that 
telegraph circuits still used the earth as a return conductor, 
and as the current employed on them was measured in milli- 
amperes it could readily ba seen which circuit was likely to 
suffer if powerful currents traversed the earth. Since the 
introduction of electric tramways telegraph engineers had 
constant differences of potential between any two earths irre- 
spective of distance, and in general not much notice was 
taken of them at the present time so long as they did not 
exceed 2 volts, as their effect could be eliminated. In tele- 
phony, owing to the extreme sensitiveness of the apparatus, 
the use of the earth as a return conductor had long n dis- 
carded and all. public circuits were now metallic. Moreover. 
the tendency was to terminate such metallic circuits on trans- 
formers, so that the transmission circuit proper would be quite 
independent of the earth. There were, however, large quanti- 
ties of apparatus used in signalling and in supervision which 
were auxiliary to the transmission circuit, and they relied 
upon the use of the earth. It could therefore be seen that 
telephone engineers as well as telegraph engineers would view 
with great concern any transference of load from one power 
station to another if it meant that large alternating currents 
of high frequency would pass through the earth. | 

Mr. T. J. NELSON (Port Talbot), in а communication, said 
that the paper provided a strong argument for the standardisa- 
tion of frequencies, as the difficulties that arose with the 
parallel working of power stations appeared to be in connec- 
tion with frequency changers. The parallel working of two 
power stations having different frequencies had been suc- 
cessfully carried out in South Wales at the ** New Markham 
Pits” of the Tredegar Iron & Coal Co. These new pits had 
a supply from two existing stations belonging to the com- 
pany situated at Tredegar and Oakdale, which had different 
frequencies, Tredegar being 40 cycles and Oakdale 50 cycles, 
and frequency-changers were used to interlink the two sta- 
tions. Two motor-generators were installed, one with an 
induction machine on the 40-cycle side, and the other with 
an induction machine of tke 50-cycle side, thus enabling the 
two sets to float on both systems without loading either supply 
with wattless current. The synchronous machine could be 
excited to such a degree as to give wattless current equal to, 
or exceeding, that taken by the induction machine con- 
nected to the same bus-bars. The first set consisted of a 
750-в.н.р.. O00-R.P.M., 3-phase, 50-cycle. 6.600-volt induction 
slip-ring motor rigidly coupled to one 500-Kw., 0.8 power fac- 
tor, 3-phase, 40-cvcle, 6.600-volt synchronous generator. The 
second set was of similar output. Two liquid starters were 
provided for starting the induction motors, and two sets of 
resistance grids were permanently connected in series with 
the rotors of the induction motors to give approximately 13 
per cent. additional slip at full load. The provision of slip- 
ring motors with adjustable permanené slip resistance pro- 
vided, as it were, & flexible coupling between the two sta- 
tions so connected. It was not necessary that the two 
stations should run in exact synchronism. The frequency of 
one station might vary approximately 2} per cent. in either 
direction without overloading the frequencv-changer eet. 
Suppose that the Tredegar station kept exactly a frequency 
of 40 cycles, if the machines at Oakdale were overloaded, the 
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speed of the prime movers would have a tendency to drop, 
but in the same measure as its frequency dropped below 50 
cycles, one of the frequency changers would transmit power 
from Tredegar. If the drop were approximately 24 per cent., 
then 500 kw. would be transmitted in that direction, with 
one frequency-changer ш and 1,000 xw. if both were 
in service. On the other hand, if the prime movers in Oak- 
dale had a light load, their speed would rise over the normal 
frequency, and power would be transmitted from Oakdale to 
Tredegar. The condition for the smooth working of the 
plant was that the governors of the prime movers in both 
stations should cause a few per cent. speed drop from no- 
load to full-load. This condition applied in general to prime 
movers driving alternators for parallel operation. The out- 
side adjustable slip-ring resistance allowed the slip of the 
frequency-changer to be brought into line with the regula- 
tion of the governors in both stations. ‘This would not be 
possible with squirrel-cage motors. The provision of slip-ring 
motors with starting resistances also simplified the synchro- 
nising of the sets. When two stations were running in parallel 
only one neutral point should be earthed, or if it were re- 
quired to earth the two neutrals, it might be done by insert- 
ing transformers in the interconnecting line, as suggested by 
the author. He had known this method to give entire satis- 
faction, but if the transformers were not required for any 
other purpose, it was not necessary to go to the expense of 
installing them. He did not agree that reactance or resist- 
ances should be placed in the earth connection to limit the 
earth current to a negligible value, as it was important that 
the earth resistance should be low enough to allow sufficient 
current to flow through it, to open any feeder on the system. 

Prof. Рлур RoBknTSON said that the figures which Mr. 
Peck gave as to the size of frequency changer necessary for 
connecting two svstems made one wonder whether it would 
not be better to change over the smaller system in. every case 
in which it was at all possible to do so. Since the changer 
set involved both a motor and generator, if it had to be rated 
as high as 20 per cent. of the capacity of the smaller system 
it would cost somewhere about 40 per cent. of the electrical 
equipment of the station, and would thus go quite a long 
way towards paying the station part of the cost of changing 
over to the standard frequency. Of course, there would be 
the consumers' motors to change as well, which, as Mr. 
Chamen pointed out, would be quite impracticable in some 
districts. With the object of illustrating Mr. Peck’s state- 
ments and calculations about the operation of machines in 
parallel, he gave some locus vector diagrams based on the 
same approximate theory as Mr. Peck's equations and ex- 
plained them in detail. 

Mr. J. S. Peck, in reply, agreed with Mr. Chamen as to 
the great difficulties involved in changing over a large gene- 
rating station from one frequency to another. Where a 
station was isolated from other stations in the same district, 
due to a different frequency, it was worth considering when 
laying down new plant whether to couple two generators 
to one turbine, one generator to be wound for the frequency 
of the station, and the other for the frequency of the district. 
The advantage of a set with two generators was that it 
could be driven by the turbine and supply current at either 
or both frequencies, or it could be used as a frequency changer 
to take energy from either system and supply it to the other. 
If the installation referred to by Mr. Chamen and Mr. Nelson 
were being installed to-day, the two seta would probably be 
replaced by a aingle double-synchronous set. Where two or 
more very large stations were connected together by short 
lengths of cable, it would be highly desirable to install react- 
ance coils in the interconnecting lines, otherwise a short- 
circuit on any part of the system might produce serious dis- 
turbances, and perhaps shut down all the generating stations. 

e did not think earthing devices were usually very reliable, 
and believed it was much better to earth the neutral point 
through a resistance, especially where balanced protective 
Rear was used. The Scott system of connection for changing 
rom three-phase to single-phase would not give a balanced 
oad on the three-phase circuit unless the two single-phase 
Circuits were equally balanced. This then became, in effect, 
a two-phase system." With Prof. Robertson's remarks he was 
п general agreement. 


ELECTRIC SHIP PROPULSION.* 


By W. L. R. EMMET. 


que Жер has for many years actively advocated electric 
one or the larger vessels of the navy, and as a result of a 


campaign of designing, experimentation, and educa- 
ity this method has been adopted on a large scale 
een ord avy Department. Electric propelling machinery has 
authori T. for the last seven battleships which have been 
Which f ‚ and is specified for the four new battle cruisers 
battle m part of the present naval programme. These 
: 1р8 are very large and important vessels, requiring 

H.P. each, and the battle cruisers present the most 


-. * From the Electrical World. Abstract. 


tional 
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stupendous propulsion problem ever brought forth, since they 
require no less than 180,000 н.р. each. Only two or three of 
our cities use as much electricity as will be generated on one 
of these ships at 35-knot speed. 

Electric propulsion has from the first had many opponents, 
and it is still being very actively opposed by nearly all the 
shipbuilders of the country, by Sir Charles Parsons, Charles 
G. Curtis, and others who have had important influence in 
marine engineering. Most of this opposition is undoubtedly 
sincere, but is not altogether disinterested, since shipbuilders 
want to use machinery which they know how to build, and 
since turbine inventors have in the past received large royal- 
ties from turbine-driven ships which are cut off by the advent 
of electric drive. Although the power still comes from tur- 
bines, the electric drive is, by licence agreetnents, free from 
royalty charges. 

The case of the new battle cruisers may be considered as 
the extreme case where advantages are most Important and 
in which the disadvantages of increased weight are most 
serious. 

Four of these vessels are authorised in the Navy Bill of 
1916. They are designed to make 35 knots each, requiring 
180,000 H.P. delivered to four shafts turning at full speed 
about 250 r.p.M. These are the fastest and most highly 
powered vessels ever built. The electrical installation pro- 
posed in each of them far exceeds in extent any single instal- 
lation ever made for any purpose. 

It 1з proposed to install in these ships four high-speed 
turbine-driven generating units of the best type, similar in 
most respects to those used in power stations on shore. Upon 
each of the four propeller shafts will be mounted two inde- 
pendent induction motors. Cable connections and switching 
arrangements will be provided by which any combination of 
motors and generators can be immediately obtained, and 
by which all the changes of connections for operation, re- 
versal, &c., can be instantly made under all running condi- 
tions; they are quite simple—in fact, much simpler than in 
most electrical installations. The electric supply 1s produced 
for the one purpose of propulsion, and is varied or discon- 
tinued according to need. Connections are changed only on 
dead circuit, even in the ordinary operations of stopping, 
starting, and reversing, and,automatic means are provided 
by which any diversion of current from any cause produces. 
an unbalancing which instantly breaks the field circuit and 
de-energises the system. 

The aggregate weight of this equipment with cables, 
gwitches, instruments, and controlling apparatus is 1,865 tons. 

If such a vessel were gear driven, a plurality of ahead tur- 
bines would be connected through helical gearing to each 
propeller shaft, one or more backing turbines would also be 
connected through the same gearing, and if good cruising 
economy was sought, it would be necessary to provide also 
cruising turbines connected through separate systems of gear- 
ing and arranged with couplings so that they could be de- 
tached during high-speed operation. 

Without further description or discussion of either type of 
apparatus, we are in a position to make a comparison which 
constitutes one of the most important advantages of the electric 
drive. In the geared equipment, each shaft has a system of 
turbines, gears, bearings, thrust balancing devices, and lubn. 
cating. systems all mechanically locked together. With high- 
speed machinery any kind of trouble with any of these parte 
will almost саши necessitate the immediate stoppage of 
the whole system. To keep a high-speed turbine running out 
of balance or with bearing trouble is impossible, and the 
gearing part would present almost equal difficulty. In the 
event of mechanical trouble of such character a ship would 
have to be stopped until the wreck could be cleared. The 
work necessary to uncouple and disconnect any part of such 
very heavy apparatus would be a serious matter involving 
much time, including that required to stop the ship. After 
the disconnection was made, the idle propeller would act as 
а very serious drag on a fast vessel. 

In the electrically-driven ship there is no mechanical con- 
nection of the shaft to anything but the rotors of the motors. 
These are self-contained, ironclad structures, and cannot by 
any possibility be subject to mechanical interference. The 
shafts are subject to the same possibilities of bearing or thrust 
trouble as shafts in other ships, but the presence of the 


motors does not increase this danger, and the speed being 


low it is remote in any case. With this equipment any motor. 
generator, or turbine, if in any kind of trouble, can be in. 


. Stantly disconnected without stopping the ship, and with 


only a small loss from the highest speed capacity. 

Such interchangeability as this power of disconnection gives 
constitutes one of the most important advantages of electric 
drive in such a ship. With one motor out of eight in trouble, 
only one-eighth of the maximum capacity is lost. and the 
ship’s maximum speed is impaired by only about one knot. 
If a generator or turbine is in trouble the maximum speed is 
reduced only about two knots. With two generating units 
and four motors out the ship can make 26 knots, and with 
three generators and four motors out she can make 19 knots. 
If parts give trouble they are simply cut out and repaired at 
leisure or as opportunity offers. The value of this inter- 
changeability is a warship can hardly be overestimated; it 
largely overcomes the military danger incident to accidents 
to the driving power, & danger which has always been of 
primary importance. TENE ' 

In turbine-driven ships, not clectric, it 1s necessary to 
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provide backing turbines which must run idle in the reverse 
direction when the ship is going ahead. These backing tur- 
bines involve complications which are very objectionable, and 
if these are reduced te a desirable minimum the backing 
power will be greatly inferior to that easily provided with 
electric drive. Experiment has shown that a turbine forced 
in an opposite direction involves about seven tines as much 
friction loss as when driven in its normal direction. This 
loss is very appreciable in the backing turbines of ships, and 
causes heating which must be dissipated by circulating steam, 
which causes further loss and waste. There are also serious 
difficulties and dangers in high-speed apparatus incidental to 
the abrupt and wide changes of temperature where steam is 
suddenly admitted to a cold reversing turbine. Steam which 
expands without doing work has a high temperature, and if 
work is done upon it by a reversed turbine the heat is con- 
siderably increased. With superheat these temperatures may 
be extreme, and they affect the main turbine »« ~~" as the 
other, since it also must be used for reversal of direction, and 
since the two often occupy the same casing. The mechanical 
effect of such abrupt change of steam temperature upon fragile 
structures presenting very extended surfaces 1s a matter which 
has been little considered, but which has caused much serious 
trouble. With electric drive the turbine never need be 
stopped when the ship is under way, and its operation is 
easier than in 8 power station, because the load 1s steadier. 
With modern high-speed turbines superheat affords large 
gains in fuel economy, and the ability to use safely high 
degrees of superheat may constitute one of the important 
reasons for adopting the electric drive. 

Various statements and estimates have been published con- 
cerning losses in high-speed gearing for which the authority 
is not known by the writer. Tests at Schenectady have shown 
losses about double those generally estimated, with rapid 
diminution of efficiency as the load falls. These tests were of a 
most accurate character with Jarge smooth running gears, 
and by the motor-generator method, where losses alone were 
measured, the same power being transmitted with and with- 
out the gearing. 

With the electric drive in these hattle cruisers, the losses 
from turbines to propeller shaft at full speed will amount to 
7 per cent., and by adjustment of voltage the transmission 
efficiency can be kept equally good at all speeds. Consider- 
ing gearing losses, reversing turbine losses, losses incident to 
necessary sub-divisions of the turbine and additional pack- 
ings, it 18 believed. that the actual transmission from turbine 
blades to shaft at full speed cannot be made more than 2 per 
cent. better in the geared equipment than it is in the elec- 
tric. At reduced loads the geared equipment will be much 
less efficient. The normal cruising speed of these ships will 
require less than one-tenth of full load, and the drag of gear- 
ings, bearings, reversing turbines, and idle parts of main 
turbines will be very serious. 

With the electric design, the number of motors and tur- 
bines used can be adapted to the demand for power, while 
with the other all parts must be kept running. This gives 
very important gains in economy at all speeds below the 
maximum. At 19 knots only one turbine is required to drive 
the ship, and electrical arrangements аге may by which it 
can be run at full speed instead of running at half speed, as 
16 would if the ratio was fixed as by gearing. Thus the 
steam efficiency at 19 knots, a desirable cruising speed, is 
equal to the best attainable at any speed. Assertions which 
have been made by shipbuilders and others that equal cruis- 
ing results can be obtained by the use of cruising turbines 
are obviously absurd. The cruising turbines themselves 
would be greatly inferior to the single main turbine so used, 
and they would be burdened with all the drags which are 
mentioned above. Cruising economy gives increased cruising 
radius without, renewal of fuel supply. This has always been 
considered a matter of the greatest importance in warships; 
it is a feature in respect of which the electric drive can have 
no rival. 

Enough has been said to give an idea of the reasons for 
the use of electricity in such ships, but, in addition, it should 
be considered that everything used in such an electric installa- 
tion 1s a matter of exact knowledge and wide experience, 
while methods of gearing on such a scale are backed by little 
and brief experience, and are the subject of wide difference 
of opinion as to methods of design and proportions. 

The writer believes that the differences of weight and cost 
which have been predicted by shipbuilders ‘and others are 
not based upon just comparisons, but that even if they are 
true they are not sufficient to balance the practical merits 
of electric drive for such vessels. 

For these reasons, it is believed that when prejudices are 
overcome electricity will develop an extensive use in large 
high-power warships. In such light vessels as scouts and 
destroyers, for reasons of weight and space, it is relatively 
much less desirable, but even in such cases with the lightest 
and most compact designs, and with very bigh pressure and 
superheat, it might in the future develop a lecitimate appli- 
cation. In merchant ships also it may afford great advan- 
tages. With electricity, turbine units can be installed in 
duplicate, eithe- in single or twin-screw ships. Machinery 
can be installed where convenient with motors near propellers 
and turbines near boilers, auxiliaries can be driven electric- 
ally from the main units. The highest superheat can be 
used without danger or complication, and main units can be 
Applied to other power uses, such as cargo pumping or 


handling. ‘These advantages have led to the preference of 
electric drive at a higher price in certain large freighters 
recently ordered, and will doubtless lead to many other appli- 
cations in ships of various types. 

The advantages here mentioned have been developed with 
a wonderful skill and foresight by the Swedish engineer 
Ljungström in the 900-H.P. ship Mjolner, which has been in 
successful operation for about two years. This vessel has 
shown a fuel economy decidedly superior to anvthing pro- 
duced elsewhere in a steamship, and has maintained thia 
high standard throughout her period of service. Such a result 
with such small power is very remarkable and significant. 
The Mjolner uses an extremely high degree of superheat. 
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NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). - 


Compl expressly for this journal by Messrs. W. P. TuoursoN & Co. 


lectrical Patent Agents, 285, High Holborn, Londno, W.C., aad at 
Liverpool and Bradford. 


2,439. '' Temperature compensators for electrical control devices." Ватівн 
Tnowsos-HousroN Co. & GeneraL Exectric Co. February 19th. 


2,475. '' Electric switches." T. McLeop. February 20th. 


2.487. '' Electro-magnetically-operated contact makers or switches.” F. C. 
HisBERgD, W. Kino AND G. D. Peters & Co. February 20th. 


2,488. '' Electric motor-control systems.” British THomson-Houston Co. 
AND GENERAL ELectRic Co. February 20th. 


2,494. “ Manufacture of armature driving spindles.” F. R. Simms AND 


‘Siums Motor Units, Lip. February 20th. 


2.909. “ Operation of electric or magnetic apparatus." F. J. Morr. 
February 20th. : 

2,507. '' Wireless telegraphy and telephony." 1. Hortik. February 20th. 

2,525. “ Electromagnetic levitating and transmitting apparatus." T. P. C. 
Ѕмітн, February 21м. ` 

2,564. ‘ Terminal or gripping devices for electric conductors." ВЕМЈАМІМ 
Ececrric, Lro., & E. FowLegr. February 21st. ; 

3,570. '' Automatic control of electric generating sets for emergency ог 
stand-by purposes for ships, buildings, &c." G. C. PiLLiNCER & L. SUNDER- 
LAND. February 21st, 

2,574. ''Interrupter. cams for operating ignition in internal-combustion 
enpgincs." Н. pe ca VatETTE. February 21st. (France, February 25th, 1916.) 

2.582. © Electrical oscillating apparatus." С. C. Evans & SUBMARINE 
SiGNAL Co. February 2151, 

2.591. *'' Electrical driving gear for motor-cars, &c." Н. Cmocnar. Feb- 
ruary 91st. (France, December 15th, 1916.) 

2,600. '' Means for rendering liquids radio-active.” О, A. Eri. Feb- 
ruary 22nd. : 

2,601. '' Artificial cooling of clectric motors and generators." G. E. 
Preece & Р. J. WitLLiAMs. February 22nd. 

2,617. '' Protective devices for alternating-current electric systems," A. Е. 
МсСош. February 22nd. 

2.621. © Electrical massage generators and appliances." 
February 22nd. 

2,623. “ Tank for oil-break switches.” A. RzvRoLLE & Co. anja R. W. 
Grecory. February 22nd. 

2.624. ''Oil-break switches," ELECTRICAL IMPROVEMENTS, Lra., & R. W. 
Grecory, February 22nd. 

2.639. “ Electric signalling or indicating apparatus for signalling orders ог 
numerical data, &c." E. A. Granam. February 22nd. 

2.650. '' Combined electric generating and sélf-starting mechanism for 
motor vehicles," E. Aron & E. Нил. February 22nd. 

2,606. “ Receiving apparatus for wireless ielegraphy." G. A. Beauvais | 
AND L. N. Brictoutn, February 22nd. (France, March 27th, 1916.) 

2,657. '' Telephone installations for wireless telegraphy, &c." G. A. Deau- 
vais & L. N. Briccouin, February nd. (France, November 7th, 1916.) 

2,674. “ Fittings or supporting combinations for electric lighting, &с.” 
J. 5. Foreman. February 23rd. | 

2.691. ‘Controllers for electric circuits." Вктіѕн Тномѕом-Ноовтом Co. 
AND GENERAL Evectric Со, February 23rd. 

2701. ‘ Process of treating ores of copper and nickel by electrolysis." 
M. V. Garin (née Bailly). February 23rd. (France, February 29th, 1916.) 

9.707. “ System of signalling in coal mines, &c." P. Homes, February 


E. PBCKHAM. 


d. 
2.718. ''Pocket electric torches or flash lamps, &c." С, Алим. Fe- 


2,740. '' Electrostatic machines." D. K. Morris. February $4th. 
2,741. “ Electrostatic generators." D. К. Morris. February Sth. 


PUBLISHED SPECIFICATIONS. 


1916. 


The numbers in brackets are those under which the specification «wi be 
printed and abridged, and all subsequent proceedings will be taken. 


1,540. Exectric Impucse SENDzRS. Relay Automatic Telephome Ce. & Н. J. 
February Ist, 1916. (103,683.) 
1,862. Тнекміс  TELEPHONES. Naamlooze Vennootschap de Nederlandsche 
Thermo-Telephoon Maatschappij.. February 13th, 1915.  [100,084.] 
2,491. E.zcrRiCAL Fusgs OR Cur-ours. H. W. Cox. February 19th, 1916. 
103,712. 
2,864. INTEGRATING MECHANISM FOR MEASURING INstRUMENTS. British Thom- 
son-Houston Co. (General Electric Co., U.S.A.). February 25th, 1916. 
103,714. 
Bee шн Swircnes. А. H. Midgley and C. A. Vanderwell & Co. 
March 4th, 1916.  (103,719.] 
4,347. TELEPHONR Systems, Т. Pettigrew. March 23rd, 1916. (103,739.) 
4,606. Suite Prorursion. British Thomson-Houston Co, (Geseral Electric 
Co., U.S.A.). March 29th, 1916. [103,733. 
Marden. June 3th, 1916. 


9,232. DyYNAMO-RLECTRIC MACHINERY. 
[103,768.) 

10,558. DurLgx Амо MurrmiPLEX Tevecrapry. С. O. Squier & L. A, Cohen. 
July 26th, 1916. (103,771.) | 

11,435. Rotors or ELrcrRICAL Macnines. Allgemeine Elektricitats Ges. 
August 6th, 1915.  (101,158.] 

13.905. COOLING AND VENTILATING SvsTEM POR Exsctric Srosace Barrens 
IN Susmarines. M. F. Hay. September 30th, 1916. [103,792] 

1,410. SicNALLING APPLIANCES. W. A. Heyes, L. O. Heyes ё А. V. Heyes. 
January 96th, 1916, [103,676.) 

5,733. Dav лмо Niont Compasses. G. Leigh. April 19th, 1916.  (199,749.] 

tember 20ih, 1916. 


13,339. Tramway AND Ran wav Ras. С. Spreckley. Sep 
[103,786.] 
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CHEAPER ELECTRICITY SUPPLY. 


— e oe ар 


Last week we commented at some length upon the 


very successful conference which was recently held 
in Manchester under the zgis of the Board of 
Trade; in view of the importance of this event, and 
the fact that we publish elsewhere in this issue a 
lengthy report of the proceedings, we may be ex- 
cused for making a further reference to it, as we 
wish to emphasise the remarkable unanimity which 
prevailed throughout the meeting, and which, we 
think, offers a good augury for the future. Not 
only at Manchester, but also at other centres where 
meetings of supply authorities have been held to 
consider the question of linking-up, the consensus 
of opinion has been entirely in favour of the move- 
ment, which is gathering impetus, and may now be 
said to be certain of accomplishment. 

That the attitude of company officials would be 


favourable to it might readily have been foretold; 


but what is the cause of the enthusiasm of the repre- 


. sentatives of municipal authorities? It seems to us 


to be due mainly to one thing: our municipalities 
have at last discovered electricity as a motive power. 
The position was very ably put by the Town Clerk 
of Blackburn, who, as he said, had practically 
grown up with electricity supply. He pointed out 
that, in the early days, electricity was looked upon 
merely as a means of lighting shops and the houses 
of the well-to-do. Now it was realised that it was 
the motive power far excellence, and that a cheap 
and reliable supply of electricity was absolutely in- 
dispensable to the prosperity of ойг industries. 
There is the answer in a nutshell. Of course, no 
electrical engineer needed to be told that that was 
so; the great thing is that it is now becoming under- 
stood by the laymen, and for this we have to thank 
the world-war, which in so many ways is opening 
the eyes of our fellow-countrymen to facts to which 
they had been blind. And therein lies the guaran- 
tee that the movement towards cheapening and ex- 
tending the supply of electricity will attain fruition. 

Now, we wish to point out that linking-up is not 
the beginning and end of the matter. It involves 
wider issues, which ought not to be neglected at a 
time when they are likely to be accorded favourable 
consideration. One of the most important of these 
is the perennial question of wayleaves. So long as 
owners of land, both private and public, are per- 
mitted to hamper and delay the development of 
supply networks, in opposition to the common wel- 
fare, so long will it be impossible to attain that 
degree of efficiency and economy which is impera- 
tively necessary in the interests of the nation. The 
article which we recently printed, from the pen of 
one who is intimately acquainted with the. conditions 
that are met with in practice, gave numerous in- 
stances of wilful obstruction which ought to be made 
impossible. Besides hindering progress in connec- 
tion with the larger undertakings, these practices 
present formidable, if not insurmountable, obstacles 
to the extension of electricity supply to the smaller 
townships and villages, and to dwellers in rural 
areas; and this brings us to our next point. 
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The Kaiser boastfully, but prematurely, declared 
that the future of Germany lay ** on the water ’’; it 
would be true to say that ours lies not only on the 
water, but also on the land, as we may have good 
reason to know during the coming months. The 
uses of electricity in agriculture, both for motive 
power and for intensive cultivation, have for many 
years past occupied a prominent position in our 
pages, and we have missed no opportunity of im. 
pressing their importance on our readers. The pre- 
sent circumstances lend added weight to the demand 
that every effort should be made to enable farmers 
to avail themselves of the advantages of electric 
: power and electroculture, and we are glad to know 
that the Board of Agriculture is instituting experi- 
ments ini connection with the latter on a large scale 
in Herefordshire. In 1915 we gave an account of 
the excellent progress which had been made by Mr. 
Kerr, the city electrical engineer of Hereford, in 
promoting the use of electric power, and he subse- 
quently read a paper before the Municipal Elec- 
trical Association on the subject which was regarded 
as marking an epoch in its history. . Quite recently 
the work at Hereford has acquired some prominence 
in the lay Press, and an extraordinary amount of 
interest has been aroused in the possibilities of 
electroculture for stimulating the growth of plants. 
But until the movement towards interconnection has 


solved the wayleave problem, the extension of elec- . 


tricity supply into rural areas, to bring it to the 
door of the farmer and the villager, can make but 
little progress. Thus the questions of linking-up, 
wayleaves, village lighting, and assisting agricul- 


ture are all intimately associated, and to some ex- 


tent interdependent. 

Now, these subjects—wayleaves, agriculture, and 
the like—are pre-eminently matters which ought to 
commend themselves to the attention of such bodies 
as the I. E. E. and the I. M.E.A., and we are glad to 
know that both these Societies are moving to good 
purpose. The discussion on wayleaves which is to 
take place at the Institution on April i2th should 
prove fruitful in bringing this question to a head— 
Government action is urgently needed. —and we trust 
that the members will seize this opportunity ot 
voicing the feeling of the electrical profession on 
-this point. With regard to agriculture, it is permis- 
sible to state that vigorous action is being taken, of 
which more will soon be heard. Hence, we hope 
the activity which has lately been manifest in the 
quondam Sleepy Hollows of British electricity sup- 
ply undertakings may soon transform the situation, 
and bring us appreciably nearer to that era which 
was so ably foreshadowed by Dr. Ferranti in his 
famous presidential address, when electrical energy 
shall be available everywhere, for every purpose, at 
a trifling cost. 


Industrial 
Federation. 


abstract of the speech delivered by 
Mr. Dudley Docker at the first 
general meeting of the Federation 
of British Industries. It will be observed that those 
who are interested in the development of the organi- 
sation are proceeding cautiously in order that they 
may learn as they go what are the safest and sound- 
est principles and policies to pursue and to adopt 
in order that the Federation may adequately repre- 
sent the true interests of our national industries con- 
sidered as a whole. It is felt that to fill in the 
details of the scheme at too early a stage may defeat 
the grand object that is in view; and while, as we 
said last week, we are anxious to see the comple- 
tion of a great organisation which will be capable 
of meeting the after-the-war industrial situation 
immediately that situation confronts us, we can see 
the wisdom of proceeding slowly if bv doing so we 
are advancing surely in such a way that there will 
have to be no capitulations, or time and energy 


Wr publish on another page an 


wasting retreats, as the result of false steps. It is 
perfectly true that the movement is a great experi- 
ment for us in this country, and that all sorts of 
new factors may come into play at any moment 
which may have a very definite effect upon future 
course of action, also that important and desirable 
interests might be excluded by too precipitate a 
formulation of policy. The Federation is being 
strengthened as an Employers’ organisation by the 
accession of, and by co-operative working with, 
several other associations; we do not want too many 
bcdies with similar objects and aims. It is also 


stated that the Engineering Employers’ Federation 


will work in co-operation with the F.B.I., but, so 
far as our information goes, the entire engineering 
interests of the nation are still in need of co-ordina- 
tion in order that they may take their proper place 
in relation to a super-organisation. The Federa- 
tion 1s to be congratulated on the efforts that it ha: 
made to secure that better atmosphere for the co 
operative working of Capital and Labour, which is 
so essential for the future if we are to be saved 
from catastrophe. Labour consists of many sec- 
tions, with many ideals, and we should like to 
feel that its organisations were making headway 
with their own efforts at co-ordination, so that there 
might be a truly representative voice to be heard 
wlien matters come to be deliberated upon. But no 
doubt on that side, too, the need for proceeding 
cautiously is recognised, for the factors in the situa- 
tion as it may develop cannot be foreseen. The 
objects of certain sections of Labour have been 
drawn up in resolution form on several occasions. 
but owing to the changing state of affairs due to 
the increasingly heavy demands made by the war 
the value of these as a basis for negotiation becomes 
lessened as time goes on. The Prime Minister has 
referred the Labour Party's last resolutions to the 
new Reconstruction Committee. There will come a 
time when demands which will form the read basis 


-for deliberations will be presented; and Federated 


Employers may then find it necessary to make 
known the details of the policy for which they 
stand. We must expect the demands of Labour to 
be large; the work of negotiation will be serious 
and arduous, calling, as Mr. Docker says, for all 
the patience, tact, and consideration at command; 
extravagance on the one side, or obduracy on the 
other, will not help the situation when it comes; 
earnestly do we all need to strive for an after-the- 
war spirit of Peace within ourselves. In the mean- 
time, however, serious efforts should proceed un- 
remittingly on both sides to secure a continuation 
of atmosphere in which harmonious relations may 
be cultivated. 


Tue Order relating to catalogues 


Catalogues: comes into force on March 24th, 
Notice to its operation having been deferred 
Manufacturers. a fortnight to allow those having 
stocks to таке immediate use 

of them. In future it will not be permissible 


to send catalogues and price lists ''through the 
post or otherwise” unless a request for the de- 
livery of same has been made in writing. As stated 
in our pages last week, the sending of catalogues. 
&c., by traders to traders for the purpose of their 
trade, or to persons abroad, is to be permitted, but 
there are electrical and engineering people in this 
country who, though not traders, should, in our 
cpinion, in the interests of munition manufacturing 
and of export trade, be kept acquainted with new . 
descriptive technical and trade literature. We shall 
be glad, under these circumstances. if electrical and 
allied manufacturers and traders who have been їп 
the habit of forwarding us their publicity literature 
for notice in our pages will kindly send us parti- 
culars of the new catalogues, &c., that they may 
issue, or contemplate issuing, so that we may keep 
the trade informed of their doings. 


Vol. 80. No. 2,051, Marcu 16, 1917] THE ELECTRICAL REVIEW. 


283 


SOME LONG-DISTANCE WIRELESS 
STATIONS. 


In recent issues, the Wireless World has published descrip- 
tions of several famous long-distance wireless stations 
which have helped to make history during the war, and by 
the courtesy of the Editor we are enabled to reproduce 
some of the interesting views and particulars there given. 
Fig. 1 shows the interior of the United States station at 
Arlington, which takes the place in America of the Eiffel 
Tower in Europe, in that it radiates time signals and 
other official information. It is the property of the 
United States Government, and is situated near Washington, 
on a site of 134 acres. Fig. 3 shows the three steel towers 


which support the aerials, the centre tower being 600 ft. in , 


height and the other two, which form with it an isosceles 
triangle, 450 ft. high ; the base of the triangle is 350 ft. 
long. The steelwork is insulated from the ground, and in 
the case of the largest tower weighs 500 tons, whilst the, 
other towers weigh 275 tons each. Three-phase alternating 
current at 25 cycles is supplied to the station at 6,600 volts, 
and is stepped down to 220 volts for delivery to the three 
transmitters ; one of these is the 100-Kw. Fessenden spark 


out and into circuit, reducing the sparking and wear on the 
contacts. The relay key is controlled by a small sending 
key, which operates an electromagnetic mechanism. The 
secondary leads from the transformer go to the stationary 
electrodes, across which are shunted the condensers and the 
primary inductance of the jigger. The condensers are of 
the compressed-air type, each consisting of a large cylindrical 
metal tank, in which the plates are suspended from insu- 
lators; the plates are spaced j in. apart, and the air is 
raised to a pressure of 250 lb. per sq. in. An external 
safety gap is set to a distance slightly greater than the gap 
between the plates, and the current is turned on inter- 
mittently, allowing sparking to take place inside, until 
the small particles of dust in the air are burned out, after 
which the spark jumps across the safety gap ; the latter is 
then lengthened, and the process repeated until the safety 
gap is 1 in. in length. Each condenser has a capacity of 
0:036 microfarad, and there are 14 units, connected seven 
in parallel and two in series. "The oscillation transformer 
or jigger is made of copper tubing in helices about 
1 ft. in diameter, the primary having eight turns and the 
secondary 16. The connections are shown in fig. 4, p. 284. 

The aerial is made up of three sections, with 23 wires in 
each section, each wire consisting of seven strands of No. 20 
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set illustrated in fig. 1, another a Poulsen continuous-wave 
100-Kw. set, and the third a 5-Kw. spark set supplied by 
the Wireless Improvement Co. The first-named set is very 
similar to the Marconi type, and employs several of the 
Marconi patents; in the illustration, the alternator and 
rotary spark-gap are shown on the left, the condenser banks 
in the centre and on the right-hand side, and the primary and 
secondary of the jigger above. The transformer is situated 
beneath the floor, the high-pressure leads being seen in the 
foreground. The plant is driven by a Westinghouse 
200-H.P., 220-volt synchronous motor, at 300 R.P.M., which 
is coupled to an 8-KW. D.C. generator, which excites the 
fields of the driving motor and the 100-Kw. alternator, 
a General Electric machine operating at 220 volts, 500 
cycles per second, at 1,250 R.P.M. The rotary spark-gap 
(fig. 2) is attached to the framework of the alternator, the 
rotary portion being mounted on the main shaft. The rotor 
consists of a fibre wheel with a heavy brass ring on its 
periphery, from which protrude 48 copper electrodes, each 
about 10 in. long. Water is circulated through the 
stationary electrodes from tanks on the framework above. 
Phase adjustment with the spark-gap is effected by rotating 
thecasing. One lead from the alternator runs to the primary 
of the transformer direct, the other through a large relay 
key, which is shunted by a resistance, so that instead of 
completely breaking the circuit, the key cuts the resistance 


Fig. 1.—100-Kw. SPARK TRANSMITTER AT ARLINGTON. 


(Buck, Washington. 
Fic. 2.—_-RoTARY DISCHARGER. 


gauge, of phosphor-bronze. These wires are attached to 
spreaders 88 ft. long, the spreaders themselves being attached 
to the towers by 10 Electrose insulators. The aerial is open 
at the highest end (at the 600-ft. tower); two sections are 
brought down to the 450-ft. towers, and two joined to the 
main section by “jumpers” made up of 23 wires bunched 
in the form of a rope. The main section is what is known 
as a * T " antenna, and the vertical part is taken from the 
middle. The 23 wires are brought down in the shape of a 
fan for 300 ft., and then in the form of a large cage the rest 
of the way to a switch at the base of the tall mast. 

The ground connections consist of many lengths of wire 
buried in the ground at various depths in the space near the 
towers, and led in a “ draught-board " pattern with soldered 
junctions. Many miles of wire were laid in making the 
large network, and, finally, wire leads were run down the 
slopes, ending in a small stream that flows near by. The 
ground connection between the aerial and this network is 
through a large copper strip 6 in. wide and } in. thick. 

For the description of the Arlington station our contem- 
porary has drawn from a paper presented to the Washington 
Section of the Institute of Radio Engineers, by Capt. 
William H. G. Bullard, U.S.N., until recently Superin- 
tendent of the United States Naval Radio Service. 

The Nauen station of the Telefünken Co., which .is 
situated near Berlin, is also described in the Wireless World ; 
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it works in conjunction with the U.S. station at Sayville, and 
has a central mast 900 ft. high. From this station 
Germany hoped to maintain communication with her 
colonies, and early in 1914 it was proved that messages could 
be transmitted to Togoland, which could in turn com- 
municate with German South-West and East Africa. The 
central tower is surrounded by five shorter masts (fig. 5), 
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Еа. 3.—ARLINGTON ANTENNA TOWERS, 


and is mounted on a single steel ball restigg on a slab of 
marble, which provides the necessary insulation, the tower 
being kept in place entirely by numerous stays. An earlier 
tower, 600 ft. high, was brought down in a gale somé years 
ago. А very extensive earth system is provided, consisting 
of many miles of wire embedded in the ground. The 
antenna is of the double inverted L type. The plant com- 
prises apparatus of both continuous-wave and quenched- 


в, single-phase generator; p, three-phase motor; к, exciter ; 1, relay key ; 
J, resistance ; N, transformer; P, choke coils pm discharger; o, stationary 


electrodes ; F, tanks; T, condensers; o, oscillation transformer; v, aerial 
tuning inductance; r, hot-wire ammeter. 


Ета. 4.—DIAGRAM OF CONNECTIONS OF 100-KW. TRANSMITTER. 


spark type, the former being of 250-Kw. capacity at 8,000 
cycles per second, with a Joly frequency multiplier. 
Fig. 6 shows the base of the central tower. The long- 
distance station at Dar-es-Salaam, in German East Africa, 


was constructed on the same principle, but was wrecked 
by the enemy before the British troops took possession of 
the station. 

Passing to the Pacific side of the American Continent, 
the wireless service between the United States and Japan 
claims notice. This was inaugurated four months ago; it 
bridges a distance of 4,200 miles between San Francisco 
and Funabashi, with a high-power relay station at Honolulu 
—but direct communication between the terminal stations 


Photo. by) [Giles Photo. Agency. 


Fig. 5.—WIRELESS STATION AT NAUEN. 


is possible under favourable conditions. Here the Marconi 
system is employed, the American Marconi Co. being the 
manufacturers. The service forms part of a wider scheme, 
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Fig. 6.—NAUEN : BASE OF 900-FT. TOWER. 


embracing stations at New Brunswick and Belmar, on the 
New Jersey Coast, to communicate with corresponding 
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stations in Great Britain ; stations at Bolinas and Marshall, 
in California, communicating with the Hawaiian stations of 
Kahuku and Koko Head; stations at Manila, in the 
Philippine Islands, and stations at Marion and Chatham, 
Mass.. communicating with Stavanger and Naerbo, in 
Norway. 

From the operating house at Koko Head as a centre, the 
San Francisco aerial extends south-westward, and is carried 
on five 330-ft. masts to an anchordge. The Japan aerial 
extends from the operating house almost due east. The 
first two masts are of the standard sectional type, 430 ft. 
in height, the first being on, level ground and the second 
on a hillside. From the latter point the aerial makes a 
span of more than 2,000 ft. to the top edge of Koko Head, 
an extinct voleano at an elevation of 1,194 ft. above the 
sea level ; here there was not room enough to erect a 
sectional mast, only about 40 sq. ft. being available for a 
self-supporting structural tower, 150 ft. in height. The 
tail-end anchorage is far down on the inside of the crater. 
The ‘balancing aerial, which is employed in both seta of 
antenne, is on self-supporting towers, each of which is 
100 ft. їп height. 

The station at Kahuku is now being employed both as a 
sending and receiving station, and is the largest wireless 
station in the world. From the power house, the San 
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FiG. 7.— WIRELESS STATION AT BOLINAS, CALIFORNIA. 


Francisco transmitting aerial extends soüth-westward, 
supported by 12 masts, each of which is 325 ft. in height ; 
the Japanese aerial extends to the south-east, supported by 
12 masts, each 475 ft. in height. 

The sending station at Bolinas, Cal., employs eight masts, 
each 325 ft. in height, and is illustrated in fig. 7. The 
receiving station is at Marshall, 12 miles to the north of 
Bolinas. | 

Automatic sending and receiving apparatus plays an 
important in wireless communication between the 
Occident and the Orient. The sending machine somewhat 
resembles a’ typewriter, and will make possible the trans- 
mission of more than 100 words a minute. Under the 
automatic system, 10 or 100 messages can be filed at the 
same time at the office of the Marconi Co. in Honolulu. 
They will be distributed among the necessary number of 
operators, and the dots and dashes punched in a paper tape 
by a machine. This tape is fed into an automatic sender, 
and the signals are conveyed by land line to Kahuku, where 
the dots and dashes actuate a high-power sending key, 
automatically energising the aerial simultaneously with the 
feeding of the tape in the station 30 miles or more away. 
At the transmitting station the signalling currents operate 
the magnets of the high-power sending key in the main 
circuit, and the signals are flashed to the point which the 
destination of the message calls for, either Marshall or 
Funabashi. If the message is destined for Marshall it will 
be received on a specially-constructed Dictaphone machine, 
each cylinder, as soon as it is filled, being handed to 
an operator, who will transcribe it into a type-written 
message by means of a Dictaphone machine running at 
normal speed. : | 

The distance from California to Honolulu is 2,087 miles, 
and from Honolulu to Tokio 4.140 miles. 
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THE CONTROLLER DRUM. 
Bv PERCY H. JACKSON. 


IT has been the practice of several controller manufacturers 
in this country and abroad to arrange controller drums in 
such a manner that the resistance step contacts and their 
corresponding contact fingers are smaller than the line and 
armature contacts. This is obviously incorrect, and the 
following goes to show the practice {о be absolutely 
illogical. 

Take, for example, a controller suitable for use with a 
35-H.P., 230-volt, series motor, the latter being provided 
with commutating poles, and the electrical particulars being 
as follows :— 

Armature resistance ... 0°0465 ohm 


Resistance of commutating pole windings... 0°0123 ohm 
Resistance of series field windings ... 0°0455 ohm 


Full-load current 126 amps. 
H.P. "T ius ius s m iu 35 
Voltage... Vi : TA 230 


Now, a controller suitable for such a machine would pro- 
bably be provided with six positions—i.e., five resistance 
steps. Assuming that the controller has to be of such 
capacity as to be capable of starting the motor against a 
torque equal to full-load running torque, the resistance 
would be arranged as follows :— | 


Position No. Current. Resistance in circuit. 

1 70 amperes 33 ohms 
2 126 Е og 1:82 " 
3 126 н БЕ `90 
4 126 ^ BE '440 
5 126 |8 S 215 
6 126 " '1043 , 

| = Resistance 

of motor. 


It will be, noted that a current of 70 amperes only is 


! allowed to разв on the first position of the controller: the 


full-load current—viz., 126 amperes—is allowed to pass 
on the second position, the idea of this being to reduce (во 
far as is reasonably permissible) the current which finally 
has to be broken by the controller. This is in accordance 
with standard practice. | | 
Tests carried out on a controller of this description show 
that when passing from the “ full on” to the “ off ” position, 


rae RE MAR RN 


Fia. 1.—4, Motor armature ; B, Magnetic blow-out coil ; D, Con- 
tact fingers ; E, Limit switches; Р, Series windings: R, Starting 
resistance. 


the current falls in steps of about 15 amperes each, the 
current which finally has to be broken by the controller 
being about 52 amperes. 

Diagrammatically, the controller would be designed as in 
fig. 1, the main and armature contacts being, for example. 
lin. in width, while, as above stated, some manufacturers 
would probably supply the resistance contacts { in. wide. 
It will be noticed (see fig. 1) that six breaking points are 
provided. In other words, the current of 52 amperes is 
broken by six contacts having a total contact surface, at 


. the moment of breaking, of 6 in., or about 1 in. to every 


8°7 amperes, whereas each of the resistance contacts has to 
break 15 amperes on a contact surface of ł in. It is, of 
course, appreciated that the resistance contacts do not; have 
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to break circuit absolutely as do the main contacts, but 
nevertheless, the absurdity of providing resistance contacts 
narrower than the main contacts is at once realised. 
Controller designers in general would do well to drop this 
practice, and make the resistance contacts as wide as, if not 
wider than, the main and armature contacta. 


INTERCONNECTION OF LANCASHIRE AND 
CHESHIRE ELECTRICITY SUPPLY SYSTEMS. 


AT the conference which took place at Manchester, on March 
Jnd, Mr. G. H. Roperts, M.P., Parliamentary Secretary of 
the Board of Trade, said that there was no one now but ack- 
nowledged that cheap and ample supplies of electricity were 
absolutely essential to national development; therefore, the 
conference was one of vital importance, not only to local 
authorities and the companies represented, but to the nation 
as a whole. Economical production should be the first aim 
ol everybody engaged in industry. it should also be the first 
concern of every citizen. The circumstances at the moment 
were not very favourable to large projects; owing to the war, 
the Ministry of Munitions had to exercise a tight control 
over metals, and over things that were necessary for the 
purposes of munitions, and they were aware of the extreme 
difficulty of raising capital. But, although these adverse 
elements were present, that was no reason why they 
should simply rest on their oars. A cheap supply of elec- 
tricity was really essential to the recuperation of the nation 
and the great expansion that, they hoped, would be embarked 
upon when peace was re-established. Since he had been at 
the Board of Trade, they had realised the real importance of 
the problems that they were to consider that day. The policy 
pursued in the past had not been the right one; they had 
been too parochial in their view. Јоса authorities had come 
to regard themselves as detached entities, whereas the local 
authority in the future must consider itself in relation to all 
the authorities surrounding it. It might well happen, with 
the spreading of the citizen-spint in the broad national sense, 
that whenever these undertakings in the future were to be 
embarked upon, it would not be by a small local authority, 
but by groups of local authorities having common purposes 
and seeking to serve the common interest. In so far as legis- 
lation might be necessary, the Board of Trade was willing 
sympathetically to consider the necessity and to advise Par- 
liament to enact what might be essential to carry out the 
scheme for the economical production of electricity. 

Mr. S. L. Pearce (City Electrical Engineer, Manchester, 
and Chairman of the Interconnection Committee), speaking ae 
chairman of the committee of engineers who had been res- 
ponsible for the preparation of the report on interconnecting 
the various supply undertakings in Lancashire and Cheshire, 
said that the letter of May 25th, 1916, which was issued by 


the Board of Trade, endorsed the action which had been : 


taken in Lancashire some few weeks previously. The letter 
emphasised the saving in coal, but the committee of engi- 
neers would go further, and point out that there were 
advantages accruing from such a scheme of interconnection 
other than the saving of fuel. They could be summed up as 
follows: If fuel costs and labour costs and capital charges 
were to be kept down to an absolute minimum, some system 
of interconnecting was absolutely essential. To enable those 
advantages to be obtained, what was required was the estab- 
lishment of & main interconnected power distribution system 
linking-up the several power stations in that area of Lanca- 
shire and Cheshire, very much on the lines adopted in the 
North-Eastern ‘Counties. The final finding of the committee 
was to the effect that basing the price of coal at 17s. 6d. 
per ton, and on a capital expenditure of some £281,000 re- 
quired for the necessary interconnecting mains and trans- 
forming plant, there would be an annual saving on coal alone 
of some £82,000 per annum, arising simply and solely from 
the more efficient. use.of existing plants. That this figure 
could be materially increased, possibly threefold, if the pre. 
sent-day export value of coal were taken, would be obvious. 
Under Section 8 of the 1909 Electric Lighting Act, the Board 
of Trade, with the concurrence of the Local Government 
Board, had power to set up joint boards of local authorities 
for the express purpose of jointly exercising powers con- 
ferred by the Electric Lighting Acts on two or more local 
authorities, where the joint exercise of those powers appeared 
to be expedient and desirable, and & practical example existed 
in the Joint Tramways and Electricity Board of the Staly- 
bridge, Hyde, Dukinfield and Mossley Corporations. This 
section of the Act did not admit of companies being repre- 
sented on such a joint board, and he thought it was very 
doubtful whether any legislation could be set up which would 
admit of a joint authority comprising both municipalities and 
power companies. The committee considered that the co- 
operation of the large power companies was essential to the 
success of the scheme, if it was to be carried out on really 
hroad national lines, and had suggested in the report one 
"ay out of the difficulty, which would be to empower the duly 


-chester un 


constituted joint board of local authorities to enter into work- 
ing arrangements with the power companies to enable them 
to connect up with the power companies' undertakings, and 
for the use of the power companies' existing mains, and for 
any other arrangement that might be considered good in the 
view of the board. The powers which the committee con- 
sidered should be entrusted to this joint board when once it 
was set up were given in the report. The first power was 
to raise capital from time to time for the provision of mains, 
transformers, and other works that might be required for 
interconnecting purposes, and to allocate all expenditure on 
the joint scheme on an equitable basis between the under- 
takings participating in the scheme. The second power was 
to adjust running hours of the existing generating stations, 
in such a way that the maximum economy of fuel might be 
effected. This would entail the shutting down of certain 
stations during the night or week-ends, or times of light 
load, the supply being furnished by stations provided with 
more economical plant. The third was to lay down rules for 
determining the charges for supplies. The fourth was Ҹо act 
in an advisory capacity with regard to all future extensions 
of generating plant, and to advise in which localities. those 
extensions could be best made. The fifth was to appoint fronr 
time to time such officials as might be necessary to act in 
an advisory capacity to the board. The second powe 

namely, the question of adjusting the running hours of t 

existing plants in the existing stations, in the view of th 


‘committee was most important, and involved an element о, 


control. The committee felt that if the best was to be got 
out of the existing plant and the existing stations, some 
power of control must be exercised. The existing stations 
should not be free to run their plant just as they chose, 
otherwise they would be maintaining probably the status quo 
and would not be getting the best from the most economical 
plants. With regard to the fourth power. the committee felt 
that all it could do, if its advice was asked, was to state 
where, in its opinion. having regard to all the local cireum- 
stances of the situation, extensions of plant could be best 
and most economically put down. If the Board looked 
favourably upon the main proposals and the main principles 
involved, the committee did not consider that the difficulties 
would be insuperable, given a spirit of co-operation and 
yoodwill, and the idea to do the best that was possible for 
the country as а whole. Everyone would agree as to 
the desirability of any such scheme going forward on a 
voluntary basis, and that there should not, if possible, be 
any suggestion of compulsion or of coercion. The committee 
also was very firmly of opinion that the control of the elec- 
tricity supply in that part of the country should be in the 
hands of those most closely connected with the several 
undertakings concerned, who were, he thought, in a position 
to understand the requirements of the district and the area 
covered by the scheme. A most important point was that 
the statutory powers of the several undertakings mentioned 
in the report, exercisable in their respective areas, were not 
in any way interfered with by any of the proposals contained 
in the report. The view might be advanced that the same 
end could be attained by private arrangement: the oppor- 
tunity for private arrangements existed for a very long time, 
and, comparatively speaking, not very much had been done 
in that part of the country. The committee considered it 
to be far preferable to set up a joint board whose engineer- 
ing advisers would have constantly before them well-thought- 
out plans for co-ordinating the whole of the electricity supply 
undertakings of the Lancashire and Cheshire area. 'To have 
a scheme formulated in the joint interests of all, to be 
carried out a stage at a time, if desired, appeared to be a 
better plan than to continue the present somewhat haphazard 
private arrangements which frequently did not take a sufh- 
ciently long view into the future. Meetings of the several 
groups had already taken place for the purpose of considering 
the report, and a joint meeting of the first four groups had 
been held, and the representatives of the various local autho- 
rities and power companies had approved, practically unani- 
mously, the main principle set forth in the report, namely. 
the principle of interconnection, but they reserved, and 
rightly reserved, their final approval of the engineers’ pro- 
posals until they had had an opportunity of fully working 
out a detailed scheme. The whole essence of the scheme 
was cheap electrical power for industrial purposes. 

Coun. DaaGNaLL (Chairman of the Manchester Corporation 
Electricity Committee) said that the report had been under 
the consideration of the Manchester electricity undertaking. 
which had Иа it unqualified approval. Although the Man- 

ertaking did not hope to be very considerable 
gainers by this scheme, there was a possibility that they 
might be ultimately gainers, and certainly they would be 
able to help those who were perhaps in a less fortunate posi- 
tion. 

Mr. L. C. Evans (Town Clerk of Salford) said they were 
there to see how they could for some purposes get rid of 
municipal frontiers. That had been a somewhat difficult 
question between Manchester and Salford. They in Salford 
desired to preserve local autonomy for those subjects which 
were properly the subject of local administration, but they 
did desire co-operation outside their own frontiers with other 
local authorities in matters which ought not to regard muni- 
cipal frontiers, and that was the attitude of mind which 
they brought to bear upon this question. It was difficult. 
however, to determine how to settle the exact details of meh 
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co-operation. Each of the constituent entities in the separate ' 


might possibly object to their separate electricity undertaking 
being merged into another undertaking upon which 
only had representation, and po 

included in the group might object to be part of an un er- 
h they were only a very small part. 
day, therefore, % much more modest proposal Was put for- 


was a basis upon which they considered there should be a 
desire between local authorities to preserve local autonomy 
for matters which could better be settled parochially, but, at 
the same time, to secure co-operation in regard to matters 
which lay outside their own frontiers and which could best 
he done by ® joint board. 1% seemed to him desirable to 
admit the principle of a joint board or 9 joint committee tor 
interconnecting the electricity undertakings, and to refer the 
matter to à committee to confer. with the Local С ‘overnment 
Board and the Board of Trade as to the precise details for 
carrying it out. Beyond that they could scarcely g0 that 


day. 
The CHAIRMAN (Mr. G. TI. ROBERTS) remarked that there 
were 42 electricity supply undertakings represented there by 
195 delegates. That | 
and the country with the very great importance © the con- 
ference. _ | 

Coun. ROBINSON (Stretford U.D.C.) gaid that the old basic 
principle of producing the largest volume in the shortest 
time at the lowest cost muat ever be with them a8 leaders 
of industry. He thought the principle that they Were to 
settle that day Was that municipal boundaries should not be 
a bar to electricity development. inci 
thought they would all agree, 
stated that in the development of the scheme the rights of 
each local authority would be respected and their obligations 


They were seriously considering whether the public supply 
authorities could supply that current cheaper than they coukl 
make it themselves. 
* they could imagine what the saving wou d be to him from 
the point of view of capital outlay. „ooking round those 
areas, and reviewing the enormous industrial interests in- 
volved and the prospective developments, it they could just 
reach that ideal of production which would enable & collec- 
tive production to supply the units at & lower price than the 
geparate entities could make it among themselves, the saving 
of capital outlay to the industries of the country would be 
enormous. Stretford would give this scheme its hearty 80р- 
port. The spirit in which the engineers had approached the 
question had made it possible for it to be, considered on 8 
purely economic basis apart from the municipal boundaries. 
H. Е. PARSHALL (Chairman, Lancashire Electric Power 
ition of his company 80 


t the balance. 8o 


pose 

The proposal to have the whole matter most broadly dealt 

with by the Board of Trade was the one that in the final 

result would lead to the greatest economies. 
ce 


the cheapest electricity gupply. they 
were willing to stand by the decision of the central tribunal, 
io inus, and lovally carry out all the rules 

and regulations and provisions of a central committee to 
determine which installations «should go or what the gener 
. d were divided up into is- 

triets, an each district was examined from the standpoint 


by Parliament, and there was & avstem of inspection 


Government, or headquarters, so that the economic supply 
of a particular district could not be hindered—if auch & body 


> 


have to occur," if that should be the position, then he 
would recognise it as ideal. That was the position that his 
company was pre ared to atand by loyally and well. 

Coun. JAMIESON (Chairman of the Electricity Committee of 
the Bury Corporation) said that this had been а t scheme 
of their electrical engineer 10r many years, 


s of coal, and at the 
He hoped there would be no 


LI 
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by the 


interfering with those committees which had got statutory 
powers. Аз regarded the large numbers of consumers to be 
supplied by joining up and pooling together, his committee 
thought 1t would be one of the best things that could happen 
from the point of economy. | 

{тош а great many important industries. "They could not 
supply Шеш, and could not get any money from the Govern- 
ment to enable them to enlarge their undertaking. There- 
fore, lus committee Was anxious that something should be 
done, and us it should get coupled up before next winter. 


half of Group C, took up the position that the report demon- 
strated that the scheme was feasible, practical, and econo- 
mical. The supp y of cheap electrical energy having become 
such & vital necessity, as municipal representatives they felt 
that their resources should be organised wi 
basis than the municipal unit. | 

energy by reason of its nature was an extremely favourable 
object. for co-operative effort over à very wide areu, and it 
was of the highest importance that the generation of elec- 
trical energy should be organised on the most economival 
lines 80 as to yet the cheapest possible supply. 
few stations which were not refusing customers because they 


! They therefore thought that, in 
the national interest, this scheme. should be pressed forward, 
and with regard {о whatever legislative enactments might be 
required, thev asked the Board of Trade to angist them to 
make the scheme effective. He represented & linked-up scheme 
on a small aeale which was yielding most excellent results. 
The four towns of Hyde, Stalybridge, р 
formed a joint board, and h d onl 
_-an abundant, 

energy. The board worke solely with that end in view. 
They. considered that, after making the undertaking com- 
mercially sound, the greatest service they could render to 
the community was to give it а cheap supply of energy, ant 
not to make profits to go in relief of rates. They considered 
they were assisting the rates by increasing the rateable value 
The result was that 
units per ead of the population in 
their area, which was Very largely indeed in excess O the 


' consumption рег head of population 1n any other area 1n 


the country. That result could not have been achieved il 
each of the four Corporations had been acting independently. 
Corporations had come to recognise 1n this 
joint scheme that they had. got 9 most valuable asset. i 
the money to lay down new plant they could raise 


done by linking up In Lancashire and Cheshire there were 
by various electrical under- 
The average consumption of all 
something under 100 units per ead, but in the next. few 
years, if they had the capital to lay out in electrical plant. 
the consumption could be raised to 900 units for the whole 
of the area. An enormous amount of plant would have to 
be put down. and this plant should be laid down upon the 
best lines. Hia board gave the scheme their heartiest sup- 
port, and wished it every success. 

Ald. HIGHAM (Chairman of the Accrington Corporation 
Electricity Committee) gaid that his Corporation had already 
expressed its approval, and heartily wished the scheme to £o 
forward. that it was not intended to put any 
obligations upon any authorities in which the expenditure 
would not be justified by the saving to be effected. Even 


put into effect the objects in view. He had in mind the 
gmall townships in the distri | 

were begging for an electrical supply—Great Harwood, Rish- 
ton, and Padiham, which were populous and successful 
manufacturing areas, and were being absolutely starved for 
a decent supply of electricity. There ought to be gome 
machinery whereby these small authorities could approach 
the joint board with a view to acquiring & cheap supply of 
current, to which they were undoubtedly entitled, and with 
which they could not possibly provide themselves. 

Mr. E. Russet TAYLOR (Chairman of the Liverpool Cor- 
poration Electricity Committee), speaking for а group that 
had been left out of the working report, said that geogra- 

hically they were rather different to the other groups. hav- 

\ \ fersy. AS 
to effect 8 aaving 10 coal, and it 
had to be done quickly. they found that, so far 88 Group E 
it was % physical impossibility to link up 
; however. been 
this advantage, that since the committee sat, districts In that 
grea had already grouped together, name y, Bootle 
pool, and Southport and Birkdale. Tt was their intention to 
give every possible support to the movement #0 far as Group 
E was concerned. The war had demonstrated nothing more 
forcibly and plainly to them than the immense amount o 
waste that had taken place prior to the war, in every depart- 
ment of life. The time had now arrived when ‘municipalities 
should. pay more attention to the scientist and to the. chemist. 
including their own engineers, to see wW 
the saving O uel. coal was consumed a8 COR, | 
be consumed, after the essentials were taken from it, leaving 
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quite sufficient heat in it to do its work, it would not be 
£82,000 that would be saved, but many hundreds of thou- 
_ sands of pounds. The Liverpool Electricity Committee gave 
the scheme its benediction. 

Mr. L. Beard (Town Clerk of Blackburn), taking the point 
of view of the towns of a smaller size, which he thought 
would be those which would derive the greatest benefit from 
the scheme, said that the problem which was presented to 
the early developers of municipal electrical undertakings had 
been entirely changed by the passage of time. They looked 
upon electricity in those days as a means of lighting shops 
and the houses of the well-to-do. To-day it was the great 
source of cheap power. The result of the way in which the 
question was tackled at the beginning, especially in the 
smaller towns, was that thev found themselves handicapped 
by their early mistakes. Each of these undertakings was 
too small in itself, generally speaking, to be developed into a 
really modern and up-to-date power-producing undertaking, 
and they wanted to find a solution of the difficulty, a solution 
in which the future of their industries was largely concerned. 
It was a problem not of linking-up, which was the mechanical 
part of it, but of co-operation. Co-operation was not a new 
thing to municipalities in Lancashire. They should look at 
the scheme not merely as an emergency war measure, the 
advantages of which were to be estimated by the period of 
the war, but as a far-reaching scheme for the future develop- 
ment of these undertakings over a long series of years. Some 
of them had been a little afraid that by coming into this 
oint board they might lose some of their local autonomy. 

e did not think that they could get the advantages which 
they hoped to derive from the scheme of co-operation with- 
out paying somcthing for them. Не appealed to all authori- 
ties which, like Blackburn, were on the small side, and ex- 
pected to get great advantages from this scheme, to consider 
whether it was not worth their while to come into it at once. 
By so doing they would have a voice in the framing of this 
scheme. | 

Ald. F. Ѕмітн (Deputy Chairman, Liverpool Corporation 
Electricity Committee) held the view that it was their duty to 
provide as far as possible for the distribution of electricity in 
its best and cheapest forms. Every advance that could be 
made in the quick and cheap supply of electrical power was 
favourable to English trade. 

Mr. W H. Tyrer (Town Clerk of Wigan) said on behalf of 
the Wigan Corporation, that it whole-heartedly supported the 
principle implied in this excellent scheme of interconnection. 
Wigan had a scheme of interconnection with the Lancashire 
Electrica] Power Co., and would like to know to what extent 
it would be possible to use what had been done there, 
and whether possibly it might get some contributions to- 
wards the capital. What would be the next step? 

The CHAIRMAN remarked that it was a very happy omen 
that there was such a remarkable unanimity. They all 
wanted the most economical form of production. Unless 
they could accomplish that object in the next few years, 
Great Britain would be deposed from its position of commer- 
cial eminence. It was no exaggeration to say that the cheap 
supply of electric current afforded one of the greatest possi- 
bilities for the development of national industries in the 
coming years. The next step rested with themselves. It 
was for them to work out the details of the scheme, and 
then to submit them to the Board of Trade for the considera- 
tion of those who advised the political heads on the matter. 
He could only give the official assurance that his right hon. 
friend, the President, and himself were really seized with the 
urgency and importance of the problem, and they might rely 
upon it that the proposals submitted would be thoroughly in- 
vestigated in a sympathetic spirit. Since he had been at the 
Board this was a subject that had been specially brought to 
his notice, and had in a very large measure been placed 
under his control; therefore, he was very glad to have the 
opportunity of listening to the many speeches that morning, 
and had been very much helped by being there. That con- 
ference might not only prove to have been of local advantage, 
but also a splendid and enduring contribution to the future 
development of the trade of the nation. 

The proceedings ended with & hearty vote of thanks to the 
Chairman. | 


BRITISH CAPITAL AND FOREIGN TRADE. 


ON Monday last Mr. EDGAR CRhRAMMOND delivered a lecture 
before the INSTITUTION oF Civi ENGINEERS on the subject of 
'" Foreign Trade and its Relation to Investment of Capital 
Abroad." In & brief introductory speech the President re- 
ferred to the new era of efficiency and freedom from red 
tape that lay before us, and expressed the hope that engi- 
neers would realise their responsibilities and take broad views; 
questions of finance came within their scope, and invest- 
ments made abroad should bring large orders to this country. 

Mr. CRAMMOND, who dealt with his subject in a masterly 
fashion, traced the history of British investments of capital 
abroad from a remote period, and gave numerous statistics 
showing the distribution of our investments throughout the 
. world as a whole, and the British Empire in particular; 


curiously enough, the amount invested outside the Empire. 


was approximately equal to that invested in our Dominions 


and Dependencies, and the latter was fairly equally divided. 


It was owing to our very large foreign investments that we 
had been able to maintain the rate of exchange and to 
finance our: Allies, the process involving the transference of 
large sums from the hands of neutral nations to: those of our 
Allies. It had been abundantly proved that shipping was our 
greatest industry, and our mainstay during the war, and 
he hoped that every effort would be made when peace re- 
turned to maintain its supremacy. British capital should be 
employed to increase our exports and improve our food supply 
—it was made clear bv statistics that the countries in which 
our capital was invested were devoting increased attention 
to manufacture and neglecting agriculture, and for that reason 
alone, apart from the war, the manufacturing countries of 
the world would have been in sight of a shortage of food 
supplies. British capital should also be applied to develop 
the Empire. The new conditions created by the war had 
rendered necessiry the adoption of a new economic policy; 
in the past, if we had had an Imperial policy at all, 16 was 
rather that of internationalisation of capital, war being re- 
garded as a remote contingency. Our money market was 
open to the world, we were dependent on foreign food sup- 

plies, and on Germany for commodities of vital importance. ' 
In Germany, on the contrary, the tendency had been to- 
wards centralisation and the creation of a self-supporting 
state, discouraging the emigration of capital and labour, a 
policy x hich had bronght us many economic advantages. In 
future the scientific direction of investment of our capital 
abroad was indispensable; it was of urgent importance that 
the British Trade Bank should be established as soon as 
possible, though weighty interests in the City appeared to 
be opposed to its formation. The growth of our shipping, the 
guidance of emigration, and the development of the oversea 
Dominions demanded attention, but we must not confine 
our trade to the limits of the Empire, for the world-wide 
character of our trade had been of immense benefit to us in 
the war. The Empire of which we were the trustees would 
be enormously increased after the war, and it was our duty 
to develop its economic resources, and to consolidate the 
Empire by means of a moderate tariff. He objected to the 
Channel tunnel as adverse to the interests of British shipping, 
and urged that British capital must not be used in the future, 
as in the past, to develop foreign manufacturing industries. 

A discussion followed the reading of the paper. Dr. DUGALD 
CLERK pointed out that we had four times as much capital 
invested abroad as Germany had, and hence had been able 
to maintain our rate of exchange and to obtain supplies. Self- 
sufficiency was shown, by the present plight of the Central 
Powers, to be an impossible condition. The future of the 
Empire, in his opinion, depended more on the engineer than 
on the soldier, sailor, or politician, and being carriers for the 
world made us also manufacturers for the world. | | 

Mr. HaRorp Cox remarked on the marvellous way in which 


the war had shown that our economic policy had increased 


our military strength—the result of Imperial expansion. We 
must beware of too much State control, and not hamper. the 
trade of the Empire by artificial restrictions. ` | 

Mr. W. H. E tis referred to the question of limiting the 
trade of our enemies with other countries, and deprecated 
too ruthless a policy as against our own interests. He pointed 
out the defects in our methods of representation abroad, and 
the evil effect of competition between British merchants in 
the same line, and advocated joint representation under 
capable management. With regard to shipping, he inveighed 
against the absurdity of dockage terms which favoured 
foreign shipowners; and he thought our present banking in- 
stitutions could do all that was required by industry. | 

The Hon. Sir Jonn МсСли, (Agent-General for Tasmania) 
showed how his Government placed orders in this country for 
steel rails in spite of tempting offers from Germany, but no 
effort was made to see that money lent by us was spent 
with us, and a shameful example was set by corporations 
sending orders to the Continent. He thought the war had 
brought & glimmer of light to Free Traders, and strongly 
advocated a preferential tariff as a guarantee against dump- 
ing. and to secure the investment of capital in industries. 

The Hon. Mr. F. W. Youna (Agent-General for South 
Australia) said that not Free Trade, but the war itself, had 
saved the Empire from ruin—if Germany had waited 20 years 
longer, where should we have been? There was a danger 


that after the war our shipping would be busy returning 


troops to the Dominions, and emigration would be diverted to 
foreign countries. The income-tax laws needed amendment, 
as income from investments in Australasia was subject to 
double taxation. arnounting in some cases to 18s. in the £. 
Sir Ковевт HADFIELD drew attention to the Federation of 
British Industries, with 350. members, which was going to 
make a great improvement in our trading methods by bring- 
ing about an anderstanding between manufacturers and pre- 
venting waste of effort through competition. We should not 
neglect home trade in favour of foreign trade. As for engi- 
neering opportunities, there was plenty of scope, and large 
amounts of money could be spent advantageously in this 
country. "ner 
Mr. C. Hamitton Wickes (H.M. Trade Commissioner 
for Canada) described his experience of many years 
in watching German methods of penetration in the self- 
governing colonies, and said that if we went on, after 
the war, as before, the Empire would soon cease to exist. If 
the Germans had not been such fools as to declare war, they 
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being taught by the dire suffering and agony of others. Peace 
or war, the central-station industry is mobilised in readiness 
to serve the individual, the community, and the nation. Take 
advantage of it now, for there is no time like the present, and 
this applies with more than usual truth in the present in- 
stance. Extensions to existing plants are handicapped by the 
scarcity of machinery апа -inability to obtain immediate or 
quick deliveries. ft will in the majority of cases be found 
quicker, cheaper, and eventually the more pleasing. to resort 
to central-station service. The nation-wide coal shortage is 
driving many to central-station service. "The larger the con- 
suner the less likely is he to suffer from coal shortage, be- 
cause he is better able to guard against embargoes, congested 
railroads, and those other factors causing erratic deliveries, 
sporadic famines, and fluctuating prices. The user of central- 
station service is practically immune from the condition of 
the coal market, whereas the owner of an isolated plant is 
constantly faced with the problems of reduced working hours, 
restricted outputs, fluctuating costs, and uncertain deliveries. 

Vast numbers of industrial concerns are flocking to central- 
station service, entirely or in part. Many are finding the 
present time particularly opportune to abolish their isolated 
plant and substitute central-station energy entirely because the 
price of scrap metal is high, as high as it may reasonably be 
expected to attain, and selling their isolated plant now realises 
handsome profit in addition to the economy and convenience 
that accrue in the way of greater available space, lower energy 
charges, &c., from central-station service.” 


Exemption Applications.—Before. the East Central of 
Yorkshire Appeal Court, the Military appealed against exemp- 
tion held by N. Tate (23), engaged as a mechanical draughts- 
шар with the Yorkshire Power Со. The appeal was allowed, 
and the calling-up deferred until the middle of April. 

At Llandudno, the Llandudno and Colwyn Bay Electric 
Railway Co. appealed for an electric car driver, who is in 
a low category. The general manager, Mr. A. G. Balfour, 
said that they had just voluntarily released two Class A men. 
It was necessary to have a staff of competent drivers and 
mechanics. The Military Representative suggested that a re- 
duced service of cars should be run in order to release more 
men. The шап appealed for was conditionally exempted. 

At Bexhill-on-Sea, Messrs. J. L. French & Co. appealed for 
further exemption for Mr. H. E. Mullinger, manager of their 
electrical department, in order to complete several contracts. 
Appeal disallowed; calling-up fixed for April 7th. 

Four tramway drivers, aged respectively 30, 31, 34, and 37, 
were appealed for at Birkenhead by the Corporation. It was 
stated that the men were selected out of 90 in the service to 
be substituted. Exemption was refused, and the cases were 
referred, for. substitution. 

Maidstone "Tribunal has withdrawn, on the appeal of the 
Military, conditional exemption held by J. Bowden (39), wire- 
man, formerly engaged in the Corporation electric hight de- 
partinent. 

Before the South Yorkshire Appeal Court, the Mexborough 
and Swinton Tramway Co. appealed for a switchboard atten- 
dant. The local Tribunal had given exemption until April 
16th, but recommended that an older man should be trained 
for the work. The Military Representative stated that the 
man was 2l, single, passed for general service, and had had 
a vear's exemption. The appeal was dismissed. 

Before the Herts. Appeal Court, on March 3rd, the North 
Metropolitan Electrical Power Supply Co., Ltd., appealed for 
Mr. A. Brown (25), senior clerk and cashier at St. Albans. 
placed in Class ВЗ. On behalf of the company it was stated 
that it was intended that the whole of the staff should enrol 
for national service, and Mr. Brown promised to enrol. Sub- 
ject to that, six months’ exemption was granted. 

At Peterborough, appeals were entered bv the Electri¢ 
Traction Co. for J. G. Manning (28, Class A), tramway elec- 
trician; E. A. Sowter (30, B2), electric car fitter and turner; 
and PI. G. Jessop (29, B2), mechanic and driver. The two 
former were granted until April “th, and the last-named was 
conditionally exempted. | 

At Reigate, the Tribunal has granted temporary exemption 
until May 6th to J. G. Toonjan (23). shift engineer at the 
Corporation electricity works. . 

At Deal. an appeal was made for C. II. J. Graves, elec- 
trician at the South-Eastern Hotel. It transpired that an 
elderly substitute had been obtained, and a short period was 
sought to make him better acquainted with the work. The 
Tribunal granted a fortnight beyond. March 19th, when the 
previous exemption expires. 

After a review, the Folkestone Tribunal has confirmed con- 
ditional exemption held by Mr. Marchant (41), on the stafi 
of the Electric Light Co. | 

At Aldershot, on March 6th, the Traction Co. appealed 
for A. J. Chitty (30, in Class А), foreman engineer fitter, 
tlaimed to be in а certified occupation. The Tribunal decided 
that the man was not in a certified occupation, and thev 
allowed a final month for the company to make arrangements. 


Diesel Engine Making in Sweden.—A new company 
has been formed in Stockholm, with a capital of over £1.100.000, 
for the manufacture of Diesel motors.— 7} mex, 


LEGAL. 


BACKNER т. MILE END PALLADIUM, LTD. 


In the King’s Bench Division, on March 7th, before Mr. Justice 
Shearman and a common jury. an action was heard in which Arthur 
and Constance Backner, kinematograph artistes, sued the Mile End 
Palladium, Ltd., to recover damages in respect of personal injuries 
caused to the female plaintiff by contact with an electric 
generator used for the supply of light at the Palladium, and also 
for loss caused to both the plaintiffs through failure to keep pro- 
fessional engagements on account of the lady's injuries. The 
case for the plaintiffs was that in January. 1916. they were 
performing at the time in what are known as "synchronised 
pictures." and the lady was shown a certain room for the purpose 
of changing her theatrical dress. In this room was the dynamo. 
and the female plaintiff said that her dress was caught in it. and 
she was drawn to the dynamo, and her knee and leg injured. As 
the result of the injury, the female plaintiff had to have medical 
attention, and both the plaintiffs suffered loss through inability to 
carry out booked engagements at other kinema houses. The 
defendants denied that they were guilty of any negligence or 
breach of duty. and they denied liability to pay compensation. 

The jury found for the plaintiffs. and awarded #50. and 
judgment was entered accordingly, with costs. 


LEAvING CERTIFICATF. 


AT Bolton Munitions Tribunal, last week. an electrician employe 
hy the Corporation applied for a leaving certificate, on the groun 
that his skill and qualifications were not employed to the be 
national interest in his present employment. He wished to yo to 
local Council's electrical distribution plant to take charge. H 
present wages were only two guineas per week, while at the ott 
place he could get £2 1Us. 

It was stated that applicant was engaged on work of gr 
national importance, inasmuch as he was keeping the plant going 
the production of material for which the Government was press 
The Corporation had spent over £7.000 to install additional pl 
and if this man went away they had no man to replace him. 

The leaving certificate was refused. 


CLAIM FOR THEATRE ELECTRICAL INSTALLATION. 


MR. PoLLock. High Courts Official Referee, on March 7th, gave 
his reserved judgment in the action in which Messrs. F. W. Vaughan 
and Co., Ltd., electrical engineers, Islington, claimed the balance 
of the contract price (£1,700) and extras for putting up an 
electrical installation at the Golder's Green Theatre of Varieties for 
the Golders Green Amusement and Development Co., Ltd.. who 
were the defendants. The case has already been reported in our 
хте. 

ј The OFFICIAL REFEREE, in giving judgment, said that of the 
contract price there was an unpaid balance of £609, in addition to 
which the plaintiffs claimed £382 for goods sold and delivered. 
The defendants admitted the contract, but denied that it had been 
properly executed, and claimed that they had had to do various 
things which were left undone. They also denied that they had 
received proper notice of the assignment of the old company to the 
new (plaintiffs), and they counterclaimed for a large amount. He 
(the Referee) was satisfied, upon the case put before him on 
behalf of the defendant company, that ‘there was no proper 
notice of assignment of the old company to the. new company 


"which would make the defendants liable in an aetion brought by 


the assignees. The question then arose as to what were the 
respective rights of the parties in respect of the contract. "There 
was no doubt that during the first part of the correspondence 
between the parties, the plaintiffs thought they were in a position 
to sue upon the contract; but, in his opinion, they were not in 
that position. and all they could sue upon was the assignment. 
Supposing there were any balance beyond the set-off, the defendants 
could not recover it from the plaintiff company. The plaintiffs 
had launched their case entirely upon the contract—and their right 
to recover on the amount of the contract —&nd they now sought 
to base their claim for extras on a quantum meruit. In his opinion. 
they could not do that. When parties had done work on a 
contract, they could not depart from it, and must necessarily sue 
upon the contract. In his opinion, Mr. Crew did not. and could 
not. make any variation in regard to the area of the cables. but 
Mr. Mitchell had said that they might have an extra in regard to it. 
It was pointed out that the cables required by the contract would 
have cost a great deal more than was allowed by the contract. 
For extras, an order in writing was required. but no such orders 
were given ; and, moreover. he was not satisfied that the contract 
was carried out in accordance with the specification. In regard to 
other items, he had looked at the case in this way. Mr. Crew, who 
had acted on behalf of the-defendant company, had said that cer- 
tain things were ordered by the managers, and it was hardly fair 
under the circumstances for the defendants to say that they would 
not pay. In the result, he found that £744 was due to the plain- 
tiffs, from which had to be deducted £130 to complete. making the 
amount £614. In addition, they were entitled to £50 balance on 
the contract, and other small amounts, making the sum due to the 
plaintiffs on the claim £684. As to the set-off he thought, haviny 
regard to the evidence. the sum of £700 for the cables was quite 
moderate, and as to the other matters. he awarded £300. 

Mr. POLLOCK, K.C. said that the result of the judgment, after 
arranging the figures, was that it wiped out the claim of E684, 
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K.C.. Mr. Colefax. 


he dealt exhaustively with the evidence given in 
and all alleged anticipations on i 
relied, and contended that nobod 
ever solved the problem which he had successfully solved, 
which had proved of the greatest impo ili 


contributed valuable information as to 


Mr. TERRELL, in support of the judgment of 


Court was that 
present action was brought for the purpose 
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WARRINGTON : 


JUSTICE WARRINGTON : 


He, therefore, 
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would be judgment for the defendants 
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re 
set-off, with costs, 


dismissed. without costs. 
A stay of execution was refused. 
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the appeal of the plaintiffs from a judg- 
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Kerby, K.C., and Mr. Courtney Terre}! for the respondents. 


from a judgment of Mr. 
originally for 


patents by the defendants, but the appeal 


After explaining the circum- 
i i in the 


The 
and 
the 

followed on the same side, 


that the respondents wished to put 
plaintiffs patent never did anything 


view 
the 
not 


owning the patent could 


to other inventors. His learned friends on 


the other side had been 
were orystallised down 


time in this саве, 
things—one of 
the form of & 
more than 


for a long 


The patentee had 
heated." 
rod, 
, and. when he& 
He does not in 
heating by electricity : 


‚ hammered. 
his description 


e never suggested it. 


Nhat is the meaning of the 


claim ? 
MB. WALTER : A special form of wire which is being treated 


electrically. 


was known that you could make incandescent 

i told that these 
capable of being consolidated by being made intensely 
have got the whole thing. 


are 


RELL: 168. 
was be ond doubt that 


tion it was blown out of Court. He also contended 


world how 
mitted t 
and that 
by the la 
to allow 
claimed. 
Judgment Was reser 


TRAMCAR ACCIDENT CLAIM. 
an Assizes, David Williams. 


AT Glamorg 
was aw 


plain it is not limited 


JUSTICE WARRINGTON : 


and to 


ed £700 damages 


to the metal tungsten 
is much more general than that. I say 
i form, and, when hot. 
date of the patent it 
filaments of tungsten. 
metals are 
hot in the 
Wilson, Moissan 
that. 
And Just and Hanaman told 


Dealing with Moissan, Mr. Terrell said it 
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ved. 


——- 


contractor, of Caerphilly. 
against the Rhondda Tramways Co. 


injuries received 88 & result of the sudden stoppage of а tramcar.- 


Times. 


BRITISH T'oWEB, 


мв. JUSTICE PETERSON, in the Chancery Division on Tuesday. ` 
dis} f a summons by which the plaintiffs in this action 


claim і 
ment, given 80 


ed taxation against the defendant of the costs 
long ago 85 1905. 


ышы ee Or eae 


TRACTION, &C., Co., LTD., * Норавох. 


since the judg- 


THE ELECTRIC 


By consent judginent was given against the defendant in respect 
of certain alleged breaches of trust, and £7.652 lis. 114. was 
found due from him under that judgment. i 
writ and judgment the 
bankruptcy having 
the judgment was based upon 
absolved from liability under it by the tey. 

On behalf of the defendant, it was now argued that though the 
bankruptcy did not absolve him from liability a6 regards the judg- 
with respect to subsequent costa. 

His LORDSHIP, however. did not accede to that view, and directed 


e 
taxation as asked for by the plaintiffs. 


_——— 
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BUSINESS NOTES. 


Federation of British Industries.—^ report. of the first 
general meeting of this Federation, h d on March: 9nd. was pub- 
number of daily papers on . Mr. F. Dudley 
2 ded. said that the membership hed now 
reached & total of 269 firms and individuals \ 
with 18 applicants awaiting election, making ® total of 337. 
thought in the near future it, would be increased to at least 1,000. 


They were engaged upon & great experiment, upon which the wholt 
future prosperity 


of the country might depend. but they coul 
not carry it on with their hands tied. 


be free to develop 
perhaps into a Federation of Associations, 
of organisation. They 


the country. they 
would only be a Federation 
with that programme. If they adopted an 
atitution they would lose the chance 
d in an experiment 


must first get together and learn to consult 
to modify their individual 
W 


wishes and views, 80 to eonform to ! good. hen 
they had done h could take vigorous and united action. and 
from that consultation and ituti 

and a policy based upon & 
ments. r. Docker referred to arrangements 
bodies formed with objects 
tion. for application to th 
Parliamentary Association. by which the various district branches 
of that Association i 


The British Manufacturers Association (& com of 
) as an Association. The British 


| extent, 
in conjunction with the Federation, there being & 
of the two i t i 
. Satisfactory arrangements had been 
made also with the Engineering Employers Federation to work } 
co-operation. The question of their relations with Labour call 


for all.the patience. tact, and consideration that they could com- 
it had done 


If the Federation did nothing more 
Capital and Labour together, 


d of. 
Cardiff. Manchester, &c-, 
i and co-ope 


bsequent 


held at Birmingham. 


and 
Federation would play an im- 

rtant part in promoting such an understanding. Other matters 
briefly touched upon by Mr. Docker were the questions of a Trade 
Bank and organised education. 

Book Notices. — C uide to the Registration of Business 
By Kenneth Brown. Sir Isaac Pitman and 
had occasion to prepare à synopsis 
ed, for the members of the Whole- 
Ltd., and being 


Names Act. 
Sons, Ltd. ls. ne _—The author 


sale Grocers. 
with inquiries, he à 
He deals with many difficulties which ‘the queries rais 

men to feel 85 to the Act. We need вау nothing 


the potential usefulness of this publication. 
and B. X. 


book. 
show business 
more to suggest 


* Science Abstracts. Vol. XX. Part Il. February 
96th, 1917. London: E. & F. N. Spon. Ltd. Price ls 6d. each 
net. 

“Atoms. DY J. Perrin. Translated by p. Le Hammick. 
London : Constable & Co. Price 6s. net. 

“ Manual of Reinforced Concrete.” BY C. F. Marsh and W. Dunn.: 
London : Constable & Co * Price 108. 60. net. 


Fined.—^ local firm of 

‘tion Court, that 

They were each earning 
in each Case. ` 
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New Companies іп France.—A new company has lately 
been formed in Lyons (13, Rue Grolée), with a capital of £20,000, 
and the title La Société Electro-Métallurgie d'Auvergne, to engage 
in the electrical production of ferro-silicon and other alloys. special 
steels. and all classes of electrometallurgical and electrochemical 
products. : 

A new company has lately been formed in Paris (9. Place des 
Ternes), with a capital of 40.000, and the title La Compagnie dea 
Machines et Maynétos Zenith, to engage in the manufacture of 
ignition magnetos for motor vehicles. 


Catalogues and Lists.—Britisu Tuomsox-Hovuston 
Со.. LTD., 77, Upper Thames Street, E.C.—Catalozue of 28 pages, 
detailing and pricing " Paramho " wires and cables, and acces- 
sories for the useof wiremen. These wires, cables, and flexible cords 
are made in accordance with the C.M.A. specifications, and are sup- 
plied in several grades to meet various conditions of service. Large 
stocks of practically all the cables and accessories listed are held 
at Mazda House. = f 

Messrs. T. W. BROADBENT, LTD., Victoria Electrical Works, 
East Parade, Huddersfield.—Eight-pave leaflet (No. 5) containing 
description ant tabulated particulars and prices of their N-type 
squirrel-cage motors. Copies may be obtained on application. 

MEssRs. VINCENT ROBERTS & Co. Leeds.—Eight-page illus- 
trated pamphlet. describing their new patent electrolvser for use 
on board ship. in hospitals, &c., ita construction. mode of working, 
and utility. | 


Trade with Italy.— he British Chamber of Commerce 
for Italy. at Genoa, includes the following in its latest lists of 
openings for British articles in Italian markets :— 


No. 1,247.— Works at Turin would buy: Electric lamps and electric motors, 
éc  T.S.T.A.T. 

No. 1,252.— Party at Foggio Imilia would buy: Electric lamps, wire, insu- 
lators, apparatus, and other electric sundries. R.&.T. 

No. 1,262.— Merchant at Turin would handle: Electrical articles, electric 
larops and accessories, illumination plants, &c., engineering articles for 
mechanical engineering, ammunition works, tools. T.D.G. 5, 

No. 1,263.—Party at Rome would represent, or buy for own account: 
Manufacturers of machinery and tools. R.M.P. 

No. 1,266.— Party at Rome would represent manufacturers of: Industrial 
machinery, electric motors, &c. R.V.D.A.O. 


Liquidations. — ELECTRIC RAILWAY AND. TRAMWAY. 


CARRIAGE WORKS. LTD., BRITISH ELECTRIC CAR Co.. LTD.. and 
GEORGE Е. MILNES & Co.. LTb.—Meetinys are called at Manchester 
for April 10th, to hear an account of the winding up from the 
liquidator. 

QUARZLAMPEN GESELLSCHAFT, M.B.H.—The Controller. Mr. 
R. W. Brown, 12, Old Square, Lincoln's Inn, W.C., has applied for 
his release. 

EXCEL WATER CIRCULATOR CO., LTbp.---This company is winding 
up voluntarily, with Mr. F. E. Smith, 3, St. Helen's Place, E.C., as 
liquidator. Meeting of creditors, March 27th. 

" DAC" ACCUMULATOR SYNDICATE, LTD. --Creditors should send 
particulars of their debts. &c., to the liquidator (Mr. Н. C. Bound, 
61 and 62, Lincoln's Inn Fields, W.C.), by April 9th. Meeting to 
.hear account of liquidation, April 20th. 


LIGHTING AND POWER NOTES. 


Accrington.— At the meeting of the T.C., Ald. Higham, 


referring to the revised and increased scale of charges for elec- 
tricity, said that all consumers were being asked to bear some of 
. the added cost of production. The additional charges were suffi- 
cient to meet the added cost. and the Committee hoped that in the 
year commencing April Ist the works would be self-supporting, 
with possibly a little surplus ; one of their largest consumers had 
waived their electricity contract. which did not expire until 1918, 
and had entered into a new agreement at a higher price. 


Aldershot.—Addressing the meeting of the Aldershot 
Gas, Water and District Lighting Co., Mr. W. T. Robertson, the 
chairman, said that the electricity department had completed its 
second year, and the results had been marvellous. It was extra- 
ordinary to start à new business, and at the end of the second year to 
be able to place on record that it was paying its expenses. He did not 
know that there were very many clectric lipht companies іп the 
country which could start their business de noro. and in two years 
record that it was paying its expenses. 


. Australia.—The working of the Perth (W.A.) City 
Council's electrical undertaking for the year ended October 31st 
last, resulted in an output sold of 5,777,182 units, an increase of 
8 per cent. over the previous year. The number of connections 
increased 11°33 per cent. to 8,015. The general manager reported 
that the greater portion of the apparatus for changing the con- 
sumers installations had been received, and the rewiring of con- 
sumers' premises for the А.С. system had been completed. Great 
progress had been made in rearranging the distribution system for 
the new supply, some 10 miles of fourth wires have been erected, 
and small extensions of pole lines have been made. The total 
length of pole lines is 114'] miles. The wires have been attached 


to extensions of the steel tramway poles in the principal city 


streets, and about 300 wooden and steel poles have been taken 
down, thus greatly improving the appearance of the streets. The 
gross profit on the electric supply was £37,937, as compared with 
£37,725 in 1915. -The expenditure to date in connection with the 


new electric system totals £112,878, including all new buildings, 
plant, consumers’ apparatus, and labour, and it is estimated that a 
further sum of £49.000 will be required to complete the conversion.— 
Commonwealth Engineer. 

The Mayor of Subiaco (W.A.) in a report states that, owing to 
the contínually increasing demands on the capacity of the electric 
lighting plant. the question of extensions will have to be taken 
into consideration shortly. 


The Echuca B.C. (Vic.) has rejected the proposal of the Milo Co. — 


to install electric lighting and pumping. Inquiries are to be insti- 
tuted as to whether a loan could be obtained for a municipal 
electrical scheme. 

The Victoria Park (W.A.) Council proposes borrowing £3.750 to 


carry out electric light installations, in addition to other works. 


The Gladstone T.C. (Queensland) has decided to accept an offer to 
Tight the streets with electricity. at & total cost of £210, for 
14 lamps of 350 c.P. The offer included the erection, supply, and 
maintenance of the lights for 22 nights each calendar month. and 
the increased cost on the present system of lighting will amount 
to £110 per annum. The offer is for a 10 years’ agreement.— 
Tenders, 


Belfast.—The deputation recently appointed to wait 
upon Sir John Snell on the subject of extension of the electricity 
undertaking. har submitted a report to the Tramways and Elec- 
tricity Committee ; consideration is held over pending the rece 
of Sir John Snell’s report. 

The latter is understood to advise certain small expenditr 
on the existing plant, which it is considered will be able 
meet the peak loads of another winter with plant in reserve to t; 
extent of 3400 Kw. Sir John advises the Committee to comple: 
all its plans for the new station at Hamilton Road, so as to be abi 
to carry out the work at a favourable opportunity. According t — 
the statement of the Committee. the margin of plant at the elec 
tricity station was so small that it was necessary to refuse new 
consumers, and about 60 applications have been held up for that 
reason, which are now to be proceeded with. 


Birkenhead.— PRICE INcREASE.— The Electricity Com- 
mittee recommends that from April lst the charge for electricity 
for lighting be increased by 5 per cent., and in the case of pre- 
payment meters from 5d. to 51d. within the borough, and from 6d. 
to 614. per unit outside the borough. 


Bradford.—The T.C. has given authority to the elec- 
trical engineer to proceed with the new cooling tower foundations, 
and also to prepare & scheme for additional cooling towers. 
Tenders to be invited for the same. 

The Electricity Committee has authorised the purchase of two 
electric (5-ton) chassis and one petrol (25-cwt.) tipping wagon for 
the leading of coa! and ash to and from the Valley Road works. 
This has been necessitated by the shortage of carters and vehicles. 


Buckfastleigh.—The U.D.C. has assented to the Electricity 
Co. using overhead mains for the supply of current to a local 
hospital at Bigadon for the period of the war and the year after, 
at the company's risk. 


Chorley.— WORKHOUSE LIGHTING.—The Guardians have 
had under consideration a report by Mr. A. W. Paul, consulting 
engineer, as to the lighting. &c.. of the workhouse, recommending 
the installation of a steam-driven electric lighting plant, the 
exhaust steam from this plant to be used in the calorifiers for 
heating and hot water supply, and have decided that Mr. Paul 
draw up a scheme for the work. 


Continental.—R vs514.—4 note from Abo, Finland, says 
that the charge for energy has been increased theré by 10 pennis per 
KW.-hour for motor power; Moscow advices announce an advance 
in the price by the Electricity Transmission Co., and similar 
announcements come from Veaborg, Kishinieff, Elizabetgrad, 
Taganrog, Nizhni-Novgorod, Kazan, &c., where the price of current 
has either been advanced. or the step is under consideration. 

The Reveal T.C., owing to the serious condition of the municipal 
electrical station, has asked subscribers to use as little current as 


 possible,so that the lighting of the town and the water supply may 


not be interfered with. 

The demand on the Kieff electrical station has grown to such 
an extent, that trouble will result unless many consumers reduce 
their demand. It is proposed to increase the price to users. 

A note from Lutsk says that when the Austrians left that town 
they destroyed the electric lighting station, so that for a long 
period the inhabitants passed their nights in darkness. The neces- 
sary repairs have now been effected, and the town is illuminated in 
the evening. 

The assistant town governor of Odessa, Mr. L. N. Metchnikoff, 
has submitted & report to the Council suggesting that. in view of 
the difficulty in obtaining coal, water power should be used. The 
first year's cost is estimated at 54,000 roubles. The present annual 
cost is 53,000 roubles. In consequence of the bad quality of the 
coal used at the electrical station, its output is affected, particularly 
between the hours of 6 and 7 p.m., when it has to carry its full 
load, and certain less important districts have to be cut out.- 

Besides being engaged on the proposal to raise the price of electric 
current, the Elizabetgrad T.C. is suffering from a lack of meters 
which were long ago ordered by the town, but have not yet been 
delivered. It has been decided to make a fixed price for 25-c.P. 
lamps for a year, which would obviate the need for meters. 

The Smolensk T.C. has bought up the local electrical company’s 


concern for 500,000 roubles. . 


On October 4th, O.S., 1916. the Kieff T.C. decided to increase the 
tax on current from 5 to 20 per cent. to meet various increased 
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expenses falling on the town ; it is now protested that this tax is 
тА € burden out of all proportion to any advantage obtained 
m it. 
On the proposition of the General Governor, the electrical station 
belonging to O. Mazing, in Omsk, has been sequestrated, and passes 
under the control of the Board of Land and Government Pro- 
perties, according to the decree of the Council of Ministers, duly 
confirmed. 
Dublin.—The Citizens’ Association Executive has entered 
‚ a protest against the action of the Corporation Housing Committee 
in having, without an estimate from an outside firm, placed con- 
tracts for electric lighting valued at £230, with the Corporation 
electricity department. 
Eccles,.— The Council has obtained terms for a bulk 
supply of energy from the Lancs. Electric Power Co. | 
Elland.— In order to give the Council a concrete case to 
work upon, Mr. Holroyd, а member of the Council, offered, at a 
recent meeting of the Electricity Committee, to take current on a 
standing charge of 15 per cent. of the rateable value of his house, 
plus Jd. per unit for current used, and to sign an agreement that 
the Council should not lose anything through the experiment. The 
offer was accepted. i 


Gloucester. —The Electricity Department reported that 
the energy sold during the month of January was 189,000 units, 
being an increase of nearly 23,000 units, and the traction output 
41,300 unite, showing an increase of over 4,000 units, as compared 
with the corresponding month of last year. 


Ilford. —PRoposED Loan.—Correspondence is proceeding 
between the Council and the L.G.B. with regard to an application 
by the former for sanction to borrow £10,000 to utilise steam at 
the refuse destructor works, and augment the supply of electricity. 
. Kirkcaldy.—PRoPosED PraANT ExTENSIONS.— The Elec- 
tricity Committee having rejected the recommendation of Sir J. 
Snell that the present generating station should be sold to the Fife 
Electric Power Co., and that electricity should be purchased from 
the company, the manager has submitted two schemes for the con- 
sideration of the Committee:—(1) Remodelling the existing 
generating station, at an estimated cost of £19,000 ; (2) to erect а 
new station near the sea in the near future, and to make temporary 
extensions at the present station to tide over the next 3 or 4 
years, at an estimated cost of £25,000. Without committing itself 
to any scheme, the Committee decided to recommend the T.C. to 
apply to the Secretary for Scotland and the Treasury for permission 
to borrow £27,000. 

London.— The Kensington Council has agreed to the 
conversion of 52 street lamps from series to parallel working. at an 
estimated cost of £72 ; the Council has also agreed to extend the 
period during which the Notting Hill Co. may charge 6d. per unit 
to September 30th next. ge 

FuLHAM.—The Electricity Committee has recommended the B.C. 
to increase the charges for electricity by 5 per cent. 

Motherwell.—PRorPosED PLANT EXTENSIONS.—<A report 
prepared һу a Sub-Committee of the T.C. on the necessity of 
increasing the generating plant, with a view to meeting prospec- 
tive demands, states that the day load has increased by 50 per cent. 
during the last two years, and that shortly 1,000 additional H.P. 
for motors will be required: Of the three suggested methods of 
increasing the available power, (1) purchasing in bulk from the 
Clyde Valley Co., was impossible, because the company’s plant was 
fully loaded; (2) the possibility of building a new works, was 
rather doubtful ; and (3) the remaining scheme, of extending the 
present works, involves the removal of certain plant and substi- 
tuting a 2,000-Kw. turbo-alternator, which would increase the total 
plant capacity by about 1,600 Kw. It is proposed to adopt the 
H.T. alternating system of generation and supply to large con- 
sumers, and the estimated saving by introducing such plant is 

about £1,500 per annum. To carry out this work, it is proposed 
to ask for sanction to a loan of £30,000. . 

New Zealand.—It has been estimated that owing to the 
Increased use of electricity in Christchurch, from the Lake Cole- 
ridge hydro-electric plant, the amount of coal received in the city 
last year showed a decrease of 27,000 tons as compared with the 

"amount of coal normally used.— Commonwealth Engineer. 

Pontypridd. Year's Мовкгхс.— Тһе accounts of ‘the 
Council's electricity undertaking for the year ended March. 1916, 
show a total revenue of £12,468, as against £11,557 in the previous 
year ; and after meeting all charges, a profit of £374 is shown, as 
against an even balance in the previous year. Contributions to 
sinking fund in respect of working-capital loan, and capital 
expenditure out of revenue in respect of plant on hire amounted 
to £1,827, towards which rate aid contributed £1,130 : and after 
allowing for various balances brought in, a deficit of £171 was 
carried forward. Some 1,630,150 units were sold, the maximum 
load amounting to 922 Kw. 


Sheffield.—According to the Sheffield Independent, the 


. Lord Mayor, the Deputy Lord Mayor, town clerk, and the 
manager of the electricity department had. an interview in the 


House of Commons, last week, with the local members of Parlia- . 


ment, concerning the proposed new. power.station at Sheffield. It 
was agreed.to prepare an amended scheme to submit to the 
authorities, which can be utilised for approved industrial purposes 
at an early date. | 
Ркоу. ORDER.—The B. of T, is to hold an inquiry into the ap- 
picon for ва electrio lighting prov. order for Wortley ; Sheffield 
rporation is objecting to the Order, and has engaged counsel. 


Shipston-on-Stour.— The B. of G. has received from the 
Receiver of the old Electric Light Co. an account for £20, together 
with a letter asserting that the Board had not fulfilled its part of 
the contract, which contained a penalty clause of 2s. per hour 
during which there was no light. The time «during which there 
was no light was 162 hours. The Board has decided to ask the 
Receiver where it had failed to carry out the agreement. 


Sleaford.— PRICE IxcREAsE.— The U.D.C. has decided 
to increase the charges for current by 4d. per unit for lighting and 
heating, and by 4d. per unit for power. 


South Africa.— According to the Cape of Good Hope 
Oficial Gazette, the Electric Light Regulations framed by the 
Paarl (C.P.) Municipal Council, under the provisions of Ordinance 
No. 6, of 1911, have been approved by the Administrator.— Board 
of Trade Journal. 

JOHANNESBURG CABLE TROUBLE.—The Municipal Council is 


proposing to renew certain of the- heavy direct-current feeders, 


each consisting of two cables of 1 sq. in. cross section, which 
supply the town area. Ten of the 13 feeders were laid in 1905-6 
to the specification of Messrs. Mordey & Dawbarn, and were of the 
paper and bitumen-insulated steel-armoured type; these after а 
few years led to serious faults, owing to the decentralisation of the 
conductor. and in 1912 they were relaid solid in troughs, with the 
steel armour stripped off. About two years ago trouble restarted, 
the deterioration of insulation having been only delayed, and the 
question of completely renewing the 10 р.с. feeders at a cost of 
£33,550 has been under consideration, but not yet carried out, 
owing to lack of funds. It has been decided ns a preliminary step 
to renew those feeders, &c., which control the central business 
section of the town; in this way a further expenditure (after 
allowing for the value of copper recovered) of about £11.000 will 
serve to relieve the present position. The cable will be of an 
approved type suitable for any future scheme for supplying the 
inner area. E 

QUEENSTOWN (CAPE Prov.).—-In his ‘annual report to the 
Council, the electrical engineer (Mr. W. Bellad-Ellis) mentioned 
that during the year ending December 30th, 1915, a total of 
132,833 units were generated, and for the same period of 1916 the 
output was 150,652 units, an increase of 17,814 units. Mr. Bellad- 
Ellis recommended to the Council a scheme for developing a cook- 
ing and heating load, charging a fixed sum per month equal to the 
average cost of lighting, plus 2d. per unit for the first 50 excess units 
and 14d. for every additional excess unit. 


St. Helens.—Proposrp Loan.—The Corporation Elec- 
tricity Committee has resolved to apply to the L.G.B. for sanction 
to a loan of £5,500 for electricity purposes. 


Stretford.—The Council has re-appointed Mr. Thomas 
L. Miller as consulting engineer for a year. 

At the last meeting of the Electricity Committee, a discussion 
took place on the augmentation of the electricity supply and the 
provision of additional plant. The recommendations of the Sub- 
Committee will in due course be submitted for full consideration. 

The Council has agreed to contribute 16 guineas towards the 
expenses of the Hackney electricity rate case. 


Stockport.—Puant ExTENSIONS.—At the last meeting 
of the T.C., the electrical engineer (Mr. R. Lomax) presented an 
exhaustive report on the necessity of installing additional plant. 
The units generated for all purposes in the year 1910-11 were a 
little over 54 millions, as compared with 22 millions estimated for 
1916-17. They were now generating well over 500,000 units a 
week, therefore upon present demands the output for 1917-18 
would exceed 26 million units. The scheme was approved. 

The T.C. has decided to ask for official permission to install the 
additional plant required at the works, although. in view of the 
linking-up scheme. it appears to be doubted whether such per- 
mission will be granted. 

The Electricity Committee has re-affirmed its previous decision 
not to contribute towards the cost of the Hackney electricity rate 
case, on the ground that both the electricity and gas undertakings 
are under the control of the Stockport municipal authority. P 


Tasmania.— Ihe Government has placed the orders for 
extensions of the Great Lake hydro-electric scheme, the present 
capacity of which is 10.000 H.P. The hydraulic equipment consisting 
of steel pipes with valves, and the 8,000-H.P. Pelton wheel will be 
supplied by Messrs. Boving & Co.,Ltd. The new pipe line will 
have a capacity of 16,000 H.P., but it is only intended to install an 
8.000-H.P. tubine set to supply the present demand. The present 
generating machinery consists of two 1,050-K.v.A. British West- 
inghouse alternators, and a third ünit of 7,000 K.v.A. is on order 
from the Australian G.E. Co.: the additional transformers in the 
power house and sub-stations will be supplied by the British West- 
inghouse Co., whilst the equipment for the 4,000-K.v.4. outdoor 
sub-station at North-West Bay will be supplied by the Australian 
General Electric Co. ; four 1,333-K.v.A. transformers (including one 
spare) have been ordered. The sub-station will supply the power 
required for the manufacture of carbide and the electrolytic treat- 
ment of zinc ores by the Gillies process.— Commonwealth Engineer. 


Todmorden,— Gas v. ELECTRICITY.—At the T.O., last 
week, on a proposal of the Electricity Committee to spend 
£10,000 on new plant, the Finance Committee suggested that the 
matter be deferred six months. Mr. Brook (chairman of the 
Electricity Committee)said the proposal was absolutely necessary to 
bring the plant up to date and supply power consumers, or the 
whole undertaking might as well be scrappedy The Chairman of 
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the Gas Committee denounced the proposal, and said it would 
only increase the annual loss of £2,000; he contended that 
the proposal meant selling at Id. per unit what would сові 2d. per 
unit to produce, but this statement was ridiculed in the Council, 
and the proposal to defer the matter was defeated. 


Walsall.—The Electric Supply Committee reports that 
so long as there is only one generating set at the new generating 
station. it will be necessary to keep Wolverhampton Street station 
fully staffed and ready to take the load at any moment. The 
electricity mains are to be extended to the works of Gas Develop- 
ments, Ltd. 

In order to raise £45,924 for capital expenditure in connection 
with the new generating station at Birchills. the Finance Com- 
mittee recommended that instead of exercising statutory borrowing 
powers by the creation of additional Corporation stock, the 
amount should be taken from the Corporation Loans Fund. The 
Council, at its meeting on Monday, decided to agree to this course. 


York.— STREET LIGHTING.—The Streets and Buildings 
Committee has decided to carry out a temporary installation of 
electric light in certain streets previously illuminated by gas. Ая 
many electric lampa will be put up as possible, but owing to the 
dearth of labour, some time will elapse before the scheme is carried 
out in its entirety. 


TRAMWAY and RAILWAY NOTES. 


Ashton-under-Lyne. — The Ashton Master Carriers’ 
Association is seeking an interview with the Corporation with 
reference to proposals in the Corporation Bill now before Parlia- 
ment. The Council was granted powers in 1900 to carry goods, 
and as the Bill provides for linking-up with other tramway aystems, 
the Association is afraid the Council might enter into competition 
with it. A formal petition has been lodged against the Bill. 


-Australia.— The financial report on the year's working 
to June 30th, 1916, of the West Australian Government tramways 
- shows receipts amounting to £118,934: working expenses to 

£84,780: and a balance of £34.154, representing 6'07 on the 
capital invested. After deducting interest, £24,927, there remains 
a net profit of £9.227. The receipts show an increase of £4,913 
over the previous year : the passengers carried were 11,243,138. an 
increase of 443.073 : the amount debited for working expenses 
includes the 3 per cent. contribution to local bodies. £3.513. and 
£ 10.000 on account of belated repairs for the purpose of bringing 
the track and plant up to standard condition. The work in con- 
nection with the erection and equipment of the new power house 
is nearly completed ; the buildings have been finished and all the 
machinery erected, and the completion is now dependent on the 
installation of the switchgear by the British Westinghouse Co., 
which has been delayed by the war,— Commonwealth Engineer. 


_Continental.—Spain.—A company has just been formed 
in Madrid, with the title La Compania del Metropolitano de 


Alfonso XIII. to construct an underground electric railway in the 
Spanish capital. 


Doncaster.— le Electricity and Tramway Comniittee 
reported that the capital expenditure necessary at the termination 
of the war would amount to £19,050, £10,000 being for doubling 
the Balby track and £2,000 for car-shed extensions. 


Dublin.— Alderman Byrne, M.P., continues to impress on 
the Government that the Dublin and Lucan Electric Railwav 
should be taken under control, urging that. even on the assump- 
tion that the line is a " tramway," other tramways have been taken 
over, and that, in the event of the closing down of the service. not 
alone would Government contracts be disturbed, and the tillage 
scheme outside the city handicapped, but residents along the 


important Liffey Valley route would be cut off from ready 
communication with the city. 


Exeter.—AccIDENT.—On March 7th, a car, which had 
got out of control, ran down Fore Street Hill, came into collision 
with a van, and on reaching the points at the bottom of the hill, 
overturned, one person being killed and several injured. 


Halifax.—The tramway service to Queensbury was sus- 


pended at 6 o'clock in the evening on Thursday last week, owing to 
the wintry conditions. 


Iiford.—The Tramway Committee has abolished half- 
penny fares and revised the table of fares and stages. The 
Barking U.D.C. is to be asked for a renewal of the lease of the 
track on the same terms and conditions as now existing. 


Little Hulton.—A deputation of the Council is to urge 


оз HE South Lancashire Tramways Co.the need for a better service 
ocally. 


Middlesbrough.—TRawwa4v PuncHask.— The General 

rposes Committee. after special consideration, has reported in 
favour of the purchase by the Corporation of the local tramway 
system. provided a satisfactory agreement can be arrived at. 


r 


Plymouth.—Prick INcREAsE.— The Electricity Com- 
mittee reported that an agreement had been arrived at with the 
Tramway Committee for a flat rate charge of 1°56d. per unit for 
electricity supplied to the tramway undertaking in lieu of the pre- 
sent charges ; the new rate represents a slight increase to cover the 
increased cost of production. 


Pontypridd. Year's WonkiNG.— The returns for the 
year ended Mareh last of the Councils tramway undertaking 
show that 2,453,421 passengers were carried, and 417.419 car-miles 
run. The total revenue amounted to £23,118. or rather leas than 
in 1915 ; and after meeting working and financial charges, a deficit 
of £2,095 resulted, as ayainst a deficit of £2,271 in the previous 
year. 


Salford.— he Tramways Committee has decided to 
accept the offer of the boys, about 50 in number. of the Manchester 


Grammar School. to serve as trolley boys on the cars on Friday 
evenings and all day on Saturdays and Sundays. 


Spen Valley.—Firt.—On the evening of the same day 
that a car-shed at Castleford was destroyed by fire, as reported in 
the ELECTRICAL REVIEW last week. a fire occurred at the shed 
belonging to the same company. at Frost Hill. in the Spen Valley. 
in the course of which two cars were partly demolished and the 
shed roof destroyed. 


Torquay.—The T.C. has accepted an offer from the 
Tramway Co. to pay £150 instead of an increase of 10 per cent. in 
price in respect of electricity supplied from Michaelmas to December 
dist, 12916. 


U.S.A. — RaiLwav ELECTRIFICATION PROJECTS.— Тһе 
Electric Railway Journal mentions that there have been numerous 
rumours recently of projected electrifications of steam railways in 
the States. The most notable refers to the Lehigh Valley Railway. 
which has under consideration the electric operation of the heavier 
part of its coal tonnage; the total route of 115 double-track miles, 
including the Wilkes-Barre cut-off and sidings, if electrified will 
involve an expenditure of, roughly, $20.000.000, and it is stated 
that a large return on the investment should be possible. It is 
stated that the engineer's report on the project will be available 
within & few months. i 

It is also rumoured that the Chicago steam railway terminals are 
to be electrified as a sequel to the recently-announced plan of 
electric operation of the Illinois Central Railway's terminal 
service. 

Legislation has been introduced to provide an hourly electri 
service on a 10-mile branch of the Boston and Maine Railway 
between Dover and Portsmouth. 

It is also rumoured that the Baltimore tunnel electrification 
scheme of the Pennsylvania Railway has been revived ; this is not 
credited, though the possibility of electrifying the main line of 
the Pennsylvania Co. between Baltimore and Washington has been 
under consideration for several years back. 

The intention of the Erie Railway to install electric operation 
on the Jersey City-North Newark section has been talked about for 
several years; the preponderance of local passenger traffic is in 
favour of electrification, but our contemporary doubts whether it is 
sufficiently heavy to justify the expenditure. 


Wigan.— Tower Wacon.—The Tramways Committee 
proposes to purchase a new tower wagon. 


TELEGRAPH and TELEPHONE NOTES. 


Cable Breakdown.— The Danish cables between New- 
castle and Copenhagen broke down last week. 


Guernsey.— The Report of the Guernsey States T'elephone 
Department for 1916 shows that the revenue was £7,565, and the 
expenditure £7,169, leaving a net profit of £396. Allocations 
were made to thesinking fund of £393, to the special sinking fund 
of £379, and to depreciation of £1,529. There were, in all. 2.235 
subscribers’ and other lines, and the total mileaye of lines was 
1.555 overhead and 1,060 underground. During the year 1,436,153 
local and 3,492 trunk calls were handled, and 9,789 telerrams and 
letters were telephoned to the Post Office. 


Mexico.—The U.S. Government has been semi-officially 
advised that Mexico City is in direct communication with Germany 
by wireless. An investigation has been ordered. 


Storm Damage.— Telephonie and telegraphic communi- 
cation between Bradford and Halifax was interfered with last 
week, many miles of wires being damaged in the hilly country 
about Queensbury by the effect of a gale of wind, and also by the 
breaking of wires by the weight of ice. 

The fierce weather played havoc also with the telegraph and 
telephone wires just beyond the Summit, Manchester Road. 
Burnley. The main wires between Burnley and Manchester go 
over this exposed height, and the poles and wires meet the full 
force of the wind. Many of the poles were blown down and the 
wires badly broken. The wires were found coated with ice. 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Electricity Department. 
See " Official Notices " to-day. 


Anstfalia,— ADELAIDE.—Mavrch 28th. P.M.G.’s Depart- 
ment. Telephones, telephone parts, line and battery material, Nc. 
Schedules 444 to 453. See " Official Notices" February 2nd. 


Bolton.—Mavrch 19th. Tramways Committee. Twelve 
months’ supply of overhead materials. carbons, insulating mate- 
rials, кс. Mr. J. Barnard, General Manager. 


Bristol.— March 22nd. Six or twelve months’ supply of 
unwashed small coal (with alternatives for washed pea coal) for 
the electricity works. Mr. H. Faraday Proctor. Chief Engincer 
and Manager, The Exchange, Corn Street. 


Burnley.— March 19th. Electrical goods, for the Board 
of Guardians. Mr. J. S. Horn. Clerk. | | 


Canada.— March 28th. Toronto Electrie Commissioners. 
Synchronous condensers, 5,000, 7,500 or 10,000 K.v.A. capacity. 
See " Official Notices " February 9th. 


Dundee.— March 28th. Corporation, Twelve months’ 
supply of electrical stores. dc. Specifications from the Electricity 
Department. Dudhope Crescent Road. 


Glasgow.—April 5th. Corporation. Turbo-alternators 
(15,000 Kw.), transformers, and condensing plant for the new 
generating station at Dalmarnock. Particulars from Mr. W. W. 
Lackie, Chief Engineer and Manager, 75, Waterloo Street, Glasgow. 


Liverpool.— March 19th. Electrical supplies for three 
months. for Toxteth Park B. of G. Mr. R. A. James, Clerk. 
15, High Park Street. | 

London.—"r. Pancras.—April 12th. B.C. Are lamp 
carbons. See "Official Notices " March 9th. 

Londonderry.—March 17th. Corporation. Engine-room 
stores, carbons. electricity meters, cables, &c., for the Electricity 
Department. Town Clerk. | 
. Rhondda.— March 21st. U.D.C.. Twelve months’ supply 
of house-service meters. See “ Official Notices" March 2nd. 

Salford.— March 19th. Electricity Department. 


tons of washed slack coal during the next six months. 
Electrical Engineer. 


Aberdare. — U.D.C. 


of accumulators complete. 


Battery 


OU 
Borough 


Spain.—The municipal authorities of Caceres have just 
invited tenders for the concession for the electric lighting of the 
town during a period of 15 years. Tenders have also been lately 
invited by the municipal authorities of the town of Carabanchal 
(Province of Madrid) for the lighting concession during an 
unnamed period. 


Warrington. — April 11th. Electricity and Tramways 


Committee. One 3.000-K w. turbo-alternator and surface condensing. 


plant. See “ Official Notices " to-day. . 0 


CLOSED. 


Bexley.—U.D.C. Sub-station for power plant installation 
at East Wickham : D. Rowell & Co., Westminster. £104 10s. 


Bradford. — Corporation. National Rail and. Tramway 
Appliances Co. Ltd. 100 tons of cast-iron brake blocks for 
the year. 


St. Helens. — Electricity Committee. Amended. tender 
of Messrs. Babcock & Wilcox for two new boilers. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, March 16th. At 6 p.m. At 
the Institution of Civil Engineers, Great George Street, S.W. Papers on 
* Heat Treatment of Large Forgings," by Sir Wm. Benrdinore, Bart. ; and 
* Heat Treatment of Steel Forgiugs,"" by Mr. Н. Hashdown. 


Eleetro-Harmonic society се; March 16th. At 8 p.m. At the Holborn 
Restaurant, W.C. Smoking concert. 


Association of Mining Electrical Engineers.—Saturday, March 1th. At 
4.30 p.m. At the Royal Technical College, Glasgow. Paper on “ Main- 
tenance of Underground Plant," by Mr. M. Baird, jun. 


Institution of Post Office Electrical Engineers ‘London Гепіге). — 
Monday, March 19th. At 6 p.m. At the Institution of Electrical Engineers. 
PAD OD "The Provision of a Tclephone Exchange," by Mr. G. Е. 

reenham. 


institution of Civil fmeers.—Tuesday, March 20th. At 5.90 p.m. At 
Great George Street, З.У. Paper on “The New Elcctric Power House at 
Birchills, Walsall,” by Mr. E. M. Lacey. 

Liverpool Engineering Society.— Wednesday, March 21st. At 7.30 p.m. At 
the Royal Institution, Colquitt Street. Joint meeting with the Manchester 
Section of the Institution of Electrical Engineers. Paper on '' Equipment 
of King George Dock, Hull," by Mr. L. Leighton. 


Institute of Meta!s,.- Wednesday, March 21st, and Thursday, March 22nd. 
At 86, Victoria Strect. Spring mecting. | | 


„Ча happen) he was to receive nothing. 


Institution of Electrical Engineers.— Thursday. March 22nd. At 8 p.m. 
At Victoria Embankment, W.C. Paper on '* Machine Switching Telephone 
Gcar," by Mr, F. К. McBerty. 

(Scottish Local Section).—Tnesday, March 20th. At 7 p.m. At 
Princes Street Station Hotel, Edinburgh. Paper on ‘ Voltage Regulation 
of Rotary Converter," by Mr. G. A. Juhlin. 

(Manchester Local Section), — Wednesday, March 21st. At 7.30 p.m. 
Joint meeting with the Liverpool Engineering Society at the Royal 
Institution, Colquitt Street. Paperon '' Equipment of King George Dock, 
Hull," by Mr. L. Leighton. : 

(Yorkshire Local Sectíon). —Wednesday, March 21st. At 7 p.m. At 
the Philosophical Hall, Leeds. Paper on "The Voltage Regulation of 
Rotary Converters," by Mr, G. A. Juhlin, 


Royal Institution of Great Britain.—' Thursday, March 2nd. At 3 p.m. 
At Albemarle Street, Piccadilly, W. Lecture on “ Modern Improvements 
im Telegraphy and Telephony: Telegraphy " (Lecture I), by Prof. J. A. 
Fleming, F.R.S. 


Greenock Electrical Society.— l'hursday, March 23nd. At 7.45 p.m. At 
23, West Stewart Street. Paper on “ Electric Welding," by Mr. D. Angus. 
Saturday, March 24th. Visit to Gateside Colliery, Cambuslang. 


Electrically-tempered Tools.—A recent issue of the 
Electrical World contains some interesting data regarding the 
cost of tempering steel tools electrically in an American automobile 
manufacturing plant. The furnace was operated 945 hours on 
19 days, or 5'18 hours per day: in that time, 1,978 high-speed 
steel tools. consisting of circular cutters, reamers, ‘reamer blades, 
keyway cutters. taps. circular form tools, thread chasers. profile 
cutters, pointing tools, hollow mills, &c., were treated, at a cost of 
826'H. with energy at 3 cents per KW.-hour. 

Adding the cost of renewing the carbon heating elements. $4185, 
the total cost for the period: becomes $3111, or 157 centa per tool. 

During five runs. 352 lb. weight of tools were treated, at a cost 
of 2°33 cents per lb. These tools are treated in a Hoskins F.C.-204 
furnace. with internal dimensions of 44 in. X ħin. x 11 in. and 
maximum rating of 15 KW.; with temperatures of 2,100° to 
2.3900 F., the averaye demand is 9 to 10 Kw. Тһе accurate 
control of temperature and furnace atmosphere is a great 
advantage, because the better the tool the greater the efticiency 
of the machine. Improper temperature treatment may result in a 
difference of from 30 to 70 per cent. in the life of the tool. 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS.—Headquarters : Balderton Street, Oxford Street, W. 

Saturday, March 17th.--The Parade for Route March will be 2.45, Golder's 
Green Station. 

M mdau, March 19th, "Technical for Platoon No. 9, at Regency Street. Squad 
und Platoon Drill, Platoon No. 10. Signalling Class. Recruits’ Drill, 6.30--8. 
x е March 214. - Instructional Class, 8.15. Platoon Drill, Platoon 
NO. 
ои March 22nd.- Platoon Drill, Platoon No. 7. Ambulance Class by ` 

.O., 6.30. 

Fridau, March 23rd. -Technical for Platoon No. 10, Regency Street. Squad 
and Platoon Drill, No. 9. Signalling Class. Recruits’ Drill, 6.30- 8.30, 
MT March 24th. —N.C.O.8. Iustruction. Class. Captain Caatell, 

ridging. 

Sunday, Mareh 25th.- Specia) work at Bombing School. Parade Clapham 
Junction Station (City & S.L. Tube Ry.), 9.45 a.m. 

Baster Training will be at Esher. Names can still be sent in. 


(By order, MacLEOD YEARSLEY, Captain and Adjutant, 


The Metric System.—We are informed by the Decimal 
Association that a Weiehts and Measures Bill. drafted by the 
Associated Chambers of Commerce. is now being circulated 
throughout the country for consideration and criticism. 

Although nothing of the kind has happened in any " metric " 
country. some British manufacturers fear that the compulsory 
adoption of the metric system in this country would necessarily 
involve the immediate scrapping of all their existing machinery. 
patterns, tools. and other workshop standards. It should there- 


. fore be known that to overcome this difficulty the following clause 


has been inserted in the Bill :— 

4 (4) " Provided that nothing in this Act shall affect the manu- 
facture or use of any machinery, tool, pattern. sieve, template. or 
other article made by measures other than metric measures." 

The passing of an Act on the basis of the,proposed Bill would 
thus mean that, while we should all be required to buy and sell in 
metrie quantities. we should be at liberty to continue the use of 
our existing weights and measures for manufacturing: purposes 
until such time as we ourselves chose to umend them. 

The Coventry Chamber of Commerce, at a special meeting held 
for the purpose of considering the draft Bills of the Association 
of Chambers of Commerce for the introduction of decimal coinage 
and metric weights and measures, has passed a resolution 
approving of the Coinage Bill, and also of the Weights and 
Measures Bill, with the proviso in the latter case that the time of 
change be extended to three years from the passing of the Act. 


Late Legal.—H. S. BARRETT г. THE ENFIELD ELECTRIC 
CABLE MANUFACTURING Co. LrD.—Before Mr. Justice Ridley. 
on Tuesday. Mr. H. S. Barrett. an architect. sought to recover 
from the defendant company £115 10s., fees for professional work 
done for the defendants, the main portion of the fees being in 
connection with the preparation of plans for a new factory at 
Brimsdown for the defendant company. The defence was that а 
verbal agreement was made between the plaintiff and Lord Grimston. 
acting on behalf of the defendants, by which the plaintiff waa to 
prepare the plans at his own risk. If the work was afterwards 
carried out plaintiff was to be paid for his services, and if not (as 
In the result. the defen- 
dants agreed to submit to judgment for £105. to include £10 10s. 
paid into Court, with costs on the High Court scale. Judgment 
was entered accordingly. | z 
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Commercial Electric Vehicle Investments: in the U.S.A. 
—From figures supplied by Mr. W. P. Kennedy to the Electric 
Vehicle Section of the N.E.L.A., it appears that the estimated value 
of commercial electric vehicle equipments in use (presumably in the 
States) is roughly 36 million dollars (or over £7,000,000). Brewers 
and department stores each figure at some 6 million dollars, public 
rervice companies at t million dollars, express companies at 34 million 
dollars, and manufacturers’ and merchants’ industrial trucks at 21 
million dollars. 


Charging Stations for Electric Vehicles.— In our last 
issue we referred to the official list of stations at which the 
batteries of electric vehicles can be charged, which has been pre- 
pared by the Electric Vehicle Committee, and embraces about 180 
names of places. The list in itself is of importance, as marking the 
growth of opinion favourable to the use of such vehicles ; but its 
significance can be far better appreciated from the small map which 


>” “еш 
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we publish herewith, and which indicates at a glance the situation 
. of these charging stations with regard to each other— whioh is 
obviously of more importance to the user than mere numbers, if 
the full advantages of the electric vehicle are to be realised. > 
The London County Council area can now boast of some two 
dozen public charging stations, sprinkled well over the area, and 
we would suggest that the metropolitan users would better. appre- 
ciate their possibilities if they were shown diagrammatically on a 
map, which could be published with the list of charging stations. 


The Metric System in the U.S.A.— During the sixty-ninth 
meeting of the American Association for the Advancement of Science 
in New York, during Christmas week. 1916, a conference was held, 
designated the'' Metric Conference," at which were present repre- 
sentatives of national business organisations, the United States 
Department of Commerce, and men prominent in engineering and 
educational work. The object of this conference was to discuss 
the Pan-American use of the metric system. Its outcome was the 
formation of a permanent organisation to be known as the 
American Metric Association, to further the adoption of the 

: international metre, gramme, and litre, which have been legalised in 
the United States since 1866. 

The Association maintains an office at 156, Fifth Avenue, New 
York, and is especially desirous of receiving catalogues of manu- 
facturers who use the metric system for domestic or export 


purposes. 


War and Industry.—In an address delivered to the 
members of the Delphian Coterie, at the Cannon Street Hotel, 
London, on the 7th inst., Mr. Samuel Turner, of Rochdale, joint 
author with Dr.Gray of the work “Eclipse or Empire," made certain 
references to the effect of the war upon various departments of 
British industry. The war had undoubtedly given us a great 
creative impulee, which had for result that during the war period 
this country had, he believed, invented more, developed more, 


and achieved more by way of industrial and scientific organisation 
and reconstruction than in the previous 20 years. Thus they saw the 
logical position which research and experimentation might occupy. 
As regards methods in other countries, they saw that Germany had 
forty chemists to our one; the United States had a like pre- 
ponderance of mechanical experimenters ; Columbia University had 
a new laboratory in prospect to cost £125,000, with an endowment 
of £500,000 : the Bureau of Standards employed 400 men, 75 per 
cent. scientists, and spent £120,000 a year. The Bell Telephone Co. 
had 300 experts whose &ole job was to improve the telephone ; the 
Western Electric Co. had 1,000 men in the laboratory. and the 
results of these two particular phases of activity were that 
America controlled the telephone business of the world. in so far 
as she supplied three-fifths of the apparatus, and everyone who 
knew America realised that she had a telephone service. and we had 
not. Our service was really a joke in comparison with that of 
America, and he doubted whether there were in this country a 
score of men who were solely engaged in trying to improve the 
telephone service. But the two companies named had !,300 men 
doing nothing else, consequently the technique of the industry had 
passed to America. The Pennsylvania Railroad had 360 men in 
their laboratory, and spent £100,000 a year. The General Electric 
Co. spent a like amount, and had 200 men in laboratory work. 
The Westinghouse Co. spent £70,000, the Eastman Kodak £30,000, 
and the Goodrich Tyre Co. £20.000 annually. And why all this? 
Simply because these people believed in the evolutionary and 
dynamic nature of industry, and had not been content to wait for 
things to happen. They had planned and worked for the future, 
just as steadily as they did for present-day requirements. People 
asked him what about the cost of this kind of thing. Well, the 
experience was that the cost did not really enter into the calcula- 
tions, because these laboratories were found to pay for themselves. 
That was not theory, but actual practice. The evidence was over- 
whelming in demonstration of the necessity of adopting acientific 
methods in industry in this country. Industries must also be so 
organised that they would bring greater leisure and prosperity for 
the workers. The evidence on all hands was conclusive that the 
country which adopted scientific methods and efficiency, and went 
in for high production and high wages, was a better place for the 
worker to live in than a country which was industrially inefficient. 


Employers and National Service, — А deputation, repre- 
senting the Federation of British Industry, the British Manu- 
facturers' Association, the Association of Controlled Establishments, 
and the Employers' Association waited upon Dr. Addison and Mr. 
Neville Chamberlain, at the House of Commons, on Wednesday. 
These bodies, it is estimated, represent three-quarters of the manu- 
facturing firms in the country. The classification of the non- 
essential trades, and orders relating thereto, were the principal 
subjects under consideration. Mr. George Terrell, M.P., who 
introduced the deputation, said that they represented between 
8,000 and 9,000 manufacturing firms, employing many millions of 
workpeople. and he urged that if employers were taken into the 
confidence of the Government, they would probably be able to 
meet the requirements of the country with a minimum of inter- 
ference with output. Dr. Addison intimated that a Consultative 
Committee, with members nominated by the -employers of labour, 


‘would be set up.— Times. 


Radium and Food for Cattle.— Writing to the Financial 
Times, Mr. Barton Scammell, M.S.C.I., President of the Society for 
Radiumising the Soil, says :—In the words of the Prime Minister, 


· " we have a larger stock of cattle than I think we ever had before 


in this ceuntry," and therefore any addition to our supplies of food 
for cattle is of national importance. This addition can be provided 
by the new discovery of science that the solutions of radio-active 
matters will convert cellulose (sawdust, &c.) into an assimilable 
starch-like material, of which as much as 50 per cent. in finely- 
powdered form can be mixed with the ordinary foodstuffs, the cost 
working out at under £3 per ton, and forming a fattening and 
nourishing food for pigs, cattle, and poultry. Thetypical cellulose 
is represented by the formula СНО, identical with that of starch, 
with which it has many chemical analogies. 


The Engineers’ Club.—The membership of the Engineers’ 
Club, Manchester, is now 753. After allowing for resignations, 
deaths, &c., the net increase for the yearis 70. The Club has elected 
Alderman T. Smethurst (the Lord Mayor of Manchester) to be its 
first honorary member. in recognition of his services to the 
engineering industry. The Club Roll of Honour bears the names 
of 73 members and six of the staff of the Club: Mr. E. L. Hill 
resigned the honorary secretaryship early in January, 1917, 
owing to his now residing in London ; Mr. Н. T. Wilkinson 
has been appointed to succeed him. The balance sheet shows 
the funds of the Club at £2,257. less “deficit on trading account 
from 1613 to 1916 inclusive, £108." And yet we had a dim recollec- 
tion of this Club being formed since we were born. 


Use Solid Wire in Place of Small Stranded Cable.— 
The Council of the INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION having considered the letter of the CABLE MAKERS' 
ASSOCIATION to which we referred in our issue of March 2nd, has 
passed the resolution given below, and recommended the members 


of the I.M.E.A. to agree to it :— 


"That in view-of the demand by the Government for small 
stranded wires being so great, the restrictions as to the use of 
single-strand conductors- of 18 s w.G. 16 8.W.G., and 14 s.w.g. 
should be temporarily suspended during the war. and that the use 
of such for installation wiring in place of 3/22 dnd 7/25 s.w.a., 
3/20 and 7/23 & w.G.. and 7/22 and 7/213 s.w.G. respectively be 
accepted.” 


eV 


Night Ploughing by Electric Light.— According to local 
papers, the Government is sending out electric lighting sets in con- 
nection with night ploughing operations in Yorkshire. where it is 
intended to use from 100 to 150 motor-ploughs and tractors. 


Institution aid Lecture Notes.—Institution of Elec- 
trical Engineers.—Prior to the meeting of the Institution on 
Thursday, last week, the president. (Mr. C. P. Sparks) announced 
the probability of H.M. Office of Works taking over the Institution 
building, in which case arrangements would be made to hold the 
meetings elsewhere. 

Association of Draughtsmen.- The Association of Engineering 
and Shipbuilding Draughtsmen (London Branch) held its first 
general meeting on Saturday last, when officers and Council repre- 
sentative of the various firms in the district were elected to carry 
on the work of the Association within the London area. There 
were present about 4 50 members out of nearly 350 members, com- 
posing the London Branch, and this membership is increasing 
week by week. Discussion on the future business of the Associa- 
tion ensued, and Mr. L. Blair, the general secretary of Glasgow, 
gave & short account of the work of the Association during the 
past year. The total membership of this Association is now over 
5.000, enrolled from all branches of engineering and shipbuilding 
in Great Britain and Ireland. The address of the honorary secre- 
tary of the London Branch is 38, Craster Road, Brixton Hill, S.W.2. 

irmingham Electrical Club.—There was a large attendance at 
the seventh annual dinner of the club, which was held under the 
chairmanship of Mr. A. B. Mudie (president). An excellent concert 
was given. | i 

Nottingham Society of Engineers.—On Wednesday evening. Mr. 
David Rushworth gave a lecture (with 100 special slides) on " The 
Fuel Economiser." 

Royal Dubin Society.—A lecture was delivered recently by Prof. 

J. A. McClelland, F.R.S., on ^ Radiations." 


Engineers’ Wages.—1t 18 stated by Mr. J. T. Brownlee 
that the recent wages award in the engineering trades will affect 
1.000,000 persons, and cost £ 12.000,000 as an annual increase inthe 
wages bill.— Westminster Gazette. 


Appointments Vacant.— Working foreman, also shift 
engineer (40s.), for the Guildford Electricity Supply Со. ; mains 
superintendent and shift engineer for the Neath R.D.C. electricity 
works. See our advertisement pages to-day. 


Fatality —J OHANNESBURG.—An electrician employed at 
the Victoria Falls power station at Vereeniging, whilst engaged in 
dusting portions of а switchboard with a feather duster, made con- 
. tact with an 80,000-volt conductor ; he was shockingly burned and 
succumbed to his injuries. 


Nitric Acid in Sweden.—A new company, with large 
capital, has been formed for the manufacture of nitric acid and 
other chemical products in Sweden, according to the Chemical 
Trade Journal. It has entered upon a contract with the Royal 
Waterfalls Board for a supply of electrical energy, and the works 


The new company will use the Birkeland-Eyde method, for which 
rights have been secured for Sweden. 
ahead with all speed to be ready this year. — Metallurgical and 
Chemical Engineering. г 


ИШЕНИ  ———— — 
rr — MÀ ——— 


REVIEWS. 


Groupes Electrogénes en régime troublé. By L. BARBILLION. 
Paris: Gauthier-Villars et Cie. Price 1Y fr. 

This work chiefly consists of a series of lectures delivered 
b; Prof. Barbillion at the University of Grenoble during the 
session 1912-13. The book was ready for ublication in June, 
1914, but owing to the war, and to the fact that the author 
was called up during the first days, its appearance has been 
delayed. It deals with the functioning of what he calls 

groupes électrogènes,” that is, with combinations of at least 
two machines, one of which is a generator of electricity and 
another a motor of any kind driving it. The question of the 
regulation and governing of such groups is gone into very 
thoroughly from the theoretical point of view, mathematical 
and graphical methods being both employed. Large numbers 
of diagrams are incorporated in the text.’ 


By ALFRED STILL, Professor 
Purdue University. London : 


underlying design and on the methods to be used to achieve 
certain results than on short methods, based largely on per- 
sonal experience, used by many commercial designers. 

In an introductory chapter the author points out to would. 
be designers the importance of an accurate knowledge of 
theory and of acquiring the spirit of initiative and research : 
of attaining power of expression, both verbally 
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No attempt is made in the book to deal with the whole 
field of electrical design. e ground covered includes 
electromagnets, direct-current dynamos and motors, and 
alternators; another volume, dealing chiefly with induction 
motors and converting plant, would be valuable. 

In perusing the book, the outstanding feature, to which 
the attention of the reader is repeatedly drawn, is the im- 
portance the writer attaches to the study of the actual flux 
distribution (particularly in the gap) under working condi- 
tions. He points out that while shorter and easier methods 
may give results sufficiently accurate for the designer when 
dealing with standard or normal machines, the flux-distribu- 
tion method is the only safe way of dealing with new designs 
or with machines working under abnormal conditions. This 
idea of flux distribution is used very clearly in connection 
with the calculation of the additional ampere-turns required 
on the field of & direct-current generator when load is in- 
creased. Put very briefly. the method in such a case consists 
of first determining the flux distribution when the machine 
is generating the necessary pressure on no load. The resultant 
distribution of ampere-turns on the gap is then found under 
full-load conditions, and the consequent flux deduced. The 
total flux produced is, of course, lower than on no load, and 
gives a lower generated pressure. Finally, the flux on load 
is increased in the necessary proportion (not forgetting to 
allow for resistance drop in the armature, &c.) to sive the 
required terminal pressure on load, and the increase in field 
ampere-turns above those necessary for the no-load condition 
is then readily ascertained. 

A similar procedure is recommended in the case of alter- 
nator regulation, though a vector method for attaining the 
samo end is also considered at length. 

The chapter dealing with commutation in direct-current 
machines is also written on lines which differ from those 
usually followed, and affords much food for thoucht. Ques- 
tions of heating, ventilation, energy losses, and efficiency are 
dealt with on normal lines in an adequate manner. 

The arrangement of armature windings, both for direct 
and alternating-current machines, is always а source of diffi- 
culty with students, and it would seem that the space devoted 
to the subject might be increased in subsequent editions. 
with advantage. A considerable number of tables of con- 
stants, derived from modern commercial experience, are 
inserted in the book, and these will be especially. useful to 
students who are unable to find such data in their personal 


Such criticisms of the book as can be made relate merelv 
1 d in this connection it is to be noted that 

the writer, when dealing with magnetic circuits, uses the gauss 

as the name of the unit of strength of magnetic field; it is 

perhaps largely a matter of opinion, but it seems better to. 
use the line per sq. cm. 88 the name of the unit of field 

strength, reserving the gauss as the name of the unit of 

magnetising force. ` 

The diagrams are clearly drawn and adequately serve their 
purpose; the only suggestion that can be made is that in all 
vector diagrams tbe direction of rotation of the vectors 
should be specifically indicated by a curved arrow. 

The book is thoroughly worth the attention of all men 
engaged in the design of heavy electrical machinerv and of 
all teachers of electrical engineering. Students in technical 
universities will also profit considerably by а perusal of the 
book in the later part of their course. 


а 


Practical Safety Methods and Devices. By G. ALVIN COWEF. 
London : Routledge & Sons, Ltd. Price 19s. 6d. net. 


It has been rightly said that even with the most highly 
trained workers and under the best conditions there 15 always 
present the human liability to err. A monent’s inattention, 
4 sort of mental air pocket, so to speak, and a mistake 15 
made which may have the most tragic consequences. Especi- 
ally is this the case at the present time, when a large amount 
of ill-trained and even unskilled labour 18 working under con- 
tions which are far from approaching the ideal with material 
which may contain in itself all the elements necessary for à 
great and terrible disaster. Accidents, wherever and when- 
ever they occur, are almost invariably due to some slip on 
the part of someone, more often than not the victim, which 


not only need not have been made, but which he had been de- 
liberately avoiding making until.the avoidance had 
habit, a second nature as it were, and so had given rise to 
ine momentary relaxation of the watchfulness necessary for 
safety. 

At the moment it is Utopian to hope for the avoidance of 
accidents altogether, во that all we can do that is likely to 
be of practical value is to consider h 
to a minimum. There is not, the slightest doubt as to the 
avoidability of the great majority of accidents; that being so. 


.what we have to find out are the best precautions that can 
be taker against their occurrence. Here, again. is the human 


No mechanical protection to any 
form of machinery can be regarded as efficient unless the 


ignored or in some cases. put deliberately out of action by the 


very people they were designed to protect. 
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He would be a bold man who would say that he considered 
the limit had been reached in regard to safety or protective 
devices; many experimentalists are still engaged in thinking 
out schemes and designing sufeguards which shall still further 
promote the immunity of the worker from accident. The 
tendency 1х for more and more attention to be paid towards 
ensuring the safety of the worker; in fact, it may be said 
that the modern motto is ‘ Safety first." Tt has been calcu- 
lated that in the United States some 35,000 lives and some 
ETOO КИ КЮ are lost every year in preventible accidents in 
factories and workshops. It has been recognised in that 
country that the most important factor in the elimination of 
avoidable accidents is the education of the employés, and it 
has been stated that the United States Steel Corporation, by 
giving proper attention to the human element as well as bv 
adopting the best safety devices, have during the past five 
years brought down their accident rate by forty per cent. 
Mr. George Alvin. Cowee, in. his work ‘ Practical Safety 
Methods and Devices," gives an excellent description of the 
“Safety First” movement in that country, which is carried 
out, so far as the education of the workers is concerned, by 
what are called Safety Committees. Although safety methods 
have been systematically studied for a number of vears on 
the Continent, the fallaev has largely prevailed in America 
that all work accidents were necessarily incidental to industry 
and that casualties were more or less inevitable. Compara- 
tively few emplovers and safety engineers, together with the 
accident Indemnity companies, says Mr. Cowee, have clearly 
demonstrated that this assumption is incorrect ; furthermore, 
that it is possible, practicable. profitable and eminently 
humane to prevent this large proportion of industrial acci- 
dents. 

Мапу of the large industrial corporations in the States 
utilise the kinematograph to illustrate the dangers which the 
employés should avoid. A number of others pin their faith 
to pamphlets which are replete with photographs and draw- 
mgs. Some award a‘ Safety First" button to the men who 
have passed an examination, chiefly if not wholly oral, in the 
rules which have been adopted by the company. It mav be 
doubted whether this would commend itself to the British 
‚ mind, but still it is only one of many suggestions and prac- 

tices, and the author appears to pin. his faith. to the adoption 
of safety committees. "These consist of several workmen in 
each department, and periodical meetings are held. for the 
discussion of accident prevention. A safety inspector i8 ap- 
pointed for each section by the workmen concerned, and it 
is his duty to caution everyone whom he mav notice adopting 
unsafe methods, and to report upon every unsafe place and 
every insufliciently guarded machine. ‘The Dodge Manufac- 
turing Co.. it has been mentioned, uses an accident prevention 
‚ score board, on which the employés are divided into sections, 

and the accidents in these are duly registered. A premium 
1s given to the sections which come out best at the end of 
each wear. This strikes one as being a scheme which might 
be adopted with advantage bv the larger British manufactur- 
"ing concerns. The United States Steel Corporation are said 
to find that the saving in casualty expense over expenditure 
for safety during the last three vears has been over 35 per 
cent.. while, on the workers’ side, must be estimated the 
amount saved in wages. 

The book is intended to provide for emplovers, stperinten- 
dents, underwriters, and engineers generally a convenient 
summary of standard safety methods and devices as deve- 
loped and perfected by those who have specialised in that 
direction. Tt is the result of careful observations made іп 
hundreds of mills and manufacturing establishments, and 
reflects the experiences of hundreds of practical nen. Amongst 
the subjects dealt with are safety devices and appliances for 
electric supply work, electric traction, and electric power. 
Steam railways, mechanical engineering works, machine tools 
and grinding, and wood-working machinery are all dealt 
with from the safety-first standpoint. and in addition there 
are valuable chapters on welfare work, sanitation, fire drills, 
first-aid, and other subjects likely to be of interest and value 
The book сап be confidently reconvnended, and will be of 
value to all who study its pages. 


Applied Electricity for Praclical Men. 


Ву ArtTHur J. Row- 
LAND. 


London: Hill Publishing Co. Price Ss. 4d. 


“The book is offered to the public in the hope that it 
mav fill a need in connection with the study of applied. elec- 
tricity in. trade and industrial schools, and that the explana- 
tions may be helpful to electrical workers everywhere." It 
is seldoin that a book which sets out to “fill a need" so 
adequately fulfils its purpose, but a careful perusal of Mr. 
Rowland’s book leaves little doubt that it will appeal to a 
very large public, and that whoever buys the book will at 
least be satisfied that it does all that it professes to do. 

The writing of a text-book for practical men on any subject 
involves considerable difficulties. but the breadth of the sub- 
ject, and the absolute necessity for some form of mathe- 
matical treatment in some parts of applied electricity render 
the preparation of a text-book such as the one under review 
a task beset with obstacles of an unusual character. There 
is always the possibility of slipping into the superficial method 
of treatment in order to cover the whole gamut of things 
electrical, from the elementary phenomena of frictional elec- 
tricity to wireless telegraphy and X-rays. And, on the other 


hand, there is the temptation to deal too much with prin- 
ciples and leave no room for the application of principles to 
practice. Mr. Rowland has fortunately succeeded in avoiding 
both of these extremes, and has written а well-balanced, 
common-sense book which is neither superficial nor too 
theoretical. 

In the first chapter he deals with the fundamental prin- 
ciples of current. electricity, and = gives some practical ideas 
of the magnitude of currents used for various purposes, such 
as glow-lamp lighting. electric train propulsion, &c. He then 
passes on to discuss electromotive force and Ohm's law, illus- 
trating every principle by reference to modern electric prac- 
tice. This, together with a concise chapter on the phenomena 
of iagnetisn, leads immediately to a study of the D.C. 
dynamo. Mr. Rowland has succeeded in two chapters in 
giving a remarkably full account of the principles. construc- 
tion, and working of the modern dynamo. Special attention 
has been piven to the winding of armatures, and it is 
evident. from the examples given at the end of the chapter 
that the author has aimed at no superficial knowledge. 

A short chapter is given up to electric heating, and this 
is followed by a long one on systems of power distribution, 
including switehboards and switchboard instruments. The 
latter chapter is an excellent one. and the illustrations are 
also excellent. D.C. motors are then studied, and, after a 
further chapter entitled " More Principles," alternating cur- 
rents are dealt with very completely in. half a dozen chapters. 
Transformers, alternators. polyphase circuits, and А.С. motors 
are treated in turn, and here; again, the perusal of the text 
and reference to the examples which follow each section 
indicate a thoroughness of treatment unusual in a text-book 
which has so plausible an excuse for superficiality—that it is 
written for practical men. 

The three remaining chapters do not fall short of the pro- 
mise of the early part of the book. The sections on storage 
batteries and electric lights are well planned essays on large 
subjects, designed to give a maximum of accurate and up-to- 
date information in a short compass: and the final chapter 
on wires and wiring is equally satisfactory, except that its 
usefulness to English readers is impaired by the use of the 
‘circular mil" in stating sectional areas of wires. 

As we have already indicated, the author has succeeded in 
producing a book on applied electricity of undoubted useful- 
ness, and we heartily recommend it эч a text-heok for trade 
and technical classes in electrical engineering, and as a useful 
handbook for all classes of electrical workers.—P. H. S. K 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connectéd with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as ty their movements. 


Central Station and Tramway Officials.—Mr. J. WATRIN, 
accountant to the Urban Electric Supply Co. at their Gran- 
tham Works, on leaving for another appointment, has been 
presented by the staff with a fountain pen.and walking-stick. 

Mr. б. E. E. WiLLIAMSON, second charge engineer at the 
Ilford electricity undertakins. has resigned. Mr. A. GLAZIER, 
third charge engineer, has been promoted to the vacancy at 
4150 per annuin. . 

Mr. SALT, electrical engineer to Torquay Corporation, has 
been promoted to the rank of full lieutenant in the Ату. 
The Halifax T.C. has resolved to increase the salary of the 
tramway traffic manager from £400 to £425, and that of the 
tramway engineer from £300 to £325 per annum, but has 
referred back to the Electricity Committee, for consideration 
along with the estimates for next year, a proposed advance 

to the electrical engineer trom £700 to £500. 

The West Hartlepool T.C. has decided to grant a sum of 
£105 to Mr. J. W. SPARK, acting general manager of the 
tram ways, for his services during the past 18 months in the 
absence of the manager, Mr. C. Burgess, on inilitary service. 

The directors of the Clyde Valley Electric Power Co. have 
appointed Mr. ARCH. РАСЕ, Glasgow, to be assistant general 
manager of the company. Mr. Page has been in the em- 
ployment of the Glasgow T.C. electricity department for the 
past 18 vears, having acted for 12 years as deputy chief envi- 
neer and manager. At the last meeting of the Scottish Local 
Section of the I.E.E., Mr. Page was nominated as chairman 
of the Section for next session. For several winters he was 
president of the Students’ Association of the Section. 

The General Purposes Committee of the Cape Town Cor- 
poration has recommended that Mr. G. H. SWINGLER be ap- 
pointed acting electrical engineer in the place of Mr. J. ww 
S. Clunas, who recently resigned. The appointment ig for 
a period of six months at a salary of £750 per annum. Mr 
Swingler has recently been acting as assistant electrical engi- 
neer to the Corporation, and previously was electrica) engi- 
neer to the Municipalitv of Murzenberg, now amalgamated 
with the Cape Town Municipality. In connection with Mr 
Clunas's resignation, presentations were made to him of a 
gold watch by the office staff, of two silver entrée dishes bv 
the running and maintenance staff. and of a combined cigar. 
ette and sovereign case by the coloured workmen. S 


b 


R. B. DuNWOODT, AM.LC.E., secretary to 


General.—Mr. 
the Association of Chambers of Commerce, has been appointec 


Secretary of the Board of Trade Canals Committee. . His 
address will be 7, Princes Street, Westminster, 9. WV. т. 

Mr. E. Bromley (Kent) Electric 
Light & Power Co., Ltd., has been elected an alderman Oo 
thc Town Council. 

A new board of four commissioners has been appointed by 
the New South Wales Government tor the control and man- 
agement of the railways, 45 follows :—Mr. J. Fraser, chiel 
commissioner ; Mr. Milne, deputy-chief commissioner ; Mr. 
J. H. Cann and Mr. H. Fox, commissioners.— Common wealth 
Engineer. 

On Wednesday last week, the Manchester City Council 
agreed to the proposal to 'nerease the salary of Prof. MILES 
WALKER, Professor of Electrical Engineering at the Man- 
chester School of Technology, to £1,200 per annum by three 
equal instalments of £200 on April 1st, 1917, 1913. and 1919. 
Sir Thomas Shann spoke of the ability of Prof. Miles Walker, 
and said he had been offered £1,800 a year to take control of 
an electrical engineering concern working entirely in the 
national interests. 

Sir HOME GoRDON, the Controller of the Staff of the 
National Service Department, is a director of the Electric 
Supply Corporation, Ltd., Major G. C. HAMILTON, M.P., who 
ig Director of Enrolment to the Department, Was a joint 
managing director of Messrs. Drake & Gorham, Ltd., until 
he took up military duties in 1915. 

Mr. H. W. ALBROW announces that his position as manager 
with the Electrical Co., Ltd., has come to an end owing to 
the winding up-° the business by order of the Board of 
Trade. An advertisement regarding his movements appears 
on another page. | | 

On February 10th, a banquet was held in the States to 
celebrate Mr. T. A. EDISON'S 70th birthway. The American 
Electrical Review quotes the following message sent by Pre- 
sident Wilson :— | 

| wish with all my heart that 1 might be present to take part in cele- 
brating Mr. Edison’s 70th birthday. It would be a real TR to be able 


public with what deep and genuine admiration 1 have followed his 
was, an undergraduate at the university 
inventions captured the imagination of the world, and ever 
since then I have retained the sense of magic which what he did then created 

i in the special confidence of 
. His career already has made an Sndelible impression on the 
history of applied science, and I hope that he has many years vet. before: him 
in which to make his record still more remarkable. 


Roll of Honour.—Sergeant GREEN, who was on the staff of 
the Isle of Thanet Electric Traction & Lighting Co.. Ltd., haa 


fallen in action at Kut. | 
Lieutenant-Colonel A. B. LAYTON, AMIE.E. of: the South 


Lancashire Regiment for 14 years electrical engineer to 
Messrs. Joseph Crosfield & Sons, ltd., of Warrington, has 


been mentioned 1n dispatches. 

Private JOHN Сивілх, К.О. Royal Laneaster Regiment, 

killed in action, Was employed by the British Westinghouse 

Co., at Trafford Park. i 

Staff-Sergeant J. W. CLAYTON, formerly a motorman 

urnley Corporation tramways, has been awarded the 
ice Medal. Р 

The many friends of. Mr. Percy Rosting (WwW. T. Henlev'8 
Co.) will desire to join with us in expressing sympathy with 
him in the loss of his elder gon—ALAN PERCY RosLING, Secon 
Lieutenant, Worcestershire Regiment—who was killed in 
March 4th. 

CHARLES HENRY Harper, R-E.. who has died at -the Front 
at the age of 41, served his apprenticeship with the Telephone 
Co. in Dundee. He afterwards went» to Manchester, and 
subsequently to Madras, where he held an appointment for 
seven years with the Oriental Electric Co. Returning to 
this country, telephone service ‘in Glasgow, 
where he was employed up to the outbreak of war. 

Intimation has been received of the death from wounds, on 
March 6th, of Captain NORMAN V. LOWSON, M.C.. R.E., the 


wW. C. Martin & Co., electrical engineers, Glasgow. 
member of the O.T.C. at Glasgow 
the University, where he 
B.Se. in engineering. While studying. he served 
periods with the Glasgow T.C. electricity 
Messrs. Drvadale & Co., 
Motor Car Co. He was subsequently a year with the British 
Plant Co., Alloa. | 
break of war for training with the Special Reserve of Officers, 
and at tbe outbreak of hostilities he was 10 command of the 
ith Divisional Signalling Company, Chatham. Captain_Low- 
son was mentioned in dispatches for services at Neuve 


Chapelle and ‘at Loos, and was awarded the 


The Times records the death 1n Leeds, on Marc , of 
Colonel F. W. T'ANNETT-W ALKER, .' E. who had been for 
months in comman of a battalion of Royal Engineers in 


France. He was 8 member of the Institution of Civil Engi- 
neers, and for many years & director of Tannett Walker an 


Co., engineers, Leeds. 


Obituar —Mn. E. Kay.—The death is announced of Mr. 
Edward Kay, electrical engineer, of Bury (Lancs.), aged 52 


Mr. S. CuaniesworTa.—The gudden death has occurred of 
: Charlesworth, electrical engineer, of Oldham. 
Mr. Charlesworth, who was in hia 57th year. Was until 1804 
f&rm of Messrs. Charlesworth, Hall & Co., 


“ot £2.500 


electrical engineers, and on the partnership being dissolved 
he went into business for himself in Clegg Street. 
Mr. H. L. E_warp.—The death has occurred of Mr. Henry 
L. Elward, A.M.IE.E.. one oí the oldest members in ire- 
land of the Institution of Electrical Engineers, who had been 
for & quarter of & century connected with the Dublin Cor- 
poration electrical department, and was previously associate 
with electrical achemes in London, Eastbourne, and Madrid. 
| MR. A. E. Wuite.—The death has occurred, at the age at 
6| years, and after a long illness. O Mr. A. E. White, 
M.Inst.C.E., who was for 28 years city engineer at Hull. He 
was responsible for the special character. of the tramway 
track construction, which saved the city a great deal о 
money. | 

Mr. D. нохт. Ме regret to learn of the death, which 
occurred on 6th inst. from pneumonia, of Mr. David Huntley. 
A.M.LE.E., who was for many years chief engineer ant 
works manager of the Dov sing Radiant Heat Co., Mr. 


] untley ‘commenced his electrical career at the ане of 17 as 


a pupil o Mr. H. 1. Dowsing. M.LE.E.. in his private 
practice, and remained with him when the business deve- 


loped into the Dowsing Radiant Heat Co., Ltd. lle repre- 
sented the firm in the Electrical Section of the В.Е.А.М.А.. 
of which he was chairman. e was a man of great energy 
and ability, and his experience and knowledge of electric 
heating was very considerable. During the war he had been 
carrying out special Government work in connection with 
electric heating appliances and in other important directions. 
and his loss will be greatly felt. Mr. Huntley was buried in 
the Ruislip Parish Churehyard on Saturday last. and was 
followed by Mr. H \ б, Newstead, two 
directors of the company, 1 a number of his fellow em- 
ployés. Mr. Hantley was q Freemason, and his lodge was 


represented at the funeral. 


— 


NEW COMPANIES REGISTERED: 


(146,385) .—Private 
on March. 9th, with a capital of 
y to take over the business 


Little Wonder Battery CoO., 
company. This company W 
£7.500 in £l shares (3,100 10 per cent, cum. pref). 
oí manufacturers of electric. dry cell batteries carried оп by Albert. А. Ball 
and Co., dtd., at 8/9, Regnart Buildings, E The sub- 
scribers (each with one pref. share) are: A. Richmond, 4. Budge Row, Е.С... 
manufacturer, J. Price, vi, St. George's Road, Leyton, N.E., secretary. ‘he 
first directors are to be appointed by the subscribers. Registered office : 4. 


Budge Row, a, 
. Victoria Chemical Co., (146,393).—Private com- 


pany. This company was registered on March 91h, with a capita of £11,500 
in 10,000 ord, shares of £1 each, and 30,000 del, shares © Ys, each, 19 take 
over from T. Hadham. F. H. Rogers, and F. B. Dehn the option of pur 
from J. A Kendall his patent, No. 26.90. 12, for the treatment of 


chasing ; 
chlorides of the alkali metals for obtaining леи! products therefrom, And 
the option of purchasing а patent which А. Kendall holds jointly with the 


exors. of the late sir Joseph Swan for improvements in the manufacture of 
i The subscribers (each with one ord. share) are: Captain 
R.F.A., 15, Victoria Squares S.W.; an . B. Dehn, road 
Sanctuary Chambers, , consulting chemist. The first directors are Т 
Needham, F , F. B. Dehn. and A. G. Elliot. Solicitors: J. 
Mote & Son, 11, Gray's Inn Square, w.C. 


G. Eliot, 


—— 


OFFICIAL RETURNS OF ELECTRICAL 
- COMPANIES: 


Rubber Bronze & Metal Co., Ltd.—Re-issue ОП February 
92nd of £4,400 debentures, part of a series of which particulars have already 
been filed. : 

Stephens. Smith & Co.. Ltd.—Particulars of £1,200 de- 
bentures created February wth, 1917. fled pursuant to, Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged : The company’s undertaking and property, present and 
future, including uncalled capital. “No trustees. Memoranda : Satisfaction in 
full on February Wh, 1917. «a of first mortgage debenture dated April Jsi 
1903, securing suo, and (h) of second mortale debentures dated December 


ard, 1003, securing кою, have heen filed. І 
County of Dorset Electric Supply C9- Ltd.—Particune 
filed pu! suant to 


Second debentures created November Jw, 1916, 
Section qu (3) of the Companies (Consolidation) Act, 19085, the amount of the 
resent issue £2,000. Property charged :: The company's undertakiec 
and property, present and future, including uncalled capital, И апу, subjet 
to frst debentures (or £16,000. No trustees. 

Breckneli, Munro & Rogers, Ltd.—Mortgage On lands, 
factorics, ёс», at Bristol, dated. March {м 1917, to secure all moneys due о 
to become due fram compans to Lloyd's Bank. 

Allen, West & Co., Ltd. (108,370). —Capital, 430,000 in 
#1 shares. Return dated January Lith, 1917. 05 235 shares tuken Upi 
£25,235 paid. Mortgages and charges: £20,000. 


being 


—— | 


CITY NOTES. 


ИШНИ". 


Lorn GEORGE HAMILTON presided at the 


Underground annual meeting. He said that the total 
Electric Rail: receipts of the five companies increased. by 
ways Co. о £551 M SR or over Ü per cent. The re- 


London, Ltd venue liabilities. including interest. depre- 
and reserves. increased — by 


£501,783, slightly under 10 per cent. There had been an 
accelerated rate of increase 10 working erpi “ses, and there 


d 
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was every indication that these would become still greater 
in the current year. The maintenance .of the various pro- 
регез, while sufficient for safe and regular operation, had 
not been up to the usual high standard owing to scarcity of 
material and labour. ‘The companies had, therefore, increased 
their reserves rather than their dividends. The total income 
of this company showed a decrease of £27,380 for the year. 
Under the present conditions no considerable schemes of deve- 
lopment and nnprovement could be carried out. Arrange- 
ments had now been completed for the through running of 
the London Electric Railway trains over the L. & N.-W. 
line to Watford, and the service would be commenced on 
April 2nd. The greatest obstacle to the increased prosperity 
cf the operating companies was the increased cost of every- 
thing that they required. Coal had increased in price to 
more than double the pre-war figure, and it was still rising. 
Lot's Road power station used more than 200,000 tons а 
vear, and the increased cost already amounted to £1 per ton. 
The District. Railway recovered its extra costs under the 
arrangement with the Government, but the other railways 
were uncontrolled, and must find them from their own re- 
sources. ‘The petrol situation was not only somewhat pre- 
carious as to the supply, but the price had been considerably 
increased since January 1st. The Government Order regard- 
ing advertising posters would cause a loss of a considerable 
part of their revenue from that source, which was not far 
from £100,000. The increased costs would probably compel 
them to consider a readjustment in rates of fares. [n com- 
mon with all great transport enterprises, they were beginning 
to feel the pinch of the war, but the foundations of the busi- 
ness and its profits were sound, and the satisfactory way in 
which they had stood the strain of the past two vears gave 
eonfidence for the future. 


- ік WM. Crookes presided, on March 
Notting Hill (th, at the annual meeting. He said that 
Electric Light- tle receipts increased by £868, but this 
ing Co., Ltd. increase was cuore than nullified by the 
heavy advance in cost of coal and mate- 
rials. The net result was a profit of £23,306, against £25,270 
for 1915. A further £3,000 had been put to depreciation. 
ke.: it had not been necessary to trench upon that fund 
during the vear. The total amount of the sinking funds for 
the redemption of the Wood Lane joint debenture stock is 
now £79,563. The efficiency in electrical distribution shows 
an improvement of 2 per cent. Units sold increased from 
2 436,498 to 2.438.393. The number of new consumers and 
of additional lamps connected was the lowest in the com- 
pany's history, and it was impossible to look forward to 
any improvement until the close of the war. The Govern- 
ment had recently issued a regulation that no new meters 
must be purchased except for consumers who required cur- 
rent for Government work and for renewals. The reduction 
in the dividend on the ordinary shares from 5s. to 3s. was 
entirely due to the war, but it was only temporary. If the 
price of coal, &c., were kept within reasonable lunits they 
might be able to show a better result this year. The in- 
crease of 10 per cent. in the charge to consumers was oniy 
in force three months, but they hoped that the Kensington 
Borough Couneil would consent to the increase continuing 
until after the war. At one time during the vear their coal 
stock fell so low that they were within a few days of having 
to shut down, but on strong representation in the proper 
quarter they managed to get a further supply. At present 
thev had a stock sufficient for some weeks. Though the re- 
duced profit reduced also the bonus due under the co-part- 
nership scheme to considerably less than in former years, the 
employés were receiving a bonus on the scale of the previous 
distribution, as they had worked so loyally and well. The 
chairman hoped that the blessing of Peace would be restored 
before the next annual meeting. He anticipated then the 
demand would be so great that they would soon return to 
their usual rate of dividend, and probably exceed it. 


The net capital expenditure at Decem- 
City of ber, 1916, was £2,032.020, an increase of 
London Elec- 
tric Lighting 


Co., Ltd. 


judiced bv the enforced reduction of light- 
ing. bv the further increased cost of coal, 
and all other items of production, and by 
the effects of the Summer Time Act. The total revenue was 
£332,036; expenses of generation and distribution £108,322; 
repairs and maintenance £9,747; street lighting expenses 
¥3.217: rent. rates, taxes, management expenses, &e., 
f39.824. Including £18,024 brought forward, £151,819 is the 
available revenue. After deducting loan charges. debenture 
stock charges, employés’ provident fund, and putting £40,000 
to the reserve, £79,501 remains for dividend. The preference 
dividend is paid. and 8 per cent. per annum on the ordinary 
shares (as in the previous year). £17,132 is to be carried 
forward. The gross revenue increased by £21,117, and the 
net revenue by £16,980. The average price obtained per unit 
rose from 2.27d. to 2.51d. The number of customers fell by 
104 to 14,616, but the connections increased by 1.170 KW. 
to 47.331 kw. The reduction in customers is due to war 
conditions, which have caused the suspension of manv busi- 
nesses, notably among stockbrokers and foreign banks and 
_ firms. The units generated were 33,758,872: sold 28,982,456 
(a decrease of 496,623): metered and used bv the companv 
1,966,187; expended in distribution. &c., 2.810.229. The m: xi- 
mum supply demanded increased from 17,424 kw. to 19,198 


£2.188. The profit has again been pre- 


EW. Power and heating units continued to show a steady 
increase; power took 12,321,705 units, and heating 3,165,613 
units = 15,457,408, equal to 54.9 per cent. of the total units 
sold for private supply. The Marquess of Winchester, а 
director, 18 still serving with the Army in France. leave has 
been granted to Mr. A. F. Harrison, the secretary, to take 
up а Commission in the Roval Defence Corps. Nine mem- 
bers of the staff have been killed, 19 wounded or invalided, 
and one is a prisoner of war. The company applied for 
£37,400 War Loan, making the total £50,000. 


During 1916 the connections increased by 

Newcastle-upon- 24,360 n.p. to 282,750 н.р. The profit was 
T yne Electric £224,266 (against, £204,419 last year), plus 
Supply Co., Ltd. £5,191 brought forward, less £60,568 in- 
terest on debentures, &c. The preference 

dividend, 5 per cent., absorbs £45,617, 7 per cent. on the 
ordinary shares requires £55.837 (last year 6 per cent. was 
paid), there is put to depreciation reserve £30,000, against 
£25,000, and to general reserve £50,000, against £28,000, 
£7,435 being carried forward. Out of the £28,000 put to 
reserve last year, the balance of the cost in connection. with 
the issue of first and second mortgage debenture stocks, 
amounting to £13,795, has been written off, and £12,593 trans- 
ferred ав a provision for possible loss on realisation of invest- 
ments. Plant, mains, &c., have been efliciently maintained, 
£98,199 having been spent thereon out of revenue.  Exten- 
sions in progress at Carville and Dunston power stations and 
to the general distribution. system during the year cost 
£63,882. It is proposed to make an offer to acquire, by an 
exchange of shares, the shares and funded preference income 
stock of the Cleveland and Durham Electric. Power, Ltd. 
The scheme is to be submitted at the annual meeting on 
March 93rd. If the proposed exchange of shares is carried 
through it. will involve an increase of this company's capital. 


Mr. J. B. BRAITHWAITE, presiding at the 
annual meeting on Monday, said that the 
receipts from sale of current bad increased 
by rearly £44,000, and although the cost 
of coal had gone up by 90 per cent. their 
. coal costa during the year only increased 
by 65 per cent. as compared with 1914. Whereas in 1914 the 
freight from the Tyne to London was 3s. per ton, at present 
it was 18s. Coal had risen from £62,398 to £87,475. The 
total expenses advanced from £150,398 to £186,171. The net 
result was that £156,894 was carried. to net revenue account 
against £159,639 last year. For the first time they had been 
able to debit the whole of the repairs against revenue, in- 
stead of against reserve for depreciation. They were increas- 
ing the appropriation to depreciation from £40,000 to £45,000, 


County of © 
London Elec. 
tric Supply 
Co., Ltd. 


and intended ultimately to raise this to £50,000, which was 


the figure he had always considered the one to reach before 
paying an increased dividend. During the war the river- 
side stations, which in the ordinary course of things were 
far more economical than stations dependent upon railwav 
supplies, were now more expensive owing to the heavy rise 
in freights. At the present time rail-borne coal was cheaper 
than sea-borne coal. Fortunately, however, the company 
were able to-use both, and by means of the interconnection 
between City Road and Wandsworth they were able to utilise 


their coal supplies at either end, whichever was the more 


economical at any given time. ` After the war freights would 


no doubt come down with a run, and statione with water | 


facilities would again prove their greater advantage. Hav- 
ing regard to all their difficulties, restrieted lighting, the 
Summer Time Act, &c., the result shown was an exceedingly 
gratifving one. They could hardly have had & more difficult 
vear than 1916 proved to be, but so far their officers had 


managed to bring them through successfully. The arrange- 


ment entered into for giving a bulk supply to various tram- 
wavs and lighting undertakings south of the Thames, at 
Sutton and elsewhere, had been working very satisfactorily 
during the past year, over one and a half million units hav- 
ing been sold for this purpose. and they had now come to a 
similar agreement with the South London Electric Supply 
Co., in which they themselves were very large shareholders. 
They hoped that that further interconnection would be 
made by the end of the present vear, and were expecting to 
sell to that company a large amount of current. As oppor- 
tunitv offered they were steadily pursuing the policy of link- 
ing-up and concentrating electric supply in a smaller number 
of big stations rather than in a large number of small sta- 
tions. With regard to their scheduled site at Barking for 
a large power house, that was now carefully protected and 


secured beyond any question, so that whenever the time 


came to develop there the site was waiting. Thev had sub- 
scribed £50,000 to the 5 per cent. War Loan. As to the cur- 
rent vear, he preferred not to prophesy. ^ He was afraid they 
must anticipate the war continuing throughout this year, and 
this would probably iean that the high price of coal would 
continue, with probably increased difficulties in that respect 
and also restrictions in various other directions. The Suminer 


‘Time Act would come into force earlier this year than it did 


in 1916. The second advance of 10 per cent., however, in 
the price of current which caine into effect on April Ist. 
1016, would help their receipts in the first quarter of the 
present vear; he did not want to predict what the final 
result would be for the year. He thought the company 
should be able to maintain the dividend. with the possibility 
of an increased appropriation to reserve this year. 


_ {т 
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At the annual meeting, held at Man- 
British Engine chester, Mr. R. CHARLES LONGRIDGE (chair- 


Boier and man) announced that the results of opera- 
Electrical tions during 1916 were most satisfactory, 
Insurance · having regard to business conditions. 
Co., Ltd. There had been & marked growth in the 


firms insuring their plant 
result that the premium income 
to £195,851—their largest ad- 

vance in апу single year, with one exception. They had felt 

the effects of a noticeable increase in the cost of repairs, an 

- in the cost of travelling expenses. The profit earned showe 
only a small reduction from the previous year. There had 
heen some further depreciation of the company’s invest- 
ments, which the directors had decided to meet by writing 
-off the sum of £7,553 out of profits, and after making provi- 
sion for this and for & final dividend, the total funds of the 
company stood at the increased figure of £179,777. Their 
chie engineer, Mr. Michael Longridge, had been elected 

President of the Institution of Mechanical Engineers. 


ower Co., Ltd.—The ca i- 


number 
against breakdown, with the 
had increased from £117,112 


—— —--————-— 


Cleveland & Durham Electric 
tal expenditure during the year was £4,819. Gross pro its 
were £37,130, as compared with £31,157 in 1915. The profits 
shown are largely due to the fact that the majority of con- 
sumers have agreed to pay à temporary advance in price and 
to new contracts at higher prices. To meet increased de- 
mands, the whole of the available cenerating plant has been 
run continuously. Less the amount required for debenture 
interest, there remains 3, £8,575 
brought forward. i 
shares absorbs £6,674 ; 
and renewals account £8,000; 
tion of expenses of issue of debentures £1,000, carrying tor- 
ward £9,825. The connections to the system at the end of 
the year aggregated: 81,469 н.р., as compared with 75,840 at 
the end of 1915, and a further 11,000 н.р. has been arrange 
for. Regarding the suggested exchange of shares with the 
Newcastle Supply Co., the directors have prepared 4 scheme. 
They are satisfied that the development of the area cannot 
otherwise be adequately proceeded with. 
South London Electric Supply Corporation, Ltd.— The 
ing 1916 were £59,037, and the expenses 
£98,388, plus £3,010 brought forward. 
There is placed to depreciation 27.000, and after aying deben- 
ture interest and 6 per cent. preference dividend, the balance 
is £10,053, out of which 5 per cent. 18 paid on the ordinary 
shares, 9n 53 is carried forward. New connections were 
96,481 lamps (927 KW.), making the total 392.990 lamps 
(equivalent) (13,754 KW.). The units sold were 6.693,357, ат 
increase of 380,217. Units generated 8 372,740 ; used on works 
378,490; expended in distribution 1,295,893. Annual meeting : 
March 90th. | f 
Bristol Tramways & Carriage Co., Ltd.—The gross re- 
осіріз for 1916 were £555,901; working and general expenses 
and renewals, £450,447 ; including balance brought forward, 
net revenue £110,516. After paying the debenture charges, 
6 per cent. (less income-tax) on the ordi- 
putting £30,000 to reserve fund for contin- 
gencies and renewals, £9,636 is to be carried forward. The 
f the tramway department increased by £ 941, 


receipts О 
or 2} per cent., and those of the carriage department by 
on cars 


£35,552, or pearly 14 per_cent. - Passengers carried 
and omnibuses were 60,628,342, an increase of 355,942. 


Northampton Electric Light & Power Co., Ltd.—The an- 
nual meeting was held on Friday, Ald. F. H. THORNTON, 
J.P., presiding. The chairman said that good progress was 
being made with the new works at Hardingstone. The site 
was being raised 4% ft. to avoid the danger of flooding. In 
connection with that work £36.000 of the £50,000 asked for 
was subscribed, 50 that, with a few debentures which would 
be available, practically the whole of the money was obtained. 


Rushden & District Electric Supply Co., Ltd.—The annual 
meeting was held on Friday. Ald. F. H. ‘THORNTON, I. D 
said that a new engine had been installed. during the year, 
but almost the whole of the current supplied had been taken 
up, and the company had i work of enormous 
national importance. 1 coal and oil had 
compelled them to raise their charges, but that was inevit- 
able, and like action had been taken by other companies. 
Companies Struck Off the Register. —The following coni- 
| panies have been struck off the register, and are dissolved :—- 
Stores, Ltd. 
h Welding. 
Rifle & Target Co., Ltd 


& Electrical Co., Ltd. 


of 9s. on deferred shares, together with a bonus 
of 64. per share. £60,000 is placed to general reserve, £20,000 
to employés benefit reserve, and £110,000 is carried forward. 
— — Financial Times. . 

British Westinghouse Electric & Manufacturing Co., Ltd. 
‚ The directors recommend & dividend of 74 per cent. on the 
preference shares. 
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Bournemouth & Poole Electricity Supply Co., Ltd.—The 
balance from revenue account for 1916, after deducting gene- 
rating and other is £35,215, 
plus £3,607 brought forward. Debenture and loan interest 
absorbed £8,782, leaschold and special d 
interest £2,047, reserve 


£19,993. After paying the preference dividend and 6 per 
cent. on the ordinary shares, £2,263 remains to be carrie 
forward. ‘Total applications increased by 910 Kw. to 11,459 


KW. | used on works 
779,990; not accounted for 826,331; units generated 5,689,157. 


Вготріоп & Kensington Electricity Supply 
The accounts for 1916, subject to audit, an 
priating £7,150 to depreciation and reserve, 
dividend at tho rate of 7 per cent. on the preferred shares 
and a final distribution at the 
ordinary shares, making 9 per cent. for 
carrying forward £5,075. 
Scarborough Electric Supply Со., 
nections at ecember last tota led 132,542 (30-watt), an 1n- 
crease of "765. d 618,019. Profit, £715. After 


Units supplied, 
paying bank interest and placing 500 to depreciation ac- 
be carried 


count, the credit balance is £1,602, which is to 
forward. 

Hadfields, Ltd.—In addition to the interim dividend of 
dividend of 4s. per ordinary share is 
announced making the rate the same as last year, together 
of 1s. per share, all free of tax. 

Ltd.—Subject to 
audit, the directors recommend a final dividend on the ordi- 
less income-tax, making 19 per 
of 10s. per share, less 


Ltd.—The lamp con- 


Ltd.—Dividends at the 
rate of 10 per cent. per annum on the preference shares, less 
income-tax, and at the rate of 6 per cent. per annum, free of 
incomne-tax, on the ordinary shares (making 5 per cent. for 
the year 1916), both for the half-year ended December 31st 
last. In addition, а bonus on shares of 2 per 
cent. for the year 1916, free of tax. 

Western Telegraph Co., Ltd.—Second quarterly interim 
dividend of 3s. рег share, free of income-tax, for the year 
ending June 30th, 1917, at the rate of 6 per cent. per annum. 


Direct 


—— 


STOCKS AND SHARES. 


TUESDAY EVENING. 


THERE 18 8 good deal of strength about the markets round 
The capture of Bagdad was hailed with a feeling 

:a was tempered to some extent by ‘the 
slight anxiety felt in regard to irs ] food 
problem, 
‘The news f 


satisfactory ; 
readily into gilt-edged markets and those also which offer 


high rates of interest attached to speculative conditions, 8uc 
as surround the rubber industry. 
It is pleasant to be able to record 


a spurt in the market for 
the improvement 18 
mostly confined to what is called the heavy brigade. Pre- 
North-Western stands out as most 

te add 
e purely 
the meeting of the Underground Elec- 


group, 
for the time 


tric Railways, held last week, produced dulness 
being. 

Lord George Hamilton's reference to the possibility of fares 
being raised, while jt evoked applause from the stockholders, 


aroused some comment in the market as to whether such 3 
f travelling, 1 


step might not lead to curtailment o 
was pointed out, in answer to this objection, that, 
are nearly all under one control, 
would have no option but to pay 
what the companies liked to charge in order that they might 
get backwards and forwards to Under- 
ground income bonds fell back to 80%, 
lüs.; the market in Metropolitan Consolidated stock is stag- 


nant. 

Electricity supply shares keep very firm upon the publica 
tion of the dividends. Metropolitans are À up. e City of 
London report is one of the most interesting this week. Gross 
revenue rose £333,000, an increase of £22,000, for the 
corresponding period, tut net profits dropped to £105,000, 
some £23,000 less than those of 1915. AS already noticed, the 
dividend is retain at 8 per cent. The carry-forward of 
£17,000 is slightly reduced from that of a year ago. Tha 
Bournemouth & Poole Co. has declared a final dividend at 
the rate of 7 per cent., making 6 per cent. for the year, the 
same as that for 


Marconis are again conspicuous, with в rise to 91, the usual 
the expecta- 


C Government 
of compensation for itg services since the outbreak of 
paid, of course, up to the present. 


With the rise in the parent shares Americans sympathised by 
rmed up to 83s. It 18 


+ 
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humorously hoped by some that the Government will defer 
making any award until after the conclusion of Peace, since 
it is the uncertainty which stimulates activity in the market, 
and gives the speculator something to ' go for." There аге 
no other changes to report in the telegraph market. 

. Brazil Tractions have risen to 47, Brazilian issues of all 
kinds being decidedly firmer. The apprehension aroused by 
the action of our Government in forbidding exports of foreign 
grown coffee has to a large extent subsided, and buyers are 
on the look out for what they regard as cheap stock. Argen- 
tine Tramways continue dull, although for other Argentine 
issues there is more inquiry. The Mexican group 1s fairly 
steady, and a rise of a point occurred in Mexico Tramways 
5 per cent. bonds, though it must be confessed that what 
little news has come through from Mexico is not particularly 
cheering. 

The feature of the manufacturing group is a rise of 44 in 
Edison Swan 4 per cent. debenture stock. The Fives ad- 
vanced to the same figure, showing a gain in their case of 3 
points. The partly-paid shares are better at lls. 3d., and 
it is expected with some confidence that the new scheme will 
enable the company to advance within sight of dividends on 
the shares. General Electrics are 10s. up. The prices in this 
department are firm, with few shares on offer. In fact, in- 
dustrials as a whole show a good deal of strength. The 
rubber market is still the centre of attraction for those whose 
fancy attracts them to speculative investments. Considerable 
activity prevails throughout the list, and the steady way in 
which the price of the raw material hugs 3s. 3d. per lb. 1з 
conducive to confidence on the part of the buyers. Iron, arma- 
ment, and steel shares have begun to revive. So far as the 
marketa for base-metal shares are concerned, there ia little 
that is new to report. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номи ELEOTRIOITY COMPANIES, 


Dividend Price 
Mar. 13, Riseorfal Yield 


Pest ё 
1914. 1915, 1917. this week, — p.c. 


Charing Cross Ordinary we 6 6 — 78 2 
do. do. do. 44$Pret. 4 4 — 7139 
Chelsea oe ee ee oe B 4 8 -— 6 18 4 
City of London... 9 8 11 == 76 5 
do. ао. 6percent. Pref. 6 6 9% — 6 10 
County of London КА xe 1 1 1 _ 616 7 
do. ' 6 per cent. Pref. 6 6 9 —- 6 6 4 
Kensington Ordinary eae es 9 7 — b 11 7 
London Electrio .. fs Vs 4 8 1 — Nil 
do. _ до. 6 percent. Pref. 6 6 8? — 668 
Metropolitan ee ХА "m 4 8 9i + 6 6 4 
do. 44 per cent. Pref. EE — 740 
St. James’ and Pall Mall .. 10 8 € — 6 8 0 
Bouth London on ee ee 6 6 9 — 6 19 0 
Bouth Metropolitan Pref. $5 1 1 ty — 06 1 8 
Westminster Ordinary .. .. 9 7 — 619 
à; TELEORAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. ee ee 6 6 94 == 6 7 
do. Def. ee ee 80J- 88/6 22 T 6 16 
Chile '1eiephone .. a - B 8 613 — 6 15 
Cuba Bub. Ord. ee oe ee 6 6 » == 8 B 
Eastern Tel. Ord. "m we 1 8 187 — *5 16 1 
Globe Tel. and T. Ord. ee ee 6 9 11 com 6 19 
do. Pref, ee 6 6 ==. 6 8 
x Great Northern Tel. ee oe 23 99 — 6 1 
Indo-European os ee oe 18 18 4 as 6 19 
Marconi  .. ра РАА ,. 20 10 + A 8 9 
New York Tel. 43 a „ 4 Ф 10 — 4 9 
Oriental Telephone Ord. ,.. 10 10 d — 4 14 
United R. Plate Tel, eo ee 8 8 -— +6 5 
West India and Pan. ee oe 1 6d. 1 — 9 4 
Номи Rins, 
Central London, Ord. Assented 4 4 60) = 6 8 0 
Metropolitan ee es oe t 28 — 3 0 
do. District .. . N Nil 1 +ò Nil 
Underground Electric Ordinary Nil Nil 1 — Nil 
do. do. "A" .. Nil Nil 6,6 -— Nil 
do. do, Income 0 0 B0$ —14 *6 9 1 
Forgien Талма, &0, ° 
Adelaide Sup. 6 per cent. Pref. 6 6 4 =» 06 16 
Anglo-Arg. Trams, First Pret. Я, d 2 ome 911 4 
do. ола Pref. se -— — 
do. 6 Deb. oe b 6 64 т | 1 15 0 
Brazil Tractions .. T ©» 4 4 41 +4 810 3 
Bombay Electric Pref. .. .. 6 6 10 == воо 
British Columbia Elec. Rly. Pice. б b 60 — в 6 8 
do. do, ferred — Nil 48 — Nil 
do. do. Deferred — Nil 874 — Nil 
do. do. Deb. 43 ü 64 — 6 12 10 
Mexico Trams 5 per cent. Bonds — N 20 41 Nil 
do. 6 рег cent. Bonds — Nil — Nil 
Mexican Light Common is Nil Nil 7 = NI 
о, Pref. ee ee Nil Nil 1 -— Nil 
Manvracrunmeé COMPANIES. 
British Aluminium Ord. EN b 7 27,6 — 6 8 0 
British Insulated Ord. .. . 15 T 192 — 617 8 
British Westinghouse Pref, .. ma 71 9c — 6 910 
Callenders ee б oe 15 90 123 — 8 4 0 
do. 5 Pref. ee ee 5 b 4 mE 6 5 0 
Castner-Kellner .. 23 HI == 6 10 8 
Edison & Swan, £8 paid . Ni — 1 + А Nil 
do. do. Шура .. Nil — d ы Nil 
do. до. 4 percent. Deb, 4 4 66 +44 618 
Electric Construction .. «s 0 1% 1 — 110 0 
Gen. Eleo. Pref. ee se ee 6 6 — 6 6 4 
do. Ord. .. de .. 10 10 14 + 618 0 
Henley ae ee ee өө 90 25 16 = 8 6 8 
do. Pref, ee oe ee 43 44 4 = 6 14 6 
India-Ru ber oe ее ee 10 10 112 ==. *8 10 9 
Telegraph Con. ee ee ee 20 20 87 - 6 16 9 


* Dividends paid tree of income-tex. 
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MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that ір some cases the-prioes are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday. March 14th. 


— ae Ears ла с нб нне алы 


CHEMICALS, аео. — foe 


a Acid, Oxalio ee ee ee ee per Ib. 1/6 ee 
a A omone ee wa Є ix 
a monia, ate (large crystal) 

a Bisuipnide of Carbon... s : 


@ oe oe ee ee ” £4 ine, 
a Copper Sulphate .. 25 ds i >» 
а Potash, Ch orate .. ee e.. per lb. 
а эз Perchlorate ee oe ГТ) - . 
a Shellac - T ee .. рег сж. 18*/. 15/- inc, 
a Sulphate of Magnesia... .. per ton 416 x 
a Sulphur, Sublimed Flowers .. " ` £32 £i inc. 
а ?, Lump ee ee oa ” £28 ae 
а Вода, Chlorate ee a. A per lb. 1/- ae 
а , CIMA ee ee ee per ton 190J. ee 
a Sodium ichromate, casks .. per lb. ae és 
METALS, &c. 
c Brass (rolled metal 9" to 19" basis) per Ib. ee ss 
с $* 'Tubes (solid drawn) ee [T @e ee 
c [T] Wire, basis oe ae ee [T] ee os 
c Copper Tubes (solid drawn) .. T 1/82 to 1/91 i 
8 » Bars (best selected) .. per ton 2174 » 
g » Bheet oe ee " 2174 
g [T] Rod .. ee oe ee [T] 2174 
d n (Electrolytio) Bars ee E £161 
d $] of Bheets oe [1] 4176 
d 3 $i Wire Rods £159 
d Н.О. Wire per ib 1/1 
f Ebonite Rod ee ee ee [T] 8/- ee 
f Shee А ee " 2/6 ae 
n German Silver Wire ..  .. " 2/8 , 
h Gutta-percha, fine.. ..  .. " 6/10 
А India-rubber, Para fine .. vs " 8/3 14d. dec. 
i Iron Pig (Cleveland warrants) .. perton ; А «s 
|, Wire, galv. No. 8, Р.О. qual. ji A488 . 
g Lead, English Pig oo ee os ” ee 
g Mercury ee “ee ee ee per bot. Nom. ee 
e Mica (in original cases) small .. per Ib. 64. to 8/- we 
€ » " » medium ” " уут A .. 
e » » ge .. x: up. . 
d Silicium Bronze Wire ..  .. per ib. а шы : 
r Steel, Magne in bars oe ae per ton ee ee 
g Tin, Block lish) ee oe ,» es Е ee 
n y Wire, Nos. 1 to 16 oe ee per Ib. 8J- " ec 
Quotations supplied by— 
-a G. Boor & Co. g James & Shakespeare. 
c Thos. Bolton & Sons, Ltd. h Edward Till & Co. 
d Preek вау & бо. í Bolling & Lowe. 
e F. Wiggins ns. 1 Richard Johnson & Nephew, Ltda. 
f India-Rubber, Gutta-Percha and n Р. Ormiston & Sons. Р x 
Telegraph Works Co., Ltd. r W. F. Dennis & Co, 


eee 


Linking-up Electricity Works.—A meeting of repre- 
sentatives of electricity supply undertakings was held recently at 
Plymouth, to consider the linking-up of works in Devon and Corn- 
wall. It was decided to go into the matter in detail, and to prepare 
a suitable scheme. The area was divided up into four districts. 
respectively adjoining Exeter, Torquay. Plymouth, and Hayle, and 
the engineers of the electricity works in these localities are to 
collect information and report progress to Mr. E. S. O'Kell. of Ply- 
mouth, who was appointed chairman of the Committee. ` 

At the second meeting of the North-East Coast Committee 
which has been appointed to investigate the linking-up of power 
stations, it was decided that load diagrams should be exchanged 
between the Sunderland and South Shields electrical undertakings 
and the Newcastle Electric Supply Co., with a view to finding out 
whether it would be to the mutual advantage of the parties to 
link up in order to give and take a supply of current. Apart from 
the cost. it would. not be a difficult matter to link up Sunderland 
and South Shields undertakings, because in each case the period- 
icity of the alternating-current supply is the same: consequently, 
all that is required is a connecting cable, or cables, between the 
two power stations (about 7 miles apart), and the necessary trans- 
formers, the voltages being 5,500 and 2,200 volts respectively; 

With regard to South Shields linking-up with the Newcastle 
Electric Supply Co., the conditions are more complicated, in that 
the frequencies of the two supplies are different—one being 
50 cycles and the other 40 cycles per second—so that it would be 
necessary to install frequency changers. 

Conferences of West London authorities are taking place with 
the idea of establishing on a co-operative basis a bulk supply 
power station on the banks of the Thames to deal with the whole 
of the non-peak supplies for the western area of Greater London 


The British Empire Producers’ Organisation.— This 
organisation held another luncheon meeting at the Savoy Hotel. on 
Wednesday. Viscount Milner presided. and he was supportei bv 
Sir Edward Morris, Prime Minister of Newfoundland. Я 


Chemical Manufacturers’ Ássociation.—T he first. general 
meeting of the Association of British Chemical Manufacture 
held last week. Dr. Charles Carpenter, who presided aid he "i 
object was to do for their industry what had been done for eee 


neering in this country and for applied chemistry in бш 


* 
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FIGHTING НАП, AND STORM BY 
"ELECTRIC NIAGARAS." 


(Concluded from paqe 275.) 


Installation and Maintenance of '' Niagaras."—The electric 

niagara is simply а large-capacity lightning conductor. Its 
action in discharging storm clouds is generally in the form 
of invisible brush-discharge (or aigrettes). During very 
violent storms (or incipient violent storms) the brush dis- 
charge may be visible. This is unimportant if the discharge 
is usually invisible, especially if there be a second line of 
nlagaras in the barrage to complete the protection. On the 
other hand, if the discharge is regularly visible, the niagara 
is probably of insufficient capacity, but, before altering it, the 
resistance of the conductor system itself, and of the earth 
connection and of the surrounding soil should be measured. 
The conductor system should be of high conductivity, with 
ample surface rather than large cross-section, and the path 
to earth should be as free as possible from bends. 
. If lightning strikes the niagara, this is & still more definite 
indication that its орау 18 inadequate,* whilst the most 
serious sign of all is a lightning flash in the neighbourhood 
of a eh garo, for this indicates a very defective earth connec- 
tion, and, so far from the niagara being of any value in such 
à state, it is rather а source of danger, and may disturb tele- 
graphic operation in the vicinity. 

e precise construction and arrangement of niagaras varies 
with the altitude, the frequency, and nature of storms hitherto 
noted in the neighbourhood, the presence of high buildings, 
trees, &c. In all cases, however, high conductivity, large 
surface of conductor, minimum self-induction, and low-resist- 
ance earth connection are essential. The closer together the 
posts, the more certain the protection afforded, and they 
hould always be on the highest ground, so that storm clouds 

‘ay not pass over them “untapped.” The area protected by 

^h niagara varies with the potential of the storm clouds, 

b climatic conditions, and with the height, altitude of 
erection, and general surroundings of the post. As з rough 
guide, a niagara 100 to 130 ft. in height should protect an 
area extending 24 to 3 miles right and left of the station, an 
equal distance in the direction of the storm wind, and from 
550 to 1,100 yd. against the latter. 

Provision has been made in France to ensure that the 
proposed construction and location of niagaras (whetber 


singly or in barrages) shall be approved by a central com- - 


mittee, in order that the best results possible shall be attained, 
and in order that a consistent and homogeneous system of 
protective posts may gradually be developed. In laying out 
a barrage, the centre о of a certain vineyard or other estate 


Fic. 1.—LaviNG Out А BARRAGE or '* NIAGARAS." 


is marked on & map or scale drawing (fig. 1), and the usual 
direction А О of storm-bearing winds is marked, the necessary 
information being derived from local experience or from 
meteorological statistics. Lines Bo, CO are then set out re- 
presenting the limiting directions of storm-bearing winds. 
Naturally, the line до does not necessarily bisect the angle 
BOC, and it may happen that one of the limiting directions 
is practically opposite to the prevailing direction for the 
district, owing to storm clouds being sometimes carried along 
valleys on practically a semi-circular course. The angle вос 
represents the sector of storm-winds for the area of which o 
is the centre. In similar manner, sectors B’ 0’c’ and B” 0" c" 
may be set out for the centres о”, o" of adjoining areas. The 
direction U v is the "' resultant "" of o 4, 0’ a’, o" A" and the 
line X Y, perpendicular to U v, is a suitable line for a barrage 
intended to protect the area considered. Posts about 100 ft. 
to 130 ft. in height (and not less than 30 ft.—35 ft. higher 
than trees in the neighbourhood) are then set out on or near 
the barrage line and on high ground, so that they may deal 
with storm clouds, whatever the direction of the latter and 
their undulations with regard to those of the ground. Each 
poss of a barrage designed on these principles becomes the 
ocus of a protected ares, and the curve enveloping all these 
areas includes the whole district protected by the barrage. 
According to circumstances, the barrage is set on a straight 
or curved line, or on the aides of a rectilinear or other closed 
figure. The posts may be aligned or staggered. 

Кевш-з Obtained in France.—There are at present five bar- 
rages of. niagaras in France, that of the Vienne being the 


oe UR >= NER ыр 

* The St. Julien niagara, which has been very effective, 
has been known to be struck only once during 17 years, and 
it very rarely shows visible brush discharge 


oldest, and followed by those of ihe Dordogne, Beaujolais, 
Gironde, and (ће Lower Loire. The Vienne barrage has віх 
posts, and, d@ing the storms which have broken in Poitiers. 
since this barrage was erected, -very little hail has fallen in 
the protected zone, whereas formerly the banks of the Clain 
and the Boivre were often swept by hail. The St. Julien 
niagara and the Chauvigny post have proved very satisfac- 
tory, and testimony as to the good effects of the Paizy-le-Sec 
post is to be found in the petition by the municipality that 
the niagara should be re-erected after it was thrown down by 
a cyclone in 1911. The St. Savin-sur-Gartempe niagara is 
on a basilica steeple 330 ft. in height, and the protection it 
affords is practically complete. The Chitré post, establishei 
in 1912, protects a well-defined parabolic area, the axis of 
rl is the direction of the wind, and the focus the post 
itself. | 

On the other hand, the Beaujolais barrage has not given 
satisfactory results; indeed, £400,000 worth of damage was 
done in 1913, as against £100,000 average for the years 
1901-10, when hail cannon were in use, and £280,000 average 
for the period 1891-1900, when no protective measures were 
in force. If this unsatisfactory result be compared with the 
very favourable official report from the Dordogne and Vienne 
districts (where exactly similar equipment is in use), it is 
obvious that the trouble lies not in, the system, but in local 
conditions or faulty application of the system thereto. The 
rocky nature óf the country in the Beaujolais district 1s very 
unfavourable to effective earth connection, and the heights 
of the very broken land have little forest growth upon them. 
Probably the unsatisfactory nature of the earth-contact anT 
the high resistance of the earth in this district are the cause 
of the unsatisfactory protection yielded by the niagaras. Hail- 
stones the size of & nut have been known to fall on the 
tegnie niagara, and, during another storm, the Thion post 
seemed to attract lightning flashes and to divert storm clouds. 
M. Chatillon has emphasised the importance, when laying out 
3 barrage, of providing not only for the prevailing storms, but 
also for '' return storms "' from (or nearly from) the opposite 

int of the compass. Under the influence of low winds 
near the ground) developed and guided by valleys, gorges. 
&c., storm clouds may be temporarily divided, and subse- 
quently brought into collision with one another to the accom- 
raniment of a deadly hailfall. The Saône Valley, for instance 
which bounds the Beaujolais district on the east, runs S.E. 
to N.E. from Lyons to Villefranche, and docs much to deflect 
storms coming from the south-west or west. . 

In 1911 two niagaras were installed on the Eiffel Tower for 
experimental purposes. Each of the supports of the top ter- 
race of the Tower carries a band of electrolytic copper term)- 
nating in four points,in the form of an inverted Y, consti- 
tuting the ‘‘diffusing’’ system. Four strips of copper run 
from the diffuser down the whole height of the tower 
(954 ft.), and are connected to the pipes serving the hydraulic 
lift and to 33-ft. wells sunk specially for the purpose. Neither 
hail nor lightning was observed near the Tower in 1912, hence 
plans were completed for the erection of two more hail-rods 
in the Paris district, one on the Pantheon, the other on the 
Montmartre basilica. | ‚ mE 

Following the completion of maps showing the direction. 
intensity, and frequency of storms all over France, it is hoped 
to erect a system of barrages which will protect the whole 
country. The principal frontier barrage will run from th- 
Spanish frontier to Bidassoa, about half-way along the 
Pyrenees (to meet a barrage running alone the Gironde), and 
also along the whole coast line to Cherbourg. » This barrage 
will afford frontier protection against storms from the south- 
west, and use will be made of lighthouses, semaphores, wire- 
less masts, spires, &c., as supports for the hail rods wherever 
practicable. It is hoped that all the low-lying (most dan- 
gerous) clouds entering France from the south-west will be 
thus discharged. Inland barrages will, however, be necessary 
to cover the possibility of clouds being dangerously electrified 
by one means or another after entering the country. The 
inland barrages will be across the general direction of pre- 
vailing storms, and those contemplated run along the Gironde, 
the Charente, the lower reaches of the Loire, the Rhone, 
and upper reaches of the Loire, from Orleans to Evreux, from 
Avranches to Nantes across Brittany, from Bourges to Poi- 
tiers, and on to the coast, round the whole Mediterranean 
const from Spain to Italy, and from Belfort to the Belgian 
frontier. The total cost of all these barrages would be small 
in comparison with the losses which are now occasioned 
every year by hail and lightning; moreover, by manufacturing 
the component parts on a large scale the cost per unit would 
be reduced materially. | 

М. Turpain has suggested the use of lofty trees on high 
ground as supports for niagaras, and, in order to give the 
conductors the desirable surface, they might be composed of 
two copper wires carrying between them a strip of thin 
brass sheet 12 in. to 16 in. in width. Tt is absolutely essential, 
in all cases, to obtain an earth connection of negligible resist- 
ance, and, if possible, in a direct continuation of the foot of 
the conductor. Running water makes the best earth connec- 
tion, but if this be not available, connection may be made to 
permanently moist subsoil or to an ''artificial" earth made 
by the aid of coke. Wells often act as huge Leyden jars, and 
isolated layers of moist soil surrounded by rock or other 
poorly conducting media, are often very unsatisfactory as 
earth connections. Hail rods built on this principle could be 
erected every 500 vd. or во, according. to the frequency and 
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intensity of storms; more lofty rods of specially large capacity 
would be desirable at intervals. 

It is not only in France, but in many oth@ countries as 
well, that interest is being taken in electric ''niagaras." 
From the Himalayas to the Andes, and from Russia to the 
Transvaal the possibilities of barrages are under considera- 
tion. In Argentina, for instance, a magara 180 ft. in height 
wås recently installed in the province of Mendosa at the foot 
of the Andes, and four other posts are under erection. Ulti- 
mately, it is hoped, useful application will be found for 
the vast quantities of electricity collected by barrages of 
niagaras, so that the.latter may benefit crops by electro- 
culture, by electrically-manufactured manures, and by elec- 
trically-driven agricultural machines, as well ae by protecting 
them from the ravages of hail and lightning. For this 
Pee view of the future, however, we accept no respon- 
gl А 


THE VOLTAGE REGULATION OF ROTARY 
CONVERTERS. 


By С. A. JUHLIN, МІ.Е.Е. 


(Abstract of paper read before the INSTITUTION OF 
ELECTRICAL ENGINEERS.) 


Tue importance of the rotary converter as a link in power 
distribution is constantly increasing, as well as the necessity 
of utilising to the utmost the material at our disposal. 
order to obtain the best possible results at minimum expense, 
it is essential that the exact conditions of operation as regards 
voltage regulation and power factor should be known, and 
шо the influence of the one upon the other should be clearly 
under . 

It is of great advantage to keep the range of voltage within 
ihe smallest possible limits compatible with the requirements 
of the service for which the machine is intended, as the 
difficulties and cost may be increased to a great extent by 
a few per cent. extra regulation, which may bring the range 
outside the limit of one system and, therefore, necessitate 
the adoption of a more costly arrangement. | Е 

Reactance Control.—If reactance is introduced in the line 
or in the traneformer supplying a rotary converter, and watt- 
less currents are produced which flow through this reactance, 
the E.M.F. delivered to the converter slip-rings can be in- 
creased or decreased, depending on change in the field 
strength of the machine. This will be clear when it is con- 
sidered that a leading current is 90 deg. ahead of the load 
current, and therefore 90 deg. ahead of the E.M.F. in phase 
with this current. The E.M.F. of self-induction produced by 
this wattless current lags 90 deg. behind it, and is, there- 


fore, in phase with the E.M.F. supplied to the converter, 
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Fic. 1.—CURVES SHOWING RELATION BETWEEN REACTANCE AND 
WATTLESS CURRENT REQUIRED IN ROTARY CONVERTERS POR 
DIFFERENT AMOUNTS OF OVER-COMPOUNDING. 


Resistance = 3 per cent. 


behind the supplied E.M.F., consequently decreasing it. Thus, 
if a reactance 18 introduced, the E.M.F. at the continuous- 
current terminals can be increased by strengthening the 
rotary field, and reduced by weakening the field. 

The wattless currents may be produced by variation in the 
shunt current, in which case the voltage variation is inde- 
pendent of the load, or, if the voltage regulation be desired 
ae a function of the load, the wattless currents may be pro- 
duced by a series winding. 

In order to determine the most satisfactory value of react- 
ance for a given compounding, it is necessary to know the 
change in wattless current with varying values of reactance. 
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The E.M.F. of the high-tension side of the transformer is 
assumed to be constant, and as the E.M.F. desired is fixed at 
no load and full load, an expression for the transformer 
electromotive force is easily obtained assuming the power 
factor at the converter to be unity at full load, from which 
the value of the wattless current is obtained. Fig. 1 shows 
the approximate relation between wattless current and react- 
ance for different values of compounding. The curves are 
approximate in so far that the influence of saturation in the 
converter has not been. taken into account. It would 
obviously not be possible to make allowance for this, owing 
to the very wide range over which it varies in different 
designs. The influence of the saturation on the compound- 
ing will, however, be discussed later. The curves are based 
on the assumption that the E.M.F. of self-induction of the 
transformer varies in direct proportion to the current. A 
total resistance drop of 3 per cent., including transformer 
and converter, has been assumed. This value will, of course, 
vary with the capacity and voltage of the machine under con- 
sideration, but may be taken as an average for ordinary 
outputs and voltages. The ohmic, as well as the reactance, 
E.M.F.'S are expressed as a percentage of the no-load E.M.F., 
and the power factor has been taken as unity at full load. 
The curves may, however, be used without any appreciable 
error in cases where unity power factor is desired at any 
other Joad. In such & case the value obtained from the 
curves does not represent the wattless current at no load, 
but what may be termed the change in wattless current be- 
tween no load and full load. For example, 10 per cent. com- 
pounding with a reactance at 25 per cent. gives 63 per cent. 
wattless current at no load with unity power factor at full 
load. If, instead, it should be desired to obtain unity power 
factor at half load, the wattless current would be approxi- 
mately half of this value, lagging at no load and leading at 
full load. The amount of series field required would there- 
fore be approximately the same in either case. 

It will be seen that, except in cases of high percentage of 
compounding, the reduction obtained with increased react- 
ance is very small when the reactance is higher than 30 per 
cent. Higher values than this are seldom met with in prac- 
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Fic. 9.——CoMPOUNDING BY MEANS OF REACTANCE HAVING 
-  STRAIGHT-LINE CHARACTERISTIC. 


Reactance = 25 per cent. Resistance = 3 per cent. 


tice, as transformer builders are unwilling to build trans- 
formers having very high reactance, and the extra cost en- 
tailed in providing separate reactance is not compensated for 
by the small reduction. obtained in the wattless current. 

The question as to the point of the load at which unity 

power factor at the converter should be obtained is of con- 
siderable importance. Large lagging currents can be carried 
by the converter at no load without difficulty, and, so far 
as the system is concerned, а lagging power factor is lees 
objectionable at light loads than at heavy loads. If the 
lagging currents are large at no load, the leading currents 
required at full load or overload are reduced, which is advan- 
tageous for the converter as regards losses in the armature 
as well as the field copper. 
. For railway service it is usual to adjust the field so that 
unity power factor is obtained at three-quarter to full load. 
In general, it may be said that it should be at a point some- 
what above average load, and, in making the choice, due 
consideration should be given to the extent and duration of 
overloads. 

Low reactance and large wattless currents give, in cases 
where the saturation of the converter is low, better com- 
pounding on overloads than high reactance and small watt- 
less currents, but in machines where the saturation is high 
the reverse may be the case. 

influence of saturation and leakage may be seen in 
fig. 2, which shows the voltage curves of а converter arranged 
for 16 per cent. over-compounding from no load to full load. 
The total resistance drop of converter and transformer is 
taken to be 3 per cent., and the reactance 25 per cent., in- 
cluding that of the converter armature. The power factor 
at the converter has been assumed to be unity at full load. 

The lagging current required at no load would be 68 per 
cent. of the full-load current, and consequently the ampere- 
turns of the series field should be 63 per cent. of the effective 
armature ampere-turns at full load, neglecting saturation in 
the converter. Owing to the saturation, however, the field 
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ози required at the full-load voltage is greater than that 
actually obtained, as the shunt current is only increased in 
direct proportion to the voltage, and the difference must 
therefore be compensated for by means of lagging currents 
from the line. This would mean that the power factor would 
not be unity at full load, nor would the required voltage be 
ob . It is therefore necessary to increase the ampere- 
turns of the series field, in order to compensate for the differ- 
ence in shunt excitation required at full load and that 
actually obtained at this load. In cases of high saturation, 
this difference may be considerable, and would, as already 
pointed out, cause a diminution of the compounding. In the 
case under consideration, the increase in the series field 
amounted to 8 per cent., so that 71 per cent. instead of 63 
per cent. would be necessary. 

Another point which is of importance in machines with 
high saturation is that the leakage is increased when large 
leading currents are produced. This means that an increase 
in field current is required in order to produce the necessary 
flux; but, as no change is made in the field current, the 
result is a reduction in the amount of leading current pro- 
duced by the series field, and consequently in the compound- 
ing. The difference in compounding obtained with and with- 
out allowance for saturation is shown by curves I and II, fig. 2. 

The use of reactive iron in transformers, which is em- 
ployed when a large amount of reactance is desired, has 
conaiderable influence on the amount of wattless current and 
series field required in order to obtain a given compounding, 
if the reactive iron is saturated, as in this case the E.M.F. 
of self-induction is not proportional to the current. 


In order to show clearly the effect of saturated reactive 


iron upon the amount of series field required, and on the 
compounding, a transformer has been chosen in which the 
reactive iron is practically saturated at full load (saturation 
assumed to be reached at 92,000 c.c.s. lines): the reactance 
ta 95 per cent. at this point, but is 15.5 per cent. at quarter 
load. The compounding curve is shown in fig. 3. 


Per cent !oad 
Fia. 3.—COMPOUNDING BY MEANS OF REACTANCE. 
Reactive iron saturated at about full load. 


Reactenoe at full load = 25 per cent. Resistance = 3 per cent. 


The requiremenís as regards compounding are the same as 
in the previous case, and the transformer E.M.F. required is 
therefore also the same. The series field necessary to obtain 
the compounding is, however, much smaller, due to the high 
reactance at low currents; it amounts to 33 per cent., includ- 
ing the necessary allowance for saturation, as against 71 per 
cent. with the straight-line reactance. The wattless currents 
at different loads are shown in fig. 4, from which it will be 
seen thas with saturated reactive iron at no load only 40 per 
cent., and at twice full load 45 per cent., of the value re- 
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Fic. 4.—Curves SHOWING WaATTLESS CURRENT ‘REQUIRED FOR 
10 PER CENT. OVER-COMPOUNDING; 25 PER CENT. REACTANCE. 


A. With straight-line reactance and 71 per cent. series field. 
B. With reactive iron saturated at about full load, and 33 
r cent. series field. : 


quired with straight-line reactance are necessary. It will be 
noted from fig. 3, however, that although the same percent- 
age compounding is obtained at full load, the shape of the 
‘compounding curve ів not as good. At licht loads the voltage 
пзез very rapidly and reaches а maximum аё about full load. 

Comparing this with curve I, fig. 2, it will be seen that in 
this case the voltage reaches a maximum at about 100 per 
cent. overload, so that the regulation in this case is some- 
what better. The difference is not great, and, in cases where 


the design of the converter permits the use of saturated re- 
active iron, the advantage would seem to warrant its 
adoption. | i 

The difference in the shape of the compounding curve 
requires some consideration, owing to the unequal voltages 
obtained at different loads, as in extreme cases this may lead 
to difficulties as regards division of load between machines 
provided with transformers having different types of react- 
ance. 

In the case of voltage regulation being obtained by shunt 
control, the following conditions have been assumed :— 

Voltage regulation, 15 per cent., i.e., + 7.5 per cent. on 
either side of the mean. 

Total reactance, 25 per cent. 

Total resistance drop, 3 per cent. 

The mean voltage required on the converter has been 
taken as the basis for the reactance and resistance, which are, 
therefore, expressed as a percentage of this voltage. 

The amount of reactance must, as in the case of com- 
pounding, be determined by considerations of design of the 
convert and also by the conditions desired for the supply 
circuit. ° 

With any voltage variation, the value of the wattless cur- 
rent required with a given reactance depends on the condi- 
tions as to power factor desired on the high-tension side of 
the transformer. In the absence of any definite specification 
in this respect, the conditions most favourable to the con- 
verter are equal leading and lagging currents at the extreme 
voltages, as this will give minimum heating of the armature 
winding, which is a most desirable condition. This condi- 
tion should be obtained at the maximum continuous load of 
the converter. 

From the point of view of field heating, large leading cur- 
rents are undesirable, but as it is generally possible to pro- 
vide room for the field copper, this is not & limiting feature 
in design. In the case under consideration, the wattless cur- 
rent has been proportioned for minimum armature copper 
Icsses at full load. Under these conditions the wattless cur- 
rent required at the high voltage will increase with the load, 
whereas at the low voltage the wattless current is з maxi- 
mum at no load. The wattless currents required at different 
Su for the maximum and minimum voltages are shown 
in fig. 5. 

In the case of compounding it was seen that the wattless 
current and the series field required were reduced by the use 
of saturated reactive iron. With shunt control the wattless 
current required is practically the same from about full load 
and over, with straight-line reactance, as with saturated re- 
active iron. 
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Fic. 5.—CURVES SHOWING WATTLESS CURRENT IN SHUNT- 
| WOUND RoTARY CONVERTER. 


I. Leading current with straight-line reactance. 
II. Leading current with reactive iron saturated at about 


. full load. 


III. Lagging current with straight-line reactance. 
IV. Lagging current with reactive iron saturated. 
Regulation t 7.5 per cent. Reactance = 25 per cent. 
Resistance — 3 per cent. 


There is no advantage, as far as the converter is con- 
cerned, in using saturated reactive iron when the voltage 
variation is obtained by shunt control. 

The question of power factor obtainable on converters 
where voltage variation is obtained by reactance control, is 
of considerable importance from the point of view of both 
the designer and the operating engineer. Fower factor cor- 
rection cannot be obtained at will by a converter operating 
under these conditions, as it is a fixed quantity for a givem 
voltage and load depending on the amount of regulation 
required, as well as on the point at which unity power factor 
is desired. The power factor at the converter for & given 
load is fixed by the amount of wattless current, leading or 
lagging, necessary to obtain the specified regulation. The 
power factor on the high-tension side differs, of course, 
materially from that of the converter itself, as the voltage 
on the primary side is displaced from that of the secondary 
side through the introduction of the reactance. Further- 
more, the magnetising current of the transformer affecte the 
amount of wattless current on the high-tension side, increas- 
ing the current when lagging, but decreasing or increasing 
it when leading, depending on the relative value of the watt- 
less current in the converter and the magnetising current. 

For the case under consideration, the power factor of the 
rotary converter and on the high-tension side of the trans- 
former would be as follows :— | 
Voltage ..  ..  .. 107595 100% 92:5 95 
Power factor at converter 0'96 го 0°96 | 
Power factor on Н.Т. side Т0 0:96 (lagging) 0°84 (ageing) 
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In arriving at these figures the magnetieing current has 
been taken as 5 per cent. 

By careful consideration of the requirements as to voltage 
variation and power factor obtainable, it is possible to apply 
reactance control up to fairly large variations in voltage with- 
out serious interference with the power factor. 

In cases where two distinct ranges of voltage are required, 
a combination of reactance control and tappings on the trans- 
former is capable of wide application, and deserves more con- 
sideration than it has received up to the present. In many 
cases pressures of 400 to 440 volts are required for lighting 
and 500 to 550 volts for traction. The following table shows 
the power factor-at the converter and on the high-tension 
side of the transformer which can be obtained without ex- 
cessive wattless currents. These currents are also given in 


the table:— . 
Max. volts 440. Mean volts 420. Min. volts 400. 
Wattless current ... 47% (leading) 26% (leading) 6% (leading) 
Full-load power factor, 
at converter ... e. Q9 м 0:967 » 998 E 
Power fa&ctoronH.T.side 0'99 ,, 0:998 (lagring ) 097 (layrging) 
No-load wattless current 2296  ., 0 » 19% " 


For the 500- to 550-volt range, the wattless current can 
be kept within the same values as the above, and the power 
factor would therefore be approximately the same. 

By increasing the leading current at thc maximum volt- 
age, it would, of course, be possible to obtain unity or even a 
leading power factor at the lower voltage, which may be of 
advantage in special cases. 

The range of voltage variation obtainable with reactance 
control is limited on account of the excessive wattless currents 
required, and the low power factor resulting therefrom. It 
is hardly possible to fix any definite limit, as it depends 
largely on the power factor permissible on the high-tension 
side. 

The wattless currents necessary to obtain + 74 per cent. 
voltage variation, with 25 cent. reactance may be ob- 
tained from fig. 5. These values were based on the conditions 
of minimum heating in the converter, and the power factor 
on the high-tension side of the transformer would for this 
reason be somewhat low. The figures are as follows :— 


Max. volts. Mean volts. Min. volts. 
Full load--- 
Wattless current ... 31% 0 31% 
Power factor at con- 
verter $6 ‚.. 0:955 (leading) 170 0:955 (lagging) 
Power factor on H.T. 
gide i vo | 0:963 (lagging) 084 " 


Considerably better power factors can be obtained by in- 
creasing the wattless current, which may be done without 
causing any difficulties. How far the current can be increased 
depends on the particular design under consideration, but 
it is safe to assume that 50 to 60 per cent. wattless current 
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Fic. 6.—PowER FACTORS OBTAINABLE ON THE Hian-TENSION 
SIDE OF THE TRANSFORMER OF A ROTARY CONVERTER. 
Voltage regulation of + 7.5 per cent. obtained by shunt 
control. 
I. Maximum voltage. II. Mean voltage. III. Minimum voltage. 


can be carried. Fixing the limit at 55 per cent., and assuming 
as before a reactance of 25 per cent., the following table 
gives the results a8 regards wattless current and power factor 
at the different voltages :— 


Max. volts. Mean volts. Min. volts. 
Full load— 
Wattless current . 55% (leading) 24% (leading) 6% (lagging) 
Power factor at con- | 
verter ... 0875 " ("97 - 07098 
Power factor on H.T. 
gide... e. OOK — . — 0997, — 0935. , 
No load— 
Wattless current ... 28% S 3% (lagging) 3196, 


These power factors are sufficiently high to be permissible 
on most systems, and indicate that the reculation considered 
is within the Jimits for practical working. 

The change in power factor with varying reactance is shown 
in fig. 6, and it is interesting to note that no improvement 
is obtained by increasing the reactance above 30 per cent. 
_In general, it may be said that the limit of voltage varia- 
tion, for which reactance control is applicable, is about 
t "7j per cent., but it should be noted that if the question of 
power factor 18 not of great importance, greater range than 
this can be obtained with a wattless current of 55 per cent. 
at full load. . 

A point of considerable importance in this connection is 
that it is possible to provide for a greater range in cases 
where the extreme limits are required for a short time only, 


as in the case of paralleling, due to the fact that larger 

wattless currents may be carried for short periods than would 

be the case for continuous operation. In such cases it may be 

of advantage to consider the reactance control for ranges 

which would otherwise be considered outside the limite as 

regards power factor and wattless current on the converter. 
(To be continued.) 


- DISCUSSION. 


Mr. A. M. TAYLOR, in opening the discussion, said the 
author evidently wanted to show the advantages of reactance 
control over booster control for rotary converters. He (the 
speaker) felt that exception must be taken to the reactance- 
control type for certain purposes—for instance, in a sub- 
station at the distant end of the system, where both voltage 
and power factor might be low, it would be an advantage if 
some means of boosting were provided there. He was inter- 
ested in the battery sub-station, and felt that what was 
wanted was to be able to run a rotary inverted to give a feed 
into the system coupled with high power factor; this would 
be really useful, especially if battery plant were involved. 
It would be uscful to have an arrangement such that they 
could draw a large leading current both on charge and dis- 
charge froin the line. 

Mr. Brazit said where the regulation was 3 or 4 per cent. 
of the total, reactance control was much the best thing. He 
had made use of a method of reactance control in conjunc- 
tion with a direct-current booster driven from the converter 
shaft, and considered that for battery charging this arrange- 
ment was much more effective, but it could be used for other 
purposes. The effect on power factor of a D.c. booster was 
the same as in the case of an А.С. booster, and it gave spark- 
less commutation over a wide range of load. 

Mr. R. A. CHATTOCK asked if the reactance machine would 
not give a leading power factor, if over-excited and with 
transformer tappings suitably arranged. He thought thev 
might have to revert to the reactance type owing to its sim- 
plicity. 

Mr. W. B. Моорносѕе said the conditions of working 
referred to by Mr. A. M. Taylor were the practical ones, and 
he was afraid they would have to retain the booster-controlled 
machine if they wanted to correct power factor as well 
as voltage. As regarded comparative costs, he asked what 
the author's estimate was for & booster with a very smail 
range of voltage and a change-over switch for changing from 
high to low-voltage ranges. 

Mr. Н. BunGE said it appeared undesirable to depart from 
the simple converter, with its good commutating features, 
and it might be practicable to adopt an independently driven 
booster arrangement. l 

Dr. R. бмїтн thought it was agreed that booster control 
had been overdone in the past; difficulties of commutation 
prevented the designer from using the materials to the best 
advantage, unless refinements were introduced. As regards 
reactance control, he could not see how they could design a 
transformer to give a straight-line reactance up to 300 per 
cent. overload, as appeared to be suggestei by the author; 
it must be an abnormal design. It was not only booster- 
control which introduced difficulties in commutation; it was 
only fair to state the disadvantages of reactance control, if 
they were going to use saturated iron, as trouble was likely 
to occur through sparking in that case. 

Mr. WHITTAKER said the booster-control arrangement was 
perfectly satisfactory if a liberal design was adopted, but 
to-day reactance machines could be built to run at a speed 
which was out of the question for the booster type. In any 
case, the induction regulator type of machine was more 
efficient than the booster type, and to-day such machines 


were designed as self-contained equipments, and to meet 


conditions which other types could not meet. 

Mr. A. M. TAYLOR interposed to say that he did not 
think the D.c. booster arrangement would influence power 
factor adjustment. | 

The AUTHOR, in replying, said the inverted rotary was 
rather a difficult proposition as regarded power factor cor- 
rection; clearly, one could obtain a leading current from an 
inverted machine, as it was then acting as a generator, but 
it was hard to expect the rotary to do everything. The 
booster-controlled rotary operated very satisfactorily, but it 
was not possible to utilise the material to such advantage as 
in the reactance type. The direct-current booster gave iden- 
tical conditions with the А.С. booster, and the latter had no 
influence on power factor. He agreed with Mr. Chattock's 
remarks, but it was a rather cumbersome thing to change 
transformer tappings. He thought the arrangement referred 
to by Mr. Woodhouse would save probably 6 or 7 per cent. 
in cost. The separately driven booster meant another motor, 
though it did away with interference with commutation. In 
regard to Dr. Smith’s remarks, the paper referred to 300 
per cent. load, or 200 per cent. overload, and straicht-line 
reactance could be obtained in practice for such loads. He 
believed it was correct to say that reactance was used and 
that saturation was controlled to meet the requirements. He 
quite agreed that the induction regulator-control was not fullv 
appreciated, but suggested that it would be even more profit. 
able to investigate the booster-transformer type of control. 
The induction regulator controlled machine cost more than 
the transformer type, and the/ latter. was considerably more 


- efficient on high loads. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear unti. 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless wo have the writer's name and address in our possession. 


Re “ Alternating-Current Work." 


In the very kind review of the above book of mine in your 
issue of 9th inst., there are two or three points on which I 
hope you will allow me to comment. ! 

Your reviewer says: ‘‘ Following the recent suggestions of 
Dr. Drysdale, a number of remarkably sound mechanical and 
hydraulic analogies have been given." As a matter of fact, 
Dr. Drysdale is only cited as à supporter of the use of such 
analogies. Those (of a mechanical nature) in the book are 
extensions of some introduced by Prof. George Forbes, F.R.S., 
at the Royal Institution in 1895, and they are much simpler 
than, and quite different from, those usually met with. 

In criticising what I say about '' the indispensable commer- 
cial engineer," your reviewer changes “* commercial’’ into 
“ electrical," and remarks: ‘‘ We are disposed to doubt the 
indispensability of any electrical engineer to-day who does 
not possess any special knowledge of either theory or prac- 
tice. The existence of such gentlemen is beyond dispute, but 
their desirability is open to question." By '' commercial, engi- 
neer’’ I mean, of course, the man whose work is chiefly on 
the business side, and I quote the following from Mr. C. P. 
Sparks’s presidential address in December, 1915:—''I be- 
lieve that the commercial engineer is just as much a recog- 
nised member of our profession as a pure scientist." It is 
one thing to design a turbo-alternator or a tumbler switch, 
and quite another to sell it. The designer and the selling 
man are near the opposite ends of quite a long chain of other 
indispensable individuals. 

Lastly, as there are numerous gentlemen to whom the 
names “ Mr. Hughes " and ‘‘ Mr. Bishop '' might be taken to 
apply, I would hke to particularise those who assisted me as 
Mr. Edward Hughes, B.Sc. Eng. (Lond.), A.M.I.E.E., of the 
Heriot-Watt College, Edinburgh, and Mr. Harold Bishop, 
Graduate I.E.E. Whatever technical merits the book pos- 
веззев, they are as much due to Mr. Hughes as to myself. 


W. Perren Maycock. 
London, S.E., March 10th, 1917. | 


Electric Radiators. 


It seems to me that your contributor, ''Experiment," 
misses & highly important point in his article on this subject 
in your issue of last week. die 

our contributor is handicapped in discussing the question 
of ideal electric heater design, because this question cannot 
finally be decided until we are first clear in our minds, and 
all agreed, as to the most practically effective temperature 
to which the radiating body should be raised. | 
' In his opening paragraph, he suggests that “real red 
heat'' is the desirable point on the temperature scale, but 
later on he talks of a fireclay bar in а certain type of radiator 
as being a very effective source of radiation, and certainly 
this fireclay bar cannot be red hot. 

Your contributor advocates the use of large masses of fire- 
clay, but I would ask him to calculate the heat units that 
*ould be absorbed by these masses of fireclay in attaining 
the temperature at which they would commence to radiate 
what he terms '' useful heat," and I presume by this that he 
means -‘ useful quality of heat," as distinct from quantity 
of. heat. 

Of course, all electric radiators are of 100 per cent. efficiency 
in their output of heat units, but the man in the street 
knows nothing whatever about heat units, and only con- 
siders the quality of the heat, and insists on that quality 
(temperature) which most nearly represents the comforting 
glow of the coal fire, as this produces what Mr. Wordingham 
has termed the correct *° physiological effect." 

Is it not better to bow to the demands of the man in the 
street than yield to the dictates of pre-conceived ideas and 
text-book acquired doctrines so often propounded by mere 
engineers and architects? 

When we talk about the efficiency of an electric heater, 
we can only do so with reference to the purpose for which 
the particular apparatus was designed. A low temperature 
heater may have an efficiency in the neighbourhood of 100 
per cent. for boiling water, but the same low temperature 
heating element would have no efficiency at all for making 
toast. This is such an obvious truth that it very seldom 
receives the consideration it deserves, and it has become the 
custom to talk in an exceedingly loose and incoherent way 
about the efficiency of electric heating apparatus. It also 
leads to great confusion of ideas that quantity of heat and 
temperature should be so often indiscriminately referred to 
as “heat.” | 

C. Orme Bastian. 

London, W., March 9th, 1917. 


, In reference to the article on radiators by “ Experiment” 
in the issue of March 2nd, I should like to take the oppor- 
tunity of acclaiming ore rotundo accord in support of ite dis- 


closures, for, in competition with our energetic friends the 
gas companies, nothing, in my opinion, should he left till 
absolute maximum efficiency is obtained. | 

Tho fact that heating by electricity will become general 
in the future is certain, but I think its certainty would be 
more swiftly assured if the manufacturers turned their atten- 
tion more to heat output than fancy design. 

When it is considered that a radiator costs so much per 
hour definitely, one sometimes feels ashamed of some of the 
devices designed to produce heat, and the writer has up to 
the present only found one particular nake that can truly 
be said to give satisfaction, which is the one “ Experiment ”’ 
describes; it will burn trousers, skirts, coats, and furniture, 
in fact, everything that a coke fire would do if not placed 
in its proper position in a room. | 

Further, a real difficulty to intending clients ie that they 
have to rely chiefly on the advice of their particular con- 
tractor, but facilities should be available for them to view 
various makes. This idea mav be criticised, but in the in- 
terest of the electricity supply industry and a contented client 
it is, in my opinion, essential. 

There seems, however, to be a difficulty with the supply 
authorities (chiefly municipal) in. deciding upon opening a 
showroom; perhaps local opposition has a word here, or 
managers are loath to venture for fear of a dead loss (if the 
sales are not good) to the undertaking, but I would suggest 
that electricity supply committees or managers could ap- 
proach manufacturers to meet the showroom expenditure in 


the various districts, relying on sales and a working arrange- 


ment for the good of all parties. 

I feel sure that the time is fast arriving when it will be to 
the interest of the electrical industry to supply a standard 
piece of apparatus to all who apply. 


March 8th, 1917. 


Mains Engineer. 


The Inspection of Munitions. 

It is very gratifying to find "Commercial" adopting a 
saner and more reasonable attitude towards the question of 
inspection of munitions. He suggests that in his wisdom he 
has refrained from saying all he knows about the defects and 
deficiencies of the officers and inspectors engaged in this work, 
but why not have shown a little more wisdom, and refrain 
altogether? Most men who have had a fair amount of ex- 
perience have acquired wisdom, and a few have even learnt 
how to ignore trivial matters, and to devote their energies 
to remedying the more serious ones. 

І am prepared to believe that at heart ‘‘ Commercial ”’ 
would like to assist the authorities in the production of muni- 
tions, and in doing this he is quite safe in exposing any 
serious deficiency he may find in the personnel of the dif- 
ferent departments. But his proper course would be to 
make his complaints to the heads of the departments, who, 
as he is probably aware, have requested the manufacturers 
to notify them of any lack of energy, ability, or tact on the 
part of the inspectors. In this way he would be acting. 
patriotically, and at the same time doing useful service to 
the general body of skilled men who are acting as inspectors 
as a matter of duty, and at a considerable sacrifice. Such 
exposure of flagrant cases of incompetence would be wel- 
comed, and it would be much more effective in weeding out 
any incompetent ones than by mere pin-pricking in the 

ress. 

As regards the list of questions which are put forward for 
my deliberation, while I consider them most superficial an 
futile in their purpose, I will not undertake to reply to them 
in the way ‘‘Commercial’’ dictates. At the same time, I 
ask ‘‘Commercial’’ to take a wider and loftier view of the 
subject. Inspectors and manufacturers are alike in their 
fallibility, and, as is usual with purchaser and seller, are apt 
to look on opposite sides of the question. Lack of apprecia- 
tion of each other’s view leads to misunderstandings, and mis- 
understanding leads to biased minds. When both sides take 
up such an attitude it opens out the possibility of unpleasant- 
ness, and this, again, reflects on the work which 1s being 
turned out. 

My advice to “ Commercial" is to keep a keen eye on all 
inspectors, and if he finds one incompetent in his duties to 
inform the chief of the department of such failing. I can 
assure him that if his complaint is justified he will have the 
satisfaction of seeing the culprit relieved of his post. This 
would be a much more honourable course to take than to 
brand them all—officers and inspectors—as a lot of ignorant 


fools. 
Albion. 


THE RONTGEN SOCIETY. 


AT the meeting of the Róntgen Society on March 5th, Mr. 
T. Тнокме Barer, A.M.I.E.E., read a paper on the use of the 
X-ray intensifying screen. He said that before many months 
were past, the sensitiveness of these accelerators was likely 
to be increased by 200 or 300 per cent. Methods had also 
been evolved whereby the size of the crystals could be con- 
trolled, with the result that the grain of the intensifying 
screen was practically no larger than that of the photographic 
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plate with which it was used in contact. It was advisable 
to have the screen above the plate, sensitive side down wards, 
and not vice versa, as some recommended. He would not say 
definitely whether a special X-ray plate or an ordinary plate 
was the better for screen work. 'This depended upon circum- 
stances. A fact which needed to be taken into account was 
that the grain of ordinary plates was apt to be much coarser 
than that of good X-ray plates; the silver bromide in the 
X-ray plate was precipitated in an exceedingly fine form. 

At the same meeting further discussion took place on the 
subject of sources of ultra-violet radiation in relation to treat- 
ment by ultra-violet rays. Major W. J. TunnELL said that 
spectroscopic results showed that tungsten, provided it burned 
steadily and evenly, was the right metal to use for ultra. 
violet radiation. The therapeutic value of tungsten radiation 
consisted first in its destructive action on micro-organisms, 
and, in the next place, upon the erythema which it produced 
and which resulted in an increased blood supply and nutri- 
tion of the tissues. Since & recent meeting of the Society 
when this subject was discussed, he had been experimenting 
with tungsten powder and with pure tungsten for electrodes. 
The difficulty of using powder in rods was that of getting suffi- 
cient compactness. The 98 per cent. tungsten burned away 
very quickly compared with the pure tungsten. In his hands 
a 7 in. rod of pure tungsten, costing between 18s. and 20s., 
burned for 758 minutes, and this was a very good result; on 
the other hand, a rod of 98 per cent. tungsten burned only 
for 221 minutes, or one-third of the time. In terms of 
ampere-minutes, the numbers were respectively 4,459 and 
1,954; accordingly, he thought it worth while, in spite of the 
additional expense, to go on using this pure tungsten unless 
some better method of preparing the 98 per cent. pure was 
forthcoming. 


Г о ты-екенс=р a с ae] 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


SWITZERLAND.—A Decree, dated December 21st, of the 
Swiss Federal Assembly amends Article 14 of the Federal 
Customs Tariff Law of October 10th, 1902, and provides that a 
statistical tax at the following rate is to be levied on all 
goods passing over the Swiss Customs frontier :— 

Бог goods dutiable (declared) by weight, 2 cents. per 100 kg. 

For goods dutiable (declared) by unit, 2 cents. per unit. 

The tax is to be not less than 5 centimes for each consign- 
ment or each postal parcel. | 

The Decree is to come into force on a date to be fixed by 
the Federal Council, and its effect will be that the following 
classes of goods, which have hitherto been exempted from 
payment of the statistical tax, will then become subject there- 
to, viz. :— | | 

“ Goods subject to the payment of Customs duty. . 

“Goods imported or exported in the course of frontier 
traffic. | 

‘“ Goods imported or exported in local market trade. 

“ Consignments of goods sent through the post." 


‘TERRITORY KNOWN AS "GERMAN EAST AFRICA." 
—Regulations in regard to trading facilities in the occupied 
territories of “German East Africa” are published in a 
recent issue of the East Africa Protectorate Gazette. The 
ports of Pangani, Sadani, and Bagamoyo are declared to be 
open for coastwise traffic only, no direct foreign trade bein 
allowed. This , traffic will be controlled from Tanga ап 
Dar-es-Salaam, and direct coasting trade between the three 
ports is not allowed, unless specially authorised by the Cus- 
toms Authorities at Tanga and Dar-es-Salaam. Coasting 
traffic is at present limited to these three ports. [АП goods 
entering the port of Tanga have to pay an import duty of 
10 per cent. ad valorem—see the Review of December 22nd. J 


BERMUDA.—A Government notice, dated December 15th, 
prescribes à new method for ascertaining the value of goods 
subject on importation to ad valorem. duties. Such value в 
now to be ascertained by the declaration of the importer, or 
his agent, made or subscribed before the. proper officer of 
the Revenue Department. and shall include the invoice cost 
of the goods, the cost of all barrels, cases, crates, boxes, sacks, 
and other external packages and coverings of every kind, and 
all other costs, charges, and expenses incurred in placing 
such goods in condition for shipment to the Colony from the 
port of shinment in the country from which the same were 
directly or indirectly imported. 
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NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. Tnuoursos & Co., 


Electrica! Patent Agents, 285, High Holborn, London, W.C., and at’ 


Liverpool and Bradford. 


2,764. " Lighting equipment for motor cars." W. C. FamwrarHsR (Rae. 
February 26th. : 

9.779. “Electric heaters for use with Internal-combustion engines, kc." 
Fa xigx Tron Co. & C. G. Ховвѕ. February 26th. 


' Herink. 


2,785. -'' Electric lift system.” | Oris Etevaron. Co Way | | 
February 26th. . & Waycoop-Oris, Lrp. 


bud Eod EL or utilising clectrical oscillations." W. H. 
2,802. '' Telephone system." В. AssrRsoN & H. J. Carter. February 26th. 
2,807. '' Electric furnaces.” J. O. BoviNc. February 26th. | 
2,838. ''Primary batteries." М. Вохокл. February 26th. 


2,851. '' Electrolytic process to recover metal from scraps.” " 
February 97th. raps. E. Porrin. 


2,865. '' Electric water heater." E. C. Wesster. February 27th. 
2,874. “ Receivers for wireless telegraphy.” О. D. Lucas. February 27th, 


2,878. ''Processes for heating. melting, and annealing metals by elec- 
tricity.” Н. ALEXANDER, A. Імвкеү & W. T. Vint. February 27th. 
2,890. “ System of telephony." L. Mazza. February 27th. 
2,895. “ Ignition systems for internal-combustion engines." 
Brinton Co. February 27th. (U.S.A., March 33rd, 1916.) 


2,900. '' Electric cable connectors." | CHLoripe EtECTRICAL. SroRacE Co. 
AND H. Dean. February 27th. 


. 2,903. “ Excess wattmeters." А. W. 
February 24th, 1916.) : 
2,907. “ Portable electric lamp." A. FuüEgTCHER. February 27th. 


2,912. '' Mercury rectifier distributing systems." British WegsriNGIiOUsE 
Evectric & MaNvracrTURING Co. (Westinghouse Electric & Manufacturing Co., 
U.S.A.) February 27th. 


2,991. “ Spark plugs." A. L. Riccs. February 28th. 


3,012. '' Sparking plugs for internal-combustion engines." С. F. L. Кіхс. 
March Ist. 


i 3,039. “ Wireless radio-signalling bv the arc system." L. Cones. March 
st. 
3,044. '' Electric switches for handlamps, &c." J. G. ELis. March Ist. 
3,046. ' Drawn filaments for clectric incandescence lamps." Р. F. Guar- 
DICLA. March Ist. 


: oe “ Lifting magnets." A. H. Curtis & Turanic Exvectric Со. March 
st. 
i 3,062. “ Resistance grids." А. H. Curtis & Іскаміс Evectric Co. March 
st. 

3,091. ''Carrier for supporting electric lamp, &c., shades, reflectors, &c."" 
A. P. RurHERFORD. March 2nd. 

3.102. '' Holders or adapters for carbons of clectric arc lamps.” N. Eares 
AND T. L. Grimstone. March 2nd. 

3.113. “ Manufacture of carbon for electrochemical, metallurgical, &c., ser- 
vices." T. W. S. Hutcnins. March 2nd. 

3,125. ** Apparatus for electrolytic production of copper, &c." M. V. 
GaRIN (née Bailly). March 2nd. 

3,127. '' Electromagnetic switches ог contactors.” 
W. L. Wiss. March 2nd. 

3,128. '' Electromagnetic switches or contactors.” F. N. Pickerr AND А. 
West & Co. March 2nd. 

3,131. '' Electric ignition systems for internal-combustion engines." Etas- 
i92) DE Diow-BouroN Soc. Axon. March 2nd. (France, April 22nd, 
3,155. ** Electrical generators and motors." J. Sur^urRD. March 3rd. 
3,160. “ Manufacture of clay, lumbago, &c., articles by electro-deposi- 

tion on metal moulds.” B. J. Aex. March 3rd. - 
3,179. “ Sparking plugs fo- internal-combustion engines." G. 
AND T. C. E. RowLawp. March 3rd. Е 


Purs 


Burke. February 27th. (U.S.A. 


A. West & Co. АХ» 


PARSOKNS 


PUBLISHED SPECIFICATIONS. 


1915. 


10.226. INTRRCONNECTING 1HE FircrRicaL. Conpuctors or Twe КАПТА? 
Cars. J. Wollenmann. July 14th. 


1916. | 
The numbers in parentheses are those under which the specification will 
be printed and abridged, and all subsequent proceedings will be taken. 


88. APPARATUS FOR CONCENTRATING AND Projyectinc Rapiant EwgRCY. S. 
Salto. January 3rd, 1916. (103,830.) 

994. DRIVING AND CONTROLLING DyNAMO-RLECTRIC GeNERATORS. W. F. W. 
Rhodes & J. Firth. May 28nd, 1916. (103,835.) 

1,705. MEANS AND APPARATUS FOR CONTROLLING ALTERNATING CumRRNTS SUCIP 
AS ARE USED IN WIRBLRSS SIGNALLING Systems. British Thomson-Houston Co. 
(General Electric Co., U.S.A.) February 4th, 1916. (103,842.) 

1,849. ALARM THERMOMETERS. E. Gethin. February 8th, 1916. (103,848, 

92.249. Means FOR PasstNG THROUGH THE HUMAN Bopy CURRENTS DERIVED 
FROM THE ORDINARY Town Mam ELectRic Surety. Е. E. Greville. February 
15th. (Cognate applications, 8,240/16 and 11,363/16.) (103,859.) 

9.288. Massace APPARATUS. J. C. Johansen. February 15th, 1916. (108,863.) 

9,329. MEANS FOR PRODUCING ALTERNATING Currents. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). February 16th, 1916. (109,865. 

9.350. EL&crRIC Pocket Lames. А. Weinmann & E. Kuhn-Frei. February 
16th, 1916.  (103,871.) 

2,524. METHOD OF AND APPARATUS FOR TRANSFORMING MOTION INTO ELEC- 
TRICAL WAVES OR Imputses. T. B. Dixon. July 19th, 1915. (100 940.) 

9,546. ELECTRICALLY-OPERATED Waves. E. C. St. John. February 21st, 
1916. (103,879.) 

2,580. TELEPHONE Systems. Relay Automatic Telephone Co. & H. J. 
February 21st, 1916. Addition to 102,330. (103,880.) 

9,956. Rairwav Sicnats. W. Н. I. Welch. February 28th, 1916. (103,888.) 

3,028. COMBINED LAMP AND Suape НоцрЕк. A. A. Thornton (T. Shepherd). 
February 29th, 1916. (103,889.) 

5,570. Storace БВАТТЕВ1Е$. W. A. Crowdus. .April 22nd, 1915. (100,315.) 

5,777. ELECTRICALLY-OPERATED Friction Hoists. J. Scott. April 2th, 1916. 
103,914. 
| 8,792. гыра зеен ОЕ ELECTROMAGNET FOR L.OCALISING FOREIGN SUBSTANCES 
WHICH HAVE BECOME EMBEDDED IN THE Human Вору. A. J. Bergonie. June 
92nd, 1915. Addition to 9,623/15. jun cene NN 

- RRUPTING DRVICES. ritis 'estinghouse ectric 
VIA acing Co. (Westinghouse Electric & Manufacturing Co., U.S.A.) 
ns dub Doors or Lirrs. Igranic Electric 
973. ROL MECHANISM FOR THE ; ; 
Н ц Manufacturing Co., U.S.A.). August 3rd, 1916. (103,949. 

11.267. APPARATUS FOR MEDICAL TREATMENT BY Evectricity, L. Mayor. 
September, oe png pi UM OR "uLRPHONE Systems. Siemens 

, LECTING EVICES F i 3 < 
ЕЕ August llth, 1916. Addition to 23.396/13. (109,92. 

12.351. REGENERATIVE BRAKING SYSTEMS FOR ELF&CTRICALLY-DRIVEN V BHICLES. 

W. V. Turner & T. H. Thomas. February 5th, 1916. (103,959.) x 
TRANSMISSION DIALS, AND CHIEFLY THOSE USED IN 
ое TELEPHONES. S. Simpson. October 16th, 1916. (103,970) 

16457. Licht REFLECTORS FOR USE IN HIGH-SPEED SUBMARINE Casre Tet- 

сһарнү. T. B. Dixon. July 19th, 1915. (107,964) 
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No. 2,052. 


THE AGRICULTURAL ELECTRIC 
SUPPLY AND ELECTRIC POWER 
COMMITTEES. 


A Most welcome announcement is that which we 
received early in the week, intimating the forma- 
tion of a © Committee on the development of elec- 
tricity in agricultural areas" by the Council of the 
Incorporated Municipal Electrical Association, and 
we take this opportunity of congratulating the Pre- 
sident of that body, Mr. F. M. Long, on having 
brought this important matter forward, and equally 
the Council, on the celerity with which it has given 
practical effect to his wishes. As our readers are, 
no doubt, aware, the ELECTRICAL Review, “© plough- 
ing a lonely furrow,” has in recent years devoted a 
large amount of space to this subject, and has fre- 
quently urged that the time had arrived when the 
use of electricity in agriculture could, and should. 
be treated seriously, and regarded as a factor of 
essential importance in the economic development 
and progress of our rural communities. Possibly 
all such suggestions would have fallen on deaf ears 
had not the war supervened and changed the public 
outlook from things ‘parochial to things national. 
and particularly to those matters which are material 
to the winning of the war, than which—as we can 
now fully realise—none is more urgent than the in- 
creased prosperity and productiveness of our agri- 
cultural and allied rural industries. It is, tnerefore, 
singularly appropriate that this year's President of 
the I.M.E.A., whose domiciliary citv, Norwich, is 
the centre of one of our premier agricultural coun- 
ties, should have given practical shape to the various 
ideas and suggestions on this subject which have' 
been made from time to time in our columns. 

The present Committee 15, of course, only a 
nucleus, with powers to add to itself representatives 
of the various interests which are essential to the 
proper organisation of this branch of the industry. 
which, it will be gathered by reference to the objects 
in view, covers a fairly extensive range to com- 
In passing, we would suggest that an 
early opportunity should be taken to include repre- 
sentatives of the company undertakings, whose 1n- 
terest in rural supply developments is undoubtedly 


mence with. 


- аз great as, and possibly greater than, that of the 


municipal fraternity, for although the future will 
probably show the necessity of forming provincial 
sub-committees—-purely on the ground of conveni- 
ence in dealing with an extremely widespread in- 
dustrv—-yet it is essential that all the interests in- 
volved shall be amalgamated and unity of effort 
secured throughout the country. To us it appears 
that the primary objects of such an organisation 
are (1) the creation of a favourable bodv of opinion 
amongst the farming community in the proposed 
areas of supply, and (2) the provision of the neces- 
sary transmission systems to meet the demand for 
electricity as it arises. As regards the former, no 
great difficulty should be encountered, as the initial 
areas to be supplied will be those in the vicinity of, 
and intimately in touch with, towns, for the most 
part. and as experience teaches that propaganda of 
this kind is cumulative in effect. progress further 
afield will be facilitated in the future. The provi- 
sion of transmission facilities is likely to be a much 
more knotty problem, however. particularly where 
the areas of adjoining authorities are involved, and 
although the Board of Trade can grant the neces- 
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sary facilities, and all the omens portend that the 
Board will in the future place a wide and favourable 
interpretation on its powers relating to electricity 
supply, much still remains to be accomplished to 
ensure that such transmission schemes, when re- 
quired by rural communities, shall be provided 
expeditiously. 

In addition to legislative facilities it may, for in- 
stance, be necessary, in the case of small under- 
takings, to invoke financial assistance in the form 
of guarantees in the early years, and this is a matter 
which should appeal directly to the Development 
Commissioners of the Board of Agriculture, whose 
raison d'étre is presumably the support of necessary 
and useful developments in connection with agn- 
culture, such as, for instance, the 50-асге electro- 
culture experiment which will be carried out at 
lfereford this vear. 

The whole subject of electricity supply in its 
relation to industrial progress is, of course, attract- 


ing much more attention in official circles now than. 


at any previous period, and it is somewhat signifi- 
cant that the President of the Board of Trade 
is appointing a Departmental Committee to con- 
sider and report on the steps which should be taken, 
whether by legislation or otherwise, to ensure that 
there shall be an adequate and economical supply of 
electric power for all classes of consumers in the 


United Kingdom, and particularly industries which | 


depend upon a cheap supply of power for their 
proper development. 

The scope of the Committee's inquirv is such that 
it must necessarily include the rural consumer, pre- 
sent and prospective, in its survev, and thus, in- 
directly, the needs of the farming industry. Rural 
England is, perhaps, more awake to the advantages 
of electricity supply than is usually supposed, as 
witness the recent resolution of the Ewell Parish 
Council which was submitted to the Board of Trade, 
pointing out that the Council was of opinion that 
one of the greatest needs of rural parishes in the 
South of England was cheap and reliable power. 
and that this would do more than anything to keep 
the village industries alive, and expressing a desire 
for a cheap supplv of electricity in the parish at the 
earliest possible tnoment. | 

We can only add the hope that the efforts of the 
above Committees and of those already at work, to 
which attention has been drawn in our columns, will 
result in that widespread development of electricity 
supply which is undoubtedly vital to our national 
prosperity. 


THE case of the Metropolitan 
Effect of the 


War on Ltd., decided by the Court of Ap- 
Construction peal on March sth, involves the 
Contracts. consideration of a point of great in- 


terest to those whose contracts are 
affected or suspended by the war. The Board had 
employed the defendants to construct certain reser- 
voirs for £673.000. In February, 1916, while the 
work was being executed, the Ministry of Munitions 
decreed that it should cease. Subsequently the 
Board claimed. in an action at law, a declaration to 
the effect that the contract was still subsisting, and 
that the defendants were bound to perform it. Mr. 
Justice Bray. in a judgment upon which we com- 
mented at fhe time, decided that this was so. The 
contractors appealed from his decision. which was 
based on this: that the engineer under the contract 
had power to extend the time of completion, and 
that, notwithstanding the order of the Ministry, the 
contract had not been frustrated or its completion 
rendered physically impossible. The Court of Ap- 
peal have reversed this decision, pointing out that. 
upon the authority of the decided cases, every bar- 
gaim must be presumed to have been made on the 
footing that a particular thing, or state of things. 


Water Board v. Dick, Kerr & Co., 


—À 


would continue to exist. The Master of the Rolls 


found that the contract could not be performed after 


the receipt of the notice from the Ministry. '"This,' 
he said, © was not a temporary prohibition. 
The contractors treated it as of such a nature as to 
terminate their liabilities. under the contract, and 
the fact that the restraint, which had been in force 
for six months at the date of the trial, has now been 
in existence for 12 months, is a matter to which tlie 
Court is entitled to have regard. On this ground 
alone he thought the appeal should succeed. Hav- 
ing regard to the large number of contracts which 
must be in a state of suspended animation owing to 
the war, this decision is likely to be far-reaching in 
its effect. Serious, indeed, would be the liabilities 
of contractors if they had to recommence work upon 
pre-war terms at such time as the Ministry of Muni- 
tions might be able to allow the resumption of work. 
[he case may possibly go to a higher Court. 


J 
, 


—_————— - 


MEN and women who are living 
conscientiously in these days have 
few idle hours. We do not pretend 
that this is a good thing for us, 
change and recreation of some kind or other, being 
essential if we are to pive our maximum efficient 
output during our working hours. Creatures of cir- 
cumstance, however, we work under the pressure 
imposed by necessity; patriots, in earnest concern- 
ing a righteous conflict, we labour under the im- 
pulse of Duty. Most of us are trying to reconcile 
these two calls of the moment. Depleted staffs im- 
pose heavier burdens, and National Service demands 
add an almost irresistible appeal. The manifold 
Governmental restrictions of war-time—the '' Thou 
shalt's " and “ Thou shalt nots '"—are themselves, 
if they are intelligently followed and consistently 
complied with, a bundle of obligations accentuating 
the burdens imposed by necessity, and obstructing 
the path of him who tries to supplement his normal 
activities with other service. But we have got to 
win the war, and though we may often be irritated 
because we think that some things might have been 
done differently, we vield to the imperative pressure 
of the moment and get things done. We are not 
suggesting that everybody is employed to the best 
of his abilitv, or upon the tasks for which he is bv 
experience and training most fitted, but some men 
who are so engaged find themselves in a quandary 
‘twixt the calls of present duty and the appeal to 
change to other forms of service. So long as the 
call for National Service is on a voluntary basis the 
individual conscience must play a very important 
part. The electrical industries are in the main an 
important National Service; but there are demands 
from the Military and Naval Services for men from 
those industries, because the actual and prospec- 
tive operations of the Forces necessarily have a 
large claim upon us all. The difficulties of recon- 
ciling the two claims are not always easily solved 
bv those in authority, and men have to leave more 
or less congenial occupations, for which they 
thought they were best fitted to serve the national 
cause, and take up some other class of work, per- 
haps a lower class of duty in the same line of occu- 
pation and at a less remuneration, because those 
responsible for carrying out the provisions of the 
Acts decide that the emergencies of the moment or 
the possibilities of the situation demand the change. 

For this we must blame the enemy first and fore- 
most, and work harder to defeat him; but, second. 
we will ask to be allowed to remember that we live 
in a very human and inefficiently conducted world. 
The thoughts of some of our readers we believe to 
run along the foregoing lines just now, especially 
those who are placed in managerial capacities m 
industrial concerns and in important commercial 
offices; these will hardly be relieved in days of ex- 
ceptional pressure when they read Press reports of 
speeches such as Mr. Gordon Selfridge delivered at 


Problems of 
the Moment. 
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Gresham College the other day. Copy-book 
maxims on how to succeed in business are all very 
well in peace time, or for instilling into juvenile 
minds even in war time, but to tell us all in these 
days that '^the head of the business should not be 
busy, because he would then have no time to see 
that others were busy,” is to utter a platitude which 
everybody should have known in normal times, and 
will practise again when the stress of war-time 
passes away; but where are the heads of businesses 
who in these days of depleted staffs, manifold 
restrictions, and urgings toward business develop- 
ment for the future, are not busy? Of course, it 
niakes for efficient conduct of any business of size 
for the heads to be able to think and plan while 
the employés develop and carry out the details of 
policy in their own efficiency; but in our experi- 
ence most managers are thinking, planning, and 
working hard as well at present. In normal times 
the efficient manager knows it is correct policy not 
to be too much tied up with detail, but surely in 
these days most of us are doing many unaccus- 
tumed tasks because necessity and duty compel; 
. maxims such as this from what Mr. Gordon Self- 
ridge calls his ‘‘ Commercial Bible " hardly help us 
just now—we will get on with the work which 
must be done, whatever it may be, and leave others 
to do the talking. 


IN common with almost’ everv 
The other controlled industry, the wire 
Wire-Drawing manufacturing section has had to 
Industries. face an increasing variety of 
difficulties; but, although the dis- 
location caused by the exigencies of the situation 
has in some cases proved of a somewhat serious 
nature, resourcefulness and perseverance have mate- 
rially eased the situation. The complete control 
exercised by the Ministry of Munitions on all sup- 
phes of raw copper, while dispensing with a 
considerable amount of duplication, has doubtless 
reacted somewhat unfortunately, as regards fluctua- 
tions in market prices, against those firms which 
had bought some months ahead. So far, only Class 
A men in the unskilled section appear to have been 
called up from the most important firms, but there 
is likely to be a heavy pruning-out very shortly of 
semi-skilled men, and possibly certain classes of 
skilled men also. It is, perhaps, fortunate for 
British wire manufacturers that nearly all their 
most important pre-war customers are themselves 
engaged in the production of war material for which 
copper goods are largely required. The transition 
after the war from munition requirements to the 
demands of peaceful trading should, in consequence, 
involve the minimum expenditure of time and 
money. 


A NEW law in regard to the partial 
Water Power 
in Italy. Italy was brought into operation on 
January Ist, 1917. The coal crisis 
in the country has demonstrated the necessity for 
at once utilising to a greater extent the available 
water powers with more certain guarantees than 
those comprised as a matter of urgency in the 
decrees issued in January and September of last 
vear. Under the new law the duty of dealing with 
the problem has been entrusted to a Superior Water 
Council, formed in connection with the Ministry for 
Public Works. 

The procedure for obtaining a  water-power 
ccnoession has been simplified. The criterion of 
priority, which permitted injurious monopolies, has 
been modified, and replaced by those of greater and 
better utilisation. Concessions are to be granted 
for a périod not exceeding 50 years for diversions 
for motive power purposes, and for not over 70 
years for those for irrigation and .potable pur- 


е 


diversion of public waterways in. 


poses. 1f the objects for which the concessions 
are issued continue, the latter will be prolonged at 
the normal time of expiration. |The concessions 
which lapse will pass into the possession of the State 
without any compensation being payable for the 
water collecting and regulating works, the canals 
and the conduits, whilst the State will have the right 
of acquiring, at the then value, the machinery and 
installations for producing, transforming, and dis- 
tributing electrical energy. 

The introduction of the law has not fully met.the 
wishes of the Associazione Elettrotecnica Italiana. 
Shortly before the measure came into force a con- 
ference was held, at the instance of the Association. 
to consider the situation created by the scheme, and a 
resolution was adopted expressing regret that the 
problem of amending the law had not been postponed 
until after the war, so that the questions raised 
could have been properly discussed and definite 
measures adopted with the assistance of Parliament 
and the country. At the same time, and recognising 
the urgency of providing for the increasing demand 
for electrical energy during the course of hostilities. 
the resolution submitted that the construction of 
hydro-electric works would be facilitated by an ex- 
tension of the decree of last September so as to 
apply to all requests for concessions for new diver- 
sions of waterways, irrespective of the applicant. 
The conference finally decided to form a permanent 
committee on public waterways, composed of repre- 
sentatives of all technical, industrial. and agricul- 
tural associations. | 


t 


IN a recent speech, which excited 
a great deal of interest in the Times 
and Daily Mail, Lord Northcliffe 
declared that the Irish problem, in 
his opinion, was an economic one, and suggested 
that the solution would be found in the development 
of the water power available in Ireland. He had 
"sought eagerly for any recent expert report on 
the water power of Ireland," but without success; 
unfortunatelv, he did not seek our assistance— had he 
done so, he would have speedily arrived at the desired 
end, for the subject has been dealt with on various 
occasions. Lord Northcliffe's enthusiastic accounts 
of the '' white coal" resources of Ireland are un- 
fortunately, in the absence of expert guidance, based 
upon supposition to a great extent, and we fear that 
the reality will prove disappointing to him. It is true 
that at certain seasons there is a great deal of energy 
running to waste, but the minimum flow of the 
Irish rivers is only about one-sixth of the ordinary 
maximum, and for industrial purposes, unless the 
hvdraulic plant is supplemented (at great additional 
cost) with steam or gas-driven plant, is is the 
minimum flow that fixes the capacity of the 
undertaking. There are certain sites at which power 


Irish 
Water Power. 


could be obtained close to the sea,,and therefore 


under highly favourable conditions; and on the Shan- 
non, which Lord Northcliffe describes as the great- 
est river of the British Isles, water carriage to the 
sea is available. At other places transmission lines 
would be necessary to carry the power to suitable 
sites for factories. A valuable feature is the fact 
that in many cases the rivers are fed from large 
lakes which could be utilised for the storage of 
water, greatly improving the possibilities. On the 
other hand, there are vested interests to be dealt 
with, such as navigation and fishing rights. com- 


.pensation for the disturbance of which would in- 


volve heavy outlay; moreover, in many cases the 
hydraulic works would be very costly. That there 
is a good deal of water power available in Ireland 
appears to be the fact; but whether it could be deve- 
loped profitably is, except іп:а few instances, very 
doubtful, and we fear that those who build their 
hopes оп ‘Lord Northcliffe's optimistic guessing are 
doomed to suffer a painful disillusionment. 
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| | The ovens are of the well-known Tricity pattern, with 
БЕРЕ КЕС ies EE I E bright, polished exteriors, each single oven having a top 


and a-bottom heater plate of the ribbed type, while the 
double ovens have two top and two bottom heaters. 


THROUGH the courtesy of the British Electric Transformer The heaters are each controlled by adjacent ** high-low ” 
Co., of Hayes, we are able to illustrate the very complete type switches giving 900 or 250-watt Icadings, and are 
lectric cooking installation which has recently been sup- ^ coupled to standard control panels arranged round the edge 


ө of the table, each panel containing a 
fuse, D.P. switch, lamp. indicator, and 
plug connection. 

The ovens are provided on the top 
with hoods for simmering puddings, 
sufficient heat being available for this 
purpose from the top oven heater. 

In all, 14 plain boiling plates have 
been supplied, the majority being fitted 
on the table; each plate has two working 
loadings giving 225 and 850 watts, with 
near-by control by means of “ high-low” 
switchés, and coupled to а standard 
control panel, as in the case of the ovens, 
For use in connection with these plates, 
there have been supplied . four т 
boilers (26 in. x 15 ш. x 1299. 
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Ега. 2.—INTERIOR OF DINING HALL. WITH ELECTRICAL COOKING APPARATUS IN THE FOREGROUND. 


plied by them for a new Y.M.C.A. 


canteen in North London. This can- IE e iuit ER . 
teen -is à spacious structure, standing ioc orient 


apart from the works, and containing 
a general dining room and smaller rooms 
reserved for the works staff and admin- 
istrative purposes ; the architect was Mr. 
A. Alban H. Scott; of Lincoln's Inn, 
W.C; 

^ Some idea of the interior can be 
gathered from fig. 2, which shows the 
large hall from behind the cooking 
apparatus, which it will be noted is in 
the hall itself—there, of course, being 
no objection to such a situation in the 
case of electrical cooking apparatus, 
owing to the absence of smoke and 
fumes, and absolute cleanliness of elec- 
trical cooking operations. 

The principal cooking apparatus is 
concentrated on a large table, which 
carries two double and two single 
“Tricity” ovens, and a number of Fig. 3.—ELECTRICAL BOILERS AND CARVING TABLE. 

* Tricity ” boiling plates, for cooking 
vegetables, &c. In addition, a carving table and four hot fitted with wire baskets and draw-off taps, for cooking 
cupboards adjacent to the counters are installed. potatoes, vegetables, puddings, &c.; three similar boilers, 
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cach of 10 gallons capacity, for boiling water for making 
tea; three ham boilers ; also six suucepans of 6 to 12 pints 
capacity. Two cover plates are provided for standing over 
the boiling plates, so that several utensils can be heated at 
the same time. 
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Fic. 4.—" Tricity " Hor-ccPhoARDS AT A Y.M.C.A. CANTEEN. 


The carving table, 6 ft. 6 in. x 2 ft. wide and 5 ft. high, 
is fitted with two tinned copper meat dishes and nickel- 
plated covers, and with 14 Kw. of heaters of the maker's 
new '* Flamingo” (red hot) pattern. Тһе four hot 
cupboards, each 7 ft. long, 3 ft. 3 in. high, and 1 ft. wide, 
which form part of the counter enclosing the cooking space, 
are built up of sheet, steel, with angle-iron frames. Three 
«f these are fitted with eight shelves to take plates of meat 


through a cast-iron distribution box installed under the 
cooking table, the outgoing circuits being carried in 
conduit, with flexible armoured connecting cables to the 
apparatus. Special heat insulated urns are provided on the 
counters for keeping the tea warm for serving. 

The water for kitchen requirements 
is obtained from a small Beeston Domestic 
coke-fired boiler, and an Ideal boiler, 
working in conjunction with a small 
electrically-driven centrifugal circulating 
pump, supplies the hot water required 
for heating the building. 

The canteen is under the charge of a 
lady superintendent, who is assisted by 
a staff of voluntary and paid workers, 
and at the present time about 150 hot 
meals are supplied at midday and a 
similar number of light meals in the 
evenings. Very few firms indeed can 
boat of such an excellently situated 
“ко establishment in con- 
nection with their works, and both the 
promoters and users are, in this case, 
to be congratulated on a happy result. 


DECIMAL COINAGE AND THE 
METRIC SYSTEM. 


Our readers will remember that in 
the autumn of 1915 we devoted a con- 
siderable amount of space to the advocacy of drastic 
reforms in our currency and weights and measures— 
reforms which, in our opinion, are long overdue, and for 
which the present circumstances afford the most favourable 
opportunity imaginable. We showed that, as a result of 
a series of questions which we addressed to a large number 
of manufacturing firms in the electrical and allied indus- 
tries, the replies were in a majority of four to one in 


Fic. 5.- “Tricity” OVENS AND BOILERS aT A Y.M.C.A. CANTEEN, 


and vegetables—(64 in each), in order to facilitate serving, 
while one has five shelves for warming-up food supplied by 
the men themselves. 

Each hot-cupboard is heated by elements of the 
* Flamingo ” type, with a total loading of 3 Kw., controlled 
by three switches. This apparatus is all operated on 120 
volta, the ovens and boilers being balanced on either side of 
a 240-volt three-wire system of supply, which is introduced 


favour of the adoption of decimal coinage and of metric 
weights and measures in this country, and we endeavoured 
to demonstrate by detailed argument and illustration that 
the change was desirable in the intereste of our manu- 
facturing industries and trade, both internal and external ; 
that it presented no serious difficulties ; that the cost and 
disturbance to manufacturing operations would be vastly 
less than was alleged by the opponents of the scheme, and 
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that in view of the general reorganisation of our industries 
and the fierce trade war that would follow the cessation of 
hostilities, it was imperatively necessary to proceed with the 
matter without loss of time. That the opportunity to do so 
is ideal and unique is obvious, for the people of this country 
have been roused from lethargy by the German attempt to 
break up and destroy the British Empire, and are ready to 
receiveand consider new ideas ; the prices of commodities have 


been inflated to 50 or 100 per cent. above their normal value, : 


so that the slight change required to decimalise our coinage 
would be a mere flea-bite : and the reorganisation on an 
enormous scale of factories and workshops that have been 
employed for the manufacture of munitions would greatly 
facilitate the introduction of metric measures on the return 
of peace, when, moreover, prices will be falling, so that the 
adoption of metric weights for ordinary commercial trans- 
actions would take place in a time of flux. Further, some 
millions of our fighting men will be returning from the 
front, where they have acquired a familiarity with decimal 
coinage and the metric system which, beyond all doubt, 
will have dispelled their latent aversion towards foreign 
methods, and will exert a tremendous influence upon public 
opinion at home. 

Arising out of our articles on this subject, correspondence 
followed, both in our pages and privately, the latter con- 
tinuing at intervals for over twelve months, and it has 
become clearly manifest that public interest in the matter 
is steadily growing. One of the most important develop- 
ments of the past year in this relation was the formation 
of the Manchester and District Decimal Association, under 
the patronage of the Lord Mayor of Manchester and many 
other distinguished leaders in industry and commerce, with 
Mr. Harry Allcock as hon. secretary. A particularly 
. significant feature of this movement is the fact that 
amongst the vice-presidents and on the Council are many 
of the most prominent men at the head of the textile 
industry in this country, including the chairman of 
Council, the hon. treasurer, and the hon. secretary of the 
Textile Institute (it has always been maintained by 
opponents of the metric system that our textile manu- 
facturers could not, and would not, adopt metric 
measures). The Chambers of Commerce of this country 
have for many years repeatedly passed resolutions calling 
for the adoption. of the decimal system, and quite 
recently many of our Borough Councils and Corpora- 
tions have likewise expressed their views in favour of the 
reform, and it will be remembered that the Council of the 
Institution of Electrical Engineers included it in its pro- 
gramme recommended to the Board of Trade Committee on 
the Electrical Industries after the War, while the 
B.E.A.M.A. similarly commended it to the attention of the 
Committee. The Associated Chambers of Commerce of the 
United Kingdom have gone further still, having drafted 
two Bills relating respectively to decimal coinage and to 
the adoption of metric weights and measures, which they 
have circulated to Chambers of Commerce for criticism or 
approval ; and, lastly, we may remind our readers that the 
Institation of Civil Engineers has arranged to hold a dis- 
cussion on the subject next Tuesday evening (March 27th), 
to which members of the Institution of Electrical Engineers 
and other kindred associations are invited. 

In these circumstances, it will be admitted that the sub- 
ject is very much alive at this time, and it may be useful 
to discuss briefly some of the points which crop up when 
this very important matter is under consideration. 

In the first place, the proposal to adopt decimal coinage 
claims attention. This, it is urged by the Decimal Asso- 
ciation—which for many years has carried on the campaign 
with admirable persistency, though hampered by. want of 
funds—should be carried through before the conversion of 
our weights and measures to a rational system, so that the 
public may become familiarised with the modified coinage 
first ; we say ** modified " advisedly, for our present coinage 
can be decimalised with the greatest case, and without 
altering the value of the sovereign or of any of our silver 
coins, whilst the change in the bronze coins would not 
exceed 4 per cent. (this need occasion no loss to the public, 
as the Government would call in all existing bronze coins 
and pay for them at the true equivalent rate). We have 
contended that the sovereign shall be permanently retained 


as & fundamental standard, thus maintaining continuity 
with past records, and we are pleased to note that the Coinage 
Bill of the Association of Chambers of Commerce endorses this 
view (“Clause 4. The sovereign shall remain as hitherto 
the ‘essential unit" of value. . The florin, the tenth part. of 
the said sovereign, and the hundredth part of the said florin 
(hereafter called the * British cent") shall become Coins of 
Account . . ."), though. we do not necessarily agree with 
the nomenclature contemplated in the Bill. 

We do not propose to dwell at length on the subject of 
decimal coinage, as its merits are so generally conceded : 
the whole * world, with the exception of the British 
Empire (and not by any meane the whole of that), Siam. 
and Persia, has already «adopted. decimal coinage, and 
the opposition to the change in this country is weak 
and of little weight. The saving in time and labour 
that would result from the reform would be enormous, and 
would be particularly appreciated in commercial circles ; it 
would, for instance, be possible toadopt adding machines of the 
same pattern as are used in other countries, instead of the more- 
complicated type required to deal with our factors 20 and 12. 
and the casting up of columns of figures without mechanical 
aid, the calculation. of interest, &c., would be immensely 


facilitated. The very fact that we reckon so largely in | 


percentages itself affords proof that the handiness of the 
decimal system is already fully appreciated in this country, 
and we feel sure that there would be no greater difficulty in 
adopting it than has been experienced elsewhere. We hope. 
therefore, that this most salutary measure will be pressed 
forward and carried into effect with as little delay as 
possible. 

Turning to the metric system of weights and measures, 
we find that the opposition to their compulsory adoption is 
far more serious and weighty than in the case of coinage. 
The objection which is perhaps most frequently advanced 
is that the change from our existing units will be very 
costly to engineering manufacturers, involving the scrapping 
ef tools, jigs, templets, patterns, drawings, and measuring 
instruments, and the adoption of new standard designs for 
machines, &c. While there is a proportion of truth in this 
view, it is so small a proportion that it would be more 
correct to describe the statement as almost entirely 
erroneous. No alteration would be required in workshop 


. plant. and no alteration would be compulsory, for the draft 


Metric Bill expressly states that compulsion would apply 
solely to sales and purchases, and not at all to manufacturing 
processes. Take the case of a dynamo maker who preferred 
to continue manufacturing to British measures ; he would 
not be affected by the Bill except in the compilation of his 
catalogues and price lists, and asa very large number of 
manufacturers already embody metric equivalents in their 
lists, the only effect of the change would be the omission 
of the British measures—actually a saving in the cost of 
printing and binding ! Needless to say, we do not suggest 
that he would be pursuing a wise policy in thus depriving 
himself of the benefits of the metric system in his 
workshops; we only wish to show that the passing 
of the Bill into an Act would not necessarily put him 
to any expense—though we should think that he would 
soon find it to his advantage to adopt metric units, on 
account of the handicap which he otherwise would impose 
upon himself by his adherence to obsolete practice. 

So far as existing drawings and designs are concerned, it 
cannot be too strongly emphasised that no changes in dimen- 
sions will be necessary—it is only the names of the dimen- 
sions that must be altered in order to put the metric system 
into force. We have shown conclusively that measurements. 
usually stated in thousandths of an inch can be expressed in 
hundredths of a millimetre to a closer degree of approxi- 
mation than can be worked to in the shops. A mil is very 
nearly equal to 24 hundredths of a millimetre, and hence if- 
dimensions stated in mils are expressed in terms of the 
nearest hundredth of a millimetre the maximum error cannot 
be half a hundredth of a millimetre, and the average crror 
will be } of 0°01 mm., or 0°1 mil. Now, it has been proved 
by extended investigations conducted by the National 
Physical Laboratory that in practice the accuracy of 
measurement attained in the workshop is seldom as close as 
half a mil, and the accuracy of the dimensions of the finished 
work is still lower, the error averaging more than 14 mils, 
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or 74 times the maximum error that need occur in 
figuring the drawings in hundredths of a mili- 
metre. (We use both vulgar and decimal fractions of 
set pe) But the great majority of dimensions of 
machinery do not require anything like so high a degree of 
wceuracy—frequently the nearest millimetre would serve 
perfectly well, and the cases in which the equivalence must 
be carried beyond jj mm. are comparatively few. In proof 
of this statement we cite the actual example of а dynamo 
spindle, which we discussed very fully in our issue of 
November 12th, 1915; out of the 28 dimensions, expressed 
in tenths of a millimetre, 18 were correct to less than one 
mil, 24 to less than two mils, and not a single dimension 
need have been figured bevond the nearest tenth of a milli- 
metre. For very fine work (which, in English units, 
invariably necessitates measurement. to the fourth place of 
decimals), the hundredth of a mm. serves all ordinary pur- 
poses, giving a maximum departure from true equivalence 
of } of a mil (0*0002 in.). Under modern conditions, the 
use of limit gauges being almost universal, a tolerance, 
rarely less than one mil, and often much greater, is always 
specified, so that in such cases to go beyond the hundredth of 
a millimetre would be mere pedantry. Working to gauges, 
jigs, and templets, the operator has nothing to do with the 
figured dimensions at all, and therefore no trouble can arise 
from the use of the metric system on drawings ; those who 
have to take measurements direct from drawings are, ipso 
facto, shown to possess a reasonable degree of intelligence, 
and, therefore, readily become accustomed to the use of the 
new units. That this is so is abundantly proved, if, indeed, 
at this date proof. is needed, by the fact that in innumerable 
engineering workshops on both sides of the Atlantic, jobs 
are in progress to both English and metric measures, 
and no trouble has resulted. It may be interesting to 
quote here some statements published in the** Correspondence " 
columns of the American Machinist, emanating from readers 


who disagree with the strongly hostile attitude of that 
journal towards the metric system :— 


" I have worked in shops using the two systems for the past 20 
years, and I have yet to hear the first complaint from a practical 
shop point of view against the metric system. At the works 
where I am at present, the tool makers and machinists, when they 
have a job to do where the dimensions are given in inches (such as 
locating holes in jigs, &c.), invariably transpose them to milli- 
‘metres, as there is less chance of error in reading measuring instru- 
ments in millimetres than in inches, notwithstanding the fact that 
an equal number of measuring tools are provided for each system. 
I have had a number of apprentices under my charge from time to 
time, and I have found that in every case they grasp the method 
of reading the instruments in the metric system in about as many 
minutes as they do the other system in the same number of weeks." 
"Shop calculations are much simpler with the metric system." 
“Т have also observed that it is much easier for draughtsmen to 
visualise sizes in millimetres than in fractions of an inch.- - 
J. PEARMAN, of Walthamstow. | 

" A good many of our manufacturers are already using the metric 
system in filling foreign orders, and I believe that it has become яо 
much the international standard that no foreign buyer aeks for 
any other." “It did not take me long to become perfectly familiar 
with such of the dimensions as we used. It was certainly not over 
u month or 80 before I could think in centimetres as readily as in 
inches—without any translating of one into the other. "—W. B. 
GREENLEAF, of Plymouth, Mich. 

" While we are talking about the ‘cost’ and the ‘confusion’ 
likely to accompany the adoption of the metric system in this 
country, the system is being adopted here and there practically 
without the slightest confusion, and at a cost 80 nominal, that it is 
not to be considered. Orders from other lands for materials made 
to metric dimensions are being taken and filled almost daily by 
many of our leading industries. It appears to take us no longer 
to handle an order from France than one from Enyland, the one in 
metres and the one in inches, the one to be paid for in francs and 
the other in pounds. shillings and pence. 
fessor is telling us how ‘impossible’ it would be for us to work in 
metrics without the utmost disturbance and at great expense, we 
are busily engaged in doing exactly that thing, without any 
appreciable disturbance, and at an expense readily absorbed by the 
selfing price.” — Valee Wurid, quoted by H. V. HaiaGHT, of 
Sherbrooke, Quebec. 

"The metric system was established in Sweden about 1888, to 
the exclusion of all other systems of measurement. . At 
the time when this law was passed I was connected with the 
Gothenburg Mechanical Works, employing between 1,000 and 1.200 
men. The lines of manufacture were steam engines, steam boats, 
rolling stock for railroads, bridges and other structural work, 
paper-making machinery, agricultural implements. &c. The change 
from inches to millimetres was immediately started. All new 
drawings were made in the metric system, and when an old drawing 
was to be used the dimensions in inches were enclosed by paren- 
theses, and the dimensions in millimetres added. At that time 


. whatsoever. 


While some learned pro- 


Swedish, English, and Prussian inches were used in shop work. 
It was a relief to throw them out and use millimetres. In this 
Bhop the metric system reduced the number of errors in the drafting 
room and the cost of manufacture. 

"The change was carried through with practically no expense 
The taps in the Whitworth system were kept. as they 
had to be used for repair work. Later on metric taps were 
gradually substituted. The only direct outlay was for scales, us 
a greater number had to be proeured at once than were required for 
replacing worn ones. This extra expense did not amount to 
$200. 

“It is surprising to see how the use of the metric system is 
spreading in this country [ U.8.]. and the time seems to be drawing 
near when this adoption will be general."—CARL F. JEANSEN, 
Ordnance Engineer, Washington Navy Yard, D.C. 


The following quotations from other sources may also he 
of interest :— 


" Tt is surprising with what facility the average soldier becomes 
accustomed to French money. Everything out here is bought and 
paid for on the decimal system. The men and officers receive their 
pay in French money. I have seen bills made out and paid hy 
officers’ orderlies which show that they are quite a& home in the 
French system. Everybody out here has become familiar 
with decimal money, weights, and lengths, and knows roughly the 
ratios between them and corresponding British measures The 
present opportunity is one which ought not to be missed." - €. F., 
France. in .Vature. 

" We who live and do business on the Continent of Europe are, | 
perhaps. better able to judge than the yreat mass of people in 
England of the enormous advantage this change would bring to 
England and English post-war trade and commerce with foreign 
countries. It would also doubtless be greatly appreciated in 
England itself after it had been wiven a short trial, entailing us it 
would the abolition of our present complicated and well-nizh incom- 
prehensible system of weights and measures, The present moment 
would appear to be a very favourable one for the chanye.”--.J. T. 
TREWHELLA, in the Bulletin of the British Chamber of Commerce 
for Italy. 

“Two years ago American factories worked under (аз we do to- 
day) the ‘foot and inch’ measurements ; then orders for millions 
of shells and other war materials came from countries who used 
the metric system, and their orders were as described in their 
specifications. 

"The engineers in America now find it easier to work on the 
' metric’ measurements than to reduce them to the ' foot and inch, 
consequently the workers as well as the employers bave a very 
extensive and practical knowledge of its use, anu it has been a 
revelation to them to find how much simpler it is compared with 
the ' foot and inch ' and ita unwieldy fractions. There is now very 
little deubt that by the end of the war it will have become their 
standard measure in America. 

“This is an important point for consideration, as to whether 
England should not at once decide on adopting it, for if the 
Americans use it as their standard, it will greatly influence the 
markets of South America, where only the metric system is in 
use; it would also handicap us in competing with America in 
countries where we now find considerable ditliculty in doing trade, 
on account of our different measurements.” T. B. CALLARD, of 
Chesham Bois, Bucks, іп the 7imex. 

“The question of introducing the metric system into the United 
Kingdom after the war is receiving close attention. We sincerely 
hope that means may be found to do this, as, apart from itsinherent 


. convenience and superiority over the existing system, its adop- 


tion, more particularly as regards weights and measures, would 
undoubtedly tend to facilitate and to augment trade with many 
foreign countries, particularly the South American Republics.” 
Review of the River Plate. 

We could ро on to quote from the utterances of numerous 
authorities in commerce, finance, and engineering as to the 
pressing need for the reform that we are advocating, but 
considerations of space forbid it, though we possess abun- 
dant material. "We can only deal with a few of the stock 
arguments with which the proposal is met. Arguments 
about the inaccuracy of measurement of the earth-quadrant 
are irrelevant ; the metre, as we know it, is the distance 
between two points on a certain metal bar, and no one cares 
a doit about its relation to the earth’s cireumference, 

With regard to the effect on standards, such as those of 
the British Engineering Standards Committee, a point оп 
which Dr. C. C. Garrard laid stress in a letter to the Zunes 
Engineering Supplement, it ів a mistake to suppose that. as 
he suggests, they would all have to be scrapped. They 
reed not be altered at all, though, as they came under revi- 
sion (and standards, if they are to be of any use, must be 
revised from time to time) they could be moditied if it were 
found desirable. Steel rails, for example, could be sold by 
the metre or metric ton as easily and conveniently as by the 
yard or ton, and, in course of tihe, on the reissue of the 
specifications, the dimensions of the treads, flanges, &c.. 
could be refigured in millimetres. It shonld be borne in 
mind that no standards ever are, or ever can be, егис? ; 
allowance is invariably made for variatjon from the specifieg 
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dimensions, and this, in the case of steel rails, covers a 
range'of 1 per cent. (by weight). Hence it is not necessary 
to employ equivalents precise to the tenth of a millimetre 
in such tables. In figuring to the nearest millimetre, the 
maximum error is only z44th-of an inch; amd the average 
error y}pth.inch. Ав a first step, the metric equivalents 
may be added to the- English measures, and eventually the 
latter will fall ont. In this connection it is interesting 
to note that the Newcastle Local Section of the Institu- 
tion of Electrical Engineers has adopted .unanimously a 
resolution urging the Standards Committee to' prepare 
modified specifications in readiness for the adoption of the 
metric system, and to state new standards in even metric 
measurements. Now, Tyneside is one. of our principal 
engineering centres. 
= Another point of importance in this relation is the fact 
that many “ standards " are merely nominal, and might just 
as well be denoted by letters or numbers as by figured 
dimensionsgas the latter are not used in practice. Take, for 
example, the case of steel conduit ; the outside diameters are 
specified with limit gauges having tolerances varying from 
2 to 8 mils, but the inside diameters are nominal, and are 
determined by the weight, which must fall between limits 
affording a range of 10 to 18 per cent. The thicknesses of 
dielectric and lead sheathing for copper conductors are mostly 
stated in mils ; but a variation of 10 per cent. below the 
standard minimum thickness is allowed, and the thickness 
may exceed the specified value at pleasure. Similar latitude 
is met with in scores of cases in the standard specifications, 
indicating plainly that the substitution of metric units 
would not usually necessitate any modification in the actual 
sizes. The standards for the heads of small screws (Report 
No. 57) are all based on mm. and converted to mils, using 
the nearest mil. | 
Having examined many of the B.E.S. specifications, we 
have come to the conclusion that no difficulty need be 
anticipated in adapting them to the metric system, with 
practically no breach of continuity or inconvehience to 
manufacturers or users of the materials dealt with. On 
the other hand, there is undoubtedly a difficulty in con- 
nection with rolled and drawn metal sections, such as rods 
and bars, shafting, &e., of which during the transitional 
period it might be necessary to carry stocks in both 
dimensions ; these, as well as drills, would eventually have 
to be provided to even metric sizes—but in very few other 
cases would even measures be necessary. The wire and 
sheet gauges need not be altered, and their metric equiva- 
lents are already given in the tables. In this connection 
we would enter a plea that in giving equivalents in the two 
systems, the figures be confined to the necessary and sufti- 
cient limits. Fine work may be measured and wrought to 
the ten-thousandth part of an inch, and that is the extreme 
limit with hardly any exceptions ; there is never any need, 
therefore, to carry the English equivalents beyond the fifth 
place of decimals, which enables the fourth to be correctly 
defined, and it is rarely necessary to go beyond four places. 
Similarly in giving metric equivalents of English measures, 
it is sufficient to give at most three decimal places. The 


foregoing applies to small length measurements in terms of - 


inches and millimetres, but when larger sizes are in question, 
still fewer decimal places will often suffice, and when dealing 
with areas, volumes, and weights, five significant figures 
(giving a minimum accuracy of the order of one part in 
10,000) meet all practical requirements. We refer, of 
course, to workshop conditions. 

As regards the textile industries, which are usually held 
up as inveterate opponents of the metric system, we have 
already mentioned that in Manchester leading textile autho- 
rities are actively supporting the movement towards its 
adoption. Metric measures have actually been employed 
in the Department of Textile Industries of the. Bradford 
Technical College. during a term. by way of experiment, 
under Prof. A. F. Barker, Director of the Department, who 
reported that ‘were it a necessity to change from the 
various English to the metric measures, such a change 
would be made as easily as the transition from the Leeds to 
the Bradford, or Bradford to Manchester trade; in fact, 
greater changes have already been introduced into certain 
trades with little disturbance. . . . It was truly sur- 
prising how quickly one. adjusted oneself to the new con- 

a 


ditions.” In Germany last year, a committee of German 
cotton-spinning organisations, representing 96 per cent. of 
the 12,000,000 spindles in the Empire, unanimously decided 
to recommend to the. Imperial Government the introduction 


"of the metric system of numbering yarns, the present time 


being considered favourable for making the ehange. 

In conclusion, to those who are opposed to the metric 
system on the ground that they consider the English units- 
superior, we would вау : if you.asked a ** metric ". country 
to adopt our measures, what answer would you expect to 
receive? Would any such country entertain for one 
moment. such a suggestion ? ІЁ not, why ? 


[e EE 


NEW ELECTRICAL DEVICES, 


FITTINGS, 
AND PLANT. p^ 


Readers are invited to submit particulars of new or improved 
devices and apparatus, which will be published if considered of 
- - sufficient interest. 


New Electrolysers. 

The use of electrolysis for the production of sterilising liquid 
has proved highly successful during the war, on board ship and in 
hospitals and laundries, and Messrs. VINCENT ROBERTS & CoO., of 
Leeds, who have acquired much experience in this connection, 
have recently introduced improved types of apparatus designed to 
facilitate and extend the employment of electroylsed brine and sea- 
water. Their patent electrolyser, which is illustrated herewith 
(fig. 1), consists of a rectangular box of porcelain divided by the 
electrodes into a number of compartments, so arranged that the 
brine entering at the highest point at one end flows down under and 
over the electrodes until it passes out at the lower end, charged 
with hypochlorite of soda. The illustration shows a complete 
installation, comprising the brine dissolver and agitator on® strong 
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Fic. 2.—“ Reuss & ROBERTS” 
ELECTROLYSER FOR SHIP USE. 


‚ Fig. 1.—LAUNDRY 
ELECTROLYSER. | 


wooden stand, automatic supply tank, slate storage tank with 
liquor level and stone tap, and the electrolyser with its switch- 
board and accessories. Р р 

The strength of the solution, with a constant current, is regulated 
by the rate of flow of the liquid, which can be adjusted to suit 
requirements, and kept there by means of the automatic feed tank, 
which is provided with a float valve and adjustable feed valve set 
to deliver 12 gallons of brine per hour. The current required is 
8 to 10 amperes at 110 volts, and the product contains 3 gm. of 
available chlorine per litre (= 0°3 per cent.) Besides its property 
of sterilising clothing, &c., the liquid has the power of bleaching 
all vegetable fibres, without destroying the material, and dóes not 
curdle soap, but rather saves it by promoting lathering. Tests 
made by the medical officer of the L.C.C, Asylum at Bexley show 
that with the electrolysed product diluted to a strength of 0'5 per 
thousand, any fabric can be bleached and sterilised with safety and 
economy. 

Of course, the type of apparatus referred to could not be used on 
board a ship, owing to the movement of the latter ; but fig. 2 shows 
a new patent type which meets the conditions, the whole apparatus 
being suspended from above, and the connections made with 
flexible tubing, so that the process can be carried on continuously, 
independently of the ship's motion. The electrolyser itself can be 


. get at the proper inclination by moving the suspension hook 
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towards one or other end of the beam which is pivoted on it ; the 
porcelain spouts at the ends serve as pivots, as well as inlet and 
outlet, and thus enable the vessel to be inverted for cleaning. 
The automatic brine tank also has to be slung, to prevent 
interference with the action of the float contrg]ling the feed; and 
the collecting tank is slung below the rest of the apparatus, to 
prevent the 1 


' which would tend to decompose it. И | 
Wadsworth Lifts and Transporters.  . . 


- 


MEssBs. WADSWORTH & Sons, LTD., of Bolton, manufacture a- 


great variety of lifts, hoists and transporter gear, of which we 
illustrate typical examples. Wadsworth lifts are built for 
either continuous or alternating-current working, and for the 
following methods of control :-—(1) Hand-rope : (2) switch-in-car ; 
(3) semi-automatic ("up," "down" and "stop, pushes on 
landings and in car, and (4) full automatic push control from 
landings and car. ` 

The first and second systems are suitable for slow and fast speed, 
goods and. passenger work respectively ; the gemi-automatic type is 
generally used on 
light goods’ 
and occasionally for 
passenger work, 
while the complete 
automatic type is for 
passenger work. 

We illustrate a 
Wadsworth under- 
type lift machine 


exception of the 
motor, it is manu- 
factured throughout 
by the firm, as also 
a over-type machines 
1! Ui _ for similar work. 
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Ета. 3.—ELECTRIC LIFT WITH 
"OvERTYPE MACHINE. 


The lifts are fitted with.collapsible gates or hinged doors, which 
are provided with the firm's improved electromechanical lock. 

Fig. 3 shows a lift fitted with collapsible gates and with hoisting 
gear mounted above. Messrs. Wadsworth also supply a patent 
belt-driven lift in which the belt movement "on" or “ off" is 
electrically operated by a switch in the car, this arrangement 
placing the belt-driven lift on the same plane as the car-switch 
controlled electric lift. Theabsence of hand-ropes and chains is an 


Fig. 6.—FIVE ELECTRIC TRANSPORTERS AT PORT SUNLIGHT. 


obvious advantage, and the doors can be fitted with safety 
mechanism preventing starting unless the doors are closed and 
bolted. < 

Figs. 5 and 6 illustrate Wadsworth transporters in use. These 
‚аге built in sizes ranging from 3 cwt. to 80 cwt.. and for any speed, 
and can be arranged to travel any distance in a straight line. 

These transporters are rope or motor-driven, one handle con- 
trolling all motions, the handle movement corresponding to the 


iquid from being churned up in contact with air, _ 


lifts. 


in fig. 4; with the © 
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FIG. 4.—STANDARD ELE 
GEAR. 


movement required of the transporter. Two types of transporter 
carriage are supplied ; one of rigid construction, suitable for short- 
distance travel where fast speed is not really essential, and one, 
arranged with swinging pulleys, to allow of goods being picked up 
or deposited at each side of the traveller beam. The carriage is 
provided with safety catches to automatically arrest the carriage at 
each end of the travel without exerting any strain on the stop 
blocks. ` LN: mo | А 
"Messrs. Wadsworth are also makerg.of warehouse jib, cranes, 
friction hoists for eléctric or belt drive, and hand lifts. | 
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THE NEW BUFFALO POWER STATION, 


RECENT issues of the Electrical World and Power describe the 
new steam power station of the Buffalo General Electric Co., 
which has come into being through the curtailment of Niagara 
power imported into the United States from Canada. —  . 

The supply to the Buffalo Co. from Niagara sources is said 
to fall at least 95,000 н.р. below requirements. The new 
plant will provide sufficient energy to carry all peaks af pre- 
sent and to meet additional load demands for some time. The 
new station is built on the bank of the Niagara river about 
seven miles north of Buffalo, and has an initial equipment 
of three 90,000-&w. horizontal turbine sets, while а. 35,000- 
kW. set is on order for starting up early next year. The 
ultimate capacity of the station is given as 210,000 xw. Parti- 
cular interest attaches to this installation, as it hae been 
designed with a view to competing with the power now 
purchased by the company from. Niagara hydro-electric 
sources. d | 


ETE , 


Fig. 5.—TRANSPORTER IN MESSRS. 
LEVER Bros.’ WORKS. 


CTRIC LIFT 


Construction was begun in January, 1916, and the first 
turbine was in commission on November 90th of the same 


year. | 

The building is a steel frame structure, with outeide walls 
of brick, consisting of a boiler-house with overhead bunkers, 
turbine and switch houses; the foundations rest on 167 con- 
crete caissons sunk to bed rock. i" 

Coal is received by railway, and dumped into hoppers, each 
holding several car. loads, which discharse into crushers, 
which are in duplicate, and each of which feeds a bucket 
elevator for lifting the coal to a belt conveyor running above 
the coal bunkers. Two 80-in. wide belt conveyors run over 
the bunkers; the conveyor and elevator, and crusher feeding 
the latter, are provided with emergency push-button control 
at several points. 

The completed design provides for an external coal -yard 
with travelling bridge crane and a storage capacity of 60,000 
tons, which will be connected by belt conveyors with barge 
unloading hoists on а coal wharf on the river side. The over- 
head bunker capacity is 2,500 tons, fuel being spout. fed to 
the stoker hoppers below. - 

Five double-ended Babcock boilers are installed at present, 
the firing aisles being arranged across the building, so that 
both ends are accessible, with a central connecting gangway 
running the length of the building. The boilers are designed 
to supply steam at 275 lb. working pressure, with 275 deg. F. 
реге. each has 11,400 sq. ft. of heating surface, and is 
fired by two 15-retort Sanford Riley stokers, one at either 
end, the ratio of heating surface to grate area чена 96 to 1. 

The stokers are of great size, the furnace width being 
nearly 94 ft., and the combined depth 13 ft. 4 in., giving & 
total grate area of 319 sq. ft. The distance from the top of 
the grate to the front header is 10 ft. 10 ìn., and from the 
top of the grate to the rear header 6 ft. Each stoker is driven 
by a 95-H.P. Sturtevant engine through link belt chains. 
Forced draught is supplied to the stokers by three fans, each 
driven by 900-m.P..geared turbines, the air being normally 
drawn from the main generator system. 

The boiler setting walls are of firebrick, covered by rin. 
asbestos millboards and magnesia blocks 4 in. thick, the whole 


' being enclosed in airtight steel casings, with removable 
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panels. The boiler fronts are of steel plate lined with 2§-in. 
magnesia. ' | A 

When burning coal at the rate of 700 lb. per hour per 
stoker retort it is expected that each boiler will show an 
porta! evaporation of approximately 140,000 lb. of steam per 
UR. ^. s 

Each boiler is provided with a Green economiser of 9,435 
sq. ft. heating surface in 576 12-ft. tubes, designed for s 
working pressure. of 325 Ib. The economisers are arranged in 
pairs over the firing aisles of the boilers, and are cased in steel 
with asbestos heat insulation; the soot 1s withdrawn by an 
ejector system. An induced-draught fan is installed at the 
exit of each economiser, giving a static pressure of from 
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PLAN AND ELEVATION Or THE NEW BurraLo (U.S.A.) POWER STATION. 


25 in. to 1.5 in., the power required varying between 1.8 Н.Р. 
and 130 н.ь. The fans discharge into two superposed brick- 
lined steel stacks each 18 ft. in diameter inside and 185 ft. 
high above the grates. 

The make-up water for the plant is obtained from the 
Niagara River, and distilled in an evaporating plant with a 
capacity of 15 tons of distilled water per hour; the guaran- 
teed evaporation is 2.5 Ib. per ib. of steam supplied. The 
apparatus includes a feed heater, a heat exchanger, a desuper- 
heater, three evaporators, a condenser, and a special distiller 
for furnishing drinking water, with an aérating filter. | 
The use of distilled water was justified by the intention to 


run the boilers at high rates of evaporation, towards which 


absence of scale was a necessity. 
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- Curtis type running at 1,500 m.P.M. 
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own feeder-bus section for 12 feeders. 


The three turbines are of the single-cylinder horizontal 
he steam guarantees 
were: at 7,500 Kw., 11.85 ib. per unit; 10,000 Kw., 11.05 1Ь.; 
15,000 xw., 10.95 lb.; and 20,000 xw., 10.60 ]b.; the turbine 
rated capacity per sq. ft. of floor area is 24 kw. 

. Three 300-kw. exciters are installed, each coupled to an 
induction motor and steam turbine, the governing of the 
latter being so arranged that the turbine will pick up the load 
if the motor fails. The main turbines exhaust into 33,00€ 
sq. ft. Westinghouse condensers, each of which has two 


` 95,000-gal. centrifugal pumps driven by geared turbines, two 


turbine-driven hot well pumps, and one double Le Blanc 
dry-vacuum pump, also turbine driven. The condensate from 
the turbines is delivered to three 10,000-H.P. 
Cochrane horizontal heaters, which use the 
| exhaust steam from auxiliaries, enough of 

which are run non-condensing to supp y the 
necessary steam to give a normal water 
temperature of 160 deg. F., which is best 
suited for the economisers. 

The exhausts are those from the turbines 
driving exciters and forced draught fans; 
boiler feed, low service, hot well, condenser 
water circulating and air removal pumps, 
which are, of course, free from oil, also the 
exhaust from the stoker engines, which is 
passed through an oil filter. The drips from 
the high-pressure steam piping and conden- 
sation from the station steam heating 
system are also led to the heaters, and 
should the water level in the latter fall 
below a fixed point, distilled water is 
allowed to enter through a float valve, while 
in emergency raw river water can be in- 
troduced. 

Three 1,000-gal. per min. three-stage 
pumps driven by turbines force the feed 
water either direct or through economisers 
to the boilers, which it enters at 270 deg. F., 
the amount of water being automatically 
governed by apparatus controlled by the 
: rise and fall of steam pressure in the pipe 
{ lines. Duplicate steel steam and feed pipe 
lines are installed, with cast steel fittings, 
‚ valves, &c. The condensers are spring sup- 
porter, with no expansion joint between 
' condenser and turbine; but rubber expan- 
sion tubes are provided in all water con- 
‚ nections, &c., to the condenser. The stokers 
are provided with electric tachometers hav- 
ing two scales, showing speed of shafting 
' and pounds of fuel per hour; stoker air 
' pressure is also indicated, and recorders are 
; installed for feed and flue gas tempera- 
tures and CO,. | 

A 10-їп. low pressure connection is pro- 
vided on each main turbine to take surplus 
exhaust steam from the auxiliaries beyond 
that qued for water heating. Solenoid- 
operated trips are connected with the main. 
throttle, auxiliary throttle and vacuum 
breaker of each unit, so that the opening of 
the main generator circuit simultaneously 
shuts off all steam from the machine and 
destroys the vacuum. 

The complete permanent testing plant is a 
feature of the station; a rotating dry 
. vacuum pump is installed to allow of tests 
on the main condensers, which are operated 
with hydraulic dry vacuum pumps, and a 
gasometer to allow of volumetric tests being 
made. The testing plant for the station auxi- 
liaries includes a 1,400 sq. ft. surface con- 
denser, with a weir for measuring condens- 
ate, &c. An automatic coal sampline plant 
is installed in the coal elevator tower with 
a crusher, for each elevator. / 

The three alternators are each two-pole self- 
ventilating machines rated at 22,222 K.V.A., 
supplying three-phase, 25-cycle current at, 
19.000 volts direct to the bus-bars and out- 
going lines. The electrical bay extends the 
entire length of the building, and has six 
floors containing the main switchboard 
equipment, of which a feature is the provi- 
sion for a great number of outgoing feeders. 

Each generator is connected through disconnecting and non- 
automatic oil switches to a reactor bus, and from the latter 
through 2 per cent. synchronising reactors and oil switches to. 
a common synchronising bus, also through 5 per cent. gene- 
rator reactors and non-automatic selector oil switches to sec- 
tionalised feeder buses in duplicate, one generator having its 
ach feeder has an 
automatic oil switch, and provision is made for feeder re- 
actors. A length of 45 ft. per generating unit 18 provided in 
the electrical bay, and is separated by concrete walls from 
adjoining spaces. The neutral connection of the Y-wound. 
generators is grounded through an oil switch and 5-ohm resist- 
ance. The generator leads are varnished cambric insulated, 
carried in concrete-cased fibre duct; and connected to strap- 
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copper buses, all main conductors beyond being of strap- 
copper separated by barriers. The main control board is of 
the Westinghouse vertical panel type. Direct current for oil 
switch operation and emergency service is supplied by a 60- 
cell battery of 900 amp. rating for one hour. 

The late Mr. Henry G. Stott was the consulting engineer, 
and the Stone & Webster Construction Co. were the designers 
and construetors, under his direction, of this plant. 


WAR ITEMS. 


Power Station Volunteers.—At Philadelphia (Co. Dur- 
ham), a power station platoon is being formed in connection 
with the County Volunteer Regiment. 


Exports to Liberia.—The “ London Gazette ° for March 
16th contains a lengthy list of persons and bodies to whom 
exports to Liberia may be consigned. | 


Trading with the Enemy.—The “© London Gazette ” for 
March 16th contains additions to, and corrections in, the lists 
of persons and bodies with whom trading is prohibited in 
Argentina and Uruguay, Bolivia, Brazil, Chile, Netherlands, 
Norway, Spain, Venezuela, &c. 


Loans for New Works.—The Local Government Board 
explain that, by arrangement with the Treasury, they cannot 
sanction loans for new works except those of pressing neces- 
sity either for reasons of public health or on account of war 
requirements.—Times. 


Station Staff Separation Allowances.—The Shoreditch 
B.C. Electric Lighting Committee has reported that the rate 
of Government separation allowances payable to wives and 
families of men serving with H.M. Naval and Military Forces 
_ having recently been increased in view of the additional cost 

of living, the question has arisen as to whether, in cases 
where the increased, separation allowance is received by de- 
pendents of officers and men in the Council's employ, the 
Council's allowance should be correspondingly reduced. The 
Committee recognises that the increase in the allowances has 
been made solely on account of the increased cost of living, 
and recommends that, notwithstanding uny increase in separa- 
tion allowances in consequence of increased cost of living, the 
Council's present allowances to wives of men on active ser- 
vice be continued in all cases at the rates now being paid. 


Restriction of Electrical Imports.—We learn from the 
-Journal of the Tramways and Light Railways Association that 
the Board of Trade requested the B.E.A.M.A. to collect in 


detail and without loss of time the essential requirements. 


for the home trade of the following electrical accessories for 
twelve months ahead :— 
Bells (electric) and relays for same, 
Adaptors for lampholders. 
Fans (electric) and parts thereof. 
Lampholders (with and without switches), 
Electric lighting accessories, porcelain with metal fitinents. 
Cut-outs, round and oblong. 
Ceiling roses, two-plate. 
Counterweights, pulleys and rings. 
Wall switches, tumbler and rotary. 
Reflectors, metal and glass. 


Rrass and copper coniponent parts for electric. lighting accessories, 

Electro-medical apparatus or material, 

‘Telephone relays. 

The secretary of the B.E.A.M.A. wrote to secretaries of 
the Tramways and Light Railways Association. and of the 
Municipal Tramways Association, under date January 19th, 
1917, stating: ‘‘In order that your members may not ex- 
perienoe undue inconvenience through shortage. it is essen- 
-tial that they should provide this information as quickly and 
accurately as possible.” | 


Birmingham Electrical Engineers Volunteers.— hc ser- 


vices of the Birmingham Electrical Engineers (V.), attached 
to the Royal Naval Volunteer Reserve, are highly appreciated 
by the Admiralty, and their usefulness is fully recognised. 
Probably engineers throughout the.country will be interested 
to know what the Corps is doing. Recruits are drawn from 
the following skilled trades: Turners and fitters (with ex- 
perience in screw-cutting), electrical instrument makers and 
repairers, wiremen (with experience in turning and fitting), 
armature winders, coppersmiths, acetylene welders, black- 
smiths, moulders (metal), carpenters and joiners, and mecha- 
nical draughtsmen. They are sent to depot ships, where they 
are engaged in experimental and constructional work. Fifteen 
months ago the Corps made arrangements with the Admiralty 
whereby members were accepted for periods of temporary 
service, and the scheme was started by 10 Volunteers being 
sent to H.M.S. Vernon at Portsmouth. The numbers gradu- 
ally increased, and the Admiralty was so pleased with the 
-work done that it opened two more depot ships—H.M.S. 
Defiance, at Devonport, and H.M.S. Actaeon, at Sheerness— 
to Birmingham recruits. Seventy Birmingham men are now 
on board these three depót ships, but altogether 170 men from 
the Corps have served varying periods since Jannary, -1916. 
Recruits skilled in the above trades are still needed urgently, 


and they can enrol either for continuous service or for ser- 
vice at regular intervals for not less than two weeks at a 
time. ‘The pay for temporary periods of service is 175. 6d. 
per week, with food and uniform, and for those who enrol 
for continuous service separation allowances will be avail- 
able. Travelling expenses are paid by the Admiralty. The 
Corps provides a splendid opportunity for those who wish to 
do their duty to the country, but who are under or over mili- 
{агу ave, are physically unfit for military service, are dis- 
charged from the Army as unfit, or have been badged by tho 
Ministry of Munitions. In the latter case the men may servo 
iu periods, but they must obtain their employer's written 
permission to do so. 

Mr. David Shanks, J.P., is Commanding Officer, and Mr. 
S. Thos. Pemberton, A.M.LE.E.. is Company Commander 
and Adjutant. Full particulars of the movement can be ob- 
tained from the latter at 5, Church Street, Birmingham. 


Exemption Applications.—^t the Shoreditch Tribunal, 
Mr. R. id Jacobs, aged 30 years, of 94, Leonard Street, E.C., 
electric. pocket-lamp manufacturer, came under review under 
the new Order, being under 31 years of age. He said he had 
been in the trade some time, but started this business in July, 
1915, with the patriotic motive of trying to capture the German 
trade in these things. Mr. Harwood said he wished to point 
out that he started 12 months after the war. Captain Fisher 
caid it was clear that that wag the time when the electric 
pocket flashlamp came so much ito use. In reply to Mr. Har- 
wood, Mr. Jacobs said he got his machinery from America. He 
employed from 60 to 65 hands, but of these only four were 
males, two men and two boys. When he got the full amount 
of machinerv he required he would be employing 100 per. 
«ns. The demand was now much greater than it had ever 
heen before. His brother, who was three years older than 
himself, had gone, and he was the only one left who could 
carry on the business. The Tribunal decided that it was a 
very necessary and prosperous business, and allowed another 
six months’ exemption, : 
At Batley Tribunal, Mr. S. D. Jones, of the Corporation 
electricity. department, applied on behalf of 14 men at the 
works. It transpired that one or two of the men were leaving 
and getting work elsewhere. The Chairman of the Tribunal 
questioned whether they had any right to do so, and Mr. 
Jones replied that the electricity works of Batley was not 
a certified or controlled place. They supplied power to muni- 
tion works, but the Munitions Department would not give 
them a certificate as a controlled undertaking. A member 
of the Tribunal remarked that men between 16 and 61 were 
not allowed now to change situations without permission of 
the Director of National Service, and the Chairman added : 
“If anybody is retained, it should be in a place like yours. : 
Mr. Jones said he had lost his chief assistant, who had gone 
away with the permission of the Council, and he had adver- 
tised and could not get a man to fill the position. The Mil- 
tary Representative said these men who were leaving would 
have to be follewed up. Mr. Jones eaid he could not spare 
В. Greenwood (19), single, the junior engineer, as there wae 
nobody to replace him. He was competent to take charge of 
machinery in the absence of the chief engineer. The Tribunal 
thought so young a man ought to be spared. Eventually the 
following were the decisions :—Conditional exemption, 
Brown. 35, single, stoker; A. Reid. 41, married, engine fitter ; 
J. D. Moslev, 40, married, cable jointer; 5. Wadsworth, 36, 
married, stoker. Temporary exemption to Мау 15th: H. 
Hesling. 30. married, engine driver; P. M. Maxwell, 31, 
single. mains superintendent; F. Crossland, 37, married, 
jointer’s mate. Grace to May 1st: R. J. Greenwood, junior 
engineer; A. Russling, 23, single, station superintendent. Dis- 


. allowed, without grace: J. Ainscough, 36. married. shift engi- 


neer: Ї. Gill, 30, married, labourer. Adjourned for medical 
examination : S. J. Kench. 96, single, clerk; J. Allerton, 39, 


“quarried, general labourer; J. Monoghan, 33, married. 


At Faversham. the Corporation appealed for W. Т. Lloyd 
(29). engine driver and switchboard attendant at the elec- 
tricity works, and H. J. Gregory (23). switchboard attendant. 
The Military Representative asserted that there had been 
sufficient time to get substitutes or to train men for the work. 
but the electrical engineer (Mr. Sommerville) replied that 
when he consulted the Labour Exchange there was not a man 
available. A final two months was granted in each case to 


' give an opportunity to train other men: 


At Folkestone, 12 emplovés were appealed for by the Elec- 
tric Light Co., and conditional exemption was granted to the 
engineer-in-charge of the power house, two fitters, & com- 
mercial and analytical clerk, a stoker, and з confidential 
clerk. The others were exempted unless and until substitutes 
could be found. m | 

At Hastings, the Corporation electricity department claimed 
the retention, as being indispensable to the running of the 


works, of E. A. Down (18, in B 1). junior engineer, and J. 


` C. Francis (18. B 1), apprentice in the meter test room. Mr. 


R. F. Ferguson said that the works were run with a staff 
down to the absolute limit, and men capable of doing the 
work could not be got. Two montbs were allowed in each 


At Oxford, the Military appealed against exemption granted 
last Mav to W. G. Payne (29), electric fitter and wireman 
with Messrs. Hill. Upton & Co.. electrical engineers. For 
the finn it was stated that Payna was engaged nearly the 
whole of his time on Government contracts, and often for 
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seven days & week. He was the only skilled man on the 
present work of installing the electric light at Christ Church, 
and at Pembroke, for the Royal Flying Corps, and when 
that was finished he had other military work at the base 
hespital and New College. Out of 94 men, the firm had only 
four left, and they had 11 female employés. 
said that the man's qualifications would make him useful in 
the Army. The certificate was withdrawn, with a month's 
grace. 

At Gloucester, the Corporation electricity department ap- 
pealed foi two tramway motormen. It was stated that there 
was а considerable shortage of motor men, and that it was 
in possible to obtain candidates for instruction. The Military 
contended that both men could be spared if the Westgate 
Street route was again closed down. One of the men was 
conditionally exempted, and the other appeal was refused, 

At Bexhill-on-Sea, the Corporation applied for exemption 
for two shift engineers at the electricity works, aged respec- 
tively 21 and 22. Mr. Frost stated that suhetitntes had been 
advertised for, and out of three applicants only one was of 
use to them. A woman, he added, would be no good. The 
appeals were respited for a month for substitution. 

The Military applied, at Reigate, for a review of exemp- 
tion held by R. Partridge (34), electrician, with Messrs. 
Tamplin & Makovski, electrical engineers. Mr. Makovski 
said that Partridge was his principal outdoor man, and they 
had a large amount of Government and public work on hand. 
He told the Tribunal that last May one of his emplovés was 
called up, but he was sent back and told to wait. He hung 
about until November, and he then got his Trade Union to 
get him badged. He was now with a competitive firm hang- 
ing lights at Holborn, work which his own firm should have 
done. The Tribunal cancelled the certificate, and gave tem- 
porary exemption until June 13th. ; | 

At Aldershot, on March 12th, a review was made of the 
case of F. Woodley (97), electrical engineer, with Messrs. 
Burch & Vertue. It was claimed by the firm that he was 
engaged entirely upon electrical work in the Aldershot Com- 
mand, and that he was doing National Service. The Chair- 
man (Mr. W. T. Robertson, J.P.) said that if the man’s ser- 
vices were so valuable to the military. it was up to the mili- 
tary to find a man to do the work. The exemption was with- 
drawn. 

At Stratford-on-Avon, an appeal was made by J. Clifford 
(27), formerly an electrical turbine worker at the works of 
the British Thomson-Houston Co., Ltd., at Rugby. It ap- 
peared that he left when de-badged, and recently was given 
14 days in which to obtain work of national importance, the 
idea being that he could get reinstated at Rugby, in which 
case he would be given exemption. It was stated that the 
B.T.H. Co. were willing to reinstate Clifford, providing the 
Tribunal granted exemption. This was conceded, but the 
Military threatened an appeal. E 

Before the Dartford Rural Tribunal. the Military appealed 
against exemption held by F. W. Montgomery, electrician 
with the Wallpaper Co., on the ground that he was now in 
an uncertified occupation. The firm urged that *+ ~-e most 
. important that a competent man should be in charge of their 
large plant, as two men had been electrocuted. It trans- 
pired that, by arrangement, the firm had released all men 
who could be spared, and the Tribunal dismissed the appeal. 

The British Mechanical Electric Vehicles, Ltd., applied 
at Southport Tribunal for exemption for J. E. Stott, 
Group 40, passed Bl, manager and designer of electric 
frucks. A director of the firm said their's was the 
firs& British. company of that kind, and the Ministry of Muni- 
tions had given them permission to manufacture these trucks 
for railway and shipping companies. There were some 3,300 
of such trucks in use in America, but under 300 in Great 
Britain, and he came. from Australia to start the industry in 
England. Exemption to April 16th granted. | 

Mr. A. S. Black, Corporation electrical engineer, appealed 
at Southport, on Friday, for W. Johnson, nearly 41. a skilled 
man engaged in the maintenance of consumers' installations; 
J. Hesketh, storekeeper, C2, and R. A. Twist, meter tester, 
D9. The appeal for Twist was refused, and others were 
given exemption to June Ist. 


‘THE “PRINCIPLES INVOLVED IN COMPUTING 
THE DEPRECIATION OF PLANT. 


On March 12th Messrs. Gill and Cook's paper was read and 
discussed before the Newcastle Loca SECTION of the InstitTv- 
TION OF ELECTRICAL ENGINEERS. 

Mr. GiLL, in introducing the paper, said its object was to 

. arrive at a solution of the principles by which the cost of 
depreciation could be:arrived at. They were, at the moment. 
- concerned with the ascertainment of depreciation, and not 
how it was to be met. It was an actual cost, and there 
should be some common method of arriving at it. 

Mr. F. G. C. Batpwin thought the paper solved many of 
the difficulties that had confronted them for several vears. 
He was especially pleased to see it stated that depreciation 
affected the Ycsrzn of plants There was a general tendenty 


Captain Fox. 


= 


amongst those who controlled capital to look first to capital 
cost and then to charges. He agreed that it might be advan- 
tageous to spend extra capital +- -^4"»^e annual charges. Too 
often that was disregarded. Engineers should be a little 
more interested in the financial aspect of the business than 
at present. 

Mr. TunNBULL referred to the Telephone Arbitration, and 
pointed out that in that case the “ straight-line ° method of 
deprecation was accepted. Не also referred to the wav the 
railway companies had treated the question, and asked Mr. 
Gill's opinion in regard to ‘‘ negative ' depreciation. In the 
case of the adoption of the sinking-fund metbod, he thought 
some allowance should be made in the early years of an 
undertaking. 

Mr. A. C. Hovey, speaking from a gas engineer's point of 
view, thought there should be greater co-operation between 
the accountancy and the encineering departments. He men- 
tioned that large gas undertakings, on going to Parliament 
for new powers, were being severely dealt with, especially in 
respect of anvthing they asked for in regard to improved 
methods of finance. In some cases the renewals funds had 
been struck out, and would not be allowed in future. They 
were very necessary and important funds, and it seemed а 
great pity they should have been done away with. 

Mr. BEARD said he thought the sinking-fund method must 
be the right one; he was of opinion, however, that there 
might be some difficulty in arriving at the “life” of some 
plant. He did not see how the economie life of plant could 
be estimated; also, the amount to be put to depreciation fluc- 
tuated year by year, and by altering it thev were able to 
keep the rate of interest more uniform, paying more to depre- 
clation one year and less the next. 

Mr. NICHOLSON commented on one of the “ eccentinl condi- 
tions" in the paper, that the plant should be charged 
with a yearly sum sufficient, inter alia, to provide the money 
to enable the company to take advantage of improvements, 
and take out of commission, when desirable, plant which 
still had some years of life left in it, and questioned the effect 
of the operation on the sinking fund. 

Mr. GILL, in reply, said that while there was difficulty in 
estimating the hfe of plant, it was not more difficult than 
to estimate the life of a person; and yet insurance societies 
throve on the latter. In the case of plant upon which money 
had to be spent to bring it into cominission, the cost should 
be charged to revenue. Ав to the engineer’s knowledge of 
finance, it seemed to him that the engineer oifght to en- 
deavour to appreciate his responsibility in regard to finance 
more. It was he who ultimately selected the plant, and the 
plant was put down on his calculations and estimate, and the 
engineer, in putting down the plant, practically settled the 
dividend; therefore the dividend was fixed, depreciation was 
really fixed because it depended on the kind of plant put 
down, and the operating costs were fixed. If the engineer 
was going to do his duty he must take up the question of 
finance. As to the suggestion that some allowance might 


‘ 


- be made in the early days of an undertaking, some such 


course was often pursued, but it hardly touched the principle 
of the paper. The way to do was properly to estimate the 
depreciation, and then carry it forward as a debit. | 


REVIEWS. 


The Emission of Electricity from Hot Bodies. By Prof. О. W. 
RrcHARDSON, F.R.S. London: Longmans, Green & Co. 
Price 9s. net. 


. This work is one of the monographs on physics edited con- 
jointly by Sir J. J. Thomson and Prof. Horton. In its 800 
pages it gives a very complete account of what is known at 
present on the emission of electricity from hot ies, в 
subject which has of late years received much attention, and 
which is making wonderful progress. There are many diff- 
culties encountered in its investigation, and the author states 
that the absence of a satisfactory and comprehensive theory 
of conduction for conductors of the metallic type, and the 
interpretation of the facts bearing on the true nature of the 
contact potential differenee between metals are not the least. 
Then there are experimental troubles of various kinds, and 
the difficulties of the correct recognition of results. i 
Prof. Richardson puts the electronic theory of conduction 
and its inference with regard to electronic emission in a sac- 
cinct and convincing way. He savs: “ According to theory. 
the conductivity of metals arises from the presence in them 
of an atmosphere of electrons. These are supposed to be in 
violent motion, like the molecules of & gas according to the 
kinetic theory of gases. The effect of an applied electric field 
is to superpose on the haphazard heat motion of these elec- 
trons a definite average velocity of drift in the direction of 
the electric potential gradient. This drifting of the electrons 
constitutes the electric current. The energy of the heat 
motion of these internal ‘free electrons, as they are often 
called, will increase with rising temperature; and one might 
expect that at sufficiently high temperatures this energy 
would be great enough to carry them out through the sur- 
face of the hot body. From this stondpoint, the escape of 
negative electricity from hot Bodies is closely hnalogous to 


 ——-—-—-—————-—-—-—-—----тЕтЕҥт-ЕЕЕ----ҤЕ- --.....::::: : Ө . ——:::——----—„—„———_ 


Vol. 80. No. 2052, Marca 23, 1911] THE ELECTRICAL REVIEW. 


921 


enn S ————————— ÁO 


the escape of the molecules of a vapour from a solid or liquid 
during evaporation. 
electricity." | 

In the first chapter the author discusses considerations of 
з general character, and gives a historical review of the sub- 
Ject. Elster and Geitels' investigations of the 'eighties of last 
century are gone into. Then the theory of ions, the pro- 
perties of the gases drawn away from the neighbourhood of 
Incandescent bodies, the specific charge of the ions, general 
experimental methods, relation between the currents and 
clectromotive force and gas pressure, and the electron theory 
are discussed in turn with a view to a better appreciation of 
the more detailed work which follows. 

Some idea of the difficulties involved in the investigation of 
electronic emission can be glimpsed bv the fact of the exist- 
ence of the two schools of thought with regard to the magni- 
. tude of contact difference of potential between metals whose 
surfaces are free from gas and in a good vacunm. One school 
has it that these differences are accounted for by chemical 
action between metals and the surrounding atmosphere, and 
the other looks upon them | 
metals affected. Most of those who have experimented have 
up to recently favoured the chemical theorv. But in 1919 
the author showed that in all experiments hitherto performed 
secondary actions occurred which enabled the resulta to be 
explained on the intrinsic theory just as well ав on the chemi- 
cal. And, moreover, a lot of new evidence has lately come to 
band which actually favours the intrinsic theory. 

There is a long and comprehensive chapter on the tempera- 
ture variation of electronic emission. The author and many 
others have experimented in this field, and although there is 
much difference of opinion in the final interpretation of the 
experimental results, there is none as to the fact of the 
general character of the variation of the rate of emission of 
the electrons by various hot bodies with temperature. In all 
cases experimenters have found that, under stable conditions. 
the rate of emission of electrons increases extremelv rapidly 
with increase of temperature. Towards the end of tho 
chapter there are a few pages on the emission of electrons 
from various compounds, and on photoelectric emission. Be- 
cause with the high rise of temperature all substances give out 
light, an emission of electrons from hot bodies owing to the 
action of licht occurs. even when there is no external source 
of light illuminating them. The author calls this the auto- 
photoelectric effect. Hence, it is of the utmost imvortance to 
settle whether thermionic emission is due to photoelectric 
action or not, and the investigation is very troublesome. The 
author states that all the indications available point to the 
conclusion that the autophotoelectric currents are smaller 
than the observed thermionic currents, although an absolute 
verdict is impossible at present. 

There is much interesting work on the effect of "ases on 
the emission of electrons, the cases considered being the emis- 
sion from platinum in an atmosphere of hvdrogen. and the 
effects of various gases on the emission from tungsten: then 
there is a discussion on the relative importance of various 
factors in causing emission. and an analysis of the chief 
causes of confusion. The chief factors are: (1) the escape of 
electrons owing to the purely thermal increase of their 
kinetic energy, (9|,the liheration of electrons as one of the 
products of chemical action, and (3) the complete photo- 
electric emission. The relative claims of purelv thermal 
effect and of chemical action are dealt with at some length. 
The question is most involved. The author details experi- 
ments he has made on tuncsten, and gives it as his con- 
sidered judgment that thev definitely exclude chemical action 
as the cause of the emission from this substance. This is sup- 
» ported by the results of Tangmuir. who finds that with tan- 
talum, molybdenum, carbon, and platinum, as well ак tung- 
sten, the emission is increased with progressive elimination 
of gaseous contamination and correspondin« freedom from 
lability to chemical action. 

Chapter V deals with the energetics of electron emission, 
involving the kinetic enerav. of the emitted electrons, latent 
thermal effects, and heat liberated during electron absorption. 

Other subjecta dealt with are the emission of positive ions 
by hot metals, the effect of gases on the liheration of positive 
lons bv hot metals, and the emission of ions by heated salta. 

In the last chapter, the author has included a short account 
of the results of some experiments he has recently made on 
the electrons liberated by chemical action. Part of the cost 
of this investigation was defrayed by a Government grant 
through the Royal Society. — 

There is no doubt whatever that the work under review ia 
a valuable addition to the literature of the subject. It gives 
a most comprehensive statement of what has been so far 
accomplished; it states the. results of investigation of many 
workers of the past; and it brings up experimental research 
to practically the present moment. The author has a pleasant 
habit of being able to summarise where necessary, and to 
expand where necessary. His judgment is always keen. 


. Electrical Measurements and ‘Testing: Direct and Alternating 
Current. By Ceser L. Dawes. New York, U.S.A.: 
John Wiley & Sons. Price $s. net. 


The Wiley “ Technical Series” includes a loose-leaf labora- 
tory manual, and this series of 40 sheets comprises the sec- 


tron ор testing. Bach sheet gives detsiled experi- 


as the intrinsic properties of the: 


It is, in fact, a kind of evaporation of : 


- 


mental instructions as to the apparatus to be used and the 
procedure to be adopted, and concludes by putting a number 
of questions relevant to the experiment performed. Occa- 
sional notes and cautions are included to prevent beginners 
falling into the usual errors, and most of the sheets give 
clear and workmanlike directions which, if followed, would 
lead to satisfactory results. Clearly-drawn diagrams are used 
to illustrate the text, and in most cases these would suffice 
to ensure that suitable instruments were used and correct 
connections made. ` 

The most important experiments described are those which 
deal with such essentially practical questions as potential drop 
1n feeders, commercial potentiometers, operation of the 
various types of D.C. and А.С. generators and motors, trans- 
former connections, and the operating characteristics of 
rotary converters. Some elementary sections are devoted to 
connections for batteries, bells, gas lighters, &c., but the 
majority. of the sheets deal with real ‘electrical engineering 
problems. 

The method of numbering the sheets appears to be unduly 
complicated, and, although there is much that is useful and 
satisfactory, it is probable that most electrical engineering 
laboratories possess similar sets of instruction sheets, and will 
not be tempted to adopt Mr. Dawes’s methods in preference 
to their own. 

The experiments have apparently been. chosen to illustrate 
Timbie's ** Electrical Measurements in Alternating and Direct 
Current," and Karapetoff's ‘‘ Elementary Electrical Testing "' 
—lwo books which are common enough in the States, but 
seldom seen in this country. It is, therefore, very likely that. 
whereas Mr. Dawes's students at Harvard will ''enthuse " 
over this manual, it will attract little attention, and less sale, 
or this side of the Atlantic.—P. H. S. K. 


BUSINESS NOTES. | 


Patents and Alien Enemies.—Application has been 
made by Messrs. EDWARD BENNIS & Co.. LTD., to the Board of 
Trade to avoid or suspend Patent No. 5,041/13, granted to L. & C. 
Steinmuller, for travelling grates for furnaces. 


"Trade Announcements.—MeEssrs. SIMPLEX CONDUITS, 
Lrp., of Birmingham, have recently enlarged the accommo- 
dation at their showrooms and warehouses at 118-117, Charing 
Cross Road, to give the trade an improved “Simplex Service " 
in London and the South of England. The warehouse on the 
basement will continue to carry the stores of conduits and 


'fittings, and on the ground floor the showrooms are being 


extended as time and convenience permit. On the first floor 
of the building there will be the offices of Mr. L. M. Waterhouse, 
the managing director. of Mr. Bennett, the London and South of 
England manager, and of the general office staff of the London 
sales department. On the second floor there will be a trade counter 
for accessories, such as electric light fittings, heating and cooking 
apparatus, lamps, and cables. Stocks are warehoused on the upper 
floors. | 

Messrs. JOHN Moores & Co., New Bailey Street, Salford, have 
removed to Brougham Street Works, Blackfriars Road, Salford. 


Dissolutions and Liqnidations.—ANcHOoR ELECTRIC Co., 
Ltp.—This company is winding up voluntarily, with Mr. T. T. 
Rankin, of Anchor Electric Works, Chadwell Heath, Essex, as 
liquidator. Meeting of creditors March 30th, at 5, Lincoln's Inn: 
Fields, W.C. 

COVENTRY MAGNETO REPAIRING CO., 9А, Fleet Street, Coventry. 
—Messrs. W. V. Wakefield & C. F. H. Foster have dissolved 


partership. 

‘Condensing Plant.—THE MinRLEES Watson Co., Lrp., 
Glasgow, have recently received ordeys for 69 sets of condensers, 
practically all for war-service work, aggregating approximately 
1,400,000 1b. steam duty per hour. 


Catalogues and Lists.—Mrssns. Dick, KERR & Co., 
LTD., Abchurch Yard, Cannon Street, London, E.C.—Card giving 
prices of Britannia drawn-wire lamps. 

Messrs. BRAYSHAW FURNACES AND TOOLS, LTD. Mulberry 
Street, Hulme, Manchester.— Illustrated circular showing several 
views of furnace installations supplied by them. In their new 
demonstration room at the works they have put down their latest 
types of furnaces for the heat-treatment and annealing of steel, 
the melting of metal, &c. | 

SWEDISH GENERAL ELECTRIC, LTD., 5, Chancery Lane, London, 
W.C.—Current Stock List No. 10, giving particulars of electric 
motors, from { to 50 H.P., that they have in stock. 

BRITISH THOMSON-HOUsSTON Co., LTD., 77, Upper Thames 
Street. London. E.C.—Handbook No. 2 in the company’s series of 
incandescent electric lamp handbooks. Inthe course of its 68 pages 
it gives very full information and technical data relating to lamps 


' for battery service (20 volts and below) for automobiles, general 
“batteries, flashlight lamps and surgical lamps, and dimensional 


drawings of all lamps and the lamp cape. Electrical traders and 


' trade users can have copies of the handbook on applying to the 


company's L. and W.S. department. 

Messrs. 8. G. LEACH & Co. LTD., 26-30, Artillery Lane, 
London, E.C.—Tllustrated price list (LM 5), giving. particulers of 
portable and stationury uir Compressors. 
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Bankruptcy Proceedings.— W. D. BinkkTT, factor of 
electrical goods, Whitley Bay.--Trustee released, March 2nd. 


Book Notices.—" Journal of the Institution of Electrical 
Engineers.” Vol. LV. No. 264. March, 1917. This issue contains 
the following papers:—" Frequency Changers,” by Mr. R. 
Townend, and “Telegraph Poles in New Zealand,” by Mr. J. 
Orchiston, 


LIGHTING AND POWER NOTES. 


Barnsley.— РкорохЕр LoAN.—' The T.C. has approved 
the recommendation of the Electricity Committee to apply for per- 
mission to borrow a further £4,000 in connection with extensions 
at the electricity works. The extra expenditure, it was reported, 


had become necessary owing to the abnormal period, but the outlay 
would be justified. 


Bedford.—Piant Extenston.—The Electricity Com- 
mittee reported that the B. of T. had given its consent tothe supply 
of electricity to a works outside the borough, and that the L.G.B. 
had sanctioned the following loans without a public inquiry :-- 
Buildings, £8450: boiler house plant, steel chimneys, pumps, 
furbo-generator. engine room accessories, switchgear, and trans- 
formers, £20,711: mains, £1.502; mechanical stokers, £1,140; 
coal bunkers, £900 ; a total of £32,703. Consent has been obtained 
from the Midland and London and North-Western Railway Com- 
panies to the laying of cables across their respective bridges. 


Brighouse.— YEAR'S Мовкіхс.— Тһеге has been a gross 


profit of £1.013 on the working of the electricity undertaking for | 


the year ended March 31st, 1916. 


Bristol, —P Rick IxcREAsE.— The T.C., on the recom- 
mendation of the Electricity Committee, has increased the charges 
for electricity to general consumers, as from the last readings for 
the. current quarter, by a further 8j per cent. thus making 


altogether an advance of 334 per cent. on the scale charges for 
both light and power. ; 


Canada.—Sir Adam Beck, in giving information relating 
to the Ontario hydro-electric system for the year ending October 
slet, 1916, says that the total average H.P. used in the system was 
109,583, at ап average cost of $9.10 per H.P. The total receipts 
were $2,038,792. As rezards the Severn system, the total expenses, 
including generating, amounted to $51,438. and the revenue to 
$91.694.. —Canadian Engineer. 


Clayton.— At a special meeting of the D.C., last week, a 
letter was submitted from the Yorkshire Electric Power Co., 
intimating that March 20th was the date for hearing objections 
against the company's Bill for powers to supply certain districts, 
including Clayton, with current, and asking that, in view of the 
strong opposition of the Bradford and Halifax Corporations, the 
( е send a representative to give evidence in support of 
the Bill. 
sentative. but to send a copy of the Council's resolution agreeing to 
support the company's Bill. 


Continental.—FnaNckE.— La Société des Forces Motrices 
de la Durance is the name of a new undertaking which has recently 
been formed in Lyons (9, Rue Grolee), with a capital of £600,000. 
to establish a plant to utilise three waterfalls on the River Durance 
: inthe generation of electrical energy for lighting and power 

purposes. 

ITALY.— А Supreme Council for Public Waters has now heen 
established as the chief administrative authority in all matters con- 
nected with the development of water power in Italy. The chief 
duties of this new organisation are :—(1) to draw up a list of all 
the public waters of Italy ; (2) to examine and verify existing 
rights : (3) to discuss and decide on schemes submitted for con- 


„cessions to develop and apply public waters for use as motive power 
and in factories.— Board of Trade Journal. 


Cronton.— The electrical equipment of the Hulton Co.’s 


new collieries at Cronton, near Rainhill, is now practically com- 
pleted. . 


Cuddington.—E.L. Proposats.—The Epsom R.D.C., 
After discussing the E.L. schemes of the Wimbledon T.C. and the 
South Metropolitan Electric Tramways and Lighting Co., has 
decided to consent to the prov. order for the latter. subject to a 
sealed agreement. ‘The company proposes to supply energy to 
South Cuddington, whereas the Wimbledon Corporation could not 
supply without & guarantee, for at least two years, of 20 per cent. 
per annum on the outlay incurred. | 


Dublin.—The Electricity Supply Committee has reported 
that the estimate for the ensuing year requires no demand on the 
rates. The secretary reports that, after making allowance for the 
&mall income from temporary premises of consumers affected by the 
Rebellion of last year, the net loss to the undertaking amounted to 
£7,000. A serious item was the special amount for extra capital 
charges entailed by the calling in of one of the loans, and the 
compulsory issue of Corporation stock to meet same. 


Folkestone,— The T.C. has decided to have a permanent 
system of electric lighting installed at the Museum. 


*- 
- a 


. restricted the operations of the Department. 


It was decided, after discussion, not to send a repre- - 


India.—The Madras Administration P.W.D. Report for 
1915-16 states that, the necessity for economy owing to the war has 
As regards electrical 
schemes and works, the Coimbatore and Pykara hydro-electric 
schemes were both under consideration, the former for the supply 
of electricity to the town of Coimbatore, from the Siravani River, 
and the other for the supply to Ootacamund from the Pykara 
Falls. The latter has been held in abeyance pending some decision 
regarding the Siruvani scheme. the possibilities of which had to he 
further considered in view of the decision of the South Indian 
Railway to erect large workshops at Podanur. There are quite a 
large number of installations in progress or under consideration, 
chiefly in connection with public buildings and offices in Madras. 
During the year under notice the number of consumers increased 
from 1.777 to 2.009, and the electricity consumed from 4,704,000 
units to 5,586,609 units. With a view to meeting the increasing 
demand in Madras City, extensjons of the alternating-current 
system were projected for the suburbs of Kilpauk and Royapuram. 
but the schemes have been indefinitely hung up. owing to the 
impossihility of getting materials from England on account of 
the war. 


An accident having occurred by which a visitor was nearly 


, electrocuted at a friend's house lately, owing to a leakage of the 


electric current to a bath tap, the Mysore Government has now 
ruled that no interior wiring for power and light in Bangalore and 
Mysore shall be carried out by à contractor who is not the holder 
of a licence issued by the Electrical Department.— Indian Textile 


Journal, 
Leigh.— Messrs. Speakman have had a generating station 


huilt at their Woodend Collieries. where developments are taking 


place in connection with the opening of new mines. 


London.— PorL4R.— The interconnection of the Council's 
undertaking with that of Hackney was completed on February 12th. 
and a supply for the northern district has been taken since that 
date, materially assisting in reducing the pressure on the Poplar 
undertaking in meeting the demands of Stepney. The Stepne; 
Electricity Committee wrote expressing appreciation of the help 
the Poplar Committee had rendered during the abnormal difficulties 
which it had. and is, experiencing with regard to the steam 
supply at Limehouse. 

The electrical engineers report for the December quarter shows 
that the total units sold were 6.231,591. an increase of 218,590 
units over the corresponding quarter last year; the net surplus 
income is £4,224, a decrease of £921. The net profit from April Ist 
to December 3lst ів £7,519, as compared with £8.503. The net 
surplus estimated in March last was £5.383, and the £7.519 is due 
almost entirely to the lower coal prices actually obtained than were 
estimated for. 

The Electricity Committee has approved the &ale of two 
500-KW. Willans reciprocating sets for £2,500 ; their removal will 
make room for another large turbine generating set at a later 
date without extension of the station. The sale of these sets neces- 
sitates the provision of a new converter, and the engineer is tu 
provisionally accept a firm tender subject to sanction. 

WOOLWICH.—At the B.C. meeting last week, held to consider 
the annual estimates, the Electricity Committee reported that no 
loss is anticipated for next year, the only amount necessary to be 
raised being the approximate deficit at March 31st in respect of 
the present year—namely. £2,986. The chairman of the Finance 
Committee stated that the electricity department seemed to have 
turned the corner, and its income balanced its expenditure. 

L.C.C.—The Finance Committee recommends the Council to 
sanction the borrowing of £5,141 by the Islington B.C. for elec- 
tricity purposes ; the Council's application was for £5,499. 

WESTMINSTER.—The Contracts Committee of the Council reports 
having considered the contracts with the Charing Cross, the 
Metropolitan E.S., and the St. James's E. L. Companies for the supply 
of electrical energy to the Council's buildings. The Committee went 
into the question of the advisability of substituting gas lighting 
in the buildings now supplied with electricity. but it was decided. 
having regard to the high cost of labour and materials and tt 
circumstances generally brought about by the war, that і* 
inadvisable to pursue the question further at the present ’ 
the three contracts are therefore to be continued. 

ST. PANCRAs.—It has been agreed to remove the two old Ba 
hoilers at the destructor works when the new Niclausse boi. 
the electricity works is installed. The Finance Comn 
anticipates that the profit from the electricity department foi 
year ending March 31st will be upwards of £10,000. 


Monaskweven (Co. Kildare).—E.L. Scoeme.—aA pu 
meeting has taken the initial steps to provide electric lighting 
the town, a scheme submitted by Mr. Griffiths. electrical engin: 
being approved. Mr. Griffiths has already obtained the Com. 
Council's permission for the erection of the necessary poles. 


Morecambe.—PRoPosED Loax.— The T.C. has agreed to 
apply for sanction to borrow £6,000 for the extension of the elec- 
tricity works after the war. 


Newcastle-under-Lyme. — FEMALE LABOUR. — As an 
outcome of suggestions made at the Tribunal, the T.C. has referred 
to the chairman of the Electricity Committee and the electrical 
engineer, with power to act. the question of introducing female 
labour at the electricity works. C03 


New Zealand.—HYDRO-ELECTRIC SCHEMES FOR TBE 
NORTH IsLAND.—The Minister of Public Works states that investi- 
cations are being made in connection with proposals to instal! 
hydro-electric power in the North Island, It is thought that threc 
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generating stations will be necessary, on account of the large and 
rough area over which it would be essential to run transmission 
wires. Surveys are being made in the Auckland district for the 
purpose of harnessing the Waikato River; the other two stations 
will probably be located in the Manawatu and Waikaremoano dis- 
tricts. It is also stated that, at a conference held recently of about 
a dozen local bodies in the Auckland district. including the North 
Shore boroughs, it was unanimously decided to urge the Govern- 
ment to provide hydro-electric power in the Province of Auckland, 
owing to its substantial increase of population and rapid develop- 
ment. It is estimated that if an up-to-date scheme, costing from 
£200,000 to £300,000, were introduced, a saving of no less than 
£50,000 a year could be effected in Auckland and suburbs.— Bourd 
of Trade Journal. 


Rotherham.—PRoroskp New Power Sration.—The 
Council has decided to make application to the L.G.B. for sanction 
to borrow £400,000 for the erection and equipment ud ъ new 
power station, 


Surbiton.— Prick INcREAsE.—Subject to the venti 

engineer, Sir John Snell, being satisfied that the existing conditions 
justify an alteration. the D.C. has decided to increase the maximum 
charge for electricity supplied im the district from 7d. to 8d. per unit. 


Swansea. lhe electrical engineer reports that the 
approximate cost of the necessary cable, &c., for the supply to the 
new pumping station of the waterworks department at Cwmbwrla 
would be # 1.200, of which the waterworks department has agreed 
to pay 7 per cent. per annum, or 20 per cent. of the capital outlay. 
hy way of payment for energy consumed. The electrical engineer 
suggests that the charge should be 144. per unit. varying on a 
sliding scale agreed upon. the actual amount depending on Le 
load factor of the plant. 


Taunton, —PRic* INcREASE.— The T.C. has decided to 
increase the charges for electricity by a further 84 per cent., 
making altogether an advance of 334 per cent., on the scale charges 
for both lighting and power. 


Worcester.— he city electrical engineer has recently 
pointed out the necessity of increasing the boiler plant. and advised 
the installation of a new boiler, at a cost of £4,350, which would 
result in a considerable annual saving and facilitate the work of 
cleaning the existing boilers. The Electricity Committce decided 
to postpone the matter, but the Council has referred the question 
back for further consideration. , 

The Electricity Committee recoinmends that the price of elec- 
tricity for lighting be increased frqm 44d. to 5d. per unit, and that 
it be made obligatory on oonsumers on the rateable assessment 
tariff to put in a heating or cooking device capable of consuminy 
one or two units per hour, according as the rateable value is below 
or above £30. 


Weymouth.—l,o4N Sanerion.—The L.G.B.. has given 
the T.C. permission to borrow £5,560 for cables, and £1,050 for 
switchgear and boosters. 


| ерни —MÓ— 


TRAMWAY and RAILWAY NOTES. 


Atherton.—The* South Lancashire Tramw ays Co. has 


applied to the U.D.C. for consent to take up the rails іп Bay Lane, 
and the Council has decided to consider the matter at its next 
mecting. 


Dublin, — Messrs. John J. Blanes and John O'Connor, 
M.P.'s, have joined in the representations that are being made to 
the B. of T. for the taking over by the State of the Dublin and 
Lucan Electric Railway, and Sir A. Stanley has promised to inti- 
mate to them the nature of any objections that may be lodged. 
The claim of the railway employés to better conditions is one of 
the reasons influencing those who wish to have the line taken 
over. 


Glasgow.—AccrpENT.—On Saturday night a Corporation 


tramcar collided with another at Glasgow Cross, causing it to leave 
the rails and knock over an electric section box on the pavement. 


Some of the connections in the box were broken. with the result : 


that the car became electrically charged, and several of the 
passengers suffered from shock. and were tnable to leave until 
assisted by officials, who were protected by rubber gloves. 


Hull.—TRawwav Power Suppiy.—It is proposed, 
owing to the age of certain of the plant in the Osborne Street 
tramway generating station, to transfer a part of the load to the 
electricity department's Sculcoates Lane plant, where it ів intended 
in the near future to install an additional 5.000-Kw. turbine set. 
It is proposed then to lay the necessary cable and install convert- 
ing plant at Osborne Street, the old plant in which will be disposed 
of by degrees. 


Keighley —War Boxvs.—The offer by the Corporation 
War Bonus Committee of a bonus of Зв. to employés over 21 years of 
age and of Is. 6d. to employés under that ave, has been declined by the 

. umway workers, who have now put in an application for a war 


bonus of 6s. per week and to have themselves put on the same 
scale of wages as applies in Bradford. It is understood that they 
intend to take the matter to arbitration if the demand is not com- 
plied with promptly. 


London.—1..C.C.—The Finance Committee recommends 
that the question of expediting the repayment of the debt in 
respect of obsolete capital expenditure outstanding on the horsed 
tramways be postponed for a further three years. or earlier if and 
when there is any surplus available after the renewal funds shall 
have been made up to tho full amount necessary on the basis 
agreed upon. 

Owing to unforeseen circumstances, the Bakerloo service over 
the L. & N.W. line to Watford will not be available on April 2nd. 
as announced, and it is expected that there will be a further delay 
of about a fortnicht. 


Newcastle-on-Tyne.— When the estimates were con- 
sidered hy the City Council. last week. Councillor R. Mayne (chair- 
man of the Tramways Committee) announced that it might be 
found possible to open the reserve fund and find some money, if 
the Council desired it, to prevent any increase in the rates. 


Rawtenstall.— Recently Councillor Barnes asked how the 
Tramways Committee's application for a sum of £3,000 for tram- 
way purposes during the year was made up. Ald. Coupe replied 
that there was an all-round increase in expenditure, and they had 
to pay more interest on money borrowed and more rates, the 
interest, &c.. showing an increase of about £1,500. They wanted 
each year to bear its own burden. instead of carrying the extra cost 
over and allowing it to accumulate. 


South Lancashire.—FlExALE EMPLOoYEs.— The women 
employés on various tramway systems which were affected by the 
award of the Committee on Production have given notice that 
they will cease work at the end of 21 days, failing an extension of 
the award to them. 


Southend-on-Sea. -— FEMALE Langouvg. — The efforts 
which have been made to secure male drivers have only resulted in 
six heing appointed ; as 33 more drivers are required to maintain 
the service, arrangements have been made for the instruction of 
women drivers. In future all drivers, while being instructed, are 
to receive wages at the rate of 3d. per hour during a period not 
exceeding 14 days, and subject to the condition that they continue 
in the Corporation's service upon becoming qualified to drive. The 
wages of women drivers are fixed at 6d. an hour, and a woman 
inspector is to be appointed to supervise all female conductors and 
drivers. 


Southport.— Ald. Griffiths, in moving the adoption of 
the Tramways (Committee's minutes, referred to the vast increase 
in working expenses. and said that in spite of this they had not 
raised their fares. If they found it necessary to raise the fares 
to not more than Id. per mile, he hoped they would have the 
support of the public. 


TELEGRAPH and TELEPHONE NOTES. 


P.0. Tube Railway.— Up to March 31st last a total of 
£355,497 had been spent on the underground railway which ік 
being constructed in London for the conveyance of mails. Atthat 
date the unexpended balance of the authorised expenditure on the 
undertaking was £744.503.-- Daily Telegraph. 


Storm Damage. — Great damage was done by recent 
gales to telegraph and telephone wires on the moore around 
Huddersfield, and between Huddersfield and Manchester and 
Huddersfield and Brighouse. On the Manchester Roud. over 
Standedge Hill at Marsden, four telegraph poles were completely 
broken off about a yard from the ground, and many others were 
forced out of the Jedd bapa with a breakage and intermixing 
of wires which made communication between Huddersficld and 
Manchester by that route quite impossible. Residents expressed 
the opinion that the gale was the worst for 30 years. 


Ф 


CONTRACTS OPEN and CLOSED. 


| ОРЕМ. 


Aberdare. — U.D.C. Electricity Department. Battery 
of accumulators, complete. See “Official Notices " March 16th. 

Birkenhead.—April 3rd. Corporation Electricity Works. 
Washed and unwashed rough slack and coke breeze for a year. 
The Electrical Engineer, Craven Street. 


Bray. — April 3rd. U.D.C. 
works. Sece “ Official Notices” to-duy, 


Stores for electric Пор 
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Dundee.—March 2xth. Corporation. Twelve months’ 
supply of electrical stores, &e. Specifications from the Electricity 
Department, Dudhope Crescent Road. 


Glasgow.—April 5th. Corporation. Turbo-alternators 
(15,000 Kw.), transformers, and condensing plant for the new 
generating station at Dalmarnock. Particulars from Mr. W. W. 


Lackie, Chief Engineer and Manager, 75, Waterloo Street, Glasgow. . 


A 
Hull. — April 12th. Electricity. Committee, Cooling 
towers. Nee “ Official Notices " to-day. 


London.—^T. Pancras.—April 12th. B.C. Are lamp 
carbons. See “ Official Notices " March 9th. 

L.C.C.- The Council is recommended to invite tenders for the 
provision of cables and switchgear in connection with the supply 
of additional power in the Woolwich district. 


Manchester,— March 26th. L. & Y. Railway. Various 
stores, including (32) signal, telegraph, and electiie fittings, 
(33) signal, telerraph, and electric Jight wires, for 12 months, 
Mr. Waring, Stores Department, Osborne Street, Manchester. 

April 3rd. Turbo-alternator and condensing plant for Stuart 
Street yeneratiny station, Mr. К. E. Hughes, Secretary, Electricity 
Department, Town Hall. 


Spain.— April 20th. Municipal authorities of Segovia. 
Concession for the electric lighting of the town. New invitation 
of tenders. 


Warrington.— April 11th. Electricity and Tramways 
Committee. One 3,000-Kk w. turbo-alternator and surface condensing 
plant. See " Official Notices " March 16th. 


April 11th. Electricity and Tramways Committee. Motors and 
transformers. “See " Official Notices " to-day. 


— -— — ——— —— 


CLOSED. 
Australia. —P.M.G.'s Department, N.S.W. :— 


20,000 glazed earthenware conduits, two ducts; 5,000 ditto, three ducts; 
9,000 ditto, four duets; 5,000 ditto, six ducts ; ,£4,430.-- Brunswick 
Brick, Tile & Pottery Works Pty., Ltd. : 


P.M.G.'s Department, South Australia :— 


10 miles twisted-pair, insulated wire, £22 15s. per mile; 80 miles ditto, 
£33 10s, per mile; 30 miles ditto, £23 158. per mile: 5 miles ditto, 
single, £11 B5. per mile; R miles twisted conductor wire, £13 155. per 
nile; total £2,111.--€ 'allender's Cable & C onstruction Co., Ltd. 


Tenders, 


Barnsley.— Electricity and Lighting Committee. Supply 


of 50 tons of coal per week, delivery Бе ween February 16th and 
June 30th : Messrs. J. Wilby, Ltd. 


Government Contracts.—List of new contracts placed 
during February, 1917 :— 
War OFFICE. 


Electric cable and wire.--Callender's Cable & Construction Co., Ltd.: 
W. T. Henley's Telegraph Works Со., Ltd.; Hooper's Zener and 
India-Rubber Works, Ltd.; St. Helens Cable & Rubber Co., Ltd. 

Electric cells.—Premier Accummlator Co., Ltd. 

Air-compressor sets. --Broom & Wade, Ltd. ; Lacey-Hulbert & Co., Ltd. 

Conduits and fittings.— Barton & Sons, Ltd.: Credenda Conduits Co., Ltd. ; 
Eureka Conduits & Fittings Co., Ltd.; General Electric Co., Ltd. ; 
J. Griffiths & Sons ; Oriental Tube Co., Ltd.; Simplex Conduits, Ltd. 

Motor-converters. — Bruce Peebles & Co., Ltd. 

Electric light fittings. —Edison Swan Elec trie Co., Ltd. ; Johnson and 
Phillips, Ltd. ; G. Roe & Sons. 

Generating sets and parts.— Aster Engineering Co. Ltd.; W. H. Dorman 
and Co., Ltd.; R. A. Lister & Co., Ltd.; A. Lyon &W rench, Ltd. ; 
Petters, Ltd. 

Generators and dynamos.--Siemens Bros. Dynamo Works, Ltd. 

Wire and copper-covered rope.— B.I. & Helsby Cables, Ltd. 

Electric ae and parts.—British. Ever-Ready Co., Ltd.; Efandem 
Co. ә ^4 

Steel wire.— W. Bain & Co., Ltd.: R. Johnson & Nephew, Ltd. ; Lancashire 
Wire Co., Ltd. ; Longford Wire Co., Ltd. ; Whitecross Co., Ltd. 

Works serv ices. Ета trie light installation at Hilsea : Foot & Milne, Ltd. 
Electric light installation at Montrose: Edinundson's Electricity Cor- 
porn Ltd. Extensions.to electric lighting at Northolt: C. Cooper 
and Co 

`ТхрїА OFFICE STORE DEPARTMENT. 

Alternators.—Lancashire Dynamo Co., Ltd. 

Engines.—Parsons Motor Co., Ltd. 

Fans.—J. Stone & Co., Ltd. 

Switches,—Siemens Bros. & Co., Ltd. 


Н.М. Orrice oF Works. 

Engineering services.—Braimley electric lighting plant: Johnson and 
Phillips, Ltd. 

Post ОЕЕ1СЕ. 

Telegraph apparatus.—Automatic Telephone Mfg. Co., Ltd. 

Wood arims.—W. F. Holloway & Bros. ; Rudder & Paynes, Ltd. 

Telegtaph cable.—W. T. Glover & Co., Ltd.; LR., G.P. & Telegraph 
Works Co., Ltd.: Johnson & Phillips, Ltd.: Te ‘legraph Construction 
and Maintenance Co., [td.; Union Cable Co., Ltd. ; Western Electric 
Co., Ltd. 

Dry cells.--Siemens Bros. & Co., Ltd. 

Clamps.—Walls, Ltd. 

Instrument cords.—B.T. & Helsby Cables, Ltd. 

Iron termiunls.— Walls, Ltd. 

Telephone mouthpieces.— North British Rubber Co., Ltd. 

Cable distribution plucs.—B.I. & Helsby Cables, Ltd. 

Stay-rods.—Bullers, Ltd. 

Insulator spindles, — Ba vliss, Jones & Bayliss, Ltd.; Bullers, Ltd.; F. W. 
Cotterill, Ltd. ; Guest, Keen & Nettlefold, Ltd. 

Telephones.—Automatic Telephone Mfg. Co., Ltd. 

Copper binding wire.—B.I. & Helsby Cables, Ltd. 

Copper strand wire.— T. Bolton & Sons, Ltd. ; B.I. & Helsby Cables, Ltd. ; 
Shropshire Iron Co., Ltd. 


London.—PorLan.—The B.C. has accepted a tender at 
£745 for a Bessemer petrol wagon for the Electricity Department. 


Swansea. — T.C. Electrical pumping plant for the 
Waterworks Committee, £061: Messrs. Mather & Platt. 


FORTHCOMING EVENTS. 


Institution of Civil Engineers.—Tuesday, March 27th. At 5.80 p.m. At 
Great George Street, S.W. Lecture on ** The Decimal System of Coinage, 
Weights and Measures," by Mr. Harry Allcock. 


Institution of Electrical Engineers (Birmingham Local Section).— 
Wednesday, March 2kth,. At 7 p.m. At the University, Edmund Street. 
Paper on ** Machine Switching Telephone Gear," by Mr. F. R. McBerty. 


Royal Institution of Great Britaiu.— Thursday, March 29th. At 3 p.m 
At Albemarle Street, Piccadilly, Lecture (11) on ** Modern Improvements 
in Telegraphy and Telephony : Telephony," by Prof. J. A. Fleming, F.R.5. 

Greenock Electrical Society.—' Thursday, March 29th. At 7.45 p.m, At 
22, West Stewart Street. General mecting. 


Association of Mining Electrical Engineers (Lancashire, Cheshire and 
North Staffs. Branch. Joint meeting with the Colliery Managers' 
Association, Saturday, March 3ist. At 3p.m, At the Technical College, 
Stoke, Paper on ‘The Electritication of a Group of Collicries," by Mr. 
H. Greon, 2 


NOTES. 


Easter Holidays.— We shall be lad if our correspondents 
and advertisers will take note that the ELECTRICAL REVIEW for 
April 6th will appear on the morning of April 4th. All matter 
for inclusion in that issue must therefore reach us much earlier 
than usual. An announcement respecting the closing times for 
advertisements appears in our advertisement pages to-day. 


Government Measures to Assist Trade.— The decision 
of the Government to increase the number of His Majesty's 
Trade Commissioners from four to 16 is most welcome. It is one 
of those measures that ought to have been adopted many years 
avo. We have argued for it for a long time. ever since we first 
saw the possibility of usefulness proved by existing officials in the 
sume class- -not without hope latterly, we confess. One Trade 
Commissioner for the vast Canadian territories! Four for the 
entire British Empire! Now we are to have 16. and the industries 
of the Empire should feel the benefit in a very short space of time. 
We trust that the appointment, of the new Commissioners will not 
be delaved—wo believe that. Sir Albert Stanley will see that they 
are not.-for we need to do everything in reason to be ready to 
assist trade development throughout the whole of our Dominions 
for their and our own industrial benefit Immediately the situation 
improves. In announcing the above important step at the meeting 
of the Association of Chambers of Commerce, on Tuesday, Sir 
Albert also made other equally acceptable statements. He repeated 
what we have now become aecustomed to from most lips of 
authority--namely. that the key industries must be secured to the 
country. Further. that there must be improvements introduced 
respecting the generation of electricity (doubtless he had in 
mind the appointment of his Departmental. Committee) ; that our 
transportation facilities must be reformed: and that a big 
financial institution could render great assistance in connection 
with the industrial extensions of the future. It appears, in the last- 
named connection, that a scheme has been completed, which the 
Government will support and encourage, to establish a British Trade 
Corporation to facilitate and establish large credit banks for the 
purpose of developing British trade. That Corporation would 
receive a charter; it would not uuduly interfere with the opera- 
tions of existing banking institutions, but would do work which 
could not very well be done by them. Its Board would consist of 
representatives of industry and.commerce, and associated with it 
would be experts from various industries who had a very wide 
knowledre of the world and its affairs. Attached to the Corpora- 
tion would be an Information Bureau and Intelligence Department. 


Legal.—MvuxiTIONS Court CaAsE.— Before the Tees and 
Darlington Munitions Tribunal, at Stockton-on-Tees, last week, 
four electricians were charged with having refused to work a 
reasonable amount of overtime. Fines of 108. were imposed. 
One of the defendants observed that " the man who is prosecuting 
can come in at 8 o'clock and leave at 5." He added that he worked 
79 hours one week. The Chairman: But the next week you put 
in 63 hours. Defendant: Yes, I had a right to ; I was five days in 
bed over the job. The Chairman said the Tribunal were pleased to 
see that the defendants had been working well lately, their time- 
sheets being the best they had seen for a considerable time. 

BRITISH THoMsoN-HovsTON Co., LTD., є. DURAM, Ltp.—Judg- 
ment was given on Tuesday dismissing the plaintiffs’ appeal in this 
patent action, the Court contirming the decision of Mr. Justice 
Astbury as to want of subject-matter. 


Training for the Air Services.—W ith a view to affording 
to young men below the age of 18 a preliminary training for the 
Air Services, the Aeronautical Institute has decided to establish a 
course of instruction covering a working knowledge of aviation 
motors, and of the function and construction of the various parts 
of the aeroplane concerned with its sustentation, propulsion, and 
evolution both in flight and on the ground. The course will last 
about three months, and will entail a full-day attendance five 
days a week. It will be independent of any other organisation, 
whether Governmental or not, and. will not be a guarantee that 
any of its students will be granted commissions in the Air Services. 
Full particulars can be obtained from the Hon. Secretary of the 
Aeronautical Institute, 3, Arlington Street, London, S.W. 1 


Electrical Excavating  Data.— Electrically operated 
excavators are being used on a large drainage scheme in Idaho, 


U.S.A. Energy is obtained at a pressure of 14,000 Volts: from an 
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overhead line ; the average power consumed is 0'88 Kw.-hour per 
oubic vard of material excavated, varying with the material exca- 
vated, being as low as 0°39 Kw.-hour in light sandy loam, шеш. 
all line and transformer losses.— Cu nadian Engineer. 


The J.LE. and Engineering Students,— The C опей 
of the Junior Institution of Engincers, on January 25th, passed а 
resolution having reference to extending the advantages of mem- 
bership to apprentices at approved works and students of such 
technical schools and colleges as may be approved by the Council 
from time to time. Such students would be admitted at a reduced 
subscription, be permitted to attend all meetings and visits, and, 
by means of the existing J.I.E. " Engineers' Rer ister," would be 
assisted in obtaining employment in engineering works when their 
course of technical study had been sufficiently advanced. 

A Committee has been appointed to prepare the preliminary 
details of such a scheme for further consideration. 

The activities of the Institution—by Juniors for Juniors—are 
already well appreciated, and the spirit of comradeship existing in 
its ranks has become proverbial throughout the engineering pro- 
fession. Noother Institution even in its " Student” or " Graduate” 
Nection offers quite the same advantages to its members. Informal 
discussions upon engineering subjects take place every Friday 
evening, from October to May inclusive. Papers presented by 
specialists are read and discussed monthly in London, Manchester, 
Sheffield. and Birmingham ; and each month, even under the pre- 
sent unfavourable conditions, *a visit is paid to works containing 
features of engineering interest. In this way students at recog- 
nisedengineering schoola and colleges and apprentices in engineer- 
ing works may obtain a grip of the essentials of their future work 
which study alone can never give. 

Before proceediug to consider and discuss the matter the Com- 
fhittce is anxious to obtain, more particularly from principals and 
professors of technical schools and from works managers, promises 
of support and comment. Communications are therefore invited, 
in order that the Committee may be guided by the experience of 
others to whom the project is of interest either directly or 
indirectly. 


Electric Furnaces for Treating Steel—Spraking in the 
discussion on the heat treatment of steel at the Institution of 
Mechanical Engineers, on Friday last, Sir Robert Hadfield, F.R.S., 
said that even the very best gas-fired or coal-fired furnaces did not 
enable steel makers to get the uniform temperatures that were 
absolutely necessary for them. Steel was а most delicate material, 
far more delicate than most people ima;ined, and he hoped that 
before long we should have some form of elect rically-heated furnace 
for the purpose. There was no doubt whatever that with an 
electrically-heated furnace it was possible to get more uniform 
control over variations in temperature, and he believed that the 
electric furnace was coming. Considerable attention was being 
given to this matter in America, and he hoped we should not be 
behind in this country. One direction in which this end might be 
the more easily attained was in the production of cheaper electric 
power. He hoped to live to see the day when we should have large 
furnaces—not laboratory furnaces—heated electrically, because in 
that way it would be possible to get a more uniform quality of 
Rteel, simply because the crystals of the steel could be controlled in 
& better manner. 


Foreign Trade.— THE FEBRUARY FiGvRES.— The official 
returns of imports and exports during last month contain the 


following electrical and mechanical figures :—- 
12 mouths, 


1917. 
February, Ine. or Ine. or 

IMPORTS. 1917. dec. dec. 
Electrical goods, &c. ... 107,340 + 10,846 + 67,998 
Machinery . ... ... 008,725 — 103,966 — 87,158 

EXPORTS. 

Elcctrical goods, &c. ... 270,940 — 27,698 + 63,453 
Machinery -— .. 1,808,321 + 283,671 + 791,801 


L.C.C. Committees.—The L.C.C. is recommended to con- 
firm the appointment of the following Committees for 1917-18 :— 

Highways  Committee.—Sir John Benn, D. Davies W. H. Р. 
Gibson, G. M. Gillett, A. O. Goodrich, F. C. Harrison, W. Haydon, 
D. Hazel, G. H. Hume, W. Hunt, J. Little, H. Marks, W. A. 
Nicholls, A. H. Scott, H. Ward. A. W. Yeo. 

Ntures and Contracts Committee.—W. Н. Ecroyd, W. C. Johnson, 
Miss A. S. Lawrence, H. Marks, H. Parsons. I. Salmon, H. R. 
Taylor ; the Asylums, Education, Fire Brigade. Highways, Main 
Drainage, and Parks Committees have each to elect a representative, 


Volunteer Notes.—FinsT Lonpon ENGINEER VOLUN- 
TEERS.—Headquarters : Balderton Street, Oxford Street, W. 


Monday, March 26th. —Technical for Platoon No. 9, at Regency Street. Squad 
and Platoon Drill, Platoon No. 10. Signalling Class. Recruits’ Drill, 6.30—8. 
Wednesday, Maroh 28th.—Instructional Class, 8.15. Platoon Drill, Platoon 


‘No. 2 
. Thursday, March 29th. —Platoon Drill, Platoon Nos. 5 and 6, 


Class by M.O., 6.30. .Signalling class. 
Friday, March 90th.—Technical for Platoon No. 10, Regency Street. 


end Platoon Drill, No.9. Recruits' Drill, 6.30—8.30 
Saturday, March 31st.—Commandant's parade, 0. 45. 


M md ‘April ldc-Special work at Bo bing School. 
ou wor a m оо 
Gommon Station (City & B-L. Tube Ву), 9.45 апе 


(By order), Macuzop Y EARSLEY, Captatn and Adjutant, 


,, Educational Facilities for British Prisoners.of War.— 
t a Conference of Examining Bodies in Great Britain, held last 
| at the Board of Eduvativn under the: presidency of Mr. A. T. 


Ambulance 
Squad 
Uniform for drill in 

Parado Clapham 


Davies, C.B., chairman of the British Prisoners of War Book 
Scheme (Educational), it was unanimously decided to approve cer- 
tain proposals for the encouragement and recognition of the studies 
pursued by prisoners during their internment. Various examining 
bodies (including most of the Universities) have already intimated 
their willingness to recognise work done and examinations passed 
in camps, and to extend to the men, on their return, facilities for 
sitting for examinations under conditions which will take account 
both of their special circumstances and their needs. It is intended 
that the decision arrived at shall be communicated, as кооп as 
possible, to the various internment camps in enemy and neutral 
countries. In the meantime, it is suggested that friends of 
student prisoners when writing to them, should draw their atten- 
tion to the steps in this connection which are being taken on their 
behalf. 


B. of T. Departmental Committee on Electric Supply.— 
The President of the Board of Trade having intimated to the 
L.C.C. that he proposes to appoint a Departmental Committee to 
consider and report what steps should be taken, whether by levis- 
lation or otherwise, to ensure that there shall be an adequate. and 
economical supply of electric power for all classes of consumers in 
the United Kingdom, particularly industries which depend upon a 
cheap supply of power for their proper development, and haviny 
expressed a desire that Mr. G. II. Hume should represent the 
Council on the Committee, it has been agreed to nominate Mr. 
Hume. on the understanding that the Council is in no way coin- 
mitted as to its policy in the matter. 


Linking-up Electricity Works.—A conference was held 
last month at the Ealing Town Hall, when the chair was taken by 
Ald. Peal, chairman of the Ealing Electricity Committee, who 
explained the reasons actuating the Ealing Borough Council in 
moving in the matter of bulk supply. After considerable discus- 
sion, it wus elicited that the Euling Borough Council was in favour 
of laying down, on co-operative lines, a large bulk supply power 
house on the bank of the river. of such capacity as would enable it 
to deal with the non-peak supplies for the whole of the western 
area. The Council would accept responsibility for a share of the 
capital required. The chairman of the Barnes U.D.C. expressed 
the opinion that his Council would be prepared to confer further 
on the above lines. It was suggested that the Ealing representatives 
should ask all the neighbouring authorities to meet at Hammer- 
smith to consider the proposals, with the view of instructing the 
engineer to prepare a draft scheme. 


The Metric System.—At a meeting of Newcastle-upon- 
Tyne Local Section of the Institution of Electrical Engineers on 
March 12th, the chairman ( Mr. H. W. Clothier) said it would be 
remembered that at their last meeting Mr. Maccall raised the 
question of the metric system in connection with engineering 
standards and specifications. and. after discussion. proposed that a 
recommendation from the Section be sent tothe British Engineer- 
ing Standards Committee that they should draw up their specifica- 
tions with a view to the possible future adoption of the metric 


, 


system. At that Section's Committee meeting, which had just’ 


been held. the following resolution had been passed -—" That this 


- Local Section being of the opinion that the use of the metric 


system may be made compulsory in a few years, request the Council 
to approach the British Engineering Standards Committee with a 
view of the latter preparing moditied specifications in readineas for 
this change, and that wherever convenient. new standards be made 
in even metric measurements." The suggestion was formally 
approved. 

At the annual meeting of John Wright & Eagle Range. Ltd., last 
week, the chairman (Mr. H. J. Yates) said the need of the metric 
system in this country was never 80 clamant as now. Instead of 
waiting for dilatory legislation, let every merchant and manufac- 
turer in the country make an immediate start by having all dimen- 
sions and weights in his next catalogues expressed in the decimal 
system as well as in the present method. This would gradually 
familiarise people with the new system. It was also essential that 
catalogues should be in the customers own language, and that 
prices should include delivery in his own country. 

At the meeting of the Association of Chambers of Commerce of 
the United Kingdom on Wednesday, the Executive Councils Bills 
for decimalising our coinage and weights and measures were 
approved. and it was recommended that the Government should 
address inquiries to the Governmenta of Russia and the United 
States with a view to bringing about the adoption of the metric 
system in all the civilised countries of the world. 


Bavarian Canal Scheme.— Тһе Bavarian Diet has 
adopted a Bill for the construction of a canal from the Main to the 
Danube. The canal will begin at Aschaffenburg and end at Passan 
(near the Austro-German frontier). Bavarians expect. the canal to 
be of the greatest importance in the future. 


The Engineers’ Club.—On Tuesday night, at Man- 
chester. Mr. J. Drummond Paton opened a debate on “ German 
Banking.’ The annual general meeting takes place at the Clubon 
Tuesday next, at 6 p.m. The annual club dinner follows at 7 p.m. ; 
a presentation will then be made to Mr. Edmund L. Hill, the late 
honorary secrotary. 


Light Alloys for Aircraft.—The Advisory Committee 
for Aeronautics has appointed a Light Alloys Sub -Committee to 
advise Government Departments on questions relating to light alloys, 
to' institute research for the development and improvement of such 
alloys, and the methoda of working them, and to assist in tbo 
removal of dithcultics which muy arise in their production and use 
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Institution and Lecture Notes.—Engineering Standards 
Committee.—The chairman of the Comniittee, Sir John Wolfe 
Barry, K.C.B.. F.R.S.. has accepted the invitation of the Council of 
the Institution of Civil Engineers to give the “James Forrest " 
Lecture on Wednesday. May 2nd, at 5.30 p.m. As the initiator of 
the organised movement of standardisation in this country, the 
lecturer has very appropriately taken as his subject “ The Standard- 
fsation of Engineering Materials and its Influence on the Trade and 
Prosperity of the Country." E 

The growth of the principle of standardisation has been due in 
great measure to the steady work of the Engineering Standards 
Committee during the past 16 years. covering. as it does, most of 

the branches of engineering practice. The lecturer intends to draw 
particular attention to the new and important step taken by the 
Committee, which has for its object the furthering of British trade 
abroad through the wider dissemination in the British Dominions 
and in foreign countries of the British Standard Specifications 
translated into French. Spanish and Ruasian. No doubt the dimen- 
sions and weights involved will be expressed in terms of the metric 
system ; to use the English units would obviously be futile. 

Mention will also be made of the local Standards Committees 
which are being formed in some 12 countries abroad; and, lastly, 
of the fact that, when the necessary arrangements can be com- 
pleted, British Standard Specifications will be available to the 
public, both in their English and foreign editions, at a flat rate of 
Js. each, or its equivalent in foreign moneys. 

In connection with this new development we are informed that 
the appeal which the Committee has lately issued to the engi- 
neering industry of the country has, so far, resulted in the receipt 
of contributions amounting to over £12.000 from the leading 
technical institutions, trade associations. and manufacturing firms, 
and that H.M. Treasury has quite recently intimated the intention 
to ask Parliament to giant the Committee a sum of £10.000 for 
this special purpose. There can be no doubt as to the benefits 
which are bound to accrue to British trade and їо the country at large 
through the widening of the scope of the Committee's activities 
now proposed, and we confidently expect that all those who are 
interested in the development of the export trade of the country 
will co-operate with the Committee in every way. and thus ensure 
the complete success of this important movement. 


Institution of Electrical Engineers. --At the monthly meeting 
of the ScorTisH Local SECTION at Edinburgh on Tuesday last, 
Mr. G. A. Juhlin read his paper on " Voltage Regulation of Rotary 
Converters." 

Association of Mining Electrical Englneers.—At a meeting of 
the WEST OF SCOTLAND BRANCH, in Glasgow, Mr. Matthew Baird, 
jun. (Hamilton), read a paper on “ The Installation, Care, and 
Maintenance of Electrical Plant." and Mr. A. F. Stevenson 
(Glasgow) introduced a discussion on " Cable Protection Devices." 


Books for Naval Engineers.— Any readers who have 
no further use for their text-books on dynamo design and con- 
struction, and will kindly lend these to engineers in the Royal 

^ Navy. will greatly help them to spend many a long hour usefully. 
. The books will be returned in good condition. They should be 
sent. in the first instance, to the ELECTRICAL REVIEW. 


The Siemens Shares.— From an advertisement that- 


appears in this issue, it will be seen that the Public Trustee has 
extended the time for sending in tenders for the shares in Siemens 
Bros. & Co.. Ltd., from April 2nd to June 14th. 


Gas Fatality.—4An inquest was held at Leeds. on Monday, 
on John William Naylor (33), electrical engineer, and his wife, Ida 
Naylor (29), 39, Bristol. Road, Leeds. who were found dead in bed 
on Friday. Death was due to coal gas poisoning. Verdict, 
" Accidental death." 


Scientific and Industrial Research.—In the Civil 
Service Estimates relating to Education Science and Art for the 
vear ending March 3lst. 1918. published on Monday, provision ів 
made for a Grant in Aid of scientific and industrial research of 
£1,000,000. This will be paid to the account of the Imperial 
Trust for the encouragement of scientific and industrial research. 
The expenditure of the Trust will be audited by the Comptroller 
and Auditor-General, but any balance remaining on the account 
will not be surrendered at the close of the financial year. Grants 
will be made by the directions of a Committee of the Privy Council 
over an agreed period to approved trade associations for research, 
to supplement the funds of the associations, and payments in 
respect of such grants will not be liable to surrender by the 
grantees at the end of the financial year. —. Morning Post. 


Refillable Fuses.— Referring to the article in our issue 
of March 9th (page 261) on this subject, we pointed out that the 
report of the Bureau of Standards contained no illustration of the 
typeof fuse chiefly concerned—that of the Economy Fuse and Manu- 
facturing Co.. of Chicago. Mr. D. A. Dawson, of Belfast Electricity 


Works, has kindly pointed out that the fuse is illustrated in 
American advertisement pages, and we are thus enabled to repro- 
duce the accompanying figure from the Electrical World, which 
clearly shows the construction of the fuse, 


~ 


Fire.—Hazelbeach Hall, near Northampton, was recently 
destroyed by fire, due, it is reported, to an electric iron which was 
left by a servant with the current on. The iron had been in use 
between 1 and 2 p.m.. and the fire was discovered about 8.30 p.m., 
and, owing to the distance —13 miles—to be traversed by the fire 
brigade, the building was gutted before the fire was got under 
control. It is & great pity that large country houses are not 
equipped throughout with electric fire alarms, and that electric 
irons are not always provided with thermal cut-outa. 


Electric Stabiliser.—Mr. Orville Wright has invented a 
new type of electric stabiliser for aeroplanes, which consists of a 
pendulum swinging in a liquid bath and controlling the supply of 


current to a small propeller placed just above the pilot's head.— 
The Car. 


Appointments Vacant.— Meter-tester for the Borough of 
Salford Electricity Department: electrical engineer (£1.200 to 
£ 1,500) for the L.C.C. Tramways Department; the L.C.C. is also 
inviting applications for the posts of operation superintendent and 
development superintendent. See our advertisement pages to-day. 


Electrical Artificers.— The Admiralty has established a 
new Continuous Service Rating of Electrical Artificer 5th Class. 
with the relative rating of leading seamen, and pay at the rate of 


Зв. а day. The decision is announced in the London Gazette for 
March 16th. 


Electricity Supply in India.—Commenting on the 
growing importance of public electricity supply, and the efficient 
conditions of management obtaining in company-owned under- 
takings, Jndian Engineering pointe out that with municipally- 
controlled concerns the case is different, especially in India, as the 
decisions of the managing committee in both engineering and 
economie questions are largely governed by political consideratio 1s. 
Our contemporary, therefore, suggests that every munic pil 
electricity supply undertaking should have at least one expert on 
the committee of management, nominated by the Government. and 
that all such undertakings should be obliged to run on the 
principle of a dividend-paying concern. | 


Inquiries.—Makers of are welding plant and of the 
Kenrick electric iron are asked for. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electrio tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials —The  Bexhill-on-Sea Electric 
Light Committee has appointed Mr. R. C. CARTER as assistant 
engineer at £150 а year. ' 

On Saturday last officials and workmen of the Blaenavon 
Co., Ltd.. presented a gold watch to Mr. RowtAND JONES, 
manager of the electric plant, on the occasion of his departure 
for Shetheld; Mrs. Jones was presented with a gold bangle. 

The General Purposes Committee of the Stoke Newington 
B.C. has recommended that the salary of Mr. H. LARGE, 
chief assistant in the electric lighting department, be in- 
creased to £180 per annum, and that he receive an honora- 
rium of £25 for his services as acting borough electrical enzi- 
neer. Smal] increases were recommended to other members 
of the electricity staff. It was further recommended that 
consideration of the salaries of Mr. S. Hann, borough elev- 
trical engineer, Mr. E. G. MCKENZIE, sub-station assistant. 
Mr. S. Bong, and Mr. F. Rayner, who are serving with H.M. 
Forces, be deferred until their return. 

In succession to Mr. Arch. Page, who has been appointed 
assistant general manager of the Clyde Valley Electrical 
Power Co., the Glasgow T.C. Electricity Committee has ap- 
pointed Mr. R. B. MITCHELL, superintendent of street nains, 
ак ueslstant ciectrical engineer, at £600 per annum, rising 
by annual increments of £50 to £500 per annum. Mr. С. L. 
Duck, district mains superintendent, was appointed пй» 
superintendent at £300, rising to £500. 

General.—The Times states that Sir WILLIAM CROOKES. 
OM., E.R.S., has been elected a Foreign Member of the 
Swedish Royal Academy of Science. 

On 10th inst., at Stretford, Mr. №. REGINALD CHILTON, of the 
works power department, British Westinghouse Electric and 
Manufacturing Co., Ltd., was married to Miss Blanche Mav 
Molyneux, of Manchester. The bridegroom was the recipient 
of a handsome case of cutlery, presented by his colleagues. 

Мг. C. HaMiLTON Wickes, H.M. Trade Commissioner for 
Canada, who is now in this country, is, as on previous occa- 
sions, interviewing in London, at the Offices of the Depart- 
ment of Commercial Intelligence, representatives of firms who 
make appointments with him. Immediately after Easter he 


"will visit trade and industrial centres in the provinces for the 


same purpose. Firms in the electrical and engineering indue- 


-tries who desire to have the benefit of his advice, and the 


information at his disposal, concerning British trade with 
Canada, should communicate with the Controller-General ot 


_the above Department, at 73. Basinghall Street, E.C. 


Mr. James Bastian, who for many years represented the 
Bastian Meter Co, L5. end the Dussek Bitumen Со. 


Шы eget ee p oe s 
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throughout the United Kingdom, and has latterly held the 
pe of sales manager for the Bastian Electric Co., Ltd., 


ш accepted an appointment under the Ministry of Muni- 
ions. | 


Roll of Honour.—Second-Lieutenant Оүвп, D. McCourt, 
whose death while leading as bombing officer in France is 
announced, was 34 years of age. He gained an Institute 
Scholarship at the City and Guilds of London Central Tech- 
nical College, and, after gaining his diploma in chemistry, he 
served for a brief period as private assistant to Prof. H. E. 
Armstrong, F.R.S. In 1903 he was appointed chief chemist 
to the Morgan Crucible Co., Ltd., which post he resigned 
six years later in order to collaborate with Prof. W. A. Bone, 
F.R.S. (then of the University of Leeds), on the industrial 
applications of the new principle of incandescent surface coin- 
bustion, which collaboration speedily resulted in the many 
hnportant inventions comprised under the '' Bonecourt ” sys- 
teni of surface combustion. In pursuance of this work, Mr. 
McCourt became successively managing director of Radiant 
Heating, Ltd., and chemist and technical adviser of the Bone- 
court Surface Combustion Co., Ltd., and, later on, also of the 
Coinmercial Laboratories, Ltd. Не was subsequently ap- 
pointed consulting chemist to the Morgan Crucible Co., Ltd., 
which position he held up to the date of his death. He car- 
ried out numerous researches on ore concentration, on refrac. 
tory materials, on the applications of surface combustion, and 
on problems of furnace construction. 

Rifleman A. Woop, who has been killed in action, «was 
formerly employed in the meter department of Messrs. Fer- 
ranti, Ltd., Hollinwood. 

Private Rea. ORMERoD, Seaforth Highlanders, has been 
wounded in Mesopotamia, and is now in hospital. He was on 
сеа of the British Westinghouse Co., Ltd., Trafford 

ark. `: 

A Military Medal for gallant service whilst in France with 
an anti-aircraft battery, has been awarded to Driver Bass, 
of the Dover Corporation tramway staff. 

Sergeant WM. Bopen, East Lancs. Regiment, who had since 
1907 been on the Burnley Corporation electricity staff, has 
died at Plymouth from pneumonia. He had only just re- 
covered from shrapnel wounds. | 

Corporal E. Jackson, formerly with Mr. R. F. Winder, 
electrical engineer, of Leeds, has been mentioned by his com- 
manding officer for the second time for distinguished conduct 
in the field. | 

Private J. H. DowsoN, Machine Gun Corps, who was elec- 
trician at Thornley Colliery (Co. Durham), has died from 
wounds received in Macedonia. 

Private JaMES SMITH (23), East Lancashire Regiment, re- 
ported killed in action, was employed as clerk to Mr. Cowell, 
trainways manager, Blackburn. 

Private S. Мосс, of Durham, who was formerly an elec- 
triclan with Messrs. Laidler, has died whilst on military ser- 
vice. 

: Private JoHN Marriott, R.A.M.C., who was employed with 
Messrs. J. W. & R. Graham, electricians, Huddersfield, has 
just been awarded the Military Medal for gallantry and devo- 
tion to duty on the battlefield. 


Obituary.—Mr. C. К. HaMiLTON.—We regret to record the 
death, which occurred on March 15th, of Mr. C. K. Hamilton, 
who was a member of the staff of Messrs. W. T. Glover & Co., 
l.td., for some 15 vears. For the greater part of that period 
he represented the firm in the South of England. Mr. 
Hamilton had been in failing health for the past two or three 
years. 


NEW COMPANIES REGISTERED. 
Indla-Rubber Manufacturers’ Association, Ltd. (146,506). 


- Private company. This company was registered on March lóth, as a com- 
pny limited by guarantee, with not more than 100 members, each liable to 
41 in thc event of winding up, to protect che interest of india-rubber manu- 
facturers in the United Kingdom, to collect status information, &c. Annual 
subscription, £10. The first members of the committer of management are: 


—-) . Goudie, Levland & Birmingham Rubber Co., Ltd., Leyland, near . 


Preston; P. Bate, Castle Rubber Co., Ltd., Warrington; P. A. Birley, Chas. 
Mackintosh & Co., Ltd.. Cambridge Street, Manchester; J. H. C. Brooking. 
St. Helens Cable & Rubber Co., Ltd., Warrington; R. Eccles, F. Reddeway 
and Co.. Ltd.. Pendleton, Manchester; J. Henderson, Ancoats Vale Rubber 
Co... Lid., Ancoats, Manchester; D. Moseley, David Moseley & Sons, Ltd., 
Aidwick, Manchester; J. Tinto, Irwell & Eastern. Rubber Co., Salford, Man- 
eh ster; F. Webster, Avon India-Rubber Ca., Ltd. 39, King Street West, 
Manchester, Registered. office: 16, Deansgite, Manchester. 


E. Reader & Sons, Ltd. (146,472).— Private. company. 
' his company was registered on March 14th, with a capital of £20,000 іп £l 
shares, to take over the leasehold Phoenix Works, Nottingham, and to carry 
on the business of engineers, founders, smiths, boilermikers, electrical enpi- 
neers, &c. The subscribers (each with one share) ure:—A Ogilvie, 108, 
Brampton Road, St. Albans, engineer; S. H. Pearce, 23, Kellett Road, Brix- 
ton, S.W., engineer: Н. W. Spencer, 1, Longton Avenue, Svdenham, S.E., 
engineer; M. F. Stevens, 2, Rookficld Close, Cranmore Way, N. 10, engineer; 
A. A. Mackintosh, 24, Loraine Road, N., engineer. The first directors are 
to be appointed by the subscribers. Solicitors: Mills & Morley, 38, Lincoln's 


Inn Fields, W.C | 
Sentinel Co., Ltd. (146,485).—Private comnanv. This 


company was registered on March 14th, with a ca ital of £5,000 in 496 pref. 
sh:res of £10 cach and 800 ord. shares of 10s. each, to carry on the business 
oí electricians, electrical, mechanical, motor, telephone. heating, ventilating, 
nnd general engineers, manufacturers of scientific, time recorders, signals, 
surgical, nautical, optical, and other instruments, &c. The subscribers (each 
with one share) are:—J. F. J. Malone, 86, Rothbury Terrace, Newcastle-on- 
Tene; Н. L. Riselev, Westfield House, Gosforth, engineer; F. E. Hannav, 
BÍ. Osborne Road, Newcastle-on-Tyne, solicitor; E. Hannav, 5, Beach Road. 
South Shields. sollcitor. The first directors are J. F. J. Malone. Н. L. 
Riteley, F. E. Hannay, and F. Hannay. Solicitors: Е, E. Hannay, North. 
Eastern Bank Chambers, South Shields, 


^ 


National Time Recorder Co., Ltd. (146,424).— Private 
company. This, company was registered on March 12th, with a capital of 
£10,000 in #1 shares, to carry on the business of manufacturers of time- 
recording machines an] clocks, electrical engineers, &c. The subscribers 
(each with one pref. share) are :—G. W. Lowe, Rosenau, St. Peter's Road, 
St. Margarets-on-Thames, sales manager; А. T. Brown, 65, Monega Road, 
Forest Gate, E., engineer. The first directors are A. C. Krause (chairman 
and permanent governing director), F. W. Lowe, S. D. Causer, and A. T. 
Brown, Solicitor: М. G. Driver, 90, Warwick Court, Grav Inn, W.C. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Central Electric Supply Co., Ltd. (53,080).— Capital, 
£100,000 in £5 shares. Return dated February 97th, 1807. АП shares taken 
up; £100,000 paid. Mortgages and charges: £500,000, 

Alpha Electrical Co., Ltd. (138,040).— Capital, £2,000 in 
ËI shares. Return dated December. Зе, 1916. Thice. shares. taken up; 
nothing called up. Mortgages and. charges: Nil, j 

Alliance Electrical Stores. Ltd.  (111,884).— Capital. 
£25,000 in 47,500 pref. ord. shares of 10s. each and. 1250 def. ord. shares of 
#1 each, Return. dated February With, 1917, AH. shares taken up; 105. per 
share called up on seven. pref. ord. ;. £3 10s. paid; £24,996 10s. considered as 
paid on 47,493 pref. ord. and 1,250 del. ord. Mortgages and charges: Nil, 


Vaughan Engineering Works, Ltd.—Second mortgage 
debenture for £2,500, dated March ath, 1917, charged соп the company's 
undertaking and property, present and future, including uncalled captal. 
Holders: Morris & Whitham, Ltd. 


David Bridge & Co., Ltd. (106,016).— Capital, £25,000 in 
16,000 pref. and 5,000 ord. shares of £l cach. Return dated February Sth, 
1917. 15,830 pref. and 4,170 ord. shares taken up; £20,000 considered as 
paid. Mortgages and charges: £8,800, secured by debenture trust deed. Also 
charge on land to guarantee a perpetual yearly rent charge of £54 until 
buildings erected on other land. 


| е 
British Electrical Export Co., Ltd. (138,028).— Capital, 
2,000 in £1 shares. Return dated March 10th, 1916 (filed January 4th, 

1917). 108 shares taken up; £103 paid. Mortgages and charges: Nil. 


Bogota Telephone Co., Ltd. (69,059).— Capital, £45,000 
in 20, pref. and 25,000 def. shares of £1 each. Return dated November 
3rd, 1916. 18,200 pref. and 18,607 ord. shares taken up; £27,807 paid on 
9,200 pref. and 18,607 ord.; £9,000 considered as paid on 9,000 pref. Mort- 
pages and charges: Nil. 

Robert W. Blackwell & Co., Ltd. (63,446).— Capital, 
£50,000 in £1 shares (reduced from £250,000 in May, 1916). Return dated 
January 13th, 1917. All shares taken up; £18,338 paid; £31,662 considered 
as paid. Mortgages and charges: Nil. 


Bullers, Ltd. (62,020).—Capital, £400,000 in £10 shares“ 
(20,000 pref. Return dated December 27th, 1916. 15.000 ord. and 15.000 
pref. shares taken up; £150,070 paid on 7 ord. and 15,000 pref.; £143,930 
considered as paid on 14,993 ord. Mortgages and charges: Nil. 


British Battery Co., Ltd. = арга, £1,000 in 
£l shares (800 pref). Return dated January 2nd, 1917. 800 pref. and 199 
eid. shares taken up; £999 paid. Mortgages and charges: £1,000. 


Burmch Electric Tramways & Lighting Co., Ltd. (75,090). 
—-Uapital, £200,000 in £5 shares (20,000 pret.) Return dated. January 4th, 
1917. All shares taken up. £100,000 paid on the pref.; £100,000 considered 
as paid on the ord. Mortgages and charges: Nil. 


London Electron Works Co., Ltd.—A. Tavlor, of Thames 
House, Queen Street Place, E.C., ceased to act as received or manager. on 
February 19th, 1917. 


CITY NOTES. 


i The annual meetings of the Alby 

The Alby United United Carbide Factories, Ltd., and of 
and Nitrogen the Nitrogen Products & Carbide Co., 
Products Ltd., in which it holds a quarter inter- 
Companies. est, were held in London last week, Mr. 

A. E. Barton presiding. Speaking ut 

the Alby United meeting, the chairman said that the Oddu 
Works were producing at the rate of nearly 90,000 tons of 
carbide per annum, and the demand was so insistent that 
they were quite unable to cope with it. Of that quantity. 
51,000 tons was delivered under a pre-war contract for con- 
version into cvanamide. The demand for carbide for lighting 
had been maintained, while the demand for industrial pur- 
poses, such as oxy-acetylene welding and cutting, &c., had 
exceeded all anticipations, and there was every indication 
that this would prove permanent, and would increase vers 
considerably under normal conditions. The North-Western 
Суапашійе Co. paid 15 per cent., as against 10 per cent. for 
1915: the Alby United Co. now held a controlling holding in 
that company. Nitrogen Products & Carbide Co. had reached 
the profit-earning stage. The Alby United. Co. was erecting 
at Newcastle an electrode factory. They consumed a very 
large quantity of electrodes (about 4.000 tons а year), and this 
was a matter which had given the directors a great deal ol 
anxiety. Prior to the war they were purchased in Germany 
and Austria, but since the war commenced they had been 
purchasing them in America. Shipping, however, was not an 
easv matter in these times, and they therefore decided some 
few months ago to build works in England. They were 
starting with a capacity of 5,000 tons, which was afterwards 
to be increased, and this would mean a saving when these 
electrode works were completed about six months hence, of 
about £15 000 a year to this company. There was no doubt 
that the factory would be considerably enlarged in the very 
near future, because he firmly believed that after the war 
there would be in England a very big production of steel bv 
electric processes. Tt was going ahead very rapidly now, and 
he thought it would consume very large quantities of elec- 
trodes, so that he had every hope that this would be quite 
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a profitable branch of their business, in addition to giving 
them a supply to meet their own requirements. 

At the meeting of the Nitrogen Products Co., Mr. Barton 
said that the Swedish factory had worked continuously dur- 
ing the year producing both carbide and cyanamide, which 
were meeting with a ready sale in that country at satisfac- 
tory prices. The English factory for the production of nitric 
acid and nitrate of ammonia by their catalytic process had 
commenced working, but it would not attain its full output 
for some weeks. 'lhis was the first plant of the description 
to be erected in great Britain, and as the greater part of it 
was entirely new in design it spoke volumes for the ability 
and resource of British manufacturers that they had been 
able to undertake such work under very difficult conditions. 
The plant erected by their licensees in France has been run- 
ring for some months; further factories were being put up 
there, and an installation was well under way in Italy. This 
company, With the large water power at its disposal, would 
be in à unique position to assist. not only this country, but 
the Whole world, by the production on a large scale of a 
cheap nitrogenous fertiliser. ‘The harnessing up of the Aura 
water power was being proceeded with. They expected to be 
able to make a substantial further distribution for the year 
ending June, 1917. He was convinced that within the next 
ten years the whole of the company's 1,000,000 H.P. would be 
used in the direction of nitrolin for both chemical and ferti- 
lising processes. 

Mr. R. H. Benson presided at the an- 
nual meeting held in February. The re- 
port for 1916 then adopted showed that 
the profit was £55,214, against £77,688 for 
1915. After paying debenture interest and 
sinking fund charges, and 4 per cent. on the preference 
shares, £7,065 remained to be carried. forward. The number 
of units sold was 49,510,105, as against 50,757,584. ‘Total costs 
per unit sold .SUd., as against .61d., owing to coal and wages 
costs. Average receipt per unit sold (lighting and power) 
1.02d., as against .96d. for 1915. Expenses of generation in- 
creased 73 per cent. compared with 1914 owing to the war, 
viz., from £67,693 to £127,897, while the units sold increased 
by 7 per cent. An accident to the generating station during 
the year caused considerable damage and a temporary stop- 
page of the supply. Mr. Benson said that the vear had been 
a bad one for everybody whose profit depended mainly on 
cost of coal and wages. To their great regret, in spite of all 
eftorts ‘to economise in generation and to increase the price 
charged, the net result was 4 per cent. paid on the prefer- 
ence shares instead of 6 per cent., and nothing on the ordi- 
nary shares. Coal had cost 10s. per ton more than in 1915. 
The situation of the generating station on the river at Dept- 
ford, which enabled them to use the cheapest coal, sea-borne, 
and the best for their purpose, was not so economical now 
that they had to rely on rail-borne:coal plus the cost of 
lighterage and handling, beside a varying, and not alwavs 
satisfactory, quality. The riverside position of their station, 
which in normal times was their greatest source of strength, 
was, owing to the war, their weakness, though only tem- 
porarily, and they hoped it would not last much longer. 
Later, the speaker referred to the general question of power 
supply. He said that two remedies were possible for the 
much-harassed enterprise of producing electrical power in the 
London district; one was amalgamation or “association,” as 
the Act of 1908 called it, combining plants so as to reach the 
utmost economy in generation (as yet no company had seen 
its way to amalgamate under that Act); the other was to 
profit by the example of our American cousins, abolishing 
fixed rates and taxes as a charge, or clog, on industry and 
production,‘ and to substitute a share of the profits to the 
municipal authority instead. The initiative for a better state 
of things here could not come from within the companies, 
but must come from above. Necessity was the mother of 
invention, and though it might be temporarily impossible 
to obtain an increased price for power commensurate with the 
increased cost of generation, still, the tendency. was for the 
price as well as the quantity of units sold to increase. When- 
ever the cost of coal began to go down again, and good sea- 
borne coal was obtainable instead of irregular supplies of in- 
different coal, involving the expense of selecting and sort- 
ing, their prospects would rapidly change. Mr. R. S. Baty, 
the managing director, said that during the year 9,419 н.р. 
of motors had been connected for industrial supply purposes, 
making the total at the end of the year 18.102 н.р., while 800 
H.P. had been received since. While the receipts increased 
by over £5,000, the expenditure increased by nearly £31,000, 
coal being responsible for over £20,000. Steamers becoming 
almost unobtainable and freights six times the pre-war rate, 
thev had to get rail-borne coal, and the nearest docks for 
such were at Poplar, which meant trans-shipment across the 
river, a costly and difficult proceeding. : 


MR. A. W. Tart presided at the annual 

Metropolitan meeting on March 13th. He said that the 
Electric Supply gross revenue increased bv £48,708, or 21 
Co., Ltd. per cent. "The units sold increased by 
4.750.358 (or 94 per cent.) to 94.595 118. 

The gross revenue was the largest since they lost the Maryle- 
bone area, but they were living in exceptional times, and a 
large part of the increase was for power for important pur- 
poses, particularly in the Western area, and part was attribut- 
able to the increased charges for supply to cover part of the 


London Elec: 
tric Supply 
Corpn., Ltd. 


. Tials, labour, and insurance. 


great increase in cost of generation. They believed that with 
proper development the Western area would continue to 
show an increasing revenue. A large amount of revenue had 
been lost owing to the lighting restrictions, but they hoped 
that with the improved offensive and defensive measures now 
available against air attacks, the restrictions would be gradu- 
ally relaxed, and that some of the revenue would be regained 
during the current year. There was also а certain loss of 
revenue due to the Suinmer Time Act, which Act looked like 
becoming: permanent. In the expenses, the only item that 
showed any serious advance was coal, and this they would 
naturally expect in conscquence of the larger output. There 
was air increase of 25 per cent. on the averüge price paid’ per 
ton in: 1915, and they must expect’ further substantial ad- 
vance this year while abnormal conditions prevailed. At pre- 
sent they held & reasonable stock, and were well covered for 
future supplies. There were also increases in costs of mate- 
і The amount put to deprecia- 
tion and reserve was £40,000, as compared with £27,000 in 
the previous year. They had written £4,047 off stores 
account, as they had consolidated and cleaned up certain of 
the stores, and had reorganised the sales department in the 
London area. A certain amount of old stock had been got 
rid of, and some further charge in this respect would occur 
in the present year, though the amount would not be con- 
siderable. Certain revisions and alterations were being made 
in the system of administration which would lead to greater 
efficiency and economy, but this process must necessarily be 
gradual, so that there would be no interruption in the proper 
development and operation of the business. They had at pre- 
sent fairly large capital commitments in connection with the 
installation of a further 4,000-KW. turbine and new boilers at 
Willesden station, which would increase economy in genera- 
tion and enable them efficiently to supply the increasing 
demand, particularly in the Western area. Further plant 
was also being installed at Acton and Ironbridge for the same 
reason, and additional mains were being laid. Including the 
£40,000 added now, the depreciation and reserve fund stood 
at £377,358. The amount appropriated had not been arrived 
at by any process of taking certain percentages on the various 
items of capital expenditure, based upon the assumption of 
their probable life, but it had been considered а reasonable 
provision for a company whose assets were of such magnitude, 
to set aside for the purposes of depreciation and reserve. He 
hoped that they would be able to regard this amount as a 
minimum contribution to that account, and he would be 
pleased if they were able as time went on to increase it sub- 
stantially. Mr. Harrison Cripps, when presiding in March, 
1915, dealt fully with the schemes then under consideration 
for the consolidation of the electric supply undertakings of 
london, and he expressed the belief that a proper combina- 
tion of the present companies would reduce costs and would 
ultimately be of advantage to the consumer. He could only 
reiterate that belief on behalf of the new members of the 
board, and hope that when the proper time arrived for the 
negotiations to be taken up again the subject would be 
approached with a broad give-and-take spirit by all the Lon- 
don supply companies and by the L.C.C. The board as re- 
organised had only been in harness since October last, but 
certain progress had been made and economies, effected. 

far there had been no difference of opinion as to the proper 
policy to be pursued with regard to the development of the 
company's areas and the general operation of the business. 
All the members of the board had one object in view—the 
efficient development of their areas, and particularly that in 
the west. The chairman paid a tribute to the work of the 
staff during a difficult time, especially the general manager, 
Captain Rendell They had recently appointed Mr. Markbv 
to the post of chief engineer, and they felt confident that 
he would be an able successor to Mr. Highfield, with whom 
he had been associated for many years in the company'e 
service. Mr. Markby had been seriously ill, but he was re- 
covering. Mr. Highfield’s continued connection with the 
company as consulting engineer would be of the greatest 
possible value. Mr. Cunliffe Owen, the secretary, had also 
rendered good service, doing everything possible to assist 
the reorganisation of staff which was now taking place. 


Мк. Г. E. ANDREWS presided at the an- 

Bruce Peebles nual meeting, at Edinburgh, on March 
and Co., Ltd. 16th. After referring to the nature of the 
work of the year, he said that in order to 

cope with the increased business, and to expedite and improve 
the output, they had, as opportunity offered, continued the 
rearrangement of the works with marked results as regards 
efficiency, but owing to the abnormal times the management 
of such a manufacturing concern had been one of continual 
difficulty; materials and labour. fuel and transport, all had 
been a source of anxiety, without mentioning the ever-vary- 
jng prices. The turnover was larger than in any similar 
period of their existence, the volume of orders obtained was 
greater, and the value of work sent out from the shops was 
also appreciably greater. They had always given careful and 
special attention to export trade to the Colonies and other 
countries, as they had always attached m great importance 
to this part of the business. They. had heen very anxious 
that, if possible, none of this trade, which had been se 
assiduously fostered by them, and on cultivating which they 
had spent appreciable sums of money, should pass into the 
hands of foreign competitors. He was glad to say that up to 
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the et they had been able to keep closely in touch with 
all their customers abroad, and had managed to retain a 
certain portion of their business with them, though, natur- 
ally, nowadays the acceptance and execution of orders for 
export presented - considerable difficulties, and were always 
subject to the permission of the Ministry of Munitions. It 
wa8, therefore, all the more gratifying that in spite of all 
obstacles, and under the onerous conditions prevailing at 
the present time, they bad been able to do so well in that 
direction. With reference to the company in which they, 
in conjunction with several other electrical manufacturing 
firms, were interested for dealing with business in Russia, 
offices had been opened there under a well-known engineer, 
the company was getting steadily to work, and they antici- 
pated that after the conclusion of hostilities it would be of 
considerable use to them, and fully justify their expectations 
by helping them to obtain a reasonable share of the trade 
in electrical plant in that country. They had taken advantage 
of present circumstances in order to push their machinery in 
а neutral country where previously they had done little or no 
work; they had already obtained sevcral good orders, and he 
had every hope that later on this nucleus would enable thein 
to build up a quite satisfactory business there. After brietly 
alluding to the company’s war relief fund, Mr. Andrews dealt 
with the accounts. The gross profit from manufacturing and 
trading amounted to £24,469, compared with £13,945 in 1915, 
and £11,649 in 1914. The total gross profit for 1916 was 
£96,949, as compared with £14.916 for 1915. "They had a 
balance of £11,930 to be carried to the credit of profit and 
loss account, but this was subject to the Excess Profits Duty 
and Munitions Levy for 1915 and 1916, the amounts of which 
it had not yet been possible to finallv determine. "These taxes 
were obviously & considerable burden, and this company was 
very hard hit by them, for they were based on the average 
During 
those years the electrical manufacturing industry was emerg- 
ing from a long period of depression, and in their own parti- 
cular case they were just making good headway after a time 
of misfortune. However, money had to be raised for prose- 
cuting the war, and they therefore must bear cheerfully that 

rtion of the financial burden which fell upon their shoulders. 

he question of goodwill had already been discussed on pret 
vious occasions, and would be carefully considered and duly 


. dealt with when the opportunity offered. After much uphill 


work, the balance sheet had been gradually and steadily put 
into a fairly healthy condition. Гак year he told them that 
the question of a reorganisation of the capital account would 


have to be dealt with at the proper moment. That time had 


now arrived, and the matter had been receiving the careful 
attention and consideration of the directors. A scheme was 
being formulated which the board considered fair and just 


- to the holders of the different classes of securities. The future 


held many problems for all, but especially for engineering 


‘works such as theirs—problems of export trade and of output, of 


organisation and of labour—all of which they would face and 
overcome in the way engineers always overcame every ditti- 
cult problem presented to them. They looked forward to the 
future of the company with every confidence. 


Sir Henry MaNcE presided at the recent 
Oxford Electric annual meeting. In his financial memor- 
Co., Ltd. andum, read by the secretary, 16 was stated 
that the cost of fuel had been £600 more 
than in 1915, though the units generated had decreased by 6 
per cent. In the cost of coal the increase of the year was 
X) per cent.; compared with the pre-war period the increase 
in cost was nearly 40 per cent. ‘The gross profit was less 
than for 1915 by £1,500, and the decrease in the amount 
available for distribution was £1,600. Sir Henry said that 
compared with the results obtained bv other provincial elec- 
tric lighting companies who, like themselves, depended: mainly 
upon lighting load, they might congratulate ‘themselves that 
the reduction on the ordinary shares was not more serious. 
The colleges were practically all closed, and the lodging-houses 
most of them empty; the Daylight Savine Bill had probably 
caused a loss of £1,000, and restricted lighting affected their 
revenue very appreciably. The demand for power, heating, 
and cooking helped them to somme extent, and the hospitals 
made up for the loss of one or two colleges. They had in- 
curred no capital expenditure, and had practised economy 
wherever possible. The prohibitive price of copper and the 
difficulty in obtaining cable compelled them to adopt a con- 
servative policy in regard to the extension of mains, except 
for military purposes. They had made a modest increase in 
the price of current. In regard to the future, they would 
have to wait until the end of the war before thev could ex- 
pect to see any considerable increase in their business. 


Profit for 1916, after estimating Excess 


Automatic Profits Duty and contingencies, £56,450, 
Telephone lus £6,774 brought forward. Directors’ 
Manufacturing fees require £2,450: depreciation on 
Co., Ltd. patents, goodwill, buildings, plant and 


machinery, £10,000; written off under- 
writing commission on shares, £4,000; written off preliminary 
expenses, £2,000; dividend on preference shares, 219.000; 
dividend of 5 per cent. (less tax) on the ordinary shares, 
£18,000; carry forward, £14,774. No orders have been taken 
for new Post Office public exchanges, the Department having 
necessarily to curtail work of this description. The exchanges 
at Portsmouth, Paisley, and Blackburn were, however, com- 


pleted and put into use during the усаг, and continued to give 
satisfaction. Several smaller exchanges for works have also 
been completed, and one for a public institution. Meeting : 
Liverpool, March 26th. 
Тһе profit for 1916, after making provi- 
British Insulated sion for estimated liability for Excess 
and Helsby Profits Duties to date, was £300,466, plus 
Cables, Ltd. — £160,096 brought forward = £460,562. Тыв 
total 18 dealt with as follows: Directors’ 
and debenture trustees’ fees and remuneration. to Works’ 
Committee, £5,915; interest on first debenture stock, £22,500; 
Interest on second debenture stock, £10,000; dividend on pre- 
ference shares, 430000; depreciation on buildings, plant, 
machinery, &c., £25,000; special depreciation on plant and 
machinery, £20,000; transfer to reserve account, £70,000; 
transter to special reserve account, £3,500; transfer to first 
mortgage debenture stock redemption account, £5,000; 15 per 
cent. dividend and 5 per cent. bonus on the ordinary shares, 
£100,000; carrying forward, after making provision for esti- 
mated liability for Excess Profits Duties, £163,617. The busi- 
ness has been well maintained during the year. 
Liverpool, March 96th. — 


Windermere & District Electricity Supply Co., Ltd.— 
Receipts from sales of current. during 1916 fell off by £544. 
Charges for lighting current were increased by 10 per cent. 
iu July last. The Diesel oil plant has been іп use during 
nearly the whole year, and has worked well, and as the result 
of a favourable contract for fuel oil made towards the end 
of 1915 there has been a considerable reduction in expenses. 
Keswick Electric Light Co. has again had smaller sales of 
current, and has only been able to pay 9 per cent. on account 
of arrears of interest on its debentures. The present high 
price of fuel may cause a considerable increase in expenses 
this year, and the directors do not expect to be able to de- 
clare an interim dividend on the preference shares in October. 
The revenue balance was £1,656, plus £148 interest on Kes- 
wick debentures. 2 per cent. is to be paid on the preference 
shares, and £63 is to be carried forward. 


Edison Swan Electric Co., Ltd.—Mr. C.J. FORD ex- 
plained at ineetings of different classes of shareholders, on 
14th inst., that the company must have more working capital 
available in order to take advantage of opportunities for in- 
creased trading, and the scheme of arrangement submitted 
was prepared with that as its main object. He explained the 
details of the scheme, and said that though the concessions 
made to the debenture-holders for giving up their night to 
£200,000 of security would place upon the company an addi- 
tional charge for interest and sinking fund of £6,468, that 
was far more than compensated for by the benefit that 
would accrue froin the additional working capital secured. 


Prospectus.—Shropshire and Worcestershire and Stafford- 
shire Electric Power Co.—With the consent of the Treasury, 
this company is offering for subscription an issue of 50.000 
7 per cent. redeemable curoulative preference shares of £1 
each at par. The plant installed at the end of 1916 was 
20,325 KW., and a further set of 8.000 Kw. will be in service 
ïn the course of a few weeks. The gross revenue for 1915 
was £75,936, for 1916 £158,000 (approx.), and the estimate 
ur the current year is £210,000. The list closes on March 
2^ th. 


Gateshead & District Tramways Co.—The revenue for 
1916 was £77333, and after deducting expenses, including 
renewals £3,000, the balance is £35,136, plus £4,239 brought 
forward. There is put to special reserve £7,500, to reserve 
£5,500, to sinking fund for redemption of mortgages £2,540, 
G per cent. pref. dividend £757, 5 per cent. pref. dividend 
£6,000. After paying a dividend of 12s. per share, and a 
bonus of &s. per share on the ordinary shares, £3,579 is to 
be carried forward. The special reserve stands at £17,500, 
and to this £6,239 there has been charged Excess Profits Duty 
for 1914 and 1915. 


British Aluminium Co., Ltd.—The directors recommend 
placing £60,000 to depreciation and £75,000 to reserve. Final 
dividend at the rate of 12 per cent. per annum on the ordi- 
nary share capital, making 10 per cent. for the year. £26,926 
ìs to be carried forward. 


Hadfields, Ltd.—The directors propose to add £85,000 to 
the reserve and renewals account, and to carry forward 
£155,005. In addition to the interim dividend of 1s. per 
share paid in July on the ordinary shares, a further dividend 
of 4s. per share (making the rate the same as last year) is to 
be paid, together with a bonus of Is. per share, all free of tax. 


Canadian General Electric Co., Ltd.—Quarterly dividend, 
9 per cent. to March 31st on the common stock, and a half- 
yearly dividend of 34 per cent. on the preference stock. 


Browett, Lindley & Co., Ltd.—Accordin to the ** Finan- 
cial Times,” this company is recommending a dividend on the 
ordinary shares for the first tine since 1900. The rate is to 
be 4 per cent. In June last 50,000 ordinary shares were 
written down from 20s. to 153. 


Manila Electric Railroad & Lighting Corporation.—Divi- 
dend. 14 per cent. ($1.50 per share). for the quarter on the 
common capital stock. | 


Meeting: | 
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Waste Heat and Gas Electricity Generating Stations, Ltd. 


—The annual meeting was held in Newcastle-upon-Tyne on 
March 14th. Mr. F. S. NEWALL, presiding, said that the 
amount of waste gas, heat, and steam which they had re- 
ceived during the year had, under the exceptional circuin- 
stances, been well maintained. It had been slightly less at 
some parts, and rather more at others. By becoming the in- 
terinediary between coal owners and iron masters, the power 
companies, who were the authorised distributors of electrical 
power in their respective areas, had been able to utilise the 
whole waste heat and gas in the most efficient wav possible 
by converting it into electrical power. The power thus gene- 
rated in the company's stations had been invaluable to the 
power companies, and through them to the manufacturers in 
the districts, and particularly when the price of coal had been 
so high. | 

Veritys, Ltd.—According to the ‘“ Financial Times," 7 
per cent. per annum (7s. per share) is to be paid on the pre- 
ferred ordinary shares for halt-vear, making 7 per cent. for 
year; £1,517 forward. Jast vear, 6 per cent. for the year, 
£1,084 forward. 

Isle of Wight Electric Light & Power Co., Ltd.—After 
paying the preference dividend and putting £2,000 to re- 
newal fund account, £338 is to be carried forward. 


Doulton & Co., Ltd.—A dividend of 5 per cent., less in- 
come-tax, is announced on the preference shares for 1915. 


Simplex Conduits, Ltd.—Dividend 10 per cent., and bonus 
10 per cent., both free of tax, for 1916. 

Mirrlees Watson Co., Ltd.—Dividend for 1916, 10 per 
cent., less tax, putting £17,500 to general reserve and carry- 
ing forward £6,960. 

British Electric Transformer Co., Ltd.—Dividend on ordi- 
nary shares for 1916, 74 per cent. per annum, carrying for- 
ward £5,781. 


STOCKS AND SHARES, 


: TUESDAY EVENING. 

THE very excellent character of the news from the Western 
Front provided great encouragement not only to the man 
with money to invest, but also to him who is already 
the holder of shares and who has been a little doubtful as 
to whether he ought to sell or to hold. In the latter case, 
the news of the capture of Bapaume and Peronne had the 
direct result of causing a fair number of previous selling orders 
to be cancelled; and the Stock Exchange complaint is now 
that there is very little stock about to supply the felt want. 
Undoubtedly, when the market in the new War Loan stocks 
opens, there will be a warm welcome for it; and unless condi- 
tions change rapid!ly the stock, we venture to predict, will 
command a premium froin the outset. 

Electric lighting shares are firm, with the rest of the in- 
vestment departments. The approach of Summer Time 
carries no terrors with it this year. City of London ordinary 
are 10s. better. Counties recovered their dividend, and so 
did Westminsters. There is a scarcity of floating supply; and 
although buyers are not paying what they deem fancy prices, 
they are open to temptation at current quotations. The 
trouble, however, is to get shares. 

The difficulties of the supply companies were well put the 
other day at the meeting of the Bournemouth & Poole Elec- 
tric Co., but the chairman pointed out that the falling-off 
in the amount of lighting was compensated to a large extent 
by increased sales for heating and national work. The tone 
of the market is good throughout, but business remains quiet. 

Home Railway stocks further benefited by the strength of 

Consols. The premier security—Consols occupying that posi- 
tion until the War Loan dealings start—has crossed 54, de- 
inand coming largely from holders who have had their Ameri- 
can securities commandeered by the Treasury. The monev 
thus released has overflowed into other investment depart- 
ments, including that for Home Rails: and during the past 
few days a feature has been the buying of low-price stocks, 
from which it would appear that the spirit of speculation is 
by no means dead, even amongst Home Railways. 
- The Undergrounds are slow to recover from the depressing 
effect induced by the speech of Lord George Hamilton at the 
meeting of the Underground Electric Co. However, Metro- 
politans are better, though there remains а dvllich tendency 
за the income bonds of the holding concern. Quite a feature 
is the advance of most of the debenture and preference stocks, 
these putting oh several points in most cases during the past 
week, while still the buyers lament that they have to go 
unsatisfied, 

This week's dividend record embraces the declaration of 
158. per share on British Insulated & Helsby Cable shares 
including the bonus. The profit for the year came to £300,000. 
and £163,600 was carried forward, being £3,600 more than 
was brought into the accounts. The Henley's Telegraph 
Works board recommend a final dividend ой the ordinary 
shares of 10 per cent., making 15 per cent. for the vear 
(not 13 per cent., ав given in our " City Notes” last week) 
together with a bonus of 10s. per share. The Western Tele. 
graph Co. has declared the usual quarterly dividend of. 3s. 


per share, free of tax; and the Automatic Telephone Co. is 
going to pay 5 per cent. on the ordinary shares for the year. 
British Westinghouse repeats the previous performance of 7j 
per cent. on the preference shares. 
: Save in the last-named, no particular changes have resulted 
from these declarations, but the market for all good indu: 
trials is a strong one. British Westinghouse preference rose 
3/16 to 50s. on the hope of an increased dividend next time. 
The rie in Edison Swan debenture stocks which we men- 
tioned last week has been fully maintained. Castner-Kellners 
are 1/16 lower. | 

Mexican industrials are harder, and British Columbia 
stccks attracted buyers because of an unexpectedly good divi- 


dend declaration by Ње Grand Trunk Railway of Canada, ` 


which helped to spread optimism far beyond its own imme- 
diate circle. Rio Tramways bonds are again higher. Brazi- 
han ‘Tractions are depressed, and show a fall of 1} on the 
week. In the home group, North Metropolitan debenture is 
9 points down at 87. 

Telegraph stocks and shares are quiet. 
Steady at 21. Globe preference gave way a little. 

The rubber market is by far the most active in the Stock 
Exchange. and buying has been resumed on a large scale, 
principally bv the provinces. With the price of the material 
showing a slight improvement and dividend declarations being 
very satisfactory, a bout of speculative activity is once more 
a feature, the only fly in the ointment being the possibility 
of an increase in the Excess Profits Duty in the forthcoming 
Budget. People who declare that speculation is impossible 
under the present Treasury regulations evidentlv do not know 
their rubber share market. Baser metal shares have benefited 


by а rise in the price of tin, but there is very little going on. 


amongst the copper issues. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homs Brizoraicrry COMPANIES, 


Dividend Price 
mtm" Mar. 90, Rise ог fall Yield 
1914. 1916. 1917, this week, — p.c. 


Brompton Ordi eo ee 10 10 — 21 11 0 
Charing Crosa Ordinary S, 6 b 3 — 7 83 
do. do. do. 4& Pret.. é $$ TU — 1 1 $ 
Chelsea "n" ee ee eo 6 4 8 -— 8 18 4 
City of London .. .. .. 9 8 114 +$ 619 1 
o. Яо. 6percent. Pref. 6 6 9% — 6 16 
County of London “a œ. 1 1 103xd +6/9 616 1 
do. 6 percent. Pref. 6 6 xd +2 6 6 4 
Kensington Ordinary .. o 9 1 xd — 5117 
London Electric .. "T - 4 8 1 = Nil 
do. do. 6 percent. Pref. 6 6 8} — 668 
Metropolitan - on ie d 8 24,xd oe 699 
do. per cent. Pref. a % — 740 
Bt. James’ and Mall .. 10 8 64xd + 6 10 8 
South London ee ee ee 6 6 23 — 6 19 0 
South Metropolitan Pref. .. 9 1 20/-xd — 6 13 4 
Westminster Ordinary .. .. 9 17 ха + & 619 


TRLRGRAPHS AND TELEPHONES, 


knglo-Am. Tel. Pref, oe ee 6 6 94 — 8 1 8 
: do. Def, ee ee 80/- 88/6 29 — 6 16 
Chile Telephone ee ee ee 8 8 ra — Б 16 8 
Cube Sub. Ord. ee oe ee B 6 7 -3 6 13 4 
Eastern Extension - . 9 8 182 — эб 16 4 
Rastern Tel. Ord. ee ee 3 8 187 — g 16 1^ 
Globe Tel. and T. Ord. oe ee 6 3 114 = M 19 9 

do. Pref. ee 6 6 94 - à 6 4 8 
i diei Tel, "ое oe n n 844 — 6 7] Б 
o-European .. T ae — 619 9 
Marconi... УА oe .. 10 10 E =e 8 9 2 
Oriental Telephone Ord. ‚ 10 10 23 = 4 14 1 
United В. Plate Tel. .. o 8 8 044 + г ^39 0 
West India and Pan, .. .. 1 6d, 1 c 240 
Weatern Telegraph ee . 3 8 18} — *6 16 4 
Home Rans, 
Central London, Ord. Assented 4 4 604 — 6 8 0 
Metropolitan T " е5 1 1 94 +1 4 8 
Unde und Electrico Ordinary Nil Nil 1 — Nil 
о, до. A” ee Nil Nil 6/6 — Nil 
do. . @o. Income 6 6 80 — 3 6 5 0 
Forzian Trans, &0. 
20610150 Вар. 6 рег торда лее 6 6 444 a 6 16 
Anglo- Tg. rams, ret e n - 
do. ала Pre e ee 5 ена i Е i 
do. 6 Deb. ee 6 6 64 -— 1 16 0 
Brasil Tractions .. es we 4 4 454 —1à 8 15 10 
Bombay Electrio Pref. .. e, 6 6 10 == 6 0 0 
British Columbia Elec, Rly. Pfce. Б b 03 49 8 14 
do. do. ferred — Nil 49 == Nil 
do, | do. Deferred — Nil 893 49 Nil 
Mexico Trams 5 per cent. Bonds — N 214 +1) Nil 
i do. 6 percent. Bonds — Nil 26 +24 Nil 
Mexican Light Common "m Nil Nil 7 — Nil 
do. Pret. ee ee Nil Nil 14 === Nil 
do. lat Bonds Me Nil Nil 37 == _ 
Mancracroanmee CoMPANINS. 
Babcock & Wilcox ee oe 24 15 93 - 6 9 
British Aluminium Ord. ә 6 1 98 4-62. 5 7 
British Insulated Ord. .. ЄЎ 15 m" 12 —) 610 
British Westinghouse Pref. .. % 7 2 + А 6 0 
Callenders ae oe ee ee 15 90 i = 8 4 
do, 5 Pref, ee P ө 6 6 4 =з 6 5 
COaatner- Kellner ee ee ee 90 99 8А, еа dh 6 18 
Edison & Swan, £3 a eo ND -—À oe 3 ^ Nil 
do. do. y рма е Nil = TR — Nil 
do. . do. 4 percent, Deb, 4 4 66 — 6 18 
Blectric Construction .. .. 6 7% 1 — 110 0 
Gen. Elec. Pref. ee ee ee 6 6 -—— 8 6 4 
do. Ord. еэ ee ee 10 10 d M — 8 18 9 
Henley ee ee ee ee 20 25 15 ` ; -— 8 6 8 
do. Pref. ee ee ee 4) 2 4 — 5 19 6 
India-Rubber  .. T ee 10 112 =» *8 10 3 
Telegraph Con. .. oe eo. 20 20 м -l 618 ¢ 


* Dividends paid free of tneome-tex. 


Marconis keep . 
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SOME THOUGHTS ON THE CAPITAL AND 
LABOUR PROBLEM. 


By W. T. WARDALE, A.M INsT.E.E. 


x 


IN discussing the problem of obtaining greater mutual respect 
and helpfulness between Capital and Labour, most people are 
content to generalise by saying that Capital must cease to 
. regard wages as something to be relentlessly cut down, and 
labour simply as a rather awkward money-making device; 
whilst, on the other hand, Labour must cease to regard the 
enhanced output as a sure ground for the '' sack " the month 
after next. 

Wonder is expressed that the two bodies cannot see. the 
very simple sense of the two facts quoted above, and there 
the matter is left; if the matter was so simple, it would have 
been settled long ago. 

As a rule, the workman will not look at the commercial 
side of the trade which employs him, and, generally, he so 
thoroughly despises the business of selling that he can hardly 
be brought to believe that many articles take more tune and 
money to sell than to make. Now, if the workman would 
only attempt to understand the selling, or commercial, side 
of the trade, he would have taken a most important step 
towards understanding the uliar handicaps otten encoun- 
tered by the employer in endeavouring to find profit for him- 
self, and work and wages for his men. 

This brings us to another point: the workman is often told 
that his employer does not find work for him, but that it is 
the customer who finds the work for him, the employer merely 
acting the part of a greedy middleman, who is quite un- 
necessary. 

Like so many other freely-used phrases, this idea is theo- 
retically correct only for a theoretically perfect state; it is 
not practically true under our present conditions, and even 
under idealistic and Utopian conditions the connection be- 
tween maker and user could seldom be, as direct as this idea 
suggests. 

Take the case of a man opening a factory for electrical 
motors, and motor-starters, in a district possessing no such 
industry. This man struggles for custom in the open markets, 
and spends time, money, and energy in order to bring work 
to his factory; true, his aim in doing so is to fill his own 


pocket, but in pursuing this aim he is exercising a valuable . 


function, and must, in order to carry it through, find work 
for his workmen. 

Now, let this man invent a patent inotor-starter which is 
more reliable, and costs, say, 30 per cent. less than any motor 
starter then on the market. As soon as this fact is known 
orders simply flow to his works, and, due to his brains, 
energy, and pluck, he finds work for a larger and larger num- 
ber of workmen. 

Thus, in the present conditions, the employer does find 
work for his workmen; and there are many cases of firms 
which, due to one cause or another, have found work for 
their men for many years, but never a dividend for the 
shareholders. 

In the same way, all the great inventors, such as Marconi, 
find work for many thousands of people by creating new 
demands for new apparatus. . 

Thus, the successful solution of the commercial problem 18 
of the utmost importance to the workman. 

In this connection, the writer knows of a very interesting 
case of the refusal of the workmen to work to commercial 
conditions. The example has the additional ment of being 
In connection with a firm run by the workmen themselves. 

Some years ago the men at a certain shear works quarrelled 
hopelessly with their employers, the upshot being that a 
works fitted with water power was taken, and a co-operative 


and са parsnerebip firm established. 
Friendly buyers offered to find & market for the goods 


turned out, and tbere was the added advantage that the 
goods would not have to be designed, but simply made to 
designs supplied. 

The outcome of the adventure, which still pursues a peripa- 
tetic way, was as follows:—The workers are in two bodies 
roughly speaking, forgers and grinders: obviously, if the 
forgers do not work the grinders have nothing to grind. The 
district in which the works are situated happens to be largely 
agricultural, whilst the workmen of the locality are enthu- 
siastic gardeners. Living and rents in the country are cheap, 
whilst many of the men have one or two cottages, usually 
left to them by relatives. In consequence, these men find 
that ап income of -between 20s. and 30s. a week, іп normal 
times, ‘will allow them to live comfortably in the style in 
which they were brought up. Not being beholden to any 
capitalistic boss, they knock off when they have earned the 
amount which will last them for the next week, and devote 
the rest of the time to gardening and other pursuits of which 
they are fond. The writer knows for a fact that several 
times there has been risk of serious trouble, and of the works 
beihg shut up, because the grinders, who wish to make a full 
week, and to earn, say, 50s. or thereabouts each week, are 


: anybody who wishes to make more." In 


hung up by the forgers refusing to work more than three or 
four days a week, the attitude being, “I've got enough for 
myself this week, and I'm not going to work any longer for 
[ times the 
concern finds that it only gets the dribblings which are left 
over from the market when other firms are full up. The 
factors and merchante cannot be humbucged by waiting on 
the pleasure of the gardening fraternity. Naturally, the more 
industrious men become irritated at this sort of thing, but, 
having a stake in the concern, cannot close the place down 
without some pecuniary loss to themselves. 

If these same men, who will not work a full week, were 
to walk up to the local tobacco shop and be told by the 
proprietor, ‘‘Oh, I'm not selling any more this week; I've 
made my week's living, I'm going fishing to-day and to- 
morrow; you can have some more tobacco on Saturday, when 
I come back," they would be positively enraged at the 
tobacconist treating them to their own medicine. '' How," 
they would ask, “does he expect to ер his trade if he 
won't consider his customers? " They, however, tell the 
prospective buyer of shears that he must wait their good plea- 
sure. They neglect the commercial proposition, and the result 
is that, in normal times, what could be a really well-filled 
busy works simply drags on earning no more than a pittance 
for anybody. | 

Thus, the neglect of the commercial factor must cease; in- 
stead, the workman must be brought to realise that wrapped 
up with this same factor is that of increased output, which 
will mean a full order book for his employer, and a full and 
regular wage-packet for himself. How is he to be brought 
to realise the truth of this fact, and what is the obstacle now 
standing in the way? The answer is: Suspicion. a 

Why, and how, has this suspicion arisen, and why is it 
so stubbornly maintained? And to what lengths does it 
lead the workman? It will be best, perhaps, to answer the 
last query first, by giving an example of the dire effects of 
this feeling, the example being well known in the quarter in 
which it happened. | | 

Many years ngo. a well-known firm of engine-builders. 
whose care for their men was well recognised, decided to 
give the men employed at their works a chance to save money 
at a rather more rapid rate than usual. To this end, they 
arranged to take what savings the men cared to leave with 
them week by week, allow 2} per cent. interest from the firm, 
bank the whole with a well-known banking company, who 
were prepared to give another 2} per cent. on the amounts. 
making the rate of interest 5 per cent. in all. Note that this 
money was not used in the business of the company, but 
was withdrawable at very short notice, or in small sums on 
demand. The object was simply to show the men what coul] 
be done by regular small savings of their own money, and to 
encourage thrift by a good rate of interest; this interest of 
5 per cent., by the way, was given at & time when debenture 
stocks were issued at 34 per cent. to 4 per cent. at the 
outaide. | ү 

For some time the deposits grew. and it almost seemed as 
if some real and lasting good was to be the outcome of the 
scheme. Then, without any warning, without any shadow 
of trouble looming on the horizon, the deposits were with- 
drawn first one by one, and then by larger and larger num- 
bers of men, until in three months from the start of the un- 
usual withdrawals there was not £10 standing to the credit 
of the scheme. It might be thought that rumour had set 
about the report that the firm were in low water; this was 
not so, and, incredible as it may seem, the sole reason for the 
emptying of tbe savings account was that some jaun 
and envious individual had gone round the works and told 
the men concerned the following tale: ' Ah, it’s all very 
well you thinking that it's being done for your benefit, but 
wait and see! All they want to find out is how much you 
are able to save, and to reckon up how much you have over 
what it costs to keep you. You see if, in a few months’ time, 
they don't use the fact of so much having been saved to cut 
wages down. It’s been done before, with similar tricks, at 
So-and-So's place (mentioning works where rate-cutting mana- 
gers had been allowed full sway). and it will be done here as 
well." That tale, and that tale alone, told first to one, and 
then to another, with references to other works, settled the 
whole matter. | 

The heads of the firm satisfied themselves, after full. in- 
quiry, that. the cause of the withdrawals was as stated above; 
small wonder that it effectually put an end to the philanthropic 
interest they felt in their men. 

Most people would state that the above distrustful and sus- 
picious attitude was simply and solely due to the unscrupulous 
rate-cutting indulged in in practically every engineering shop 
in the district at that period. The matter, however, goes 
further back than this, and is much more deeply rooted in 
the men’s minds. 

The writer has satisfied himself, as the result of long and 
careful inquiry extending over many years, that the root 
cause is the wrongs inflicted on the working population in 
the early days of the rise of the industrial system. 

In particular, the manner in which children of extremely 
tender age were worked long hours under cruel supervision 


-ig largely to blame, not only for the bitterness felt by the 


workman toward his master, but also for the spirit of dis- 
trust shown even towards & well-meaning employer, and for 
the often short-sighted policy which the men adopt and are 
ready to follow. 
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The Lancashire or West Riding workmen of to-day have 
spoken with the men who, as children, went through the 
terrible times so well and strongly condemned by Prof. 
Sadler. It has not been a matter of reading or hearing of 
such things being done in far-off lands; the mischief was 
perpetrated on their own fathers and grandfathers, and per- 
haps, even worse still from a national point of view, on their 
mothers and grandmothers. 

In consequence of this treatment, the workinan of 70 years 
ago not only learnt to distrust the master, but, by the 
process he endured in the mills at a very early age, practi- 
cally had his mental faculties blunted and stunted. The same 
thing happened to the women of that class and generation ; 
in consequence, the children raised from such parents cannot 
be blamed if, in addition to a feeling of bitter opposition 
towards the employing class, they were born with a very 
stunted and short-sighted outlook on life. 

The men had to have Trade Unions to get fair play; 40 
years ago most unions had to fight for existence. Can it be 
wondered at that, now they have become strong, they should 
be used at times in a short-sighted and tyrannous manner? 
t one rears up three generations to learn as a basic fact that 

they can only secure a living wage and decent conditions by 
being ready to fight the employer, what else has one the 
right to expect than the present-day distrust and short- 
sighted policy of most of the union members? 
. Those members of the unions who have worked themselves 
into leading positions generally get the opportunity to study 
the economic side of the matter from a better and more all- 
round point of view than the ordinary union member can 
hope to have; and what is the consequence? Simply that 
as soon as these more enlightened views are put forward, the 
leader in question is dubbed a traitor, and his arrangements 
with the employers flouted and flung in his face. The evil 
has, of course, been aggravated and perpetuated by those 
managers who, often sprung from the men themselves, have 
taken a delight in cutting wages and prices, and, wherever 
possible, making of no avail the concessions obtained by the 
men trom the employers. The workman of 50 years ago told 
his son to watch the employer, who would try to deceive him 
at all times and at every opportunity. He also solemnly 
warned him that if too much work was done in one month. 
or a machine capable of increasing the output was permitted 
to be used, then the next month or two would, as sure as 
the sun rose, see unemployment, and the permanent '' sack ” 
for many of the men. He also handed down the tradition 
that the commercial problem did not matter to the man. 

The younger workman found out pretty quickly, owing to 
the machinations of the rate-cutting, nigger-driving manager, 
_ that the first portion of his father's advice had come literally 
true, and that he got nothing from the employer which he 
could not, through his union, force from him. 

Can we wonder, then, that the other two traditional 
axioms of the workman, handed down by the same father 
who had warned him of the rate-cutting manager, have been 
accepted by him as essentially true? Thus, the matter of 
removing this unhappy feeling is no light one, as the cause 
is fur deeper than is usually believed. 

Only years of absolutely straight working will restore the 
faith in the employer. which is so necessary for securing the 
hest results. The slightest sharp practice, or slim tactics on the 
part of any manager or foreman will at once arouse feelings 
which it has taken perhaps years to allay: and after the war 
these men must no longer be allowed the freedom they have 
enjoyed. They must be given to understand that any sharp 
tricks in connection with the men will be punished sharply 
and drastically. 

The workman, on his side, must be ready to forget old- 
standing ideas and prejudices, and must, when he sees fair 
working, mect it with fair working in return. He may be 
assured that if he will not work with the employer, and will 
not consider and allow for commercial conditions, trade 
will decline, and employment at good wages become an im- 
possibility. 'The evil done 80 years ago is not the fault of the 
employer of to-day; but he is often made to suffer for the 
things done in that far-off time. As a class, he has paid the 
full penalty for the mistakes of those early days, and thia 
fact ought to be, and will have to be, recognised by the 
workman. 

Iet the employer who is irritated by the surly responses 
to his well-meant efforts bear in mind the cause of that surly 
attitude, and let him stretch his patience even a little more. 
Let the workman look to such places as Port Sunlight and 
Bournville, and remember that these happy industrial towns 
were founded, not by being forced out of the employers in 
question—that would never have been possible—but by the 
goodwill and good wishes of the employers towards the work- 
people. 

Let the workman take an interest in the commercial side 
of his trade; let him save up money collectively, not for the 
purposes of a strike fund, but for investment in the business 
at which he works. Such a policy pursued for 20 years would 
result in many more workmen being able to avoid seeking the 
shelter of the workhouse in their declining years. 

The idea is not impossible; it only needs the difficulties on 
each side to be understood and appreciated in order to set 
on foot progress towards that desirable end. 

The object of these notes has been to state those difficulties, 
in the hope that it may perhaps aseist their solution. 


HIGHER BOILER PRESSURES. 


OUR contemporary Power, in à recent issue, recorded the 
opinions of sone well-known American engineers on the 
question of higher boiler pressures, amongst which were the 
following :— 

Мг. Е. HonpGkiNsoN (Westinghouse Co.) considered that 
the only difficulty was the boiler (for pressures such as 600 Ib. 
per sq. in.), and suggested some form of flash boiler. For 
the turbine it only meant the use of heavier parts for the 
extremely high pressure end at a small increase of cost, and 
in view of the theoretical gain of 10 or 12 per cent. it was 
linportant to secure it. 

Mr. SAMUEL INsuLL (Chicago) thought there was quite a 
possibility of operating turbines and boilers at pressures as 
high as 1,000 lb., and regretted that the large-size turbine 
was being developed before the question of higher boiler 
pressures was settled. 

Mr. R. J. S. Ріваотт (Remington Arms and Ammunition 
Co.), pointed out that the vacuum limit was practically 
reached, and as regarded higher pressure and superheat the 
characteristics of metals employed prohibited higher tem- 
peratures than about 700 deg. F. lle did not much favour 
an exceedingly high pressure, say, 600 lb., with compara- 
tively low superheat of 100 deg. F.. for the reason that the 
most serious windage and friction loss occurred in the H.r. 
stages of the turbine; reducing the superheat would advance 
the dew point well into the H.P. stages. The first wheels of 
some of the 30,000 and 25,000-Kw. turbine units had an 
eflicency of but 48 per cent., and although much of this 
apparent loss was recovered in later stages, the advancing of 
the dew point would increase losses due to wheel friction. 
Boiler plant might be designed for a normal temperature of 
600 deg. F., but it was certain that this would increase at 
times to 700 deg. or 750 deg. F. 

Мг. R. Н. Rick (General Electric Co.) favoured all pro- 
positions tending to raise the limits of steam pressure and 
temperature, but pointed out that with high temperatures, 
considerable heat losses occurred at starting and stopping. 
and that such plant would be best used on 24-hour loads. 

Mr. Г. C. LOEWENSTEIN (General Electric Co.) said his com- 
pany were prepared to handle temperatures up to 800 deg. F. 

Mr. FREDERICK SanGENT (Sargent & Lundy) said that both 
the General Electric Co. and Westinghouse Co. claimed that 
there would be no trouble about building a turbine for pres- 
sures of 500 or 600 lb., and teinperatures of 700 to 750 deg. F. 
Several people, including Messrs. Babcock & Wilcox, were 
investigating types of boilers suitable for higher pressures, but 
preliminary designs along established lines were very costly 
In the meantime, his firm decided to use the highest pressure 
suited to the present type, and the boilers at the Joliet (Ill.) 
station were designed for 350 lb. pressure and 225 deg. F. 
superheat. He further referred to the experimental plant of 
the B.T.H. Co. at Rugby (which was briefly described in our 
report on the I.M.E.A. proceedings in June last). Welded 
steam joints in pipe flanges and valves: were now being used: 
the 35,000-kw. set at the North-West (Chicago) station was 
treated in this way—a thin weld being made inside the bolt 
circle, to seal the joint only, which was held together by bolts, 
as usual. High temperature could be obtained by low pressure 
and high superheat, but the economy would be greater if both 
the superheat and pressure were high; the present limit was 
given by thé manufacturers of machinery. The raising of the 
average temperature would be an advance, and could be ob- 
tained by superheating the exhaust from the high-pressure 
end of the turbine before it entered the low-pressure end. 
which in conjunction with high initial temperature would give 
a high average temperature. When this was done, and pro- 
vided present boiler, superheater, and economiser efficiencies 
could be maintained, a KW.-hour should be available at the 
switehboard per lb. of high-grade coal. | 

Prof. E. F. MILLER (Mass. Institute of Technology) said һе 
believed that many new plants would in the not distant 
future be designed for pressures approaching 600 lb., and he 
knew one plant which had been considering such pressures. 

Dr. FERRANTI wrote emphasising his belief in the necessity 
of much higher pressures and temperatures in order to 
secure the greater economies which modern conditions of 
power generation demanded. - | | 

Prof. W. D. ENNis (Brooklyn Polytechnic Institute) 
pointed out that thermodynamic considerations favoured high 
initial pressure rather than high superheat, as essential to 
efficiency; unfortunately, pressures had to be exceedingly 
high in order to get a temperature range even reasonably 
good. In modern plants steam temperatures of 550 deg. F. 
were common, which with saturated steam would involve a 
pressure of 1,062 lb. per sq. in., so that a compromise was 
necessary, and the highest practicable ee propor- 
tionately high superheats were employed. The frictional losses 
of a turbine were proportionate to the density of the steam, 
and high pressures increased the density, while superheating 
at any pressure decreased it. With fixed exhaust pressure. 
the expansion of dry steam led to greater liquefaction. as 
the initial pressure was greater. Particles of moisture due to 
liquefaction caused friction and wear, and superhe»t wac the 
preventative. In European practice in the last five vears 
steam temperatures up to 1.000 deg. F. had been, if not 
common, at least commercially feasible, particularly in the 
locomobile. Boilers with small water tubes would probably be 
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tion of the load, and can therefore be taken care of by the 
ordinary eominutating pole winding excite by the load 
current. 

When the booster is used, the effect of the converter arma- 
ture is more complicated, due to the fact that a part of the 
electrical energy supplied to the coaverter is transformed into 
mechanical power and transmitted through the shaft to or 
from the booster, the direction depending on whether the 
boost 15 positive OF negative. in the case of positive boost, 
i.e., when the E.M.F. O the converter 18 increased, it acts 
partly as a motor supplying mechanical power to the booster. 
which then acts as 8 generator in raising the E.M.F. On the 
other hand, when the converter E.M.F. is reduced by means 
of the booster the converter acis partly as a generator receiv- 


verter. Under these conditions the effect of tbe armature on 
the interpoles is no longer dependent only on the load of the 
converter, but also on the Е.М.Е. of the booster. This is due 
to the fact that the alternating and continvous currents are 
not balanced, аа in the simple converter, and the converter 
armature, therefore, develops a motor reaction when the 
boost 18 positive, and a generator reaction when the boost 18 
negative. 

The value of this armature magnetomotive force i8 directly 
proportional to the output of the booster. For example, wit 
the booster excited so as to raise the converter Е.М.Е. per 
cent. the armature reaction would increuse the interpole 
ampere-turns by an amount equal to 10 per cent. of the alter- 
nating-current armature reaction, OF, if the E.M.F. were re- 
duced by the same amount, the interpole ampere-turns woul 
be decreased by an amount equal to 10 per cent. of the 
alternating-current armature ampere-turns. This would, of 
course, mean an increase or & diminution of the flux requiret 
to obtain correct commutation ; and when it 18 considered at 
as an average the interpole ampere-turns necessary to pro 
duce this flux, 46 well as compensate for the normal arma- 
ture reaction at Zero boost, only amount to about 35 per cent. 
of the armature ampere-turns, it will be readily annreciated 
that a reduction of 10 per cent. means a big change in tne 
strength of the interpole flux. In order, therefore, to keep 
the interpoles at their correct strength at any load and volt- 
age, it would be necessary to provide some means whereby 
the interpoles were automatically adjusted with the load. Tt 
is, of course, also necessary to vary the excitation on tne 
interpoles with varying boost. 

Unfortunately, it is not possible to compensate the arma- 
ture reaction completely, аё it is not constant for all positions 

s to 
These fluctuations exist in the simple converter ^s well ак in 
the booster type. but are accentuated in the latter under cer- 
tain conditions О oost A 

Several different methods have been adopted 10 order to 
obtain the necessary compensation, all of which involve an 
auxiliary winding on the interpole. and in some cass gpecia 
apparatus for varying the excitation of this winding. In 
most schemes, the variation in the excitation 18 obtained by 
variation of the resistance in th^ circuit О the auxiliary 
winding. and the accuracy of ће compensation depends. 
therefore, on the number of steps in which the resistance 18 
changed. The question of rapidity in adjusting the excitation 
is of importance in cates where sudden load fluctuations 
occur, and the time lag must, therefore, be reduced to the 
smallest possible amount. 

The problem of accurate compensation of booster converters 
is, as will be appreciated from the above, not an easy one. 
especially in cases where large voltage variations are required. 

A certain amount of boost can, of course, be obtained with- 
out any adjustment of the interpole excitation, but it 1s very 
limited, and ав the conditions of commutation cannot be made 
uniform for all voltages. it is clear that full advantage cannot 
be taken of the material if good commutation is to be obtain 
‘at all loads and voltages. In other words, & given machine 
would reach its commutation limit at a lower load, if fitted 
with a booster for voltage regulation, than would be the case 


When inverted running is required and voltage variation 
is necessary, 8& booster 18 essential, if the converter js not 
running in parallel with any other ‘alternating-current plant. 
as reactance control cannot be used in such cases. is will 
be clear when it is considered that, with æ given condition 
of load. to keep the speed, and therefore the frequency, con 
stant it 18 essential to keep constant feld current. assuming 
a fixed continuous voltage. In order to vary the E-M.F. e- 
livered by the converter. it would be necessary, however, to 
vary the excitation, SO that the two conditions are opposed. 
If the converter is running in parallel with an alternating- 
current system, it is possible to regulate the alternating volt- 
. age by means of reactance control, a8 in this case the gpeed 
of the converter cannot increase, ue to tbe fact that it 15 
held in synchronism with the system to which it is con: 
nected. Inverted running, should, however, be considered 
as ап emergency condition, a8 the rotary converter 16 primarily 
a machine for transforming alternating current into con- 


The influence 0 the booster on the losses in the armature 
winding is of some importance and interest. The relations 
between the armature losses 10 a non-booster converter, ап 
in 8 continuous-current generator with the same winding. 
have been established for different power factors, both for 
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the tap coils and for the whole winding. These ratios do not 
hold good. however, when a booster is introduced, as the 
resultant current in the armature winding varies for different 
values of boost. That this is the case will be clear when it 
is considered that the ratio of transformation of the converter 
is changed by the action of the booster. The values of the 
constants giving. the ratios of the losses for different percent- 
age of boost and power factor are shown in figs. 7 and 8 
the former giving the ratios for the losses in the tap coil and 
the latter for the average losses of the whole winding. 

The fact that the losses in the tap coils decrease with in- 
creasing negative boost is of practical importance in cases 
where full Kw. output is required at the lower voltage, as the 
heating of the tap coils is the limiting feature as regards the 
copper loading of the armature, and higher current densities 
in the armature copper will be possible in cases where the 
voltage variation is obtained by means of a booster than 
would be the case if other means were used. 

If the whole range were obtained by negative boost, a 
considerable reduction 1n the tap-coil losses would be obtained 
at the low voltage, but owing to the increase in the output of 
the booster, the cost of the converter would in most cases be 
increased. 

The reduction in the losses obtained in ordinary cases is, 
however, of importance, especially in cases where the con- 
verter has to deal with wattless currents for power-factor 
correction. 

Comparison.—No general statement as to which system of 
control is most advantageous can be made, as this must 
naturally depend on the conditions of the system on which 
the machines have to operate, but a study of a particular case 
may help to bring out the advantages and disadvantages of 
the respective types. ‚ 

Assume that two ranges of voltage are required, t.e., 400 to 
140 volts for lighting and power, and 500 to 550 volts for 
traction, a fairly common case. For this voltagé variation, 
the booster would required a range of + 75 volts, which 
means that the output would be 15.8 
per cent. of the converter output, on the 
assumption that the full range has to be 
obtained in a smooth curve, which is 
usually specified in such a case. Assum- 
ing a unit of 1,000-k&w. output, the cost 
of the booster would be in the neigh- 
bourhood of 90 per cent. of the cost of 
the converter alone. 

In the case of reactance control, the 
cost of the converter would be practically 
the same as for the booster control. 
Owing to the reactance and the tappings 
required in the transformer, the cost of 
this would be increased by approxi- 
mately 5 per cent. of the converter cost. 
A three-pole double-throw switch would 
be required, the cost of which would be 
about 2 per cent. of the converter cost. 

rom the point of view of first cost, 
therefore, the advantage would be with 
the reactance control. The size of the 
hooster would, of course, be materially 
reduced by arranging the transformers 
with tappings giving 420 and 525 volts 
respectively on the continuous-current 
side and providing a change-over switch 
as in the case of the reactance control. 
The advantage of this arrangement would 
be not only reduced cost, but also im- 
proved conditions from the point of view of commutation, on 
account of the reduced boost. This advantage is more marked 
in large units than in smaller ones, owing to the increased 
difficulties in commutation. 


WINDING. 


As regards the power factor, the booster type of converter . 


has, as already stated, the advantage, as its power factor can 
be varied at will under all conditions of load and voltage, and, 
їп cases where wattless currents are required for power-factor 
improvement independent of the voltage conditions, it is the 
only type suitable. 

When no leading currents are desired, however, there 
appears little or no reason why the reactance type should not 
be used, as the power factor obtainable on the high-tension 
side is very close to unity over the whole range of voltage, 
and is slightly leading at the higher voltage, and it is doubt- 
ful whether better results would be obtained with the booster 
type, as very close adjustment is necessary to keep the power 
factor exactly at unity, and it should be remembered that it 
Is necessary to adjust the field of the converter, as well as 
that of the booster, when changing the voltage of the con- 
verter, in order to keep the power factor at unity. 

With the reactance type of control, it is only necessary to 
operate the field rheostat in changing the voltage, and the 
fact that the power factor is fixed definitely for each voltage 
is, therefore, not altogether a disadvantage, as less skill is 
required in operating this type of machine. Another point 
which should be considered is that if load having a power 
factor of approximately unity is added to a system having a 
low power factor, the conditions are of course improved in 
this respect, so that the converter acts as a Power ticker im- 
prover without actually supplying leading current to the 
system. . от | 

In respect of commutation, the réactance control has the 
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Fig. 7.—CURVES SHOWING RATIO OF PR 
LOSSES IN THB TAP COILS OF A ROTARY 
CONVERTER TO THOSE OF A CONTINUOUR- 
CURRENT GENERATOR WITH A SIMILAR 
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advantage, as good commutation is more easily obtained with 
this type. Satisfactory commutation can be obtained with 
the booster type of machine, but much finer adjustmente as 
regards interpoles, brush-gear, &c., are necessary with this 
type of machine than with the former type if these results are 
to be obtained. M 

In many cases sacrifice is made in the most vital feature 


. of the machine, i.e., the commutation, in order to obtain 


the advantage of unity power factor, which may, or may 

not, be realised in actual operation. 

The following summary of the two systems may be con- 
sidered as generally applicable :— 
Reactance type. 

Cost cin ... Cheaper. 

Power factor .. Cannot. be controlled at 
will for each voltage will for any loed 
and load. and voltage. 

.. Good commutation more — 
readily obtained. 

Range of voltage ... Limited (+ 7} per cent. 

may be considered as 
the limit). 


Booster type. 


Can be controlled at 


Commutation 


Great range can be 
obtained ( + 15 per 
cent. or more). 


Efficiency ... ...Slightly higher. — 

Starting ... No difference. No difference. 
Space Я .. Less space required. — 
Maintenance — More parte to keep 


in order. 


The simplicity of the reactance control, coupled with its 
low cost and advantages in operation, are factors which re- 
commend it very strongly wherever the range of voltages 
required permits its adoption, even at a sacrifice in the way 
of power factor. 

We give below a corrected résumé of Мг. A. M. TaAYLOR's 
remarks, which did not reach us in time for our report of the 
discussion last week :— 
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Fig. 8.— CURVES SHOWING BATIO OF 
AVERAGE I?R LOSSES IN ARMATURE 
WINDING OF A ROTARY CONVERTER TO 
THOSE OF A  CONTINUOUS-CURRENT 
GENERATOR WITH A SIMILAR WINDING. 


This paper appears to have for its object the showing up of 

the advantages of the reactance-controlled rotary, when used 
in the ordinary way; but a question that is exercising the 
minds of mahy station engineers js whether the rotary cannot 
be satisfactorily used ‘‘inverted’’ to а much greater degree 
than has, up to now, been done. 
_ The use of batteries in л.с. sub-stations has enormously 
increased during the past few years, and there are many 
sub-stations, especially towards the outskirts of large systems. 
where a large А.С. load is transmitted through the sub-station 
to regions beyond and where, if it were possible to feed into 
the 4.c. network from the sub-station battery, and at the 
same time to boost up not only the А.С. voltage but also its 
power factor, engineers would not hesitate to pay, perhaps. 
25-30 per cent. more than they at present pay for rotaries. 
in view of the considerable saving in copper which would be 
effected in the mains, and of the, in some cases, really serious 
difficulty of being tied up, on the one hand, to p.c. mains 
fed from adjacent sub-stations of higher pressure, and, on 
the other hand, to its own А.С. mains which are considerably 
below the normal. | 

The speaker endeavoured to show, some years ago, that it 
was financially a safe proposition to put in batteries in the 
more distant sub-stations, even on the basis of unity power 
factor in the А.С. load; much more so would this be the case 
when the power factor was poor. 

He believes that it is possible to obtain a large leading 
current from the rotary, both when it is delivering D.o. cur- 
rent to the sub-station bus-bars and also when it 1s running 
'‘ inverted '' off these bus-bars, i.e., over the whole 94 hours, 
in fact, and this desirable result can, he believes, be obtained 
in either of two ways:— s 

1. A rotary with a large external reactance can be used 
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on the '' charge," and the rotary designed to give the correct 
D.C. and А.С. volts when heavily over-excited (i.e., with a 
large leading current); the reactance, in this case, acting to 
vive a heavy positive boost from the А.С. mains to the D.C. 
mains. The same rotary, with the reactance cut out by a 
switch, and with the addition of an А.С. booster (or induction 
regulator) giving a large counter-boost, can again be run at 
high excitation, and with a large leading current, this 
tine "' inverted," and feeding into the А.С. mains. 

The vectorial conditions are shown m fig. A. 

>. The alternative would be to have only the А.С. booster 
(i.c., without the reactance), and to have the rotary and 
transformer with as little reactance in them as possible. 

In this case the rotary would be run over-excited on the 
“charge "" as well as on the ‘ discharge " (i.e., when running 
"inverted "), and would take a big leading current in each 
«ase. The booster would be used to give a counter-boost on 
the discharge only; or, if found more desirable, it might give 
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by the Incorporated Munici Electrical Association. The 
objects of the Committee will be:— 

1. To investigate and advise upon the problems underlying 
the supply and use of electrical energy in agricultural area- 
for power, lighting, heating, culture, and other purposes 


_ for farms, villages, and rural industries. 


2. To collect and collate information, and publish litera- 
ture bearing upon the above. 

3. To co-operate with agricultural and other associations. 

4. To investigate in co-operation with manufacturers the 
development, manufacture, and adaptation of agricultural 


. Inachinery, and appliances for utilising electrical energy. 


5. To promote the exhibition of such machinery and appli- 
ances at agricultural shows and elsewhere: 

б. То offer assistance in arranging demonstrations and 
lectures in. conjunction with farmers’ associations, clubs, &e. 

7. To promote any legislation necessary to facilitate the 
application. of electrical energy to agricultural areas. 
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Fias. A AND B. 
E, = H.T. Mains: Esr = Slip rings; е œ Counter toost. reactance out: 
ra = Counter boost, reactance in; e, = Reactanoe, 


\ . 

a forward-boost on the © charge " 
" discharge." 

| The vectorial conditions for the former case are shown in 


and a counter-boost on the 


fig. B. 

He (Mr. Taylor) would be much interested to know whether 
the sparking conditions would prevent such machines being 
built at reasonable cost. No doubt the booster would have 
to be bigger than is usually supplied; but he believes engi- 
neers would willngly face the cost for the sake of the im- 
proved powef factor. 

It is, of course, not necessary that the required boost should 
be furnished by a rotating booster. It could equally be pro- 
vided by, for instance, the new type of static regulator 
described at the meeting by Mr. Juhlin, which also has the 
advantage that it could be added to any existing rotarv. 


ELECTRICITY IN AGRICULTURE. 


I.M.E.A. Agricultural Electrical Development Committee. 


At a recent meeting of the Council of the Incorporated Muni- 
cipal Electrical Association, the President, Mr. F. M. Long. 
referring to the paper read by Mr. Kerr at the last’ annual 
convention, suggested that the Council should take the initia. 
tive in developing this subject. 

The Council, recognising the important part that electricity 
may be made to play in the better cultivation and greater 
. Production of the land, and in the extension of rural indus- 
tries, have formed the nucleus of what is ultimately intended 
to be a committee representative of all interests with the 
object of a thorough investigation into the technical and 
commercial problems underlying the application of electrical 
energy for such purposes, by forming a small committee with 
powers to add to their numbers, both from the ranks of the 
Association and from other sources. ! 

The Committee consists of Mr. S. E. Britton, city elec- 
trical engineer, Chester, chairman: Мг. F. M. Long, city 
electrical engineer, Norwich (President, LM.E.A): Mr. H. 
Faraday Proctor, city electrical engineer, Bristol; Mr. J. 
Christie, engineer and manager, electric supply department, 
Brighton; Mr. S, T. Allen, engincer and manager, electric 
supply departmeyat, Wolverhampton; and Mr. F. Ayton, engi- 
neer and manager, electric supply department, Ipswich. 

Mr. W. T. Kerr, city electrical engineer, Hereford, has also 
been added to the Committee, and two sub-committees have 
been appointed to deal with publicity and technical matters, 
with Mr. Kerr and Mr. Long as chairmen, respectively. 

The Committee will be known as "The Committee on the 
Development of Electricity in Agricultural Areas.” formed 


When the Committee have formulated definite proposals 
for consideration and discussion, and compiled the necessary 
data and information, it is intended to invite kindred bodies 
to nominate representatives to serve on the Committee. 

All communications should be addressed to the chairman, 
Mr. S. E. Britton. city electrical engineer, Chester. 


Sir Oliver Lodge and Electroculiure.—According to the 
Birmingham Daily Gazette, Sir Oliver Lodge, in a recent 
interview with reference to the forthcoming experiment in 
electroculture on some 50 acres of cereal and other field crops 
at Huntingdon Court Farm, near Hereford, said the scheme 
outlined was apparently what was desired rather than what 
had been settled; at any rate, the Agricultural Electric Dis- 
charge Co. had not, he thought, been consulted. 

A large scale experiment on the electrification of crops, pro- 

ceeded Sir Oliver, might with wisdom have been made by 
the Government many years ago, but they.left it to private 
enterprise. The Agricultural Electric Discharge Co., of 
Gloucester, had gone into the matter in detail, and carried 
out the pioneering work without any State recognition and 
at a loss to themselves, but they had thereby gained some 
experience. They had supplied plants to the Board of Agri- 
culture, and two had been working for Prof. Priestley, of 
leeds, for a couple of years before the war. One had been 
supphed to the United States Agricultural Research Depart- 
ment. Another was working in Java, one in Norway, and 
sıx were supplied to Germany before the war. А few others 
had been erected in England and Scotland. 
But all these must be regarded as experimental installa- 
tions for the purpose of gaining experience as to which kind 
of discharge was most effective, and under what climatic 
conditions electricity was of most use, bearing in mind al» 
that all agricultural experiments were necessarily slow be- 
cause until the crops were reaped the results could not be 
scrutinised, and that conditions of failure, just as much as 
conditions of success, had to be examined, for both were 
instructive. Then, again, some reasons were very wet and 
some very dry. When there was plenty of sunshine it wa- 
possible that electrification was not much needed, and when 
there was & very wet seaeon the crops might be inferior 
whether electrified or not. 


Electroculture Experiment at Southport.—An interesting 
experiment in electroculture is to be made‘at Southport. 
where Mr. M. Ashley has been granted permission by the 
Food Supplies Committee to rent two 10-rod plots at Crow- 
lands on which to carry out a scheme of electrical cultiva 
tion. The land adjoins the electricity works, and arrange 
ments have been made for the supply of the necessary cur- 
rent. Messrs. M. Ashley, Ltd., electrical engineers, are 
manufacturing the plant, and undertaking the other ex- 
penses, and Mr. Black, the borough electrical engineer. is 
assisting the project as much as possible. 
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CORRESPONDENCE. 


Letters received by us after 5 Р.М. ON TUESDAY cannot appear unti. 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Electric Radiators. 

Referring to “ Experiment's’’ article on radiators in the 
issue of March 2nd, I do not consider that he is wholly cor- 
rect in his conclusions. Writing simply as an observer, like 
himself, I rather think he misses the chief point of the elec- 
trical radiator. This heater is used chiefly as a convenience 
heater. For regular heating (for obvious reasons) it has not 
a large field. In consequence, the public demand a radiator 
which will give a cheerful glowing effect immediately it is 
switched on. 

An element of the type he suggests would take some time to 
build up. Further, there would appear to be no gain by 
placing & spiral in a horizontal position; a larger area is left 
for the cold air to play upon—4ot air will rise, and there will 
be convected heat just the same. In the case of vertical 
spirals, the air passing the lower coils is heated, therefore 
hot air passes over the upper portion. 

It is agreed that more radiant heat is required, but this prob- 
ably means sacrificing the outstanding feature of the electrical 
radiator, i.e., the production of a real red heat as soon as it 
18 switched on. 

There should be no considerations in the design of a radiator 
to prevent the bars from reaching a high temperature, as the 
radiant heat emitted increases proportionally with the in- 
crease in temperature. 

It is doubtful whether primarily the failure of the lamp 
radiator can be attributed to too much eonvected heat. I 
should rather suggest it was lack of thermal storage. The 
filament of the lamp being in vacuo, practically 100 per cent. 
radiant heat is given off. Glass is not totally opaque to heat 
rays. It is granted it has a high capacity for sifting these 
rays, but it is to some extent diatherinanous, and there is 
the probability that it is more so as the temperature is 
increased. Radiant heat also is euntted from the heated glass. 


F. Cope. 
Stanley, March 19th, 1917. 


А Е 


. Curious Trouble with Lead-Sheathed Cables. 


Being interested in the cause of the above trouble, and 
after observations extending over many years leading me to 
a somewhat different conclusion to the various causes set out 
by your other correspondents, I should be glad to hear if 
anybody has ever experienced a similar trouble to the one 
mentioned by Mr. G. W. Partridge, on either buried or man- 
hole joint-boxes of the brass gland type, i.e., one in which the 
lead sheath has been plumbed on to a brass gland which is 
then serewed up to the cast-iron or lead containing box sur- 
rounding the joints; for, although I do not consider this an 
ideal type of box, after many years’ experience with boxes 
of this type, I cannot record one of this type having failed 
in the way in question. 

The previous correspondents all appear to me to be of 
the opinion that the trouble is one peculiar to joints on cables 
'" drawn-in," but this is not so, for I have had trouble on 
cables laid “тосе and laid ‘ solid’ in wooden troughs. 

Whilst I do not suggest that it is from the same cause, it 
might interest some to know that I have had experience of 
two drums of cable (three-core E.H.T.. paper insulated, L.S., 
S.W.A.) in which a very similar trouble extending completely 
around the cable, in both cases within a couple of yards of 
the running end, was appavent before the cable end was 
released for pulling in from the drum. 

A. R. Chaytor. 


Dewsbury, March V3, 1917. 


The ‘‘ Bauer " Qualimeter. 


Our attention has been drawn to а note, on Магер 2nd, 
to the effect that Messrs. F. R. Butt & Co. have applied for 
and obtained a licence to use the German patent No. 25,101 
of 1912, the instrument being known as the "' Bauer " Quali- 
meter. 

In this notice it is stated that Messrs. Butt & Co. have had 
difficulty in getting these instruments from our firm, who 
had previously obtained a lieenee to manufacture them, and 
that they therefore concluded that we were not in a position 
to manufacture. 

We beg to state that we are making these instruments in 
considerable numbers, and that Messrs. Butt & Co. have 
from first to last.only* placed one order with us, which order 
has Jong ago been fulfilled. | 

We do not know why the Controller of Patents did not ask 
for our evidence on this matter before taking further action, 
but as a statement such as that inserted in your paper is apt 
to do us harm as leading makers of X-ray apparatus, we 
should be very glad if you would insert this contradiction. 


Newton & Wright, Ltd. 
London, W., March 16th, 1917. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 


Compiled. expressly for this journal by Messk&Ss.. W. VU. frtowrsos А Co. 
Electrical Patent Agents, 285, High Holborn, Leadon W.C., and ar 
Liverpool and Bradford. 


1917. 


3,208. “ Dynamo.” T. CoorrR. March МЇ. 


3,255, 3,236. * Electric controllers, &e. J. Axcikson & G. Б. 
March Sth. 


3:50. “ Use of relays for telegraphic, &e., purposes. Н М бошу, 
March 5th. 

3,053. '' Electric heating clements," F.. G. Catster. Murch 5th, 

3,208. '' Miners’, &c., electric safety lamps." О. Огронлм Marth Sth. 


3,274. ** Dynamo-electric machinery." Lancasiire Dinano & Motor Co. 
AND G. E. Mason. March 6th. 


3,285. '' Electrochemicat process for treatnent of metallic ores." C. 0. 
СмкғІтн. March 6th. 


3,290. '' Electric controlling of Jocks of lockers, ào“ А. 
March 6th. 

3,295. “ Systems of control for electric motors.’ 
TON Со. (General Electric Co., U.S.A.). March 6th 


3,318 “ Control aad regulation of electric furnaces," 
Co. & A. Gray. March 6th. 


3,347. “ Spark plug intensifiers." O. G. Sincer. March 7th 
3.360. '' Telepraphic relays." J. А. Foeminc. March 7th. 
3,368, :' Electrical marine depth indicator." E. A. S. *SwiNsov, Morh fh. 


А. (Скат. 
1 


DBRrire n. Friowusos-Hot«- 


Кк. ws, BOVER avp 


3,394. “ Regulating or controlling systems for cleetuic motors." — E; FCTRIC 
AND ORDNANCE ACCESSORIES Co, & f. kicneeLs. March 7th, 
3,400. “ Electric. lighting systems for motor. road vehicles“ F. D. M. 


Gokpon, March 7th. 

3,401. “ Electric lamp for miners, Ас." F. D. M. Gorpos, March 7th. 

3,422. “ Welding or sintering tungsten ingots, A“ M. ] Issuu. Marbh 
8th. 

3,423. ‘ Compressed tungsten powder ond production of seme.’ M. ]. 
хума. March 8th. 

3,425. “ Electrical contacts.” M. J. Isti. March wE. 

3,420. “ Electric furnaces." M. J. Isso. March М. 

3.437. ''Svstems of electric motor. control.” Biriisn Tuowsos-Hotcsros 
Co. (General Electric Co., U.S.A). March Sth, 

3,464. © Magneto-electric machines for ignition in inti rnal«ombustion on- 
pines.” М. S. Conner. March. 9th. 

3,476. “ Regulating voltage: of alternating-current system 
March Ith. | 

3,485. ‘Electric welding or soldering.” L. Vwrrbarr & Qussi-Anc Со. 
March 9th. 

3,486. " Electric welding or soldering of metals." Qi asr-Agc. Co & W. L. 
Cork. March. 9th. 

3,494. '' Electric furnaces.” Birrisii Тномѕох-Носутох Со, (General. Elec 
tric Co., U.S.A). March 9th. 

3,524. '' Electric heating elements," *L. G. Cut NTER. March 9th. 

3,531. “ Machine switching telephone system." F. R. МеВекту, |. Pons- 
kowsky & Western Evectric Co. March. 10th. 

3,534. '" Trolley pole head for tramears, Nc," J. Proart. March 10th. 

3,549. '* Disconnecting boxes for electric cables W. T. Некиву Trit- 
Gkarit Works Со. & E. Mook. March. 10th. | 
3,551. '' Apparatus for direct conversion of energy of motion of water e 
other dielectric into electric energy, and conversely for conversion. of electric 

energy into the motion of mass," А. YounG. March 10th. 
3,558, “Apparatus for reception and utilisation of electric current im 
pulses." — SkLECTIVE меха, Со. & W. J. Lyons. March. 100 


A. M. ТАк. 


PUBLISHED SPECIFICATIONS. 


A915. А 
13,888. Рачамо-вскстыс Macuines. F. А. Heys Neuland Patents. Ltd. 
September 30th. 
14,500. Rabro-1E  EcRAPHY,. J. Bethenod & КЬ, 
(October 15th, 1914.) 
17,615. Loving Cons FOR SUPERIMPOSED TrnrrenoNe Working AND Orr 
peRposES. C. E, Hay & Н. W. Sullivan, December 16th. 


A910. = 
The numbers jn parentheses are those under which the specthe tens LE 
be printed and abridged, and all subsequent. proceedings will be taken. 


Girard: au October 1319 


246. ELECTRIC Ак PURIFYING OR CONDITIONING Arrsratos, A F. Berr?) 
February 16th, 1916. (104,019.) | _ 
9.447. Oir-cootgp. Evectkic TaassronMERS, А. F. Derry. February 160" 
1916.  (104,020.) 

0547. DiNaMO-E rcr Mactixery. Lancashire Dyaame А Motor. Ce. 
H. B. Whitmore, February 2ist, 1916, 104,027. 

3.356. FNcCANDESCENT ELrrerrie Lames. J. T. Corneille & E. К. Grot: 
March 6th, 1916. (104,039.) 

3.797. Mousxt кок Macneto Distamcrors. E. J. ]. Salmson, 
]4th. 1916. (104,046.) us 

4,186. Ran way SicNaLLING,. J. P. O'Donnell & S. L. Glenn. March. 215 
1"16. (101,052. 


and 


Mari 


| . 16 
5.343. Е.ғсткІСс  LAMPHOLDERS. A. P. Rutherford. April Pdt, 19 
(V4 070.) ide 
A,NO07. DISTANCE-OPERATED MECHANISMS AND SIGNALS CONNECTFE 10 Fo Lhe 


Surrey Systems. H. E. Angold, W. Duddell, 4. 1l. Dykes, Н. V. H andes? 
and C. Oliver. April 20th... (104,077.) SR 
5,986. APPARATUS FOR. Propucina COLOUR Errrers. 1% 'Tukarkrs, asa 16. 
Hairs, AND THE LIKE, W. E. Grant. April 26th, 1916, (Addition to 2.-— 
(104,081.) Nw 

6.003. Таситіхс FrvriNGs..— British. Thomsoa-Houston Co. & ВЕ. Fock” 
April 26th, 1916. (104,082.) 

8.959. FEurcrRicAL Bonpinc Junction Boxks FOR USE 
SHEATHED WiIKRES AND. THE Like. С. S. Boothroyd and Callender’s C 
Construction Co. June 26th, 1916. (1U4,106.) egor: 

9,079. SpaRKING PLUGS FOR ENTERNAL-COMBUSITON Eļscines. D McGr 
June 28th, 1916. (Cognate application, 11.092;16.)  (104,107.) FOR 


LI - 
мии METAL: 
able an 


. | ANS 

9.609. ELRCTRIC INCANDESCENT Lamps, AND Минор ОЕ AND м геш! 
PRODUCING THE SAMF. Deutsche Gasgluhlicht Akt. Ges, (Апегдез! * P 

97th. 1915. (101,022.) pes! 


14,068, METHOD AND Apparatus Ареса IN Ree vikinc Err thie Octob Y 
TRANSMISSICN MASTS FOR OVERHEAD CONDUCTORS. J. А. Husebye. 
4th, 1916. (104,131.) War 
14.276. Contacts or Exectric Circuit INTE iRUPIERS. British Westin? 
Electric & Manufacturing Co. October 9th, Wo. 101,796.) 
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COAL WINDING PROBLEMS. 


——— — — 


In his presidential "n to the South Wales Insti- 
tute of Engineers, Mr. Hugh Bramwell took as his 
subject ''The Raising of Coal from Vertical 
Shafts,” tracing the various historical phases of the 
subject from as far back as 1750-65, when the hand- 
winch gave way to the horse-gin, and hourly outputs 
of 10 to 20 tons of coal were raised, up to the present 
time, when the electrical winder is rapidly estab- 
lishing itself in favour. With the introduction of 
steam winding, speeds and outputs greatly increased, 
and in 1894 four and six-ton loads were lifted at 
average speeds of 35 ft. per second, giving outputs 
of 350 tons an hour; at the present time, however, 
a reversion has taken place in South Wales to slow- 
speed winding with a materially heavier load than 
has hitherto been adopted. 

Up to 1870 the ropes were usually balanced in 
deep mines by means of balance-chains working on 
the drum-shaft and dropping into shallow staple 
pits. About 1874 the balance-chain method gave 
place to tail-rope balancing or to the conical drum. 
About 1905 the cylindro-conical drum was intro- 
duced, in which the acceleration of the masses 
is supposed to be completed and full speed 
attained with the two ropes on the maximum and - 
minimum diameters respectively. 

In 1914 the author introduced the subject of re- 
coiling the rope on itself in layers, to the Institute, 
this being a means of keeping the diameter and 
width of drum within practical limits,,where con- 
siderable rope-carrying capacity is required. The 
author gives an appendix containing a comparison 
between five more or less representative types of 
winding plants, which disclose the struggle between 
load and speed. 

The Wearmouth “В” Pit engine of 1868 repre- 
sented a reversion to slow speed with a heavier 
load (max. and av. speeds, 20 and 18 ft. per sec.; 
coal weight, 8,960 Ib.); the Silkstone No. 2 (1872), 
Hickleton (1894), and Penrhiwceiber (1906) show 
that the load is maintained, but speed increased (the 
three examples give max. and av. speeds of 45 and 
36, 5o and 363, 59 and 38} ft. per sec. respectively, 


with coal loads of 8,960, 9,856, and 10,080 Ib. res- 


pectively). These are followed by the Cwm (Llantwit 
Fardre) electrical winder of 1914, again showing a 
reversion to slow speed and heavy load; in this case 
the max. and av. speeds are 28 and 21 ft. per sec., 
and the coal load is 26,880 Ib. The Penrhiwceiber and 
Cwm winders each have a capacity of 360 tons per 
hour in full work. 

The author says ‘‘the inference is that speed is 
controlled by wear and tear of the plant and, pos- 
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sibly, by safety; whilst the load is chiefly controlled 
Inci- 
dentally, it may also be noted that with slow speed, 
cages may properly be very much lighter than with 


by the improvements in rope construction. 


high speed, and therefore the proportion of effec- 
tive load (coal) is materially improved. 
nection, it may also be pointed out that the life of a 
rope is related chiefly to the number of winds it 
makes, and, 


In this con- 


provided it is of reasonably adequate 
strength as compared with the load, its life is not 
influenced bv 
doubling the load halves the number of winds, and 


so much the total weivht raised: 


this, with reduced speed, must largely favour rope 
conditions.” 

The author concludes that a heavy load pays 
better than high speed, provided this is not attained 
initial outfit, 
and gives his opinion that for deptks of 3.000 ft., 
which are being approached in practice, develop- 
mént may properly tend towards an equipment on 
the lines of a hotel or warehouse lift. The present 
single rope to each cage which both suspends and 
actuates the load may be replaced by a suspending 


rope common to both cages, and working over a 
pulley on the headgear, with subsidiary operating 
ropes to each cage from the winding drum. The 
former rope would thus suspend the load, and would 
be relieved of all acceleration and retardation 
strains. The actuating ropes, on the other hand, 
would be relieved of the suspended weights, and 
their work would consist of accelerating and retard- 
ing the masses only. 

An arrangement of this kind would reduce rope 
sizes and weight of winding equipment, and render 
stage winding still less necessary. The Koepe sys- 
tem, employing a single frictional winding pulley, is 
somewhat similar, but the author's proposal differs 
in the separation of the suspending and actuating 
ropes; the Koepe arrangement has not been adopted 
to any extent here, its drawback being that there 
is no spare rope available for cutting and recapping 
—the cap end of the rope being the part where 
trouble is expected—and the author hints that his 
proposed arrangement shares this disability. Appa- 
rently the life of a winding rope averages about 3} 
years, and recapping 1s necessary at intervals of not 
more than six months, to comply with Government 
regulations. 

Mr. Bramwell's address contains matters of con- 
siderable interest to electrical men, first because his 
proposal would mean a radical departure from the 
stronelv entrenched practice of the past, which has 
proved such an obstacle to the introduction of elec- 
trical winding, and. secondly, because it directly 
favours the adoption of the latter method. Obvi- 
ously, the separation of the static and acceleration 
loads would, as the author states, lead to a reduc- 
tion in weight of winding equipment, and, other 
things being equal, a reduction in winding speed 
also favours the same result, and this, in view of the 
heavier pit-head structure which would no doubt be 
called for with heavier loads, points strongly to- 
wards the adoption of the pit-head position for the 
winding or hoisting gear as the correct one.  Elec- 
trically-operated winding gear, or that portion of 
it required for operating the winding drum or 
pullev, as the case may be, is eminently suited to 
such a position, whereas steam winding gear must 
of necessitv occupy valuable space and buildings on 
the ground. Several well-known Continental elec- 
trical winding installations utilise the top of the pit 


at the cost of an unreasonably heavy 


head structure, generally, we believe. with the 
Koepe winding pulley, but in one instance with wind- 
ing drums; in any case, with Mr. Bramwell’s pro- 
posed arrangement, it would appear that the weight 
of winding equipment as a factor in the construc- 
tional arrangement would be so far reduced as to 
make the pit-head position, with electrical winding 
gear, a proposition worthy of close consideration. 

The disadvantages incidental to the question of 
recapping should not be taken too seriously; there 
are possible ways and means of taking up the stretch 
in а rope and providing a sufficient margin for re- 
capping—not, of course, without introducing some 
departure from simplicity. The simplest arrange- 
ment of all would appear to be an endless rope. 
passing through the cages. if that were feasible, 
with a guide pulley, adjustable for slack rope in a 
sump at the pit bottom; the cages could then be 
clamped to the ropes, and their position adjusted 
at intervals to distribute tlie wear evenly over the 
ropes. As an alternative, the excess rope due to 
stretching, or that required for recapping, might 
be stored on a small drum at the top of the cave, 
which would provide the necessary adjustment in 
length. We feel assured that the problem will pro- 
vide no insuperable dithculty to the mining engi- 
neer—in any case, such difficulty will be trivi ial com- 
pared with those over which the electrical engineer 
Las triumphed in bringing the electrical winder to 
its present position as a practical machine. 


THe Ministry of Munitions 
(Labour Supply Department) is 
holding an exhibition this week at 
the Royal Colonial Institute, in 
Northumberland Avenue, W.C., 
which has doubtless been visited 
by many gentlemen responsible for the employment 
of labour in engineering industry. Those who have 
not had an opportunity of attendine in response to 
specially issued invitations, since the openiny of the 
Exhibition by Mr. F. Kellaway, M.P., on Mondav 
afternoon last, would do well to make a point of 
doing so before the closing hour to-morrow (Satur- 
day) afternoon, for the photographs and materials 
brought together form a unique, instructive, and 
most timely collection, demonstrating the thousand 
and one various tvpes of work upon which women 
аге being employed in engineering and other indus- 
tries on munitions of war. The manner in which 
women have come to the assistance of the Empire 
in taking the places of men of fighting age and ht- 
ness, and in facilitating the most necessary work ot 
dilution, must fill us all with admiration, but it is 
of the greatest possible importance that the move- 
ment, with its magnificent record, should not stop 
where it is. There is need for the employment of 
female labour to be carried much farther than it has 
vet gone, for the number of fighting men must be 
inéreased continuously until the enemy has been 
utterly defeated, vet the output of munitions for 
their use must be maintained at all costs. Of 
course, it is no new thing for women to be engaged 
in lamp-making, armature winding, accessories 
manufacture, and so on, but at this exhibition there 
is brought together a collection of articles of many 
other kinds upon which they have brought their now 
proved adaptabilitv and deft fingers to bear. Spark- 
ing plug parts, complete magnetos, lamp-holders. 
armature parts, lighting switchboards for mecha- 
nical transport w ork and scientific instruments. are 
among the purely electrical examples upon which 
women have worked either at drilling or milling. 
winding, engraving, assembling, and so forth. But 
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the collection of photographs carries us into classes 
of labour where before the war female labour, if 
not unknown in this country, was almost a curio- 
sitv.. They depict women engaged іп a host of 
operations involved in general engineering,’ ship- 
building, and marine engineering. tool .room and 
precision work, small arms work, the manufacture 
of parts of internal-combustion engines; they show 
them engaged on wiring and rolling mills, operating 
all kinds of lathes and similar machinery, building 
small commutators, operating presses for armature 
work assembling ironclad switchgear, erecting 
switchboards, driving 40-ton cranes, in charge of 
motors on industrial installations, driving electric 
trucks, electrically welding electric contact mines, 
operating a 500-KW. switchboard. and attending a 
300-KW. direct-coupled engine set and a r,000-H.P. 
steam engine. These are a few of the pictures now 
on exhibition; our reference is not by any: means 
exhaustive, but we think it may be taken as indi- 
cating the very wide field of service in which female 
labour, after suitable training, has proved to be not 
only applicable, but very successful. The progress 
which these examples and photographs represent 
lias been remarkable considering all the prejudices 
which have naturally been encountered by those who 
have striven to bring about, if not a revolution in 
industrial life, a remarkable extension of the use of 
a class of labour which was not rightly valued, prob- 
ably because there was not the same need, in normal 
times. Prejudices from Labour; prejudices from 
Employers and their management and staff; pre- 
judices from women themselves; all called for tact, 
enthusiasm, and determination if this, the only 
means of enabling us to carry the war through to 
an unquestioned victory. was to be availed of. Of 
course, those prejudices have not yet been entirely 
removed from anv of the three classes, although 
they are disappearing more and more as our leaders, 
political, labour, industrial, and social make abso- 
lutely definite the necessities of the situation and 
the inevitability of women taking a new place in the 
world until the present emergency has passed right 
away. Fear and suspicion on the part of male 
workers ‘as to the position of certain classes of 
trades after the war, consequent upon the change, 
still lurk beneath an apparently calm surface; un- 
willingness and want of conviction as to the suit- 
ability of women for certain classes of work still 
mark the attitude of some employers; and manv 
women continue to show a predilection for classes 
‘of service which normal times have proved to be 
their natural avocations. But we are governed to- 
day by the dictates of absolute necessitv. and for 
the time being all will do well to pack up their pre- 
judices, as the soldiers do their troubles, and find 
a way for doing their bit to further, in the interests 
of the great cause of Civilisation, the employment 
of women in the engineering factories of the United 
Kingdom. If the call of the War Office is for men 
of fighting age'and fitness, that of the Ministry of 
Munitions is for women, more women, and still 
more women for our factories in order that those 
fighting men may do their part with a minimum loss 
of life, and by hastening the end save millions of 
treasure also. Our after-the-war problems may 
seem to be increased with each successive step for- 
ward in disorganisation, but who can show suitable 
alternatives to present methods? Further, may it 
not well happen that instead of being detrimental 
to the national industrial situation that follows the 
war, the availability of a vastly larger volume of 
skilled and semi-skilled female labour will be an 
asset of immense value when we resume the manu- 
facturing operations of pre-war times on what we 
hope will be an exceptional scale, calling for the 
co-operation of all the demobilised fighting men. 
and all the new industrial women, in the building 
up of greater industries than have ever been ours 
їп the past? 


\ 


цо be satisfied with it. 


„meter. 


SOME NOTES ON THE ELECTRICAL 


DRIVING OF WORKSHOPS AND FACTORIES. 


е L 


Bv A. T. BULLEN, 


ELECTRICITY as a source of power is now well known in 
most of the larger factories in this country, and, generally 
speaking, the operatives in those factories have every reason 
A man brought up in the traditions 
of steam or gas power is not always willing to change over 
to electricity : but having put it to the test, and overcome 
his natural mistrust of a new thing, he will usually speak 
highly of the steadiness, constant speed, and reliability of 
the new driving power, and, more than that, he would not 


` revert to the older forms even if.he had the opportunity. 


In the larger factories, the owners, too, have every 
reason to be satisfied, for on account of the large quantities 
of electricity consumed, they are usually able to arrange 
terms which make it not only a reliable, but a very 
economical form of power. 

In the smaller factories and workshops, however, we do 
not always find the same satisfactory conditions, and Ше 
price per unit .will not work out to anything like the 
economical figure reached in the case of the larger factory. 

There may be two reasons for this; the first due to the 
method of payment, and the second the result of the method 
of installation. 

If the supply is charged for on the flat-rate principle 
we usually find a considerable rebate allowed on very large 
consumptions. If, on the other hand, the charge is based 
on the maximum demand the large factory scores again ‘by 
reason of its diversity factor. A small workshop of about 
half-a-dozen machines will often get them all on together. 
which will make the demand high compared with the 
number of units consumed, whereas in a factory with. 
say, 100 machines it is probable that not more than 80 
will represent the maximum load, so that the relative num- 
ber of high-priced units is less, which means a corres- 
ponding drop in the average price per unit for the whole 
consumption. 

But the number of consumers dissatisfied on account. of 
the prices charged is few compared with the number whose 
dissatisfaction is proved to be due to errors of installation 


‚ and power wasted in driving shafting and the like. 


In a large factory electric driving would rarely be 
installed except as advised by some prominent and capable 
engineer. "This authority would prepare a plan of the shop. 
and would arrange the whole thing on economical and 
£fficient lines, whereas, in the case of a small workshop, an 
expert authority would rarely be consulted, the work, more 
often than not, being entrusted to inexperienced local con- 
tractors who have been used to wiring anything up to 20 
points for lighting, but, beyond occasionally cleaning a 
motor or fixing new brushes, have had little to do with 
them or their uses. The result is inefficiency and expense. 

Here is a case in point. It is a small printing works 
boasting, in all, 17 machines. The majority of these 
machines are small, the largest of them taking less than 
1 H.P. to drive it. The average load, measured by the elec- 
trical input into the motors, of which there are two, is 
10:7 H.P. (independent of the motor losses) and of this 
quantity only 3:7 н.р. is useful work, the remaining 7 H.P. 
being absorbed in driving the shaftiug. | 


Either or both motors may be used, but, whichever | 


method is chosen, the whole of the shafting is running 
continuously, and 5'2 units per hour are registered on the 
When both motors are used, the first one drives 
seven machines, and, iu addition to its main shaft, requires 
two countershafts. The second motor uses six countershaft« 
in addition to its main shaft to drive the remaining 
10 machines. 

Can it be wondered at, that the proprietor of this estab- 
lishment is not satisfied with the cost of his electric power ? 
Yet he will not seek expert advice in order to improve the 
conditions, and so he rubs along, grumbling all the while, 
but paying all the same. 

The case of this printer is by no means an isolated one, 
and few realise the enormous amount wasted in the trans- 
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mission of power by mechanical methods—such as shafting, 
belts, or ropes. When installing electrical driving many 
simply replace their steam or gas engine by a large motor, 
still retaining all the power-wasting belts and shafting. 
This is obviously wrong, and the power is likely to cost as 
much, or more, than previously. "The correct method is to 
subdivide the works as much as possible into sections (it is 
rarely possible or advisable to fix a separate motor on each 
machine, although this is the theoretical limit), and to pro- 
vide a separate motor for each batch of machines. This 
will save much countershafting, and will, moreover, allow 
of certain machines being used without the necessity of 
running the whole of the shafting. 

Where a considerable amount of shafting is really 
necessary, care should be taken to reduce the friction to a 
minimum. For this reason, ball bearings should invariably 
be used. Their first cost is eomparatively high, but that this 
expense will soon be repaid by the saving effected on the 
electricity consumed is clearly shown by the following 
figures :— 

A certain consumer had a motor driving two machines, 
and he wished to add a third; but as he was not sure if 
the motor would take the extra load, he wrote to the Corpo- 
ration for advice. <A test was made, when it was discovered 
that his shafting, which was 20 ft. long, supported by 
three bearings, took 2 Kw. to drive it. He was advised to 
substitute ball bearings, which he did, at a cost of about 
£10. A second test was then made, and it was found that 
his shafting losses had been reduced to} kw. His running 
hours were about 30 per week, so that, in the first instance. 
3,120 units per year were consumed їп driving the 
shafting, which at 1d. per unit cost £13. Now these losses 
have been reduced to } Kw. the cost per annum is £3 5s., 
so that in one year a clear saving of £9 15s. has been 
effected, which is practically the first cost of the ball 
bearings. 

As much power as is lost in friction in the shafting is 
often lost in the belting used. A man who substitutes a 
motor running at 1,500 R.P.M. for a gas or steam engine 
running at about 200 R.P.M. will frequently use the same 
heavy belt to save the cost of a new one. This is a great 
mistake, for at the higher speed a much lighter belt will 
suffice, and its cost will soon be saved in electric power. 

As an example of power lost in a rope drive, the following 
would be hard to beat. In the engineer's office of one of 
our municipal generating stations, in a district where 
pottery is among the staple industries, there hangs a photo- 
graph of a 1-H.P. motor. This photograph is a source of 
just pride, and the engineer is ever ready to tell the story of 
its distinction. 

The machinery in the pottery where this motor is now 
installed was originally steam-driven, but it was one day 
decided to consider electric driving, whereupon the electrical 
engineer was approached, and asked to give advice on the 
subject. Having examined the machines to be driven, he 
decided that a 2-H.P. motor would provide ample power, 
and was subsequently asked to install it. This he did, only 
to find that it would not move under load. А 5-H.P. motor 
was substituted, but was little better; even a 73-H.P. gave 
results far from satisfactory, and eventually a 12-H.P. motor 
was installed. The engineer, however, was not satisfied ; 
he considered his reputation at stake when it was found 
necessary to install 12 H.P. to do work which, he said, could 
be done with 2 H.P. He knew there was a great loss and 
wastage of power somewhere, and asked to be given a free 
hand, in order to reduce this loss. "This he succeeded in 
doing, and to-day the whole of that machinery is driven by 
this 1-H.P. motor. 

The steam engine was reckoned as 6 H.P., and the 
driving of the various shafting and machines had been 


carried out by means of a very long rope, which ran practi- 


cally all round the pottery. It is probable that only about 
10 per cent. of the power used was usefully employed, the 
rest being absorbed in the absurd rope drive. 

Much of the loss and wastage of electric power indicated 
above, arises out of the short-sighted policy of many factory 
owners and their contractors, and it is particularly to con- 
tractors that these words are addressed. 


In a very large number of cases, the change to electric 
driving is à gradual process Comparatively few will 


suddenly change their whole factory to electric driving. 
since few are ready to be guided by the experience of others. 
It sometimes happens, however, that perhaps the insurance 
company have condemned a boiler, when the complete con- 
version usually takes place. More frequently, though, it is 
decided to install, say, a 5-H.P. motor, so that a personal 
trial and investigation can be made. — In such a case, this 
motor will probably drive an individual machine, when all 
the advantages of electric driving will be derived. — Exten- 
sions will follow, and it is then that the contractor must 
be very careful, for he will not be able to give an individual 
drive to each machine, and unless he adopts practical 
measures to keep down the driving losses, the final results 
will be much less satisfactory than those. given by the trial 
motor. 

If he is wise, the contractor uses whatever influence he 
has, professional or personal, to persuade the proprictor to 
convert the whole factory at once. It is a good plan to 
keep in close touch with other power users in the district. 
who are usually willing to allow new electrical chents to 
inspect their workshops and arrangements: but if, after 
such inspections, the doubting one still desires to make a 
personal trial, then the certainty of future extensions, and 
the absolute necessity of allowing liberally for them, should 
be impressed on him. It will cost more in the first place. 
but it will mean a considerable saving later. 

Before installing any one motor, a complete plan of the 
works, embracing all the possibilities of electric driving, 
should be made, and a central position chosen from which 
the supply of power will radiate. Here install a substantial 
distribution board with plenty of room for new circuits, and 
then run some heavy leads to the supply service. When the 
extension comes along, you are ready for it, and instead of 
having to run all round the shop to the point of supply. you 
simply run a pair of leads from the specially situated distri- 
bution board to wherever they are wanted. The scheme 
never becomes patched, and the hopeless tangle of wires 
we so often see round the meter and cut-outs, is avoided. 

Further, the foundation is laid for the individual driving 
of the various sections of the works, which is so essential if 
the final results are to be up to the standard fixed Dy the 
original trial motor. There is no risk of changing over to 
one large motor and then finding that the power wasted in 
the shafting and belting brings the cost up to, and perhaps 
even more than, that of the older method of driving. 

A word now as to the wiring. Do not spoil an otherwise 
good job by cheap, and therefore poor, wiring. If the price 
is not reasonable, it is better for neither the factory owner 
nor the wiring contractor to accept the work. Good work 
can always demand a fair price, and those who undertake 
cheap work, immediately brand themselves as second-rate 
contractors. | 

Electric motors, as a rule, require but little attention. 
and for this reason they very often get none whatever until 
something goes wrong: but although many motors have 
been known to work for 10, or even 15, years without 
attention, it i8 advisable to examine them occasionally. 

It is a good practice to put in cireuit an ammeter, which 
will give an excellent indication of the load or the condition 
of the motor and equipment. The mechanic or electrician 
responsible for the motor gets to know about how many 
amperes should be registered, and if he finds the current 
going up he knows that something needs attention, and thus 
faults are checked and quickly rectified. 

Consumers will find the officials of the supply authorities 
always willing, out of their varied experiences, to advise on 
particular matters connected with individual workshops : 
for although, as in this article, general broad principles can 
he laid down, yet each separate case calls for special arrange- 
ment and consideration, which can only be determined by 


‘a thorough investigation of the nature of the shop and 


machines to be driven. This the officials, as a rule, are 
able and willing to do, and they will make many useful 
suggestions which will materially assist in making cleetrical 
power both a practical and a financial success. 

It is quite certain that in most districts electricity for 
power purposes can easily compete on the question of cost 
with either steam or gas, while for practical utility its 
position is unassailable, provided always that it is properly 
installed. 
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EQUIPMENT OF KING GEORGE DOCK, HULL. 


A paper read before a joint meeting of the LIVERPOOL 
ENGINEERING SociETY and the MANCHESTER SECTION of the 


/ 
board, situated in the main switch-house adjacent to the sub- 
station, this board being operated by the Joint Committee. 
The lighting service is on the three-wire system, with a 
pressure of 440-460 volts across the outers, a balancing set 
being provided in the main sub-station for dealing with any 


out-of-balance load. 

The quays and warehouse roofs are equipped with quick- 
working electric cranes, the principal dimensions being shown 
in figs. 2 and 3. 


E^ rere pope 
——— 


INSTITUTION OF ELECTRICAL ENGINEERS recently, by Мг. І. 
LEIGHTON, contained some interesting particulars of the elec- 
trical equipment of the King George Dock, Hull, which is 
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M Fic. 1—P.ian or Kina Georce Dock, HULL, SHOWING POSITION oF CRANES, Conveyors, &С. 


the most recently opened large dock in the kingdom; the 
following is an abstract of his remarks :— 

This dock was opened in June, 1914—an article, which 
remained unfinished, owing to the outbreak of war, appeared 
in our pages at the time—and was constructed entirely 
to the designs of the joint engineers, Messrs. T. M. 
Newell.and R. Pawley, of the North-Eastern and Hull and 
Barnsley Railways respectively. The water area of the dock, 
which is shown diagrammatically in fig. 1, is 53 acres, and it 
IS provided with a complete system of railway sidings for 
handling coal, timber, and general merchandise; with transit 
sheds on the quays, and a grain silo. 

Electricity 18 adopted as the prime mover for the various 
appliances on the estate, the only machines not directly 
driven by this power being the coal hoists, coal conveyor, 
tipping gears, gate machines, sluices and warping capstans 
at the entrance lock. These machines are operated by 
hydraulic power, the pressure water being supplied from elec- 
trically-driven pumps. : 

The author believes that this is the first large dock in the 
country to depend entirely upon electricity as a prime mover. 
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Three-phaso current is suppli ici 
pplied by the Hull electricity 
department at 6,600 volts to a special sub-station on the dock 
» built by the Joint Committee. 
which €quipment consists of 500-Kw. motor converters, 
corre ,Uansform Лю 440-460 volts, at which pressure direct 
switch 18 supplied, through the Corporation's low-tension 
board, to the bus-bars of the Joint Committee's switch- 


Fic. 2.—ELEcTRIC QUAY AND ROOF 


The speeds of working and horse-powers of the various 
motors are as follows :— 


10-ton. 3-ton. 14-ton, 
: 50 ft. per min. 150 ft. per min. 250 ft. per min. - 
Do Д { 150 ft. per min. 250 ft. per min. —- 
s (3-ton) (14-ton) 


Luffing speed at 
hook ... ... 100 ft. рег min. 150 ft. per min. 200 ft. per min. 


Revolving speed 
of hook (max.) 300 ft. е 100 ft. а $50 ft. 2 
Travelling speed 


on crane rails 30ft.  .. 30 ft. РА 50 ft. 
H.P. of motors— 

Hoisting... 05 15 35 

Luffing aes 15 N 6 

Slewing ias 12} . 5 6 

Travelling ... 15 8 6 

Elevator ijs 15 — = 
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CRANES, Kia GEORGE DOCK. 

The cranes are all of the portal type with plated gantries, 
the quay cranes having clearance through the portals for the 
maximum railway loa gauge. 

Patent gears are fitted to all the cranes, so that the load 
moves in а horizontal path during luffing motions, in conse- 
quence of which there is a considerable saving in power and 
quicker luffing is permissible. 
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All the gearing is of machine-cut cast steel, with the ex- 
ception of the motor pinions, which are of raw hide or com- 
pressed paper. Each motion is fitted with an electric brake, 
and in the case of the hoisting motion a foot brake is also 
provided on the barrel shaft for quick lowering without cur- 
rent, in which circumstance the electric brake is held off by 
a hand release arrangement. 

The motors are of the totally enclosed type, six-hour rated, 
and work off the 440-volt D.C. circuit, current being conveyed 
to the cranes through armoured cable, from plug boxes con- 
nected to the mains, and fixed at intervals along the quays 
or shed. roofs. 

The switchboards are totally enclosed and fitted with volt. 
meter and ammeter, double-pole switches and single-pole 
overload and no-volt release circuit breaker, and fuses for the 
main incoming supply; the circuits to the various motions 
each have fuses and double-pole switches. Automatic cut- 
outs are provided as safeguards against over-running in either 
direction on the hoisting and luffing motions. 

An interesting point in connection with six of the 10-ton 
cranes is that they are fitted with telescopic grain elevators, 
which, as will be seen from fig: 3, are carried by a supple- 
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Fig. 3.—ELEẸCTRIC CRANES, KING GEORGE Dock. 


mentary jib at the opposite side of the centre post to the 
main jib. When not in use the elevators are derricked in to 
the centre and stowed in a vertical position. The elevators 
have a capacity of 120 tons of bulk wheat per hour, and are 
of the bucket type. They are driven by a separate motor, 
which, with the reducing gear and adjusting gear for the 
ее leg, is mounted on a platform at the head of the 


eg. 

To facilitate the handling of wagons 52 electric capstans 
and 88 rope fairleads are installed in convenient places be- 
tween the railway sidings serving the various quays. 

These capstans are of the self-contained turn-over box type, 
and are capable of hauling a load of one ton at a speed of 
200 ft. per minute. 

The motors are 18-m.H.r. totally enclosed, and one hour 

rated. The switchgear and starters are contained in an 
auxiliary cast-iron box fixed to the main frame, the starters 
being operated by a foot pedal. 
_A double-pole switch is fitted in an independent box in the 
line of the service to the machines. 26 of the capstans are 
fitted with automatic starters; while the other 26 have a 
centrifugal clutch, which does not take up the load until the 
motor has attained its full revolutions, the motor being started 
up under no load by a switch in the main circuit, operated 
by a solenoid in a shunt circuit, which is energised when 
the foot pedal is depressed. 

In addition to the quay cranes a floating crane for maxi- 
mum loads of 80 tons is provided. "This is propelled by ver- 
tical compound condensing engines, the steam being obtained 
from a marine type boiler, but the lifting, slewing, and 
luffing motions of the crane, also the travelling counterweight, 
are driven by electric motors, supplied with current from 
dynamos which are clutch driven by one of the engines. 

The output of the plant is 60 kw. at 220 volts, direct cur- 
rent; the Ward-Leonard control is adopted, all movements 
being operated by one man from a cabin placed on the 
revolving structure about 50 ft. above the deck. 

The rails for the shed roof cranes are 20 ft. 74 in. centres 
and extend for a length of 325 ft. at each block; they are 
bolted to timber way beams, which are supported by cast- 
iron chairs bolted to the roof. To enable the roof cranes to 
handle goods in the sheds five hatchways as shown are pro- 
vided at each block, in the roof and first floor. 

The sheds are effectively illuminated by clusters of metallic 
filament electric lamps fixed to the underside of the floor and 
roof slabs. А 

Special facilities are provided for dealing with grain traffic, 
consisting of a granary on the west quay of the north-west 
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arm of the dock, having a storage capacity of 40,000 tons, 
built on the silo principle and equipped with all the most 
modern machinery for handling grain. 

The granary is built in two blocks, each containing 144 
storage bins. 

Receiving houses are provided at the front of each block 
for housing the elevators, weighers, separators and otber 
machinery. The fronts of the receiving houses, below cope 
level, are connected with a distributing chamber built below 
the quay and connected to the conveyor subways shown in 
figs. 2 and 3. 

The conveyor subways extend for a length of 900 ft. at the 
North and South quays of the North-West arm. Two elevator 
legs mounted on the 10-ton cranes are provided at each berth, 
and deliver through pipes in the quay on to four conveyors 
in each quay subway, which deliver on to eight cross con 
veyors in the distributing chamber, fitted with movable 
throw-off carriages, which deliver on to any one of eight 
conveyors leading to the silo elevators, so that any one of the 
subway conveyors may deliver into any one of the silo ele- 
vators, for distributing to the various bins by means of eight 
conveyors placed above the bins and running the full length 
of the building. For the purpose of re- 
distribution. in the bins and for cooling 
off, the grain may be gravitated from the 
bins on to four conveyors fixed in sub- 
ways. under the silo, which deliver on to 
four cross conveyors in the distributing 
chamber, which in turn deliver to the 
elevators for returning the grain to the bins. 

Four sack conveyors are provided under 
the sacking-off floor, capable of delivering 
at rulley slides for local distribution or of 
discharging on to four of eight conveyors 
running from the silo to the quay and 
supported on overhead gantries, for de- 
divery to barges. 

Travelling elevators, either of the pneu- 
matic or bucket type, will be provided on 
the quay in front of the silo, for deliver- 
ing grain from barge to the belts in the 
distributing. chamber. 

Twelve Avery automatic weighers of 
the latest type are provided in the receiv- 
ing houses, together with 12 elevators for 
lifting the grain into the same, in addi- 
. tion to which there are eight elevators for 
lifting the grain to the top of the silo for 
distribution to the bins. 

In addition to the main ship discharg- 
ing elevators, six portable telescopic 

Е elevators, capable of discharging at the 
rate of 60 tons per hour, are provided. They are supported 
by beams spanning the hatchways and driven by electric 
motors and chain gearing. Portable conveyors working in 
conjunction with these elevators deliver, through spouts, to 
the quay conveyors or to the hoppers of Avery automatic 
triple weighers placed on the deck of the vessel and delivering 
overside to barge. 

The conveyors, elevators and weighers have a capacity of 
120 tons of bulk wheat per hour. 

Each conveyor is fitted with screw tightening gear, and 
driven by a separate electric motor and a single train, of 
machine-cut double helical gear. 

The elevators are of the bucket type, and driven by electric 
motors through belting and a single train of double helical 
gear. 

The electrical installation consists of completely equipped 
switch boards, mounted in a special switch-room. For con: 
trolling the main incoming supply there are two panels, and 
for the various power circuits ten panels, each panel being 
equipped with a circuit breaker and ammeter. ‘The total 
aggregate brake-horse-power of the motors is 1,546 

The cables from the switchboard to the distribution boards 
and sub-boards are V.I.R. lead covered and armoured; be 
tween the distribution boards and starters and motors they 
are taped and braided and run in conduit. | 

The motors are totally enclosed and. dust-proof and rated 
for continuous running. Each motor has a dust-proof iron- 
clad type starter equipped with starter, circuit breaker, and 
ammeter. 

The buildings are lighted by metallic filament lamps in well 
glass or bulkhead fittings. | i 

A complete system of automatic lever type inter-communi- 
cation telephones is provided in the buildings and along the 
quay subways, also special alarm hooters for use in case of 
any stoppage or breakdown of the machinery. A one-ton 
electric lift is provided in each receiving house. 


(To be continued.) 


Belfast Electricians’ Wages.— The Committee of Pro- 
duction, having considered an application for an advance of wages 
made to the Electrical Contractors’ Association of Belfast by the 
Electrical Trades Union, have decided that the men shall receive 
5s. per week and boys and youths 2s. 6d. per week, these to be 
regarded as war advances. Pieceworkers, premium bonus workers, 
and others paid by results are to be paid 5s. per week over and 
above the week’s earnings, calculated on the present basis. 
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THE VOLTAGE REGULATION OF ROTARY 
CONVERTERS. 


AT a meeting of the YORKSHIRE Loca Section or THE INSTI- 
TUTION OF HLECTRICAL ENGINEERS on March 2156, at Leeds, 
Mr. G. A. JUHLIN read his paper on the above-named sub- 
ject. | | 
. Mr. J. Н. Saaw said that many rotary converters had 
been installed with a large voltage range, which was quite 
unnecessary. On the other hand, the author's point with 
regard to large power factors on light loads did not count 
much with a large system. Take a railway company with a 
few trains per hour. ‘The load on one sub station. might be 
very high when that on another sub-station nüght be low. 
ln various circumstances rotary converters were not very 
suitable for s large range of voltage. He thought that a 
point which Mr. Juhlin bad not brought out was that the 
rotary converter with a fairly large voltage range and purely 
shunt control could be satisfactorily designed, because the 
increase in.voltage and operation was under hand control, 
and the commutating pole strength could be brought up, 
whereas the machine that was working on traction, perhaps 
over-compounded, was automatic. Another point was that 
power-factor correction on traction was utterly impossible. 
The load varied so quickly that it was impossible to follow it. 
` Mr. CHRISTIANSON said it seemed to him that the booster 
method was inapplicable to traction for railways or tram- 


ways where the load was rapidly varying, because the opera- 


tors could not follow the variations necessary in their rheo- 
state. ‘The reactance control was beautifully simple, and 
undoubtedly, from the operator's point of view, the ideal 
one. The machine simply acted like a pure shunt generator, 
and the operation was so like that of the ordinary generator 
that he thought many assistants in sub-stations thought that 
it just acted the same as the generator did. Referring to the 
trouble of flashing over on traction systems in the event of 
a short circuit, he would like to know whether there was 
any great difference between the flashing-over propensities 
of the booster-control machine and the reactance-control 
machine. 
. Mr. W. L. Browne said he thought that where the voltage 
variation was only small, reactance control was the best. 
His rotaries were inverted, and he did not quite see how to 
control the power factor in the case of the inverted rotary 
by the method which Mr. Juhlin had described; nor had he 
yet got very good control over the voltage when running 
inverted. He would like the author to say to what extent 
the voltage ratio might be altered by varying the design of 
the poles.. He noticed that the minimum wattless current 
was got with a reactance of about 90 per cent. Ought the 
customer to ask the maker for a reactance value of about 90 
to 25 per cent. in each case, or was it a point which the 
maker would put in for his own ends, and not look at it 
from the customer's point of view? He wished to know 
also whether the change of tapping could be done whilst 
the machine was on load. 
Mr. SELvEY said that such difficulty as he had with rotary 
.converters had not been due to voltage regulation, but to 
the flux of the interpoles and their spacing, and that was a 
very important matter, especially on quickly varying loads 
Mr. JUHLIN, in reply, said with regard to power factors 
on light leads, it was quite true that on & large svstem the 
total load did not change to the same extent as the load on 
ihe converter; but, even then, if the system had a big num- 
ber of converters on it—as was the case with a number of 
the larger towns which ran their own tramway systems as 
well as lighting and power—there was certainly a consider- 
able peak on the system due to the traction load, and, 
correspondingly, a reduction in the load when the traction 
peak was small. Mr. Shaw had wished the point to be 
emphasised that booster-control could be used with large 
shunt machines and over a considerable range, owing to the 
fact that it was possible to change the excitation on the 
winding of-the interpole. If the load variations were slow 
that was perfectly true, but if the loads were rapid the matter 
became rather difficult. As to the question of power-factor 
control on a system cperating on traction. load, there was 
no dithculty in ehanging the power factor provided the 
booster was used, even on the traction system, as they could 
arrange the booster with a series field, which would take 
care of the changes required in voltage. At the same time 
a shunt field could be used on the booster, which would be 
required to compensate for any change in power Ѓасіог on 
the rotary. So it was possible to vary the power factor on 
the traction system by means of the rotary, provided the 
booster was used. On main traction systems 76 was quite 
unnecessary to do so, because the power factor, as a rule, 
was sufficiently high without any correction. Mr. Christian- 
son had raised the question of booster-control on traction 
svstems; it war perfectly applicable, as they could use the 
series field on the booster. It was true that some aub-station 
attendants regarded the rotary more in the light of a p.c. 
machine than anything else. That point of view was fatal 
to the good operation of the converters, and ought to be 
combated by every possible means, because it was only by 


‘he greatly to the benefit of both sides. 


clear appreciation of the rotary as a machine that they could 
pet really good operation. The question of Hashing over was, 
naturally, bound up very closely with that of commutation; - - 
a machine which waa operating under adverse conditions in 
regard to commutation would Hash over more readily than a 
machine which commutated really well. It. was generally 
more difficult to. get good commutation on the booster type 
of machine. In considering the inverted rotary, it must be 
remembered that they could only get a certain range of volt- 
age regulation on that type, and that could only be obtained 
by changing the wattless current from the rotary on the 
synchronised sets running parallel with it. Very low react- 
ance in the transformers was required when the machine 
was running inverted, in order to get wattless regulation. 
With regard to the extent of regulation by changing the 
shape of the poles, it was possible to get a considerable range 
by the ''split-pole ° method. As for simply changing the 
shape of the main poles, it depended largely upon the indi- 
vidual design of the converter, but the range was very small-— 
only, possibly, a few per cent.; very limited indeed. The 
customer should specify clearly the range of voltage re- 
quired and the conditions as to power factor required on the 
high-tension side of the transformer.. With these conditions 


piven, the manufacturer should have free choice as to the 


reactance which he considered most suitable. If the cus- 
tomer specified for the reactance as well as the power factor 
of the system, it left the manufacturer very little choice in 
designing. Changing the taps on the transformer so as to 
give different ranges could not be done except where they 
could shut the machine down, unless а booster-transformer 
was used. The conditions which he had based his points on 
in that connection were that they had two ranges, one for 
general lighting and power work, and the other for trac- 
tion, in which case the machine need not necessarily be shut 
down. Mr. Selvey had raised a question as to the spacing of 
the poles, which, of course, was a point of considerable im- 
portance, especially in low-voltage machines, and it had 
received very careful consideration by manufacturers as a 
whole. A point of very great importance in Mr. Selvey’s 
remarks was that they should arrange machines for a given 
service, and he believed that in a number of cases where 
lighting and power work was done, as well as traction, a 
certain number of rotaries were used purely for general 
power work and lighting, whilst others were used exclu- 
sively for traction. In. such cases the machines ‘were not 
only cheaper, but better running conditions were obtained 
with them. If a large range was required, it was quite clear 
that the rotary was operating under adverse conditions, as it 
was normally a machine for fixed voltage. That point, to 
his mind, was one which should receive the most careful 


" consideration by operating engineers ang others who had to 


specify for rotary converters. 


Mr. Juhlin's paper was read and discussed at a mecting of 
the ScortisH Locan Section at Edinburgh on March 20th. 

Mr. W. B. HIRD, in a communication, pointed out that in 
cases such as that mentioned in the paper where two dif- 
ferent ranges of voltage were required, it seemed self-evident 
that the use of two tappings on the transformer had such 
great and iminediate advantages that one would expect it 
to be universally employed. By reducing the range of regu- 
lation required from the reactance, the booster, or whatever 
other method was employed, it evidently simplified and verv 
much cheapened the first cost of the apparatus required. It 
would seem, however, that for the fine regulation required іп 
addition to the tappings, there were other methods worthy 
of consideration. One of these was the use of a D.C. instead 
of an a.c. booster, and although the difficulties of designing 
a suitable commutator for such a machine might in some 
cases be prohibitive, there must be many cases in which the 
D.C. booster would give an ideal method of regulation. It 
would be free from the objections to the reactance method 
in that it would give a greater range of regulation, and would 
allow of control of the power factor. It was true that if 
connected with the rotary shaft it would still introduce in- 
creased difficulties in the commutation of the rotary in the 
same way as described for the a.c. booster, but it was quite 
conceivable that cases would occur where it would he pos 
sible and convenient to employ a motor-driven D.C. booster. 
Another method of theoretical interest would be the use of 
a reactance in the line, so that the amount of reactance 
could be varied at will. Such an arrangement, if found pos- 
sible in practice, would do away with some of the ditheulties 
Low experienced in the use of voltage control by reactance. 

Mr. Bersey emphasised the necessity for the purchaser or 
the operating engineer to look very closely into the limits of 
voltage that might be reqnired. If there was a little more 
Бушр у between the designer and the purchaser it would 
While the induction 
regulator had not been much used in this country, it had, 
he thought, been а success in the United States. 

Mr. Вовк pointed out that in many cases they had found 
that machines with a large range were never run. to their 
highest limits, with the result that the customer had to pay 
for a larger machine—one that was more expensive and not 
so efficient as if the range had been confined to sinaller 
limits. Referring to the motor converter. he remarked that 
due to the higher renctances which these machines had on 
low loads, the wattless eurrent taken on the low loads was 


D 


- 
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considerably smaller than with the corresponding type of 
rotary converter. 

Mr. ARCH. PAGE said that he was associated with the Glas- 
-gow T.C. electricity undertaking, in which there were at 
present 97 rotaries carrying 59,000 KW., and they had only 
half a dozen booster controlled rotaries out of that 97. They 
had, - however, а number of motor generators—34 with 
74,000 kw., and one motor converter of 1,000 xw., a total 
altogether of ‘converting plant of approximately 79,000 xw. 
lor the last two years their specifications for rotaries had 
hardly varied at all. They got sutticient regulation from their 
Tesistanee controlled- machines, but they did not go the 
length of asking 74 per cent.—they were content with 4 per 
eent. either way: -That, he believed, was probably more than 
sufficient; in fact; when there was a fair number of sub- 
stations dotted all over the system, he thought that 24 per 
‘cent. would be sufficient to meet the ayerage case. He would 
-put the cost as probably the most important item, with com- 
‘mutation second, power factor third, and range of voltage in 
‘the fourth place. Efficiency required consideration, but as 
all these properly designed and constructed machines were 
more or less of equal efficiency it did not amount to very 
much. Maintenance was, however, distinctly against the 
booster type. There seemed to be quite a lot of trouble over 
interpoles, and he described an experiment on an automatic 
method of changing which was proceeding in Glasgow. This 
consisted of a double set of brushes, and rather a complicated 
set of brush gear. The one set led through the synchroniser 
to the lines, and the other set led through the commutating 
pole windings, with the result that if the adjustment was 
correct they got the effect desired. They had also persevered 
with high output machines, and they were now able to buy 
these high-speed machines, and get very successful results 


from them. He asked Mr. Juhlin if he could explain the - 


excessively high open-circuit L.T. voltage one sometimes got 
with & transformer built specially for rotary-converter work. 
He found an open-circuit voltage of about 600 volts instead 
of what one would expect—370 to 400. 


Mr. BEDDON said the object of the paper appeared to be: 


to point out the value and simplicity of reactance control 
when a voltage regulation of not more than 15 per cent. was 
required on the D.C. side. Up to this point a rotary con- 
verter was a comparatively simple machine, but, if an in- 
ereased regulation was desired, then the rotarv did not 
appear to be quite so simple as was claimed. There were 
many ways of effecting this increased regulation, and he be- 
lieved that most engineers were agreed that, from an operat- 
ing point of view, the synchronous motor-generator was the 
ideal machine; it gave them all the regulation that was 
required in practice, and the power factor was under com- 
plete control, though, unfortunately, its efficiency was low. 
On the other hand, the simple rotary converter had poor 
regulation, but its efficiency was high. He thought the case 
could be met by the motor converter. 

Mr. WHysaLL said that in Greenock they had carried out 
their extension on the lines advocated by the author. All 
their rotaries were of the reactance-control type, six-phase 
converters (with the exception of one 75-Kw. inverted rotary, 
with which was a D.C. booster). In the case of two rotaries 
they had a middle-wire booster introduced for balancing pur- 
poses on a three-wire lighting system. In his opinion, the 
reactance-control type of rotary was the most suitable pro- 
vided the conditions were such that the voltage -regulation 
would come within the range of the 15 per cent. mentioned 
in Mr. Juhlin’s paper. Their voltage regulation was carried 
out satisfactorily, and & variation of about 10 per cent. was 
all that was necessary under normal working conditions. 
Two-thirds of the machines were installed on consumers’ 
premises for two-wire working with a D.c. voltage range of 
200-240 with level compound characteristics, the compound- 
ing effect being necessary on account of the very heavy inter- 
mittent loads with the service required. He referred to 
shipyards and engineering works using 900 to 950-H.P. air 
compressors accelerated from standing to full load within 20 
seconds and automatically controlled. The voltages on the 
lighting and traction systems where the rotary converters 
were used for either service were 500-560 volts on the outers 
for lighting, and 540 volts for traction, so that no A.C. 
boosters were required; 24 per cent. tappings were left on 
the н.т. side of the transformers to enable the same range to 
be got at lower or higher voltages, say, 480-520. The higher 
range was only required during the winter months, and little 
trouble was involved in changing from one set of tappings to 
another at the beginning or end of the season. There was 
a tendency to over-excite the fields of the rotaries under the 
reactanoe control with the intention of improving the power 
factor to compensate for the wattless currents which might 
come from other parts of the system, and experiments had 
demonstrated that the heating of the near tap coils on the 
armatures of six-phase rotaries had been so: great, more 
especially on overloads at leading power factors, às to make 
X rather a risky proceeding. The inherent good voltage 
characteristics of converters were at times rather embarrass- 
ing, especially when feeding into a heavy fault, or endeavour- 
ing to parallel with the D.C. network at nearly full voltage 
after a shut-down. In this connection, it had occurred to 
him that with lower voltage and frequency concurring simul- 
taneously trouble might be caused due to resonance being 
set up on the circuit. А 

Mr. Німгмоѕ gave the opinion that one disadvantage of the 


reactance-control rotaries not mentioned by the author was 
the question where the shunt field rheostat should be fixed. 
Ii it was fixed adjacent to the А.С. control panel of the 
inachine for ease in synchronising, it was in the wrong place 
for D.C. regulation, as usually the А.С. and the D.C. controls 
were some distance apart. : When. two' rheostats ‘wére fitted, 
one in the А.С. and one for the D.c..panel, the length of the 
field connections of the two rheostats formed & possible 
source of trouble. With booster control the main field rheo- 
stat was fixed adjacent to the А.С, panel for ease in synchronis- 
jug, whilst the booster field rheostat was fitted near the p.c. 
voltage control. . ` 


‚М, JUHLIN, 1p reply, agreed with the necessity for chaser 


co-operation between the manufacturers and. Ше purchaser. 
There was no question that the induction regulator was very 
useful for voltage regulation of rotaries. The usefulness of 
the reactance in the case of heavy overloads was a point 
which required consideration from the operating engineer. 
They had no other means of varying the voltage of the motor- 
converter than reactance control, while, further, : they. had 
in the motor-converter the question of the magnetising cur- 
rent. They had in the motor-converter, as in the rotary- 
converter, a fixed ratio between the voltages, whereas in the 
motor-generator set they had absolutely independent control. 
There was no ditliculty in getting transformers with 25 per 
cent. reactance; in fact, larger ranges could be obtain? 
There could be no rise in voltage except where a fairly he 

wattless current was being carried. The rotary getting 


, of step and surging was due in many cases to high drog 


the feeders, which might be accentuated in the case of su 
ing. In Mr. Whysall's description of the system he v 
operating it was interesting to find operating engineers w 
considered it little trouble to change over the transforme 
if used, it would mean a considerable lessening of the diù 
culties in connection with voltage variation. As а genera 
rule they had to go to very much larger systems than were 
prevalent in this country to find resonance conditions, 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. ON TUESDAY cannot appear unti 
the following week. Correspondents should forward their communi- 


cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Electricity Supply Rates and Government Contracts. 


Now that the War Oñice and other Government Depart- 
ments are taking electric supply in every part of the country 
for oftices, works, hospitals, camps, &c., electricity under- 
takings are faced with the usual formal requests for special 
terms, and are sometimes rather in a dilemma on what 
principle to act, in view of the argument that the supply is 
wanted for national purposes, and, as euch, entitled to 
special consideration. But, looked at correctly, the decision 
js really taken out of their hands by Act of Parliament. In 
the Electric Lighting Act, 1882, it is enacted that the under- 
takers shall not “show any undue preference to any local 
authority, company, or person." Corporate bodies or Gov- 
ernment Departments are, therefore, as clearly debarred froin 
preferential treatment as any private consumer. 

The course laid down is obviously quite clear, namely, that 
there must not be made to any Government Department 
any reduction from the standard rates beyond that which is 
warranted by the conditions under which supply is taken 
(maximum demand, hours of use, &c.), or, in other words, 
Government Departments must be treated on all fours with 
all other consumers. | 

Of course, where there is а case where a patriotic feeling 
might naturally come to the fore, say, in the case of hoe- 
pitals, &c., it is clearly the more advisable course to keep 
strictly within the Electric Lighting Act, and to give, say, a 
donation ‘to the hospital, or help in any other way, quite 
jndependently. It amounts to the same thing in the end, 
and no principle is violated, and no improper precedent 
formed. Further, if undertakings:took this course, it would 
mean consistency of action throughout the industry. 


Electric Supply. 


-——— Ce ше 
* 


The Controller Drum. 


Referring to the article under the above heading appearinz 
In your issue of 16th inst., it appears to the writer that there 
is an even more important point in the arrangement of 
controller drums, which does not appear to be generally 
recognised by the desiguers. 

This is that the field windings of the motor, whether shunt 
or series-wound, and especially, of course, when not provided 
with any “kicking ” coil or ‘ discharge’ resistance, should 
be so connected to the controller that interruption of the 
current when ‘switching " off will leave the field windings 
isolated from the controller, motor armature, &c. 

Unless this is done, such apparatus is needlessly exposed 
to the inductive rise of voltage which occurs when the cur- 
rent in the field windings is interrupted. MNT 

In the diagram shown in the article in question it is 
evident that both the magnetic blow-out coil and also the 
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controller resistances are thus needlessly exposed to this 
strain, and, in consequence, more liable to breakdown of 
insulation. 

It 1s not possible by examining the diagram to say whether 
or not other parts of the apparatus (the armature of the 
motor, for example) are thus affected. It depends upon the 
point in the controller at- which interruption first occurs. 

The field connections, whether shunt or series, should be 
brought through corresponding contact fingers to two separate 
bars; which, to ensure the circuit being opened at the right 
points, should be made slightly shorter than the other bars. 

The writer has come across several instances of breakdown 
of insulation of series-wound crane motor armatures from 
this cause. | | 

In.such cases, of course, interruption of current is fre- 
quent and very rapid, thus causing considerable inductive 
rise of voltage even in the case of series-wound field coils. 

3 2 Norman J. Hockley. 

Manthester, March 99nd, 1917. ; ‚у S 


— — 


Oil-Immersed Circuit Breakers for Use on Continuous 
Current Supplies. 


As there appears to be some considerable diversity of 
opinion as to the suitability of oil-immersed circuit breakers 
on continuous-current supplies, I take the liberty of writing 
you to inquire if you would care to take this question up 
with your readers. Doubtless some of them have had experi- 
ence with gear of this nature on D.C. systems, the results of 
which experience they may be pleased to make known. 


March 22nd, 1917. | 


Linking-up with Waste Heat Stations. 


I understand that several of the large electric power com- 
panies have linked-up their generating stations with smaller 
power stations using waste heat from coke ovens and blast 
furnaces. I should be much obliged to know if any of your 
readers have heard of municipal or company undertakings 
linking-up with factory generating plant where the exhaust 
steam from the engines -or turbines is utilised for a heating 
or evaporation process in the factory. Е 

Central Station. 


Greenock, March 22nd, 1917. 


Women and “ Shorts." - 

"With regard to the controversy re above at Marylebone 
started by ‘‘ Exciter’’ some weeks ago, we understand that 
the Chairman (Mr. Duncan Watson) has been making in- 
vestigations among the employés of this Corporation elec- 
trical department with a view to ascertaining the originator 
of this article, in order, we believe, to mete out justice ac- 
cordingly. 


We think it only fair to state (for the benefit of the staff - 


concerned) that we were not, and are not, employés of this 
Borough Council. p де 
| Exciter. 
| Booster. 


Fault Localisation. 


. I should be yery glad if any of your readers could suggest 
an accurate method of locating a fault under the following 
conditions :— . | | 
Tramway feeders, V.I.R. double taped and braided, 1 sq. in. 
section, in duplicate, laid solid in wood troughing, with 
bitumen. Both cables shorted and earthed. | 
Any of the ordinary tests were of no use, varying nearly 
every time. |... - mE | 
"On finding the fault, both the feeders were found to be 
burnt out completely for a distance of about 6 in.; carbonised 
'bitamen between them,- and between them and earth, had 
been the means of carrying «he test currents. 


he A. Sommerville. 
Ayr, March 26th, 1917. 


WAR ITEMS. 
.. Marylebone Electricity Staff and National Service.—The 
ү ар B.C. Electricity Supply Committee reperts that 
it has considered the question of employés enrolling, under 
the National Service scheme. Owing to the fact that the 
staff of the department has now been reduced to the absolute 
minimum, and to the importance of the work being done by 
the department, and the urgent necessity, being the public 
lighting authority, for maintaining an efficient lighting ser. 
vice, the Committee has direc the general manager to 
inform the employés that as they are already engaged on work 


of national importance they should not, for the present, enrol 
under the scheme. 


Westinghouse War Relief Funds.—We have received a 


‘copy of the British Westirghouse Employés’ War Relief Fund 
which was submitted at the meeting of delegates held at the 


= 


defendant 10s., with 21s. costs. 


British Westinghouse Club, Moss Road, on Friday last. The 
contributions by employés down to December, 1916, amounted 
to £24,029, and those by the company to £11,391; other in- 
come brings up the total to £36,394. There has been paid 
to dependents £20,584, Christmas gifts amounted to £1,204, 
donations to loral and national funds £834, and after meet- 
ing suhdry- expenses there is transferred to Disablement and 
Dependents’ Fund £11,235, the balance being £2,294. The 
fatalities to date number 163, but it is impossible to esti- 
mate what the increase therein will be in future. It is esti- 
mated that £14,000 invested at 4 per cent. would be sufficient 
to pay os. per week to 200 families for five and a half years. 
lherefore, it is necessary not only to conserve the present 


ше but to augment it in readiness for probable further 
Osses. 7 | 


The Unruly Member.—A night scene at the Central Elec. 
tric Co.s works in Lodge Road, St. John's Wood, was 
described at the Marylebone Police Court recently, when 
George Dellar, a pensioned quarter-master in the Navy, 
living at 61, Wharnclille Gardens, was summoned before Mr. 
Paul Taylor for assaulting Charles David Brodie, a skilled 
electrician at the power station, living at 63, Wharncliffe 
Gardens. Mr. F. Freke Palmer, solicitor, supported the sum- 
Inons, and explained that Mr. Brodie was & man of 98 years 
of age, who was badged by the Minister of Munitions: in 
consequence of the responsible position which he occupied at 
the electric power station—a certified undertaking under the 
Munitions of War Act. He had twice offered himself for 
service, but had been refused on the ground that he was 
engaged in his present employment on work of national im- 
portance. For some months, however, he had been greatly 
arnoyed by the defendant's wife, who taunted him with 
living in a funk-hole, and after he had remonstrated with 
her about it, her husband visited him at his work and com- 
mitted the assault complained of. 

Мг. Brodie, giving evidence, said he was in charge of a 
switchboard at the power station. He attested under Lord 
Derby’s scheme, and had twice offered himself for service, 
but was refused on the ground that he was doing better 
work where he was. Mrs. Dellar had been offensive to him, 
and on March 6th he spoke to her about it. Next night, 
while he was at work at the power station, she called there, 
and when he went out to speak to her her husband stepped 
Írom behind, made some remark about insulting his wife, 


. and struck him en the side of the mouth. He also swore, 


and his wife shouted as loudly as she could: ''Two and a 
half years in & funk-hole; two and a half years a slacker, 
slacker, slacker.” | 

Mr. H Gaze, executive engineer at the station, stated 
that Mr. Brodié had been there 12 years, and was a highly 
skiled man occupying a very responsible position. 

Mr. Paul Taylor said he regarded it as a very serious 
matter. Mr. Brodie was serving his country, and no doubt 
he was doing good service as a skilled electrician at the power 
station. The defendant, however, had done a positive dis- 
service to his country, and, but for the fact that he had not 
abused Mr. Brodie, he should not have hesitated to send him 
io prison without the option of & fine. Anything more out- 
rageous he could not understand. It made one despair of 
the stupidity of some people. Husbands were supposed to 
be able to keep their wives in order, though -it was difficult, 
no doubt, to keep a woman's tongue in order. He fined the 


Ministry of Munitions and Electric: Lamp Glass.—The | 
Ministry of Munitions bas issued the following regulations :— 


(1) No person shall manufacture any electric lamp glass 
unless the purpose for which such glass is required has been 
upproved. Such approval must be evidenced by one or other 
of the following, which must be quoted by the ordering firm 
to the manufacturer, together with the purpose for which the 
glass is required :— | 

(a) Reference to and number of an Admiralty, War Office 
or Ministry of Munitions contract for which the glass is 
necessary; or 

(b) A certificate authorising the supply issued on behalf of 
the Minister of Munitions by the Director of Optical Muni- 
tions and Glassware Supply. | 

(2) Manufacturers of Electric Lamp Glass are required to 
render to the Director of Optical Munitions and Glassware 
Supply at regular intervals full and accurate returns of their 
manufacture and output of electric lamp glass in accordance 


' with the directions from time to time given by the said 


Director. : | | 

(3) No person shall buy, sell, or deal in any electric lamp 
glass situated or to be manufactured outside the United 
Kingdom unless a certificate authorising such purchase, sale 
or dealing has been issued on behalf of the Minister of Muni- 
tions by the Director of Optical Munitions and Glassware 
Supply. | | 

(4) For the purpose of this Order Electric Lamp Glass shall 


— include all glass intended for use in the manufacture of elec- 


tric lamps except glass used or intended for use in lamp caps 
for insulating purposes, but shall not include glass shades and 
similar accessories. | 

(5) АП applications in reference to the above Order should 
be made to the Director of Optical Munitions and Glassware 
Supply, Ministry of Munitions of War, 117, Piccadilly, W.1. 
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Exports to China.—Further additions to the list of per- 
sons in China and Siam to whom exports may be consigned 
appear in the London Gazette for March 27th. 

Exemption Applications.—Conditional exemption has 
been continued in the case of Mr. W. J. Oxenham, 29, mar- 
red, "A," engineer and manager for the Launceston and 
District Klectri: Supply Co., Ltd. It was stated that Mr. 
Oxenham and the engine driver were practically the only 
ones left. Six months ago з disabled soldier was engaged, 
but he left, and since then Mr. Oxenham had had to attend 
to the switchboard in addition to his other work. They were 
unable to get a switchboard attendant to relieve him. If 
Mr. Oxenham went the town would be in darkness. 

At Rotherham, a switchboard operator, aged 18 and passed 
for general service, engaged at the Corporation electricity 
works, was appealed for by Mr. Jalhker, who said that it 
was impossible to get a substitute. Two months were allowed, 
and conditional exemption was conceded to an emplové, agel 
39, engaged on repair work at the electrie light station, who 
averages 84 hours’ work per week. e 

At Wrexham, the Military appealed against conditional 
exemption held by G. Steen (35), chief inspector to the Wrex- 
ham Tramway Co., in Class A. The manager, Mr. Hawkins, 
said that the cars carried 7,000 miners weekly, and the pre- 
war staff of 82 had been reduced to 35, only three of whom 
- were of military age. Exemption until May 13th, subject to 
substitution, was the decision. | 

At Cowes ([.O.W.), the Isle of Wight Electric Light Со. 
appealed for A. C. Long (22), shift engineer, passed for 
general service after being placed in Class B 4, equivalent to 
Cl. The Chairman said they were prepared to admit that 
the man was of the greatest importance to the company, but, 
having regard to his age and Class, they could grant only 
two months’ final exemption. Leave to appeal was granted. 

On the appeal of the Military, the Lewes Tribunal has can- 
celled conditional exemption held by J. Morris (30), clerk, 
&c., with the Lewes Electric Supply Co., who asked for the 
exemption to be continued. The certificate was withdrawn, 
a month being allowed. 

At Falmouth, an appeal was made by Mr. F. E. Deeble (96, 
in Class A), electrical engineer, who has sole management of 
his father's business in Arwenack Street. le stated that he 
was contractor to the naval authorities, and had been badged. 
Jn reply to the Military Representative, he said that he served 
for six years in the Eleetrical. Engineers Volunteers, and ap 
plied for his discharge 10 months before the war broke out. 
The application was refused, with a tonth’s grace. 

Mr. Fergusson, tramway manager at Dartford, appealed 
for three drivers and repairers, and a fourth repairer, and 
produced a telegram from the Ministry of Munitions calling 
attention to the importance of maintaining the system. One 
was refused exemption, and the others were conditionally 
exempted. | | 

At Doncaster, an appeal was made by the Corporation 
tramway departinent for the car-shed foreman, who, Mr. E. 
S. Rayner, manager, said was the only skilled man left at 
the sheds. "They had lost 80 per cent. of the staff, and had 
the greatest difficulty in keeping the cars running. The 
Chairman: Do you put it as strong as to say that you could 
not carry on if this man went? Mr. Ravner: The service 
would have to be cut down until we could get another man 
of equal merit; we could not keep the shed running. Exemp- 
tion until Mav 3!st was given. 

Clacton-on-Sea Tribunal has cancelled. conditional exemp- 
tion held by an employé at the U.D.C. electricity works, aged 
98, and four weeks’ grace was given. The manager stated 
that he could not get a substitute. 

At Hythe (Kent), Mr. T Hesketh, manager of the Elec- 
tricity Supply Co., Ltd., appealed for Mr. A. C. Wampach 
(38), the company’s electrical engineer. He said that he 
appealed as п matter of necessity and in the national interest. 
They required for the work in hand many more men, but 
it was utterly impossible to get them. If Mr. Wampach had 
to go, the Hythe works would have to be shut down. The 
company was under contract to supply currént to the mili- 
tary. The Tribunal allowed three months. 

Conditional exemption has been given to Mr. J. T. Jones 
i 2d iu C I), manager for the Oswestry Electric Light 

0., ald. ` 

At Aldershot, the "Traction. Co. made appeals for a driver 
and fitter (7, general service), a fitter (И, CH, and a fore- 
man fitter (39, general service). Asked which was the most 
Haportant, the night or day staff, Mr. Бераг said that both 
were of equal importance. Uf the night. staff could not get 
their work done the day services eould not run. The Tribunal 
decided that the company ought to be protected, and each 

nan was given three months. 
~ At Southend-on-Sea,’ the borongh electrical engineer ap 
pealed for 12 train drivers, aged from ЗО to 40, seven passed 
for general service, four in B 1, and one in C1. Mr. Birkett 
asked for ns long delav as possible so that: women could be 
"trained... Seven of the men were given until Мау Ist, two 
until June Ist; and the others had conditional exemption. 

At Bridlington, Mr. Ffreneh. borough electrical engineer. 
appealed for a mechanic and stoker at the electricity works, 
and said that he must have a aualified man. The Military 
Representative said that he would see that a substitute was 
provided, and this was assented to, a month’s respite being 
piven. 

An appeal was made at Peterborough for C. W. Armitage 


(29, passed for general service), foreman with the Tramway 
Co. The Chairman said that there could be no exemption 
| ес instructions were to send all men under 31 and in 
lass 

Kidderminster Tribunal has refused exemption to a tram 
driver, appealed for by the Electric Traction Co. In reply 
to a question, the manager said that they had not yet tried 
the experiment of women drivers. | 

An appeal was made to the Esher and Ditton Tribunal for 
exemption for the head electrician engaged at the Roval 
Mills, Esher, and he was given until June Ist. ` 

At Windermere, the Military appealed against exemption 
until June 1st granted to Mr. L. Birkett, of the staff of the 
Electrical Supply Со. The exemption was continued, but the 
Military Representative warned the company that Mr. Birkett 
would not be further exempted, and that they should provide 
a substitute. The Military also had reviewed the case of J. 
Need, of the company’s staff, called up under the new order 
as to men under 81. He was 31 before March, 1917, and, on 
the Military assenting that he was in a reserved occupation, 
conditional exemption was agreed to. 

At Barnsley, Mrs. Burns appealed for B. Gregory (23), elec. 
trician, the only man left to assist her in the business. She 
said that she had failed to get anyone to replace him, and, 
on the suggestion of the Mayor, it was decided to refer the 
case to the substitution officer to find a substitute. 

On the appeal of the Urban Electric Supply Co., Walton. 
on-Thames Tribunal has granted two months’ exemption to 
J. Wheatley (24), electric wireman, in Class C 2 

At Doncaster, the tramways department, through Mr. E. 
S. Rayner, the tramways manager, appealed for a car-shed 
foreman and a driver. Mr. Rayner said it was impossible to 
replace the foreman. They were having difficulty in keep- 
ing the cars on the road, and great trouble in getting mate- 
rials. It was impossible to get skilled labour. The depart- 
ment had lost 80 per cent. of its men. The bulk of the 
passengers were munition workers. Postponement to Mav 
3lst н allowed. The driver was granted a similar, but final. 
period. 

At Ilkley, an application for conditional exemption was 
inade by a consulting electrical engineer, aged 33, married, 
who had been exempted for four months to allow him to 
devote time to experimental work on a patent electrical 
motor. He said the work had been completed, and the motor 
placed on the market, and was now being used for Govern- 
nent and munition purposes. He was devoting part time to 
munitions, and the remainder to the commercial side of his 
petene He desired exemption to enable him to apply for a 
'ndge. The case was adjourned for a fortnight in order that 
he might apply to the Ministry of Munitiona for a badge. 

The Heckmondwike District Council's electricity department 
applied on behalf of an engineer's clerk and shift engineer. 
aged 21, and unmarried, and two junior shift engineers, aged 
15 years, all being Class A men. The Military Representa- 
tive admitted having to recognise the importance of the 
maintenance of publie services, but he said one of the men 
concerned was engaged chiefly on clerical work, and, he 
thought, might be replaced by a girl. The three claims were 
disallowed, provisionally on substitutes being found. 

The Batley Corporation electricity department applied for 
reconsideration of cases heard in the previous week. The 
Electricity Committee doubted whether the whole of the 
facts had been placed before the Tribunal, and the Chairman 
(Coun. F. W. H. Auty) attended to ask for a review. He 
said the three men particularly concerned were A. Russling. 
aged 23, single, station superintendent, whe had been given 
till May 1st; J. Ainscough, 36. mar-ied, shift engineer, dis- 
allowed without grace; and R. J. Greenwood, 19, single. 
junior engineer, grace till May 1st. If these decisions were 
allowed to stand, said the Councillor, the electricity works 
would, at May Ist, be left with one driver and no shift engi- 
neer. The Chairman of the Tribunal said Ainscough's case 
had been refused because he was leaving the works. Coun. 
Auty said it had been thought they had power to keep him, 
but they found on inquiry that they had not, and that was the 
reason why they had lost their chief assistant. Ainscough, 
however, was now willing to stay at the works, Even with 
Ainscough remaining they would only have three shift engi- 
neers, whereas they ought to have four. If Ainscough had 
to go and another man could not be got, it would be a big 
step nearer shutting up the works. The engines could not 
he kept going without shift engineers. Eventually it was 
decided that Ainseough should have conditional exemption, 
but, in view of the urgent demand for men under 31, the 
Tribunal could not alter the decision as to the other men. 
The Electricity Committee must do its best, in six weeks, to 
replace Greenwood and Russling. 


SR Pa EES 


All Hands to the Plough.—According to the Sheffield 
Daily Telegraph, Mr. S. E. Fedden recently communicated with 
the Board of Avriculture, offering the services of the staff of the 
Sheffield Corporation electricity power stations as volunteer plough- 
men in their spare time. It appears that the men will be motored 
to farms in the evening. and will do night ploughing with motor- 
ploughs to be provided by the Board of Agriculture, and at week 
enda they will engage in general work on the land. 
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LEGAL. 


. BRITISH THOMsSON-Houston Co., LTD., r. DURAM, тр. 


THE Court of Appeal. composed of the Master of the Rolls and Lords 
Justices Warrington and Scrutton, delivered judgment, last week, in 
this case upon the plaintiffs’ appeal from a judgment in favoug of 
the defendanta. 

THE MASTER OF THE Rous said that he had had an oppor- 
tunity of reading the judgment about to be delivered, and agreed 
with the conclusions arrived at by the learned Judge. He was of 
opinion that the judgment of Mr. Justice Astbury should be 
affirmed, and the appeal dismissed, with costs. 

Lord Justick WARRINGTON said the first question was to 
determine what was the true construction of the specification.in order 
to ascertajn what was the invention described and claimed. 
Tungsten was onc of the refractory metals, was ordinarily in the 
form of a finely-divided powder, and had a very high melting 
point—viz., somewhere about 3,000* C. It could only be melted by 
the employment of the electric current, and the product so 
obtained was apt to be a carbide of the metal, and so hard us to 
be of no use for purposes such as those for which a metal was 
commonly used. Prior to the date of the patent, however. means 
had been suggested—-notably by Moissan. in 1896, and in a 
specification of Just and Hanaman, in 1904—-for obtaining pure 
tungsten in a solid form. In Just and Hanaman's specification, the 
object aimed at was to obtain a filament of pure tungsten for 
electric lamps In 1906 there had been no commercial application 
of any of these suggestions, but the plaintiffs’ specification assumed 
that tungsten might be obtained in a solid form suitable for the 
application of the invention claimed in various ways, and 
the patentees described one of such ways, treating it as 
one already kown, and making no claim to it as an 
invention of theirs. Working a metal in the technical 
sense meant altering its shape in such a manner as to 

-produce a spreading or extension of the actual metallic body. 
The expression covered and included the well-known processes 
of hammering, rolling, and drawing. Turning to the specification, 
~ his Lordship said the first claim with which it was necessary to 
deal was in these terms :—" The method of working tungsten 
which consists in subjecting the metal in a coherent form to the 


action of heat while it is being operated on or manipulated.” 


Taken by itself that created no difficulty. The only special feature 
claimed was subjecting the metal referred to to the action of hedt 
during the operation of working. ‘This special feature was claimed 
as applicable to every mode of working, including hammering, 
rolling, and drawing ; as to that, there was no dispute. The fight 
had ranged round the words '' the metal in a coherent form." Did 
they mean, ав the defendants said, any form of solid metal however 
obtained, or were they limited, as the plaintiffs contended, to a 
metal which had assumed a solid form only by reason of the 
coherenoe of the particles of which the original powder consisted ? 
Reading the words by themselves, he should feel no difficulty in 
saying that they included any form of solid tungsten, the only 
form of the metal to which the process of working could be 
applied. But if was said that the specification afforded a context 
. with reference to which the words must be read, and that if that 
was done it would be found that they bore the narrower con- 
struction for which the plaintiffs contended. 

His LORDSHIP, having read the material portion of the plaintiffs’ 
specification, said that the patentee plainly applied his invention 
not only to a rod obtained as described, but to one "obtained 
by any other method which yielded a pure coherent product." 
He could not see that that meant anything less than pure metal in 
a solid form as distinct from powder. In his opinion, the context, 
зо far from assisting the plaintiffs, tended to show that the patentee 
was dealing with the metal in a condition suitable for working, 
that was to say, not as a powder, and that he regarded it as 
perfectly immaterial how that condition was obtained. ; 

Continuing, his Lordship said : The view which I have expressed 
as to the construction of the specification is. I think. supported by 
the extreme difficulty the plaintiffs counsel found in stating in a 
consistent or intelligible way the limitation they seek to impose, 
and it was only in Mr. Walter's argument in reply that we got it 
in a definite shape, in substance corresponding with what he stated 
to be their contention. The- claim therefore is, in my opinion, 
simply for the employment of heat during the working operation, 
whatever it may be, as a means of effectuating or facilitating that 
operation when the subject of it is tungsten. The patentees’ con- 
descend to no definite particulare as to the degree of heat. nor do 
they lay claim to any special form of apparatus for its application, 
or any special mode of applying it. ‹ 

The so-called discovery seems to me to be no discovery 
at all, for it is proved that itis part of the ordinary routine of 
a metallurgist, if he has to deal with a metal which cannot be 
worked cold, to use heat to facilitate the operation, it being well 
known that the action of heat on a metal is to encourage the 
change of shape which it is the object of the working to produce. 
If the present patent were to be held valid, no person could during 
its subsistence follow this routine in the case of tungsten: without 
infringing the patent. Iam clearly of opinion that, construed as 
I think it ought to be construed, the specification neither describes 
nor claims an invention which can be the subject matter of a 
patent, and the patent is, therefore, invalid. It is unnecessary to 
deal with the question of anticipation or insufficiency of the 
specification. The appeal, in my opinion, fails, and must be 
саша Б 

LORD JUSTICE SCRUTTON read а judgment also dismissing the 
appeal. | He said he agreed with Mr. Justice Astbury's view that there 


was not sufficient. subject matter in Claim 1 ; the subject matter, if 
any—the knowledge of the malleable and ductile quality of a metal 
under a well-known process—was, he thought, anticipated by 
Moissan. He could not think there was any patentable invention in 
applying to a new metal a method which any competent 
metallurgist would use if invited to report on the qualities of a 
metal of whose nature he was ignorant. That short point disposed 
of the case, and it was unnecessary to deal with the numerous 
other points that were raised in the defendants’ arguments. 


PRITCHARD г. PETO AND THE ELECTRICAL CONTRACT AND 
MAINTENANCE Co., LTD. 


IN the King’s Bench Division. on March 27th, Mr. Justice Bail- 
hache and a common jury heard an action in which а newsagen!, 
of Packington Street. Islington, claimed compensation for persona! 
injuries against Mrs. Peto, the occupier of a house in Packington 
Street, and the Electrical Contract and Maintenance Co.. Ltd., 
when the question arose as to whether Mrs. Peto or the Electrical 
Contract and Maintenance Co., whose telephone line was fixed to 
the coping, the falling of which caused the accident, was liable. 
On April 16th, 1916, the plaintiff was calling at Mrs. Peto'a house 
in the ordinary course of his business, when a piece of the cornice 
from the top of the house, without warning, fell upon his head, 
causing injuries by which he was confined to his bed for some weeks. 
The plaintiff's case was that the cornice was rendered unsafe by 
reason of the manner in Which the telephone wire was fixed to it, 
und in this contention he was supported by the first defendant. 

MR. LANGDON, K.C., appearing for the defendant company, con- 
tended that the telephone fittings had nothing whatever to do with 
the crack which had caused the accident, and, after a discussion, it 
was agreed that a surveyor should visit the premises and report. 
and upon that report the parties would take their stand, and accept 
any accecgment of damages at which the jury might arrive in the 
meantime, 

The jury accordingly assessed the damages at £100. 

MR. ELKINGTON, who was the surveyor chosen, subsequently 


. reported that after viewing the premises he came to the conclusion 


that the driving of the nail to hold the telephone triangle had 
nothing to do with the cracking or the accident. 

MR. LANGDON, K.C., said that that exonerated the Electrical 
Contract and Maintenance Co., and he asked for judgment as far 
as they were concerned. | 

Judgment was accordingly given in favour of the defendant com- 
pany. and, after hearing arguments, his LORDSHIP reserved his 
decision in regard to Mrs. Peto. the other defendant. i 


? 


NOTES FROM CANADA. 


[FROM OUR SPECIAL CORRESPONDENT. | 


- — 


— 


. THERE has just been published by the Commission of Conservation of 


Canada, a report on the water powers of Manitoba, Saskatchewan, 
and Alberta, which forms a sequal to a similar work, issued in 
1911, called ‘“ Тһе Water Powers of Canada." In the latter, the 
Eastern Provinces of the Dominion were pretty thoroughly covered, 
but as the information then available regarding the West yas 
insufficient, it was not possible to treat the subject other than 
quite cursorily. 

It is evident from the report under review that the Government 
is doing a work which will some day prove extremely useful. 
Probably many of the water powers now being surveyed will not be 
made use of for a considerable time, but everyone acquainted with 
the development of hydraulic power knows how unreliable records 


of stream flow may be if taken over short periods, so that the 


longer the period of observation is, the more accurate will be the 
calculations based on the records obtained. 

On the recommendation of the Commission referred to above, an 
area of 17,900 sq. miles has been assured protection against denuda- 
tion by the setting aside of the eastern slope of the Rocky 
Mountains as a forest reserve. This is a very wise measure, as it 
will tend to regulate the flow of the rivers and prevent floods and 
droughts. Similar steps are recommended regarding the drainage 
area of the Winnipeg River. In this vast country, although in 
the past much harm has been done by cutting down forests, so far 
as stream regulation is concerned, a great deal of good can be 
accomplished by the prevention of further damage in the future. 

The Dominion Government has recently decided to reserve all 
vacant Dominion lands which may be valuable for the development 
of water power, in order to keep them from the hands of specu- 
lators. so that only promoters of bona fide power development may 

secure them, 

A few inonths ago a Research Committee, consisting of pro- 
minent scientists and engineers, was organised by the Dominion 
Government, and these men are taking up many questions of 
national importance in connection with the development of 
Canada's resources in water powers, minerals, timber, &c. 

One subject which is receiving particular attention is the utilisa- 
tion of lignite in the Prairie Provinces. In Saskatchewan there 
are immense deposits of this material, and the -Department of 
Mines is carrying out experiments on briquetting and burning it, 
with a view to its being made use of commercially on a big scale. 

The development of water powers for the fixation of atmospheric 
nitrogen, and generally for great electrochemical industries, is also 
receiving attention, . 
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The chairman of the Timiskaming and Northern Ontario Rail- 
way has recently been advocating the electrification of the whole 
line of some 328 miles. As this line runs through a good deal of 
thickly wooded country. and as steam railways in Canada annually 
cause a vast amount of damage to forests by fire. some people take 
the view that it would pay the country to have such a line 
electrified, merely for the saving in forest fire destruction, which 
might thereby be prevented. А 

The coal situation has been very acute this winter, and prices 
for bituminous coal. which is mostly used for power purposes. have 
been about three times as much as in pre-war days, while anthra- 
cite. which is extensively used for heating houses, &c., has been 
30 per cent. or 40 per cent. higher than before the war; besides 
this. the railway freight facilitiies have been so completely tied пр, 
due to one cause or another. that it has been sometimes impgssible 
to obtain coal at any price. Toronto University had to close all its 
buildings for several days quite recently, as no coal was to be had, 
and the temperatures were zero F.. or below, about that time. 
Preference has in all cases been given to the munitions plants, 
and even some of these have had a hard time to keep going, for 
want of coal. 


TRADE STATISTICS OF CANADA. 


Tue following figures, showing the importe into and exports 
from Canada of electrical and similar materiala during the 
year ended March 3lst. 1916, are taken from the recently- 
issued trade statistics. Figures for the year 1914-15 are given 
for purposes of comparison, and notes of any increases or 
decreases have been added :— 


IMPORTS. 
1914-15. 1915-16. Inc. or dec 
Dols. ^ Dols. Dols. 

Ссррет wire, plain, tinned, or plated.— 

From United Kingdom ... 2,000 — - 2,000 
» United States 23,000 18,0000 - 5,000 

Total 25,000 18,000 - 7,000 

Electric light carbons and carbon points.— 

From United Kingdom 1,000 — —. 1,000 
» United States. ... 36.000 60,000 + 14,000 
» Germany РЕ ET 6,000 — — 6,000 
,» Other countries 1, 2,000* + 1,000 

Total 44,000 59,000 + 8,000 
*Switzerland $2,000. е 

Incandescent lamp bulbs, ёс. — 

From United Kingdom ... 1,000 — — 1,000 
» Austria re SN 8,000 — — 8,000 
». Germany  .. ЗЯ 4,000 — — 4,000 
» United Statea os 54,000 62,09" + 8,000 
» Other countries 3,000 1000 - 2,000 

Total ..  .. 70,000 63,000 — 7,000 


Electric apparatus not mentioned (insulators, batteries, 
telegraph and telephone instruments).— 


From United Kingdom ... 638,000 907,000 - 331,000 
., Austria - БЕ 2,000 — -— 2,000 
» France ii s 9.000 2,000 — 7,000 
» Germany dos о 68,000 — — 68,000 
» Sweden as 22 41,000 3,000 -— 38,000 
» Switzerland : 2.000 — ~ 2,000 
„ Italy "T ~~ 8,000 3,00 — 5,000 
» United States .. 93,675,000 3,367,000 — 308,000 
„ Other countries  ... 1,000 - — 1,000 
Total . 4,344,000 3,582,000 — 162,000 

Manufactures of india-rubber and gutta-percha 

(except tires, clothing, and similar goods).— 

From United Kingdom .. 224,000 198,000 – 31,000 
,. Austria i же 3,000 — — 3,000 
» France ^ .. ios 3,000 2,0000 — 1,000 
» Germany  ... А 24,000 — — 24,000 
„ United States .. 621,000 625,000 + 4,000 
», Other countries >... 2,000 с — 

Total 877,000 | 822,000 — 65,000 

Gasoline engines.— ° 

From United Kingdom .. 85,000 39. '— 83,0000 
» United States .. 1,905,000 3,376,000 + 1,471,000 
», Other countries... 44,000 З — 48, 


Total 2,034,000 3,409,000 + 1,875,000 

Sleam engines.— 
From United Kingdom ... 67,000 12000 -— 55,000 
» United States 170,000 95,000 -= 15,000 
Total 237,000 | 107,00. — 130,000 


1914-15. 1915-16. Inc. от dec 
Dola. Dols. Dols 

Steam boilers.— "m , 

From United Kingdom `... . 35,000 33,000 — 2,000 
» United States 163,000 81,000 — 82,000 

Total 198,000 114,000 — 84,000 

Concrete mizing, cement-making, and coal- 

handling machines.— 

From United Kingdom .. 7,000 1000 - 6.000 
», United States > 241,000 91,000 - 150,000 
» Other countriés ` 1,000 — 1,000 ` 

Total 249,000 92,000 — 157,000 

Electric motors, generators, and dynamos.— 

From United Kingdom ... 175.000 35,000 — 140,000 
» France =: - 9.000 — — 2.000 
„ Sweden see ei 25.00) onn – 93.000 
» United States .. 1,146.00 863.00  — 283,000 
» Other countries... 1,000 1,000 — 

d NONSE 
Total 1,249,000 901,000 — 448, 


All machinery not mentioned, except sewing machines, 
textile machinery, printing machinery, Ёс.— 


From United Kingdom ... 992.000 302.00 — 690,000 
» France or - 5.000 2000 — 8.000 
, Germany  .... .. 110,000 — — 110.000 
», United States 8,091.000 19,140 00 + 4,049.000 
„ Other countries >... 66,000 53,000 — 18,000 

Total . 9,964,000 19,497,000 -+ 3,933,000 


Iron and steel wire, single or several, covered with cotton, 
linen, silk, rubber, or other material, including cables 
во covered.— 


From United Kingdom .... 159.000 5,000 — 154,000 
» United States 175,000 160,000 -— 15,000 
,, Other countries 4,000 1,000090 - 3,000 

Total 338,000 166,000 — 172,000 
* France. 

Lighting fixtures of metal (including electric).— 

From United Kingdom ... 11,000 10,000 — 1,000 
„ Austria ЮУ ie 1,000 — — 1,00n 
» United States 401,000 310.000 — $391,000 
», Other countries 5,000* 10,000! + 5,000 

Total 418,000 330,000 - : 88, 
*Germany $6,000.. tJapan $5,000. 
EXPORTS. 

Mica.— 

To United Kingdom 32,000 34,000 + 2,000 

»» United States ... ; 184,000 195,000 11,000 

,, Other countries A 2,000 — 2.000 

— — M —— — 
Total 218,000 229,000 + 11,000 

Electrical apparatus.— 

To United Kingdom 17,000 149,000 + 195,000 

„ Newfoundland 16,000 17,000 + 1,000 

» United States ... 49,000 52,000 + 3,000 

„ Other countries 16,000 362,000° + 346,000 

Total 98,000 578,000 + 475,000 
*Spain $340,000. 
Machinery (other than linotype, washing, and 
sewing machines).— 

To United Kingdom jus 40.000 252000 + 919,000 

» Newfoundland .... 90.000 93,000 + 3,000 

» New Zealand ... 5,00 _ 2000 - 8.000 

, Argentina "NS 21.000 200 -— 19,000 

, France ... i sd 9.000 1200 + 8,000 

»» United States ... ... 188000 871.0 + 189.000 

» Russia... - sis 11.000 34,000 + 9300 

», Other countries 20,000 44,00 + 094,000 

"Total —. $14,000 740,000 + 496,00 
* Australia $9,000. 

Gasoline engines.— 

To United Kingdom 7.0 10.00 +} 3.000 

» Newfoundland 04.000 63.000 – 8000 

» United States ... 13.000 11000 — 9 000 

» Other countries 3,000 2000 - 1.000 

Total 117,000 88,000  — $383,000 


* 
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: - BUSINESS NOTES. — 


Bankruptcy Proceedings.— FRED. W. CHAMTER, electrical, 
ác.. engineer, 59. Fleet Street, E.C.—-An application for an order of 
discharge, was made to Mr. Registrar Hope at the London Bankruptcy 
Court on March 21st, on behalf of bankrupt, who failed in October, 
1913, with ranking liabilities £511, and assets valued at £18,517, 
made up of book debts stated to be due from companies and 
persons in Russia and Germany. The Senior Official Receiver 
(Mr. E. Leadam Hough) reported that for six years prior to 
1911, the bankrupt acted as manager at Frankfort-on-Main 
for an electrical apparatus manufacturing company, in which 
he had acquired a controlling interest. but which had, prior 

^to the receiving order. gone into liquidation. In 1912 he came to 
England and began his career as a consulting engineer. With regard 
to the assets disclosed by the bankrupt, the chief item was a claim 
for £76,700 (estimated to produce £15,000) against the Deutsche 
Beck Bogenlampen Gesellschaft M.b.H., of Frankfort-on-Main. As 
offences, the Senior Official Receiver reported : (1) insufficiency of 
assets to equal 10s. in the £ on the amount of the liabilities, nothing 
having been realised from the before-mentioned claim and book 
debts ; and (2) omission to keep proper books of account. After 
hearing Mr. J. D. Kingham. in support of the application, his Honour 
granted a discharre subject to judgment for £300, to be satisfied by 
& cash payment of £50 within one month, and the balance within a 
further twelve months. Order entered accordingly. 

S. S. COSTER & Co., electrical and mechanical engineers, 14, Glad- 
stone Road, West Ham Park, Essex.—Receiving order made 
March 20th on a creditor's petition. First meeting. April 3rd ; 
publie examination, May 9th, both at Carey Street, W.C. 

E. W. BARTON WRIGHT, electrical therapeutic expert, Acton 
(formerly 133, Oxford Street, W.).—Order made March 23rd, at 
Brentford, discharging receiving order. Composition, 5s. in the £. 
April llth is the last date for sending proofs for dividend to 
‚ E. W. J. Savill, Official Receiver, 14, Bedford Row, W.C. 


. Book Notices.— O^» Weights and Measures. By Allan 
Granger. London: Eyre & Spottiswoode, Ltd. Price 6d.—In this 
booklet the author takes the view that to change our system of 
weights and measures would involve a serious disturbance of trade 
customs and social habits, and a large expenditure, and that the 
consequences of a partial change would not be so grievous. He sees 
no probability of the adoption of the metric system, and lays em- 
phasis on the enduring value of measures of length, in contrast to 
the mutability of measures of weight and volume ; and therefore, 
whilst he proceeds to put forward simplified and improved measures 
of weight and capacity, he refrains from suggesting any chango 
in measures of extension. Proposing a new pound equal to the 
half-kilogram, Mr. Granger bases upon it a new cwt. (50 kg.) and 
a new ton (1,000 kg.). and subdivides it into 16 new ounces and 
7,680 new grains. He also increases the gallon by 10 per cent., 
making it practically equal to 5 litres, with a new pint, кс. We 
will not follow the author through his arguments in favour of 
these changes ; his proposals appear to be directed towards retain- 
ing the old names whilst practically adopting the values of the 
metric units of weight and capacity, and obviously the disturbance 
to trade which he foresees in the event of the metric units being 
adopted would not be avoided—except in respect of length measure- 
ments—were his suggestions carried out. To our mind, half- 
measures are not only useless, but mischievous; if wo are to 


change at all, let us place ourselves completely in harmony with . 


other nations by adopting the metric system outright. 

" Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXVI, No. 3. March, 1917. New York: The Institute. 
Price $1. s 

+ Тһе Calculation and Measurement of Inductance and Capacity." 
By W. H. Nottage. London: The Wireless Press, Ltd. Price 
2s. 6d. net. 

“ Electrical Laboratory Course for Junior Students.” 
Maclean. London: Blackie & Son, Ltd. Price 2s. net. 

"The Engineers Year-Book for 1917." Ву H. R. Kempe. 
London: Crosby Lockwood & Co. Price 20s. net. 


By M. 


Patent Application.—Notice of application by the 
British and Overseas Engineering Syndicate, Ltd., for leave to 
amend Patent No. 15,599 of 1913, granted to V. Poulsen for " Im- 
provements relating to the production of alternating electric cur- 
rents,” appears in our advertisement pages to-day. 


Dissolutions and Liquidations.— ASHWORTH & PARKER, 
Riverside Works. Bury, Lancs.—Mr. W. A. Ashworth haa retired 
from the firm. The business will be continued under the same 
name by the remaining partners, Messrs. W. 5.1Рагкег & F. O. L. 
Chorlton. Lo d Е | XE 

LONDON ELECTRON Wonks, LTD.—The controller, Mr. A. Taylor, 
has applied for his release. is 


SIMPLEX INSULATORS (BOURKES PATENT), Lrp.—Mecting of 


creditors, April 5th, at 56, Moorgate Street, E.C. 

MEIROWSEY & Co., Old Trafford, Manchester, enemy subjects.— 
Creditors in this case must send particulars to the Controller, 
Mr. G. H. Warmington, 33, St. Swithin’s Lane, E.C., by April 23rd. 

. ALUMINIUM STAMPING Co, LTD., Garnham Street, Stoke 
Newington, N.—First meetings of creditors and contributories, 
April 4th, at Carey Street. 

COLSTON ELECTRICAL WORKS, LTD.. Bristol.—April lith is the 
last date for the receipt of proofs for dividend, by Mr. C. H. King, 
the liquidator, at 26, Baldwin Street, Bristol. 


Catalogues and Lists.—BritisH  Tuowsox-Hovsrox 
Co., LTD.. 77, Upper Thames Street, London, E.C.—T went y-eight- 

ge illustrated price list, No. 10,600 A. giving full. particulare ef 
an extensive range of ** Calorite " electric heating appliances. 
. BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., 
Lro., Trafford Park.—Special publication, No. 7,855/1, of 36-pp., 
contains a reprinted illustrated article from the Beama Juurnat on 
“The Control of Motors for Industrial Purposes," by Frank 
Walker. | Ru 

MESSRS. SIMPLEX CONDUITS, LTD.. Garrison Lane. Birmingham. 
—Mailing card No. 653 describes. illustrates, and gives prices of 
their combination pin-plug and lampholder adaptor. 

TuE" Z" ELECTRIC LAMP MANUFACTURING Co.. LTD., of South- 
fields, S.W., have prepared some large adhesive labels for the use of 
the trade generally. They are supplied free of charge, overprinted 
with the trader's name and address. 


For Sale.—The controller, Mr. H. J. Morland (Price, 
Waterhouse & Co.) is inviting tenders, by April 18th, for the 
purchase, as a going concern, of the business of THE BRIMSDOWN 
LaMP Works, Brimsdown. Full particulars are given in our 
advertising pages to-day. 


American Westinghouse Extensions.—Aunouncement 
has just been made by the Westinghouse Electric and Manu- 
facturing Co. that the plot of ground recently purchased at 
Essington, near Philadelphia, will form a new industrial centre for 
the Westinghouse Electric interests. The site embraces about 500 
acres, with a frontage of approximately one mile on the Delaware 
River. Additional transportation facilities will be afforded by 
tracks from the Pennsylvania and Philadelphia and Reading Rail- 
roads. This new centre will be devoted to the production of large 
apparatus, the first group of buildings being for power machinery, 
principally steam turbines, condensers and reduction gears. The 
initial development will cost in the neighbourhood of $5,000,000 or 
$6,000,000, occupying about one-fifth of the area of the entire plot. 
The group will consist of the following buildings :—Two large- 
machine shops, an erecting shop for heavy machinery; forge shop, 
pattern and pattern-storage shop, and power house. Work will 
begin on these as soon as satisfactory building contracts can be let. 
The number of employés to be engaged at the new plant will 
number several thousand people. and, undoubtedly, will in the 
future equal the number employed at East Pittsburgh, representing 
over 20,000 people.—Joeurnal of Electricity, Power and Gas. 


Trade Announcements.— Mk. L. VANDERVELDE has pur- 
chased the business of D. Jaroslaw, together with the assets, and 
he will conduct the business under his own name at 19, Tower 
Hill, London, E.C., and will discharge liabilities. Mr. Vandervelde 
has been manager of the firm for more than 20 years. 

Mr. T. J. FARRELL, electrician, of 5, Moss Lane, Altrincham, 
is giving up the business. 

The address of MR. Svp. Н. SyMMOoNS has been altered to 9, 
Mincing Lane, London, E.C., 3. Telephone No. : " Avenue 6893," 

THE "Z" ELECTRIC LAMP MANUFACTURING Co., LTD.. have 
opened a branch at 59, Victoria Street, Bristol (manager, Mr. W. 
Weeks, late of Messrs. Veritys, Bristol). Stocks of all classes of 
their lamps, as well as accessories and cables, will be carried. 


` 
A 


© LIGHTING AND POWER NOTES. - 


Aylesbury.—PrLAxT ExTENSION.— Mr. Turnbull elec- 
trical engineer to the U.D.C., has interviewed the authorities with 
respect to the likelihood of increasing the plant at the works in 
order to supply current to à local controlled establishment in the 
town. Ав а result, the Council has asked the L.G.B. if it will be 
prepared to grant sanotion to a loan for the purpose. 


Begelly (Pembrokeshire). — Electrical pumping ала 
winding plant ia being installed at the New Reynalton Colliery ; 
electrically-driven screens and washers are also to be erected.— 
Western Mail. _ | об аа 


Bootle.— The Corporation electricity works have made а 
surplus of over £3.000 for the past year, and the reserve and 
renewal fund accounts show a credit balance of £19,765. The 
reserve fund haa nearly reached its maximum limit. 


Clayton.—A public meeting, last week, held. to consider 


` the question whether the township should seek electric supply from 


the Yorkshire Electric-Power Co. or from the Bradford Corpora- 
tion, passed a resolution instructing the Council to rescirfd its 
recent decision to support the company's Bill at. present before 
Parliament, including Clayton in its area of supply, and to send a 
copy of the resolution by telegram to the B. of T. The compara- 
tive charges are as follows :—The company: Lighting, for any 
quantity, 54. per unit; heating and cooking. any quantity, 14. per 
unit ; power, from ‘9d. to ld. per unit, all subject to a discount of 
24 per cent. Bradford: Flat rate of 4d. per unit; maximum 
demand rate from 144. to 7d. per unit ; heating, cooking, and small 
power installations. ld. to 2d. per unit net; large power installa- 
tions, 4d. to 2d. per unit ; discount, 23 to 3 per cent, s dat 
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Dundee.—Ou Tuesday morning, last week, a fault occurred 
in an E.H.T. trunk feeder supplying a sub-station, with the result 
that a portion of the tramway supply and that of some works was 
temporarily stopped. 
to the same sub-station failed, causing an interruption in E.H.T. 
supply. On localising the fault, the ground, which is chiefly com- 
posed of gas works refuse, was found to be on fire under the cables, 
which accounted for their giving way. The cables were laid some 
five or six years avo in fibre conduit surrounded by concrete, and at 
that time the ground wave no indication of such an occurrence 
being possible. 


Dublin.— Docks SuppLy.—As a result of an inquiry 
into the cost of working of the Dublin Port and Docks Board elec- 
tricity station, it has been found that the units venerated during 
1916 were 437,810 ; the generating cost was 2°5d. per unit; 
interest, sinking fund. 171194. per unit ; salaries, '110d. per unit, 
making a total of 3'76d. per unit. The average cost per annit sold 
by the Dublin Corporation for 1916 was 262d., which included all 
charges. It is sugzested that it might be possible to enter into an 
arrangement hy which the Corporation would take over the Port 
and Docks Board station and supply the Board with electricity at a 
lower price than it is costing at present. 


Grimsby.—The Т.С. has entered into an agreement, with 
the Great Central Railway Co. for a supply of electricity for 
emergency purposes. 


Hornsey.— According to the estimate of the Electricity 
Supply Committee. there will be a deficit of about £700 on the 
years working. Councillor Moritz said that in increasing the 
charges by 25 per cent. in two steps the anticipations of increased 
revenue had been fulfilled, and he thought that they would be in a 
position to carry on until the end of the war without putting any 
further burden upon the consumers. The undertaking had only 
had the benefit of the 25 per cent. increase for one quarter, and 
when they had had longer experience of it he hoped the finances 
would show the advantage. 


London.—Hackney.—The Electricity Committee re- 
ported that the official tests of the 5,000-KW. turbo-alternator and 
auxiliary plant installed by Messrs. Willans& Robinson, Ltd., had been 
carried out to the satisfaction of the borough electrical engineer. 

The Committee recommends that. subject to the approval of 
the L.G.B., an annual subscription of £5 5s. be paid to the 
Engineering Standards Committee. 

LAMBETH.—The Council has agreed with the Deptford B.C. that 
representations be made to the Commissioner of Police urging that 
street lighting, except at dangerous corners, be dispensed with 
during the months of May, June, and July. . 


Mexboro’.—PrRoposeD Loan.—The U.D.C. has decided: 


to ask the Treasury for permission to raise £9,500 for an additional 
electricity works extension, subject to the sanction of the L.G.B. 


Morecambe.—PRoroskep — Ex'rENsION.— The T.C., last 
week, considered a proposition by the Electricity Committee that 
application be made for sanction to borrow £6,000 for electricity 
works extensions, at the expiration of the war. The Committee 
reported that a generating set was required to meet the demands 
of thé department. Councillor West questioned whether £6,000 
would be enough. Alderman Birkett asked whether the whole 
existing plant might not be better scrapped. He pointed out that 
the works had never been a paying concern, and said that was 
largely due to the unfavourable situation. Despite the fact of 
Parliament having asked the Council to state what money was 
likely to be required after the war, the Council ultimately referred 
the matter to Committee. 


Northwich.—Prict [INckEASE.— The Northwich Electric 
Supply Co. has given notice that certain of the charges at present 
made for current for lighting purposes will, on and after July Ist, 
1917, be revised as follows :—Sliding scale : Now 64d. and 44d., in 
future 7d. and 43d. Flat rate :—Now 54d., in future 6d. per unit. 


Perth.— An estimate of the cost of the electrical stoking 
plant erected four years ago was submitted, at a meeting of the 
Gas Committee, by Mr. David Vass, gas manager. A total of 
£06,200 was spent on the installation. and since the introduction 
of that plant £3.347 has been paid in respect of retort-house 
extensions. 


Rochdale.— New Praxr.—Mr. W. J. Н. Wood, borough 
electrical engincer, Bolton, the consulting engineer to the Cor- 
poration, has reported on the condition of the electricity works. and 
the Electricity Committee recommends the T.C. to spend a sum of 
about £20,000 to put the undertaking in the necessary condition of 
efficiency to meet the growing demands. In May last year an 
expenditure of £60,000 was proposed, but it was vetoed, and сап 
outlay of only £10,000 was sanctioned. It is stated that the 
application will have official support. Mr. Wood reports a 
marked improvement in the general running of the plant, and 
says there is no doubt the staff have been fighting against adverse 
circumstances and abnormal conditions in the past. His proposals 
accepted by the Committee provide for one 750-KW. rotary con- 
verter, £3,000 ; additional water intake and screens, £1.000 ; and 
two boilers, with stokers, and coaling plant, flues and buildings, 
£15,000. An item of £4,500, put down as the estimated cost of 
linking up with a neighbouring authority for а stand-by supply, 
has been postponed for “further i inquiries. 

The bursting of a tube in a boiler, last week, put one of the 
boilers out of action. and considerably reduced the supply of 
etrrent, 


On the following morning the second feeder 


Shildon (Durham).— he Council considered, last week, 
a letter from the Electric Supply Co., agreeing to accept £150 in 
full settlement of its lighting account, and stating that it might 
be necessary to again raise the rate for current. It was decided to 
settle. the claim. and to ascertain the right of the company to 
increase its charges. 


South Africa —The Cape Town Corporation Electric 
Light Department has given notice that. consequent upon the delay 


iu securing the additional generating and boiler plant due to the war 


conditions, no extensions to existing installations can be permitted, 
or new connections for purposes other than domestic lighting be 
made, until the installation of the additional plant. 


Stockton-on-Tees.— It is expected that there will be a 
fairly considerable loss on the working of the Corporation's elec- 
tricity undertaking during the present financial year, although not 
as much as the £2,000 allowed for in the estimates. 


Wakefield.—Yrak’s WorkKING.—There has been а loss 
of £1,300 on the working of the electricity undertaking for the 
past year, due to increased cost of labour, coal, and oil. 


West Ham.—The borough engineer estimates a deficiency 
on the electricity undertaking of £35,500 for the year ending 
March 3lst, 1917, together with a further sum of £4,500 for 
allowances to men on Active Service—total, £410,000. On the 
tramways for the same period the deficiency is estimated at 
£15,500, and a further sum of £16,100, allowances to men on 
Active Service—total, £31,600. The Finance Committee is to be 


‘asked to provide for the foregoing deficiencies in the estimates. 


Upon the recommendation of the electrical engineer the revised 
standard charges for lighting, power and heating, operating from 
the March, 1917, meter reading period, are to be advanced by 10 per 
cent., such advance to come into force in connection with all 
existing standard supplies, as and from the date of the meter 
reading immediately following the Баранов of six months 
notice. 


Willesden.—The Electricity Gonnie has decided to 
terminate the agreement with the North Metropolitan E.P.S. Co. 
on March 31st, 1918, and that-negotiations be entered into with 
the company with a view to a new agreement. The L.G.B. has 
refused to sanction the raising of a loan of £10,110 for new 


cables. 


TRAMWAY and RAILWAY NOTES. 


Bingley.—LixNkiNG-UP.—Deputations from the Bingley 
U.D.C. and the Keighley R.D.C. met the Keighley Corporation 
Tramways Committee last week, to exchange views on the linking- 
up of the Bradford tramway service which runs through Bingley 


‘to Cross Flatts, and the Keighley tramways which run to the 


hottom of Stockbridge. a matter of 24 miles. All three parties are 


favourable to the proposal, and the next step is to ascertain the 


views of the Bradford Corporation, who lease the line through 
Bingley. The scheme is held to be highly desirable as a means of 
through -trafic between Bradford and Keighley, and particulurly 
so in view of thc high railway fares. 


Birmingham.—The use of the Boy Scouts in assistin 
the women conductors on the Corporation tramcars has proved 


very successful. and the Tramways Committee proposes to avail 
itself of the services of the boys on all routes. 


The boys give 
the signal to stop and restart the cars, and generally attend to the 
platform duties, while the conductress collects the fares. — Birming- 


=- ham Daily Despatch. 


Blackpool.—RrvENuE Rerurns.—At March 16th, with 


-only 16 days more to run of the present financial year, the total 


Corporation tramway receipts were £90,603, compared with 
£77,429 last year, an increase of £13,173. In 1913, the record 


for the department, the full year’s receipts were £84,000, and this 


year's full takings will be over £92,000, thus beating the record by 
over £8,000. 

The Watch Committee has decided to licence women drivers on 
the Corporation cars. thus reversing the decision of last year. А 
number of women drivers are now in training in preparation for 
the coming season. 


Bootle.— There is a deficit of £2,822 on the Corporation 
tramways account for the past year. an increase of £1.811 above 
the estimated deficit. A sum of £4,689 in respect of rental payable 
by the Liverpool Corporation has not yet been paid. An increased 
expenditure of £4,000 is éstimated this year. with an estimated los» 
of £6,080, of which £2,262 is for reserve. Extensive track repairs 


‘and renewals largely account for the increased expenditure. 


Burnley. AccIDENT.—About 10.30 p.m. on March 23rd, 
two tramcars came into collision near Duke Bar; none of the 
passengers were hurt, and the damage was very slight. 


Huddersfield.—The Tramways Committee has traps- 
ferred £8,800, equal to a 4d. rate, to the borough fund in relief of 
next vears borough rate. In regard to the service of cars to 
Marsden, a suggestion by the tramway manager ts to be carried out 
as an experiment. This is for the awe of special cars, with an 


> 
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arrangement of fare-paying before entering the cars which will 
ensure preferential entry for long-distance passengers, for whom 
the cars are chiefly provided. Ordinary fares are to operate when 
the car moves into service. 


Newcastle-on-Tyne.— Rate RELIKF.—At a meeting of 
the City Council, last week, for fixing the rates. Councillor Mayne, 
chairman of the Tramways Committee, offered £7.000 from his 
Committee's funds. The profits at the end of the year are 
estimated at £36,000. To bring the reserve fund up to the 
requisite figure of £100,000, would require £29,000. 
£7.000 at the disposal of the Council. Several members spoke 
against acceptance of the money, claiming instead a cheaper and 
more efficient service: other members were not satisfied that the 
money might not be required for renewals,-repairs. and the like. 
Acceptance was agreed to by 36 votes to 8. 


Preston.— An application of the permanent-way men to 
tu be granted a war bonus has been referred to the Workmen's 
Wages Sub-Committee ; it is recommended that the Council join 
with other Lancashire and Cheshire tramway authorities to con- 
sider combined action to secure greater uniformity in fixing areas 
and conditions of labour. 


Salford.— he increased fares on the Corporation. tram- 
ways come into operation on Monday. War bonuses and allowances 
paid to dependents of employés serving with the Forces have caused 
4n additional annual expense of not less than £30,000, and it is 
hoped by the Committee that the fare and stage revision will be 
sufficient to meet the increased financial obligations, und also make 
a substantial contribution towards the relief of the rates. One of 
the changes is the abolition of the halfpenny fare for children, and 
all children occupying seats must be paid for. 


Stalybridge.—The Joint Tramways Board has received 
complaints of the crowded state of the cars on certain routes in 
the early morning, and the manager has been instructed to write to 
the owners and managers of mills suggesting a variation in the 
times of commencing and ceasing work, so as to minimise the 
pressure at certain hours. 


York.— When the City Council met last week to consider 


‘the estimates, Ald. Rhodes Brown said that instead of the estimated 


profits there was a loss of £700 on the tramways and £1,470 on 
the electricity undertaking. Ald. Meyer, chairman of the Tram- 
ways Committee, said the higher prices, including labour. repre- 
sented 50 per cent. of the expenditure, while the бв. war bonus 
represented 25 per cent. of the increase; also there was a decrease 
in efficiency. Unless transport undertakings could charge more 
for their services. they could not be run at a profit. The Elec- 
tricity Committee had given notice of an increase of 10 per cent. 
in its charges, but they could not increase the tramway fares. as 
these were fixed by Act of Parliament. 


TELEGRAPH and TELEPHONE NOTES. 


Bagdad Wireless Station.— A powerful wireless. installa- 
tion at Bagdad, constructed by the Germans, and in direct. com- 
munication with Berlin, was blown up by the enemy before the 
arrival of the British Forces on March 11th. 


Electrophones in Hospitals.—The free  electroplione 
service given by the Electrophone Co. to many London hospitals 
and homes for wounded soldiers and sailors includes an installation 
at the London Hospital, by which 100 patients can listen whilst 
lying in bed to the performances at the leading musical comedy 
theatres and musie halls.— Daily Telegraph. | 


Imperial Communications.— The Royal Commission oi 
the Natural Resources, Trade, and Legislation of the Empire. in 
its report. issued this week, includes a statement that cheaper 
cable rates are an urgent necessity, and that public opinion in all 
the Dominions is in favour of State control of the Imperial lines. 
The acquisition of an Atlantic eable by the State is recommended, 
and а considerable reduction in Press rates is proposed for the 
cheap and wide dissemination of Imperial news. 


Post Office Telegraphs and Telephones.— lhe annual 
report of the Postmuster-General for 1915-16 was issued last week. 
It states that 68,000 Post Office servants are with the Colours, and 
7.000 more will be set free when required. Nearly 2,000 have lost 
their lives, and many honours have been won by Post Office em- 
ployés. The depletion of the trained staff has thrown a heavy 
atrain on the Department, which has had to carry out new work on 
an extensive scale. and to deal with phenomenal development in 
certain branches, while it has constructed and maintains a network 
of telegraph and telephone lines for the use of the Home Defence 
Forces, and ite factories are engaged on munition work and in 
making telegraph and telephone apparatus for use in the field. 

Increased charges were brought into force in October and 
November, 1915, and brought in (up to March 31st, 1916) about one 
million sterling additional revenue ; the extra charges included :— 
On telegrams, 3d. per message, realising £200,000 ; on telephones, 
flat-rate (unlimited) lines, £3 per line in London, £1 10s. and £2 
in the Provinces : trunk calls, an increase of one-third (but a large 
reduction in trunk traffic occurred. and the yield was only £80,000, 
whereas £120,000 was expected); and call ottice charges were 
increased by Id., realising £10,000, as against £60,000 estimated, 


That left : 


On March 31st, 1916, the total mileage of wires was 3,261,822 
miles, an increase of 6'3 per cent.; telezraph wires amounted to 
264,480 miles, telephone wires to 2,843,254 miles, and spares to 
157.088 miles ; aerial wires, 1,022,036 miles; underground wires. 
2.229.055 miles ; and submarine wires, 13.731 miles. 

The storm in March, 1916, was the worst in the history of the 
telerraph and telephone services, especially in the Midlands, where 
every line crossing a belt of country in a northern and southern 
direction was brought down ; 2.150 poles were broken, 6.050 uprooted. 
and 33,300 blown over. This involved the re-erection of 41,500) 
poles, equivalent to 14.000 miles of main pole line. and about 1,500 
tons, or 17,000 miles. of copper wire had to be replaced. Owing to 
shortness of staff, the work of repair occupied many months. 

A larve number of special telegraph circuits was provided 
for Government departments. and Government traffic | nearly 
doubled.. The number of telegraph offices open on March 31st. 
1916, was 14.156, a decrease of 66. The number of telegrams 
handled was 84,157,000, of which 64,685,000 were ordinary (a 
reduction of 74 millions). 3,695,000 Press (a reduction of 1 million). 
1,903,000 foreign (a reduction of nearly 2 millions). and 7,128,000 
Government (an increase of 3,410,000). The revenue from paid 
traffic was £3.111.235. an increase of £97,326 ; unpaid traffic was 
estimated at £538,461. an increase of £270.182. 

The decrease in ordinary inland traffic was 10'4. per cent., and in 
Press teleyranis 17 per cent. To compensate for the withdrawal of 
telegraphists for military service, additional operators have been 
trained, telephone transmission has been employed. and the use of 
high-speed apparatus has been extended. The Committee appointed 
in 1914 to consider the various systems of high-speed telegraphy 
reported in January. 1916. The use of the telephone for the dis- 
patch and delivery of subscribers’ telezrams has been fostered, and 
the telephone has been substituted for the sounder at a large 
number of small offices. . 

Foreign telegrams showed a substantial decrease in number, but 
an increase in length. with the result that the revenue was slightly 
higher. The uae of nine codes has been authorised. Ап “urgent” 


` telegraph service with Russia and Roumania was introduced in 


January. 1916, at triple rates. 

The development of the telephone system has beer seriously 
retarded by want of funds and labour. New orders for 13.286 
telephones were accepted during the vear. and over 5,000 circuits 
were provided for Government departments. It was impossible to 
keep pace with the applications for new telephones, and a war 
surcharge (minimum £4) was imposed’ to limit the demand, with 
the result that the applications were reduced by 50 per cent., and a 
sum of £45,000 was brought in during the seven months ending 
March 31st. 1916. Notices to remove 54,680 telephones were 
received, an increase of + per cent. Apart from 15,000 telephones 
provided for the temporary use of Government departments, the 
Post Office owned on March 31st. 1916, 786.991 telephones. of which 
263,135 were in London, 406.347 in England and Wales, 91,221 in 
Scotland, and 26,282 in Ireland ; 776 million effective calls were 
originated, a decrease of £8 per cent. The total number of inland 
trunk calla was 40,357,284, a decrease of (56 per cent. New 
exchanges opened numbered 71, making the total number 3,109 ; 
751 public call offices were opened. and 991 closed. Seventy-four 
exchanges were connected with the trunk system. and 126 addi- 
tional trunk circuits were completed ; the amalgamation of trunk 
and local exchanges was also carried further. The Fondon- 
Birmingham cable was extended to Liverpool, and a new cable 
between London and Brighton was brought into use. Short- 
distance trunk services have been accelerated. Automatic exchanges 
are in satisfactory operation at the General Post Office (London). 
Accrington, Chepstow, Darlington, Epsom, Hereford. Newport 
(Mon.), and Portsmouth. The war has delayed the construction of 
similar exchanges at Leeds, Grimsby, and Stockport. Continuous 
telephone service is now provided at all except 334 exchanges. 
Rural party lines increased by 133 to 2.398. It is estimated that 
7.721,000 telegrams, 115,900 express letters, and 5,650 ordinary 
letters were sent by telephone. The receipts from private tele- 
phone lines were £248,078, as compared with £263.108. In 
London, the new Charterhouse exchange is approaching com- 
pletion, but work on the Bishopsgate. Tower. and Holborn 
exchanges has been suspended. During the year the telegraph 
factory at Birmingham was completed. The total expenditure 
out of telephone capital on sites and buildings was £94,894. 

The expenditure on the telegraph service amounted to £5,155,.850, 
and the revenue to £4,786,391, leaving a net deticiency (adjusted) 
of £502,670, of which £278,616 was allotted to depreciation, und 
£271,691 to interest on the purchase of the telegraph system. The 
plant was valued at £7,692,420, less depreciation £2,429,373. The 
expenditure on the telephone service was £7,163.809, and the 
revenue £7.362,315. leaving a net deficit (adjusted) of £128,013 ; 
the plant was valued at £27,768,535. 


. CONTRACTS OPEN and CLOSED. 


OPEN. | 
Aberdare. — U.D.C. Electricity Department. Battery 
of accumulators, complete. See “Official Notices" March 16th. 


Aylesbury. — Electricity Department. — 200-Kw. direct- 
coupled internal-combustion engine and generator, fuel plaut. aud 
accessories, See ' Official Notices " to-day, 
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Bray. — April 3rd. U.D.C. Stores for 
works. See "Official Notices" March 23rd. 

Bury.— Overhauling and maintenance of private telephone 
system for Bury District Co-operative Society. Ltd. Particulars at 
Office, Knowsley Street. 

Glasgow.—April 5th. Corporation. Turbo-alternators 
(15,000 Kw.), transformers. and condensing plant for the new 


generating station at Dalmarnock. Particulars from Mr. W. W. 
Lackie, Chief Engineer and Manager, 75, Waterloo Street, Glasgow. 


Hull, — April 12th. Electricity Committee. 
towers. See “ Oflicial Notices " March 23rd. 


London.—^T. Paxcras.—April 12th. B.C. 
carbons. See "Official Notices" March 9th. 


Manchester.—-April 3rd. Corporation Electricity De- 


electric light 


Cooling 


Are lamp 


partment. Stuart Street generating station. Low-pressure water 
pipes, &c. Mr. F. E. Hughes, Secretary. 
Warrington. — April 11th. Electricity and Tramways 


Committee. One 3,000-к\. turbo-alternator and surface condensing 
plant. See " Official Notices " March 16th. 

April llth. Electricity and Tramways Committee. Motors and 
transformers. See “ Official Notices " March 23rd. 


CLOSED. 


Glasgow. — The T.C. has accepted the tender of the 
British Thomson-Houston Co., Ltd., for three 1,000-Kw. rotary 
converters, at £3,160. 


Leyton.—Trolley wire : 
Cables, Ltd. 


British Insulated and Helsby 


FORTHCOMING EVENTS. 


\ 


nee of Mining Electrical Engineers (Lancashire. Cheshire and 
North Staffs. Branch).—Joint meeting with the Colliery Managers’ 
оа Saturday, March 3151. At З p.m. At the Technical College, 
n or Paper on “The Electrification of a Group of Collieries," by Mr. 
reen. 
(West of Scotland Branch).—Saturday, April 7th. At 4.30 p.m. At 

the Royal Technical College, Glasgow. Annual mecting. 


institution of Civil Engineers of Ireland.—Monday, April 2nd. 
t 35, Dawson Street, Dublin. Ordinary meeting. 


n of Engineers. —Monday, April 2nd. At 5.30 p.m. At Burlington 
House, Piccadilly, W. Paper on ‘ Ball Bearings," by Mr. A. M. Arter. 


Institution of Fisctrioal Engineers (Western Local Section).--Monday, 
April 2nd. 5 p.m. At the Merchant Venturers’ Technical College, 
Bristol. A nudi meeting. 

(Scottish Local Section).—Tuesday, April 3rd. At 7.30 p.m. At 
207, Bath Street, Glasgow. Paper on ‘‘Some Points in connection with 
Engineering Specifications,” by Mr. J. Shepherd. Annual meeting. 

(Manchester Local Section).— Tuesday, April 8rd. At 7 p.m. 
Engineers' Club. Lecture by Prof. E. Wilson. Annual meeting. 


Institution of Civil Engineers.—Tuesday, April 3rd. At 5.80 p.m. At Great 
George Street, 8.W. Discussion on the paper on ''The New Electric 
Power House at Birchills, Walsall.” 


Roentgen Society.—Tuesday, April 3rd. At 8.15 p.m. At the Cancer Hos- 
pital, Fulham Road. Discussion on “The Future of the British X-Ray 
Industry," to be opened by Mr. G. Pearce. Sir Jas. Mackenzie Davidson, 
Prof. Porter, F.R.S., Major Wilson, and others have consented to take part 
in the discussion. 


Liverpool Engineering Society.— Wednesday, April 4th. At 7.30 p.m. At 
the Royal Institution, Colquitt Street. Paper on “The Michell, Thrust 
Block and Journal Bearing," by Mr. J. H. Gibson. 


At B p.m. 


At the 


NOTES. 


Easter Holidays,— The next issue of the ELECTRICAL . 


REVIEW will be published on Wednesday morning. April 4th, 
instead of April 6th (Good Friday). All matter should be in our 
hands at the earliest possible moment, as announced last week. 


A Safety Controlling Device for Electric Motor 
Vehicles.— With the object of eliminating the waste of current of 
the battery of an electric motor vehicle, and the danger of injury 
to the electric motor, if the controller is not returned to the 
neutral position when the brakes are applied, an ingenious 
device has recently been patented by an American electrical engi- 
neer, Mr. S. S/Amdursky, of Rochester, N.Y.. by means of which 
auch neutralising of the controller is automatically effected when- 
ever the brakes are applied. This is accomplished by the electro- 
magnetic mechanism depicted in the accompanying diagrams, 
fig. 1 being a front elevation of the controller and the added 
mechanism, and fig. 2 a side elevation. 

The electro-magnetic mechanism consists of a solenoid magnet 
mounted in the base of the controller case. Two vertical racks, 
connected at top and bottom by horizontal cross-pieces, are attached 
to the top of the movable core of the magnet. A mutjlated gear. 
carried on a small horizontal countershaft below the top of the 
rack framework, when it is in its highest position, meshes with 
the teeth of the racks. Another pinion mounted on the same shaft 
as the mutilated gear meshes with a segmental gear pivoted to the 
controller shaft, as indicated in fig. 2. 

In the drawings, the controller handle is shown in its neutral 
position. When it is moved either backwards or forwards'to;give 


a forward or reverse speed, the segmental gear on its shaft revolves 
the pinion on the countershaft, causing the teeth of the mutilated 


` gear to engage one of the racks, and raise the rack framework and 


the core out of the soleneid. If the latter is energised after the 
parts have been moved in this manner, it tends to pull the core 
and the rack framework down again. thus racking the several gears ` 
back to their normal position, and causing the controller to return 
to neutral. 

In order that the energising current for the solenoid shall only 
be employed when the brake is applied. it is controlled through an 
electrical circuit. which is opened and closed by the brake manipula- 
tion. In fig. 2 the solenoid is shown connected with the leads of 
an electric battery—which may be the battery that supplies the 
current for driving the vehicle: the free ends of the wires of the 
circuit are attached to two contact pieces which can make contact 
with the lower end of a bell-crank lever shown near the top left 
corner of fig. 2. The other end of the bell-crank has a pin which 
works in aslot in the top Of a vertical rod, the latter in turn being 
connected with the brake rod by another bell-crank. As the brake 
rod moves by pressure on the brake pedal, the vertical rod is 
pushed up. turning the bell-crank and its contact point so that 
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Fics. 1 AND 2.--SAFETY CONTROLLING DEVICE FOR BATTERY 
VEHICLE. 


the later closes the solenoid circuit. consequently automatically 
bringing the controller back to a neutral position. The releasing 
of the brake allows the vertical rod to move down and break the 
circuit, so that the controller can be moved again in either a 
forward speed or reverse direction. 

The extreme top of the vertical rod also serves to prevent the 
controller from being moved from the neutral position while the 
brake is applied. The upper end of the rod is bent in the shape of 
a hook, which engages with one arm of a detent pivoted to 
the controller casing : the other arm engages with a bevelled lug 
mounted on the controller shaft. So long as the brake is not in 
use, the detent is held on the bevelled lug by a small coil spring. 
When the brake is applied, the upward movement of the hook at the 
end of the vertical rod permits the detent to be released, and 
when the controller returns to its neutral position, the detent rides 
over the bevelled lug and snaps in position behind it, as shown in 
fig. 2. The detent is so arranged, however, that it does not prevent 
movement of the controller to the reverse position, since there may 
be occasions when it would be desirable to move the controller to 
such a position while the brake is applied, in order that the electric 
motor may be used to supplement the action of the brakes in 
reducing the speed of the vehicle or in bringing it to а standstill. 


Provincial Electric Supply Committee, —We are pleased 
to learn that the Committee formed to represent the provincial 
eleetric supply authorities of England holding Provisional Orders 
has already met with a full measure of success. The appeal met 
with tho complete concurrence of the companies interested, and in 
a short space of time some 60 provincial companios,. repre- 
senting between 200 and 300 Provisional Orders, have become 
members. The bulk of the capital invested in provincial oom- 
panies is therefore represented, amounting to some seven or eight 
million pounds, and all the important companies in the United 
Kingdom are included. In view of the many serious problems 
with which the electric supply industry may have to deal in the 
immediate future, the Committee should form an excellent means 
of focusing the active lines of policy of the various opm panies on 
any such questions. 
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Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 


Special Notice.—The Commandant congratulates the Corps on having 
received offücial recognition. He trusts that every member will make it con- 


venient to attend at headquarters on Monday, April 2nd, between 6 and 7, for | 


medical examination and attestation. 

Monday, April 2nd.-- Technical for Platoon No. 9, at Regency Street. Squad 
and Platoon Drill, Platoon No. 10. Signalling Class. Recruits’ Drill, 6.30——8. 
Medical examination, 6. 

Wednesday. April 4th.—Instructional Class, 6.15. Platoon Drill, Platoon No. 1. 

Thursday, April Sth, to Monday, April 9th.— Headquarters closed during 
Easter. Training at Esher. Special orders will be sent to each Volunteer who 
has sent in his name.-—-(By order), MACLEOD YEARSLEY, Captain and Adjutant. 


Board of Trade Departmental Committee on Elec- 
tricity Supply.—-As foreshadowed in our last issue, the President 
of the Board of Trade has appointed a Committee to consider and 
report what steps should be taken, whether by legislation or other- 
wise, to ensure that there shall be an adequate and economical 
supply of electric power for all classes of consumers in the United 
Kingdom, particularly industries which depend upon a cheap 
supply of power for their development. The Committee is con- 
stituted as follows :—The Right Hon. Е. Huth-Jackson (chair- 
man), Mr. H. Booth, Mr. James Devonshire, Mr. J. Falconer, M.P., 
Mr. G. H. Hume, Mr. John Kemp, Mr. H. H. Law, Mr. C. H. Merz, 
Sir Charles Parsons, K.C.B., Sir John Snell, Alderman C. F. 
Spencer, and Mr. A. J. Walter, K.C. The secretary of the Committee 
is Mr. M. J. Collins, to whom all communications on the work of 
the Committee should be addressed at the Board of Trade, 7, White- 
hall Gardens, London, S.W.1. = 


Dublin Electricity Undertaking.— The death of Mr. 
Elward, Chief Inspector of Consumers' Supplies under the Dublin 
Corporation's electricity department, has led to a proposal that his 
successor might discharge dual duties, and so effect a considerable 
saving without interfering with the efficiency of the undertaking. 
Other re-arrangements are stated to be in contemplation. 


Strike of Electricians at Athens.—Dispatches from 
Reuters agent at Athens state that, as the result of a strike of 
electricians belonging to the Pan-Hellenic Union, the supply of 
electric current was stopped in Athens and the Pirseus, “and pre- 
sumably in other towns," with a consequent cessation of communi- 
cations,lighting, and industry. An agreement with the Government 
was subsequently arrived at, an assurance being given that the 
men’s claims would be considered. 


Inquiries.—Makers of a battery automatic cut-in and 
cut-out switch, without mercury contacts, are asked for ; also makers 
of electrical apparatus for relieving deafness. A correspondent 
seeks information on the manufacture of permanent magnets and 
the composition of the steels employed. 


The Metric System.—On Tuesday evening, at a meeting 
of the INSTITUTION OF CIVIL ENGINEERS, MR. HARRY ALLCOCK 
delivered: a lecture on the Metric System, before a large audience. 
Mr. Allcock dealt first with decimal coinage, advocating the 
adoption of the florin as the base, divided into 100 parts; he 
showed that for many years the business community had pressed 
for this reform, and that the change would not involve any serious 
disturbanoe to trade. He then stated the case for the adoption of 
metric weights and measures, pointing out that the system was 
already largely used in Russia, and that if we led the way, the United 
States would be sure to follow our example. Manufacturers need 
not fear any interference with their internal organisation, as the 
Bill to be introduced into Parliament would make the use of the 
system obligatory only in commercial transactions, and any 
alterations in designs, tools, &c., would be entirely optional. 

A lengthy discussion followed, in which Sir Guilford Moles- 
worth, Mr. Oliver Berry, Sir Archibald Denny, Mr. J. A. F. Aspinall, 
Mr. E. C. Barton, Prof. Lupton, Dr. Hunter, and others took part. 
A report will appear in our next issue. 

- The sense of the meeting was unmistakably favourable to the 
reforms advocated by Mr. Allcock. the opposition being of a trivial 
description. 


No B.A. Meeting.—It is announced that the meeting of 
the British Association arranged for Bournemouth this year will 
not be held, owing to the restriction Of railway travelling and other 
circumstances. 


Re Meirowsky & Co.—Messrs. George Schultz & Co., 
Ltd., of 10, Arthur Street, London, E.C., wish it to be understood 
that the winding-up of the affairs: of Meirowsky & Co., A.-G., in 
this country, by the Board of Trade, as publicly announced, does 
not in any way affect the position or business of their company, in 
which only British subjects have been and are interested. 


- Electrochemistry in Егапсе.— Тһе Journal du Four 
Electrique et de Electrolyse remarks on the part played by French 
electrochemical works during the war. Acetylene is employed as 
an illuminant in sapping and mining operations, for motor-car 
lights, and more езресізПу in autogenous soldering. Calcium 
cyanamide helps in the production of nitrate of ammonia, the base 
of several explosives. Ferro-chrome, ferro-silicon, ferro-tungsten, 
and ferro-molybdenum are utilised in the making of steels, 
Aluminium is employed in steel works, the making of fuses. 
aeroplanes, automobiles, and in certain explosives such as ammonal, 
which is a mixture of nitrate of ammonia and powdered aluminium. 
The manufacture of chlorine gas has had a sudden development ; 
the same is true of the manufacture of various other products such 
ag sodium, magnesium, the ferro-cyanides, electric steels, ferro- 
manganese, and nitricacid. These manufactures have borrowed next 
to nothing from abroad ; the electrical energy was supplied by French 
hydro-electric works, and the greater part of the raw materials was 
procured from the-goll of France or from that of her colonies. 


Institution and Lecture Notes.—Royal Institution.— 
The list of lecture arrangements after Easter has been issued. It 
includes the following :— 

May 11th, 5.30 o’clock.—Prof. J. Jolly, F.R.S.,  Badioactive Haloes."’ 

» 18th, » Prof. F. Soddy, F.R.S., “The Complexity of the 
Chemical Elements." . 

June 8th, „ Prof. Sir J. J. Thomson, P.R.S., ''Industrial 

Applications of Electrons."' 

April 19th and 26th, at 8 o'clock. Prof. H. S. Foxwell on ‘Industrial 

Finance After the War." (1) The Industrial Struggle of To-day ; 
(2) Its Financial Needs: How They Can Best be Met. 

May 5th, 12th, 19th, Жн at 3 o’clock.—Prof. Sir J, J. Thomson, P.R.S., 

June 2nd and 9th on ''The Electrical Properties of Gases.” 

Electrical Association of Australia.—At the third annual 
meeting of the Victorian Section, the report of the Council stated 
that a Sub-Committee dealing with the licensing of wiremen had 
drafted suggestions, and was arranging for a conference with the 
Contractors’ Association and the Wiremen's Union. The Council 
expressed the hope that a final scheme would be agreed to, enabling 
the proposals to be placed before Parliament. The proposed incor- 
poration of the Association and the question of the use of letters 
after members’ names had been referred to the Federal Council 
for its consideration. The total number of members of all classes 
was 227. The balance-sheet showed receipts £324, and the credit 
balance was £176. 

The following officers were elected for the year :—President, 
Wilfred N. Kernot; past presidents, W. H. Alabaster, F. A. 
McCarty ; vice-presidents, A. McKinstry, А. М. Macnicol ; hon. sec., 
A. Maling ; hon. treasurer, G. B. Lincolne; members of Council, 
F. W. Clements. H. R. Harper, A. L. Hargrave, A. W. Kendall, 
J.C. Lane, W. J. Newbigin, H. Clement Newton; hon. auditors. 
A.C. E. Pulling, C. C. Gray.— Commonwealth Engineer. 


Appointments Vacant.—Electrical .staff, for the. aero- 
dromes and hutted camps in the Southern Command. For particulars 
see our advertisement pages to-day. 


Restrictions on the Importation of Certain Goods.—A 
Supplement to the Board of Trade Journal of March 29th contains 
a complete list of articles the importation of which into the 
United Kingdom has been prohibited, except under licence, by 
Royal Proclamations of February 15th, 1916, and subsequent dates, 
and in respect of which applications for licences should be 
addressed to the Controller, Department of Import Restrictions, 
22, Carlisle Place, Westminster, London, S.W. 1. 


LE.E. Wiring Rules.—In view of the great demand by 
the Government for small stranded wires, the Council has decided 
to permit for the period of the war the use of single-strand con- 
ductors up to No. 14 S.w.G. (see Rule 12). 


NEW COMPANIES REGISTERED. 


Isenthal & Co., Ltd. (146,791).—Private company. Regis- 
tered March 22nd. Capital, £5,000 in £1 shares. To take over the business 
of an electrical engineer and manufacturer of and dealer in electrical and 
mechanical apparatus carried on by A. W. Isenthal, at Denzil Works, Willes- 
den, N.W., as Isenthal & Co. The subscribers (each with one share) are: 
A. W. Isenthal, 95, The Avenue, Ealing, W., electrical engineer; Mrs. C. R. 
Isenthal, 95, The Avenue, Ealing. W.; L. F. Fogarty, Dene Cottage, Ruislip. 


. Middlesex, electrical engineer. The first directors are A. W. Isenthal (perma- 


nent), C. R. Isenthal, and L. F. Fogarty. 


The Double Arc Electric Welders, Ltd. (9,782). —Private 
company. Registered in Edinburgh on March 16th, with a capital of £1,000 
in 980 ord. shares of £1 each and 800 def. shares of 6d. each. Objects: As 
indicated by the title. The first directors are M. M. Irvine and R. Irvine. 
Solicitor : L. Mackie. Glasgow. 


Nottingham Electro-Plating Co., Ltd. (146,611).— Private 
company. egistered March 19th, with a capital of £7,000 in £1 shares (3,000 
pref.), to take over the business carried on by E. Wilford at 98, Sherwood 
Street North, 85a, Mansfield Road, and 32, Upper Parliament Street, Notting- 
kam, as the Nottingham Electro-Plating Co. The subscribers (each with 
one share) are: E. Wilford, 98, Sherwood Street North, Nottingham, electro- 
plater; Miss N. Wilford, 10, Mapperlev Road, Nottingham. First sole direc- 
tor: E. Wilford. Solicitors: Warren & Allen, Nottingham. 


` Hackbridge Cable Co., Ltd. (146,684).—Private com- 
pany. Registered March 20th, with a capital of £25.000 in £l shares, to take 


.over the ELusiness of cable makers, electrical engineers, &c., carried en at 


Hackbridge, Surrey, as the Hackbridge Manufacturing Co. The subscribers 
(each with one share) are: H. Allwood, Dignall, Stanley Park Road, Wall- 
ington, Surrey, engineering works manager; A. Kent, Clovelly, Marshalls 
Road, Sutton, Surrey, cable engineer and manager. Permanent governing 
director: C. W. Bloomfield. Registered office: London Road, Hackbridge, 
Surrey. х 


Burdette & Co., Ltd.,(146,713).—Private company. Regis- 
tered March 2]st, with a capital of 26.000 in £1 shares (1,000 pref.), to take 
over the business of electrical and general engineers carried on bv P. Speedy, 
G. L. Evnon, and J. Merch, at 7, Pocock Street, S.E., as Burdette & Co. 
The subscribers (each with one ord. share) are: Mrs. G. L. Meech, 29, 
Pearfield Road, Forest Hill, S.E.; J. Meech, 29, Pearficld Road, Forest Hill, 
S.E., electrical engineer; P. Speedv, 6, Duke Street, Adelphi, W.C., elec- 
trical engineer; G. L. Evnon, 6, Duke Street. Adelphi, W.C., engineer. The 
first directors are: J. Meech, P. Speedy, and G. L. Eynon. 


Mavall & Co., Ltd. (146,594).—Private company. Regis- 
tered March 17th, with a capital of £1,500 in £1 shares, to take over as 
from February 28th the business of factors of and dealers in electrical and 
mechanical equipment, &c., carried on bv J. W. Mavall at 147. Corporation 
Street, Birmingham, as Mayall & Co. The subscribers (each with one share) 
are: J. W. Mayall, 147, Corporation Street, Birmingham, electrical engineer; 
E A. Couzens, The Uplands, West Heath, Northfield, mechanical engineer. 
The first directors are: J. W. Mayall (permanent director and chairman) and 
E. A. Couzens. Registered office: 147, Corporation Street, Birmingham. 


Hudson's Electrical Engineering Co., Ltd. (146.781). 
Private company. Registered March 21st, with а capital of 21.000 in £l 
shares, to take over the business of an electrical engineer carried on at 3, 
Prudentia! Buildings, Park Row, Leeds, and elsewhere, as Hudson & Co. 
The subscribers (each with one share) are: J. A. Atkinson, 17, Clarendon 
Place, College Road, Leeds. solicitor; G. Harper, Ashlea, Thorpe, near 
Wakefield. contractor. The first directors are to be appointed by the sub- 
scribers. Solicitor: A. Willey, Calverley Chamberse Victoria Square, Leeds. 


—UaÓ————  ————————— EEE АСС 


954 


THE ELECTRICAL REVIEW. [Vol #0. No 2,053, Манси 30, 1917. 


Nicholson & Crockett, Ltd. (146,743).—Private companv. 
Registered March 21st, with a capital of £500 in £1 shares, to take over 
the business of manufacturers of and dealers in electrical and scientific. instru- 
ments carried on by J. N. Clark and L. C. A. Aylett, as Nicholson & Croc- 
kett, at 116, Dallow Road, Tuten. The subscribers (each with one share) 
are; |. М. Clark, 6, Vernon. Road, Luton, scientific instrument maker; L. C. 
A. lett, 116, Dallow Road, Luton, scientific. instrument maker; J. P. G. 
Амен, 10, Roseberry Road, Chelinsford, works accountant. ‘The first direc- 
tors are: fo М, Clark tchairmang 1. C. А, Aylett, and J. P. G. Aylett. 
Registered office > 116, Datlow Road, Luton. 


Power Engineering Co., Ltd. (146,808).— Private com- 
pany. Registered. March Xod, with a capital of £1000 in £l shares, to 
take over the business of enginecrs, welding experts, manufacturers of wood 
amd rubber blocks, cranes, hoists, tubes, е, carried on at Manchester by 
SO KR. Vogt & Partners as the Power Engineering Co. The 
(each with one sharo are: Emil R. Voigt, 63, Hodge Lane, 
Manchester, engineer; Ernest M. Ginders, 7a, 0 Albert Avenue, 
Manchester, engineer. The. first. directors are: Emil R. Voigt 
"нео and secretary), Ernest. M. Ginders, and. Mrs. M. Voigt. 
otre: Thomas Street, Checthim Pill, Manchester, 


J. & W. B. Smith, Ltd. (146.735).—Private company. 
This company was registered on March 21st, with a capital of £70,000 in. £L 
shares, to acquire from the executors of the lute J. G. Watkinson the busi- 
ness of manufacturers of and dealers in gas, electrical, glass, sanitary, and 
Ironmongery goods, Ae. formerly carried. on. by the said J. G. Watkinson, 
in succession to J. & W. B. Sith, The subscribers (each with one share) 
ape? P. Watkinson, 196. Camden Road. N.W.. works manager; А. Н. 
Miller, 29. Aids: Road. Westclitff-on-Seao, accountant: J. Мистїп, 15, Dow rite 
ТЫН, Һ.С., solicitor. Rhe executors of the late J. G. Watkinson may, while 
holding, £500 shares, appoint a governing or ordinary director. Helene 
Watkinson fore of such executors) may, while they and she hold. £1,000 
shares, appoint a governing director by will or codicil. Secretary : E. A. 
Irwin, Registered. office: 19, Farringdon Road, E.C. 


Eclipse Carborundum & Electrite Co., Ltd. (146,353).— 
Private company. Registered. March 24th, with a capital of £10,000 in £l 
Shares, to take over the business. carried on at Apollo Works, South Road, 
New Southgate, N., as the United. Carborundum & Electrite Works, Ltd.. 
and the Vincit Co., Ltd. Agreements (a) with T. E. Fowler, and (b) between 
the above companies, C. Eves, and T. E. Fowler, for the purchase of assets 
by the said T. E. Fowler. ‘lhe subscribers (each with one share) are: T. E. 
Fowler, 10, Beaconsfield Road, New Southgate, N.. manufacturer; P. H. 
Goodwin, 85, St. Kilda Road, West Ealing, W., clerk. The first. directors 
are: J. F. Beale, S. R. Beale, and T. E. Fowler. Directors must be British, 
and the usual provisions for ensuring the general British nature of the com- 
pany are inserted in the Memorandum of Association. Solicitors: Kenneth 
Brown & Co., Lennox House, Norfolk Street, W.C. 


subscribers 
Prestwich, 
Prestwich, 
(permanent 
Registered 


OUR PERSONAL COLUMN. 


The Kditors invite electrical engineers, whether connected with the 
technical or the commercial side of the profexxion and. industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—The Shipley District Council 
has advanced the salary of Mr. W. REDMAN, its electrical 
engineer, fron £250 to £300 per annum. 

The Aylesbury E.D.C. has increased. the salary of Mr. 
TURNBULL, its electrical engineer, to £225 per annum, rising 
to à maxmmwm of £250 by £12 10s. a vear. : 

The Hackney В.С. Establishment and General Purposes 
Comnuttee recommends the following special grants to the 
undermentionel officers of the electricity department for addi- 
tional work performed by them in consequence of the war :— 
Mr. J. R. J. Bowden, deputy electrical engineer, £50; Mr. T. 
Dalby, works and sub-station superintendent, £30; Mr. P. 
М. Shears, canvasser, £20; Mr. E. Wilkinson, generating 
engineer, £10; Mr. A. G. Helling, assistant distributing engi- 
necer, £10; Mr. J. F. Heathman, chief clerk, £10. The Com- 
nuttee recominends that the designation of Mr. P. M. Shears 
be sales engineer. 

The Bexhill-on-Sea T.C. has appointed Mr. R. C. Carrer, 

Who has been on the staff for two years, as assistant electrical 
engineer. 
‚ General.—Coun.. Нісналко Horr, J.P.. the. Deputy-Mavor, 
is the new chairman of the Blackpool Tramwavs and Elev- 
tricity, Committee. He was vice-chairman to the late Ald. 
James Brodie. 

Mr. B. J. GRIGSBY, A.M.EE.E., who has been identified 
with the Benjamin Electric, Ltd.. Tondon, since 1908, and 
Was managing director until December last, when he resigned 
m order to return to the States and take up interests acquired 
there, has been elected a director, and is now Vice-president 
and general manager, of the Anderson Electric Speciality Co., 
062-564. West Van Buren Street, Chicago, U.S.A. | 

Acting-Corporal N. K. THomsox, from the R.H. and R.F.A., 
has been granted a cominission in the Tyne Electrical Engi- 
neers, R.B.  Second-Licutenant Thomson was gazetted on 
March 7th. І 

Roli of Honour.—A member of the staff of the Hendon 
Electric Supply Co.. Ltd.. P.O. J. F. Stave (R.N.ASS. 
Arincured Cars, Russian Squadron), has been awarded the 
St. George's Medal. Writing to Mr. Drummond. the com- 
pany's manager, he says: “We have had some exciting 
tunes in. Котта, and os a result of the work of the car 
crews several of our fellows have received decorations.” 

P.O. ALLAN Watson, of the same company, is now attached 
to the same branch of the service, which is doing excellent 
work in Russia. 

Private Harry HrPwonTH, A.S.C., one of the oldest em- 
ployés in the Blackpool Corporation tramways department, 
has succumbed to pneumonia in a military hospital at Liver- 
pool. He was ahout 41 vears of age. 

Lance-Corporal E. NETTLETON, West Yorkshire Regiment. 
killed in action, was employed as electrician by Mr. Harry 
Moss, electrical engineer and contractor, Bradford. 


Obituary.—Mr. J. S. RawonrH.—We record with deep 
feelings of regret the death of Mr. John Smith Raworth, 
M.Inst.C.E.. M.I.E.E., which occurred on March 94th at 
Streatham Hill, London, at the age of 71 years. Mr. Raworth 
was so well known and so popular a member of the elec- 
trical fraternity that his death will evoke from nany quarters 
expressions of sorrow at the loss which the profession and 
Industry have sustained. We were privileged to count him 
as one of our-oldest electrical friends, and desire to express 
on our own behalf, as well as on behalf of our readers who 
knew him and appreciated his many excellent qualities, our 
deep sviupathy with his widow and children. The late Mr. 
*aworth had been associated with the electric lighting and 
traction Industries from their inception, indeed, jt is close 
upon 40 vears since. be put up the first installation. of 
electric lighting in Manchester. Ile. served his tune in 
the shops and drawing offices of Messrs. R. & W. Hawthorn, 
of Newceastle-upon-T'vne, and of Messrs. Wren & Hopkinson, 
of Manchester, and he approached the designing of electrical 
machinery from the point of view of the mechanical engineer 
rather than from that of the electrician. He represented 
Messrs. Siemens Bros. in Lancashire in the late seventies and 
early eighties of last century, devoting his attention largelv 
to ship lighting. first with are and then with incandescent 
lamps. It was practically a саве in which bricks had to be 
made without straw, for though there were dynamos, lamps, 
and wires available, such things as high-speed engines, fit- 
tings, switches, and switchboards, castings, &e., were non- 
existent, and tvpes and patterns of his own had to be evolved 
which have persisted, forming the basis for several distinct 
trades. His early work in connection with ship installations 
on such ships as the City of Berlin, City of Home, Arizona, 
Alaska, Orient, &c.. left its ‘influence on ship lighting plant 
for many years. While at Manchester, however, he was en- 
gauged with many other matters as well. For instance, he 
ran, for a time, a small central station distributing current in 
its immediate neighbourhood, and most of the important 
Manchester installations erected in those davs were done 
under his superintendence. He put up the first electrically- 
worked hoist. In 1886 he came to London, and settled here, 
tuking a leading position with the Brush Electrical Enci- 
reering Co.. then operating under another title. The 
company was in a state of transition. and difficulties. were 
numerous, but the world was beginning to awaken to elec- 
trical possibilities, and a good deal of useful work was done 
by him as responsible head of the engineering department. 
When the Electric Lighting Act of 1888 was passed he was en- 
trusted with many enterprises. including the supply stations 
ог. е City of London Electric Lighting. Co.. the Leicester 
Corporation, and others at Huddersfield. Hanley. Bourne- 
month, -and elsewhere. Many of these were wholly, or in 
great part. designed by him. When he joined the Brush Co. 
a 20-H.P. dynamo was about the limit of their capacity, but 
when he left ten years later—in 1896—a 1,000-H.P. combined 
plant, including both engine and generator, was an ordinary 
order for them. The works at Loughborough were designed. 
erected, and equipped under his superintendence, and that 
being completed, he exchanged the position of chief engineer 
tor a seat on the board, and cominenced practice in West- 
minster ss a consultant. He was already technical adviser 
to several important electrical undertakings, among which 
was the British Electric Traction Co. Although lighting and 
power schemes claimed much of his attention, his interest 
became more and more diverted towards tramways. until he 
eventually undertook the technical directorship of the B.E.T. 
Co. He was actively associated. with this company for many 
vears. Mr. Raworth has been a prolific inventor, vet one seldom 
hears his name associated with any particular. machine; 
even the high-speed engine that he invented was alwavs 
known as the “ Universal." His regenerative patents, how- 
ever, were put forward under his name.. Mr. Raworth was 
a man of strong personalitv. Subtlety of mind, ready wit, 
and oratorical powers of a high order, were among his charac- 
teristies, and he could always be reckoned upon to add life 
and interest to an Institution discussion in the vears when he 
could be more frequent at meetings at Westminster than 
had Jatterly been the case. He had been in fathng health 
for s or three years, and his presence had .becn sadly 
missed. 

Mr. W. H. HaruiweLL.—The African World records the 
death of Mr. W. H. Halliwell, acting general manager to the 
Lobito, Benguellu, and Catumbella Electric Light & Power 
Co., Ltd., who died of fever in hospital at Lobito on 17th 
inst. Mr. Halliwell only returned from England to Lobito a 
few months ago to take over the general managership. pend- 
ing the absence of the general manager, Mr. E. H. Rhodes, 
on leave. He forwerly acted as Mr. Rhodes's chief assistant 
at Benguella. 

Mr. ARTHUR BROOKER.—W'e regret to learn that Mr. Arthur 
Brooker, general manager of the Automatic Telephone Manu- 
facturing Co., Ltd., of Liverpool, and known to electrical 
students everywhere as joint author of the widely-used 
“Slingo and Brooker” electrical compendium, passed away 
on March 23rd at his residence, Ashfield, Huyton. We hope 
to refer to the deceased gentleman's career in our next issue. 


We extend our sincere sympathy to Mr. C. P. ELIESON on 
the death of his wife, which occurred оп March 27th at 24, 
Bt. Mary Abbotts Terrace, Kensington, S.W. 
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CITY NOTES. 


The annual meeting Was held on 

J. ARMSTRONG, 
who presided, referred. to the satisfac- 
Supply Co., Ltd. tory results of the vear's work (see 

Etec. Rev., March 16th). The engine: 
house at Carville, when completed, would accommodate five 
large turbines. 270 of their employes had gone to the Front, 
and six had lost their lives. The vacancies on the staff had 
been partly filled by female labour and partly by discharged 


Newcastle - upon: March Brd. Mr. 
Tyne Flectric 


gervice ynen. As it was necessary that some of these men 


D 


should have certain technical knowledge, they had estab- 
lished regular classes for them, at which lectures were d 
livered and demonstrations given by their own officials, aní 
this systematic training had proved most beneficial, and the 
men and women were giving every satisfaction. The 16 
tors had. been in negotiation with the Cleveland & ратай 
Electric Power, Ltd., with the object of this company acquir-. 
ing an interest in the latter concern, and the directors had 
decided to remommend that this company should make an 
oller to acquire, by exchange of shares, the shares and funded 
preference income stock of the Cleveland Co., and he now 
submitted the scheme for their approval. The Cleveland Co. 
had 300 miles of cables laid in its area; it had 81.469 H.P. 
connected; and its gross profit for 1916 was £37,129. The 
Teesside area had excellent facilities both by rail and by sea, 


every reason to believe that before many years the Tees dis- 
trict would hold a leading position in the industrial enterprise 
of the North-East Coast. The Cleveland Co. 1n its early days 
suffered through not having behind it а nucleus of profit. to 
go on with, guch as the Newcastle Co. had in its lighting 
load, and the result was that the Cleveland Co. had nothing 
to assist it while its money was being expended on capital 
account from which no adequate return was immediately re- 
ceived, The Cleveland Co. benefited very much from the 
fact that the majority of the waste-heat stations were in its 
inmediate area; in fact, it obtained the bulk of its power 
from the waste-heat stations, and it was only when the war 
broke out and the eflect of the war on collieries was such 
that their output was reduced, that there was a considerable 
falling off temporarily in waste heat from these stations. Th 
result was that the Cleveland Co. had to fall back on the coal- : 
fired generating station at Grangetown, from which it had 

to get a very considerable portion of it& supply, and that 

had a very adverse effect on the profits of the past two years 


for the station named, partly owing to its situation, 


partly owing to the class of plant installed, which was far 
froin an economical one. The Cleveland Со. had received 
many applications for additional current from its present 
customers, as well as applications from new manufacturing 
undertakings, but from the difficulties with which it was 
faced they did not see their way to take advantage of the 


draw the offer in the event of their not receiving a satisfac- 
tory response from the Cleveland shareholders. He formally 
moved that the proposals for acquiring the shares of the 
Cleveland and Durham Electric Power. Ltd., be approved. 


The report was adopted without opposition. 


Mr. James FALCONER, M.P., presided 
at the annual meeting. held on March 
Durham Electric 3rd. He said that the gross profit 
showed an increase of £5,972. It was 
proposed to pay a dividend of 9 per cent. 
on the preference chares. ‘There had been some inquiries as 
to why they were not paying more than that amount, but it 
was all that they could safely and prudently give. With 
reference. to the proposed arrangement with the Newcastle 
Electric Supply Co.. as the result of a conference between 


Cleveland and 
Power, Ltd. 


the Cleveland Co. for his shares on the terms adjusted sub- 
ject to the condition that if there_was not an adequate res- 
ponse to the offer the Newcastle Co. was at liberty to with- 


draw it. The directors unanimously recommended 


acceptance of the. offer. With regard to the progress and 
position of the company, the best method of showing it was 
to look at the revenue and costs of the company and of 
associated companies for a period of years. He gave the 


vear; hence the negotiations. The chairman indicated 
the advantages that would accrue to the Newcastle Co. from 
the acquisition of the Durhain Co., and said that certain 
developments could be carried out much more cheaply by 
- them than by the Durham Co., adding that if the stations 
were run conjointly considerable economies would be pos- 
sible. The directors of the Newcastle Co., realising the many 
advantages that would so accrue, and also the advantage it 
would he to the interests of power supply, which had become 
a matter of great national importance, urged that advantage 
should be taken of the opportunity now offered of closer 
union with the Cleveland Co.. and strongly recommended 
the approval of the scheme. They reserved the right to with- 
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figures for the last four years. In 1913 the revenue was 
£131,933, in 1914 £141,482, in 1915 £151,512, and in 1916 it 
was £199,434. The costs were: 1913, £91,640; 1914, £95,914 ; 
1915, £110,368; and 1916, £141,312. ‘These figures showed 
that a large and progressive business had been established. 
the revenue having increased by £00,501. Tt was not pos- 
sible to arrive at an actual comparison between the results 
of the war period and those of the pre-war period, as the 
conditions were different in many material respects, but, 
making every allowance, it was evident that the development 
had been. substantial and well maintained. The increase in 
the cost in the period named was from £91,000 to £141,000, 
an increase of £49,672. It would thus be seen that the in- 
creased cost had absorbed about four-fifths of the revenue 
in the last four years. By far the greater part of that in- 
crease was due to the increased cost of generating current 
by coal-fired stations In consequence of the war. This was 
shown by the following figures : The_cost was in 1913, £845; 
in 1914, £5,338; in 1915, £16,400; and in 19106, 237.753. That 
increased cost seriously affected the company, and the com- 
pany, notwithstanding the development of its business, had 
been unable since the war began to paw the full dividend on 
the preference shares. The amount paid on those shares had 
been from 5 per cent. down to 9 per cent. In these condi- 
tions of increased volume of business and increased cost, they 
found themselves met with a demand for additional supply 
from existing consumers and urgent requests to meet pro- 
posed developments in the district. The iron and steel indus- 
tries had been called to make large extensions of the plant, 
and all the indications were that there would be other large - 
extensions, as well as the establishment of new works in the 
area. Thus there would be a large demand for current, much 
larger than in the past. They had made some steps to meet 
that additional supply, but the directors had been met with 
the necessity ot extending the plant at a time when the 
raising of additional capital was a matter of exceptional diffi- 
culty. The directors had found it impossible to nrrange dur- 
ing the war either for the construction of additional waste- 
heat plant or to obtain the capital necessary for an adequate 
extension of coal-fired generating plant. It was under those 
circumstances the conference he had mentioned took place 
with the board of the Newcastle Co;, and the arrangements 


‘set out in the circular they had received were framed. With 


regard to the terms proposed, he might at once say they 
were not based on the present market price, because the 
shares were not quoted, nor yet were they based on the war 
results, but thev endeavoured to arrive at terms fair to both 
the area and the future 
prospeets of business. Their only regret was that while they 


of success for the shareholders which, under ordinary or- 
cumstances, they would have obtained. The report was 
adopted. Tt was intimated that the shareholders would have 
until April 14th to consider the Neweastle Co.’s offer, and if 
a sufficient number of shareholders accepted, the matter would 
be carried through. 
Lighting restrictions reduced the sale of 
Minehead energy for lighting purposes. Fuel and all 
Electric Supply materials increased in cost, and the repairs 
Co., Ltd. were unusually heavy owing to the frac- 
| , turing of the erankshaft of the six-cylinder 
high-speed vertical suction gas engine. Units sold for heat- 
ing and cooking show an increase. Total units sold 236,533, 
against 230,416 for 1915. Units generated 341,158, used on 
works 24,539, not accounted for 80,093. Average price ob- 
tained fell from 3.40d. to 3.36d. per unit. Profit, after pay- 
ing debenture interest, £1,466, plus £149 brought forward. 
After paying the preference dividend ‘and 8 per cent., less 
incomne-tax. on the ordinary shares, paying bonuses to cer- 
tain officials £60, and putting £850 to depreciation and re- 
serve, £50 is to be carried forward. 


The credit balance for 1916 is £23,938, 

Brompton and pins £6,012 brought forward, and £177 in- 
Kensington terest. Seven per cent. is. paid on the 

Electricity preference shares, £5,104 is put to depre- 

Supply Co., ciation, £2.000 to reserve. 9 per cent. 18 

Ltd. paid on the ordinary shares. directors' 


additional remuneration takes £501, and there 15 to be carried 
forward 5.075. The number of consumers increased from 
6,519 to 6.678, and the 8-c.p. lamps connected by 18,452, mak- 
ing 345,744. The gross receipts decreased from £56,469 to 
£55 878 5 expenditure inereased from £30,074 to £31,940; net 
receipts fell from £26,395 to £23,938; the average price ob- 
tained per unit increased from 4d. to 4.1d. 


Mr. J. TAYLOR presided at the annual 

Automatic meeting, on Monday, at Liverpool. He 
Telephone said that during 1916 the factory had been 
Manufacturing working day and night. They had, how- 
Co., Ltd. ever, been able to complete the automatic 
installations at Portsmouth, Paisley, and 

Blackburn, and all the exchanges erected to date were giving 
satisfaction, which was а 2 augury for the future. Thev 
had every reason to believe that the Leeds exchange—the 
largest automatic exchange to be erected in_ this country— 
would be finished for service as soon as the Post Office was 
ready for it. Owing to shortage of staff and other calls. this 
department had not been able to proceed with its part of the 
scheme as rapidly as expected. The cash balance, £139,877, 


356 


was 2 large increase on 1915, but Excess Profits Duty had to 
ba met out of it. The balance was due to increased trading 
and a quicker turnover. Тһе works were fully employed, and 
were likely to continue so until the end of the war. When 
the end саше they were bound to suffer, inasmuch as it would 
be quite impossible to cease the manufactures on which they 
were now engaged and revert to their ordinary business with- 
out considerable loss of time and money. "They were doing 
their best to anticipate the situation. It was mentioned later 
that Mr. E. A. Mellinger, a director, was at present in 
America keeping alive in various parts of the world the trade 
that under war conditions they could not possibly do in this 


country. | 

Dr. E. К. Musrnarr presided at the an- 
British Insu- nual meeting, held at Liverpool on Mon- 
lated & Helsby day. He said that the good results shown 
Cables, Ltd, ір the report were the outcome of a much 
larger volume of business in money value 
during the year than ever before. The changes made to 
enable them to manufacture articles comparatively new to 
them, and the curtailment of their ordinary trade, and the 
stoppage of almost the whole of the export business, all 
pointed to the fact that after the war new and strenuous 
efforts would have to be made to enable them to resume the 
important position that they formerly held. Doubtless some 
of the new departments would help to attain that end. "The 
difficulty of retaining sufficient skilled men had been very 
great, and the employment of women workers had been 
greatly increased wherever it had been possible. "The amount 
of the capital expenditure was reduced from £651,175 to 
£645,522, as they had provided by depreciation £5,653 more 
than was expended upon capital account; this it was con- 
sidered wise to do, having in view that after the war some 
rearrangement of the plant and machinery would be neces- 
sary. The employment of so much unskilled female Jabour 
had unduly increased the wear and tear of the plant, and had 
necessitated the provision of a larger sum for depreciation. 
The conditions under which business had been conducted dur- 
ing the year had been very onerous. The committees set up 
for the control of raw material, the provision of men, the 
adjustment of taxation, the welfare of workpeople, &c., were 
very numerous, and the difficulty in satisfying the desires of 
conflicting bodies, such as those who wanted the company’s 
men and those who were desperately jn need of the product 
of their labour, had made the position very difficult, and, in 
addition to having had to carry on with a reduced staff, there 
was now required by these numerous committees an unprece- 
dented number of returns, and forms to be filled in with 
minute particulars, involving a very great deal of labour. In 
ordinary times 16 would have been possible to create a new 
department for the conduct of this additional business, but 
the work had to be done by & staff which had lost many of 
its well trained workers, and he told the shareholders this 
that they might understand that the thanks he offered on 
their behalf to the staff and workpeople were sincere. He 
' would like specially to name the general manager, Mr. Dane 
Sinclair, Mr. Nisbett, Mr. Brotherton, and the secretary, Mr. 
SON upon whom so much of this additional strain had 

allen. : 

The adoption of the report was seconded bv Sir IIanMoop 
BANNER, M.P., who referred to the necessity for them all to 
consider well, and to use their best efforts to arrange proper 
terms for, trade after the war. Their company was well 
equipped and quite ready to meet any competitors, but they 
were bound to see that conditions of trade after the war 
were somewhat better than before in the protection of 
British interests, and to see that Great Britain got her fair 
proportion of the work to be done in the world. They must 
not let anyone intervene. All the labour they had prepared 
and which after the war would be available for commercial 
work ought to be protected in such a way that they would 
have in the future as much success as in the past. 


The profits for 1916 are very satisfac- 


Folkestone tory. 4,480 lamps (8-c.r.) added bring up 
Electricity the total equivalent to 157,931. Owing to 
Supply high price of fuel and freightage difficul- 

Co., Ltd. ties, charges to consumers have had. to be 
raised. The company holds £15,000 War 

Toan. Including receipts from hired installations, the profit 


on the revenue accounts of the three undertakings is £16,373, 
plus £2,602 brought forward. After paying debenture interest 
and preference dividend, and Excess Profits Duty for two 
vears ended December, 1915, £5,000 is put to depreciation 
fund and £1,000 to reserve, and 7 per cent. dividend is paid 
on the ordinary shares, carrying forward £2,594. Units 
generated, 2,310,837; units sold, 1,618,000. 

The profit for 1916 was £198,270, less 
£87,154 for directors’ and auditors’ fees, 
debenture interest, income-tax, and amount 
written off for depreciation on buildings 
| and machinery, plus £55,964 brought for- 
ward, making £166,350. There is transferred to reserve in 
respect of depreciation of trustee securities £7,650, to reserve 
account £20,000, to special war allowance reserve account 
£5,000, preference dividend £9,000; 15 per cent. dividend on 
the ordinary shares, plus a bonus of 10s. per share, both less 
income-tax, 250.000. to staff pension and benefit fund £5,000, 
carrying forward £69,730. A reserve has been made in the 


W. T. Henley's 
Telegraph 
Works Co., Ltd. 
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accounts in respect of liabilities for special taxation under 
the Munitions of War and Finance Acts. As the greater 
part of the factory machinery has been running day and 
night on special work, a considerable sum has again been 
provided for depreciation on this account, and provision has 
been made also for machinery Which has been bought 
specially for war purposes, and which will be useless aíter 
the war. The number of women employed exceeds 800. The 


-company’s holding in the new War Loan is £200,000, of 


which £105,000 is new money. Of the stall and workmen 796 
have joined the Forces, and there have been 133 casualties, 
including 30 deaths. Six have been awarded honours. An- 
nual meeting: '"To-day (Friday). | 
= The gross profit for 1916 is £24,408. 
Madras Electric After debiting interest and London oftice 
. Tramways expenses, providing for debenture stock 
(1904), Ltd. sinking fund, putting £6,000 to deprecia- 
| | tion and renewal account, the balance 18 
£13,194, plus £4,273 brought forward. Six per cent. 18 paid 
on the preference shares, and 8 per cent. on the ordinary ; 
£2,500 is put to general reserve; £4,315 is carried forward 


: subject to Excess Protits Duty (if any). The trafhc receipts 


increased by 8.3 per cent. The cost per mile run rose 6.1 per 
cent., due chiefly to increased prices of materials and higher 
rates of freight The undertaking has been maintained out 
of revenue, and special improvements and renewals have 
been debited to the depreciation and renewal account. . 

At the annual meeting, on 20th inst., 


South London the Cuairman said that the results for 
Electric Supply 1916 were satisfactory, the total receipts 
Corporation, having increased by £4,255, or 7.8 per 
Ltd. cent., and £28,388 had been carried to 


net revenue, against £27,229 in 1915. 
Coal had cost £3,226 more, and rates £546, but there had 
been economies, so that the total expenditure increased by 
£3,006, or 11 per cent. They hoped that by continued 
economy it would not be necessary to further increase 
the charges for supply. The lighting ‘restrictions and’ the 
Summer-Time Act had adversely affected the output, but the 
increase for power was over half a million units. Power con- 
sumers took about 75 per cent. of the whole output. Sixty 
employés had already joined the Forces, and their places had 
been temporarily filled by women, by invalided men, or by 
unfit men. The chairman referred to the successful efforts 
of Mr. Renwick, one of the directors, to get the statutory 
percentage for Excess Profits Duty increased to 74 per cent. 
The connections to the mains were better than in 1915, and 
the units sold increased by 380.217. The profit earned by 
the sales department increased from £1,733 to £2,034, the 
turnover for the year exceeding £10,000, and the central 
showrooms at Brixton had largely contributed to this record 
result. So far as the current year was concerned, there was 
a record increase in output; up to the end of February it was 
1,879,000 units, or nearly 20 per cent. above 1916. This 
augured well, but the prospects for the year were difficult 
to forecast owing to the abnormal conditions. The growth in 
demand had engaged their serious attention for some time 
past. As they must look ahead, and machinery and plant 
were almost unobtainable, they opened negotiations last sum- 
mer for a supply of energy in bulk from the County of Lon- 
don Co. They had concluded a seven years’ agreement on 
favourable terms for a bulk supply, which was to Фе available 
in the late autumn of 1917. It would be initially for 1,500 
KW., capable of extension as and when necessary, and would 
link up the two large generating stations of the County Co. 
with the South London power house. This would promote 
economy, safety against breakdown, and would be an asset 
wben negotiating with important factories, &c., for supply. 
It would also relieve them of considerable capital expendi- 
ture, and their invested funds would stil be available for 
feeder and mains extersions. The requisite works for con- 
necting the two companies’ systems would be actively taken 
in hand as soon as official consents had been obtained. 


e — —— —— MM 


Chelsea Electricity Supply Co., Ltd.—The profit for 1916 
was £31,679, plus £3,293 brought forward and £1,810 for 
interest. Interest on debenture stock absorbs £6,678, there 
is put to reserve for renewals, depreciation, and contingen- 
cies £15,300, to debenture stock premium redemption fund 
£316, written off cost of extinction of founders’ shares £1,089, 
6 per cent. is paid on the preference shares, and З per cent. 
on the ordinary shares, carrying forward £3,684. There 
were added during the year 7,688 new lamps making the 
total 327,528; units sold, 4,271,470, an increase of 78,578. Dur- 
ing the year £53,212 debenture stock acquired by the com- 
pany was cancelled, reducing the debenture debt to £121,788. 
Annual meeting: April 4th. 


Direct Spanish Telegraph Co., Ltd.—After payment of 
income-tax and Excess Profits Duty for 1914 and 1915, the 
balance for 1916 is £57,708. After paving the 10 per cent. pref. 
dividend, and 5 per cent. dividend and a bonus of 2 per 
cent., tax free, on the ordinary shares, £5,000 is put to re- 
serve, £3,134 is put to investment fluctuations, and £42,049 
is carried forward, subject to the special taxation of profits 
at present unascertained. The cables and land lines con- 
tinued in good working order throughout the year. 


Launceston & District Electric Supply Co., Ltd.—During 
1916 the revenue receipts amounted to £1,104, against £1,233, 


and the working expenses to £635, against £516. Lighting . 


restrictions and the Summer-Time Act caused the decrease 
in sales of current. The increased expenditure was largely 
due to battery cleaning and renewal, and the purchase O 
'he number of con- 
gumers increased from 905 to 227, and the lamps connected 
from 5,631 to 6,413. | Gross profit, £466. After deducting 
bank charges and preference dividend, the net profit is £540, 
plus £88 brought forward. A dividend of 2} per cent. is being 
paid on the ordinary, and after putting £125 to depreciation 
and smaller sums to reserve and other matters, £37 is to be 
carried forward. 

Coalite, Ltd.—The report states that. during the year 
under review further patente for improvements in the Coalite 
process have been taken out in all the principal foreign coun- 
tries, thus maintaining the strength of the com pany's position 
in respect of the patent rights. The company’s arrange: 
ments with the Barnsley Smokeless Fuel Co., Ltd., and 
British Coalite Co., Ltd., secure for it the benefit of all new 
inventions, plans, and; drawings for the erection of low-tem- 
perature plants. The plant of the Barnsley Smokeless Fuel 
Co. ig now on the eve of completion as to the first series о 
retorts, serious delays having occurred in the delivery of 
materials owing to the existing stringent war conditions.— 
Financier. | 

British L. M. Ericsson Manufacturing Co., Ltd.—Mr. W. 
M. CROWE, presiding at the annual meeting, said that the 
work they were engaged upon was important, and satisfac- 
tory to the Government. The profit on trading was a record, 
апі. а large increase over 1915. The stocks in hand and work 
jn progress was £146,647, and had practically all been put in 
hand against firm orders. "They had paid oll the £24,000 
bank loan, and had £36,543 cash fn hand and at the bank. 
In addition to £13,963 put to depreciation, they had put to 
reserve for extra depreciation £5,000 to allow for the extra 


wear and tear to which the plant and machinery had been 


subjected through working day and night. 

Scarborough Electric Supply Co., Ltd.—At the annual 
meeting, on 
they had made £67 more from electrical energy, and 63 
from meter rents and lamp sales. Coals cost £375 more, and 
insurances £104 more, but on rents and taxes they had savet 
£158, and on the distribution of electricity £116. The net 
result was. an increased cost of £314. Mr. A. A. C. SWINTON 
said they were going through very trying times, bfft he hoped 
that after the war they would have a good time again. When 
he arrived at Scarborough on the previous night he drove 
through the darkened streets, and 16 was obvious that no 


electricity company could be prospering. 


Bromley (Kent) Electric Light & Power Co., Ltd.— 
During 1916 the connections increased from 4,254 to 4.499 
kw., but lighting restrictions and the effect of the Daylight 
Saving Bill caused a large reduction in revenue. The profit 
was £8,573, against £10,529 in 1915, and after paying deben- 
ture interest and trustees’ fees, amounting to £9,956, and 
adding £1,672 brought forward, 5 per cent. for the year 18 
paid on the ordinary. shares, £2.000 placed. to general reserve 
account, and £1,538 is carried forward, — £5,000 has been 
invested in the new War Loan. 


Browett, Lindley & Co., Ltd.—The directors cannot at 
present submit the audited accounts for 1916 as many ques- 
tions remain to be decided with regard to Excess Profits Duty 
and special allowances. The interim preference dividend to 
June 30th, 1916. has already been paid, and the results О 
trading justify the payment of the full dividend on the pre- 
ference shares for the year, also a further 3 per cent. on pre- 
ference shares on account of arrears (both less tax), also & 
dividend of 4 per cent. per annum on the ordinary shares 
(less tax). 

Vickers, Ltd.—The directors announce that, under the 
existing circumstances, it has not yet been possible to present 
the accounts for the year ended December 91st, 1915, and that 
the accounts for the year ended December Bist. 1916, must be 
necessarily also delayed. In the meantime it has heen ar- 
ranged that the final dividend for the year 1916 of 2} per 
sent. on the preferred 5 per cent. stock and on the 5 per cent. 
preference shares will be paid. Financial Times. 


British Electric Transformer Co.. Ltd.—Afier paving all 
manufacturing costs and expenses of administration, the net 
profit for 1916 is £2) 277, plus £4,004 brought forward. There 
is put to reserve N, and to depreciation. reserve £1,500; 
G per cent. on the preference shares absorbs 43,719; 7% per 
cent. on the ordinary shares £0,4125 directors’ extra remu- 
neration £969; carry forward £5,781. | 
Salisbury Electric Light & Supply Co., Ltd.—The profit 
for 1916, including £2,289 brought forward, was £7,174. After 
paying £868 interest on debentures, writing £87 off invest- 
ments, and paying 6 per cent. for the vear on the ordinary 
shares, £2.000 is carried to depreciation and reserve, carrying 
forward £2,118. . | 
= Robey & Co., Ltd.—Dividend on preferred and ordinarv 
shares for 1916, 6 per cent., less tax, carrying forward £15,121. 


P. R. Jackson & Co., Ltd.— Dividend, 10 per cent. fot 
1916, against 74 per cent. for 1915. 


s 


farch Xnd, Mr. G. ALDERSON SMITH said that - 


American Telephone & Telegraph Co.—The report for 
1916 states that the net earnings Were $44,743,376, which is 
$3,020,550 more than for 1915. Interest charges were 
$6,730,095, and dividends at the regular rate of 8 per cent. 
per annum absorbed $31,122,187. There was carried io re- 
serve $2,500,000, and to surplus $4,391,090. 

Cornwall Electric Power Co.—<According to the “ Finan- 
cial Times,” the company is paying a dividend of 3 per cent. 
for 1916, against nothing for 1915. £4,000 is put to reserve 
for plant renewals, and £913 carried forward. 

Huelva Gas & Electricity Co., Ltd. —During the first week 
in January the Association of Mineral Exporters in Huelva 
took over the working of the electricity department on terms 
which are still under negotiation. 

О. C. Hawkes, Ltd.—Dividend on ordinary shares for 
1916, 24 per cent., free of tax; £500 written off investments, 
and £6,366 carried forward. 

Shawinigan Water & Power Co., Ltd.—Dividend, 12 per 
E for the quarter ending March 31st on the common 
shares. 


—— 


STOCKS AND SHARES. 


| -TUESDAY EVENING, 

Tur opening of the market in the War Loan stock has been 
the principal financial feature of the week. lt was expected 
to have a depressing effect upon other securities; and prices, 
as we noted last week, Were disposed to give way in advance. 
The establishment of the market, however, has been accom- 
plished with the minimum of disturbance to other securities ; 


‘and the tone of the gilt-edged markets is distinctly good. 


This js apparent more particularly amongst Home Railway 
prior charge issues. Business generally 18 on the quiet side; 
and although there remains noticeable anination amongst 
rubber shares, in other parts of the House, apart from that 
which deals with the War Loan, bo great activity prevails. 

It will be noticed that we have added this week the divi- 
dends for 1916 in three of the groups of stocks and shares 
given in our price lists. The tale of 1916 has been practically 
completed by the issue of the report of the Brompton and 
Kensington Co. The dividend, as already recorded, will be 
9 per cent., as against the 10 per cent. declared since 1903. 
The net revenue account, however, is only £2,460 down on 
the year; and the board could: have maintained the 10 per 
cent, dividend had they not pursued the excelient policy of 
strengthening the reserve fund. The price of the shares re- 
mains at-6§. < 

Westminsters ате в lower, following upon their rise of 3/16 
last week. Preference shares are wanted. City preference 
aud County preference are both à up. South Metropolitan 
second preference have risen to 178. üd., which is ex the divi- 
dend recently paid. The first preference continue to change 
hands about 91s. 3d.; and the ordinary shares, also ex divi- 
dend, are а trifle under £1. 

The Telegraph market is better, outstanding features of 
strength. being Eastern ordinary, with a rise of 2, and Great 
Northern Telegraphs, also £2 to the good. There is little stock 
to be obtained in this market, and buyers are being continu- 
ally disappointed in not being able to get what they want. 
Globe preference continue on offer, and have receded an- 
other 3. West India and Panama shares gave way to the 
same extent. Marconis are 1/16 easier, due, as before, to the 
absence of interest for the time being. 

For big figures, the report of the American Telephone and 
Telegraph Co. is interesting. 
of the Bell System were 9644 million dollars, an increase O 
a0 million dollars. The net non-operating revenues came to 
a little over seven million dollars; and the total gross income, 
using the term ofticially provided by the Inter-State Com- 
merce Commission, Was "9 million dollars. The company 
pays 8 per cent. per annum, and carries forward а surplus 
of four million dollars. 

Home Railway stocks tend to the lower side, but there are 
no changes worth mentioning in the Underground group, 
with the exception of falls of 6s. in the “A shares of the 
Underground Electric Co., and of a point in the income bonds. 
Apparently the threatened strike in the North has aroused 
anew the apprehension of labour troubles elsewhere; an the 
drastic cutting-down of the omnibus services in London led 
t» a little selling on the part of those who regarded this as * 
a hint that earnings would be further reduced. 

]n the foreign group, Brazilian 'Craetion. common have re- 
gained a point at 461. There has been further inquiry for 
the Dritish Columbia Electric Railway stocks. and this week 
the preferred put on 3 points to 46. Most things connecte 
with Canada eontinue firm, but the stocks and shares of the 
various industrial corporations are wavering with New York 
prices, according to the mood of the moment on the point 
of the United States’ going to War. | 

Sir Arthur Stanley's suggestion that considerable economies 
of working could be effected by closer association of elec- 
trical supply and power undertakings 18 likely to receive 
more consideration now than the same proposals used to do 
in bygone days, when there was no war to point the advis- 
ability of such a cours. The idea carries one back to many 
a period of controversy in the electrical world, and revives 
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meinories of the almost insuperable difficulties that have been 
found in the past in the way of harmonising different inter- 
ests. In spite of all obstacles, a good deal has been done in 
London in the direction of the linking-up of conflicting in- 
terests; but far greater economy is possible, and the present 
offers & fine opportunity on a national scale—an opportunity 
which it may be hoped will fructify into substantial reform, 
so far as waste of energy, time, and enterprise is concerned. 

Mexican issues are quiet, with scarcely а ripple to disturb 
the market; and other foreign securities maintain their 
prices. 

British Aluminium ordinary had their rise ia advance of 
the declaration of the dividend of 6 per cent. on the ordinary 
shares, making 10 per cent. for the year, which goes against 
7 per cent. in 1915. The interim dividend had prepared 
shareholders for a pleasant firal distribution, and the com- 
pany has more than doubled its profits over the period. Indus- 
trial shares in this department are decidedly strong. British 
Insulated ordinary have risen 10s., and so. have Henleys: 
while Callenders are # up, and several rises have occurred 
amongst the preference shares. Telegraph Constructions, 
however, continue dull. | 

The most active part of the industrial market is that con- 
cerned with rubber sbares, where the buying went on 
merrily until the middle of this week, when something of a 
check took place and prices gave way a little here and there 
after their rapid advance. Some of the copper shares are 
hetter, too, thanks to a favourable dividend announcement 
by the Rio Tinto Co.; and tin still soaring has quickened the 
inquiry for shares in companies dealing with the metal. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Hows ELREOTBRIOITY COMPANIES, 


Dividend Price 
——^—=<ч Mar. 27, Rise or fal) Yield 
1915. 1916. 1917, this week. p.o. 


Brompton Ordina T .. 10 9 a — 27 11 0 
Charing Cross Ordinary sé 6 — — 783 
do. do. d 4$ Pret. 4 — a — 912 
ee ee ee 4 8 8 - 6 18 4 
City of London 8 - 114 — 6 19 3 
do. до. врет cent. Pret. 6 — 10 +è 600 
County: of London т — 10 — 616 1 
до. 6 per cent. Pret. 6 — 93 +è 6 8 1 
London Electric .. 8 — 1 == Nil 
do. do. "per cent. Pref, 6 4 8) — 6 6 8 
Metropolitan 8 8 95 — 699 
do. per cent. Pref, a — — 740 
86. James’ and Pall Mall 5% 8 — — 610 8 
South London  .. Sn b -— — 619 0 
South Metropolitan Pret, ax т — 2t/- — 618 4 
Westminster Ordinary .. „ 97.9 65 — $ 6 5 9 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. rg ee ae 6 6 94 === 6 7 8 
do. Def. ee ee 88 6; 1% 22 — [.] 18 4 
Chile Telephone es és ә 8 — a = 616 8 
Cuba Sub. Ord. ee ee ee 5 = 7 m 6 13 4 
Eastern Extension x ee 8 — 1 — *5 16 4 
Flastern Tel. Ord. a "s 8 — 189 +2 65 14 1 
Giobe Tel. and T. Ord. . v 1 — 114 -— *5 19 9 
do. i. ee 6 -— 9. — à 6 6 4 
смеа Tel .. e F — 8*3 49 4 A 0 
айо-Епторвап .. ee ee - — 1 
E Marconi ee ee 10 A А — те 8 1t 0 
New York Tel. 4 29 4 -— 10 — 49 0 
Oriental Telephone Ord. .. 10 — 2% — 414 1 
United R. Plate Tel. .. és 8 — 6%, — * 2 0 
West India and Pan. СЕЈ es 6d. — i — i 9 19 6 
Western Telegraph ee ee 8 vem — % 16 4 
Номи Rans, 
Oentral London, Ord. Assented 4 4 бо) amo 68 0 
aah mae ee ee 1 1 94 = 4 8 4 
District s -- Ni Nil 16 — Ril 
Unaerg und Electric Ordinary Nil Nil 1 — Nil 
о. do. "A" .. Nil — 6/- —6d. Nil 
до, do, Income 6 6 19 —1 * 6 7 
Forzien Trams, &0, 
Dividend 
eX“ 
1914. 1916, 
мл ‚ 6 per coni. Frat: 6 6 4 == 616 
. Trams, Firs ef, = 911 4 
ia: do. $nd Pref. ee el B -— — 
Brasil Tractions . x - 4 4 4-4 +1 812 0 
Bombay Electric Pret. 6 6 10 == 6 00 
British Columbia Elec. R iy. Pie. d b b 63 — 8 14 
do. do. Nil 46 +8 Nil 
do. do. Deferred — Nil 89 — Nil 
do. do. Deb. 4} 4 62 — 616 0 
Mexico ign 5 percent. Bonds — N 27} — Nil 
6 o por cent, Bonds — Nil 96 = Nil 
Mexican Light Common és Nil Nil 1 — Nil 
do. Pref. ee ee Nil NI 14 -— Nil 
do, ist Bonds " Nil Ni 27 — — 
MANCFAOFTURING COMPANINS. 
Вађсоск & Wilcox vs ~ 14 16 2 + 5, 6580 
British Aluminium Ord, у. 6 9 28) +64 704 
British Insulated Ord. . 15 17 18 + 4 6 19 1 
British Westinghouse Pret. .. 7% 317 a — воо 
Oallenders .. - e . 15 90 1 + @ 718 6 
do. 5 "Pref, ee 5 6 4 sad 6 b 0 
Osstner-Kellner . - 30 29 84, = 6 18 0 
Edison & Swan, дд - Ni — == NU 
do. dao. raid eS Ni — 1 == Nil 
do. do. 4 tee snl. Deb, 4 4 66 == 6 1 
Eleotric Construction .. T 6 74 1 p 3 10 
Gen. Elec. Pref. . oe ee ee 6 6 — 6 6 
непо: Ота. ee ae ee 0 i — д 18 
„ы ee ee ee + 1 
do. 4 Pref... .. .. G 4 4 = 6 19 
паш. e 05 ` 10 10 112 +4 — *8 8 
Telegraph Ооп, .. , 0 9 86 - *6 18 


s Dividends paid free of income-tax. 
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MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, March 28th. 


M M ee ee 


9, 
CHEMICALS, &c. MM ршн 
a Acid, Oxalio .. ee oe eo per Ib. 1/6 oe 
а Ammoniac Sal per ton £75 . T 
Ammonia, Muri ate (large erystal) $i £64 T 
x Bisulphide of Carbon. $ £18 © 
а Borax . os ee ee » £38 ee 
a Copper Sul hate ee oe es » 263 ee 
С Potash, Ch orate ee ee ee per lb. 2/6 ee 
» Perchlorate ar T a aj- vs 
= Shellac 8 n e.. рег суб. 1 %5/- 10/- іпе 
a Sulphate of Magnesia os .. per ton £16 " 
< Sulphur, Sublimed Flowers... i £32 vs 
Lump .. Sa "T en £23 
а Вода, сое ee per Ib. 190/ e 
oe per ton * ee 
a a Bodi те casks .. per lb. ee $s 
METALS, &c. 
c Brass (rolled metal F to 12" basis) per lb. ee : 4 
с » Wire. (во: ene drawn) se » ee ee 
3? ee Т] ee е. 
С Соррег Tubes (solid drawn) A ii 1/82 to 1/9} "T 
E n Bars (best мес) .. per юп #114 s 
g ГТ] Sheet ee ee » #174 ee 
g Rod . oe ” 2174 ee 
d › (Electrolytic) Bars à " £151 
d › » ” £176 ee 
d » эз Wire | Rods " £159 M у 
d € кй H.C. Wire per Ib. 1fi b 
f Ebonite Rod .. eo ee ee ” 8/- oe 
£ ?? Sheet ee Ф ee oe 2/6 ee 
n German Silver Wire  .. oe " 2/3 $i 
A Gutta-percha, fine. са es i 6/10 Y 
h Indis-rubber, Para fine .. ©з 8/2 åd. inc 
i Iron Pig (Cleveland warrants) .. per ton Nom. ‘ 
» Wire, galv. No. В, Р.О. quat. РА 238 
g Lead, English Pig . eo oe ee 
g Mercury per bot. Nom. 
e Mica (in original cases) small . per lb. 64. to u/- 
€ n n ” medium » B/6 to 
e ` » (7) rge 9 7/3 to 14/- & ор. 
а Silicium Bronze Wire .. per Ib. 1 
r Steel, Magnet, іп bars  .. .. per ton , 5% 
є Тїп, Block (English) йе s j as z 
n » Wise, Nos. 1 to 16 ee ee per lb. 8/3 84. inc 
Quotations supplied by— ` 
a G. Boor & Co. g James & Shakespeare, 
c Thos. Bolton & Sons, Ltd. h Edward Till & Co. 
d Frederick Smith & Co i Bo & Lowe. 


lling 
1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons. 
r W. F. Dennis & Co. 


e F. Wiggins & Bons. 
f India-Rubber, Gutta-Percha and 
Telegraph Works Co., L 


Electricity in Dock Construction.—In discussing the 
recent paper by Mr. P. D. Donald before the Institution of Engineers 
and Shipbuilders in Scotland, Mr. D. Quinton Bell said with regard 


^ to the adoption of steam or electric power in the construction, elec- 


tricity would have made an undoubted saving in cost and in wear and 
tear of the plant, but fór pile extracting and grab digging, of which 
a considerable amount was done, electric power was not so suitable 


"as steam, and it was therefore decided to retain steam all through. 


Mr. William Burnside, in touching on the same subject, said 
Mn Bell started off with a kind of apologia for the use of steam 
plant, principally cranes, on the work. Steam was preferred to 
electricity because it was considered more flexible in the operations 
of grabbing and pile-drawing. He could not commend Mr. Bell's 
preference. Of course, a steam engine on a crane was a fine buffer. 
and the coritrol was very sensitive and quick in the hands of а 
competent crane-driver. Think, on the other hand, of a coal bill 
reaching to £100 a month on a job of this size, to eay nothing of 
fire hazard. Electric cranes were used every day for grabbing in 
ore and coal. The use of special year was probably necessary, such 
as the Hollick Crypto arrangement and others. As to pile-drawing. 
he knew of a contract on which over 3,000 piles had been drawn in 
the last 18 months by means of an extractor used with ordinary 
electric derrick-cranes, Five-minute rated resistances were used 
on the steps of the controller, and between these and the brake the 
piles were drawn without untoward accident, although, perhaps. 
the practice of using cranes not specially fitted for the purpose was 
not to be recommended. 


Accrington Football.—-A football match took place on 
March 24th, at Moorhead, between the outside staff and the gas 
plant staff of the Accrington Corporation electricity works. A 
well-contested game resulted in a win for the outside statf by four 
goals to one. Following the-match, a social evening was spent at 
the Station Hotel, about 30 attending. Mr. Clegg, the borouch 
electrical engineer, presided. 


Electroculture at Minehead.— We understand from Mr. 
Swarbrick, manager of the Minehead Electric Supply Co., that it is 
intended to earry out an electrocultural experiment in his district 
on 14 acres of potatoes. The company has already made a little 
progress in power and light supply amongst local farmers, 


—— 
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EXPORTS AND 


THE February returns of electrical exports and imports show a 
considerable falling off in values as compared with the previous 
month, in which, however, business in both sections reached 
exceptional limits. 

The exports of electrical material for the month, valued at 
£394,062, compared with a total of £556,984 in January, when 
some £120,000 worth of telegraphic material was included, but not 
so badly with the December total of £406,000. l 

The imports reached a total value of £183,192, as compared with 
£309,381 in January, and with £246,252 in December last, the 
falling off being, therefore, even more marked in this case. 

The re-exports at £31,445 did not fare so badly, the January total 
being only about £2,000 higher, and both figures being appreciably 
above the average which obtained during the previous year. 


IMPORTS OF ELECTRICAL GOODS DURING FEBRUARY, 


1917. 


The exports show a general falling off in values, the only excep- 
tions being electric lamp and carbon exports; the value of the 
telegraphic exports were, however, only fractionally lower than in 
January. In the case of the imports every section shows a 
decreased value, and the machinery and lamp imports more 
particularly so. | 

One of the most marked features of the war period has been the 
increasing importance of the European market for our electrical 
trade. During February, Russia and the Scandinavian countries 
(principally Norway) formed our best market, while French pur- 
chases come next in amount, India being third. American elec- 
trical imports into this country were on a greatly reduced scale. 
as also Dutch and Japanese imports, but French values slightly 
increased, as compared with the previous month. 


rish Electrical Goods from the United Kingdom. 


fame] 


Registered Exports of British and 
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importe. g. | g 6 E | FE EEF] ga i oa Ыра ЕЕ ы ө $ be © 
EE isi d F ANE 3i EE $ | des iH а 
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А (Bg || | 5 (B | | СЫ: 
£ £ £ £ £ £ £ £ £ & £ & 
Russia, Sweden, Norway and Denmark  ... | 7,290 | 28,005 734 |13,062| 2,037 |22,807| 716 247 |3,216 |12,975| 3,975 | 90,723 
Netherlands, Java and Dutch Indies Srs 576 | 3,303 45 - 16 186) ... 471 1,288 742 | 6,702 
Belgian Congo... ese eee [LEN J eee ГАДА eee LEE J eee | eee Фое eee eee ГАХ) LE AJ eee eee 
France ... өө» M sas iss e. | 5,472 1,115 410 | 1,073} 119 |1£,509| 3225 | 1,058 37 [14,072] 211 | 42.630 
Portugal ya 18 | 1.067 712 | ae 153 | 1,008] ... 104 2 602, 172 | 3,960 


46 | 6,309 


20 | ... | 1,520 | 2,354) 448 s.. 30 
1,763 | 13.107 


Spain, Canary Isles and Spanish N. Africa... | 1,143 | 662 M 
Switzerland, Italy and Austria-Hungary ... 644 62] ... 324 | 8.630) 154 578 62 763 
Greece, Roumania, Turkey and Bulgaria ... sae ; i М 


Channel Isles, Gibraltar, Malta and Cyprus... | 116 р a ane m 16 К 101 


U.S.A., Philippines and Cuba esso s. |. 1218 m 180] 20 | 239| .. m 61 4| 12 | 1,867 
Canada and Newfoundland ... aie is 3 vd 876 130| 124 | 2.472 25 97 hos , 8,278 | 12,057 
British West Indies and British Guiana ... 7 '20 40 12 79 66 ut 60 39| 127 501 
Mexico and Central America ee A i5 "m КРЕ Хов - 257| ... sis ks wee ees 285 
Peru and Uruguay  ..: vs TE via 67 547 m T e. | 114 11 11 8| 9,618 | 10,340 
Chile ... эзе РР wee As dis 138 176 каз 323 180) 118 3 6 29 1.079 
Brazil ... pex s aye sind ais 77, 729 391 «s “ive 645 324 22 eae iss 32 2,520 
Argentina эз awe ess "Y e. | 1,472 4,507 656 ks 548 | 2.179 4,009 | 2,756 ... | 1.443| 580 | 18.551 
Colombia, Venezuela, Ecuador and Bolivia... 29 125 ee тя 22 | 547 29 36 13 38] 170 | 1,027 
Egypt, Tunis and Morocco ... ..  ..| 96 170 119| ... 64| 699) 17| .. 14 10 1,515 
British West Africa ... T "e E 69 59 95 564 226 140| ... 53 8 255; 660 1,665 
Rhodesia, O.R.C. and Transvaa " Ws 682 | 2.687 870 | ase 159 | 4.774| 1,910 | 1,417 | 232 185 .. 14,507 
Cape of Good Hope ... sis das iux 714 182 783 | ... 84 | 6.566) 324 218 1- е 157, 266 | 10,689 
Natal ... eve — Ve» is iss 116 1,555 285 8 82 | 1.198 22 703 46 3 65 4,435 
Zanzibar, Brit. E. Africa, Mauritius & Aden 66 811 872 | see 10 55 19 64 | ... "T 108 | 1,983 
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French"W. Indian Colonies and Madagascar m ч " vis ba iua a ... 112,016 | 12,016 
Persia ... ivi xx ds 35 15 Vis i фу» m" "T ake е7 — 66 
China and Siam us ТРИ бз d 301 16: 586 ^. | 2,897 | 1,808| 1.033 135 "m 181] 972 8,782 
Japan and Korea wes ees T E 325 54 | ... 569 | 4,904) ... | 1,200 |11771 | ... wok 8,832 
India ... T vac wee wide we | 4,060 | 10,71 1,433 42 377 | 8.177, 1.857 | 3,210 98 844] 944 | 34,383 
Ceylon ... du» vis T ne n 93 147 110 iss 79 224 Eus 80 vis 104 154 1,171 
Straits Settlements, Fed. Malay States and 

Sarawak ise wae eee Vas $us 4 176 88 Sos 51 727| 1.127 69 | 148 114; 361 3,762 
Hong Kong ... zes T avs — 91 135 |a 378| 193 on wwe ay vé 1,275 
West Australia T T AS э» 330 1.365 102 кез 222 | 2,920 80 30 TT TTU .- 6,382 
South Australia eee see T" Vus 174 43 TT 38 | 1,533| 318 | 1,061 1 78)  ... 3,771 
Victoria eae sti 45 eae ove | 2,364 6,077 617 TP 441 | 3,202) ... 639 " 1,332}  ... 14,743 
New South Wales sad uae хез РҮ 783 5,036 838 wee | 1,046 | 9,854| 1,623 679 55 83 23 | 21,809 
Queensland  ... ees sek А as 82 E 93 | ... 15 410| ... vis " 80 5 640 
Tasmania > . .„ 0. с... р 2| o. Saw Nh dus s 25| ... е а ee И 310 
New Zealand and Fiji Island T: ida 167 1,308 1,840 ea 700 | 4,793| 1,002 | 1,548 | 133 | 1,003) 7,774 | 21,933 


' Total, £ [29,0650 | 71,279|16,670|13,094 |14,499112,405 | 109,542/19,029 116,615 |6.004 |35,745/50,130 (394,062 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark m Seer che eee 49 | 1,118]... 115 E 335 1,617 
Netherlands  ... sia "t" — T 44 Vus ane 8.499 | 4,379]  ... o 2,059 obs 5 14,991 
France ... ais ose "T T su 596 sx T 189 129 590 674 7,410 | 3,639 25 13,252 
Switzerland э» 829 - sis vex Свв 165 | 1,635 6 920 T 53 ` 3,608 
Italy as ла чш мє ыз йа 913417] ... M | n ы E ue e 3426 | 
Japan .. —.. 2 0 0 n | 204 | 4,664 4309 | 432| .. |... |... .. | 1973 |... in 11,582 
United States ... ius "M ess .. | 8,695 | 1,257 [1,302 | 1,902 303| 1,417 | 7.304 166,062 |20,489 | 7,903 16,586 133,220 
Total, £ |10,377 | 9,338 [5,611 [11,071 | 5,929] 2,172 | 9,733 (66,068 [32,851 |11,542 17,004 181,696 


Additional imports.— Spain, carbons, £1,440 ; Canada, lamp parts, £43 ; electrival machinery, £57 ; batteries, £56. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above ... | 4,439 112,138 4,870 | .. | 1,852 | 2,637 | iis 17 701 3,791 31,445 
i 
ToTAL Exports: £394,062 ToTrAL RE-EXPORTS: £31,445 TOTAL IMPORTS: £183,192 
NOTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned which is not necessarily 
the country of origin. 
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THE INTERNATIONAL. ALUMINIUM 
INDUSTRY. 


A PROSPECTIVE PRODUCTIVE CAPACITY OF 150.000 Tons 
; PER ANNUM. 


THE war has brought to a temporary end, and, in all prob- 
ability, to a final conclusion for many years, if not for ever, 
certain international agreements for the regulation of the 
export trade in different parts of the world. Among these 
may be mentioned the International Rail Syndicate, the Inter- 
national Dynamite Syndicate, and the International Alumi- 
nium Syndicate, whilst the syndicate relations which have 
existed for years past between certain large groups of elec- 


trical manufacturers in the United States and Germany have. 


continued down to the present time. 

After the dissolution of the International Aluminium Syndi- 
cate in 1908, the sale price of the metal declined from 1s. 74d 
to about 1s. 34d. per kilogramme, or to a figure which almost 
represented the cost of production, whilst a further fall took 
place in the following year. The price, however, was advanced to 
1s. 934. on the formation of a new syndicate at the beginning 
of 1918, but no joint sales organisation was associated with 
the new combination, which naturally expired with the out- 
break of hostilities. According to a series of articles published 
in recent issues of the Paris Information, the world's produc- 
tion of aluminium amounted to 46,700 tons in 1911, * 50,000 
tons in 1912, and 68,900 tons in 1913. The statistics collected 
by the Chambre Syndicale des Forces Hydrauliques of France 
show that the United States produced 22,500 tons in 1913, 
Canada 5,900 tons, Great Britain 7,500 tons, Norway 1,500 
tons, Italy 800 tons, France 18,000 tons. and Germany, 
Austria, and Switzerland 12,000 tons. Before the war the 
industry was concentrated in comparatively few hands, two 
groups controlling the production in the United States and 
Canada, and three in Europe, if the Italian company is left 
out of consideration for the moment; and as the require- 
ments of the New World absorbed practically the whole of 
the output there, no interchange of trade took place with 
Europe. Apart from the imports into British Indis, the 
production of the European works was almost entirely con- 
sumed in Europe, and, although both France and Great 
Britain were importing countries to some extent, the 
Central European countries consumed nearly twice the 
amount of their own production. In Germany alone the 
imports of aluminium rose from 8,600 tons in 1909 to 15,500 
tons in 1912, of which 6,000 tons were furnished by Switzer- 


land. 4,160 tons by France, and 1,900 tons bv Great Britain. ' 


At the same time, the German imports of bauxite reached 
ao tons in 1905, 59,900 tons in 1907, and 38,000 tons in 

The outbreak of war at first produced no cffect upon the 
market for aluminium. On the one hand, the home demand 
in North America was met by the output there, while, on 
the other, the Allied countries turned out & quantity in 
excess of their particular requirements. Gradually, however, 
tho call for the metal became more active for motor cars and 
for aviation, and since the spring of 1915 prices at New York 
have rapidly advanced. The consumption in the United States 
is declared to have increased from 7,000,000 lb. in 1900 to 
47,734,000 Ib. in 1910, 79,199,000 lb. in 1914, and 99,806,000 lb. 
in 1915. The price in New York rcached as high as 65 cents 
per lb. in 1916, whilst the price in England, which fell to 
£60 per ton in the years of depression previously mentioned, 
has in the past three years varied between £70 and £2 

The augmentation in prices and the development of the 
consumption have imparted a great stimulus to produc- 
tion. The German group, however, has been much incon- 
venienced through being deprived of French bauxite. Not 
only did the group formerly possess various deposits in Pro- 
vence, but it also owned & works at Saint Louis-les-Aygalades, 
near Marseille, for the extraction of alumina from the 
bauxite, and 126,193 tons of alumina. of the value of £582.000, 
were sent to Germany in 1913, of which 54,706 tons were re- 
exported to the United States, Russia, and Great Britain. 
At present the German and Swiss works have been reduced 
to the necessity of using the inferior bauxites of Silesia, 
Hungary, and Dalmatia, and, perhaps, also have to utilise 
koalin. It is stated in this connection that the Aluminium 
` Industrie A.G., of Neuhausen, exported from 12,000 tons to 

14,000 tons of aluminium to Germany in 1915, and of the 
company's four works, that at Chippis has been specially 
developed since the outbreak of hostilities. On the other 
hand, the Swiss-German Giulini company owns alumina 
works at Ludwigshafen, Germany, and aluminium works at 
Martigny, Switzerland. . 

The French newspaper asserts that similarly to the Ger- 
man and Swiss works, the works in France and Great Britain 
have not been able to be greatly developed under existing 
cireumstances. In contradistinction to this state of affairs, 
the production in the United States has been considerably 
increased, and that country now Bikes. about one half of 
the world's output. The output of bauxite in the United 
States 18 reported to have grown by 35 per cent. in 1915, as 
compared with the previous year, and to have amounted to 
297,000 tons, whilst the production of aluminium advanced 
from 45,000,000 Ib. in 1914 to 80,000,000 Ib. in 1915. In this 


connection, it is mentioned that the Aluminium Co. of 
America has recently expended £4,000,000 on the develop- 
ment of its plant; a new works of 30,000 н.р. at Maryville, 
Tennessee, is to begin production this vear; the capacity of 
the Whitney works is being raised to 100,000 н.р. this year; 
and rolling mills and stamping works at Edgewater, on the 
river Hudson, were brought into operation in 1916. In addi- 
tion, the company has acquired certain interests in France, 
and American groups now own bauxite deposits, it is said, 
on the river Demerara, in British Guiana. and on the banks 
ol the Surinam, in Dutch Guiana. The Northern Aluminium 
Co., in Canada, which had а productive capacity of 6,000 
tons in 1913, has also extended its works. whilst the Alumi- 
nium Corporation, which is the only competitor of the 
British Aluminium Co., has increased its share capital for 
the purpose of expanding the Dolgarrog mines. In Norway, 
five works are either in operation or in course of erection 
for a combined total output of 16.600 tons; the Bussi works, 
in Italy, has been greatly enlarged, and a second works is in 
course of construction in the Aoste Valley for the account of 
the Società Hydro-Elettrica, of Villeneuve, in which French 
capital is also interested. 

It is estimated that the present capacity of production 
throughout the world amounts to 100,000 tons per annum, 
and if the schemes in process of execution are also taken 
into. consideration the capacity will rise to 150,000 tons in the 
near future. The figures given on this point are as follows :— 


Annual productive 
capacity in tons. 


United States and. Canada Dn "x ... 75,000 
Егапсе nm T Б j^ ти .. 20,000 
Switzerland and Germany ш: e .. 20,000 
Great Britain s cd Le os .. 12,000 
Norway >. ios es e ai .. 16,000 
Italy '* баў 17. he i Sos .. 7,000 

Total, Va ; 150,000 


The prospects of aluminium becoming dear in price seem 
rather scanty on the basis of an annual output of 150,000 
tons, as it would be necessary for the markets to be greatly 
developed if over-production were to be avoided. But such 
a large quantity of metal pre-supposes an output of 300,000 
tons of alumina, or 600,000 tons of bauxite, together with a 
large production of cryolite, fluoride, graphite, &c., for the 
metallurgical treatment of the moetal;and it is considered un- 
certain whether all these conditions can be fulfilled simul- 
taneously in order to meet the needs of the works. 

In conclusion, the newspaper states that the French alumi- 
nium industry is protected by the following import duties 
per cwt. of 50 kilogrammes :— 


` 


FRENCH IMPORT DUTIES. . 
General tariff. Minimum tariff. 
Ingots and scrap ... is . £3 0 0 £2 0-0 
tolled, wrought or cast ... 4 9 7 3 0 0 
Sheets ...  ... " ie .. 12.0 0 3.00 
Wie ш. ш ш воо 100 
Aluminium powder SN .. 800 600 


Aluminium bronze having a 
maximum aluminium content. | 
not exceeding 20 per cent. ... 10 5 8 0 


(The rates in sterling have been converted on the assump- 
tion that 25 fes. are equivalent to £1.] 


THE FARADAY SOCIETY. 
GENERAL DISCUSSION ON "CHEMICAL ENGINEERING." 


Tur Faraday Society initiated a discussion on '' The Training 
und Work of the Chemical Engineer” at their last meeting 
on 6th inst. The meeting, at which there was a very large 
attendance, was held at the Chemical Society, and was pre- 
sided over by the President, Sir Ковевт Haprmrp, F.R.S. 
The opening paper was read by Sir GEonar Вкпву, F.R.S., 
himself not only an eminent chemist and investigator, but 
withal a successful chemical manufacturer, so that i& could 
not have been in better hands. The academic aspects of the 
subject were, at the outset, placed in the no less able handa 
of Prof. F. G. Donnan, F.R.S. 

In his introductory remarks the Presipent dwelt on the 
shortage of the highest class of labour, mental and physical, 
that will result from the war. and said it therefore behoved us 
now to set about planning wisely to meet the new conditions. 
Careful deliberation as a preliminary to action was, however, 
never more seriously needed, for war conditions were a most 
fruitful soil for unbalanced proposals, often resulting in 
panic legislation or action. He fittingly closed his speech 
on a note that called forth unanimous agreement, namely, 
an appeal for liberal support of the Ramsay Memorial Fund 
that was being maugurated to honour the memory of one 
of our greatest chemists, and part of which was to be devoted 
to the establishment of a laboratory for dealing with the very 
subject under discussion, '' Engineering Chemistry." 


, 
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Sir GEORGE DBEILBY gave the keynote to the discussion in 
his definition, ‘‘ Chemical engineering has for its function the 
design and construction of apparatus required for the carry- 
ing out of chemical processes on a manufacturing scale." The 

discussion practically centred round two standpoints: On the 

one hand, the view of the great majority that for the con- 
struction of chemical plant a man combining within himself 
the qualities of both chemist and engineer is the type to be 
aimed at; on the other hand, the view that a man cannot 
be both chemist and engineer, and that what is needed is 
closer co-operation between the two. This aspect of the sub- 
ject was emphasised by Dr. E. F. ARMSTRONG, who, in a very 
able speech, reminded the meeting that, after all, the chemical 
industry needed above all chemists. Many an existing pro- 
cess might be revolutionised by putting into the works a 
man closely im touch with modern development in chemistry, 
say an expert in the phase rule or in colloids. Such men 
can only be produced by the universities, and if it was true, 
as the majority maintained, that the university must enter 
the works, it was no less true that the manufacturer must 
enter the university, advise it, and support it. The research 
chemist generally, however, was left somewhat in the back- 
ground—perhaps too much so—by most of the speakers. 

Prof. Е. G. Donnan, who spoke on: ‘‘ The Training of the 
Works Chemist," sub-divided chemists into (1) research 
chemists, (2) engineer chemists, (8) chemical engineers, and 
the sub-division was generally adopted as useful. Men of 
class 1 are the discoverers of new compounds and reactions, 
and are, of course, absohitely necessary, but to be useful in 
industry, they should, in Prof. Donnan’s opinion, be men of 
broad outlook whose horizon is not confined to the labora- 
tory. To this end, he advocated teaching them engineering 
principles and the elements of such practice as may bear on 
their work, so that they can co-operate intelligently with the 
other classes. The danger to be borne in mind was stated 
by Prof. E. С. Coker and others, and was clearly indicated 
by Sir GEoncE Вкпвү. There is an essential difference be- 
tween the chemist's and the engineer's type of mind. The 
former thinks in terms of molecules, the latter in terms of 
masses. Many a first-rate chemist might be, and is, quite 
uninterested in engineering, and the training should, there- 
fore, be permissive to some extent, and not obligatory. Dr. 
W RosENHaIN rightly remarked that the proper man, with 
the right scientific foundation, is bound in the end '' to make 
T. 9 
" Men of the second class—engineer chemists—are required 
in large numbers, and, although essentially chemists, they 
should received a considerable amount of specialised engineer- 
ing training, in which stress is laid on thermophysics and 
thermochemistry, the properties and testing of materials of 
construction, the principles of design, and the problems of 
power. The work of these men is really applied physical 
chemistry. Men of class 3 are thoroughly trained engineers 
with a chemical sense and some chemical knowledge, the 
more the better. Prof. Donnan went on to outline the 
manner in which the work of the three classes of industrial 
chemists should be co-ordinated for the suecessful develop- 
ment of a new process after the research chemists have worked 
it out in the laboratory. Men of classes 2 and 3 should com- 


bine to design and test a small trial plant in order to, 


obtain special chemical engineering data, and all three classes 
should then combine to deal with a technical unit plant 
fully working, above all quantitatively the thermochemistry 
and thermodynamics of the process. There can be no doubt 
that our tendency to keep apart the work of the chemist and 
the engineer has scriously impaired our industrial efficiency, 
and Prof. Donnan's suggestions merit the most serious con- 
sideration. 

Now, as regards the training of our engineer chemists, Sir 
George Beilby summarised his scheme as follows :— 

1. A sound and practical training in chemistry and chemi- 
cal physics extending over three years. During the third 
year special subjects to be introduced. 

2. At the end of the third year at latest the case of each 
student to be considered by the heads of the departments, so 
that he may be advised in what direction he should specialise. 

3. Average students with no special bent to complete their 
course by general advanced studies during the fourth year. 

4. No degree or '' hall-mark ” to be given in chemistry till 
the complete four years' curriculum has been taken. 

5. Chemical engineers, research chemists, and specialists in 
other branches to devote one or two years to higher post- 
graduate study. 

Mr. W. R. Cooper put in a plea for what he called the 
forgotten factor in chemical training, namely, the economic 
factor—will any particular process pay? He considered that 
even in the educational stage this aspect should not be 
neglected, and, so far from the commercial consideration 
placing a problem on a lower plane, it actually introduces 
an additional factor, and thus renders it more difficult of 
solution. Perhaps the question of the time at the disposal 
of the teacher and student is a factor which Mr. Cooper has 
forgotten! At the Massachusetts Institute of Technology, not 
only economics .and modern languages, but many other 
branches of knowledge, the utility of which to any citizen 
nobody can doubt, are included in the curriculum. The 
meeting was certainly sympathetic to Prof. E. G. COKER, 
who thought some of the American courses erred on the side 
of overloading, and who preferred the English method of 
taking fewer subjects and doing them very thoroughly. — 


Many other interesting points in schemes of training were 
emphasised by different speakers. Thus, in talking of the 
research which should be the culmination of the training of 
the engineer-chemist, Prof. Donnan suggested that it should 
take the form of a study of some process promising indus- 
trial results, consisting in the investigation of the precise 
quantitative optimum conditions for the reaction and the 
actual construction of a small experimental plant for the 
purpose. To this end, cheap, rough buildings, with the 
necessary practical cquipment and = adjuncts, should Бе 
attached to our colleges, forming the real '' laboratories " ot 
our engineer-chemists. 

Mr. CHARLES R. DanüiNsG described the course of phvsics 
which chemical students take at the Finsbury Technical 
College, and Mr. J. W. HiNcHLEY described the teaching of 
chemical engineering which is being developed as part of a 
larger scheme of post-graduate study and research in chemi- 
cal technology at the Imperial College, South Kensington. 
Many speakers thought the practical training in. the labora- 
tory different in kind froin that obtained in the works. Mr. 
А. P. M. FLEMING and Mr. W. GatHorxe YouxG therefore 
advocated the American system of sending students into: 
works during their third or fourth vear, and Mr. E. B. R. 
PRIDEAUX thought the smaller universities should co-operate 
inore closely with the local industries to the same end. ^. Mr. 
Н. L. HEgATHCOTE gave voice to the warning that training 
for the works must be induced by the needs of industrial 
process rather than forced bw the examination syllabus. Mr. 
F. H. Carr went so far as to advocate the establishment in 
colleges of a departinent which eould be conducted sone- 
thing like a factory, carrying on side by side with lectures 
the production, sav, of fine chemicals on the scale of tech- 
nical experiments. Sir A. Мсроссли, DUcKHAM, on the other 
hand, thought students should enter works before col- 
lege. He also advocated teaching chemistry to all engineers, 
as well as engineering to all chemists. Finally, Prof. A. K. 
HuNTINGTON and Mr. T. G. ErriorT referred to а really 
fundamental difficulty in any scheme of training, and that 
is the miserable equipment, usually altogether useless, in 
mathematics and elementary science received at present in 
the secondary school. In truth, until we reform our schools. 
it is not of very much use to reform our colleges, but that 
is a subject too wide to consider further at present. 

The discussion hal the great merit of presenting almost 
every conceivable point of view of the subject it set out to 
consider, and it should go far to help crystallise the way of 
the golden mean, which in practical matters of this kind 15 
the safest way and the best wav. 


| 


FREQUENCY CHANGERS. 


THE paper by Mr. R. TowNEND was read and discussed at a 
meeting of the MANCHESTER LocaL SECTION of the INSTITUTION 
OF ELECTRICAL ENGINEERS on February 13th. 

Prof. Mires WALKER said that it was not discreet to con- 
nect two large power stations together by means of a 
synchronous frequency changer unless the motor generator 
had a fairly large output compared with the output of the 
power station. In cases of this kind asynchronous sets could ' 
be used, and if required to circulate power either way, two 
sets could be used, one having the synchronous motor con- 
nected to the mains of one power supply, and the other 
having а synchronous motor connected to the other power 
supply. If it were permissible to introduce & commutating 
machine into the rotor circuit of the induction motor, as pro- 
posed by Leblanc 30 years ago, all sorts of possibilities pre- 
sented themselves, not only of controlling the power factor 
of the induction motor and making it take wattless load as 
an asynchronous generator, but also of circulating power in 
either direction through the set, independently of the speed 
of the connected power stations. Гог example, a frequency 
changer might consist of a 12-pole, 50-cycle synchronous gene- 
rator direct connected to a 10-pole induction, motor connected 
to the 40-cycle supply. The set would run at 500 R.P.M., so 
that the induction motor would be running at 4 per cent. 
above synchronous speed, and would tend to deliver power 
to the 40-cycle circuit. If now the rotor circuit of the mduc- 
tion motor were connected to a phase advancer whose excita-: 
tion was so arranged that it boosted against the Е.М.Е. gene- 
rated in the rotor conductors, the asynchronous machine could 
be made to operate as a motor, notwithstanding the fact that 
it was running above synchronous speed; and. at the same 
time, by suitable arrangement of the field coils the power 
factor could be kept near unity or leading. Moreover, when 
the asynchronous machine was required to supply a gene- 
rator load, the phase advancer could be used to supply the 
wattless component of the load. The type of frequency 
changer referred to under class 2 in the paper had the advan- 
tage that the size of the unit for a given output could some 
times be made considerably smaller than the class З type, and 
when combined with a Leblanc exciter this type of frequency 
changer seemed very attractive. The phase advancer could be 
made to operate as successfully as.the exciter of a synchronous 
motor, and the future would show many valuable uses to 
which it could be put. By the addition of & phase advancer 
to the induction type of frequency changer all-the-advantages 
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possessed by the synchronous type were obtained, and at the 
same time the great objection to the rigidity: of the coupling, 
incident to the synchronous frequency changer, was entirely 
removed. In cases where the synchronous frequency changer 
was employed, if the field magnet of one of the synchronous 
machines was wound with a polyphase winding, say as a 
three-phase machine, it was possible to shift the position of 
the poles of the magnet relatively to the iron, and in this 
way secure the same effect as by rocking the stator. The 
diagram (fig. 1) showed how a three-phase generator 
could be connected to an exciter and two rheostats, so as to 
obtain a shifting of the pole through an angle of 60 degrees. 
If all the exciting current was passed through phases A and 
3, the resultant field would be 4 B. If the current after pass- 
ing through A was equally divided between B and c, the line 
of the poles would be in phase with a. If all the current 
was passed through phases 4 and c. the line of the poles 
would take a position ac. It was,also possible to build a 
special exciter which would give any required phase position 
of the excitation on the rotor, and in cases where perfectly 
synchronous running was required, the exciter operated as a 
continuous-current generator. If it was required slowly to 
change the pole position on the rotor in order to produce a 
slip, the exciter could be operated at the frequency required 
to produce the desired result. 

Mr. Н. A. RATCLIFF raised the question of the efficiency of 
a synchronous set, as it appeared that such a machine would 
have to run at loads sufficiently low to avoid the risk of pull- 
ing out of step when linking-up two systems. He asked 
whether the characteristics of the transmission line had any 
significant bearing on where the frequenéy changer was 
placed, i.e., the high- or low-frequency station. Rocking 
stators, seemed quite correct for small machines, but it was 
questionable if they could be used for large units. It appeared 


possible to use resistances or reactances between an incoming . 


machine and a machine on load, in order to reduce the shock 
on paralleling. He asked whether the adjustment of load 


Fig. 1. 


between two synchronous frequency changers could not be 
. carried out by varying the excitation of the motors. The 

operation of reversing the excitation, to ` slip a pole," would 
be rather too severe for the type of field switch generally 
supplied. 

Mr. J. FRITH suggested the ve «f a friction clutch between 
the two machines of a synchronous frequency changer in 
oider to simplify the operation of paralleling. Each machine 
would be started up as a motor set, and the two gradually 
brought together by means of the clutch. 

Mr. J. S. PECK described a motor converter with slip rings 
connected to the connections between the two machines. 
the two machines had the same number of poles, the slip-ring 


frequency would be half the supply frequency, consequently, 


with a 5U-cycle supply there was obtainable D.C., 95-cycle A.C., 
or the two together; or by reverse action D.C., 50-cycle A.C., 
or both, 25 cycles being supplied to the slip rings. 

Prof. A. B. FELD said the second class of machine, in 
which part of the energy was converted mechanically and 
part electromagnetically, had many points of interest, and 
its size might be greatly reduced in comparison with the 
. straight synchronous set. Considering the case in which the 
outfit consisted of two rotating-field machines coupled to- 
gether, the low-frequency one ‘‘A’’—assuming this to be 
the motor—might be an ordinary separately excited syn- 
chronous machine, and the generator ‘‘B’’ might comprise 
a similar stator, and a polvphase-wound rotor fed from the 
low-frequency side through a potential regulator, as shown dia- 
grammatically in the figure (fig. 2. The maximum mechani- 
cal speed of this set consistent with the frequencies was the 
same as for a straight synchronous set, but the number of 
poles of the generator corresponded to з higher speed, since 
the field rotated at a speed greater than that of the shaft. 
The relative size of the generator stator per kilowatt output 
depended upon the speed of rotation of its field, not its 
shaft, and consequently, in comparison with the straight 
synchronous set, this size was reduced in about the propor- 
tion of the shaft speed to the field speed, or in the ratio of the 


FIG. 2. 


difference of frequencies to the higher one; the &ame applied, 
roughly, to the remainder of the set. It would be seen that 
the advantage in size became greatest when the two frequen- 
cles were near together, provided the output was not greater 
than could be conveniently taken care of with the small 
number of poles involved for the “В” machine. For ex- 
ample: a linking together of 40 and 50 cycles would allow 
a maximum speed of 600 n.P.M.' with the ordinary synchronous 
outfit; this corresponded to 8 and 10 poles; 600 R.P.M. would 
also be the maximum mechanical speed available for the 
arrangement shown in the figure, but while the “A” 
machine would retain eight poles, the ‘‘B’’ machine would 
have two, and would gain the electrical advantages of a speed 
of 3,000 n.P.M. with only the mechanical difficulties of 600 
R.P.M. For a 5,000-kw. transfer, the '" A" machine would 
only be rated at 1,000 Kw., plus losses, or less than one-fourth 
the normal size, while the '" B” stator would be that of a 
5,000-Kw., 3,000-R.P.M. machine instead of a 5,000-kw., 600- 
R.P.M. It became necessary in order to take care of the 
variations in voltage on each system to introduce a polyphase 
induction regulator, and the size of this would depend en- 


 tirely upon the amount of voltage variation to be provided 


for, and the reactive drops in the double-wound machine. 
For example, in a certain 30- to 60-cycle case the possible 
variations in voltage on both systems under extreme condi- 
tions of load and power factor, were estimated t- '- well 
taken care of by a + 15 per cent. voltage regulation. As this 
regulation needed to be effected in respect of the electrical 
input to the rotor only, i.e., about half the rating of the set. 
and as the voltage introduced by the regulator could either 
assist or oppose the supply, the rating of the potential regu- 
lator amounted only to some 8 per cent. of that of the set. 
Fowever, the use of this subsidiary pec of àpparatus, and 
the necessity of obtaining part of the excitation by alter- 
rating current, were distinct drawbacks to this type of fre- 
quency changer. . 
Mr. SWINBURNE said that since the question of linking-up 
had hecome a matter of national inter- 
est standardisation of systems, &c., was 
most desirable. He considered it the 
duty of the Institution to decide which 
type of frequency changer should be 
adopted, and, if necessary, make the 
adoption compulsory. 
|. Mr, JUHLIN referred to the advantages 
of the synchronous type of machine. 
also the disadvantage of the induction 
type when used as a generator owing to 
the fact that it could not supply any 
wattless component of the load on the 
system. He considered the rocking 
stator to be essential in the case of high- 
voltage machines of large output in 
order to avoid shock when paralleling 
loaded and nnleasded machines. 

The AUTHOR, in reply, said there was 
no doubt that the use of a phase ad- 
vancer, in conjunction with an induction 
frequency changer, would give operating 
characteristics which were on an equality 
with, and in some respects better than 

those of the synchronous set, but in the majority of cases the 
cost of the former would be higher than that of the latter, 
also the cost of attendance and maintenance would be slightly 
greater. The efficiency of synchronous frequency changers 
would depend upon the rating of the set, but a 1,000-Kw. 
frequency changer having a speed of about 500 R.P.M. would 
have an overall efficiency of approximately 89 per cent. at 
full load and 82 per cent. at half load. It was quite correct 
that the characteristics: of the transmission line and the 
general lay-out of the cable system imight in some cases 
detérmine whether the frequency changer should be installed 
at the high- or low-frequency station, but when the line 
characteristics were of no importance, it was* usually im- 
material in which station the set was installed. It was not 
usually practicable to run synchronous and induction fre- 
quency changers in parallel, but in some cases it might be 
done, e.g., 25- and 60-period systems could be linked-up by 
means of a synchronous set running at 214 R.P.M., and by an 
induction set operating at 720 R.P.M. When two such sets 
were running in parallel, the induction set would always 
carry the load which would give a rotor slip of 4 per cent. 
There was no great difficulty in building machines with 
movable stators, and this had been satisfactorily done with 
machines having a capacity of at least 5,000 K.v.a, With 
large machines it tvas advisable to move the stator by means 
of a motor controlled from the switchboard. |The shock 
caused by paralleling unloaded and loaded synchronous sete 
could be reduced by inserting resistances or reactances be- 
tween the loaded and unloaded machines, but this involved 
additional apparatus and was not so simple as using the 
movable stator. It was possible to obtain a variation in the 
load distribution between two synchronous sets running ш 
parallel by varying the motor excitation, but the variation 
would be small, only about 10 per cent. of full load. There 
was no difficulty in making a field ewitch for reversing the 
field excitation, provided it was mechanically strong, and fitted 
with an efficient discharge resistance. A friction clutch could 
be used between the two machines of a synchronous set tn 
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order to simplify the paralleling operation if only опе set 
had to be run, but if a second set had to be paralleled with it, 
it would be necessary to give the requisite angular displace- 
ment between the motor and generator of the incoming set 
before closing the clutch in order to make the latter set take 
its share of the load. This, of course, was impracticable. The 
type of frequency changer described by Prof. Field might 
be considerably smaller than inachines of the third type, but 
the necessity for an induction regulator and for obtaining 
part of the excitation by alternating current were distinct 
disadvantages. It was also necessary to colect the greater 
portion of the power from slip rings, and in the case of high- 
voltage machines this was very undesirable. The author did 
not consider any one type sufficient to meet the requirements 
of every case, and the only satisfactory method was to adopt 
the type of machine best suited to the case under considera- 
tion. A frequency changer having an A.C. commutator motor 
instead of an induction or synchronous motor would enable 
a variable ratio of frequency transformation to be obtained, 
but the set would not be reversible. 


DIESEL ENGINE USERS' ASSOCIATION. 


At the January meeting of the Association the President, Mr. 
GEOFFREY PORTER, produced an amended and completed 
table of data concerning lubricating oils, which he asked the 
Hon. Secretary to circulate among the members and sub- 
scribers. A paper on the " Chemistry and Examination of 
Lubricating Oils " was then read by Mr. ELLIOTT A. Evans, 
who said that the only oils which could be recommended 
for lubricating purposes were mineral oils, semi- and non- 
drying fatty oils, and liquid waxes. Fatty oils alone as lubri- 
cants were obsolescent. Mineral oils had won popularity by 
virtue of their coinparative inertia, their cost, and the fact 
that they could be obtained in almost any degree of viscosity. 
Texas oils had a specific gravity ranging about 0.950, Cali- 
fornian oils 0.930, and Pennsylvanian oils 0.876/0.910. Mine- 
ral oils were mixtures of hydrocarbons belonging to the 
various homologous series, ranging from the most saturated 
normal paraftins to the most unsaturated hydrocarbons of the 
aliphatic series; saturated and unsaturated cyclic hydro- 
carbons; and aromatic hydrocarbons. In the manufacture 
of lubricating oils it was the endeavour of the manufacturer 
to eliminate the unsaturated cyclic hydrocarbons, and all the 
aromatic hydrocarbons, from the most expensive lubricating 
oils, because not only were they of very doubtful lubricating 
value, but their instability might give rise to excessive car- 
bonisation and acidity of the oil. Some Californian oils 
were on the market, but they could not be recommended 
universally as lubricants. Texas oils were used to a consider- 
able extent for many purposes, but were very liable to de- 
compose at elevated temperatures, and perhaps at high pres- 
sures. It had been found that if a hydrocarbon ol were 
beated under pressure decomposition took place, and lghter 
ous resulted. The products of decomposition were generally 
governed by the temperature and pressure at which the re- 
action wae conducted. When an oil was converted in this 
manner into lighter oils, the latter were said to be "'cracked.'' 
During the cracking, carbon was deposited, and some ex- 
tremely unstable hydrocarbons were formed which decoin- 
pcsed with explosive violence. It was quite conceivable that 
the explosion in an air compressor at Sinithfield occurred 
through the production of these unstable bodies, and that 
the vapour of the light oils was exploded by the detonation 
of these very unstable olefines. That the explosion was 
caused by the ignition of oil-fog in the compressor might be 
а very convenient working hypothesis, but it was a little 
difficult to understand how ignition was effected. The sug 
gestion that a compound oil should be used as a lubricant for 
air compressors must be condemned. The hypothesis of the 
oil-fog had created a belief that an oil with a high vaporisa- 
tion point was essential, but such an oil had a high viscosity, 
and so unnecessary work was thrust upon the compressor. 
The vaporisation point as usually determined gave no indica- 
tion as to the temperature at which vaporisation would take 
place in the compressor, because the vaporisation point was 
governed by the pressure of the atmosphere, and the rate of 
vaporisation was dependent upon the concentration: of the 
vapour in that atinosphere. Mr. Evans expressed the opinion 
that an oil with a specific viscosity of about 70 (water = 1), 
or in seconds 2,500, and a closed flash point of about 400 
dep. F., could be safely used if the temperature of the com- 
pressor was carefully regulated. 
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At the February meeting of the Association a discussion took 
place on Mr. E. A. Evans's paper. 

Jn a communication, Mr. Т. C. THowsen said he did not 
agree that parattin-base oils changed materially during the 
process of distillation. He maintained that Pennsylvanian 
e were better in quality as lubricants than asphaltic-base 
DES 

Mr. С. О. Митох referred to the corrosion noted in some 
air compressors which, he suggested, might possibly be caused 


by the formation of acids in compressor coils, due to the 
“ cracking ” of the lubricating oil used. His own experience 
had shown that it was possible for the temperatures in an 
alr-compressor to vary over a wide range while the machine, 
judged by the delivery of air, was working quite well. He 
thought that possibly the formation of acid might be due to 
abnormal temperatures in some compressors, the causes of 
which were now becoming well understood Не bad noted 
a fact in connection with the working of an air compressor 
at Maidenhead which seemed to confirm this idea. The de- 
livered air was abnormally’ hot. and there was strong evidence 
of acid formation in the coils of the higher stages. The 
engine was overhauled, and the opportunity was taken to fit 
a non-return valve on the delivery pipe of the compressor. 
The running of the compressor was then much improved, the 
delivered air being quite cool, and evidence of acid formation 
entirely disappeared. The same brand of lubricating oil had 
been used throughout. He thought it was possible that the 
foriner high temperatures were due to lack of tightness of 
the H.P. valves, and that the added non-return valve had 
simply improved the efficiency of the delivery valves and pre- 
vented pulsating of the air at that point. lt was known that 
leaky valves would cause overheating of the air, and that it 
и а difficult matter to keep compressor valves continuously 
tight. 

Mr. G. W. F. Horner asked if an air-compressor had ever 
heen designed to work in conjunction with a Diesel engine 
in Which no lubricating oil was used for the compressor 
evlinders, but im which water was taken in with the air 
supply to the ошен cylinder. Compressors for other 
purposes were working under such conditions, and he be- 
lieved that distilled water was the only means òf evlinder 
lubrication for hydrogen compressors. The piston speeds 
might not be so high, but the pressures were far greater . 
than those required for Diesel engine purposes. He was of 
the opinion that the most satisfactory lubricating oil for 
air-compressors was one in which the viscosities had a mini- 
mum difference between the temperatures of 60 deg F. and 
140 deg. F. 

Mr. W. FENNELL thought it was quite possible that the fuel 
oll now being delivered for use in Diesel engines was, owing to 
war conditions, much richer in sulphur contents than that 
supplied previously. The sulphur was likely to have a dele- 
terious effect on the lubricating oil in the engine cylinders, 
especially in the case of a compounded lubricating oil. 

Mr. GEOFFREY PonrER (President) said he would be glad if 
investigation. could be pursued further to ascertain if any 
particular hydrocarbon base was more liable to favour the 
formation of unstable hydrocarbons during the decomposi- 
tion of an oil than was another, and to determine, further. 
at what critical temperatures these unstable bodies night be 
formed. One would like to know at what temperature work- 
ing was safe. Tf the risk of explosion was more or less in 
direct proportion to the rise in temperature, one might 
reasonable conclude that the compression ratios in multi- 
stage compressors should be arranged at lower values than 
was generally the case. | Generally speaking. all the oils 
which might be termed '' standard " gave satisfactory results 
under normal conditions: they were chiefly concerned with 
the endeavour to elucidate the behaviour of oils under 
abnormal conditions. 

Mr. Емлотт A. Evans replied at length to the various 
points raised in the course of the discussion. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


TRANSIT OF GOODS THROUGH FRANCE.--The attention of 
exporters is drawn to the necessity of obtaining a French import 
licence for goods which are to pass through France (by parcel post 
or otherwise) in transit for Switzerland, Spain, or Italy, when such 
goods are covered bv the various prohibitions of importation 
imposed. Full particulars as to these prohibitions, and as to the 
procedure to be followed in obtaining French import licences. can 
be obtained from the Department of Commercial Intelligence. 


‘73. Basinghall Street, Е.С. 


SOUTH AFRICA.— The following are among recent decisions 
by the Commissioner of Customs as to the rates of import duty 


leviable on the articles named :— 
Rebate on goods 
manufactured in the 
U.K. aud recipro- 
Rate of import cating British 
duty. Colonies. 


Electrically - heated photographic 
mounting machine zu sah 
Printometer(an electric meter which 
records the quantity of current 
used at stated intervals) .. 3&%adval. Whole duty 
Telephone twine and rubber bands 
used respectively to lace up 
cable: and deaden vibration of 
telephone transmitters... ae, 4 5 ad Val. ie * 


20 % ad val. 3 95 ad val. 


RUSSIA.—With reference to the temporary prohibition of 
importation of all goods on private account ут V]ladivostock —-see 
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the ELECTRICAL REVIEW of December 22nd—it has now been 
definitely announced by the Russian Government that, until further 
notice, no licences for such importation will be granted. 


NORWAY.—The exportation of manganese ore, ferro- manganese. 
emery, and artificial abrasives has been prohibited. 


ITALY.—The Italian Government have denounced the existiny 
Treaties of Commerce with Japan, Roumania, Russia, Serbia, Spain 
and Switzerland. These Treaties will go out of operation at the 
end of the current year. 


BRITISH INDIA.—A Customs Circular has been issued by the 
Department of Commerce and Industry fixing. with effect from 
January Ist, 1917, the tariff valuations on various articles imported. 
The valuations differ in many instances from those previously in 
operation. Among items of interest to the electrical industry are 
the following :— 


Tariff valuation. 


Rs. a. Duty. 
‘Telegraphic instruments and appa- 
ratus, and parts thereof, im- 
ported by a railway company... ad val. 2) % 


Implements, instruments, apparatus 
and appliances, & parts thereof. 
not otherwise specified... a » 74% 
Electrical machinery. and com- 
ponent parts thereof (including 
belting of all materials for 
driving machinery) ... 25: 
Brass sheets, flat or in rolls. and 
^  Bheathing. weighing less than 


" 24 % 


1 lb. per sq. ft. ; brass wire ... ad val. 74% 
"Copper. bolt and bar, rolled ees " i 
. braziers, sheets, plates and 
sheathing sas . Cwt. 84 0 
. nails and composition nails ad val. ; 
old с... өөө eee m cwt. 50 0 А 


pigs, tiles, ingots, cakes. 

bricks, and slabs... ane А . 

. China, white, copperware ... lb. 24 » 
. wire, including phosphor- 
bronze, and all other sorts 


of copper ... us oes ad val is 
Lead. all sorts (except sheets for 
tea chests) e 2 T: T 5 
Quicksilver... iss js s lb. 34 - 
‘Tin, block ... Pss whe .. Cwt. 140 0 2 
. foil and other sorts... ive ad val. T. Sas 
Zinc or spelter,tiles or slabs, soft... cwt. 100 0 " 
К és hard... » 450 T 
М all other sorts... ad val , 
Trade catalogues and advertising 
circulars imported by packet. 
book. or parcel post  ... € — Free 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 
‘Compiled expressly for this journal by Messrs. W. P. TuowrsoN & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1917. 


3,579. '' Arrangement of irspection glasses for magnetic brakes." М№ААМ- 
LOOZE VENNOOTSCHAP HAARLEMSCHE MACHINENFABRIEK VOORHEEN СЕВ. FIGEE. 
March 12th. (Holland, March 14th, 1916.) 

x & 9,582. '' Diaphragms for galvanic cells, &c." К. ScuvusrER. March 
13th. 

3,583 & 3,585. ''Galvanic cells." К. Ѕсноѕткк. March 12th. 

3,584. “ Galvanic primary cells," К. Scnuster. March 12th. 

3,592. ‘Ignition apparatus of submarine mines, and mechanism for auto. 
matically raising same," S. J. WitLLiaws. March 12th. 

3,604. ‘ Electric cables." C. J. Braver & E. A. CrLaREMONT. March 12th. 

3,610, '* Electric switch-boxes." W. T. HrwLEev's TELEcRAPH Works Co. 
AND E. Moor. March 12th. 

3,615. ‘ Electric couplings." 
March 31st, 1916.) 

9,618. ‘ Electromagnetic switches for train lighting, &c., installations.” 
А. Н. DARKER AND J. Stone & Co. March 12th. 

3,652. '' Electric circuits linked by relay or repeater.” W. Н. GRINSTEAD. 
March 13th. 

3,657. “ Systems of control." Вкітіѕн Wesrincnousrt Execrric & Maxu- 
FACTURING Co. March 13th. (U.S.A., March J3th, 1916.) 

9,658. '' Transformation of single-phase alternating electric currents into 
olyphase currents." BRITISH WESTINGHOUSE ELECTRIC & MANUFACTURING Co. 
March 13th. (U.S.A., March 13th, 1916.) 

3.664. * Electric switches." A. H. Darker AND J. Strone & Co. March 
13th. 

3,665. ' "Brush and terminal contact mechanism of dynamo-electric 
machines." A. H. Darker AND J. Stone & Co. March 13th. 

9,686. ‘Insulated brush-holders and terminals for magnetos,”’ 
March 14th. 

3,687. '' Electric heaters." G. S. Bent. March lith. 

3,717. '' Electric couplings or connections." С. Green & F. May. -March 
14th. 

3,719. ‘ Electromagnetic clutch." — VULKAN MaScCHINENFABRIKS Акт. Ges. 
March 14th. (Austria, October 22nd, 1913.) 

9,720. ‘ Electromagnetic friction clutch." — VutKas MASCHINENFABRIKS AKT. 
Gres. March 14th. (Austria, October 22nd, 1913.) 

3.727. '' Electric control apparatus," BRITISH Wrst'NGHOUSE. ELECTRIC. AND 
MANUFACTURING Co. (\\ estin ош Electric & Manufacturing Co., U.S.A.). 
March 14th. 

3,48. “ Rollers for tramway ovethead equipment." J. Duccaw. March 
1th. 


H. pr La VALETTE. March 12th. (France, 


P. GREEN. 


3,765. “Sparking plugs for internal-combustion engines.” А. С. Евлхсь. 
March 15th. 

3,767. '' Brushes for dynamo-electric machinery." .Trourp, Curtis & Co. 
AND J. Н. Wickettr. March 15th. 

3,768. '' Brush gear for dynamo-electric machinery." Ткоср, Curtis & Co. 
AND J. H. Wickert. March 15th. 

3,780. “ Electromagnetic friction clutches.” W. 
Soames. March 15th. A 

3.798. “ Driving mechanism for magnetos." Soc. LORRAINE DES ANCIENs 
ETABLISSEMENTS DE DiErRICH Er Cie DE LuNEviLLE. March 15th. (France, 
April 3rd, 1916.) 


3,802. “ General and electric joint-making washer." C. J. Beaver АХО 
E. A. CrtaAkrEMONr. March 15th. 

3.807. '' Electric batteries."  SvPNSKA ACKUMULATOR AKTIEBOLAGET JUNCNER. 
March loth. (Sweden, August 8th, 1916.) 

3,811. ‘* Crystalline, &c., detectors for electric waves." H. HuR«. March 
lóth. (France, March 21st, 1916.) 

3.86%. ‘ Electrically depositing metals." E. H. Jones. March 16th. 

3,865. '' Electric selectors.” С. A. BetuLanper. March 16th. (Sweden, 
March 17th, 1916.) 

3,874. ‘* Rheostats." | CurLER-HAMMER 
Evcectric Co. March 16th. 

3,881. “ Мон: for searing CE h, &c., insulators."' 
AND TavLoR, TUNNICLIFFE & Co. arch 16th. 

3,884. '' Commutators or switchboards for field telephone systems." N. V. 
FraRNEHOUGH. March 17th. 

3,914. '' Magneto-electric ignition machines.” 
Імкаү. March 17th. 

3,916. “ Electric bells." F. G. Bert, W. C. Davey AND SreRLUG Terr- 
PHONE & Exectrric Co. March 17th. 


Lancpon-Daviss & А, 


MANUFACTURING Co. &  Icrasic 


P. Coorer 


Boscu Macneto Co. & О. 


PUBLISHED SPECIFICATIONS: 


1915. 


17,962. Exectric Switcnes. Н. K. Trechmann & British Thomson-Houston 
Co December 23rd. 


1916. 


The numbers in parentheses are those under which the specification will 
be printed and abridged, and all subsequent proceedings will be taken. 

731. WirELESS TELEGRAPH TRANSMITTERS. G. Marconi & C. S. Franklin. 
Jaruary 17th, 1916. (104,188.) 

732. WinELESS TxLEGRAPH TRANSsMITTERS. G. Marconi & W. S. Entwistle. 
Januarv 17th, 1916.  (104,189.) 

2,569. DvwAMOo-ELECTRIC Macnines. British Thomson-Houston Co. (General 
Electric Co., U.S.A.). February 21st, 1916. (104,197.) 

2,576. Remote CowrROL OF Projectors, J. Brockie and Johnson & Phillips. 
February 21st, 1916.  (104,198.) 

2,660. Sgwr-AUTOMATIC TELEPHONE ExcHANGE Systems. C. А. W. Hultman. 
February 23rd, 1915. (100,113.) 

2.701. IcNrrioN Dynamos. C. T. Mason. March 15th, 1915. (100,173) 

2.714. Exastic FLuiD Tursines. British Thomson-Houston Co. (General 
Electric Co., U.S.A.). February 23rd, 1916. (104,208.) 

2,725. FLrFCTRICAL IMPULSE RESPONDERS OR SrLECTORS. Relay Automatic 
Telephone Co. & H. J. Herink. February 23rd, 1916. (104,212.) 

3,164. Means FOR SuSPENDING AND INSULATING EtrgcrRICAL CONDUCTORS. 
Marconi's Wireless Telegraph Co. & Н. A. Ewen. March 2nd, 1916. (104,296.) 

3.390. ALTERNATING-CURRENT ELECTROMAGNETS. Waygood-Otis, Ltd. (Otis 
Elevator Co., U.S.A.). March 7th, 1916. (104,229.) 

3,391. Vacuum Apparatus. British Thomson-Houston Co. (General Electric 
Co., U.S.A.). March 7th, 1916. (104,230.) 

3,474. OVERLOAD ELECTRIC SWITCHES OR Cur-ovurs. 
March 8th, 1916. (104,233.) 

3,501. RaiLwav SIGNALLING ArPARATUS. Т Blackburn. 
(104,235.) 

3.798. ONE-PIECE FRAMING FOR MAGNETOS. 
1916. (104,239.) 

3.871. APPARATUS OR MEANS FOR SIGNALLING IN CONNECTION WITH Ran wars 
“ND THE LIKE. J. D. Benson. March 15th, 1916.  (Cognate application 
13,138/16.) (104,240.) 

4.430. Tumpiinc MACHINES АМО ELECTROPLATING BARRELS. 
March 25th, 1916. (104.345.) 

5,171. ELmRows AND LIKE FirriNGs FOR ELscrRIC Conpurrs. J. Gray & J. 
Wilkie.’ (October 7th, 1916.) (104,248.) 

5.377. DYNAMO-ELECTRIC МлснімЕЗ. British Thomson-Houston Co. (General 
Electric Co., U.S.A.). April 12th, 1916. (104,250.) : 

5.874. Macnetic BLow-our Fuses. Switchgear & Cowans and С. Н. Neep. 
April 25th, 1916. (104,257.) 

6,809. SEALING AND Bonpinc Сілмоѕ FoR ELectricaL Junction Boxes. 
G. S. Boothroyd and Callender's Cable & Construction Co. May 12th, 1916. 
(104,269.) 

9.105. Exectric Spark Gars. F. G. Simpson. June 28th, 1916. (Conven- 
tion date not granted.) (100,795.) 

11,752. Evectric Motor Gyroscores AND MEANS FOR MAKING ELEcTRICAL 
CONNECTION THEREWITH. Crucible Steel Co. of America. April 3rd, 1915. 
(Divided application on 17,895/15.) (101,225.) 

12,099. Exectric Dry Cats. G. L. Tarver. August 26th, 1916. (104,298. 

13,888. Малсметоѕ ANO Dynamos. Р. C. Rushen (Bosch Magneto Со.) 
September 29th, 1916. (104,308.) : — 

5.054. CONTROL SWITCHES FOR  ELECTRICALLY-CONTROLLED ARA 
е Liguips. О. Anderson. November llth, 1915. (102,143.) 

16,065. MEANS FOR SUPPORTING ELECTRIC LAMPS. Benjamin Electric, Ltd., 
and E. Fowler. November 9th, 1916. (104,148.) І 

16,202. ELECTRIC CONTACT-BREAKERS OR INTERRUPTORS. ‚б. F. Cooke. Nov- 
ember lith, 1916. (104,144.) ч Е ——— 

› TUS FOR THE CIRCULAR GRINDING OP THE 
Ei о MACHINES. A. Norrel. November 24th, 1916. (104,148.) 

17.273. Cris FoR Ssconpary Batteries. G. Pearson. December 1st, 
1916. (104,320. 

18,064. ror MM SHADES AND Rervectors. F. A. Andrews & T. G. 
Allen. December 15th, 1916. (Addition to 92,781/14.)  (104,149.) 


p———— —— ED 


1917. 
Ы VE 
'949. APPARATUS FOR AUTOMATICALLY R&T3ANSMIITINO THROUGH SUCCESSI ў 
LiNES TELEGRAPHIC MESSAGES RECEIVED FROM А Distant STATION. ео Tele 
graph Co., A. Fraser & S. E. Appleton. January 5th, 1917. (104,152.) " 
314. 1сютпом Dynamos. C. T. Mason. March 15th, 1915. (Divided apP 
cation on 2,701/16.) (103,300.) | " 
315. lcxtriox DywaMos. C. T. Mason. March 15th, 1915. (Divided appli 
cation on 2,701.16.) (103,656.) 


P. G. van Wijk. 
March 9th, 1916. 
E. J. J. Salmson. March 14th, 


L. Schulte. 
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THE METRIC SYSTEM. 


THE arguments in favour of the adoption of decimal 
coinage and metric weights and measures were 
admirably stated by Mr. Harry Allcock in his lec- 
ture before the Institution of Civil Engineers last 
week. In passing, we may be allowed to congratu- 
late the Institution on the progressive spirit which it 
has displayed in organising these series of lectures on 
commercial and financial aspects of the engineering 
industry; however laudable may be the desire to 
maintain the proceedings of our great engineering 
societies on a high plane of technical propriety, it 
cannot be denied, even though it has been ignored in 
the past, that the engineer is everywhere confronted 
in his,work by the all-important question of costs 
and balance-sheets, and himself is usually under the 
necessity of earning a livelihood by his profession. 
Hence, an ostrich-like pretence that trade and 
finance have no concern for him is mere affectation, 
and we are glad to see that both the civil and elec- 
trical engineers have begun, somewhat shyly it may 
be, but effectively, to recognise their responsibilities 
in this connection. 

While we do not profess to have covered all the 
ground that was so ably traversed by Mr. Allcock 
—though he did us the honour to quote freely from 
our pages, with frank acknowledgment—we may at 
least claim that in the main our efforts and his to 
bring this matter to a head have proceeded upon 
parallel lines, and we are so fully in agreement with 
his contentions that we need not discuss them at 
length—our views are well known to our readers. 
The conversion of our coinage to a decimal system 
is so simple a matter that it hardly calls for com- 
ment; the tide seems to be flowing strongly in the 
direction. which, we have contended, involves the 
least disturbance to accustomed values—namely, the 
retention of the sovereign as the fundamental unit, 
decimally sub-divided. The value of the British 
sovereign is familiar to all nations, but if any sys- 
tem based upon the penny were adopted, not only 
would the whole of our gold and silver coinage have 
to be scrapped, but also we should throw away that 
useful, though not indispensable, world-wide 
acquaintanceship, and the difficulties to be overcome 
at home in effecting the change would be magnified 
a hundredfold. 

With regard to metric weights and measures, it 
is interesting to note that while our canvass of 1915 
showed a result of 80 per cent. in favour of the 
change, that of the British Engineers’ Association 
in January last showed from 93 to 87 per cent. in 
favour—a decided advance upon our figures. 

In the discussion which followed the lecture, the 
weight of opinion and the sentiment of the audience 
appeared to be distinctly favourable to the author's 
contentions. Sir Guilford Molesworth, Mr. Oliver 
Bury, Mr. C. P. Sparks— speaking for the Council 
of the sister Institution—Mr. E. C. Barton, and Dr. 
G. B. Hunter all spoke with deep conviction as to 
the necessity, not merely the desirability, of making 
the change, especially in view of the imperative re- 
quirements of our foreign trade. Sir Archibald 
Denny, while opposed to the movement, apparently 
on the ground that it might lead to such extrava- 
gances as the adoption of ro hours in lieu of 24, 
and the division of the year into ro months, &c., 
admitted that he was advocating an unpopular 
cause. May we point out that the very essence of 
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the movement is to promote international uniform- 
ity, and that this purpose could not be served by 
such proposals as those to which he objected? Prof. 
Unwin remarked that five-eighths of the trade of the 
world was carried on by the United States and the 
British Empire, on the basis of English units of 
length (he had no objection to the adoption of the 
kilogram); has it not occurred to him that of that 
trade the vast bulk consists in the import or export 
of unwrought materials, such as coal, cotton, wool, 
erain, other foodstuffs, oil, metals, &c., the whole 
of which are measured in terms of weight or 
volume? Not only does Prof. Unwin's argument 
afford no support to the inch unit of length—it does 
not appear to be based upon correct premises, for 
according to Wiutaker’s Almanack, the value of the 
world's trade amounted to about 6,000 rhillions 
sterling in 1911, of which the British Empire and the 
United States together were responsible for some 
2,500 millions—less than half; allowing for the 
countries not committed wholly to metric units, we 
find that roughly one-half of the world's trade in 
191ї was conducted on the metric system. The 
fact, mentioned by Prof. Unwin, that on the issue 
of the standard sections of the British Engineering 
Standards Committee, the Germans at once began 
to make those sections, merely proves their eager- 
ness to export iron and steel to us—not that there 
was any special virtue in inch measurements. 

Mr. Aspinall cited the opinion of Mr. Coleman 
Sellers in opposition to the use of the metric system 
in the workshop. Be it noted that Mr. Sellers is 
stated to have used the metric system in his shops 
for twenty years! before he arrived at that deci- 
sion; either, therefore, he was exceedingly slow in 
making up his mind, or the disadvantages were of 
so little moment that they did not become apparent 
to Mr. Sellers until after an extraordinarily long 
e of probation. On the other hand, we think 

r. Sellers may have been influenced by the 
consideration that his customers, mainly Ameri- 
can and British, used the English system, and 
therefore he had to do the same: now, our cus- 
tomers use the metric system very largely, and soon 
almost all our foreign markets will be wholly 
metric. As for the argument put forward by Mr. 
Aspinall, that every one of one and a half million 
wagons would have to be reweighed and retared 
at a cost of no less than 5s. each—a total of about 
£400,000—surely he does not expect us to take him 
seriously. Are the present tares correct? If so, a 
reference to a table of equivalents, and a few 
minutes’ work with a pot of paint and a set of sten- 
cils will effect the change at a cost more fairly stated 
at 5d. each. On the other hand, is it not the case 
that every railway wagon has to be retared in 
English units at frequent intervals? Mr. Aspinall 
further asked whether our internal trade within 
the Empire or our foreign trade was the 
most important to us. Possibly he is not 
aware that Australasia, as Mr. Barton pointed out, 
will not wait; the legislatures of both Australia and 
New Zealand have placed the metric system on their 


'statute books, with only one clause preventing its 


immediate enforcement—a clause providing that it 
‘shall await the action of the Mother Country. If 
we do not act now, that clause will surely be re- 
‘pealed. We shall soon be left behind by the rest 
of the Empire—and can it be seriously questioned 
whether our internal trade is more important than 
-our external trade? As Dr. Hunter vigorously 
pointed out, the question is a commercial one. It 
is not for us to choose—we must meet the wishes 
‘of our customers, and that quickly. 


-—-— 


We trust that British manufac- 


Our Export c 
ne ae turers and exporters, both with and 
with Spain, Without the assistance of the 


Foreign Office, which was recently 
‘Organising a Spanish trade tour, are devoting 


‘recognised in the Spanish capital. 


a greater measure of attention to the possi- 
bility of developing trade with Spain. If they do 
not do so they may leave the Germans in 
possession of the field to a much greater 
extent after the war than was the case prior 
to the outbreak of hostilities. Some of the Spanish 
newspapers have already pointed out the gravity of 
the German danger to Spanish trade and industry, 
and suggested that prompt steps should be taken to 
meet the evil. It is estimated that, including the addi- 
tions which have been made during the past two 
years, there are now 80,000 Germans in Spain, form- 
ing a nation within a nation, and being, in the words 
of the Madrid Liberal, an organised nation within 
a nation which is asleep. The newspaper also pub- 
lishes extracts from an official document, which is 
stated to have been forwarded to one of the Allied 
Governments by ''an illustrious sailor who had 
come to Spain as an official representative.” 
According to this extraordinary document, '' the 
Germans who have sought refuge in Spain have 
profited by the frank and democratic nature of the 
people in order to introduce themselves everywhere 
and form friendly relations in particular with the 
provincial authorities, the mayors, military chiefs, 
naval commanders, officers of the gendarmerie, Cus- 
tom House officials, and the heads of public services 
such as the posts and telegraphs, police, civil ad- 
ministrations, &c." As a consequence, it is affirmed 
that all diplomatic notes presented by the Allies 
receive evasive replies. ‘‘ Practically, the Germans 
have all the Spanish services in their hands, and 
utilise them as they please. This organisation, to 
which the Allies have nothing similar to oppose. 
extends all over the country, and is particularly 
manifested in the ports. The refugee ships enjoy 
great liberties—the fruit of numerous kindnesses— 
and are the general quarters of the Germans." The 
document is held, further, to demonstrate that 
“* Spain is a vast German: naval base, favoured by 
the authorities of the country." It seems, the news- 
paper adds, ''that the Government may at last 
decide to react. It can regulate the situation simply 
by applying the elementary rules of strict neutrality. 
As to the Allies, their action is inorganic; they are 


even incapable of directing, encouraging, and en- 


lightening their Spanish partisans."' 

The fact that such a staid and respectable news- 
paper as El Liberal has given publicity to extracts 
from the remarkable document in question shows 
that the reality of the German danger is becoming 
It is unfortu- 
nate, however, that the Madrid newspaper has not 
presented any facts of its own—facts which must 
of necessity be known in Spain. It is to be hoped 
that our Madrid contemporary, and the other news- 
papers which have now realised the Teutonic 
danger, will investigate thoroughly the question as 
to the extent to which the Germans are endeavour- 
ing to secure control over Spanish natural resources. 
If they would also throw some light on the manner 
in which contracts are placed with German firms by 
the military authorities, the information would be 
of value in circles outside of Spain. At the same 
time, we must bear in mind that a considerable 
amount of German business in Spain has been done 
from stocks held in the country by branches or 
agents of German firms in different parts of Spain, 
with headquarters in Madrid. If British firms desire 
to have a large increase in their turnover with 
Spain, they will have to follow this example, either 
individual or in combination. since the larger 
orders generally pass into the hands of those who 
also carry out the small, or comparatively small. 
transactions, even in electrical manufactures and 
accessories, light railway materials, ‹&с. 
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THE ROCHDALE CORPORATION ELECTRICITY 


SUPPLY UNDERTAKING. 


THE total capacity of the plant installed in the power 
house of the Rochdale Corporation amounts to 9,000 KW.. 
The original equipment comprised three 1,000-Kw. 


“Witton” turbo-generators driven by Howden turbines, 
these working at 5,800/6,600 volts, three-phase, 3,000 
R.P.M.; while the later instalments of generating plant 


4 


governor is provided, and is driven by worm gear from the 
turbine shaft. By means of an oil relay acting on the 
throttle-valve, the governor controls the speed within very 
close limits, approximately 1 per cent. variation from full- 
load to no-load. The “ Witton” alternators are of the 
General Electric Co.’s design and construction, having solid 


. steel rotors with machined slots, in which the exciting con- 


ductors are laid, the mouths of the slots being subsequently 
closed .by metallic wedges. | 
In the turbo-generators, as is usual in “ Witton " 


Fig. 1.—HowbEN-G.E. Co. 3,000-kw. TURBO-GENERATORS. 


took the form of two 23,000-kw. '*Witton" turbo- 
alternators coupled to Howden turbines, also running at the 
high speed of 3,000 R.P.«. The Howden turbines are of 
the pure impulse type, designed to give their output at a 
high efficiency, with a liberal margin of overload. The 
casing and diaphragms are divided on the horizontal centre 
line, the first three stages being arranged for partial admis- 
sion and the later stages for all-round admission. The 
disks are constructed of special Siemens-Martin steel forg- 
ings, accurately balanced. The rim of each disk is pro- 
vided with an inverted T-shaped slot to receive the blades 
and spacers, the gateway at which these are introduced 


Fie, 3.—G.E. Co. 300-kw. MoTOR-GENERATORS IN SUB-STATION. 


being subsequently closed up^by a patented process. The 
running clearances of the plates in both the axial and radial 
directions are approximately 4 in. 

Às will be observed from the accompanying illustrations, 
continuous bedplates are provided to take the turbines and 
alternators. The oil tank is situated in the middle section 
of the bed-plate, and is equipped with a cooling arrange- 
ment which maintains the oil in circulation, and also the 
bearings at а very moderate temperature. А powerful 


Fig. 2.—GENERAL VIEW OF THE ROCHDALE TURBINE ROOM. 


machines, great attention has been devoted to the venti- 
lating arrangements, separate cooling draughts of air beipg 
drawn in through wet air-filters by fans carried on the 
rotor shaft, for cooling the rotor and the stator respectively. 
The windings are strongly braced, giving adequate pro- 
tection against short circuits. The machines are liberally 
rated, as proved by the fact that both generators are 


frequently run by the Corporation with a load of 4,000 Kw. 
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Еа. 4.—'" WITTON” D.C. SWITCHBOARD IN SUB-STATION. 


for 12 hours on end, without showing any signof overheating 
either in the stator or in the rotor. ' 

The station plant includes two 500-Kw. motor-generators 
for supplying the local continuous-current requirements, 
the town mains being supplied at a pressure of 
240—0—240 volts on the three-wire system; the machines 
can also be utilised to supply power to the tramway, at a 
pressure of 500 to 550 volts, through a change-over switch. 
These motor-generator sets are shown in fig. 2, and run at 
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а speed of 500 R.P.M., the motors being of the synchronous 
type. 

The Rochdale Corporation has a number of outlying 
sub-stations for supplying various works, and a typical 
example of these is illustrated herewith. This sub-station 
contains three “ Witton” synchronous motor-generators, 
running at a speed of 750 R.P.M., which are illustrated in 
fig. 3, while a view of the controlling switchboard dis- 
tributing the direct-current supply to the works is shown 
in fig. 4. 

The electrical generating plant for this installation was 
supplied by the General Electric Co., Ltd., of Witton, 
Birmingham, Messrs. James Howden & Co., Ltd., of 
Glasgow, being the main contractors and manufacturers 
of the steam turbines. 

We are indebted to Mr. F. H. Rudd, A.M.I.E.E., the 
acting borough electrical engineer, for permission to 
publish these particulars and illustrations. 


ELECTRIC FIRES. 


By “HOT AIR.” 
** Fon each kilowatt-hour of electrical energy put into any 
type of electric heater, the same amount of heat is 
furnished. There may be some minor advantages in using 
one type of heater in preference to another type, but this 
advantage never consists in getting more or less heat units 
from a kilowatt-hour of electrical energy. This fact needs 
to be kept constantly in mind when discussing the 
advantage of electric heaters."—PRor. OSBORN, in the 
Elertriral World. 

The theory that **all the heat which goes tnto a radiator 
must come out of it, and that therefore the efficiency of 
every radiator must be 100 per cent." may pass muster in 
the lecture room ; but without attempting to controvert 
any law like those of the Medes and Persians, I submit 
that in practice this equality is not apparent. Speaking 
from the experience of one who has this winter sold (not 
hired) 1,000 electric fires from a showroom displaying fires 
by 10 different makers, I submit that two fires can be 
produced, each with the same current consumption, giving 
results as dissimilar as a 16-C.P. carbon lamp taking 
64 watts and a 60-watt metallic lamp. The laboratory 
experts’ claim that the heat must come out does not 
concern крио When a 8-Kw. fire of a certain 
well-known! maker is put against a 2-Kw. fire of another 
make, I will guarantee that five times out of six the 2-Kw. 
fire will be preferred for actual radiant heat, quite apart 
from the saving in current consumption. Where does the 
heat thrown off by the inefficient fire get to ? Does it lurk 
around the fire frame, or does it hover around the ceiling ? 
Probably the latter; but as our fires are sold to human 
beings, and are not intended to benefit ceiling-walking flies 
or Mahommed coffins, the heat that gathers above the 
head of the average man is as good as wasted. 


I can understand the cool reception given to ** Experi- 


ment's " suggestions by the makers, because it is obvious 
that when one has to get a fire by a “ well-known maker ” 
sent on by rail when he succeeds in making a sale, his experi- 
ence hardly warrants him in assuming the róle of adviser, 
and his ideas are apt to be a trifle crude. Let him stock 
at least one or two of each of the various makers' fires, and 
he will, I suggest, discover that there are already on the 
market several fairl$ satisfactory designs. My own 
experience has been that makers gladly adopt any sane 
modification or suggestion put forward regarding their 
apparatus. 

* Experiment " holds up the American manufacturers as 
models in this respect, but while I admit they are in a class 
by themselves for electrical table cooking appliances, irons, 
and vacuum cleaners, I find that we have nothing to learn 
from them in the matter of electric fires. This indis- 
criminate decrying of ourselves should cease. 

I think most electrical men will agree that the experience 
of the past two winters has gone to show that heating by 
electricity has a greater future than some of the quidnuncs 


` very hopeful. 


were wont to credit. Altogether, I should say the future is 
Prof. Osborn, already quoted, opines that 
for dwelling houses electric heating at 1 cent per Kw.-hour 
costs three times as much as heating by coal (with coal at 
30s. per ton), but this statement may be fairly put along- 
side of that of a speaker at the American N.E.L.A. that “ the 
best electric water heater on the market is the coal stove.” 
* Evidently,” he added, “ the Almighty didn't put enough 
calories into each kilowatt to make electric water heating 
feasible." Strange, indeed, that we should have to encounter 
this damning talk from electrical men. But the business 
will go ahead, in spite of these gentry. 


PUBLIC ELECTRIC VEHICLE CHARGING 
STATIONS IN GREAT BRITAIN. 


In view of the interest which attaches to the official list of 
charging stations recently published by the Electric Vehicle 
Committee, to which our readers are referred for full 
information in regard to charging facilities, tariffs, &c.. 
and in order to stimulate those supply undertakings—still 
very numerous—who have as yet taken no steps to support 
the Committee in its endeavour to secure that such facilities 
shall be available wherever practicable, we have decided to 
publish the accompanying map indicating, as far as 
possible, the localities which are mentioned iu the official 
list as offering charging facilities. 

. The practice of publishing route maps indicating where 
charging stations are to be found, is one which is followed 
by the New York Electric Vehicle Association in connection 
with its annual handbook of charging stations in New 
York City and vicinity, and one which our own Vehicle 
Committee might well adopt, either now or in the near 
future in connection with the metropolitan area, Our 
smal] inset map shows the position of London in regard to 
public battery charging stations, the main roads being 
indicated by dotted lines. 

The stations are situated as follows :— 

Barnes, High Street, Mortlake: Battersea, Lombard Road: 
Chelsea, 19, Cadogan Gardens; Southwark, Sumner Street: 
Clerkenwell, Graham Street ; Peckham, 124, Hill Street ; Hackney. 
Dalston Lane; Hammersmith, 85, Fulham Palace Road ; Hamp- 
stead, Lithos Road, Finchley Road; Hornsey, Tottenham Lane: 
Hounslow, Bridge Road ; Islington, 50, Eden Grove. Holloway : 
Poplar, Violet Road, Bromley-by-Bow : St. James (Westminster). 
Marshall Street, Golden Square ; Marylebone, (1) Richmond Street, 
St. John’s Wood, (2) Blandford Street, (3) Edison Acc., Ltd., Stour- 
cliffe Street ; St. Pancras, (1) Regent’s Park, (2) Tavistock Place. 
(3) Highgate ; Shoreditch, Whiston Street, Haggerston ; Stepney. 
(1) 27, Osborn Street, Whitechapel, (2) Narrow Street, Limehouse ; 
West Ham, Bridge Terrace, Stratford High Street. 

The. list is а modest one, all things considered, for such 
an ideal electric vehicle area as London, but we hope that 
progress under normal conditions will enable us to state in 
the not-distant future that, like the New York City Map. 
that’ of London is dotted with charging stations and 
garages. 

On the question of garages, an American contemporary 
states that the Central Park Electric Garage, which is 
operated under the auspices of the New York Hlectric 
Vehicle Association (and which was illustrated and described 
in our issue of July 2nd, 1915), used during the year 1916 
nearly 300,000 Kw.-hours for charging purposes, and made 
more than 30,000 deliveries of, and calls for, cars. In 
February, 1915, when it opened, 77 cars were garaged : 
now that number has been practically doubled. Another 
coptemporary from across “the pond” quotes Mr. Hdison 
as deploring the lack of charging facilities as a hindrance 
tothe growth of the electric vehicle business. He con- 
sidered that central stations should go into the electric 
garage business because of the intelligent supervision which 
they can give, and suggested that they should sell electrie 
current in the form of mileage, and perhaps‘ rent out under 
contract the washing and repairing of vehicles at fixed and 
reasonable charges. 

Mr. Edison is, of course, an enthusiast, but even so— 
having regard to his personal interest in the matter—his 
view that “ Ше growth of the electric vehicle has been 
hindered by the lack of charging facilities," should carry 


Yol, 80. No. 2,054, APRIL 6, 1917.) 


== 
| - E» *.e*? e L] 
р & — - — —— ` bfaa x Pil, €: ^ ! ornsey @ H ` 
——— —— =- t 2 q’ 7 % Mo } ` " ` E 
nk у 1 7 "Eo f ous Ka od 
ie yf А J Sr dé а i 
i; aaen — H ` ‘ ` ^" è KES ' АЧ, d | A H 
| ifi n — 9 4... ` [S , 0 ` - за ‘ ee | , : 
at —— eee ашк. Ж, ЭЕ. x „Ж Ж t E \ r 
| —À 5 Af ED. E- <, * Hampstead VP p и M Hackney x i 
ne *: ` M be N "s е У М а Ф, д 
A - „== жт 625 ә, ы 6. NS { of a “ ' 
I Н \ 1 =, isse, X R Gere NE West Ham 
= ` à M +4 „ә, I å D A. x 
E. * ‘ F ` = 
4 T LE 
* LJ Am. 


Kirkcaldy 


и 
7 
o 
3 
a 
= 
n° 
> 


ki 
t Ü " в 
|, z 
В z b % v. 
TS — ` -Saa 
Te = dis Г E М x ^ ‚ L 
i, se " < Ч g 35 ә 
Ta = VN ‘ А t \ сыы AE x Ez Sa Lr mae 
y M, Glasgow $7 ise \ same e m. Eo “Еее 0 =. 
\ ` а?" ау" » " 
à = dst decani, as X "UO d; & E = Y 
hae Ф Berwick x З меш A x I [t VM Lee, à ) 
' 4 ` N А" “е” (M Р. i 
Hamilton e sevo Ея ria СИРНЕ А » E М g nod Й, А 
Tu goatee P е ай Chelsea." Mn X Lo ^N ee 
Sa m. 5 4 " 3 ы oF » y «UM *t s d ig 
` "Ж VN o Peckham Y j 
» ol LR T--£---. 
LI 


& Kilmarnock { 
„Жер : ^ s ^ " d , , ^s 
% 4 Н Tz ` Net H м5 х E $ ~A 
N i} b * ‘ 
кс с , 4 “+ / / 


Ayr : 
Hounslow E Barnes ^ = 
| PR 4 aon 2 ew F fT IB í 
(N Hawick @ D pem ге нба 3 ; 2—6 
. = Е Е Е 
Tynemouth d — — — — — == == се == ====== 
|ы v = = - - — — — = — —— — = — — = ЕЕЕ = == 
л - m = mes = mc e — = m — — -— = = — — =>. —— 5 = 
К == \ South Shields : ——— — == =т= — == == 
тё — Qs See —— ======= == 
ДЕ == —— ——— ===== SSS 
А! == == = ] ———- с == == ——— SSS TSE 
{ E West Hartlepool w ee —— 
5 = ——— —————————— ————— 
Ld == Q x E 
on рамо Stockton-on-Tees —— SSS —— == = 
A : == с=т= 
i = SSS 
fir E EE SS = A —— Е = 
" == = =т= = > == 
| == 15 Е —— 
4 ЕЕ ЕЕС ae or m XE == SS ——— 
ap di ^ia LEG p I 
| ——— = T5 ~ е: ———————— —— LLL 
З = e Lancaster ‘ee York =т= E IL = > 02 = 
= Е Harrozaie @ HE ө SS ee : 
* SSS <= 
E сс ===== ——— => 


Bradford 
\ с == == == = 


fuss  —— -—— : | = 
] [д^ =т= - S 
^ t = = = = — <= = dx = E = = ч 5 x i Бе 
a =: e Nr 6 se E ———— е ay a) -9 Dewsbury \ 
ЕА: SSS ee = ——— L———— ——— ——— = 
= Ss |] f ee 9.99 => 
А == = у е re . SS — -— 
is == =e ^) seiten x din \ T EE LG == >= 
$ -e e me oi = im = vim E A ——- 
j 2 ——— - : Manchester = ee eee ә = 
uy == : Wigan D аң \ Mexborough == A > 
i! 125. Lx ! 7 © а = 
n mmt — — = “э | | = E - ~ - 
= st Helens Alderley Edge ! Que ILI ae T es 
| Worksop Linco!n Ss > | 
І SS - 


\ / 
& ү / Bakewell 


Birkenhead 
Farnworth rs 
~ W.ims.ow 


ils fà P — = = 
265 = \ 
= = = = \ E N my xm 
| = z A Chesier e N ~ alee en p ut ~ е. Mansfeld 
5—25; ie 4 T = 
== № их Р 
А SSS 7: 5 "a Stoke-on-Trent Z NA : ~- 
л b —— 25 P T —— ^ Mit : 
iN = —- ` Newcastle- -unúer-Lyme e Longton E. M 9 Grantham ч | Croraer EEG 
r E: EET р i Loughborough ` 
* == = _ 29, Ta 3 
à: g = : x / : Ma: ‘wot Drayton = E ims Же „ Q Melion Mowbray ® i 
' —— - Se eS > \ i б 
: = = / 7 Lo Kings Lynn % 
11 |> === = / ^ © Lel: ester \ N rwich € 
1 {ат Е. = | ы «n D \ e Stam{ord 
arr ——————— Y 
‘ea ——- — l Wolve:. samp ton @ Birm! \ Le zesto.t 
ot = irmingham & Yaneaton \ 
bos 2 — = | ! Dueh e Í. \ Q Tis 
Q9 SSS | \ | Roghy | , 
x = <= — = \ Kidderm.nster e ‚ 5 e Kettering Naw raarket Q Bury St- Eau. ancs ; 
дә. -— rare aee а > " 
qu JE—————- = я p. Fi А Wellingborough & = 
" се. == \ / 9, 05 = es E! NU tow mar ao 9 We? “фу, 
2 2 = \ Worcestir - E i Northampton е0" Cambridg? — ^ -— - 
= = == * туле. / "d EN Toswich e s 
= X / qv saos y 
E—— . Ka 4 
MP : / С: эшш 
Poss Cheltenham Chinping eng "d / "^ \ 1 — — 
mh Pare iu Se 


Watford 


‘a „Э 
s ©) Gloucester Ө p" wt ri 327 x 
Bic Q P `N NIS. s 1 
s = 25 


Р 
"4 = 
; = Merthyr T; d _Bourton-on- -the-Water / 
ў } Ё rs] ne oxtora © / {с а \ 
Жа 2 Swansea І " \ < 
Pontypridd e Faringdon - Wycombe ©. Layton \ ^ 
Kingston: “ford Sat 
a^ | Swinaon Ay Ылым e x T Darton чао 
8 istol | äi 2 D i П = 7 n rri я 

Bristo е 
А Newbury B \ © жерав Qo Gravesend eid П [y aisle 
———— >= T (АРА 6, Ф croydon € «M ccu 

SS —=—== = : Weston-super-Mare ы Leatherhead ES M 
T m ——— = 3 \ S ed г Waston: Carierlury b 
| s — Ө Frome А аза ӘӘ Dover tf 
- : orking Tondridge / ^ 
Minehead Salisbury inchester N & Godalming е 
Taunton % [e] 
EA е @ X Horsham 
Southampton 7а ay Lewes - 
~ Brizhton = 
X З ® Eastbourne | Е 
Lymington == сс 
Dawlish Cowas = : = t = 
"Newport. —-- — 
Ryde .— - 


-| Sandown and Shanklin == 
Ventnor se = 


y 


i 


ч 


e 
| 


R ELECTRIC VEHICLES IN (GREAT BRITAIN : CHARGING GTATIONS IN LONDON SHOWN INSET. 


Y CHARGING STATIONS FO 


чы PrsLic BATTER 


/ 


370 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,054, APRIL 6, 1917. 


considerable weight with electrical men on this side, and 
induce those who are in a position to do во, to provide such 
facilities when required. 

Although battery charging facilities do not necessarily 
involve the establishment of a garage, the latter should 
always include the former, and, in view of the opposition of 
certain sections of the motor (car) trade to the proposed 
clause in the Bill to be promoted by the M.E.A., to enable 
appropriate charging and garaging facilities to be provided 
by municipal anthorities, it would be interesting to learn 
whether these motor traders are willing themselves to install 
the requisite electrical charging plant, and to provide the 
necessary technical supervision. 

Up to the present they have shown no disposition to do 
this, and were the electrical contractor a little more enter- 
prising, we know of no reason why the sale, repair and 
garaging of electric battery vehicles should not remain in the 
hands of the electrical trader, instead of being tacked on, as 
a sort of side line, to the petrol-car industry. 


CARRON ELECTRIC COOKING 


A LARGE 
INSTALLATION. 


THROUGH the courtesy of Messrs. Carron Co., we 
are able to illustrate some of the features of the 
apparatus, comprising a large installation of over 
300 Kw., which has recently been completed, also of 
other apparatus manufactured at their works in 
Stirlingshire. | 
Fig. 1 illustrates one of many electric ranges con- 
sisting of three standard ovens measuring 22 in. 
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Ес. 1.—RanGk or THREE STANDARD OVENS. 


wide by 22 in. deep, by 20 in. high, constructed of 
cast-iron, with porcelain-enamelled steel linings 
throughout; it is double cased and heavily lagged, 
whilst the usual top and bottom heaters are fitted 
in all of them. Each oven is fitted with a tough- 
ened glass inspection window, and thermometer if 
required. The hobs on these ranges carry their 
standard fillings, of which there are two, each 
measuring 29 in. by 22} in., and another filling under 
which is mounted the grill. These fillings, which 
are machined quite flat, each have three boiling 
sections of various sizes and loadings, and the whole 
plate can be utilised for cooking operations, whilst, 
of course, the individual sections are working at a 
much higher temperature than the rest of the plate. 

Some of these have been in operation over a 


year for many hours at a time, with very satisfac- 
tory results. The loadings of this range are: ovens 
5.5. KW. each, grill 4 Kw., hob fillings 6 Kw. each, 
making a total of 32.5 Kw. 

At the back of the hob is mounted a white porce- 
lain enamelled splash plate; on which brackets are 
fixed for carrying the switchboard which has been 
extended over the hob, thus making it much more 
convenient for the cooks to operate the switches. 
Each heating element is arranged for three heat 
series-parallel control by means of the rotary indi- 
cating switches, which, with the fuses and pilot 


Fic. 2.—LARGE CannoN ELECTRIC COOKING RANGE FOR 
FACTORY USE. 


lights, are mounted оп the board. Also, the ruby . 
glasses in the pilot lights have etched upon them 
the element or section corresponding to that which 
the switch beneath it operates. К. 

The finish on four of these ranges installed in one 
particular factory engaged on Government work is 
bright nickel-plate and bright stove black enamel. 
Fig. 2 illustrates a bank of six of these ovens. 

The Carron method of standard units of ovens, 
hob fillings, &c., lends itself admirably to extension 
and ready assembly on site, as well as handling for 
transit. 

The hot closet illustrated in fig. 3 is one of eight 
installed in the same works as the ranges described. 
above. Each measures 22 ft. overall in length by 
2 ft. 9 in. high by 2 ft. 6 in. deep, and contains four 
compartments, with three shelves, all separately 
heated by standard interchangeable patent Carron 
elements. The bodies are of cast-iron, with mild 
steel sliding doors, whilst the linings and shelves 
are all of white porcelain-enamelled steel sheets 
wjth facings of half-round steel, nickel-plated, and 
polished. | 

Each section is rated at 5.25 Kw., making a total 
of 21 KW. per hot closet, and the heat regulation 15. 
such that three heat series-parallel control is ob- 
tained in each shelf. In this case, the rotary indi- 
cating switches and fuses are mounted on the ends 
and in the centre of the equipment, the finish of 
which is bright stove black enamel, with hob and 
facings nickel-plated and polished. 

The boiling table illustrated on fig. 4 is one of 
fivein the same equipment, and is designed on the 
same principle as the standard fillings described in 
the ranges, the only difference being that they are 
cast in one solid piece, carefully machined quite flat 
on the top and the element receiving surfaces under- 
neath. 

These tables each measure 6 ft. long by 2 ft. 6 in. 
high by 2 ft. deep, and are arranged for seven rect- 


angular boiling sections, which are shown in our 


view, rated at loadings varying from 2.5 to 1.2 KW., 
and giving a total of 17 Kw. per table. 

Al the elements are interchangeable, and are 
readily accessible, but owing to the robust construc- 
tion, renewals are cut down to a minimum. 

Solid bus-bars are used for the main connections 
where possible, and heavy-gauge nickel wire for the 
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In addition to the foregoing, a number of Carron 
iling disks ate used 


standard independent то-іп. bo} 
in these kitchens, which are rated at 1.6 KW., and 
are self-contained, with the usual heat regulation. 


‘There is also a 6-ft. hot closet similar to the larger 

t SUN ones, and a 3-ft. boiling table similar to the larger 

emmy one illustrated, only rated at half the loading, 

these bringing the total loading ‘of the plant up to 
2.8 KW. 

The installation of this plant has been going on 

| j for over a year, and it has not yet been working at 

its maximum capacity, but the results so far ob- 

tained are very satisfactory, and will no doubt lead 


remainder, no loose beaded wires entering into their 
construction whatever. 


On the back of the t 
‘ron skirting, and óver this is mounte 


able is mounted a 16-in. cast- 
d the control 


Fic. 9.—HoT CLOSET INSTALLED ar A FACTORY. 


board, which catries a rotary indicating. switch to 
give three-heat series-parallel control for each sec- 
tion. These, along with the fuses and pilot lights, 
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Fira. 6.—ELECTRIC Fisa FRYING AND Воплма SUITE. 


in other factories and 
fare of the employés ís 
the hands of our indus- 


to similar developments 
works now that the wel 
receiving more attention at 


trial concerns. 
ation, the Carron Co. 


have, during the last two years. supplied equipment 
for kitchen and ‘canteen installations in many con- 


ЧАГО 


Fic. 4.—Borina TABLE, SHOWING RECTANGULAR Воплма 


SURFACES. 


with numbered etched ruby glasses to correspond 
with the sections, complete the equipment of a table. 
the finish of which is bright black stove enamel 


with nickel-plated and polished facing and mould- 


ings. 


AND Окил, 


GE WITH PASTRY OVEN 


Гіс. 7.—CoO0K1NG RAN 


ablishments throughout 


AUR MAP trolled and Government est 
the country. | | 
The fish frying and boiling suite shown 11 fig. © 
PE consists of three pans, each measuring 20 1n. DY 1 
i in. by 44 in., fitted with wire basket, lid, and draw- 
2 off tap, and rated at а loading of 4 KW: 
'These pans are separately controlled by three-heat 
i ted in cast-iron 


rotary indicating switches, moun | 
fuses апа pjlot lights 


Fia. 5 .—ELECTRICALLY-HEATED Srock Pots. 
| switch boxes, along with the 
Fig. 5 illustrates two six-gallon copper stock pots, and fitted underneath the table. The switch boxes are 
each self-contained, an rated at a maximum O built up on the elastic princip e, and can be ex- 
red up to the usual three- tended to any capacity required. A deep skirting 
“is fitted at the back, and the total loading of this 
D 


5 KW. These are also wi 
heat rotary indicating switches on а standard board. 


a. 9 
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suite is I2 KW., the finish being bright black stove 
enamel. 

The range shown in fig. 7 is similar to the 
earlier ones described, except in capacity, and 
the addition of the grills. The smaller ovens 
are the standard size, loaded to 5.5 xw. each, 
whilst the larger one on the left-hand side is a 


Y Ji 


Fia. 8.—BaTTERY OF ELECTRICAL BOILERS FOR SHIPS’ USE. 


pastry oven, having three compartments each 
measuring 22 in. wide by 22 in. deep by 8 in. high, 
all heated top and bottom, arranged for three-heat 
control, and the complete oven having a maximum 
loading of 5 Kw. Over the ovens аге two 18-1п. 
grills, and a baking table for scones, &c., the load- 
ing of the grills being 5 Kw. each, whilst they are 
arranged for various degrees of heat regulation. 
The baking table measures 4 ft. 6in. by 2 ft., and is 
loaded to a maximum of 10.5 Kw., also being 
arranged for various degrees of heat regulation. 
The total loading of the equipment therefore 
amounts to 42 Kw., and the overall dimensions of 
the ‘suite are 9} ft. long by 6 ft. high by 2 ft. 6 in. 


Го. 9.—DouBLE COMPARTMENT ELECTRIO GRILL. 
t 


deep, whilst the total weight is 13 tons, but being 
built in sections it is easily portable. 

In fig. 8 we illustrate a battery of four five- 
gallon boilers, strongly but plainly made of heavy- 
gauge tinned copper; these are wired for 5 Kw. 
each, and are arranged for various degrees of heat 
regulation. They are connected to a switchboard 
which mounts pilot lights and fuses in addition to 


the rotary indicating switches. These boilers have - 


been specially made for use in ships' galleys, and 
are accordingly equipped with suitable swill ledges 
and strong lugs for fixing to the tables, whilst all 
the leads are enclosed in water-tight flexible metallic 
tubing. 

The grill illustrated in fig. 9 is a double-compart- 
ment appliance, loaded to a maximum of 8 Kw.; it 
has the usual fittings, and is finished in white porce- 
lain enamel inside. 


—— was 
-— - —- - 


' DECIMAL COINAGE AND THE METRIC 
SYSTEM, | 


IN accordance with the decision of the Council of the INsTiTU- 
TION OF CIVIL ENGINEERS to hold a series of meetings to 
discuss questions relating to the economic aspects of the engi- 
neering industries, on Tuesday last week, on the invitation 
of the Council, Mr. Harry ALLCOCEK delivered a lecture on 
the decimal system of coinage, weights, and measures. The 
lecturer emphasised the necessity of preparing for the deve- 
lopment of trade after the war, and remarked that inter- 
national trade tended to follow the lines of least resistance; 
we must, therefore, smooth the ways in order to facilitate the 
flow of abundant trade to our workshops, and thus to provide 
employment and ensure prosperity in the future. Dealing 
first with our monetary system, Mr. Allcock traversed. the 
history of the subject in this country, and, having shown that 
the vast majority of the world’s peoples had adopted decimal 
systems of coinage, he discussed the objections which had 
hitherto prevented the introduction of such a system in this 
country, in spite of the persistent demands of chambers of 
commerce, municipal authorities, and other important public 
bodies for legislation to effect it. Comparing the various 
proposals that had been put forward, he expressed a strong 
preference for the adoption of the florin as the standard coin, 
divided into 100 cents, and showed that the values of the 
sovereign and half-sovereign, and of all our silver coins, would 
be unaffected, the only change being a reduction of 4 per cent. 
in the value of the penny. 

Next taking up the subject of weights and measures, Mr. 
Allcock pointed out the defects of our existing ‘‘ system,” and 
the widespread adoption of metric units, and argued that any 
altempt аё reorganising our existing standards without making 
them uniform with those of other countries would be futile. 
Every country which had reformed its units had adopted the 
metric system—never the British system. As for the United 
States, which was still non-metric, the manufacturers of that 
country had hitherto been engaged mainly in supplying the 
domestic market and English-speaking non-metric countries, 
and had not been seriously confronted with the problem. If we 
adopted the metric system the United States would be certain 
to do likewise—and the converse was equally true. Russia, the 
third important State that had not yet adopted the metric 
system, nevertheless employed it to a great extent; our ad- 
hesion to British measures greatly hampered commercial inter- 
course with that country, and Russian correspondents of the 
lecturer continually urged our adoption of metric units. It 
had been argued that we might adopt the metric system 
individually and by degrees; but, just as the ‘‘ Daylight- 
saving ’’ scheme was only made possible by making it com- 
pulsory, so it was impossible for individual firms to put them- 
selves out of harmony with their neighbours in respect of 
weights and measures. By а canvass of engineering firms 
carried out by the ELecrrRicaL Review in 1915, it was shown 
that there was a majority of 4 to 1 in favour of decimal coin- 
age and the metric system, and & canvass carried out by the 
British Engineers' Association on a larger scale recently showed 
a majority of 83 to 87 per cent. in the same sense. Owing to a 
clause in the draft Bill, manufacturers were protected from 
interference with their plant and processes, and each could fix 
the date of change to suit himself, or continue to employ 
English units if he preferred. Existing patterns, &c., could 
continue to be used until they were worn out, when they 
could be replaced on metric lines. Mr. Allcock proceeded to 
read lengthy extracts from our last article on the subject 
(ELECTRICAL Review, March Brd, pp. 318-316), showing that 
the workshop objections to the adoption of the metric system 
were largely based on misapprehension, that standards and 
tools need not be scrapped, and that the British Engineering 
Standards Committee's specifications would not be rendered 
useless by the change. He concluded by emphasising the 
importance of adopting metric units in design. 

ера the discussion, Sir GUILFORD L. MouESWORTH de- 
scribed how he had been instrumental in introducing the 
decimal system of coinage in Ceylon, in the teeth of influential 
opposition; although the population consisted mainly of 
Cingalese and South Indian natives, no difficulties were ex- 
perienced in effecting the change; the results gave general 
satisfaction, and within six weeks the matter was forgotten. 
At a later date he had almost succeeded in bringing about the 
adoption of the metric system on the Indian State Railways. 
when political events intervened and prevented the consum- 
mation of his efforts. 

Mr. Otiver Bury suggested that the advantages of the 
decimal system were obvious to members of that Institution, 
who probably used decimals more than any otber profession. 
Many official reports had been presented in. favour of the 
system, yet the Bills were thrown out by Parliament in spite 
of the mass of petitions in support of them. Was it. due to 
conservatism, or to our having made money in the past too 
easily to be disposed to take the trouble of changing? But 
the times had changed. In the course of 16 years’ residence 
in South America he had experienced the disadvantages of 
our existing systems, and he could not too forcibly imprese 
upon his hearers the urgent necessity of learning the language 
and adopting the metric weights and measures—the two great 
factors essential to; the maintenance of our trade with South - 
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America. Spanish was now taught in London, and Portu- 
guese was being provided for; but we must quote only in the 
metric system. He urged that a Member of Council should 
be deputed to impress upon the educational authorities the 
pon: that decimals must not only be taught in the schools, 
ut also learnt—a very different thing. Finally, he suggested 
that a vote of the whole of the members of the Institution 
should be taken on the subject of the lecture, 

Mr. C. P. Sparks (Pres. I.E.E.) said that these lectures on 
commercial questions were of the very greatest value, and 
the closer cohesion of the engineering societies must give the 
best results. The Council of the INSTITUTION ОЕ ELECTRICAL 
ENGINEERS, in its recommendations to the Board of Trade 
Oommittee on the Electrical Industries, had advocated the 
compulsory adoption of the metric system. It was easy to 
see why, the electrical industry was in favour of that system, 
but it could not be adopted sectionally, and the matter was 
primarily a trade question. If we were satisfied with our 
existing trade, there was no more to be said; but if we wanted 
the oversea trade, we were bound to have the metric system. 
Whether the United States or Great Britain took the initiative, 
the other must follow; let us, then, lead the way! The 
adoption of a universal standard system was quite feasible, 
and must make for the advantage of civilisation. 

Sir А. DENNY said he was surprised. that 90 per cent. 
of engineers were in favour of the decimal system, but many 
people confused ‘‘decimal’’ with “metric” unnecessarily. 
Laplace stated that the metre was purposely chosen with a 
different value to any other measure to prevent jealousy; it 
would have been infinitely better if he had chosen the fathom. 
The original metric system had embraced many other matters 
besides weights and measures, all of which had been dropped. 
What would be forced upon us after metric weights and 
measures had been adoptéd? Why did not the metric people 
change the metre to 40 inches? Our inch was a good unit 
of length—why be hounded into changing it? 

Prof. W. О. Unwi said he had no objection to decimal 
coinage, or the kilogram, but to change the unit of length 
would most seriously affect the work of engineers. As re- 
garded foreign trade, five-eighths of the trade of the world 
was carried on by the United States and the Birtish Empire 
on the English system of units. Scientific men used the 
metric system because science was international, but it did 
not follow that it would be equally advantageous to engineers. 
The American Association for the Advancement of Science had 
formed an Association to promote the adoption of metric 
measures, but the American Society of Mechanical Engineers 
had formed an Association to defend the British units, and 
clearly America was not ripe for the change. He was informed 
that for trade with Russia there was no need to use any other 
than the English units; hence Russia was not ripe for change. 
In Japan the old units were in popular use, as well as the 
English units, except in the Army. The British Engineering 
Standards Committee, in translating its specifications into 
French, Spanish, and Russian, would place the metric values 
alongside of the English units; the Committee had also de- 
cided that certain metal sections should be standardised 
purely on the metric system. When our standard sections 
. were first introduced, the Germans took steps to obtain identi- 
cal sections from their rolling mills. 

‘Mr. J. A. F. ASPINALL cited Mr. Coleman Sellers’s conclu- 
sion, after 20 years’ experience of the metric system, that the 
system was not suitable for use in a mechanical engineer’s 
workshop, and pointed out that Mr. Sellers occupied in the 
United States a position analogous to that of Sir Joseph 
Whitworth in this country. He had made inquiries as to the 
effect on different railway departments of the adoption of the 
metric system, and found that the change would involve a 
large outlay; all weighing machjnes would have to be altered, 
ав well as all gas meters, and the tares of all wagons, private 
or railway owned. For this purpose 1,600,000 wagons would 
have to be weighed, and allowing 5s. per ‘wagon the cost 
would be £400,000 for this purpose alone. The Metric Bill 
alone would not suffice to cover many points, which would 
require further legislation. It was proposed to develop trade 
with our Colonies, and, if we adopted the metric measures, 
should we not have to maintain a dual system? The question 
. was whether our internal or our external trade was the more 
important; if the latter, that must settle the matter. 

Mr. RAVENSHAW remarked that of drawings which came 
before him some were in inches, some in millimetres, and. 
some a mixture of both; in design it was important never to 
mix units—one or other system should be used, and if. an 
exception was necessary, the dimension should be enclosed 
between brackets. 

Mr. E. C. Barton said that Australasia had sent her 
premiers, not once or twice only, to ask us to do something 
in the matter, as they were sick and tired of the old units. 
Australia was not lagging behind; she had backed the decimal 
weights and measures. She had children to educate, and 
could not wait. He had been lecturing all over the country 
on the subject, but was wasting his time, for he found every 
meeting in favour of the change. The reason why Mr. Cole- 
man Sellers and the other United States toolmakers opposed 
the metric system was because they were accused of being in 
league with Dr. Stanton, of the Bureau of Standards, to com- 
pel manufácturers to replace their tools, and they therefore 
declared themselves against the change. 

Prof. LuPTON said that the advocates of the metric system 


had failed to convince engineers and now sought to impose 
the system on them by compulsion. Once compulsion was 
started, where would it stop? He had nothing against the 
metric system, except that people tried to make it compulsory. 

Mr. E. A. W. PHILLIPS said it was difficult to work with 
vulgar fractions in the metric system. The metre was not 
international, being based on the Paris meridian, whereas the 
inch was the 500,000,000th part of the polar axis. We had а 
British metre of 39.6 inches directly descended from the old 
Senen yard, and he saw no reason why we should change 
our units. 


. Mr. Monckton, whose remarks were almost inaudible, 


stated that the Japanese Navy was adopting metric standards, 
and that Russia employed them. i 

Dr. G. B. HUNTER said he had not heard any arguments 
against the decimal or metric system. Our oversea customers 
wanted it—why should we not adopt it? The opposition was 
due to conservatism and old-fogeyism; whether the metre 
were right or wrong, we must adopt it eventually—it was the 
only unit that would help us as a trading nation. Let us 
be practical—where a change would do good, let us adopt it; 
where otherwise, leave it alone. 

Mr. HANSON considered that the educational aspect of the 
question had not been sufficiently pressed. Millions of children 
were learning obsolete, useless tables, and it was a most 
serious matter; the time saved could be utilised for useful 
studies. In Russia the metric system had practically been 
adopted; there were four other systems in vogue, and all of 
them might be met with on the same drawing. He urged 
hat e should come into correspondence with the rest of the 
world. 

In reply to the discussion, Mr. ALLCOCK welcomed the sound 
advice of Mr. Oliver Bury with regard to South America, 
which applied equally to other parts of the world. He had 
that day heard our system called the British '' wastes ” and 
measures. Mr. Sparks’s support was evidence that electrical 
engineers were wholeheartedly in favour of the metric system. 
With regard to Professor Unwin's remarks, he stated 
that, in an -American symposium on the subject, the mechani- 
cal engineers were the only body opposed to the metric system. 
In reply to Mr. Aspinall, he pointed out that the longer the 
change was delayed the greater would be the cost. If our ex- 
ternal trade were not already more important than our internal 
trade, it certainly must be in the future if we were to survive. 
Mr. Ravenshaw's remarks were in favour of the use of a 
single system. The word ‘‘compulsion’’ seemed to be an 
obsession with Professor Lupton, but unless compulsion were 
accepted the present condition of dual measures must persist. 
With regard to Mr. Phillips’s arguments, it was impossible 
to consider a third system. He was obliged to Mr. Monckton 
for his information regarding the Japanese Navy; China also 
was contemplating the early adoption of the metric system. 


SOME POINTS IN CONNECTION WITH 
ENGINEERING SPECIFICATIONS. 


THE paper by Mr. J. SHEPBERD was read and discussed at a 


. Meeting of the MANCHESTER LocaL SEcrioN of the INSTITUTION 


OF ELECTRICAL ENGINEERS on February 27th. 

_ Mr. S. J. Watson said there were a number of difficulties 
In purchasing fuel on the calorific value basis. Although 
several collieries in the Lancashire district had been 
approached ор many occasions, not one would enter into a 
contract for a supply on this basis. The percentage moisture 
varied very considerably with the same quality of coal, par- 
ticularly the “* washed-fuel’’ grade; in some cases this figure 
was about 15 per cent. Coal allowed to remain in railway 
trucks for some days during summer, for instance, would 
absorb 7 or 8 per cent. moisture. The grading of fuel on the 
basis of size had a considerable effect on the burning value, 
and the speaker suggested that the specification should provide 


. for dividing up the fuel into definite sizes starting, say, with 


washed fuel at 14 in. and going down to, say, 3 in., ог even 
smaller. With regard to cable conduits, undoubtedly for 
thickly populated districts with expensive excavations the 
“ draw-in " system was the correct one; in other cases, how- 
ever, cables laid on the solid system would give better results. 
The author’s suggestion to allow extra-difficult work to be 
included in the total contract price, rather than to make pro- 
vision outside the contract itself by means of a sc , was 
a very valuable one. 

Mr. G. D. Seaton said the best method of drawing ap speci- 
fications was to define the conditions and results to be obh- 
tained, leaving the contractor to meet the requirements with 
standard products, if and when suitable. The lengthy general 
conditions in some bulky specifications suggested that many 
engineers were'not aware how simply a satisfactory result 
could be obtained. In municipal trading rigid adbesion to the 
policy of accepting the lowest tender had been responsible for 
very Berious losses. 

Mr. S. FERGUSON said a manufacturer should not be required 
to read through & lot of superfluous matter when preparing & 
tender. General conditions, for example; should be istan- 
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dardised on the lines laid down by the Institution of Electrical 
Engineers, thereby obviating the necessity of special attention. 
Municipalities would help manufacturers considerably if they 
deleted the 10 per cent. retention incney on small contracts, 
say, less than £500. For quite large Government contracts 
for plant, full payment had been made after the final test. 
hegarding the technical requirements, switchboard specifica- 
tions should be either (a) complete in every detail, including 
drawings or diagrams, or (b) a bald statement as to the plant 
to be controlled, leaving the manufacturer to offer the most 
suitable gear. An important item sometimes omitted from 
specifications was the current density in current-carrying 
apparatus. Specifications for oil-break switches rarely speci- 
fied the inherent reactance of the plant to be controlled, and 
this was a vital matter; reactances varied from 2} per cent. 
to 15 per cent., which meant that the duty imposed upon 
the former switch was six times that on the latter for the 
sune size of plant. The system of inviting tenders as out- 
lined by the author was not liked by manufacturers, on 
account of the fact that standard apparatus was not usually 
suitable, the design of the purchaser having to be adopted. 
This demanded special tools and, furthermore, it was quite 
conceivable that purchasers’ designs would not take advantage 
of the progress being continually made. Government inquiries 
for switch-gear called for magnetic blowout circuit-breakers 
and knife switches without hinged contacts; both these re- 
quirements had been abandoned by leading п anufacturers. 
The bill of quantities was very rarely included in present-day 
specifications. 

Mr. W. KIDD said there was in many cases a preference for 
an intermediate course between the purchaser specifving in 
detail and sifnply asking for results; if carefully drawn up, 
intermediate-type specifications would obviate а tremendous 
amount of correspondence by giving the contractor details of 
conditions affecting the scheme. The guarantees should also 
be clearly stated. Purchasers should specify that curves show- 
ing effect of variation of such matters as steam pressure, 
vacuum, &c., in the case of turbines, temperature and 
humidity of atmosphere in the case of cooling towers, be sub- 
mitted with tenders, otherwise the guaranteed results could 
not be checked. The method of test should also be specified. 
Trouble frequently arose from insufficient information as to 
accessibility of site, use of tackle, builders’ work, &c. Pipe 
work and supports were ma.ters for which the purchaser 
should take full responsibility. "The general arrangement and 
principal dimensions of sub-station switchgear should cer- 
tainly be standardised. Other points to be specified by pur- 
chasers were limits of current density and temperature rise, 
performance of transformers, and power factors of motors. 
A more general adherence to the B. E.S.C. specifications would 
benefit both purchaser and contractor. 

Mr. Ковектѕох said that no engineer would attempt to 
issue working drawings or draft close specifications for such 
items as turbo-generators, but it was essential to give a de- 
scription of such plant and the nature of the tests to be 
applied, in order to prevent misunderstanding. The old-time 
procedure in regard to the detail in specifications was not at 
all necessary nowadays. Whilst he did not defend the biased 
conditions of contract issued by purchasers 10 or 15 years 
ago, he thought the B.E.A.M.A. conditions went to the other 
extreme and caused & good deal of trouble, which had not been 
altogether rernoved by the conditions of contract put forward 
by the Institution of Electrical Engineers. What was the 
object of advertisinz if only firms of ripe experience were to 
be selected? If this practice were adopted, each class of 
work would become confined to two or three firms and the 
smaller firms would gradually be frozen out. As experience 
had already proved, such a condition would result in being tied 
to standard designs and standard prices. Those who had been 
purchasing coal during the past few years looked upon the 
idea of purchasing on calorific basis as a vision quite un- 
attainable at the present time. The principle was undoubtedly 
correct, but the market had to be properlv educated to it. 
Some years ago he purchased coal on this basis from about 
16 pits, but a coal agent offered to supply any quantity of 
coal from the same pits in certain proportions at 9d. per 
ton less than the colliery proprietors’ agents offered, provided 
the calorific clause was dropped; the experiment was tried 
and.found quite successful. This proved that the severe con- 
ditions in the specification caused the collieries or agent to 
put a margin on the price to safeguard themselves, Some 
15 or 16 vears ago a pipe system was laid down in a district 
adjoining Manchester, and in changing from low to high 
tension recently, cables and wall boxes had been withdrawn 
of sufficient value to рау for the new high-tension and sub- 
station mains. This was mainly on aceount of the rise in 
residual values. Не did not consider it desirable to give 
publie work on contract where the local authority was also 
the supply authority; it would probably pay in every case 
to engage a sufficient number of workmen or call in help 
froin other departments. There was an unknown risk which 
the contractor had to cover when pricing his tender. A sys- 
tem of measuremept such as indicated by the author meant 
constant supervision and checking, and even then disputes 
arose. There was still plenty of room for co-operation he- 
en purchaser and mennfacturer, at least in standardising 
ldeas. 

Mr. J. FRITH agreed with Mr. Robertson's criticism of the 
D.E.A.M.^. conditions, as they were certainly not to the 


advantage of the purchaser, and, in the long run, not to the 
advantage of the manufacturer. In the present state of the 
industry it was not always sufficient to state what was 
wanted and leave it to the manufacturer. The purchaser 
knew the local conditions which rendered certain methods of 
manufacture unsuitable, and in that case it was necessary to 
state both results and methods to be used in getting the 
results. In the specification for the purchase of coal it waa 
not stated whether the higher or lower caloritic value was 
used. The Institution of Civil Engineers had lately decided 
that the lower caloritic value was to be used in power plant 
testing, also the lower value was to be the higher caloritic 
value minus 1,055 times the moisture plus nine times the 
hydrogen in each pound of coal. The use of the lower calo- 
rific value was an adinission that the moisture in the flue 
pases should not be condensed. 

The AUTHOR, in reply, said it was an extraordinary thing 
that coal, of which there was an output of something like 
300 miljon tons per annum in this country, was really the 
only nuneral practically all sold. without analyses. Regarding 
moisture, claims could be made against the coal dealer, but 
for every sixpence allowed the next tender would cover it. 
Mr. Watson said the percentage moisture varied according 
to mode of transit. This was not so, as coal conveyed by 
steamer showed a difference of 1 to 14 per cent. after ship- 
inent, whereas the moisture in Yorkshire coal might be as 
high as 14 per cent. Regarding Mr. Seaton’s view that the 
proper way to buy plant was to state views to the manufac. 
turer and leave it to him to attain the desired result, engi- 
neers had their opinions on this point, and whilst many tur- 
bines had been specified and sold in this way the designer 
had not in every case acquired the knowledge to build reli. 
able turbines. If exact requirements were specified, experi- 
ence had shown that tenders could be accepted from unknown 
firms, provided the shops were visited in order to ensure that 
they had the tools and tackle to handle the contract. Regar 
ing retention money, it was quite equitable wherever then 
was maintenance to retain a small proportion, say, 10 pet 
cent., until the maintenance period expired. A point was 
raised about causing contractors trouble іп makine pattern: 
and drawings. The contracts referred to never included less 
than two or three dozen articles. It might be the ideal method 
for the seller to supply standard articles, but when buying 
switchgear, say, 20 times, and getting 20 different types and 
sizes, the matter had a different aspect. It was surely up to 
the customer to pay for what was demanded. Regarding Mr. 
Kidd's valuable remarks on general conditions, British trade 
in the future was not likely to be built upon large documents. 
or even small documents like the B.E.A.M.A. conditions. It 
would have to be built on the system of trust and fair deal- 
ing, which had always been a criterion of British industry. 
Everyone would agree that the purchaser should get out his 


own pipes, otherwise there would be considerable trouble. 


The British Standard Specifications were all right up to a 
point, but they did not go far enough. The coal specification 
had worked successfully for 10 yeara. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 
devices and apparatus, which will be published if considered of 
sufficient interest, 


Simplex Combination Pin Plug and Lampholder Adapter. 


MESSRS. SIMPLEX CONDUITS, LTD., of Garrison Lane, Birming- 
ham. have introduced a useful accessory in the shape of a combined 
pin plug and lampholder adapter, illustrated in fig. 1, which 
enables a lamp standard, small heater, toaster, or suction cleaner to 


Fig. 1.—SIMPLEX COMBINATION PLUG AND ADAPTER. 


be connected up to either a standard two-pin wall plug or a lamp 
socket, whichever connection is most convenient for the particular 
situation where it is to he used. The two parta of the combination 
are connected by a small brass chain. When used to connect any 
small circuit to a lamp socket. the combination converts the lamp 
socket for the time being into a two-pin, socket, and the pin plug 
can be used to connect up in the ordinary way ; if, however. tem- 
porary disconnection is required, the pin plug can be removed and 
remains ready to hand (suspended by the chain) for reconnection. 
It thus gives the convenience of a switch. breaking aircuit on both 
poles. and the pin points are "dead," and therefore safe. after 
removal, no portion of the circuit remaining alive, 
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The adapter is substantially constructed, the lampholder attach- 
ment consisting of the brass connecting plugs moulded into fire- 
proof material or cocus wood, and the plug points being mounted 
on a china head with fibre disks for convenience in wiring. It is 
suitable for any temporary circuit up to 5 amperes at 220 volts, 
ав made in two sizes, to fit 3 and 5-ampere standard plugs and 

olders. 


" Calorite ” Electric Heating Apparatus. 
A list recently issued by the BRITISH THOM&SON-HOUSTON Со.. 


LTD.. of Mazda House, Upper Thames Street, E.C., gives particulars ` 


of a wide range of lamp radiators, electric fires, convectors. 
irons. &c.. of British manufacture. In electric fires, a large variety 
ів shown. from the simple one-bar portable type loaded to 1 KW., 
for heating small offices, bathrooms and the like, to powerful fires 
' taking up to 4 KW., and suitable for the largest apartments. The 
coil type fire-bars are of the Quead type. standardised at 1 KW., and 


eee mr as ae 


Fig. 2..—'CALORITE" RADIANT GRILL. 


can readily be renewed if necessary ; the elements reach a red 
heat within a few moments of being switched on. Several forms 
of "'Calorite" non-luminous and semi-luminous convectors are 
illustrated, suitable for use in entrance halls, corridors, public 
rooms, workshops and other places where no glow is required, and 
are listed in a number of forms. "Calorite" wire is used for the 
elementa, the loadings ranging from 500 to 2,000 watts, according 
to size and type. | 
The famous '' Calorite " flat irons are listed, covering all sizes of 
smoothing irons with “ Calorite " elements, for both domestic and 
laundry use. The new “leaf” detachable heating unit is designed 
to heat the sole evenly without raising unduly the temperature 
of the handle and upper part of the body. Domestic irons are 
supplied in sizes from 4 to 8 ib., and with loadings from 400 to 


i? 


LT a, rR 

APTE Rosae eee ЫД У 
у? аР t T Ф 
d aas Айы n LaL di / | a- 


"ue" e+ 


үе, 


Fic. 3.—" CALORITE'' Hot-PLATE. 


600 watts, the laundry models being made up to 18 1b., with pro- 
portionately higher ratings. For industrial and domestic purposes, 
" Calorite"' hot plates and soldering irons are offered. The former 
is rectangular in form, and of cast-iron, mounted on four sub- 
stantial legs, and fitted with elements loaded to 1,000 watts. 
Electrically-heated soldering irons operate continuously at the 
correct sotdering temperature, and may he used out of doors 
without risk of cooling. Other useful devices listed include the 
" Calorite " radiant grill and. toaster for table use, and the 
" Calorite" kettle. The radiant grill is an extremely neat and 
handy cooker. which may be used for grilling, toasting, stewing, 
or frying. The device, which is here illustrated (fig. 2), takes 
600 watts only, and may be operated from any lampholder. 

The kettles are listed for 2—{ pints, and are rated at 500 to 
. 700 watts. 


| An Improvised Military Telephone Exchange. 
This type of improvised exchange has been used in the battery, 
&nd has been found to work very well. It is made quite easily 
"from very simple materials, which can be obtained always, says 
` Lieut. W. P. K. Warren, R.A.G., in the Journal of Artillery. It ia 
an eight-line exchange, and two telephones are used. The scheme 
of working is as follows :— | 
Referring tothe diagram, fig. 4. strips of thin brass А are screwed 
to the base block, and have their ends bent up to clear strip B. 
Strips © are also screwed to the block, and are bent to clear strips 
A and also strip D. Contact between the various strips can be 
made by inserting a plug, of bent brass, at any of the points where 
. the strips cross. Normally plugs are kept in all along bara B and 
D, and calls from the various stations are received in one or other 


of the telephones. The diagram shows the arrangement of the 
plugs when Billets is speaking Flank O. P. 

They get no interference from other lines. and the battery 
exchange operator can tell when they have finished by putting in 


. his plug to telephone now and again. 


When shooting is in progress, and a clear line from a battery 


telephone to an O. P. (observation post) is needed, the other three 


Fic. 4.—IMPROVISED TELEPHONE EXCHANGE. 


lines are transferred to the other telephone by moving their plugs 
up one place. Thus no line is, even temporarily, cut off. 

The brass is cut from an 18-pounder cartridge case. The 
terminals come from worn-out telephone cells. The base is 
8 in. square and 1 in. thick, and should be well soaked in melted 
candle grease. The two terminals X and y are used for the other 
section of the battery and the other battery of the brigade.—- 
Telephone Engineer. | 


LEGAL. 


AGREEMENTS WITH GERMAN CABLE COMPANIES ENDED. 


A SERIES of motions for judgment in default of defence on behalf 
of the Eastern Extension, Australasia, and China Telegraph Co., 
Ltd.,the Eastern Telegraph Co., Ltd., and the Europe and Azores 
Telegraph Co., Ltd., against the Deutsch-Niederlandische Telegraph 
Co. and the Deutsch-Atlantische Telegraph Co., which had taken 
over the business of the German Submarine Telegraph Co., came 
before Mr. Justice Coleridge in the King's Bench Division on 
March 29th. 

Mr. В.О. B. LANE (instructed by Bischoff, Coxe, Bompas, and 
Bischoff), who appeared fer the plaintiff companies, said the 
motions were allin actions brought for declarations that certain 
cable contracts and agreements with the German companies were 
void owing to the war, and should be terminated. The plaintiff 
companies took action after full consultation with the Foreign 
Office, and with their concurrence. No appearance had been 


entered on behalf of the defendants, though all proper steps had 


been taken. 
His LORDSHIP made an order in each case as asked, terminating 
the contracts and agreements. 


CORRESPONDENCE. 


. Letters received by us after 5 P.M. ON TUESDAY cannot appear unti. 


the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address іп our possession. 


Decimal Coinage. 


Having read the able article in your issue of the 23rd inst. with 
much interest, I venture to suggest some simplification of the 


Scheme proposed for the reform of our coinage. 


Why should we not simply retain the sovereign and its tenth 
part, the florin, a& proposed by the ELEOTRICAL REVIEW, but, 
instead of importing such a very un-English coin as the cent, 


‘continue to use the half-florin, or shilling, and make ten pennies 


go to a shilling instead of twelve? 

The useful sixpence could still be retained, but it would have to 
be called "fivepence" instead. The half-penny would also be 
retained, at the rate of 20 to a shilling. 

Crowns, half-crowns, four-shiling pieces, and even the eccle- 
siastical threepenny-bit should be abolished, as they only tend to 
confuse foreign visitors (and even natives), and give an enormous 
amount of unnecessary trouble in banks and counting houses where 
large quantities of cash are handled. 

Farthings should be abolished. It is difficult to see what is the 
use of a farthing to a country that spends six and a-half million 
pounds a day on war. They are merely a nuisance; the product 
of the " retail mind," which ought to be scrapped along with them. 

The change-over would be simplicity itself ; the scrapped silver 


 eoins would be called in, and re-struck into florins, shillings. and 
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five-penny pieces. The copper would also be called in. and pennies 
and half-pennies re-issued the following day at the rate of 10 and 
20 a shilling respectively. instead of 12 and 94. 

Steps would, of course. have to he taken to prevent enterprising 
persons from accumulating copper for the rise in value. That 
wonld present no real difficulty. 

Retail shopkeepers might scream. but all they would have to do 
would be to consider the enhanced value of the penny and the 
halfpenny when writing out new price tickets on the next weekly 
turn of the profiteering screw. Incidentally, the delusion that the 
draper makes only a farthing per yard on materials sold at. say, 
11$4., would disappear. The advantage of this scheme would, I 
venture to submit, be enormous. [n the first place. the retention 
of the penny would save from the scrap heap all the existing 
penny-in-the-slot meters. telephone apparatus, toffee machines, 
automatic weighers that won't weigh. and other plant. The 
system would have British characteristics, but. at the same time, it 
would be a true decimal system lending itself to every operation of 
arithmetic and book-keeping with the greatest. facility. 

I venture to assert that it would have a definite effect on the 


‘number of our allies and friends visiting this country after the 


war. who would no longer have to add an extraordinary and 
mystifying coinage to the other difficulties of our strange land. At 
the same time, unless I am ignorant of ome important factor, the 
scheme presents the very minimum of difficulty or delay in its 
adoption. 

~ | G. W. 


[We welcome our correspondent's letter ; but would his scheme 


. really retain the penny ? Не takes the “5-cent " piece and calls it 


the "penny," but the change in the value of the nominal] penny 
would be 20 per cent. increase. whereas the 4 " cents" would have 
a value only 4 per cent. less than that of the existing penny. We 
are unable to agree that a smaller coin than a halfpenny is un- 
necessary.—Eps. ELEC. REV. | 


WAR ITEMS. 


Prohibited Imports and Exports.—Proclamations signed 
on March 30th, prohibiting a large number of imports and 
exports, appear in the London Gazette for March 30th. 


Trading with the Enemy.—The ‘‘ London Gazette ” for 
March 20th contains a list of additions, &c., to the list of 
bodies and persons with whom trade is prohibited in Argen- 
tina and Uruguay, Brazil, Chile, Colombia, Netherlands, 
Spain, Sweden, &c. 


From Bangalore.—A Lieutenant with the Forces at 
Bangalore writes :—'' The Review reaches me regularly each 
week, and it is always a pleasure to dip into its pages and во 
keep in touch with familiar names and associations, and all 
that goes on at home affecting electrical interests.” 


Hong Kong and Enemy Trading.—A Press dispatch states 
that the Hong Kong Chamber of Commerce at the annual 
meeting. passed a resolution confining membership of the 
Chamber to British subjects. Resolutions were also passed 
favouring legislation limiting Government orders to British 
firms, for the prevention after the war of revival of the use 
of enemy trade-marks, and opposing the return of enemy 
subjects to the colony. 


. The British Trade Corporation.—In reply to a question 
in Parliament, Mr. G. H. Roberts, M.P. (Board of Trade), 
said that Lord Faringdon had been invited to proceed with 
the formation of an institution on the lines recommended by 
his Committee on Finance and Trade after the War. The 
preliminary steps had been taken, and the British Trade Cor- 
poration would very shortly be formed under Royal Charter. 
'The object of the Corporation would be to afford credit faci- 
lities for British trade, especially in cases falling outside the 
scope of existing banks and banking houses. 


| Pre-War Contracts.—The President of the Board of Trade 

has appointed Lord Buckmaster (Chairman), Mr. C. 3 
Guthrie, Mr. Lennox Lee, Mr. F. D. Mackinnon, K.O., Mr. 
Walter Raine, Mr. F. G. Rice and Mr. T. Worthington to be 
a Committee to consider and report on the position of British 
manufacturers and merchants after the war in respect of con- 
tracts entered into by them prior to the war with persons or 
companies in the: United Kingdom or in Allied, or neutral 
countries, the fulfilment of which has been prevented or im- 
peded by the war, and as to the measures, if any, which are 
necessary or desirable in this respect. 


Exemption Applications.—At Swindon, the Corporation 
Tramways Committee appealed for a brake-fitter (33), passed 
in B1. Mr. A. Dimmack, electrical engineer, said that the 
Army had failed to find a substitute, as hoped. He had a 
'' scratch '"* staff now, and it was very difficult to carry on 
the work. Two months’ exemption granted. ; 

At Btoke-on-Trent, Mr. W. 'Thorn, manager of the Potteries 
Electric Traction Cos, reported that Һе had agreed with the 
Military authorities to release 91 men in Class A, who are 
to be released when substituted. Lieutenant Malkin said that 
arrangements had been made with the Army authorities for 
the return to the company's service of skilled men who were 
not in the higher categories, and as these returned the Class 


A men would be released. The Tribunal acquiesced in the 
arrangement. 

At Northallerton. the Electric Light Co., Ltd., appesled 
for a member of the staff, and the secretarv intimated that 
if the man was called up the only alternative would be to 
close down. Exemption was granted until a substitute is 
provided. 

At Chatham, the Tramway Co. appealed for four motor- 
men, a switchboard attendant. an asaistant overhead lineman, 
the chief clerk. and a storekeeper and traffic clerk. The 
manager, Mr. W. Jensen, said that the lineman had been 
passed for general service, although he had a withered hand. 
The chief clerk and one motorman were each exempted until 
Tune Ist, and the others were directed to serve when substi- 
tutes were provided. : ; 

Rawmarsh Tribunal have granted conditional exemption to 
a tramway switchboard attendant (21), three motormen, and 
a stoker and repairer engaged at the tramway depót. 

At Shiplev, F. Buckle, an emplové of the District Council 
electricity department. was exempted till July 31st, and T. 
Hull, an employé of the same authority, was given till Sep- 
tember 30th. . . К 

At Burnlev Tribunal, Mr. Starkie. electrical engineer, ap- 
peared in support of the claims for three switchboard attend- 
ants, two aged 91, the other 19, and also for an apprentice 
electrical engineer, aged 18 (all single men). Mr. Starkie 
stated that his staff had been reduced to an absolute min- 
mum. and he considered it would not only be undesirable, 
but dangerous if any more were taken unless they were gub- 
stituted by practical men. The Chairman said the three men 
were very young. The electrical engineer stated that thev 


were very capable; they had control of the gwitchboards and: 


were approaching the end of their apprenticeship. They were 
hadged men, and held trade cards. The Chairman gald if 
the men still retained their badges and trade cards thev 
would not be called up. Mr. Starkie withdrew the appeals 
of the three &witchhoard attendants. The claim respecting the 
18-year-old apprentice was non-assented. — n 

At Brighton, the Military had а review made of condi- 
tional exemption allowed to five employés at the Corporation 
electricity works. The engineer stated that 83 men bad en- 
listed from the works, and the present staff was about 180, 
as against 220 or 930 before the war. А fuseman (33, in Class 
B1) was given a final month; a fitter’s labourer (38, Bl). 
two months; a labourer (37, C2), a switchboard attendant (40, 
C1), and а wireman (33, O9), four months each. К 

At the Shoreditch Tribunal, a firm of electrical engineers 
and contractors appealed for the second time for J. Green, 
aged 37, an electridal fitter, class C3. He was engaged on 
important electrical work, and such men were very scarce 
nowadays. The Tribunal decided that, in view of the man’s 
classification, he would be much better engaged in carrying 
on electrical work, which was undoubtedly of national im- 
portance at the present moment. The Tribunal granted six 
months, and advised Green to try to do V.T.C. drills. 


COMPARISON OF ELECTRIC WINDING 
SYSTEMS. 


A RECENT issue of the Colliery Guardian contained an abstract 
of a paper on the above subject, read before the South 
African Institution of Electrical Engineers, by Mr. 8. E. T. 
EwriNG, from which we reproduce the following extracts :— 

Sufficient experience is now available with both alternating- 
current and Ward-Leonard winding plants to make it ет- 
dent that either type can economically and safely carry out 


- all the present requiremente of main winding engines, and 
that definite advantages appertain to each type, making each 


commercially and technically preferable under given circum- 
stances. The principal operations which main winding en- 
gines are required to perform are: Shaft sinking; winding 
from one level; winding from several levels; raising and 
lowering men; lowering timber, pipes, drills, and general 
machinery and supplies; dead slow winding for shaft and 
rope examination, repairs, &c. АП these operations are nor- 
mally carried on in balance, i.e., with both drums clutched to 
the driving shaft. Operations which usually necessitate out- 
of-balance running, i.e., with one drum unclutched, аге: 
Taking off, turning end for end, or renewing main an 
ropes; adjustments for stretch of ropes; alterations of rope 
lengths for drawing from different levels, o. А 
Apparently only опе deep level shaft has been smk with 
electric plant, viz., the Cinderella Deep South Shaft, The 
obvious danger inherent in electric winding in relation to 
shaft sinking is the possible failure of power after the light- 
ing up-signal for blasting has been given. At the Cinderells. 
where direct three-phase motors were used, the difficulty was 
got over by the use of a synchronous machine coupled to 8 
fivwheel floatinz on the winder bus-bars, which was put into 
commission at blasting time. be ерат plant, with the 
Ilgner flywheel arrangement, would, of course, equally 
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meet this difficulty. Further, the adoption of electric blasting 
would remove the difficulty entirely. Main winding at the 
present purchased price of power on the Rand being admit- 
tedly far more economical than steam winding, the economic 
advantage of sinking with electricity is patent, provided the 
load factor of the plant does not fall too low. 

The economy of the Ward-Leonard svstem when winding 
from one level js greater in so far as the accelération losses 
are smaller, and, further, if and when the speed-time curve 
for the wind involves braking in order to secure a rapid 
retardation near the surface, this braking is performed 
regeneratively. On the other hand, the economy of the alter- 
nating current plant is greater in so far as it has no motor- 
generator losses. Hence the relative economy under tha 
some mechanical conditions is a function of the frequency of 
winding. The important point to benr in mind is that while 
fhe maximum frequency of winding is limited and defined bv 
the general conditions. the average may be much lower, and 
it is therefore essential. if a proper comparison is to be 
arrived at, to estimate this average correctly. Tt is obvious 
that the lower the frequency of winding, the greater the gain 
to the alternating current, and conversely, the hicher the fre- 
quency the greater gain to the Ward-Teonard. For example, 
it has been found that the consumption per hour is equal 
for the two engines discussed at a fremuency of 12.5 trips per 
hour, the maximum freauency being 30, and the average 95. 

Assuming that the estimated frequencv of winding is suffi- 
ciently high to show a clear gain for the Ward-Ieonard in 
power consumption per ton hoisted. it then becomes neces- 
вагу to consider whether the capitalised value of the power 
raved ig sufficient to cover the additional capital cost of the 
Ward-T.eonard equinment, which would presumably in aM 
cases be in the neighbourhood of 50 per cent. in excess of the 
alternating current equipment, Tn general, & winder is 
onerated steadilv for a spell of perhans seven or eicht hours, 
with an idle spell of four to five hours, twice dailv. 

Exnerience has shown that the maintenance cost of both 
tvnes of nlant is quite small relativelv to that of a steam nlant. 
Other things being eqnal, the Ward-Teonard plant. with its 
two large sets of brush rear and commutators, entails more 
maintenance than the plain indnction motor of the alter- 
nating current plant. On the other hand; a certain amonnt 
of attention is reauired bv the forward and reversing switches 
and liquid controller of the latter. 

From the point of view of safety in winding. neither tvpo 
offers anv marked advantage over the other. Relative ease 
of handling for winding denends mainly on whether the con- 
ditions do or do not reauire a reversal of the direction of 
torque on the drum shaft. The simplest condition, moet 
favourable to alternating current control. is the case where 
uniformlv balanced running is secnred bv means of a tail 
rope, and at the same time the energy. of the moving system 
is recovered hy shutting off power and allowing the engine 
to “run out," timing the moment of shutting off so that the 
skip comes to rest in the tip with л minimum apnlication of 
the brakes. Several larce alternating current winders are 
running under these conditions, and the ease of control leaves 
nothing to he desired. The contrarv condition is that in 
which no tail rone is used in а deep level shaft, and conse- 
quently the weight of down-going emptv skin and rope ex- 
ceeds, at and below a certain noint in the rhaft. the weight 
of the full up-coming skip and rope. To tin the skip then 
necessitates a reversal or torque on the drum shaft, or the 
apnlication of the hrakes. The brakes merelv* waste energv. 
and in the case of the alternating current plant a reverral 
of torane means a corresponding dissipation of energv in the 
controller. On the other hand, with a large Ward-TLeonard 
control, the nesative work is absorbed regeneratively and with 
perfect ease of control. | 

The most imnortant point arising from winding from 
several levels relates to the necessity for frequent clutching 
and unclutching of drums. The difficulties arising therefrom 
ds equally to alternating current and the Ward-Leonard 
plant. 

Under ordinarv conditions it is not practicable to assure 
an upcoming !oad of men to balance a down-going load. 
Hence, in cases where a large number of men have to he 
handled, the Ward-Leonard system, on account of its re- 
generative properties, shows a distinct gain in economy. , In 
а particular case, where approximately 900 men form the 
complement on one shift, a single Ward-Leonard winder 
using three-deck cages holding 60 men, and lowering the shift 
in one hour to 3,800 ft., the net input of energy over the hour 
18 practically nil, the regenerated energy sufficing to wipe 
out the motor generator and winding motor losses. Raising 
and lowering men present no particular difficulty to the alter- 
nating current plant, but where & large complement is 
ш the Ward-Leonard plant has a clear economic advan- 

e. 

The regenerative property of the Ward-Leonard again offers 
an advantage where, as in large mines, the quantity of timber, 
pipes, rails, and drills lowered is very considerable, and is 
always in excess of the weights of drills raised. One, if not 
the greatest, source of trouble with the earlier alternating 
current plants arose out of this matter of lowering. It is, of 
course, perfectly feasible to lower at synchronous speed, and 
also to apply reverse current when braking, but designers 
appear to some extent to have overlooked the fact that under 
the latter conditions a large amount of additional energy has 


to be dissipated at the controller. Overheating and flashinc 
over at the latter resulted. alternating current plant is 
essentially less economical than the Ward-Leonard when 
lowering at less than the synchronous speed, and in practice 
only a small portion, if any, of a lowering trip can con- 
veniently be done at synchronous speed. 

Again, no difficulty arises in practice in dead slow winding 
for shaft examinatigns, &c., with either type of plant. On 
the score of ease of handling, the Ward-Leonard has the 
advantage, because a definite speed, however slow, corre- 
sponds to a definite position of the controller lever, whereas 
in the case of the alternating current plant the liquid controller 
is sensitive and subject to fluctuations in reeistance at low 
speeds. On the score of economy, the Ward-Leonard is 
greatly superior, the input being practically proportional to 
the speed, whereas in the case of the alternating current the 
input during slow winding amounts to nearly the same as 
would be required for full-speed winding over the same 
period. As ropes are examined at least monthly, and shafts 
at least weekly, and the operation in each case for a 4,000-ft. 
shaft occupies an hour or more, this latter becomes of some 
Importance. | DEM 

Every winding engine should be capable of raising its-full- 
rated skip or cage capacity when working single drum, i.e., 
ur balanced. The motor must be capable of exerting the full 
necessary torque under unbalanced conditions, both to be in 
accordance with the regulations for safety, and also in order 
to be able to perform various operations in connection with 
the replacement of ropes, both main and tail. As these 
operations are comparatively infrequent, there is & natural 
tendency to cut down the size of the motor to a point where 
it can only perform this work under rather severe overload 
conditions. When this is the case, the alternating current 
is apt to give trouble at ite weakest point. the liquid con- 
troller, and the Ward-Leonard probably at the corresponding 
weak point, the commutator of the motor generator. Any- 
thing of this kind which renders probable the opening of the 
main control switch on overload is apt to be exceedingly 
dangerous, because at the moment the power fails the engine 
is supporting its maximum unhalanced load: and an accident 
can only be averted by the holding power of the brake on one 
(the clutched-in) drum. Tt is obvious that this kind of under- 
estimate of the conditions cannot occur in the case of plante 
that run normally without tail ropes, as do several of the 
largest electric winders on the Rand. The point is one of 
considerable importance. 'The even turning movement of an 
electric winder renders the use of & tail rope (which is apt 
to sway with the uneven turning movement of a steam 
winder) a perfectly simple proposition, and its use naturally 
reduces the peak load, with a corresponding rednction in the 
motor rating. On the other hand, it has to be тте in 
mind that the design of the plant must allow of sufficient 
toraue being develoned to raise the full nnhelanced load 
without any signs of overstrain. То the case of the alter- 
nating current, owing to the large overload torque poss- 
bilities of the induction motor, compromise is not difficnlt, 
and resolves itself mainlv into an extra large controller, 
Tn the case of the Ward-Teonard plant, it seems doubtfnl 
whether full security under maximum torque conditions is 
compatible with the considerable reduction in rating which 
the use of a tail rone renders nossible under normal conditions. 

The foregoing remarks anniv to the conditions on a number 
af mines, where the depth is hetween 3.000 and 4.000 ft.. and 
‘the tonnage hoisted is not greater than 160 tons рег honr. 
The new deep level shafts will attain denths considerably 
over 4.000 ft. At nch depths it is difficult to secure the 
minimum requisite factor of safety in hauling ropes. and 
therefore the pros and cons of two-stage winding are VWkelv 
to come again under discussion. Further, the additional 
nower required tends to place the single large direct-connected 
induction motor out of court, owing to the excessive size and 
low-nower factor. Mechanical reduction gear for these larre 
motors is, as far as Rand practice ія concerned, quite untried. 
Altogether, therefore. it mav be assumed that a new and 
highly-interesting series of probleme still lies hefore the 
designers of electric winding plants, and that finality in size 
and design has bv no means vet been reached. The follow- 
ing summarises euch of the foregoing remarks as refer to 
direct. comparison of the alternating current and Ward. 
Leonard svstems under different conditions :— 


Conditions. A.C. Ward-Leonard. 
1. Shaft sinking Equally effective on all points at approxi- 
mately equal capital cost. 
2. Rock winding from 
one level 
(a) With tail ropes Relative economy dependent on frequency 


winding. 
Lower capital cost. 
Equal safety and ease of handling 
(h) Without tail Lowercapital 
ropes cost А 
3. Rock winding from Lower capital =. 
several levels cost 
4. Raising and lower- Lower capital 
ing men cost 


re P TED 


Superior'economy over all. 
Easier-to handle. 


5. Lowering supplies Lower capital 
cost 
6. Dead slow winding Lower capital 
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AN INTERNAL-COMBUSTION TURBINE. 


In view of the importance to the electrical engineer of any 
device offering a prospect of solving the problem of the gas 
turbine, the following particulars, by Mr. A. W. H. Griepe 
in Power, should be of interest :— . 

The machine described is rated at 100 H.P., and has 
made a number of runs. The results so far obtained, it is 
stated, are promising, an efficiency of about 20 per cent. 
having been indicated by a rough test. 


Fig. l.—PosiTION OF TURBINE WHEEL AT 
BEGINNING OF ADMISSION. 


The turbine consists of a rotor similar to that used in a 
reaction type turbine, with the blades distributed in four 
equally spaced groups around the periphery of the wheel. 
Each group occupies one-eighth of the circumference, as 
shown in the cross-sectional views, figs. 1 to 3. On the 
rotor is.mounted a valve band R, also shown. The band 
acts as an admission and cut-off valve between the explo- 
sion chamber and the fuel and air supply. The stationary 
element contains the explosion chamber, also the ring 
chamber for the fuel and air supply, as shown in figs. 1 
and 3. It will be seen that the nozzles are mounted so 


Fic. 4.— CYCLE DIAGRAM. 


that the gases flow from the inner to the outer periphery of 
the wheel. 

Compressed air enters the air chamber from the storage 
tank at from 45 to 75 lb.. and the gas from the fuel 
chamber at approximately atmospheric pressure. In fig. 1 
the wheel is in a position where the nozzles leading from 
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Fig. 2.—LONGITUDINAL 
Cross-SECTION OF TURBINE. 
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the explosion chamber to the blades are closed and the 
ring R has opened the admission from the fuel and air 
supply to the explosion chamber. The compressed air flows 
in through the passages indicated by the curved arrows, 
In doing so it acts a8 an injector, and draws the fuel in 
through the small straight nozzle in the centre of each 
valve, as indicated by the straight arrow. This continues 
unti! the wheel has revolved to the position shown in fig. 3. 
Here it will be seen that the ring R has closed the passage 
between the fuel and air supply and the explosion chamber, 
und that the port is open between the explosion chamber and 
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FIG. 3.—POSITION OF TURBINE WHEEL АТ 
BEGINNING OF EXPANSION. 


the turbine blades. The valve ring closes the port between 
the fuel and explosion chamber an instant before the port 
is opened from the explosion chamber to the blades, and at 
this instant the charge is ignited and expands from the 
position of the wheel in fig. 3 to that in fig. 1. "The ring R 
opens one side of the air valve before the gas valve opens. 
and the nozzle from the explosion chamber to the turbine 
wheel does not close until the gas valve is opened: this 
allows a charge of air to be blown through the explosion 
chamber, which scavenges it and prevents back-firing. 

The turbine is in duplicate, with the nozzles on one side 
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Fic. 5.—WIRING DIAGRAM OF THE IGNITION SYSTEM. 


displaced in angular position by one-eighth of a rus 

from those on the other side, so that when one side ! 

the expansion stage the other is taking in a charge : 

explosion chamber. This gives approximately а C? 

turning effort on the turbine wheel. | ш the 
The operation of the turbine may be explained fro 


stant 
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cycle diagram in fig. 4, as follows :—Starting at I, expan- 
-sion is complete and the ring valve is just beginning to 
-open the air valve, with the explosion chamber still open to 
atmosphere. Air is admitted to the explosion chamber, 
blows out through the exhaust and scavenges the explosion 
chamber. This continues for 10° of the revolution, as indi- 
cated, at which point the nozzle from the explosion chamber 
is closed by the inner rim of the rotor. At point II the 
valve band R opens the fuel valve, admitting a fresh 
mixture into the explosion chamber, and the pressure rises, 
owing to the pressure of the compressed'air. At III, 40°, 
the valve band closes the admission opening. When the 
valve band has overlapped 1? at IV, 41? to 42^, ignition 
takes place. At this point the highest pressure is obtained, 
V. From 42° to 45^ the nozzle is opening from the explo- 
sion chamber and expansion begins. From 45°, VI, to 90° 
the nozzle is wide open and expansion takes place. At 90? 
the eyele is complete and begins over again. Ан no com- 
plete data were available for the quantity of compressed air 
necessary, it had to be determined by experiment. The 
first installation таңа 3 x 4-in. Gardner compressor. The 
amount of air delivered was large enough for two explosion 
chambers, one on each side, the least number of chambers 
the turbine can be throttled down to. The air leakage 
between the tank and the explosion ehamber was at that 
stage about 25 per cent. This loss proved to be too large, 
and adjustable nozzles were installed, as shown in figs. 1 
und 3. "This reduced the losses to about 10 per cent. 

A 6 x 6-in. double-cylinder Curtis compressor was then 
installed, and proved sufficiently large to run the turbine, 
producing 85 to 90 H.P. at 2,500 R.P.M. The loss of air 
by leakage was still 9 per cent. A floating valve was next 
installed near the valve band opening in the explosion 
chamber (not shown), and the leakage or loss was reduced 
to the following figures :—With tank pressures of 50, 60, 
and 75 lb., the pressures in the explosion chamber with the 
nozzle closed were 48, 57, and 70 lb. (gauge) respectively. 
The power necessary to compress the air was about 15 per 
vent. of the whole power developed, and later was improved 
to 12 per cent. 

The combustion, it is claimed, never gave any trouble. 
When starting, the pressure on the fuel was about 3 lb., hut 
after a short run the mixing valve acted as an injector and 
forced the fuel into the explosion chamber by suction, thus 
making a carburetter unnecessary. 

A heating coil in the exhaust base heats the fuel to a 
high temperature, thus assisting: in vaporisation. The 
turbine has been operated with two, four, six, and eight 
explosion chambers in action. By turning the mixing 
valve 45? and switching the spark plug coils out, the rela- 
tive explosion chambers become active or inactive, thus 
saving fuel and current, when the full output of the turbine 
is not, needed. 

The vane-blade sections are made of cast-iron and in- 
serted in the roter. They have stood the various trial runs 
well. 'The sections are cast in one piece, and can easily be 
replaced by simply lifting the exhaust hood without dis- 
turbing the whole unit. The thickness of the blade ranges 
from j in. near the edge to ł in. in the middle. Fringing 
occurred only on places where the core left a very thin edge, 
due to irregularity in the loam core. 

The electrical equipment—the ignition system, the part 
of the turbine that apparently would seem the easiest of 
all—nearly proved a stumbling block. Several experts 
recommended schemes that took up considerable space, but 
none of them proved successful. However, the inventor of 
. the turbine, by using spark-plug coils, four on each side, 


successfully solved the difficulty. "This did away with the , 


lag in the current, and has proved entirely satisfactory. 
Current is supplied from з battery while starting. After 
the turbine comes up to speed, an automatic switch throws 
the sparking system over on the generator and the battery 
on charge. . 

The wiring for the sparking system 1s shown in fig. 5. 
The current produced by the generator is conducted through 
the automatic switch, where one circuit goes through the 
battery and keeps it charged, while a second circuit leads 
to the spark-plug coils and the timer. The timer is made 
up of eight contact points, each representing an explosion 
chamber. The points are alternately connected, four for 


either side. A separate circuit from each of the rings leads 
to the plug coils, so it will be seen that the rollers make 
the contacts for four coils simultaneously. This arrange- 
ment proved successful even up to a speed of 3,500 R.P.M. 
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For Sale.—4A two-ton Edison electric omnibus is offered 


for sale by the Loughborough Road Car Co., Ltd., as announced in 
our advertisement pages to-day. 


Electric Vehicle Sales.—According to the Commercial 
Motor, the Jowett Motor Manufacturing Co., of Bradford. has 
received a repeat order from the Bradford electricity department 
for two more five-ton G.V. vehicles; the Bootle electricity depart- 
ment has ordered two similar vehicles, and the Manchester elec- 
tricity department one such vehicle. Other sales of G.V. electrics 
have been to Mr. J. B. Wilkinson, a local chemical manufacturer. 
and to the Low Moor Iron Co. (repeat), these being for 34-tonners. 
which size of vehicle has also been sold to Messrs. Robinson 
and Peel, of Dudley Hill, in this case for wool cartage. Messrs. 
A. Priestman & Co. have brought a two-tonner, and other users 
in the district include the Lingfield Dyeing Co., Messrs. Lister and 
Co., and Shaw & Co. (Shipley), Ltd. 


A Leigh Canteen.— We have received a copy of a brochure 
issued by CALLENDER'8 CABLE AND CONSTRUCTION Co. LTD., as 
a souvenir reprint of the opening of a canteen at the Anchor Cable 
Works, Leigh, in November last. 'The speeches are given in full, 
and there is a description of the canteen. Interesting photographic 
groups appear of the directors and their wives and the officials 
present at the ceremony, also one of the staff ; another shows the 
canteen itself. i | 


Book Notices.—‘‘ A National System of Economics." 
By J. Taylor Peddie. University of London Press, Ltd. Price 
5s. net. 

“The Driving of Machine Tools.” 
Scott, Greenwood & Co. Price 4s. net. 

" Electrical Equipment." By H. W. Brown. 
Publishing Co. Price 12s. 6d. net. 

" Electric Traction.” By A. T. Dover. 
Со, Price 18s. net. 


Machinery Prices in Germany.— It is announced that thc 
10 firms working together in the matter of prices have just 
decided to raise from 40 per cent. to 75 per cent. the amount 
charged as extra prices on machines made with metallicsubstitut:s 
(iron and steel and zinc., &c.) for copper. 


` Capital Expansion in Italy.-—The Dinamo Hydro- 
Electric Works, which belongs to the BROWN-BOVERI group. ік 
increasing its share capital by £200.000 to £1,000,000. for the 
purpose of extending the works on the southern declivity of thc 
Simplon, and acquiring hydro-electric works on the Ariza. A real 
wave of activity in promotion is reported to be proceeding. 
particularly in regard to the electrical, chemical, engineering and 
shipbuilding industries. 

Liquidation. —Зімрг,Ех INSULATORS (BOURKE’S PATENT). 
Ltp.—This company is winding up voluntarily, with Mr. J. W. Е. 
Grahame, 56, Moorgate Street, E.C., as liquidator. 


Catalogues and Lists.—The date under the Order 
relating to the dispatch of catalogues, price lists, and trade circu- 
lars has been extended to April 21st in cases where their production 
was actually begun before March 3rd. 

SILUMINITE INSULATOR Co., LTD., 16, Dowgate Hill, Cannon 
Street, London, E.C.—Leaflet giving particulars and prices of 
" Siluminite," & new insulating material. 

MrEssRS. SIEMENS Bros. Dynamo WORKS, LTD., Caxton House. 
London, 8.W.—48-page brochure, containing exhaustive particulars 
of their own rotary converters and information of a general nature 
concerning this class of machinery. Electrical and mechanical 
specifications of the Siemens converters are given, and the laryest 
section in the book deals with special characteristics of rotary con- 
verters. The brochure is fully illustrated by means of diagrams 
and excellent half-tone pictures. 


By T. R. Shaw. London: 
London: Hill 
London: Whittaker and 


LIGHTING AND POWER NOTES. 


Aldershot.— The proceeds of a 1d. rate are to be set aside 
in the ensuing half year to meet the estimated deficiency on the 
electric light undertaking for the year ending March 31at, 1917. 


Australia.—The Railway Department has commenced 
the erection of a new electric power house at Newcastle East. 


"N.S.W. The present plant supplies power and light to the Walsh 


Island and Honeysuckle Point workshops, the basin cranes, and 


-wharf, and light to the dyke; in view of the increasing demand 


for electricity for both power and lighting for present aervices, and 
the further supplies which will be necessary when the grain ele- 
vator and additional cranes, &c., are erected, it was found necessary 
to increase the plant. 'The power house will also supply energy 
for the tramways when they are electrified. The new building 
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will at first supply light and power for all the services except the 
tramways. as the electrification of the tramways is not likely to be 
put in hand for some time.— Sydney Daily Telegraph. 

The Brunswick (Vic.) Council has decided to borrow £5,000 for 
the extension of the electric lighting and power system in the 
inunicipality. i 

Bristol.—PRrcE INCREASE.—At a recent meeting of the 
Electrica] Committee the following additional advances were 
made :—7} per cent. on lighting, 15 per cent. on power, and 124 per 
cent. on the combined rates, making a total advance on the basia 
price as follows :—Lighting, 224 per cent.: power, 45 per cent. ; 
combined rates, 37 per cent. 


Chester.—Prorosep Loan.—The T.C. has adopted. the 
recommendation of the Electricity Committee to apply to the 


L.G.B. for sanction to borrow, as a matter of urgency, the sum of 
£11,500 for cable and the construction of a sub-station. 


Chile-—Senores Sougarret Hnos. y Compania has been. 


granted permission to install an electric lighting system, by means 
of overhead cables, in the town of Ercilla. 

Don Luis E. Silva is also authorised to complete the installation 
of electric lighting in the towns of Llolleo and San Antonio.— 
Board of Trade Journal. 


Chippenham.—Prict INcnEAsE.— The Electric Supply 
Co. has informed the B. of G. that from April Ist. next the price for 
current supplied to the workhouse will be advanced by id. per unit. 


Clonakilty; — Prick  INcREAsE. — The local: Electric 
Lighting Co. has applied to the Council for an increase in the 
annual payment made to the company for the public lighting of 
the town, owing to the increased cost of materials and labour. 
The increase asked for is 15 per cent. on the 'amount now paid. 
The Council is at present paying about £109 per annum. 


Eastcotts.— The B. of T. has forwarded to the Bedford 


R.D.C. sanction for the supply of current to new works by the 
Bedford Corporation. 


Finchley.—A discussion took place at the last meeting 
of the U.D.C. on a motion that no payment be made to the Elec- 
tricity Committee in respect of arc lirhting, which should be dis- 
continued. Eventually an alternative motion was carried to 
discontinue arc lighting and for the Electricity Committee ta 
allow the Highways Committee 1d. per unit for all current saved 
owing to the alteration of the lighting arrangements. 


Glasgow. — ErkcTRICITY AND Town PLANNING. — 
Councillor Denny has given notice that he will move, at the T.C. 
meeting, the following resolution :—"' That the Corporation, being 
of opinion that, for domestic purposes. electricity should he substi- 
tuted, wherever possible, for other means of lighting, heating and 
cooking, direct the attention of those engaged in considering ‘the 
housing problem ' to this resolution, especially the architects who 
have been appointed to town plan the city ; and, further, ask the 
Dean of Guild and his Court to exercise their influence and powers 
to secure, in new buildinga, wiring of sufficient strength to permit, 
in addition to lighting, the installation of heating and cooking 
appliances." 


Hebden Bridge.—Dvr& SvPPLv.—The heavy demand 
upon the local Council's electrical plant, and the difficulties of 
installing additional plant at present. have caused the Electricity 
Committee to take a supply of current in bulk from the Halifax 
Corporation. subject to a satisfactory agreement being reached, to 
augment the local supply. 
putting down a further oil engine in view of the present price 
of oil. 


Ilford.—The Electricity Committee has revised the tariffs 
for electric supplyas from the readings for thequarter ending June. 


Keighley.—In seconding the Electricity Committee's 
minutes, at the T.C. meeting. last week, Mr. Wardle congratulated the 
Committee on its enterprise since last month in stopping the waste 
of coal which had formerly gone on at the electricity works. It was 
now impossible for the coal to drop down into the cinders. Mr. 
Sellars, on behalf of the Committee, appreciated Mr. Wardle's 
remarks, but added, “I should like to say we did look into the 
matter, but we have not made any alterations for six months." 

The T.C. has accepted a recommendation by the War Bonus 
Committee for the payment of a war bonus of 5s. per week, and 
6d. per week for each dependent child under 13, to all employés of 
the Council over 21 years of age, commencing April lst, and con- 
tinuing to three months after the declaration of peace, provided 
the bonus shall include and be in substitution for any bonus 
already granted by the Council. The bonus, however. is not to be 
paid to any official in receipt of a salary exceeding £200 per annum ; 
any clerk or official or female employé who has been appointed 
since April Ist, 1916; any clerk or official or workman who has 
received an advance of salary or wages in lieu of war bonus, except 
to the extent by which the bonus now granted exceeds the amount 
of such advance. The Council has been paying roughly just over 
£2,000 a year in bonus and allowances, and the new scale will 
practically double that amount. 


. Lancaster.—Price IxcREASE.—On Thursday last week, 
the T.C. approved the Electricivy Committee's decision to increase 
the charges tor lighting and power by 22 per cent, and for tramways 
and ‘buses by 12) per cent. | 

London.—L.C.C.—The Finance Committee recommends 
the sanction of the Council to the borrowing of £1000 for elec- 
tricity purposes for the Battersea В.С, 


The Council did not feel justified in ' 


ST. MARYLERONE.—The Electricity Committee reporta that 
certain economisers require renewing, at a cost of £2,000, and 
recommends that the work should be put in hand as soon as 
possible. 


Londonderry.— oan [Nqurry.—A L.G.B. inquiry will 
he held on April 13th into the application of the Corporation for 
sanction to a loan of £35,500 for the electricity undertaking. 


Mexborough.—ProrosEn Loan.—Mr. J. B. Feltham, 
electrical enyineer to the Urban Council, has reported on the 
proposed extensions of the plant. The Committee has instructed 
him to proceed with specifications. Sanction is to be asked toa 
loan of £9.500. The recent electrification of a local factory is 
largely responsible for the pressure, and the consumption there 
is rapidly increasing. while the demand for power current generally, 
apart from this mill, is greatly increasing. The Electricity Com- 
mittee did not accept a suggestion by the Yorkshire Electric Power 


Co. of a bulk supply. 
Spenborough.— PRICE  IxcREASE.— The Council has 


decided to advance charges all round as from May lst. For 
ordinary power consumption the price will be 23d. per unit, with 
the discount remaining as at present. For lighting the charge is 
increased to 54d. per unit, and the discount reduced to 24 per cent. 


TRAMWAY and RAILWAY NOTES. 


Australia. —Tratn Licgutinc.—The question of lighting 
the country trains by means of electricity has been under consider- 
ation by the Victorian Railway Commissioners for some time. At 
present on some lines kerosene is used. and it is on these that steps 
are being taken to use electricity. as the use of Pintsch gas neces- 
&itates the transport of the gas cylinders for recharging. А set 
of Vickers’ train-lighting equipment has been obtained, and is to 
be given a trial in the local service between Heidelberg and Hurst- 
bridge, where the cars are equipped for kerosene lighting.— 
Melbourne Age. 


Blackpool. — ELECTRIC VEHICLE. — The Corporation 
Finance Committee has decided to purchase an electric motor 
chassis for the removal of fish offal and household refuse, at a cost 
of £750. It is stated that the use of the vehicle will effect a saving 
to the Cleansing Committee of about 1s. 634. per ton, as compared 
with the cost of removal by horse-drawn vehicles. The Corporation 
already has electric road-sweepers, collection carts, and watering 
vans. 


Bradford.— YEAR'S Tnarric.—The aggregate receipts of 
the Corporation tramway department for the 357 days of the 
current tramway year are reported to have been £341,772, an 
increase of # 12,006 over the receipts for the corresponding period 
of last year, which comprised 359 days. 


Coventry. — TRAMWAY EXPENDITURE.—At the last 
meeting of the Citv Council, Ald. Drinkwater said the Tramways 
Committee had submitted estimates for an expenditure of £350,000 
on the tramways. 


Keidhley.—RarLLESS Tracrion.—At the T.C. meeting, 
last week. a member pointing to a decrease in railless traction 
receipts of £36 for last month, suggested that, in view of this 
and the dearness of railway fares and the bad train service, the 
fares should be increased 25 per cent., which, he held, would con- 
vert the £36 decrease into a £25 increase, and with the increased 
revenue the service could be enlarged. It was explained, in reply, 
that the Committee had no power to increase the fares, and if they 
were not already at the maximum they were not far off. In reply 
to further questions, Mr. Albert Smith, on behalf of the Tramways 
Committee. said the great obstacle to the proposed through tram- 
way route between Keighley and Bradford, via Bingley, was Stock 
Bridge, which must be widened before & tramway extension there 
could be thought of. 


Leeds.— YEAR'S TRAFFIC.—The tramway returns show 
that the receipts up to date, for 52 weeks, have been: £497,377; an 
increase of £35.898 on the figures of the same period of the pre- 
vious year. The total of passengers carried has been 2,129.000. 


Manchester.—The City Council, last week, approved 
increases of salaries to officials in the tramways department, total- 
ling £158; aproposal that salaries should not be increased until the 
end of the war was defeated. | 


Mexborough.—The Mexborough and Swinton Tramways 
Co. has announced that cheap fares will operate only before 
7 o'clock in the morning and between 5 and 6 o'clock in the 
evening. except Saturdays. when the return timea will be between 
noon and 1 o'clock. Miners аге the people mostly affected ; men 
who travel less than a mile will have 6d. per week more to pay. 


. Preston.—At the Council meeting, on Thursday last 
week. rezarding criticisms that it would have been better if the 
Committee had dealt with the demand for increased wages locally, 
Ald. Ormrod said the one or two towns who originally backed out 
had found that it had not been to their advantage. .Preston had 
decided to act in conjunction with other tramway authorities, as it 
was obviously to the advantage of the town and the men them: 
selves that there should be uniformity in wages and conditions of 
labour. 


USA.—À gubway 18 proposed for St. Louis, Mo., and 
the city is to be asked to consent to its construction. The cost is 
estimated at $8,000,000, and it is proposed that the United Railways 
ghall operate it, and repay the city for the improvement from all 
aarnings over 6 per cent. An elevated railway ia said to be impos- 
ible in St. Louis, put the subway would do much to meet the 
city's requirements. -- Electric Traction. 

Further reports on the extension of electric traction by the Great 
Northern Railway, which is proposing to equip & 150,000-H.P. 
hydro-electric plant on the Chelon River, show that the company 
ig scheming to electrify its coast lines between Vancouver, B.C., 
and Portland, Ore., а distance of over 500 miles. 


—— 


TELEGRAPH and TELEPHONE NOTES. 


ae 


A Lofty Tower. — According to the Journal Télé- 
graphique, quoting from Annales des Postes, &c.. 9n American 
company proposes to erect at Longslang the highest tower in the 
world—307 metres in height, or 7 metres higher than the Eiffel 
Tower. This tower will be used for wireless communication with 
a station at Buenos Ayres, for which the Government of Argentina 
has already granted & concession. A powerful installation oD the 
improved Poulsen system, will be laid down, and the work should 
be completed within а year. | 


| Glasgow. — The Post Office authorities have made 


arrangements which will have the effect of considerably accele- 
rating the telephone gervice between the Glasgow and a few neigh- 
pouring telephone areas on the one hand, and the Edinburgh 
telephone area on the other. The new вегуісе was to be inaugura 

on April 2nd. Subscribers’ calla will be dealt with exactly a8 in 


the case of local calls. 
Long-Distance Wireless.—^ new wireless station has 
been established at San Diego, ® port in the extreme south of 


California. The apparatus i8 80 powerful that the station will be 
able to exchange messages with Melbourne.— Melbourne Aye. 


— 


CONTRACTS OPEN and CLOSED. 


o H—M 


OPEN. 


Aberdare. — U.D.C. Electricity Department. Battery 
of accumulators, complete. See = Official Notices " March 16th. · 


anistralia.—MELBoURNE— Nay 93rd. Victorian Rail- 
Department. Twelve months’ supply of incandescent electric 


Aylesbury. — Electricity Department. 200-Kw. direct- 
coupled internal-combustion engine and generator, fuel plant and 
accessories. See “ Official Notices " March 30th. 


Hull. — April 12th. Electricity Committee. Cooling. 
towers., See “ Official Notices " March 23rd. i. i 


London. 57. Pancras.—April 12th. B.C. Are lamp 
carbons. Bee « Official Notices " March 9th. 


' Salford. АРІ oth. Mild-steel trays for coal elevator, 
for Electricity Department. Borough Electrical Engineer, Frederick 
R ; 

Warrington. — April 11th. Electricity and Tramways 
Committee. One 3,000-KW _turbo-slternator and surface condensing 


plant. See “ Official Notices " March 16th. 
April 1 ith. Electricity and Tramways Committee. Motors and 


transformers. See “ Official Notices” March 23rd. 


CLOSED. 
Australia.— Water and Sewerage Board. The following 


tenders were received for two steam turbines and condensers for 
Ryde Pymble pumping plant :— | 


British Westinghouse E. & M. Co. Ltd. .. - .. $19,569 
Fraser & Chalmers, Ltd. Du va me aor ET 13,356 
Willans & Robinson, Ltd. và MS io s .. 18,505 
Price, Martyn & бе, Е о vee ig iG .. 18,962 
Australian В. Со. $5 са - 2n E .. 14,700 
William Adams & Co», ра T es ww g ce es ER 16,144 

oy (alternative) E ox is ‚.. 14,729 
A. Harvey & Philips -- .. 17,420 


The engineexr-in-chiet has reduced thesé tenders to a common basis, 


fob. England, and ‘recommends the tender of Meesrs. Fraser and 
Chalmers aa the most favoureble.— Sydney Sun. M 
ü1ford.—U- D0. Annual supplies — лака 
Indandescent Jamps.—Cryeelod, Li., and Electrical Manihfacturing end 
gupplies, st pr Prices ; Londdn & Rugby Engineering Co. Ltd., at 
Joint yxes and fuse pores — saucy & Co. Dd, om liding 8 
g with grids ot Ор RU Nr ES 


10,400 tons of coal at the following prices :— 


that it be authorised during the Easter recess 
that may be received for transformers, &c., for the 


generating gtation. 


Institutio" of Electrical Engineers 
e 


The tender of Messrs. E. Foster & Co. has been accepted for 


5,400 tons Ibstock medium peas, 208. 4d» per ton. 


1,500 tons Ibstock nutty slack, 18s. 8d. per ton; or, failing this, Ibstock 


D.8. nuts, 228. 4d. per ton. 


London. —L.C.C.—The Highways Committee recommends 
to open any tenders 
Greenwich 


Walthamstow.—-U D.C. Lighting Department. Annual 


Dussek Bitumen Co.—Jointing material. 
Chamberlain & Hookham, Ltd.— Meters. 
Electrical Manufacturing & Supplies.— L8IDPS. 
Vacuum Oil Co., Ltd.—Oils. 


Tramways Department :— 


Wa Wood & Co.—Trolley heads. 
Anti-Attrition Metal Co.—Trolley wheels. 


For the erection of a chimney shaft at the electricity works the 


tender of Messrs. Custodis, Ltd., at £1,143, is recommended. 


— 


FORTHCOMING EVENTS. 
A4———— 


1 Enéineers (West of Scotland 


Association f Mining Electrica a 
Bra pri! "th. At 4.80 p.m. At the Royal Technical 


o 
nch).—Saturday, І 
College, Glasgow. Annual meeting. 
Institution of Civil Engineers, Gt. George Bt.; 8.W. Discussion on 
« Wayleaves," with introductory paper by Mr. C. Vernier. . 


Salford Technical and Engineering Association. 
AtT 1 Technical Institute, Peel Park. Paper on "The 


.m. At the Roya 
Hydraulio press," by Mr. J. Bacon. 


——— 


NOTES. 


LIT Ue ae eme 


Welfare Study.— We have received from the Special 
Intelligence Branch of the Ministry of Munitions of War a copy 
on “ Welfare Study." wrilten by Mr. Cecil Walton, 
manager of one of our large National Projectile Factories, from 
first-hand knowledge. 10 a prefatory note " V.B.S.” explains how 
the secret of promoting union between all classes, which he 
sought before the war without avail, was revealed to him on active 
service at the Front—it was simply the fact that "the British 
to hi Р н 


learn to apply in our industrial life. The author, by way of intro- 
duction, declares that welfare work has come to. stay : ` apart 
from all question of general or individual comfort, i pays" ; more- 
over, it will be found a most fascinating atudy. He pr to 
explain what it is; that it is not confined to women only, it does 
not merely mean “ canteens, and chairs, and pianos "; jt is the 
study of mankind, the introduction of the humanising element 
into manufacture. This is the keynote of the work, and we may 
point out that it is also the characteristic feature by which 
British civilisation, 8$ evidenced in the war, is distinguished from 


to provide an efficient organisation, pervading the whole factory. 
so that the head can keep in touch continuously with the trend of 
feeling amongst the staff and workpeople of every rank. 
atmosphere of mutual assistance must be created, and antagonism 
dispelled. The study of fatigue is the next step ; the appointment 
of awholly competent and sympathetic female welfare superintendent 
i mbulance room must be provided ; the question 
of clothing must be studied, and suitable over-all garments provided ; 
a comfortable, clean, snd roomy canteen m be organised ; and 
adequate facilities for recreation must be arranged for. In the 
priefest compass. put with convincing earnestness and sincerity, 


em who can 
the “ Welfare" Section of the Ministry of Munitions (6, Whitehall 
Gardens, S W.) and we strongly urge them to delay not & moment 


in emulating Mr. Walton's admirable example. 


LM.E.A. Annual Meeting, 1917.—The official ' pro- 


982. | | 


Electric Vehicles in Germany.—Ovwing to the scarcity 


of petrol in the country. a writer in an American motor paper, who 


has recently returned from a visit to Germany, reports that there 
has lately been a great increase in the number of electric motor 
vehicles ofthe industrial type. The same writer states that, 


accumulator, — 


stored in cathode and anode spaces in the form of Oxygen and 
hydrogen, being compressed therein by suitably-designed mchanism, 
and, when the battery is drawn upon, the gases issue from their 


with * Platinmohr,’ black amorphous powder of platinum, which is 
at once a good conductor of electricity and a good catalysing 


agent, being used to a great extent in the making of sulphuric | 


&cid. 


Our Mineral Resources.—4A new branch of the Ministry 
of Munitions has been established to deal with the examination 


Harry Ross Skinner. Dr. A. Strahan (representing the Geolovical 
Survey), and Mr. Edgar Taylor, together with a representative to 
be nominated by the Board of Trade. 


resting event in connection with the effort being made by the 
Cardiff krening Express to raise funds to send food to starving 
prisoners of war took place at Cardiff on Saturday. March 31st, 
when members of the electrical industry in Cardiff and Bristol did 
their " bit" to further this worthy Object. A Local Committee 
under the presidency of Mr. W. А. Chamen (South Wales Power 
Distribution Co.), and comprising representatives from every 
branch of the profession and industry, issued a challenge to similar 


1 


and a Strong side waa taken over to Ninian Park, under the 
captaincy of Mr. W. Wedlock (the Bristol City captain and English 
International). The ~ Bristol City Electricals" ran out winners 
by five goals to love, and 2.000 spectators witnessed the match. 
Sir John Courtis, J.P. (chairman of the Cardiff Tramways and 
Electrical Committee) kicked off, and Sergt. Chalmers. D.C.M., per- 
formed a similar function at the commencement of the second 
half. After the match a dinner and smoking concert was held at 
the Queen's Hotel, at Which the president and treasurer of the 
Cardiff Cemmittee (Mr. W. A. Chamen) gave some interesting 
details of the resulta of the effort up to date. He announced that 
n cleared so far, and he had every reason to believe 
that a sum well] exceeding £200 would be handed over, 


Legal.—Harry Longbottom, electrician, of Risca, was 
summoned, under the Factories Act, at Blackwood, for failing to 
take adequate precautions in “earthing " an electric cable at the 
North Risca Colliery. Mr. Horace Lyne said a man named Phillips, 
working a mortar mill, received an 'electric shock when trying to 
Start the motor, which caused his death. The wires were not 
properly “earthed.” Mr. A. Prosser said defendant wag much 
pressed by work, and it waa & complete oversight that the wires 
were not protected. Defendant was ordered to pay £5 5s. соні к, 
there being no conviction.—-Svvth Wales Dail y News. 

DUNDALK URBAN District Councry +. 
GENERAL.—Before Mr. J ustice Barton, at Dublin, this matter was 
referred to last week. j i 
Attorney-General, as representing the Crown, for a declaration that, 
under the Public Health Act and the Electric Lighting Acts, the 


tember, 1915, they were not able to commence until September, 
1916. The Council, accordingly, lost the benefit of the large pay- 
ment from the railway company. In the meantime, as the contract 
been had entered into. and a loan had been obtained, the Council 
had to pay in November, 1916, to the lenders about £1.800 as 
i : Owing to this state of affairs 
the estimated revenue was depleted. and the Council applied to the 
Local Government Board for sanction to a loan of £2,000, one of 
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revenue would be collected. The 
replied that they had been advised that under the Electric 


During the argument Mr. Dickie stated that the case stated did 
not set out the specific point which he required to have decided— 
namely, whether: the Local Government Board had power to 


adjournment until next sittings, when he would deliver pleadinga 
in an action in the ordinary way. 


The adjournment was granted.— Freeman's Journal. 


Volunteer Notes.—First Lonpon ENGINEER VoLuw- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. | 
Orders for the Week, by Lieut.-Colonel Clay, V.D., Commanding :— | 
Mi y, April 9/^.—Headquartera Closed. Last Day of Easter Training at 
Esher. Parade Waterloo, opposite No. 5 Platform, 9 a.m. 
X Wednesday, April 1th.— Instructional Class, 615. Platoon Drill, Platoon 
о. 


Thursday, April 12th.— Platoon Drill, Platoons, Nos. 5 and 6. Signalling 
Class. Ambulance Class. 


Friday, April 13th.—' Technical for Platoon No. 10, Regency Street. Platoon 
Drill, Platoon No. 9. Recruits' Drill, 6.30. 


Saturday, April 140%. —N.C.O.'s Class, 2.80, ander Captain Bentley and the 
I ‘try. Subjects: Extended Order Drill and Musketry. 
Sunday, April loth.—Orders will be posted at Headquarters, 


(By order), MACLEOD YEARSLEY, Captain and Adjutant. 
The Metric System.—At the Conference of the Associa- 


tion of Chambers of Commerce, last week, it was resolved by a 


measures, and to urge the Government to pass the measure during 
the present session, 

In the final report of the Dominions Royal Commission. to 
which we shall refer more fully in our next issue. the Commission 


Oversea Dominions to co-operate in establishing throughout the 
Empire a uniform coinage based on the decimal system, and 
uniform weights and measures based on the metric system. 


Lecture Notes.—Institution of Elec- 
trical Engineers.—The following have been nominated by the 
Council for the vacancies which will occur in the offices of 
president, vice-presidents, honorary treasurer, and ordinary mem- 
bers of Council on September 30th, 1917 :— 

President : Mr. C. H. Wordingham. 

Vice- Presidents: Dr. A. Russell* and Mr. W. В. Woodhouse. 

Honorary Treasurer : Mr. J. E. Kingsbury.* 

Ordinary Members of Council (six vacancies): Messrs. L. B. 
Atkinson, W, A. Chamen,* J. $, Highfield, Lieut.-Colonel A. E. 
Le Rossignol, C.B., Sir W. Slingo,* Lieut.-Colonel H. C. Sparks, 
D.S.O., M.C., Messrs. A. P. Trotter, and B. Welbourn.* 


* At present in office. 


Appointment Vacant, — Switehboard attendant, for 
Lancaster (32s. 6d.). See advertisement pages to-day. 


Electrical Trades Benevolent Institution.—The annual 
general meeting'will be held at the Institution of Civil Engineers, 


. Great George Street, Westminster, S.W., on Monday, April 16th, at 


2.30 p.m., Mr. A. A. Campbell Swinton presiding. 
te —— ——M—ÀÀ - 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tho 
technical or the commercial side of the profession and industry, 


Central Station and Tramway Officials.— Tynemouth T.C. 
as resolved to advance the salary of Mr. CHARLES TURNBULL, 


electrical engineer, from £325 to £400 per annum. 
The Tramways Committee of the Walthamstow U.D.C. 


to Mr. A. P. MAacALISTER, deputy electrical engineer, tk 
appreciation of the services rendered by him, more Particu- 
larly during the past vear, inasmuch as he has been fre- 
quently required to undertake full responsibility for the con- 


age of 53. 


established 


claimed 
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duct of the electricity undertaking, owing to the absence 
through illness of Mr. Gay, the chief electrical engineer. The 
Committee state that Mr. MacAlister has proved himself to 
be a most capable engineer, and has dealt with intricate 
matters affecting the management of the undertaking witb 
conspicuous ability. | 

The Darwen Corporation proposes to pay a war bonus of 
£95 per year to the tramways manager, Mr. HosKEN. 
“Mr, T. E. BOOTHBY, charge engineer to the Southwark 
undertaking, having resigned his appointment owing to ill- 
health, Mr. E. H. SNOOK, of Southainpton, has been appointed 
t; fill the position temporarily. | 

Mr. THOS. KOLES, the city electrical engineer, Bradford, 15 
recommended for an increase of £100, making his salary £X 

т annum; Mr. J. H. Suaw, the deputy engineer, 118 recom- 
mended for an advance of £100, making a total of £450; Mr. 
J. FAIRBURN, electrical works superintendent, advance £50. 
making £350; and Mr. C. Е. ALLSOPP, electrical department 
commercial assistant, advance £50 (£20 war bonus cancelled), 
making £: 


General.—Congratulations to Mr. and Mrs. W LLEWELLYN 
Preece on the oceasion of their silver wedding. | 

Mr. №. G. T. GOODMAN, general.manager of the Adelaide 
Municipal ‘Tramways Trust, who intends to visit Great 
Britain, Canada, and the United States, has been appointed 
an honorary commissioner by the Deputy Governor (Hon. 
(1. J. R. Murray) to inquire into and report upon the fol- 
lowing questions . — Electrification | of railways, mechanical 
handling of coal, electric power in its relation to the develop- 
ment of industries, equipment and management of engi- 

. neering workshops, and the briquetting of lignite © coal.— 
Commonwealth Engineer. 

Mr. W. C. CHAPPELL, the new assistant engineer in the 
State hydro-electric departinent, Tasmania, has taken up his 
duties at Hobart. 

Mr. HERBERT WILLETT, who has been in the service of the 
Edison Swan Co. for the past 25 years, has joined. the Colours. 

At Preston Police Court, the Mayor presented Mr. WHITE- 
HEAD, an employé of Messrs. Dick, herr & Co., with the 
honorary testimonial and vellum certificate of the Roval 
Humane Society for gallantry in saving life. 

The following appointments to the permanent Royal Aus- 
tralian Naval Radio Service were announced in January :— 
To be Radio Commander: Engineer Lieutenant FRANK 
GILLESPIE CRESWELL, R.A.N. To be Radio Lieutenants : 
ARTHUR FREDERICK NEWMAN, GEORGE JAMES WESTON. 

The Highways Committee of the L.C.C. recommends that 
Mr. G. H. Hume be appointed chairman of the Committee, 
and Mr. A. H. Scott vice-chairman. 

Captain A. R. OwEN, tramways and marine claims super- 
intendent in the L.C.C. tramways department, who has 
reached the age of 65, has been retired from the service. 

Mr. C. JONES, A.M.LE.E., of Cannock Chase Co.. Ltd.. 
and West Cannock Colliery Co., who has been elected 
M.I.E.E.. is nominated as president of the Warwickshire and 
South Staffordshire Branch of the Association of Mining 
Electrieal Engineers for the 1917/18 session. 


Roll of Honour.—Lieutenant F. Raven, R.E.. who has 
died of wounds, was 8 Son of Sir Vincent Raven, chief 
mechanical engineer of the N.E. Railway. 

Lieutenant E. DOUGLAS Cor, R.G.A., has been wounded in 
action. He has acted as captain since he went to the Front, 
and was engaged in the electricity department of Blackburn 

. Corporation prior to the war. | 

Gunner E 


Bradford Corporation electricity works. 


Second-Lieutenant H. W. HUTCHINSON, who was killed on 
March 13th, aged 19, was the youngest son of Sir Sydney 


Hutchinson, late Director-General of Telegraphs in India. 


Obituary.—Mn. ARTHUR BROOKER.—The unexpected death 
of Mr. Arthur Brooker, in the prime of life, in the very acme 
ot his vigour, and when one and all anticipated for him a ripe 
old age after a life of strenuous, fruitful labour, has come 
аз a great shock to his very wide circle of friends, but more 
especially to those who were associated with him in his 
He joined the Telegraph Departinent of the 
Post Office Service in May. 1878, and at the very commence: 
ment of his career fave strong indications of a distinct per- 
sonality which was destined to bring him prominently before 
He came of a long-lived atock—both his parents 
excerded the allotted span—he was well to the fore in athletic 
aporta and competitions, ће lived a clean, wholesome life ; 
and these facts, which were generally. known, made all the 
more painful his untimely death at the comparatively early 

; The Telegraphists School of Science, which was 

at the Central Telegraph Office in 1876 as a 
pioneer in the cultivation of a sound training in the funda- 
mentals and technical applications of electrical science, soon 
1 his attention, and he speedily became an ardent 
student. securing many auccesses in physics and mathematics, 
and in several technical subjects. Among his successes, h 
gained a bronze medal and £3 prize in the City and Guilds 


earlier days. 


hia fellows. 


examination in. telegraphy, and the firet prize in the honours 
grade of electrical instrument making, consisting of a bronze 
medal] and £5. In 1889 he became an instructor in the 


-~ 


3 E. G. CROSSLEY, R.F.A., reported in hospital suf- 
fering from septic poisoning 1n the legs, was formerly at the 


School in mathematics and laboratory practice, and the fol- 
lowing year he was made chief instructor. He was also on 
the staff of the People's Palace and the Currie School of 
Engineering as instructor in electrical engineering. During 
the remaining years of the existence of the School, which was 
closed in 1898, he was @ inost loyal supporter of the principal, 
an enthusiastic teacher, and a personal friend of the students. 
His methods were marked by à decided originality which 


ed eminently successful, and which helped roaterially in 


the phenomenal successes attained by the students during 
their training, but more especially in after life, when those 
students became the scientific backbone of what is universally 
regarded as the most advanced and most up-to-date telegraph 
adininistration in the world. His scientific attainments pro- 
cured for him rapid promotion in the Post Office service. He 
had three promotions in less than two years, and was largely 
responsible for the development of the present highly specialised 
testing branch, where the enormous supplies of apparatus 
and material are tested and proved on scientific bases. which 
are generally acknowledged by manufacturers as affording 
the best and fairest standards, and have been adopted by 
very many foreign and colonial udministrations. 
however, his association in the production of Slingo and 
Brooker's “Electrical Engineering’ in 1890 which brought his 
name more prominently before the public. The genesis of 
the book dates from a meeting of the would-be authors in 
the laboratory of the Telegraphists’ School of Science after 
school hours, that is to say, at 10.30 p.m., on February 28th, 
1889, when the decision to write the book was arrived at, its 
general scope and aim were determined, its contents page 
drawn up. and geveral chapters divided between the two 
authors. The zeal with which the two men worked can to 
some extent be realised when it is: stated that the book was 
on sale at the end of February in the following year, and 
reviews began to appear on the 7th of the following month. 
Within a fortnight of its publication (and the first edition 
consisted of 2,000 copies) the publishers notified that a second 
edition was in preparation. The book was the first of its 
kind; it broke quite new ground, it was written from begin- 
ning to end to suit the requirements and capacity of & parti- 
wular individual student, and he must have been fairly 
typical, for some 40.000 copies of the book have been disposed 
of, and its circulation has spread to every part of the world 
where the Anglo-Saxon tongue 18 understood. The sale was 
phenomenal, but perhaps the class who took to it most 
enthusiastically were the marine engineers. Every vessel as 
it was equipped with the electric light. was also provided with 
its “Slingo and Brooker." The general style of the book, 
its language. the analytical diagrams, and the simple illustra- 
tive calculations were all points which appealed to the prac- 
tica] engineer, cut adrift as he was from every chance о 
appeal or assistance. Many à time has Brooker, when in quiet 
converse with old-time friends, referred to the meetings for 
proof-reading and for discussing debateable points of fact. 
theory, and phraseology, for these meetings often began at 
11 p.m., after a full day's work in the office, the laboratory, 
and the class-room. Severe as the work was, the reward was 


It was, 


great in comparison, for a firm position in engineering had 
heen established, innumerable good and sincere friendships 
had been made, and 
of men who valued hard work and good fellowship. After 
the publication of the book the authors entered into journal- 
isin, and contributed largely to the pages of the ELFCTRICAL 
Review. one of the most important contributions being à 
series of articles on '' Storms and Telegrams.” which appeared 
in the beginning of 1801, and which were translated and 
reproduced in the Journal Télégraphique of Berne. These 
articles brought the authors into an interesting tussle with 
the late Sir W. H. Preece, but they had their effect, and 
resulted in more substantial methods of construction and а 
better system of maintenance. 
severed his. connection with the Post Office, and became works 
manager of the Peel Works of the General Electric. Co., Ltd., 
where he spent seven years in organising the factory and 
devoting himself to the wholesale manufacture of telegraph 
and telephone apparatus, of which he was able to bring down 
the cost very materially, and thereby to extend the opera- 
tions of the firm. 
Co. as assistant to Mr. Dane Sinclair, and ou the formation 


an entrée gained into anv assembly 


In 1895 Arthur Brooker 


[n 1906 he joined the British. Insulated 


а а 


of the Automatic Telephone Mannufacturme Co. in 1912 he 
became its general manager, а position. he retained until 
shortly before. his untimely death as. the result of a nervous 
breakdown. During these: years he gathered round him a 
staff of truly loyal assistants, who soon recognised his 1nany 
good qualities, his readiness to take responsibility, and to 
give them the benefit of his long and varied experience, and 
his sympathy with them in their difficulties and troubles. 
Since the commencement of the war he had devoted the 
energies of his company to meeting the requirements of the 
Munitions Department. and his organising abilities in this 


. 


direction were so outstanding. and his output of munitions 
so considerable and so good in quality, tha* he had already 
taken up an important position under the Ministry when 
his first and last illness overtook him. He leaves a. widow 
who. since his marriage in 1905, has been a real helpmate and 
companion, to mourn his loss. 


Mrs. J. б. RAWORTH and family desire to express their 


thanks to those who have so kindly svmpathised with them 
in their great bereavement. The number of letters received 


\ 
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is so great that they cannot at the moment be acknowledged 
individually; it is hoped that they will be in the future. 
Mr. W. Baity.—The Times records the death of Mr. Walter 
Baily, for many years secretary and vice-president of the 
Physical Society, and inventor of two-phase -electric motors, 
at the age of 8U years. ы B. vs | 


- — 


CITY. NOTES, — 


oe ad T . Mm. Ј. B. BRAITHWAITE, presiding at the 
..City of London annual meeting, said that they had re- 
Electric Light. duced the loan from the bankers from 
~ ing Co., Ltd. — £60,000 to £34,000 by the end of 1916, and 
. . 16 now stood at nothing. The gross 
revenue had increased by £21,116, due to the increase in price 
of which they had had nine months’ benefit. ‘This year they 
would have it for the whole twelve months, which should 
enable them to maintain their revenue, and possibly show a 
further increase. The increase in cost of generation was 
$20,817. Rents, rates, taxes, management expenses, and 
special charges increased by £38,000. Including the balance 
brought forward, the total available revenue showed a de- 
crease of £22,284. They had reduced the allocation to depre- 
ciation from £50,000 to £40,000 this year, as they had 
debited £19,181 for war bonus to employés and allowances 
to employés on service straightaway to revenue instead of 
carrying those items to a suspense account for writing olf 
over & period of years. In 1915 coal cost £49,858, but in 1916 
it was £18,428 more, which was almost exactly the amount 
of the reduced net revenue. This increase in coal cost was 
chiefly due to the exceptional freights on sea-borne coal. 
Their works were put on the water to secure cheap coal, but 
they were now temporarily suffering from the fact that at 
present railway-borne coal was cheaper than sea-borne coal, 
because railway freights had not increased to the same extent 
as sea freights. When they got back to normal times’ they 
would again reap the advantage of water-borne coal. Sir 
Albert Stanley .had stated that they would have to burn less 
coal. He (the speaker) knew from past experience that it 
was a popular idea that the electric supply authorities of the 
country were the great offenders in that respect. As a matter 
.of fact, all electric supply companies were great economisers 
of coal. To illustrate this he gave figures drawn up on a 
very conservative basis which might easily have been made 
to appear more favourable to the electric supply industry 
than they did. During 1916 there were used in electric supply, 
not including electric traction or electric railways, 2,000 mil- 
lion units. Taking a very low rate of production, say, only 
500 units per ton of coal (whereas, as a matter of fact, in 
power houses like their own the figure was very much nearer 
1,000 units than 500), that consumed 4,000,000 tons of coal 
during the year. Now. if there had been no electric supply 
the same needs would have been supplied with less conveni- 
ence, less value, and less efficiency, and would have required 
at least 9,000,000 tons to do it. The saving had, therefore, 
been by the use of electric, instead of other forms of energy, 
‚5,000,000 tons of coal, so that in seeking to reduce the con- 
sumption of coal by electric supply companies the authori- 
ties would be, so to speak, ''killing the goose that lays the 
golden eggs." They would be hitting the very people who 
were economising coal. Supposing the authorities said that 
they would restrict the supply of light by electric companies, 
with & view to economising coal, the effect would be either 
that they would increase the consumption of coal or that the 
people would have to go without light altogether, which was 
hardly possible indoors. This was very much more true in 
respect of electric power. In the case of this company, 55 per 
cent. of its supply was used for power and heating and 45 
per cent. for lighting. In regard to the future, they were 
extremely anxious not to increase the price further if it was 
possible to avoid it. Output had increased about 13 per cent. 
this quarter. 
At the annual meeting the CHAIRMAN 
said that the year had been one of excep- 
Kensington tional difficulty, and the’ result had 
Electricity oblized them to recommend a reduction 
Supply Co., Ltd. in the annual dividend which had been 
regularly distributed for the last 13 years. 
This had occurred in the year in which the Summer Time 
Act first came into operation. Whatever might be the effect 
of davlight-saving upon society at large—and he was inclined 
to regard it as decidedly beneficial—there could be no doubt 
that to the purveyor of artificial illumination it was an un- 
mitigated evil. It amounted. in fact, to an impairment of the 
Statutory basis of the electric lighting industry. for which it 
was very difficult to find adequate reparation in an increase 
of price. But the diminution in output from that cause was 
by no means the sole cause of the loss of profit. The war 
had compelled restrictions and economies in the consumption 
of light. and it had increased the cost of its production in 
consequence of a phenomenal rise in the price of coal, and a 
general increase in working charges. Tt had reduced income 
and increased expenditure. In spite of a steady growth in 
lamps connected, and of a 10 per cent. increase in price, and 
in spite ala» of the development of electric cooking, which 
now amounted to over 10 per cent. of their total output, the 


Brompton and 


· and emerging from it stronger than ever. 


falling-off in receipts was about £600. They burned less coal, 
but paid much more for the reduced quantity, and the account 
benefited by an allowance of £1,250 which they were able to 
obtain for faulty delivery under contracts in the previous 
year. Thus the increased coal cost amounted .to. £500, and it 
would have been less but for.a delay in the delivery of the 


new 1,500-KW. turbo-alternator owing to the difficult manufac- : 


turing conditions prevailing. The new generating plant was 
now working most satisfactorily, and was largely reducing 
their coal consumption . This economy would result in a 
considerable saving. The coal position continued o be an 
anxious one, but they had a larger stock than at this time 
last year. ‘Che burden of administration- devolving upon the 
reduced staff had been borne with cheerfulness ала devotion. 
Although, on account of the war, the progress of the Acces- 
sories Co. had been slower than anticipated, the manufac- 
turing side of the business especially having béen curtailed 
owing to the difficulty in obtaining materi and the prohibi- 
tion of imports, the undertaking was to-day working without 
loss, and the prospect, on a return to normal conditions, was 


satisfactory. 

Mr. W. F. FrapGarE, addressing the 
recent annual meeting, first referred to the 
death of Mr. R. Chadwick, who had been 
a director for 99 years. In these times of 
extreme difficulty, it had taxed the in- 
genuity and the work of all the members 
of the staff, and particularly of the engi- 
neer-in-chief, Mr. Kingston, and of the secretary, Mr. 
‘Stanesby; he could not speak too highly of their services, and 
of those of the staff under their control. Without careful 
co-ordinated work between the two important branches of 
the company—the secretarial and the engineering—they could 
not possibly have arrived at the satisfactory position shown 
in the accounts. The net revenue in the West End had in- 
creased by £2,700, and the total available net revenue was 
£71,640. That was arrived at after spending £10,000 on re- 
pairs and maintenance of the stations and mains in the West 
End during the year. In regard to the expenditure of £4,900 
on capital account, that was a very productive item, as it 
was on the erection of buildings in Short's Gardens which 
were already let at remunerative rentals. In the case of the 
City undertaking, the results were equally satisfactory, the 
net revenue having increased by £1,788. In addition to 
carrying forward £18,000, and transferring a large sum to 
reserve, they had spent £15,000 in keeping the plant and 
mains in an efficient state of repair. Comment was usually 
made as to there being no depreciation fund in connection 
with the City undertaking. It was, perhaps, better there- 
fore to explain that, having regard to the form of the Provi- 
sional Order, they were advised that no depreciation fund was 
necessary, and as they did not divide their profits, but simply 
paid the dividend on the preference shares, and carried the 
rest to general reserve, 16 seemed immaterial whether there 
was a depreciation fund or not. The balance of genera! 
reserve was £104,562. In regard to the general state of the 
company, they did not feel any great nervousness.for the 
future. They quite appreciated that the task before them 
and the staff was still a heavy one, but thev honestly believed 
that there would not be any danger of the company doing 
otherwise than passing safely through this very trying period 
Their position had 
never been stronger than it wae at the present morment. 
Under war conditions nothing in the way.of an amalgamation 
or a working together of the companies was possible. They. 
had, however, through the committee of the companies, of 
which he was chairman, been able to secure an increase in 
the excess profits standard from 64 to 7} per cent. Тһе 
company was not materially interested, as he was afraid there 
would be no excess profits during war-time, but it was a 
matter of principle. It appeared to them unfair that the taxa- 
tion of a company which had only a provisional order for a 
limited period should be put in the same ition as а com. 
pany with a perpetual existence. The application was made 
practically on the part of the whole of the London companies. 
He hoped that all those companies would see their way to 


Charing Cross, 

West End and 

City Electricity 
Supply 
Co., Ltd. 


-work together in the future. 


Presiding at the recent meeting, in Ton- 


 Coalite, Ltd. «don, Mr. H. WiLtLMOoTT said that there 


could not be any marked change in the ` 


finances of the company until the works at Barnsley were in 
full operation and proved the process to have the value that 
they attached to it. They hoped the plant would start work- 
ing soon; the delay in its completion had been due chiefiy 
to labour difficulties and- war conditions. Now that every 
civilised nation had become alive to the vital importance. not 
only of conserving its coal energy, but of providing cheap 
power for every form of industrial enterprise. as well as. to 
the enormous value attaching to the recovery of the many 
valuable by-products from coal distillation, it was manifest 
that low temperature carbonisation must progress by leaps 
and bounds. They had the priceless advantage of being the 
first in the field to prove both the practicabilitv and econo- 


mical advantages attaching to low temperature distillation as 


carried out by this process. The Government was carefully 
watching the development, and a very important committee 
had been appointed hy the Board of Trade to deal with the 


economical &upnlv of electric power for all classes of con- 
sumers in the United Kingdom. They were perfectly satis- 


— = 


alm ^ 


'Hised the further rise in wages and the prices of raw. mate- 


. ca ting £72,000 to depreciation, 88 against £24, 
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fied that their process would give the country cheap electric gum should be rovided by the t } 
power, which was the greatest economical factor we had to of the dividend in the form. of sean erg Dyer 
face from now onwafds, and, in addition, all the many. by- The directors of the Norddeutsche Kabel Werke A.G of 
prodacts obtained from low temperature distillation, such as Neu-Kolln, Berlin, which was formed in 1914 with the co- 
molor spirit and the heavier oils, that the country Was im- operation of the Mix & Genest Co the Town Council o 
ring at the present time at an enormous cost, in addition Neu-Kolin, and the Mansfeld Copper Co., state that the 
to which there were the other valuable by-products, for which working results in the year ended on September 30th, 1916 
there was practica ly an unlimited deman The British were satisfactory having regard to the disturb sed by 
ае Co., with which th ied i ance Fu Koln, 
Coeli t c ey were naturally closely allied 1n the removal of the works from Schoneberg to Neu-Kolln 
interest, appear to be on the eve о reaping some advantage which was completed at the beginning of last summer | Ag 
from the seed it’ had plentifully sown. That company, which net profits, the accounts show the sum of £11,000 s 
owned the British rights for the processes in. respect of trasted with £6,500 in 1914-15, and a dividend t th T te of 
which the company controlled the foreign patents, was 10 per cent. has been declared on share cà ital [259 " 
arranging to grant a licence for the use of the process for the and 24 per cent. on £92,000, as against 8 i. Gen i It DTO- 
United Kingdom to a development company which was about sed to increase the share capital by £50,000 80 ч o p^ 
to be formed, with which very powerful interests were con- able to execute larger Government orders. 
nected, with an issue capital of & least £50,000, part of a 
ee of £100,000, on terms that should be mutually ze Stee ОЕ 
The Aluminium und Magnesium Fabrik Lianelly and District Ele 
бнз о Hemelingen, Bremen, records net profits riesci A. R. HOLLAND, pis Lighting & TA tee 
a с са. p ER о 1916, as compare with was a more satisfactory showing than for 1915, owing to an 
P 5. 16, in 5. Тһе dividend recom- : all-round improvement 1n electricity supply and tramway 
mended is at the rate of 18 per cent., a8 sections. Coal cost approximately 60 per cent. m than i 
compared with 15 per cent. in the preciding year. f pre-war times, and nearly 30 per cent more than in “915. 
The Deutsche Kabelwerke A.G., of Berlin-Lichtenberg Labour conditions were extremely dificult. Women con- 
realised gross profits amounting to £67,000 in 1916, a8 against . ductors had been employed on the cars with some success 
£14,000 in the previous year, the works having been W and the directors were watching the labour question very 
occupied during the year. As the plant has already been carefully. New power consumers were being secured i 
entirely written off the books to the nominal sum of 1s., the satisfactory rates under long-term contracts, which showed 
only provision made for depreciation last year 18 £1,500 for that the business was of a permanent nature. Extensions to 
buildings. The net profits are £31,000, as compared with the power station plant would be in service toward the en 
£35,000, and the dividend is at ihe rate of 8 per cent., this of April, and this should have à favourable effect on ihe 
sg hp cum е doy in 1915. current year's results. 
e directors of the 'abelwerk Duisbur A.G. report gros ! | 3 
profits on manufacturing of £119,000 in^ 1916 as dl о Electric Light & Supply Со. Ltd.—Mr. C. g 
with £114,000 in the preceding year. After making various ТА addressing е PED meeting, referred 10 ше 
appropriations and setting aside £5,400 for depreciation, ав шч of the уе Da looked forward to ^ p 
against £5,600 in 1915. the accounts how nct Bro IS of provement after the war. [hey had reluctantly come to the 
$4 000, ав  ontrasted with е 415000. It is propose duo asa conclusion that the price of current must be raised, but the 
dividend of 16 per cent. and a bonus of 9 per cent. making ss Ph did о cover the cost ol production, Mr. 
Of per cent., 88 against 18 an 319 per cent. respectively ine RIPPER said that they sold exactly the same number of units 
duh uu о arre ue 8, d de eel шоку Ой 
j И + , ет, ,9 
А Ti P e Gesellschaft, of Berlin, which was Though the income was larger by nearly £600, the profit was 
d t dd dein that, notwithstanding оц ш п nearly £900 less; that was why they must increase the charge, 
г Dg, out muc `] 
scientific work and many experiments in 1915-16, dud to bring but only for the period of Mio wan E ш 
them in part to a fnal conclusion. | The Kaolin Elektro- Dublin and Lucan Electric. Railway Co.—The company 
Osmose Co. made further progress, whilst the plant of the held its annual meeting on March 29th. ‘The tratiic receipts 
Westerwald Elektro-Osmose Ton Gewerkschaft is shortly to during 1916 increased by £104, and the expenditure by £482 
‘be put into operation. The accounts of the Berlin company owing to enhanced price of coal and other ‘materials. Coal, 
a ates pU the year, this comparing with a loss - Mg averaged are twelve о prior to the war, гове 
о in 15. | o £2,572 for 2 ter paying debenture interest, £313 is 
The Brandenburg Carbid und Elektrizitats Werke, of Der- to be carried forward, the payment of the cum. pref. divi- 
lin, report that the production of carbide in the year ended dend being postponed for the present. The mileage had been 
. on March 318%, 1916, was less than in the preceding twelve somewhat reduced, and that had to some extent reduced the 
months, owing to the unfavourable water conditions, particu- expenses without reducing the receipts. Passenger fares and 
larly in Norway. Nevertheless, good results were obtained in goods rates had been slightly increased. It was observe 
| Germany ав a consequence о he higher gale prices. A fur- that the company's line was the only one in Dublin that 
ther large increase оок ot in E gupply of electrical maintained & continuous service during Easter week last year. 
energy despl e difficulties o1 exten ing the overhead net- in: 
work on account of the war. The Det profits amount to rcm ane Datan pel Supp. d Ende 00 
Work ЮВ ав compared with £15,000 in 1916-10 and a dividend @ connections increased PY н 1.070, equivalent ST 
Pho rate of 7 per vont, has been declare + өз in the previous ` watts). The units sold increased from 1,070,927 to 1,367,557. 
sear | , yon y revenue from me ks Pd i m inde c o 
The Grosse Berliner Strassenbahn A.G. intimates that, i in revenue AE e ae e Pa е 
despite the considerable augmentation in the car mileage run power, en 0 _ р supply, a E an E Receipts 
jn 1916, and the expansion in the receipts by nearly £300,000, ees ЦИ У = ^h e iun d + th pie 
the company is compelled to reduce the rate of dividend from evenue has been me e than пепле унан шара 
6 per cent ye 915 to 4 per ent. for last year owing to the of coal and fuel oil, &c. The net profit available 18 £3,487, out 
nv. : : У g of which £1,500 is put to depreciation and reserve, 8 per cent., 
rowth in the cost of materials and wages, and the excessive 1 А : : : 

Mirum | be ess tax, 15 paid on the shares, an 199 is to be carried for- 
provision necessary for depreciation due tq the extraordinary d. Mr. Pri :aned the chai hi d Mr. Jack 
wear and tear of the tracks and cars. A deficit has only been m h tak DE e chairmanship, and Mr- wae’ 
avoided by the suspension of legal restrictions so a8 to permit man has taken 019 р 802. : 
of the overcrowding of cars, the greater use of trailers, and Windsor Electrical Installation Co., Ltd.—The profit for 
the stoppage of wor ing in the case of unprofitable lines. 1916, including £779 brought. forward, was £4,516. After 

The Ges. fur Elektrische Hoch und Untergrund Bahnen, of paying debenture and other interest £560, preference divi- 
Berlin, announces 8 dividend of 3 per cent. for 1916. as com- dend £912, putting £1,500 to depreciation, renewal and re- 
pared with 4 per cent. in the previous year. It has been serve, paying £250 directors’ fees, and 9 per cent., less tax. 
necessary partly to draw upon the balance brought forward on the ordinary shares, £519 is to be carried forward. Light- 
from 1915 in order to pay the dividend owing to higher work- ПЁ restrictions and the Summer Time Aci reduced receipts 
ing expenses. and notwithstanding the fact that the traffic from the more remunerative class of consumer. Owing to 4 
receipts on this underground an high-level railway increase large increase, however, in the sale of cheap power units, the 
from 458,000 in 1 to £526,000 last year. The traffic has net receipts show only @ small reduction in revenue. st 

. but this has not equa- of fucl and other materials considerably increased the work- 


further increased in the present year | 
j jng expenses and seriously affected the profit. 


rials, and unless the fares are advanced а further decline 1n Urban Electric Supply Co.. Ltd.—The gross profit. for 


the net revenue is held in prospect for the current year. 1916 was £64 093. as against £68.513 for 1915. After deduct- 
The Sac haenwerk, Licht und Kraft A.G., of Niedersedlitz, ing expenses, the balance is £61,772. Interest and debenture 
Dresden (the former Kummer concern), reports an Increase stock redemption absorb £43,748; £10,000 to reserve for depre- 
im the turnover in 1916 to £2,000,000 as a result of extensions ciation ; 94 per cent. ls to be paid on the preference shares 

After allo- (£6,250), and £1,774 carried forward. The directors regret 


е . 


"Wl A that under existing conditions they do 
exhibit net profits of £53,000, as compared with paying the preference Jividend in full. | 
dertakings next week. 


of the works and the greater degree, of activity. | 
000 in 1915, the not feel justified in 


accoun 
£47,000, and the ditectors recommend a dividend of 20 per à : 
cent. on the share capital of £995,000, as c ontrasted with 18 usual table of results of the various un 
915. It is now pro to increase the share Australia: Electric. Light & Power Supply Corpn., Ltd.— 
thorised to issue 60,000 £1 shares. 


gest that part of this The directors have been 80 


886 THE ELECTRICAL REVIEW. 


Commonwealth Edison Co.—The accounts for 1916 show 
& total income of $6,498,806, as compared with $6,519,462, 
and after providing for dividends amounting to 8 per cent., 
the same as for each of the two preceding years, there re- 
mained a surplus of $732,301, increasing the tetal surplus 
brought forward to $5,175,264.—Financial Timea. 


Russia.—The Industrial and Electrical Constructions Co., 
Ltd., Petrograd, began business in January. 

The Tabreer Electrical Stations "'" Otes’’ Co. is being 
formed; capital, 2,000,000 roubles. . 

The Russo-French Electro-Mechanical Co., Petrograd, began 
operations in January. 


Tramways & Light Railways Estates Co., Ltd. — The 
total revenue for the year was £804. The surplus is £619, 
plus £558 brought forward. A dividend of 3 per cent. is to 
be paid, and £626 carried forward. 


Vickers, Ltd.—Final dividend for 1916, 1s. Gd. per share 
(free of tax) on the ordinary, making 12} per cent. for the 
year. О ; 
S. Smith & Sons (Motor Accessories), Ltd.—Interim 
dividend, 9d. per share, free of tax, for half-véar ended Janu- 
ary 3lst. 

Anglo-American Telegraph Co., Ltd. — Interim dividend 
for the March quarter, 15s. per cent. on the ordinary stock 
and £1 10s. per cent. on the preferred stock, less income tax. 


STOCKS AND SHARES. 


SATURDAY AFTERNOON. | 
Wan Stock naturally monopolises most of the attention in 
the investinent markets for the time being The quotation, 
after giving way, recovered to within 3 of its issue price; 
and the effect upon other high-class securities may now be 


written off as virtually nil. People who sold good stocks in 


order to invest their money in the War Loan are beginning 
to ask whether they were not a little hasty, and the demand 
now runs on debenture and preference shares that were 
pressed for sale what time the War Loan lists were open. 
The tone throughout the market is good, the excellent news 
from the Western Front and from Syria being a stimulus to 
investment of the large amounts of money which are avail- 
able—more particularly in the Northern provinces. 

Home Railway Stocks are slightly disturbed by the an- 
nouncement of the Board of Trade that it is desirable there 
should be no extra travelling at Easter, and that no relaxa- 


tion of the higher fares must be expected during the summer ' 


months. Why this should have affected prices it is difficult 
to say, because it makes little difference to the companies 
themselves, so far as dividends are concerned. Underground 
Electric incomes weakened because of the withdrawal of 
some of the 'bus services, and the probability of yet other 
routes being re-arranged in consequence of the necessity for 
conserving petrol. National Steam Cars, by the way, have 
improved for this reason. | | 

The inarket for electricity supply shares is very firm, and 
buyers are beginning to put in an appearance, only to find 
that holders are anything but willing to sell at the current 
levels. This is as good evidence as could be desired of the 
faith which investors have in the market, because there are 


.several influences at work—e.g., the Daylight Saving, the 


calling-up of more men, the difficulties connected with coal— 
which are scarcely bull points for the industry at present. 


They are purely temporary influences, of course, though it 


may be assumed that Daylight Saving will continue long after 
the war is over. The earnings of the various supply com- 
panies are greatly helped by the demand for power; and this 
should prove the mainstay of profits while the lighting re- 
ceipts suffer from war conditions. | | 
In view of the difficulty that there is of obtaining good 
stock, we hope it may be of use to set out a few investments 
which are actually on offer in the market at the moment. 
Securities are so quickly snapped up nowadays that before 
these lines appear some of the instances noted mav have 
heen taken; but as we write, the following can be obtained :— 


Stock or share. Price. Yield. Dividend 
Bournemouth & Poole 2nd х sneak is 
Preference ... si . 98 £6 5 0 March, Sept 
British Electric Traction ti 
14 % 2nd Debenture ... 70 6 R 6 May, Nov 

British Westinghouse 4 95 ок 
Debenture ... ез . 68} 516 9 Jan., July. 
Chelsea 6 % Preference 43 6 3 0 Jan. July. 

Electric Construction 4 % 
1st Debenture Р e. 68 517 9 Ja ] 
E & Suburban Traction | MA 
4 Ist Debenture ... 65) 617 6 J , 
M ons Electric Trams | x 
5% Debenture  ... "i 6 35 60 , , 
Winnipeg Electric 44 9 t Menos 
Debenture ... бу, we wl 6 то 


April, Oct. 
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We have confined ourselves to fixed-interest stocks and 
shares, but in the Ordinary list there are attractive purchases, 


- though it is more difficult to set out a selection of these for 


the sinple reason that there are comparatively few actually 
on offer. 

The price movetnents this week in our tables are trifling. 
With Easter so near at hand, the ordinary reason for quietude 
would be to ascribe it to reluctance on the part of the buyer 
to be bothered with stocks and shares on the eve of the 
holiday. This, however, can scarcely be advanced at the pre- 
sent time as acting upon the stock markets, for volunteering 
and allotment-digging will take the place of seaside holidays 
o vear, and these call for less interruption than the latter 
(do. t ` 

However, the fact remains that business is quiet, except . 
in the rubber share market. The activity here continues 
apace, Prices gave way on a shrinkage of orders, but as soon 
as the demand was resumed, they started to recover. Although 
not so buoyant as it was a fortnight ago, there is plenty of 
resiliency in the market. Tin shares are mostly better, thanks 
to the big rise in the price of the metal: and the recent 
Improvement in copper shares is yet more than maintained. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Homes ErLmorniciTY COMPANIES. 


Dividend Price | 
Mar. 31, Riseor fall Yield 


pt 
1916. 1916 1917. this week. р.о. 
Brompton Ordina s .. 10 9 6 == sinn 
Charing Cross Ordinary vs б 5 xd — 7 18 10 
do. do. do. 44 Pref.. 44 44 Bra — 713 
Chelsea ee ee oe ee 4 8 8 -— б 18 4 
City of London... ‘x æ. 8 8 118 xd + > 708 
do. do. 6 per cent. Pref. 6 6 — 9f xd — 6 8 1 
County of London "MC Т 7 10j — à 618 8 
do. 6 per cent. Pref. 6' 6 97 + вві 
Kensington Ordinary .. ih 1 10 bi — 611 7 
London Electric .. a e 8 8 1 — Nil 
do. do. 6 per cent. Pref. 6 4 93 -— 568 
Metropolitan ne ix . 8 8 245. — 69 9 
do. 44 per cent. Pref. 44 44 e — 940 
8+. James’ and Pall Mall , 8 8 e — 6 10 8 
South London... ae T б b 92 xd — 75686 
South Metropolitan Pref, .. 1 17 2u- = а 13 4 
TELBORAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref. зю ee 6 6 — 0 x | B 
4 do. Def, ce ec 88,6 14 — 6 16 4 
Chile Telephone .. we . 8 8 615 === 635 8 
Cube Sub. Ord. oe ee ee 6 6 7 === 6 13 4 
Eastern Extension ae we a 8 18 — е5 16 4 
Eastern Tel. Ord. [E eo 8 8 189 ары қ 15 1 
Globe Tel. and T. Ord. .. MEE | 1 ri + "6 уб 
do. Pre е ee 6 6 = 6 6 4 
Great Northern Tel, ee ee 95 22 Be — 6 1 0 
Indo-European .. oe .. 18 18 46 — 6 19 9 
Marconi ee oe ee ee 10 10 dU == 8 1t 0 
New York Tel. 44. M o 44 4 1^ — 490 
‘Oriental Telephone Ord. .. 10 10 9 — 4 14 1 
West Indis and Pan, ..  .. 6d. 6d. T — 913 6 
Western Telegraph T ix 8 8 xd +È *$ 16 4 
| Home Rar, 
Central London, Ord. Assented 4 4 00} —- e 8 0 
Metropolitan ee oo eo 1 1 $4 + i 4 8 0 а. 
| do. District .. .. Nil Ni 16 —— Nil 
Underground Electric Ordinary Nil Nil 1 — Nil 
о. do. "A" <=. Nil Nil br. — Nil 
do. do, Income 6 б 784 — $ 67 0 
Forzion Trams, &o. 
Dividend 
у= 
1914. 1915. 
river . 6 gh ra тем 6 6 6 + Ya 6 00 
o-Arg. Trams, Firs А == 911 4 
E do. 9nd Pref. . ө 6l = — 
do. 6 Deb. ee 6 6 64 =н» 3 15 0 
Brazil Tractions .. гә „ 4 4 464 = 812 0 
Bombay Electric Pref. .. © 6 6 10 = 600 
British Columbia Elec. Rly. Pfce. б 6 62 = 8 V4 
do. do. Preferred — Nil 45 —1 Nil 
| do. do. Deferred — Nil B9 — Nil 
do. do. Deb. 4i ü 62 — 616 О 
Mexico Trams 5 per cent. Bonds — N 273 — Nil 
/ do. 6 per cent. Bonds — Nil 25 — Nil 
Mexican Light Common - Nil Nil — Nil 
do. Pref, ee eo Nil Nil 14 = Nil 
MANUFACTURING OOMPANIRS. 
Babcock & Wilcox oo 5 14 16 ats +A 856 0 
British Aluminium Ord. a 6 1 98 -— ` 70 4 
British Insulated Ord. .. æ. 16 11 132 — 617 3 
British Westinghouse Pref, .. "à 7 94 xd — 60 Q 
Callenders .. а ve . 15 90 128 — 718 6 
do, 6 Pref. oe e 6 6 4 — f b Q 
Castner-Kellner ee ee [7 90 29 8f. — 6 1$ Q 
Edison & Swan, £8 pes NI — W — 1 
do. do. {ураа >, Nil — 14 um Nu 
do. do. 4 percent. Deb. 4 4 = 6 1 3 
Electric Construction .. - 6 1% t = 710 
Gen. Elec. Pref, oe ee ee 6 8 == 8 6 4 
H do. eee ee ee 2 2 164 acm 6 18 o 
eniey ee ee ee ee ps 8 1 8 
do. 4 Pref. eo oe ee 44 4$ 4 Ы — 6 19 6 
India-Ru ber ee ee ee 10 10 114 — *8 & 4 


* Dividends paid free of tncome-taz. 


Summer Time.—Summer time is to be re-introduced on 
Sunday next, April 8th. The clock will be put forward one hour 
at 2 a.m. Normal time will be resumed on the morning of Monday, 


September 17th. In Germany a similar change will be made on 
April 15th. 


* 
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SOME NOTES ON BONDING AND 
EARTHING THE LEAD SHEATHING OF 
UNDERGROUND CABLES, WITH 
SPECIAL REFERENCE TO SOLID SYSTEMS. 


By G. W. S. 


THE practice of bonding the lead sheathing of underground 
cables across joint boxes is now commonly adopted, and the 
need for doing this is largely recognised. The days when 
it was considered sufficient that the lead of a °75 concentric 
cable should be made continuous by a bond consisting of a 
single strand of 18 8.w.G. copper wire tacked on to the lead 


of the cable with hard solder are now over, it having been . 


found by bitter experience that such bonding, so far from 
being of any service, is a positive danger to the cable 
system. * It might, indeed, be said that the bonding and 
earthing of cable leads has become an article of faith with 
many Mains engineers, inasmuch as it is seldom considered 
what is the reason for bonding and earthing, whether there 
isany necessary connection between the two, and whether these 
practices should be universally applied. 

The reason or object of bonding electric cables may be 
briefly stated to be to enable all parts of thé lead sheathing 
of a cable system to be maintained at approximately the 
same potential, and in good condition, notwithstanding that 
a heavy fault current may be flowing. If the cable leads 
are earthed in addition, such potential will be approximately 
that of earth. To fulfil this condition, obviously bonds of 
ample cross-section are necessary, and, more important still, 
the connection of the bond to the lead of. the cable must be 
efficiently made. Many a bond of ample size has failed on 
the passage of & considerable fault current, through being 


simply tacked on to the lead, the joint of bond to lead. 


having become heated and the bond isolated, with, of course, 
serious damage to the lead, and the creation of another fault, 
maturing either at the time or some months later. Bonds 
should, therefore, be secured to the lead of a cable by being 
made to embrace the whole circumference, the joint then 
being plumbed, and an ample amount of metal being used. 

Earthing the lead of cables that are armoured and laid 
direct in the ground, and of those drawn into conduits, can 
be well understood. In these cases the lead is uninsulated, 
and it is essential, in order to avoid stray currents getting 
on to or leaving the lead, to maintain the same at earth 
potential. In the case of cables laid on the solid system, 
the reason i8 not so apparent. "The whole object of the 
care taken in laying cables on the solid system seems to be 
to insulate the lead efficiently. The numerous precautions 
requisite to be taken in filling the channels, and the use of 
asphalt or stoneware bridges that now characterises the 
best practice, all suggest the question why, having been at 
such pains efficiently to insulate the lead of the cables, we 
should be so careful to earth it. 

The earthing of the lead of a solid system of cables 
occurs at each service, or other buried box, if, as is the 
ugual custom, these boxes are bonded to lead, and through 
the lead of the feeders to the earth plate at the works, 
It is readily seen that, by insulating the lcad of the cable from 
the various boxes, and by removing the earth connection to 
the lead of the feeders at the works, the metallic sheathing 
of the whole of the cables of a well-laid solid system would 
be insulated from earth. | 

The question immediately arises as to what degree of 
insulation could readily be maintained. By the use of 
boxes with the compound pocket type of gland, it should not 
be difficult to design an insulating bush of suitable 
shape and material to maintain good insulation between 
the lead of the cable and the iron of the box. To 
make a sound job, and to obtain additional security, 
6 in. of the channel on each side of the box could be 
filled with box compound instead of pitch. It would, of 
course, be inadmissible to connect the lead of any branch 
cable with the lead of the main, unless the branch were laid 
solid. This would present no difficulty where iron service 
boxes were used. If, however, service joints of three or 
four-core distributors were covered by lead T-sleeves it 
would be quite possible, by removing a narrow strip of lead 


from the branch cable near the sleeve, to maintain the insu- 
lation of the distributor lead. The break of the lead of the 
service cable would be covered by an insulating sealing 
fitting, such as is used for isolating the lead of traction 
feeders into short lengths. This fitting, being pitched in 
with the T-sleeve, would make quite a sound job. The 
lead of the arinoured cable service would, of course, have to 
be earthed, and this would be done by bonding it to the 
service box, and also, if thought desirable, to the water 
main inside the building. It would not be possible to 
maintain such effective insulation of the lead of the distri- 
butor if the boxes used were of the brass gland type. 
Although the brass gland could be insulated from the box, 
to do so would really sacrifice all the advantages of this 
type. Experience has proved however that, given a careful 
jointer, a box of the compound pocket gland type will make 
as sound a job as one of the brass gland type, without call- 


‘ing for so high a degree of skill, the plumbing of the brass 


glands, especially when these are large, being an operation 
requiring a first-rate plumber. 

With a system of cables arranged as described above, 
breakdown of the insulation of the conductor at any point, 
would not, normally, result in any leakage current, and 
consequently could go for a long time undetected. Should, 
however, the insulation of the lead fail at this or at 
any other point on that particular length the conditions of 
a system with earthed but unbonded leads would be partly 
reproduced with the attendant evils. It therefore becomes 
essential to have some means of checking the insulation of 
both the conductor and the lead. Regarding any particular 
length of cable, it is quite apparent that if the conductor insu- 
lation be faulty, and that of the lead be good, the lead will 
become alive. By testing the lead, first for potential then 
for insulation, an excellent knowledge is obtained of the 
state of the particular length. With the lead of the cables 
isolated at each box, it is impossible to apply such a test. 
If, however, the lead of the cable be bonded at each box, 
but with an insulated bond, and, furthermore, if in euch 


-disconnecting box the lead of each way be connected to an 


insulated terminal, it is possible for a box inspector to test 
with test lamps, or, more accurately, with a voltmeter, the 
insulation of conductor and lead of each length of cable on 
the system. Should the lead be found alive a conductor 
fault would be indicated, and this would be tested for in 
the usual way, the lead being meanwhile earthed at one dis- 
connecting box. In case of an earth on the lead being 
indicated, this would point either to a neutral fault or to 
damage to the channel at some point, which would be found 
by locating the fault on the lead, one of the outers being 
used as a return wire, the neutral conductor meanwhile 
being connected. 

The provision of an insulated bond at each box should 
be a comparatively easy matter. The bond would be wiped 
on to the lead of the cable at a point that would come inside 
the box close to the gland, and would be of ordinary insu- 
lated cable. The attachment of the bond should be done 
before the lead of the cable is removed for sweating of 
fittings. This method of bonding would necessitate the 
use of a box slightly longer than would otherwise be 
required, and on completion of the job the bond would be 
in the box surrounded by compound. 

The system can easily be extended by connecting together 
the leads of the cables in the disconnecting box in the same 


way as are the conductors, and, in the feeder pillars, by 


connecting the leads of the various distributor ways to the 
lead of the feeder. The lead of each way from the feeder 
pillar should be isolated from all other ways of the same 
or of other feeders in the various boxes, as this will 
considerably expedite testing operations. The feeder leads 
at the works can then be connected to a terminal board, 
8o arranged that daily tests of the potential and insulation 
of each feeder lead can rapidly and conveniently be made. 
As in the case of services, it is essential to break the con- 
tinuity of the feeder lead before it leaves the channel to 
enter the cable subway, the lead in the cable subway being 
earthed in the usual manner. The earthing of feeder 
pillars and disconnecting boxes would have to be efficiently 
carried out. This could best be done by bonding to the 
nearest water main. 

As an alternative to the above method гоё connecting up 
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the lead of the feeder cables in the works, a system could 
be arranged by which they were connected, each through a 
switch, to a bus-bar, which bus-bar would be put to earth, 
through a resistance, in a similar way to the neutral of 
a three-wire system. With this method, the lead of the 
cables would be maintained normally at earth potential, 
and by connecting an ammeter between the bus-bar and 
earth, faults on the conductor would be at once indicated 
by the passage of a current through the ammeter. By 
opening the various switches, this fault would at once be 
localised to a particular feeder, and by testing the -various 
ways at the feeder pillar, to the particular section. The 
further localisation to the shortest length would be a simple 
matter. Faults of the insulation of the lead would be 
tested for, at the works, by opening the various switches 
and testing with lamps. In case of a fault being indicated, 
it would be followed up as before. As each way in the 
feeder pillar is entirely isolated, the tracing of a faulty 
length will be a very simple matter, and will take little 
time, especially if the feeder pillars are provided with an 
ample number of ways. 

A difficulty arises in connection with a system as outlined 
above when any work, such as connecting a service, which 
requires the lead of the cable to be exposed, has to be carried 
out. As there is always a possibility of the lead becoming 
alive through a conductor fault, special precautions would 
have to be taken before working. The most thorough 
method would be to disconnect the length of lead in the 
nearest disconnecting boxes, and to earth it to the frame of 
one box. If disconnecting boxes with diving-bell covers 
were used, this would be quite a simple matter, and would 
take up little time. The jointer would, of course, test the 
lead for insulation and potential before and after his work, 
and report any defect. 

Such a cable system as has been described would, if 
properly maintained, make a bad fault or burn-out a very 
remote possibility. By maintaining efficient insulation of 
the lead, a conductor fault, while being immediately detected, 


is comparatively harmless, and a good insulation of the , 


lead, indicating, as it does, that the channeling of the 
cables is in perfect order, makes conductor faults the more 
unlikely. · The system would fail in the case of simul- 
taneous faults in the conductor and the lead, and an earth 
would be put on the conductor network. By manipulation 
of the switches connecting each feeder lead to the earth 
bus-bar, the lead of the section containing the conductor 
fault could be isolated from earth and the neutral 
of the conductor system restored to earth potential. 
If the faults on the conductor and lead were both on the 
same feeder section the earth could not, of course, be 
removed so easily, but by disconnecting each way at the 
feeder pillar in turn, the lead of the faulty way could 
be isolated, unless again the two faults were on the 
same sub-section, when the conductor fault would have to 
be followed up and removed. The possibility of the sim- 
ultaneous occurrence of two faults is not great, especially 
on the same feeder section, certainly not greater than the 
simultaneous occurrence of two faults on each outer, or on 
an outer and neutral of an ordinary three-wire system with 
bonded and earthed cable leads. The system, of course, 
affords no protection against mechanical damage. It should 
be noted that the method of locating conductor faults to the 
shortest length by testing the lead for potential, not only 
can be carried out with the utmost ease without inter- 
ruption of supply, but, by reason of the isolation of each 
feeder way, with very much greater speed than by direct 
tests on the distributor conductors, as the sections will all 
be very small, and a test at the feeder pillar will leave little 
to be done. 

The writer is not aware that a system such as has been 
described has ever been carried out. The method of 
insulating and isolating each length of lead is well known, 
but with such a system it is impossible to form any accurate 
idea of the state of the insulation of the conductors. The 
insulation of the network to earth may be high, while the 
insulation of the conductor to lead may be low in many 
places, and, moreover, conductor faults can develop and 
accumulate in number without detection, till, in course of 
time, the insulation of the lead begins to deteriorate 
generally, when the penalty has to be paid for the false 


security that has for a time been enjoyed. With an 
insulated and bonded system, double insulation is fully 
maintained and utilised, but easy. means are adopted 
frequently to determine the insulation of both conductor 
and lead. A fault on either causes no inconvenience or 
interruption of supply, but can be located and repaired in 
comfort. The method of isolating feeder sub-sections 
enables faults to be found very quickly and easily, while 
finally, the great bugbear of the conscientious mains engi- 
neer, neutral faults, which with an ordinary system are so 
difficult to locate, are indicated with the system described 
as an earth on the lead, and are located with the same ease 
and expedition as faults on the outers. 


EQUIPMENT OF KING GEORGE DOCK, HULL. 


(Concluded from page 342.) 


The hydraulic pumping station is situated at the east end 
of the estate, adjacent to the coal hoists. 

The installation consists of four sets of three-throw hori- 
zontal pumps, each capable of delivering 250 gallons of water 
per minute, against a pressure of 850 lb. per square inch. 

Each pump is driven through a single reduction, machine 
cut, double helical gear by a 200 B.H.P. open type motor, the 
pumps, motor and bearings for the gearing, being mounted 
on & cast-iron bedplate of substantial design. The motors 
run at 500 R.P.M., and the pump crankshaft at 55 R.P.M. 

The rams are of hard manganese bronze 54 in. diameter, 
and have a stroke of 18 in. The cylinders are of cast iron 
with gunmetal neck rings, and have single delivery and double 
suction valves, the valve boxes, which are of cast steel with 
hard bronze-valves and seats, are bolted direct to branches 
provided on the cylinders. 

Three accumulators are provided; the return water from 
the system is led into four cast-iron tanks; any leakage in 
the return water pipe lines is automatically made up in the 
tanks from the fresh water mains. In the event of the return 
water supply being interrupted, the tanks can be filled from 
the dock by four emergency centrifugal pumps, direct driven 
by 7% B.H.P. motors. 

The starting or stopping of the motors is carried out auto- 
matically by the accumulators, when they are at the top and 
bottom of their stroke. 

A square steel tappet rod arrang2d vertically is partially 
rotated by tappets fixed on the accumulator. An eccentric 
at the lower end of the tappet rod controls a hydraulic slide 
valve, which is connected to the pressure mains. When the 
accumulator is nearing the bottom of its stroke and the pumps 
are to be started, the slide valve, moved by the eccentric, 
admits pressure to a small hydraulic ram, which moves for- 
ward against a ram of smaller diameter, which is always 
connected to the pressure mains. In moving forward. the 
ram operates an clectric tramway type controller, through a 
simple system of links, levers and gearing. During this move- 
ment, the pumps are simply circulating water through a bye- 
pass connecting the suction and discharge. When the con- 
troller is in the “ор” position and all the resistance is out 
of the motor circuit, the operating ram, still moving forward, 
strikes the tappet of a small hydraulic slide valve, which closes 
the bye-pass by admitting pressure to the ram of a hydrauli- 
cally operated valve. The pump is then working under load. 

When the accumulator is nearing the top of its stroke and 
the pumps are to be stopped, the slide valve moved by the 
eccentric opens the starting ram to exhaust and the above 
operations are reversed, the starter being brought to the 
“off” position by the constant pressure ram. This arrange- 
ment, by starting and stopping the motors under no load. 
prevents any excessive rush of current, and has been found 
to work exceedingly well in practice. 

The main feeder cables are connected directly to the bus- 


.bars of the switchboard, which consists of a separate panel 


for each set of pumps, equipped with double-pole circuit- 
breakers and ammeter. А watt-meter is fitted, which, to- 
gether with & Venturi meter in the delivery pipe line, enables 
the cost of pumping to be accurately kept. At the trials the 
overall efficiency of the motors and pumps varied from 81 per 
cent. to 85 per cent, 

The coal shipping appliances at present consist of two con- 
veyors situated at Nos. 2 and 3 berths, and one fixed and 
one movable coal hoist at No. 6 berth, so arranged that both 
hoists can, if required, deliver into the same ship. These 
appliances will be added to in the future by probably three 
E conveyors or, alternatively, two conveyors and one 

oist. 

The hoists are operated by hydraulic power, and each is 
capable of dealing with wagons having а maximum gross 
weight of 35 tons. The coal conveyor belts are of mild steel 
plate, supported on link chains. f 

All the working operations are controlled from a conveni- 
ently placed cabin on the main gantry framing, all the spout 
adjustments being made by means of electrically-driven 
winches and wire ropes. 
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The main conveyor is driven by a @20-в.н.г. motor and two 
sets of steel wheel and chain gearing, a differential gear 
being fitted to equalise the load on the conveyor chains. The 
speed of the belts is 120 ft. per minute. The spouts are 
driven by helical spur gearing and electric motors mounted 
at the back end of the spout girders. 

The capacity of the conveyors is nominally 800 tons pec 
hour, though on the trials this was considerably exceeded. 

The dock entrance gates are of the composite type with 
straight sills and fixed flotation. 

The ro barrels are driven by means of machine-cut 
gears and reversible, three-throw, single acting, oscillating, 
hydraulic engines, developing 25 B.H.P. | 

The'pumping installation at the graving docks comsists of 
two main centrifugal pumps, a centrifugal drainage pump, 
and & charging pump. 

pump house is formed between the walls of the two 
docks, and is covered in by a central skylight and reinforced 
MUN ‘slabs covered with asphalte and supported by steel 
joi 

The main pumps each have a mean capacity of 36,000 gal- 
lons of water per minute against a head of 40 ft. The two 
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Mia. 4.—ELECTRICALLY-DRIVEN Оол, Conveyor, Kina GkonaE Dock. 


pumps working together are capable of emptying the 72-ft. 
dock in 90 minutes, or the 66-ft. dock in 70 minutes. 

The pumps run at 575-416 R.P.M., and absorb a maximum 
н.р. of 390. They are driven direct by shunt-wound open- 
type motors of 420 в.н.р., drip shields being fitted over the 
commutators. 

The feeder cables are led to a switch pillar, each pair of 
cables having two single-pole knife switches, a voltmeter, 
and watt-hour meter being provided in the pillar. 


The bus-bars of the switch pillar are connected to a distri- - 


bution board, from which the various services to the motors 
are taken, each service being fitted with pull-out switches. 

The starting gear for the main motors consists of an iron- 
clad pillar, containing an ammeter, shunt field regulator, and 
a multiple-lever starter. Step-by-step operation is effected 
by means of a slow motion ratchet type handle; a double- 
pole circuit breaker is actuated by this handle and is inter- 
locked with the starter, so that the breaker can only be put 
on when the starter is '' off,’ and the breaker is tripped and 
cannot be put on again until the starter is returned to the 
*off'"" position, in the event of the operator failing to com- 
plete the operation of starting. 

The drainage pump delivers 3,000 gallons of water per 
minute when pumping against a total head of 54 ft. 

The pump is driven by a 75-B.H.P. semi-enclosed motor pt a 
speed of 1,100 &.P.M. The charging pump is driven thréugh 
gearing by a semi-enclosed motor of 4 B.H.P. | | 

A 925-ton electric travelling crane running on rails laid on 
the pier between the two docks, and capable of serving both 

ocks, is now being installed. е 

The electrical energy for power and lighting is distributed 
by means of 10 main feeder circuits, arranged as follows :— 


Circuit. Description of Machines on Circuit. 

` A. "Two coal conveyors. 

Cranes and capstans north quay, north-west arm. 

Cranes and capstans south quay, north-west arm. 
Grain silo. 

Hydraulic pumping plant. 

Graving dock pumping plant. | | 
Cranes and capstans at south quays of main basin 
. and north-east arm. 

H, K. & L. Electric light feeders. 

The main switchboard consists of a separate panel for each 
of the above circuits. of the power circuit panels are 
` equip with an ammeter, two single-pole circuit breakers, 
and mngle-pole knife switches tó each cable where the feeders 
consist of more than two cables. The lighting circuit panels 
are each equipped with two ammeters, two single-pole circuit 
breakers, and knife switches. | | M 

An earthing panel is provided equipped with a circuit- 
breaker, ammeter, limiting resistance and alarm signals. Watt- 
hour meters are provided on the lighting and power circuits. 

The main bus-bars are fitted with isolating switches, so 
that the panels controlling circuits B, C, D, and G, or cir- 
cuits A, E, and F, or circuits H, K, and L can be cut out 
in cage of any fault. | 

The feeders consist of single conductor cables which, in 
the cage of circuits A, B, C, G, H, K, and L, are led to 
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feeder pillars, from which distributing cables to serve the 
various machines or lighting circuits are led. 

In view of the importance of maintaining an uninterrupted 
supply to the hydraulic pumps, feeders E and F are con- 
nected to the bus-bars of a sub-switchboard; situated near 
the hydraulic pumping station, from which service cables are 
taken to the two pumping installations. Each incoming and 
outgoing cable is fitted with a single-pole switch, so that 
any pair of the centrifugal pump feeder cables may be used 
to supply the hydraulic pumps in case of necessity. 

The power circuit feeder pillars are equipped with two 
single-pole switches for each pair of incoming and outgoing 
pair of cables. The lighting circuit feeder pillars have re- 
movable porcelain handle fuses,for each sub-feeder. | 

All the main feeder cables for the power and lighting cir- 
cuits and distributing cables for power are of the single 
conductor type, paper insulated and lead sheathed, laid 
generally on the solid system in earthenware troughing, with 
tile covers. 

In special cases where the ground was soft the cables were 
laid solid in cast-iron troughs with cast-iron covers. Where 


‘the cables were laid under railway tracks they were drawn 


into cast-iron pipes, brick pite roofed with flags being pro- 


. vided at each end of the pipes, up to which the troughing of 


the solid system was laid. The cables laid in the subwa 
under the lock are insulated as above and double armoured, 
yarned, and compounded overall. The distributing cables to 
the cranes and capstans on the various quays are single 
armoured, yarned, and compounded 
overall, and are supported by cast-iron 
racks, fixed in the tunnels formed in 
the quay walls. 

The services to the capstans and to 
ihe plug boxes for the cranes, are 
taken from the distributor cables 
through branch boxes, which are of the 
solid type where the distributors are 
supported on racks in the wall tunnels. 
and of the mushroom type, in brick 
pits, fitted with roadway frame and 
cover where the distributors are laid in 
the ground. The services are connected through links in both 


. types of box. 


The lighting sub-feeders and distributors are two or three- 
core, paper insulated, lead sheathed  double-steel tape 
armoured cables, laid direct in the ground, and protected by 
creosoted planks. The cables are looped into switchboxes 
attached to the lamp standards. 

The whole of the estate is lighted by electric incandescent 
and seven-ampere flame arc lamps. The arc lamps, of which 
there are 132, are supported at a height of 30 ft. above the 
ground by steel standards. Arc lamps are used exclusively 
for lighting the railway sidings, the service consisting of bare 
overhead wires run on insulators carried by cross arms on the 
lamp standards or intermediate timber posts. - 


NEW ASH AND CLINKER EQUIPMENT 
FOR CENTRAL STATIONS. 


THe advantages of automatic mechanical equipment for 
removing ash and clinker must be obvious to everyone who 
has had anything to do with the operation of large or medium 
sized boilers. Manual labour is too slow and costly to be 
satisfactory in this.connection. ‘The task is more than can 
reasonably be expected from flesh and blood, in view of the 
great quantities of material concerned, and the heat and dust 
accompanying its removal by other than mechanical means. 
Also, if the grate and ashpit are kept clean by manual labour, 
a certain loss of efficiency by admission of cold air is almost 
certain to occur. On economic, technical, and hygienic 
grounds alike, it is highly desirable to employ some automatic 
means of removing hot ash and clinker continuously, and 
without raising dust. 

In the Schwabach system, illustrated in the accompanying 
figures (from E.T.Z.), hot ashes and clinkers fall through 
chutes straight into a water trough, where they are quenched, 
and whence they are removed continuously. The chutes dip 
into the water, so that there is no possibility of dust escaping 
into the surrounding atmosphere. The ash and clinker ducts, 
A, B, C (fig. 1), for each grate are grouped together, so that a 
single waterway serves a whole row of boilers for quenching 
purposes (fig. 2). The waterway ‘is formed in a concrete 
plinth which carries a light iron framework for the support . 
of the conveyor chain. The rim of the trough is provided 
with rails for the chain rollers, and a third rail is provided 
at the bottom of the trough, so that the conveyor is kept 
from rubbing on the concrete. Ashes and small pieces of 
clinker collect to a depth equal to the height of the third 
rail, and thus furnish further protection against abrasion. 
The conveyor scoops are so constructed and so set on the 
chain that no pieces larger than, say, 11 inches are allowed 
to fall through or between them, hence there is no risk of 
scraping the bottom by large pieces caught under the con- 
veyor chain. The latter moves quite slowly, so that the ash 
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A 
and clinker is thoroughly quenched by the time it reaches 
the inclined portion of the trough up which it is dragged, 
prior to being discharged into a tip wagon or on to a re- 


effects as far as possible. For this he can hardly be blamed, 
but it is obviously more economical and in every way more . 
efficient to utilise an entirely automatic and unobjectionable 


moval conveyor, as may be more convenient. The boiler crew 
is relieved entirely of the duty of opening and closing ash 
ducts and quenching hot, dry ashes; the action is automatic 
and continuous. 

At the two ends of the trough, the conveyor chain is taken 
over a driving wheel and over a tension device respectively, 
return tracks being laid along the top of the ironwork already 
mentioned. The conveyor is driven by an electric motor 
through double-reduction worm and spur gearing; attendance 
and maintenance charges on the equipment are exceptionally 
low owing to the arrangement of the moving parts and the 


mechanical system. 


REVIEWS. 


Discovery: Or the Spirit and Service of Sctence. By R. A. 
GREGORY. London: Macmillan & Co. Price бв. net. 


In this work the author seeks io promote à more sympa- 
thetic attitude on the part of the public towards *h^«e who 
are engaged in the pursuit of scientific truth, and to remove 
the widespread misconception which prevails as to the mean- 
ing and influence of science. The book could hardly have 
appeared at a more opportune time, for the fierce treat 
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Fig. 2. 


NEW AUTOMATIC ASH-HANDLING EQUIPMENT. 


slow speed at which they are operated. For the same reason, 
the power requirement is low, say, 1.5 to 2.2 кү.’ for an 
equipment 80 ft. in length. 

Fig. 9 shows, in section, an automatic ash-ejector which 
may conveniently be employed in conjunction with the above 
main equipment, to quench and remove dust and ashes from 
collecting-pockets in flues or other places where this material 
is collected intentionally or otherwise. An outfall pipe (a, fig. 
3) of cast or wrought iron is provided at the bottom of the 
` ash receptacle, and the open mouth of this pipe is below the 
surface of water in a cast-iron box b. The water level is kept 
constant by a ball valve or other means, and thus ensures a 
dust and gas-tight seal between the dry ashes and the outer 
atmosphere. Ash and similar material falling into b is at 
once quenched and sinks to the bottom of the box, whence it 
is removed by wings on а cast-iron wheel c, which is set 
with its spindle perpendicülar to the inclined bottom of the 
box b and rotated slowly, through worm gearing h, by an 


h 
Fic. 3.—DEgvicE FOR REMOVING ASHES FROM FLUE-POCKETS. 


electric motor. Quenched ashes carried round by c are de- 
livered at g into a tip-wagon or other convenient receptacle. 
A light line shafting may be used, if convenient, to drive a 
number of such devices. The power required by each 
amounts only to a few tenths of a kilowatt. 

Special advantages of this apparatus are that no cold air 
can gain admission to the flue via the ash-box or outfall, and 
that there is no accumulation of dust or ash necessitating 
periodical special cleaning. It is only necessary to remove 
filled trucks from time to time and, even this can be avoided 
if there is a sufficient quantity of material to justify the provi- 
sion of a belt or other conveyor for its removal. No dust is 
raised by the removal of the ashes, nor are there any injurious 
gases such as rise from hot ash of clinker. The freedom from 
dust results in a minimum expenditure on the bearings of 
machinery in the neighbourhood of the boiler house, and the 
conditions of labour for the boiler crew are improved by 
better hygienic conditions and the elimination of much manual 
labour. Any system of ash removal which involves handling 
dry ashes and quenching them more or less in the open wastes 
much time and labour and leads to conditions which are un- 
pleasant and injurious both to men and machines. The heat, 
dust and fumes in such a case are, indeed, so objectionable 
that the workman spends a good deal of time in evading the 


through which the country is passing has directed attention 
to the imperative necessity of encouraging scientific pro- 
gress as an essential element in the regeneration of the nation 
and in the maintenance of its economic position amongst the 
peoples of the world. Prof. Gregory points out that, to the 
popular mind, a ‘‘man of science" is a person who has 
developed his intellect at the expense of his spiritual nature. 
and has thus ** 1086 the throbbing and compassionate heart of 
a full life," and, indeed, this view is not without some excuse, 
in view of the base purposes to which scientific knowledge 
has been turned by our enemies; but even as Cesar's clay 
might be employed to stop a hole, so the most noble scientific 
gifts may be prostituted to the service of the devil, and no 
greater error could be committed than to suppose that science 
should be blamed for its misapplication. The author, dis 
cussing the methods and aims of science from numerous 
points of view, traverses an immense field, and displays an 
extraordinarily wide familiarity with the history of scientific 
progress in all its branches. The book reminds us somewhat 
of Lubbock's ''The Use of Life," in that it draws upon 
innumerable sources for apt quotations bearinv upon the 
subjects of which it treats. The general method of the author 
is to select a subject, such as '' Belief and Evidence," or the 
'Conquest of Disease," and to discuss it in the Nght of 
scientific methods and aspirations, with numerous illustra- 
tions derived from the lives and achievements of researchers 
of all ages, showing how these men, the salt of the earth, 
have by slow „degrees, and with infinite pains and self- 
sacrifice, built up the magnificent structure which forme the 
framework of modern civilisation as we know it. The record 
is one of surpassing interest, and drives home with irreeistible 
force the claim that scientific discovery has contributed more 
than any other factor of modern life to human welfare. 
'* Every addition to knowledge is a stepping-stone by which 
the human race can pass to new regions of discovery. Science 
asks not for words, but work; for the patient study of the 
tings before us rather than for dreams and vague specula- 
tions." Nothing in the book. perhaps, leaves a more en- 
during impression thin the fact, exemplified in scores of 
cases, that the scientist’s is a labour of love; the value of 


. his work is rarely recognised during his lifetime, and hardly 


ever rewarded in proportion to its merits. But the thirst for 
knowledge is insatiable, and volunteers are never lacking to 
devote their lives to the task which, at the time, seems to 
be useless—to have no “ practical application," as the man 
in the street would say, unconscious of the fact that he 
enjoys countless privileges and comforts only made possible 
by those researches which possessed no obvious utility. But 
the author clearly recognises the necessity of both industrial 
research and pure scientific investigation, which hove their 
own respective fields to till. We have read the book with 
the keenest interest and appreciation, and trust that it will 
gain the widest possible circulation, for the principles which 
it inculcates are of the highest importance to the future of 
our race. 


The Engineer's Year-Book of Formule, Rules, Tables, Data. 
dc., for 1917. Edited by Н. R. Kemps, M.Insi.C.E. 
London: Crosby Lockwood & Son. Price 2s. net. 


We always look forward to the arrival of the new year- 
book, revised and brought up-to-date, and enriched with 
new sections; this year nearly 200 pages of new matter have 
been inserted, but excisions have been made reducing 
increase to a net 150 pages. То our mind, this procese of 


is T excision 18 28 important at that of extension ; many 8 once 
me well-known hand-book has gradually declined into obscurity 
and neglect owing to its pages having become overladen with 
te and ess matter, to ihe accumulation of Im epen- 
dent formule giving widely divergent values tor game 
quantity ther defects Bym tomatic of 8e ty— 
may this fate never overtake our old friend in the red cover! • 
ymb notches giving ‘rect access to the index an the 
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buyers guide are external innovations for which we are 
ul; ease and rapidity of reference are essential factors 


able waterways (by Dr. B. Cunningham), and the metric 
system (by А. H. Allen), and the section on gasworks has 
heen rewritten (by A. Meade); all these are subjects of Vl 
interest at this time. Ав for the contents a8 8 whole, to 
review them seriatim would be & colossal undertaking in 
co time, and is unthinkable during the war; 10 any event, 
it would be & superfluous task, for this 18 the 24th year 0 
publication of the work, 8 fact which speaks for itself. We 
hope the book will not grow much bigger; it already con- 
tains 1,949 pages of editorial matter (without the index), ап 
we suggest that the editor should sternly decline to pass the 


4000 mark.. ee 
Principles of the Telephone. Part I. Subscribers: Apparatus. 
By OYRIL M. JANSKY, B.S.) Duta and DANIEL О. FABER, 
EE. London: Hil Publishing Co., Ltd. Price 68. 9d 
net.. 
In their preface to the above volume, which ig the first 
art of a cours? extending over three volumes, the authors 


details of construction are not given to any great extent, the 
principles underlying & construction are aimed at. 

e introductory chapter 18 described 1n simple language 
the method of operating 8 telephone instrument. The func- 
tions of the geveral pieces of apparatus are explained, an. 
illustrations are given о he assembled parts. 

Chapters П end Ш deal with the elementary facts of 
electricity and magnetism ; and, at the end of each, questions 
are appended for the р of testing the student's know- 


Chapter IV deals in а simple manner with sound and the 
transmission of speech telephonically. 

Chapter V an VI discuss the various types of modern 
transmitters and receivers. Self-induction, mutual induction, 
and impedance are briefly touched upon; and Ш this connec- 
tion it 18 observed: that, although the names of the units O 
resistance, current, pressure, and capaciby are duly assign 
to these quantities, yet, with becoming trans-Atlantic modesty, 
the authors suppress the name of their illustrious compatriot 
in the case of the unit of inductance 5 

The remaining four chapters are devoted to descriptions of 
signalling apparatus and circuits, subscribers’ set, local bat- 
tery systems, O.B. telephones, and sub-station apparatus. 
Lines, methods of leading 10, party lines, and intercommuni- 


d. 
On page 99, referring to fig. 75, it 18 stated that the primary 
of the induction coil, transmitter, and receiver are 1D the 
line circuit while the secondary, the transmitter, and the 


condenser form 8 | 
the diagram, the words primary and secondáry should be 


page 11, otherwise bis calculations of the true area of circular 
wires will diffar considerably from those 10 the text and gub- 
oined tables. M 
Although at times the authors аг not so explicit a8 they 
might be (e.g., pase 121, dealing with the storage of energy 
ia the space surrounding ® wire), yet, on the whole, the book 
is one that may safely be recommended to students taking 
up the subject of telephony for the first time. The explana- 
tions and descriptions given are clearly and simply stated, 
and the illustrative numerical examples neatly worked out. 
‘The many illustrations interspersed throughout, combin 


with excellent printing, add materially to the merits of this 
introductory volume.—4A. | 


Electrical Engineering : Advanced Course. By Prof. ERNST. 
Jornrus BERG, Ѕе.р. London: Hil Publishing Co. Price 
15s. net. ; 
The author,,in his preface, explains that this volume con- 
tains abstracts of a series of lectures given to graduate 8 


tady, and that it is primarily intended to prepare the student 


who uses it to, understand and to deal mathematically with 
phenomena which are incidental to abnormal or transient con- 


ditions in electric circuits. While admitting that the subject- 
matter of the book has been thoroughly treated by other 
writers, Dr. Berg hopes that justification for his treatise wi 
be found in the fact tbat his treatinent is not beyond the 
comprehension of a student who has comp eted only the 
ordinary undergraduate course in electrical engineering, and 
he further hopes that it may serve 8 useful purpose in call- 
ing the student's attention to ? field of mathematics of ex 
treme importance, but one which ig too little known. 

The problems dealt with are divided into two parts, of 
which the first contains the mathematical investigation O 


transient phenomena in an electrical circuit ; while the secon 


or when & source of E.M.F. 18 removed. The differential equa- 
tion for this case 18 obtained, and its solution discusged an 
illustrated by geveral examples in 8 Very clear manner. 
Next, the application of an alternating E.M.F. to & circuit 
containing concentrated inductance and resistances in series 
is discussed, and again illustrative examples and curves are 
introduced. 

In tbe following chapter, the influence of a mutual induct- 
ance 18 considered. The treatment is clear and consistent, 
but it might have been helpful to add some explanation of 


tion by the diagrammatic method of the “ equivalent cir- 
cuit," which 19 50 useful in many problems. In the '' equiva- 
lent circuit," windings which are linked by the same flux 
appear 88 inductances connected in parallel, while windings 
which link separate portions of а flux are represented ав 
. The next chapter is devoted to à circuit having 4 variable 
inductance, i.e., for example, circuits with an iron core. This 
is followed by 8 chapter dealing with the effects of a con- 
denser (i.6.,, 8 concentrated capacity) 10 the circuit. 

The remaining seven chapters of Part I trace the applica- 
tion of the principles previously given to circuits in W ic 
the’ various constants of the circuit (resistance, inductance, 


long cables and transmission lines. The treatment is entirely 
mathematical, but follows gradually from the simpler caset 


mathematical sequence is not possible in this case, and the 
several paris of the subject are treated in а more isolated 


n. 

After а discussion of the fundamental laws, such ав Cou- 
lomb's Law and Gauss’s Theorem, the method of images 18 
applied to point charges. Legendre’s Function bas а chap- 
ter to itself. Then follow chapare dealing with concentric 
conductors & d two-wire and three-wire linee, while the last 
chapter gives, 8D excellent summary of the principles o 
clectromagnetic radiation in its application to wireless trans 
mission of waves. 

The brief analysis which has been given of the contents 
of the volume will indicate the scope which it covers, an i 
only remains to say that the author has accompli ed his 
task excellently ; his methods are clear and concise, ап he 


in electrical engineering which demand an advanced mathe- 


matical treatment and which, for that reason, are sometimes 
considered to be beyond the range of students who have not 


confidence many complex problems which have an import 
place in practical engineering design 88 applied to electrical 


— 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. . 


FRANCE.—Some recent decisions of the French Customs 
Department with regard to the tariff classification of certain 
articles not specified in the Customs Tariff have been pub- 
lished in the Journal Officiel. Among these are :— 

Apparatus for transmitting written Or spoken messages. 
which is dutiable under paragraph 594 bis--electro-technical 
apparatus. (The transmitter and registering apparatus are 
considered ав опе apparatus and the telephone attachment as 
another. If the parts are imported separately, each part is 
regarded as one apparatus, | 

Cuprovanadium containing over 5 per cent. of vanadium 
i; dutiable under 205 bis—ferro-vanadium. 


DENMARK.—Under a Royal Decree, dated January 15th. 


the warehouse rent for the storing of goods in the State ware- 
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houses or in Custom houses has been increased, by 25 per cent. 
as from February Ist. 


AUSTRALIA.—Under a recent Customs by-law, the fol. 
lowing articles, when imported for use in the manufacture 


within the Commonwealth of dry electric cells, are admitted 
as ‘‘ minor articles," and are accordingly free of duty under 


the Preferential Tariff, and pay 5 per cent. ad val. under the. 


General Tariff. The articles in question are brass caps, with 
nuts; caps for carbons; carbons; zinc cups; and terminals 
(including binding posts) of brass and nuts and washers there- 
for, but not including terminals having metal strips or other 
metal attachments soldered thereto. 


ECUADOR.—A new Customs Tariff came into force on 
January Ist, 1917, under a Law dated October 18th last, which 
consolidates the duties and surtaxes previously in force. For 
the purpose of levying import duty, goods are grouped into 
classes, each class being subject to duty at a prescribed rate. 
The free list has been added to, and now includes, inter alia, 
electric accumulators and insulators, telegraph and telephone 
posts and fittings, and industrial machinery. The special 
local surtaxes on the import duties which are leviable at 
various ports for specific local purposes remain unchanged, 
as are also in the main the various charges levied on imported 
goods, e.g., unloading charges, wharfage charges, &c. Par- 
ticulars as to the rates of duty leviable on particular goods 


can be obtained from the Department of Commercial Intelli- 


gence, 73, Basinghall Strect, E.C. 2. 


GAMBIA.—Under the ‘‘ Customs (Amendment) Ordinance, 
1916,” invoices for goods to be exported to Gambia may now 
be authenticated by any person authorised to administer oaths 
in the United Kingdom, as well as by Collectors of Customs. 
No attestation of invoices is required for imports not exceed- 
ing £10 in value. 


BRAZIL.—The Brazilian Budget Law for 1917, which came 
into force on January Ist, authorises the Government to levy 
import duties on all goods in the proportion of 55 per cent. 
in gold and 45 per cent. in paper—the proportions fixed by 
the Bill, as noted in the Review of December 22nd. Among 
the changes made in the Tariff is the duty on plain, uncovered 
wire, in cables or cords, for electrical purposes, which is now 
at the rate of 800 reis per kilog., representing a duty of 
30 per cent. Electrodes will continue to pay 8 per cent. ad 
val. The expediente (registration) tax on duty-free goods 
(which is payable on the same basis as the ordinary import 
duties), and the surtax of 10 per cent. (paper) on that tax, 
are continued in force. Former provisions are also continued 
in force whereby the Government is authorised (1) to levy, 
for the benefit of & port improvement fund, a tax not exceed- 
ing 9 per cent. (gold) upon the official values of imports at 
Rio de Janeiro, Recife, Bahia, Rio Grande do Sul, Maranhao, 
Ceara, Rio Grande do Norte, Parahyba, Espirito Santo, 
Parana, Santa Catharina, Matto Grosso, Alagoas, Parnahyba, 
Aracaju, and Para; and (2) to levy a tax of from 1 to 5 reis 
per kilog. (according to the value of the goods) on 
merchandise loaded or discharged at Brazilian ports and des- 
tined for or proceeding from other ports. MP 

Consular Invoices. A new form of Consular Invoice 13 
prescribed by the Law. The complete specification of each 
class of merchandise is to be declared, the commercial descrip- 
tion, application, or material being clearly stated. In addition 
to the country of origin of the goods, the country in which 
goods were purchased for export to Brazil must be given. 
Invoices are to be presented for legalisation before the sailing 
of the vessel carrying the goods; if not, the importer is liable 
to a penalty equal to double duties for the non-production of 
the invoices within the period specified for their presentation. 
The fee for the legalisation of invoices is raised from З milreis 
to 4 milreis (gold). _ 

[Milreis (1,000 reis), gold = 2s. 3d.; milreis paper = 1s. 
(about). J Г 


FEDERATED MALAY STATES.—Under the '" War Taxa- 
tion Enactment, 1916," a new export duty on cultivated 
rubber is levied for one year from January Ist, 1917. When 
the price of cultivated rubber does not exceed 2s. 6d. per lb. 
the duty is 24 per cent. ad val.; when the price exceeds 
2s. Gd. per lb. the duty is 5 per cent. ad val. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. TnuowrsoN & Co, 
Electrical Patent Agents, 285, High Holborn, London, W.€., and at 
Liverpool and Bradford. 


1917. 


3.937. “ Power traverses in electrically-driven lathes, boring mills, &c.” 
E. Stirk, G. Srirk, J, G. Stink, К. Stink. March 19th. 


3,054. “ Ignition devices for internal-combustion engines." R. TAYLOR. 
March 19. 

3.956. “ Magnetic separators." A. F. WENGER, A. Н. C. WENGER AND 
Wencers, Lro. March 19th. 

3.958. '' Magneto-electric generators," С. F. Cooke. March 19th. 


3.976. “ Sparking plug for internal-combustion engines." W. C. Mat- 
tHEWS. March 19th, 


4,00]. ‘* Self-contained electric lighting apparatus." F. D. M. Сокрох. 
March 19th 


4,002. '' Medical induction coils." F. D. M. Сокрок, March 19th. 


r 


4.003. '' Electrical heating apparatus." F. D. M. Gorpon. March 19th. 


4,005. ''Galvanometer for use on board ship, &c." J. Кумек-ЈохЕх. 
March 19th. 


4,014. “ Telephone, &c., diaphragms." В. A. PiLKiNcTON. March 20th. 
4,038. ''Fusible cut-outs.” Е. S. Conrapi & J. F. Conrapi. March 90th, 
4,047. '' Ozone generators." Е. L. JosgeH & Ozonatk, Lip. March 20th. 


4,074. ''Supporting indirect or semi-indirect inverted shadee for electric 
lamps." A. Harpe & Н. R. Hardie. March 20th. 


4,082. '' Magnetic compasses.” L. E. Cowry. March 20th. 


4,083. '' Processes of producing metallised brushes for electric machines." 
COMPAGNIE GENERALE ELEcTRIQUE. (France, May 22nd, 1916.) March 20th. 


4,097. '' Permanent electric flashlamp." R. J. W. Ocnvig. March 21st. 


4,116. '' Means for coupling magneto-generator with  internal-combustion 
ergine." D. Y. WuzarL&Y. March 21. 


4,118. *' Electric welding machines." G. GaNporro. March 2lst. 


4,131. '' Apparatus for regulating by hand the time of ignition in interna: 
combustion enjtines." Soc. ANON. DES ETABLISSEMENTS L. BLERIOT. 


4,142. *'' Imitation electric candle lamps." С. AMMENTORP & С. GaANDoLFO. 
(Denmark, May 20th, 1916.) 


4,144. '' Magneto-electric machines." О. Prerscner. March 21. 


4,146, 4,147, 4,148. “ Oil-insulated electrical apparatus." ©. E. Bowrey 
AND DvckHaM & Co. March 2lst. 


4,162. “ Electrical cables, flexible cords, &c." M. Н. Gocpsrowg & J. H. 
Warp. March 22nd. 


4,167., ** Sparking plug." J. Dorn. March 22nd. 
4,174. ''Continuous-urrent electric generators." К. Boin. March Bnd. 
4,177. “ Glands for electric cables, &c." G. Н. BRoucH. March Bnd. 


4,188. “ Electric circuit controllers," CuTLeER-HAMMER MANUBACTURING Co. 
AND IGRaNIC ELEcrRIC Co. March 22nd. 


4,196. “ Electrical transmitting apparatus." H. K. Harris. March 29rd. 


4,202. ''Globes for enclosing electric glow lamps." Т. Tons & Varnys. 
Lto. March 23rd. 


4,223. ''Searchlights." Н. REwiNGTON. March 2374. 

4,228. “ Electric generating and battery-charging installations for railwa:s, 
&c." A. H. Darker AND J. SroNE & Co. March 23rd. 

4,237. '' Electrical condensers and process of making same.” 
Briston & Со. (U.S.A., March 23rd, 1916.) March 23rd. - 

4,256. '' Means for cooling body of sparking plugs for inturnal-consbustion 
engines.” J. KNicur. March 24th. 

4,260. ‘‘ Overhead trolley-guide for electric tramcars."' б. R. боп. 
March 24th. 

4,288. '* Apparatus for electric driving of submarines, &c."' Vorta Sov. 
Axon. March 24th. 


? 


Pamirs- 


PUBLISHED SPECIFICATIONS. 


1915. 


13,886. DYNAMO-RLECTRIC Power TRANSMISSION APPARATUS. 
(Neuland Patents, Ltd.). September 30th. 


1910. 


The numbers in paregtheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1,418. Arc INCANDESCENT LAMP FOR THERAPEUTIC AND OTHER РОВГОЅЕЅ. E. 
A. Gimingham. (July 20th, 1916.) (104,350.) 

1,436. Device For CONTROLLING ELECTRIC IGNITION IN INTERNAL-COMBUSTION 
ENciNES. M. Pensuti, February 3rd, 1915. (100,052.) 


2,290. Mrans or CONTROL FOR ELECTRO-MECHANICAL TRANSMISSIONS FOR 
Moror Venic.es. W. A. Stevens. February 28th, 1916. (Cognate application, 
3,331/16.) (104,370.) 

3,036, POLYPHASE ALTERNATING ELECTRIC CURRENT COMMUTATOR MACHINES. 
British CI Co. & N, Shuttleworth, February 29th, 1916. 
(104,378. . 

3,087. Exectric Motor Сомткош ЕКЗ. J. A. Hurst & P. S. Brook. March 
Ist, 1916.  (104,381.) 

3,165. Stups ок ELECTRODES oF ErEcrRIC DiscHaRGES. — Marconi's Wireless 
Telegraph Co. & Н. M. Dowsett. March 2nd, 1916. (104,385.) 

3,166. AEROPLANES FITTED WITH  WiRELEss  TELEGRArH Apparatus. Mar- 
coni’s Wireless Telegraph Co. & Н. M. Dowsctt. March 3nd, 1916. (104,396) 

3,230. EuLEcrRIC Motor Овіуімс MECHANISM FOR MacnHines. British Thom- 
son-Houston Co. (General Electric Co., U.S.A.). March 3rd, 1916. (104,390. 

3,254. Evectric Potentiometers. F. Wunsch. March 4th, 1915. (100,139) 

3,255. VorrAcE REGULATING SYSTEMS FOR FLECTRICAL CIRCUITS. R. F. 
Gillmor (Sperry Gyroscope Co., U.S.A.). March 3rd, 1916. (104,391.) 

3,726. MANUFACTURE OF ELECTRICALLY-WELDED LINK CHAINS AND Cages. R. 
Green. March 13th, 1916. (104,397.) 

3,739, Com SUPPORTS FOR ELECTRIC APPARATUS, SUCH AS TRANSFORMERS. 
British Thomson-Houston Co. (General Electric Co., U.S.A.). March 13th. 
1916. (104,398.) 

3,976. Exectric Castes. British Insulated & Helsby Cables, Ltd., and 
E. A. Bayles. March 17th, 1916. (104,401 .) 

4,947. Evectric TRANSFORMERS. British Thomson-Houston Со. (Genera? 
Electric Co., U.S.A.). March 22nd, 1916.  (104,404.) 

4,399. CONTROLLING MECHANISM FOR ELectRIC MOTORS OPERATING CRANES. 
LIFTS, AND THR LIKE. British Thomson-Houston Co. & W. lI. Wise. March 
24th, 1916. (104,407.) 

4,620. Spark Р исз. J. W. Baird. March 29th, 19%.  (104,410.) 

6,379. MaGNetos ғов IGNITION Purposes. C. Messerschmidt. June 29%, 
1915. (100,782.) . 

7,178. Evectrican Rotary Ѕмттснеѕ. Armstrong, Whitworth & Co.. Sir 
W. G. Waddingham, W. H. & J. H. Thain. May 19th, 1918.  (104,426.) 

7.848. Devices POR SrRIPPING INsULATED Wike. S. G. Wood. June 2nd, 
1915. (100,736.) 

8,360. CONTROL SYSTEMS FOR ELECTRIC MOTORS. British Westinghoust 
Electric & Manufacturing Co. (Westinghouse Electric & Manufacturing Co.» 
,U.S.A.)) June 13th, 1916.  (104,439.) 

8.436. AMMETERS AND VOLTMETERS. Walsall Electrical Со. & V. Delebeeque. 
June 15th, 1916. — (104.441.) 

9.062. SHADEHOLDERS FOR Gas or Etectric 1лснт Fittincs. R. W. Mac 
Lachlan. June 27th, 1916. (104,443 ) 

10.561. Evectric Circuit CONTROLLERS. Тигапіс Electric Со. (Cutler- 
Hammer Manufacturing Co., U.S.A.). July 26th, 1916. — (104,457.) 

11,548. Spark Рис. J. G. Knutson. August 15th, 1916. (104.463.) 

11.924. Lacgurrinc Macuines, Sterling Telephone & Electric Co. and 
A. W. James. August 22nd, 1916. (104,464.) 

12,162, Attomatic АХО Semi-automatic TeLeruose Systems. Relay Auto- 
matic Telephone Co. & A. Grahn. August 28th, 1916. (104,467 ) 

19.737. Exectric ЅрАВКІҸС Puro. P. H. Sands, A. E. Coney & H. L 
Constable. September 8th, 1916. (104,468.) 

12,950. MANUFACTURE OF ELECTRICALLY-WeEEDED Link CHAINS AND CABLES. R. 
Green, March 13th, 1916. (Divided application on 3,7@6/16.) — (104,469. 

15.443. Battery Сил. W. L. Walker. March 17th, 1915. (Divided 
application оп 3,161/16.)  (102,056.) 

16.077. Exvectric Portale HIGH-SPEED GRINDING ATTACHMENTS FOR Laruss. 
Sharinc, ок LIKE Macuines, Canadian-American Machinery Co. (Toronto Туре 
Foundry Co.) November 9th, 1916. (104.480) а 


Е. А. Hess 
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EMPIRE DEVELOPMENT. 


War has brought to millions of our own people, as 
well as to the enemy, a new and truer conception of 
the. British Empire and of the spirit of Imperial 
Unity. All parts of the Empire have contributed 
their share in life, in blood, and in treasure to bring 
about the downfall of those who hoped to see an end 
of the Empire upon which, as we sometimes glory, 
the sun never sets. What will be the future of that 
Empire? Will our kith and kin, when the last of 
the fighting is done, return to their colonial cities 


, and dwellings, and settle down to the daily round 


and common task as of former days, the self-same 
men as they went away when the call of Mother- 
land flashed forth? The experiences through which 
we all have passed during these two or three years 
surely provide the answer. There will remain a new 


. comradeship between us all, and having laboured 


and fought and died side by side to break a tyrant 
power, Mother Country, Colonies, and Dependen- 
cies alike will continue the spirit that has charac- 
terised their unity of action in war-time, in the rich 
and peaceful development that the coming years will 
bring. Now, the one thing that really matters is 
the complete defeat of the enemy; then we shall 
have great work to do to secure the utilisation of 
the great resources of the Empire for the good of 
all who are her children, and not for the enrichment 
of those with whose penetrative designs we have 
become all too familiar. In the past we have been 
blind to the vastness of the resources and the great- 
ness of the opportunities of the Empire, though we 
have had our prophets and our orators, too, who 
have sought to impress us. But we cannot repeat 
those old past errors, and there is certainly no desire 
t» do so among the millions in these islands to-day. 
Two things have been, and are, needed: investiga- 
tion affording necessary information, and organisa- 
tion. In regard to the first, there was appointed, 
as a result of the Imperial Conference in 1911, а 
Dominions Royal Commission to report on the 
natural resources, trade, and legislation of certain 
portions of His Majesty’s Dominions. Through 
peace-time and in war the Commission has carried 
on its labours, and now, as good fortune would have 
it. the final report of the Commission (Blue Book 
Cd. 8462) appears while another Imperial Confer- 
ence, called by the present Government, is in session 
in London. This final report is an impressive and 
imposing document, and its contents cover a verv 
wide field indeed. It contains a mine of valuable 
material concerning the natural resources of the 
Empire, and emphasises the need, for an Imperial 
trade policy in order that both the British manufac- 
turer and the Colonies may utilise these for their 
mutual good, the former both meeting the actual 
requirements of the Colonies im pursuing their 
manufacturing operations and using the raw mate- 
rials of the Dominions in so doing. It does not 
consider that any short cut can be found to the 
formulation of such an Imperial роћсу-—1 must in- 
clude much that is not fiscal—but it holds that what 
is needed is detailed examination of existing condi- 
tions, and practical and definite proposals for the 
removal of difficulties and for securing co-opera- 
tion. It gives an imposing statement of resources 
and deals fully with the application of scientific re- 
search in relation to their development. In one of 
its manv sections it discusses three important ques- 
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tions bearing on the future of inter-Imperial trade, 
namely, Trade Intelligence arrangements now in 
force, the statistical systems of the Empire, and the 
value of various types of exhibitions in the promo- 
tion of trade. The work of the Board of Trade 
Commercial Intelligence Department, of Trade 
Commissioners, and of our Consuls, is discussed, 
and in a later Section the proposed unification of 
legislation bearing upon trade is examined. We 
regret that in the space at our disposal at the 
moment it is not possible to deal with the report 
at the length which its interest and importance 
merit. We must be content to summarise its main 
conclusions and recommendations. After all that 
has occurred, or been disclosed, during the past 
three years, we believe it will be generally agreed 
that it is vital that the Empire should, as far as 
possible, be in future able to resist any pressure 
which a foreign Power or group of Powers can 
exercise in virtue of a control of raw materials and 
commodities essential to its well being. Therefore, 
it is most essential that a complete survey should 


be made of the relation between Empire production - 


and Empire requirements of such materials and 
commodities. Many of the points which such a 
survey should comprise are outlined by the Com- 
mission, and the whole of the work, in its opinion, 
should be entrusted to a proposed Imperial Deve- 
lopment Board, which should carry out 4ts research 
work and investigations (1) in respect of the 
United Kingdom, through the recently-formed De- 
partment for Scientific and Industrial Research, the 
National Physical Laboratory, &c.; (2) in respect 
of the Self-governing Dominions, through the now 
existing scientific departments, and the Committees 
for Research which are being set up in the Domi- 
nions; and (3) in respect of India, the Crown 
Colonies, and the Protectorates, through the local 
scientific departments and the Imperial Institute. 
The main functions proposed for the new Imperial 
Development Board are set forth fully. In addi- 
tion to conducting the survey of resources, keeping 
a general watch out for changing requirements, and 
. investigating many matters in collaboration with 
existing institutions and committees for scientific 
research, it will have regard to, and, we suppose, 
certain advisory powers respecting, the direction of 
Empire capital towards the development of Empire 
resources, the question of migration of population, 
harbour adequacy and improvements, shipping, 
cable and railway matters, trade legislation, and so 
on. 

No study of an Empire—some of whose several 
parts are separated hy such vast distances—can be 
complete without a very thorough exammation of 
the whole subject of communications. The Com- 
mission therefore made an exhaustive study of the 
existing facilities for cable and wireless communi- 
cation, and it makes some very definite recommenda- 
tions. It describes further reduction of cable rates 
between the Mother Country and the Colonies as 
an urgent necessity, both for the encouragement 
of trade development and for the promotion of 
social intercourse. It does not consider the present 
control over the private cable companies effective 
for this purpose, and it declares that public opinion 
in all the Dominions is in favour of a policy which 
will secure State control of telegraphic communica- 
tion between the United Kingdom and Australia 
and New Zealand through Canada. ‘‘In our judg- 
ment, such control is essential if adequate reduc- 
tion of rates is to be secured." State acquisition as 
soon as possible (either by lease or otherwise) of a 
cable across the Atlantic is, therefore, recom- 
mended, with the necessary land line connection be- 
tween Nova Scotia and Montreal, there to connect 
with the existing services administered by the 
Pacific Cable Board. As soon as through communi. 

‘ition has been obtained, it is advised that there 
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should be cheaper rates to and from Australia and 
New Zealand, lower business rates between Canada, 
Newfoundland, and Home, also to and from South 
Africa, and a considerable reduction in the Press 
rates. The objective that the Commission has in 
mind in its study of this important part of the entire 
subject is—plain language messages between the 
most distant parts of the Empire at sixpence per 
word, and the lowest possible Press rates in view of 
the vital need of the dissemination of Imperial news 
as fully, widely, and cheaply as possible. To our 
mind there are few things which are of greater 
urgency for the good of the whole Empire family 
than a cheapening of cable communication. The 
possibilities of Empire development along the lines 
of utmost efficiency are very deeply involved. We 
may assist or retard progress according to the 
manner in which so vital 3 question is handled. 
Every handicap under which we labour in this con- 
nection should be removed as the result of a large 
policy of real statesmanship. | 

The public mind, with its larger conception of 
what the British Empire is; with its imagination 
kindled as never before by the vastness of its re- 
sources and its potentialities; with the knowledge 
of the responsibility that rests upon itself and 
its kith and kin to develop and ‘utilise those 
resources and potentialities; and with the un- 
bounded admiration that possesses it ‘for the 
million who have fought side by side with us, 
will readily grasp what it must mean to our- 
selves and to the Dominions to possess the amplest 
and cheapest means for keeping in expeditious 
touch with all the constituent parts of the Empire. 
We trust that the Imperial War Conference will see 
its way clear to ensure, as far as lies in its power, 
the adoption as early as may be of the progressive 
policy indicated by the Commission concerning this 
and the other essential matters covered in its verv 
valuable and comprehensive report. 


CHANGES in nomenclature or in 

Lumen versus the magnitudes of units used in 
Candle-power. commercial practice always call for 
careful consideration before they 

are accepted as worthy of adoption, especially when 
they relate to matters which affect the general public 
as well as the trades or industries concerned. They 


. should never be made unless they tend in the direc- 


tion of uniformity, convenience, and scientific accu- 
racy. All these advantages unquestionably attacli 
to the proposal to adopt the ‘‘ lumen ” as a new unit 
for measuring the luminous output of light sources 
of every description, which was recently discussed 
exhaustively at a meeting of the ILLUMINATING 
ENGINEERING Society. Elsewhere in this issue we 
give a fairly full abstract of the discussion, the sub- 
ject being one of material importance to electrical 
engineers; it will be found on reading this that 4 
very strong case was made out for the lumen as 
compared with the candle-power, which is inherently 
defective as a measure of light production, giving 
no better guidance as to the output of a lamp than 
the voltage would give as to the output of a dynamo. 
The, lumen is not strictly new, seeing that it has 
been known for some 20 years; but it has not come 
into general use until comparatively recently. | 
It should be obvious that to rate a lamp in terms 
of the total flux of light which it produces is much 
more scientific and practical than to state the inten- 
sity of its lighting value in a particular direction, 01 
a more or less imaginary mean value. The lumen 
has already acquired considerable vogue abroad, and 


has now been adopted, in addition to the watt 


rating, by the leading British lamp makers; it is {0 
be hoped, therefore, that it will speedily become ? 
household word in the electrical world. 
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THE GREAVES-ETCHELLS. ELECTRIC 
FURNACE. | 


THE rapidly growing utilisation of the electric furnace in 
the Sheffield steel industries was a noteworthy feature before 
the war, and has been greatly stimulated by the existing 
conditions. In connection with the recovery of scrap, it 
has the great advantage that it can readily melt the whole 


| 


coe FIG. 1l.—GREAvVvES-ETCHELLS 3-TON FURNACE AT THE WORKS OF SHEFFIELD 


ALLOYS, LTD., ROTHERHAM. 


of its charge in the shape of shell turnings, &c., whereas all 
other furnaces can use only a very limited proportion of 
_ turnings, and the remainder of the charge must be new raw 
materials, pig iron, &c.; the electric furnace can make 
sound steel or castings directly from the melted turnings, 
and should be installed in all works where there is an accu- 
_ mulation of turnings or other steel scrap and a supply of 
electrical energy. Moreover,.the quality of the finished 
product is much superior to that of any other type of 
furnace. 

An electric furnace of new design has recently been 
introduced in the Sheffield district by Messrs. T. H. Watson 
and Co. (of Sheffield), Ltd., and is illustrated herewith ; it 
is the joint invention of Mr. H. A. Greaves, a meniber of 
the electrical engineering staff of the Sheffield Corporation, 
and Mr. H. Etchells, who has for some time specialised in 
electric furnace work. The furnace is of the three-phase 
type, two of the phases being introduced through the roof 
with vertical electrodes, while the whole of the hearth acts 
as the third electrode. 
20 in. thick, composed of dolomite, tar, magnesite, &c. 
Energy is supplied by three single-phase transformers with 
the primaries in delta connection ; the secondaries are con- 
nected in star, with unequal legs, the proportions being so 
calculated as to give a balanced load on the primary mains 
when the upper electrodes are in equal adjustment. An 
advantage of this arrangement is that if one of the arcs is 
broken the others are not affected, and an overload on one 
arc is limited owing to the current having to pass through 
two transformers in series and in different phase, producing 
a considerable buffer effect, and tending towards a reduction 
of shock. Henc 8 found possible to maintain a con- 
tinuous load, with little variation, and thus to utilise the 
full capacity of the transformers. Owing to electromagnetic 
effecta the molten steel is kept in motion, so that it becomes 
uniformly heated and homogeneous in composition. Tappings 
in the: primary windings of the transformers enable the 
secondary voltages to be varied, in such a way that the 
currente ing, through the bottom of the furnace and 
between the top electrodes can be adjusted between wide 
limite, in order to distribute the heat in any desired pro- 


The hearth is a solid basic lining, - 


portion between the top and bottom of the charge, to 
superheat the slag floating on the steel, if desired, and 
BO on. 

The furnace is made in standard sizes ranging from 
10 cwt. to 10 tons ; the smallest size is designed to produce 
small ingots of high-speed steel, magnet steel, rustless steel, 
and similar alloys, and is provided with transformers of 
260 K.V.4.; the 3-ton furnace requires 800 K.V.A., and 
the 6-ton size 1,560 K.v.4. The smaller furnaces have two 

carbon electrodes each ; above 3 tons, 
four electrodes are used. The elec- 
trodes are carried by substantial 
. brackets at the side of the furnace. 
The 6-ton and larger furnaces have the 
four electrodes evenly spaced, with 
a charging opening, 8 ft. wide, at cach 
side of the furnace, which is sealed 
up with a patented type of door; the 
electrode arms can be swung outwards, 
allowing the roof to be bodily removed, 
or the electrodes to be changed without 
climbing on the roof. The electrodes 
are raised and lowered by a screw 
shaft, which can be operated by hand 
or by a motor, with or without auto- 
matic regulation, as desired. The 
casing of the furnace is constructed 
of heavy boiler-plate, suitably stayed 
to prevent distortion, and the arched 
roof consists of silica brick, so sup- 
ported as to allow of free expansion. 
The doors are opened by levers, and 
when closed are locked by a steel 
wedge; under the makers’ patent 
system, a plug of refractory material 
completely seals up the door opening. 
The smaller furnaces are rectangular, 
the larger circular, in plan ; they are 
all balanced, and are mounted on an. 
ingenious arrangement of compensating rollers, as shown 


| in fig. 8, which has the effect that when the furnace is 


FIG. 2.—GREAvES-ETCHELLS 10-cWT. FURNACE AT THE WORKS 
OF THE APEX STEEL Co., LTD., SHEFFIELD. 


tilted for pouring, the teeming spout travels downwards in - 
a vertical line, so that the ladle can be put in the right 
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position, and need not be moved whilst tapping the 
furnace. A slagging spout is provided at the rear 
charging door, and in the smaller sizes another charging 
door is placed at one side. 

The transformers are of the British Electric Transformer 
Co.’s manufacture, and the switchgear is made by Messrs. 
Reyrolles, Ltd., with a rotary selector switch for controlling 
the voltage. 

In all except the smallest size of furnace two working 
voltages are provided. Electric motors are used for hoisting 
and for tilting the furnaces, except in the case of the 10-cwt. 
furnace, which is operated by hand. 

The tilting gear consists of a steel screwed shaft operated 
by a stee] bevel wheel mounted on trunnions, with a threaded 
steel nut in the centre ; the bevel wheel is driven through’ 
gearing by a motor of 34 H.P. in the case of a 3-ton furnace. 
Motors of the same size drive the electrode carriers, through 
worm gear, and all the motors are controlled from Ње 
attendant's platform with controllers of the tramway type. 

The first furnace made was designed to melt 5 or 6 cwt. 
of high-speed steel, and consumed 700 units per ton ; the 
time occupied from charging with cold raw material to 
casting the finished ingot ranged from 75 to 100 minutes. 
A small furnace erected at the works of Mesars. Spear and 
Jackson, Ltd., Sheffield, has already made 1,080 heats of 
high-speed steel, and the lining has only once been renewed. 
The furnaces already in operation or on order number more 
than 20, including one of 10 tons capacity for Messrs. 
Kayser, Ellison & Co., Ltd., Sheffield, and one of 3 tons 
capacity for Messrs, J. H. ‘Andrew & Co., Ltd., Sheffield. 
We illustrate in fig. 1 a 3-ton furnace at a Rotherham 
works; it occupies a space 9 ft. square, and the casting 
pit, which provides for casting two groups of four ingots 
each, together with the ladle pit measures 24 ft. x 7 ft. 
In this furnace a charge of two tons of steel turnings can 


facture of high-speed steel. In a number of cases, electric 


Steel has proved a reliable substitute for Swedish steel, and 


the extension of electric melting should lessen the city's 
dependence upon Swedish iron and steel producte, which are 
extremely scarve and terribly dear. The electricity depart- 
ment of the Sheffield Corporation realises that electric 
melting has a great future, and is arranging for a large 
incfease in the supply of current. It states that it 
is already supplying eurrent to 20 furnaces, and expects 
shortly to couple up a further 16, the output of the whole 
being estimated at 100,000 tons per annum of expensive 
Steel. 


Bauxite in Hungary.—4A company, with a share capital 
of £333,000, has been formed at Budapest, under the title of the 
Aluminium Ore Mining and Industry Co., and under the presidency 
of the general director of the Hungarian General Credit Bank, to 
take over the bauxite mines of the Count Karl Kornis group in the 
districts of Bihar and Klausenburg. The object of the company, in 
which the German banking firm of 8. Bleichroder, the Disconto 
Gesellschaft, and the metal firm of Aron Hirsch & Co. are also 
interested, is chiefly to work the mines in question, the large 
present output from which is mainly forwarded to Germany. The 
new company, however, pro to establish plant for the 
treatment of the ores and the production of aluminium. 
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5 Fig. 3.—SECTION AND ELEVATION OF STANDARD 10-TON GREAVES-ETCHELLS FURNACE. 


be melted in two hours and twenty minutes, and the refining 
process for the production of nickel-chrome vanadium steel 
occupies two hours. The load on the three phases is well 
balanced, and the power factor is 0°90. , 

It is significant and interesting to note that old- 
established firms .in the Sheffield steel trade are adopting 
the electric furnace without hesitation, and are building 
shops specially for its accommodation. Energy is derived 
from the Corporation mains at 11,200 volts, and is trans- 
formed to 80 volts for melting and 65 volts for refining. 

According to the Sheffield Daily Telegraph, the pest year 
has witnessed the beginning of a new era in the local steel 
industry, created by the introduction of the electric 
furnace. A number of such furnaces have been at work 
for some years, but during the war the innovation has 
received attention from the trade as a whole, and much 
prejudice against it has disappeared. Nearly 40 such 
furnaces are at work or contracted for, and additions to the 
number are certain to be made in the near future. The 
Greaves-Etchells type. which was designed and is being 
constructed in Sheffield, has wón general favour, and the 
small sizes are proving quite satisfactory for the manu- 


Water Power in Ireland.—A recent issue of the Temes 
Engineering Supplement contains an article on the poesible power 
development of. the Shannon for supplying Dublin and Limerick, 
and the Erne for supply to Belfast and Derry. The longest trans- 
mission would be about 120 miles, and each river is estimated to 
give 50,000 H.P. during eight months of the year, and from 20,000 
to 40,000 н.р. during the remainder. The possibilities of Lough 
Neagh, which has an area about equal to that of the Isle of Man. 
are apparently discounted by the drop of only 40 ft. over a distance 
of 60 miles to the sea ; there is, however, an opportunity for some 
small local developments, such as for electric supply to the town of 
Coleraine. | 

Proposals have been made to utilise the tides in Strangford 
Lough, which is convenient to Belfast, and is fed from the se? 
through a narrow channel, about 4 miles 1 Ф from 1 to 4 mile 
wide. | 

The tides run about six hours each way, with two hours of slack 
water, when no head would be available. To overcome this it has 
been suggested to provide internal storage reservoirs by means O 
a barrage across the Quoile River estuary and a bay behind Маһеё 
Island ; also, as an alternative, to provide battery storage. Powe! 
would be generated by both the incoming and outflowing tides, and 
it is estimated that the power at the turbines would vary fro?! 
60,000 to 10,000 H.P., averaging with suitahle storage 32,000 И.Р: 
the year round. The capital expenditure on the scheme is esti- 
mated at £1,120,000, and the annual saving over a steam plant of 
similar capacity at about £120,000. 
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ELECTRICITY SUPPLY: A RETROSPECT. 


THOSE who have watched for a considerable period 
of years the gradual fruition of an enterprise, the 
perfection of a process, or the development of an 
ideal, will know how to appreciate the old saying 
that " everything comes to him who knows how 
to wait." History, perhaps, affords the best illus- 
tration of the fact that sooner or later, but almost 
certainly in course of time, sustained effort with a 
legitimate obfect in view will succeed. At the 
moment such reflections are not inappropriate to 
those who have striven for the official recognition 
of the merits of cheap electric supply as an essential 
factor in that sphere of human activity. which really 
dominates modern histosy, viz., modern industry; 
nor is the present time an inappropriate one for 
briefly reviewing some of the steps which have been 
taken during the past year with a view to realising 
such an ideal, and which have, in fact, culminated 
in a measure of official recognition beyond the ex- 
pectations of all but the most hopeful supporters of 
the idea. 

It is a year ago, to-day, that, at the Institution of 
Electrical Engineers, Mr. E. T. Williams, by his 
able introduction to a discussion on the position of 
electricity supply in the United Kingdom, and the 
steps to be taken to improve and strengthen it, 
helped to focus attention on the question of elec- 
tricity supply from the national standpoint. 

As mentioned in our leading article at the time,* 
his proposals represented the logical sequel to the 
insistent demands for the conservation of our 
national fuel resources, and the no less pressing 
necessity of improving our industrial equipment 
with a view to securing the maximum efficiency in 
industry after the war. 

The basic idea underlying the caet thought- 
out scheme enunciated by Mr. Williams was, of 
ccurse, by no means a novel one, and only the pre- 
vious week we had had occasion to refer editorially 
to the views of Sir R. A. S. Redmayne in regard 
to the vital necessity of centralising production—a 
doctrine which was most forcibly propounded some 
years previously by Dr. Ferranti,f and subsequently 


gained the support of many other leaders in the: 


electrical world. 

The discussion on Mr. Williams's scheme for re- 
organising electricity supply on national lines was 
followed by a similar one in Manchester, in which 
Mr. J. A. Robertson introduced the subject, f and in 
commenting editorially on this in the following 
week§ we were able to announce the issue of the 
Board of Trade circular (under date May 25th), 
urging the intérconnection and joint working of 
electric supply undertakings of all kinds, and offer- 
ing to facilitate the carrying out of^such schemes. 
This was a great step in advance, to the importance 
of which, as regards the electrical industry, as well 
as in attaining the expressed purpose of the Board, 
viz., economy іт fuel consumption, we drew atten- 
tion at the time, even urging that a measure of 
compulsion would not be unwarranted in view of 
the national importance of the question. 

However, events have shown that those most con- 
cerned fully appreciated the situation, and that the 
electric supply authorities in Lancashire and 
Cheshire had even anticipated the Board of Trade 
circular, to the extent that on May oth they had 
formed a committee to prepare a scheme of inter- 
cennection where feasible in those counties. We 


HOMINEM NE a a PR СЕРЕСИ 

Eec. Rev., April 21st, 1916; t ibid., November 18th, 1910, 
Presidential Address to the LE.E.; ! H ‘ibid., May 19th, 1916; 
8 ibid., May 26th, 1916. 


referred editorially to this matter, and to the 
IJ.M.E.A. meeting, where the paper by Mr. Ellis 
echoed the demand for organisation of electricity 


Supply in this country, in our June issues; subse- 


quently it was announced that the Council of the 
Institution of Electrical Engineers had, in fact, ap- 
pointed a committee to consider the present and: 
future of electricity supply in this country, on June 
8th; and almost simultaneously came the announce- 
ment that on June 21st a joint committee of the 
Municipal Electrical Association and electric power 
companies had been formed to investigate the same 
matter. 

In a subsequent issue* we discussed the respec- 
tive spheres of activity of these two committees, 
scme of the members of which are common to both. 
pointing out that “‘apparently the duties of the 
former (I.E.E. Committee) will be to consider the 


, principles and methods, to confer with the Board of 


Trade on questions of policy, and to solve engineer- 
ing problems, while the latter will be a committee 
of ways and means, and will investigate local condi- 
tions in the various areas concerned, with a view to 
expediting the accomplishment of the work of link- 
ing-up."' 

The next public references to the matter were at 
the meeting of the British Association} in Septem- 
ber, where, in discussing the question of fuel 
economy, Mr. C. H. Merz again emphasised the 
necessity of centralising production and intercon 
necting electric supply systems under the guidance 
of some central authority, pointing out that such an 
ideal may be achieved in this country, on account 
of its compact nature, to an extent which is not pos- 
sible in other countries. 

At this meeting, too, Mr. R. P. Sloan read a 
paper on fuel economy on the North-East Coast, 
such economy being, of course, due to the splendid 
efforts of the large interconnected electric power 
companies in that area, 

In the early days of Octoberf came the issue of 
the memorandum which the Joint Committee; ap- 
pointed by the Incorporated Municipal Electrical 
Association and the Incorporated Association of 
Electrical Power Companies, addressed to electricity 
supply undertakers throughout the country, and. 
almost coincident with it the publication of the in- 


‚ terim report of the Committee for the Interconnec- 


tion of Lancashire and Cheshire supply systems 
(dated September, 1916), which detailed the pro- 
ceedmgs of the Committee since its inception in the 
previous May. During the same month, Mr. R. A. 
.Chattock (who is the chairman of the I. E.E. Com- 
mittee on Electricity Supply) addressed the Birming- 
ham Association of Mechanical Engineers on the 
subject of industrial economics, S and referred at 
some length to the question of centralised power 
generation, fuel economy, &c. - 

The close of October saw the formation of a joint 
committee of municipal and company representatives 
with a view to considering a scheme for intercon- 
necting the West Yorkshire electrical undertakings, | 
and a committee of a similar kind was formed on 
November 3rd, to deal with electric supply in the 
West of Scotland.** | 

In our issue of November 1oth, we published an 
important article on the question of wayleaves—we 
refer to it here because the author, who is intimately 
acquainted with the subject, outlined the' possible 
procedure for dealing with this matter, which is of 
vital interest to those contemplating extended dis- 
tribution of electricity; moreover, the whole matter 
was to be discussed at the Institution of Electrical 
Engineers last night. On November 215% a joint 
committee, representing municipal and company in- 
terests, was formed to deal with the interconnection 


^ * Erec. Rev., August 4th, 1916; + ibid., September 15th. 
1916; $ ibid., October 18th, 1916; § ibid., October 90th, 1916; 
|| ibid., November 3rd, 1916; ** ibid., Novémber 10th, 1910. 
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question in South Wales*; on December 18th a simi- 
lar committee was formed for the West of England 
areaf; and two days later the same procedure was 
adopted by the supply authorities on the North-East 
Coast.1 

The next landmark is one to the importance of 
which we drew attention at the time,§ viz., the 
Manchester conference of the Lancashire and 
Cheshire supply authorities, which was convened by 
the Board of Trade and presided over by its Parlia- 
mentary Secretary, Mr. G. H. Roberts, M.P.; it is 
not too much to say that the impression conveyed 
by that gentleman as to his grip of the subject 
generally, caused the deepest satisfaction_in elec- 
trical circles, and, in fact, gave rise to what have 
turned out to be well-founded anticipations that a 
completer measure of recognition of the national 
interests involved in electricity supply might be 
accorded by the Government. 

In point of fact, we were able to announce edi- 
torially on March 23rd, that the President of the 
Board of Trade was appointing a Departmental 
Committee to report on the steps, legislative or 
otherwise, necessary to ensure an economical supply 
of electric power for all classes of consumer in the 
United Kingdom, and the names of those constitut- 
ing the Committee were announced in the following 
issue,|| as also the formation of a Provincial Electric 
Supply Committee representing some 60 provincial 
supply companies who are working between 200 and 
300 Provisional Orders. 

In the meantime, it may be noted that steps had 
been taken to form a committee to study the ques- 
tion of interconnecting supply areas in Devon and 
Cornwall**; a conference of West London supply 
authorities took place with a view to establishing a 
co-operative bulk supply station; and simultaneously 
with our announcement regarding the Board of 
Trade Committee, we were able to state that the In- 
corporated Municipal Electrical Association had 
formed a committee on the development of elec- 
tricity in agricultural areas—this being a matter 
which has too long remained in obscurity, but is 
obviously brought much nearer to the stage of 
realisation by the various proposals for interconnect- 
ing existing electric supply areas. | 

Our review of the matter is necessarily brief and, 
in some respects, incomplete, our object being, as 
far as possible, to direct attention to the essential 
history of the year as it affects the administrative 
reorganisation of electricity supply on a broader and, 
we hope, national basis; the technical problems in- 


volved in this reorganisation have been by no means. 


overlooked during the year, and one need only in- 
stance the papers on *'' Parallel Operation of Power 
Stations ’’ (Peck), '' Frequency Changers " (Town- 
end), '' Voltage Regulation of Rotary Converters ”’ 
(Juhlin), and the discussion on ‘‘ Wayleaves ” 
(already mentioned) at the Institution of Electrical 
Engineers, while the recent paper on power-house 
design, by Mr. E. M. Lacey, before the Institution 
of Civil Engineers raises a technical side issue of 
some interest. While the year has been so prolific 
in the formation of committees, &c., most of which 
are fortunately correlated, and imbued with more 
or less common aspirations, the future of electricity 
supply depends more particularly on the result of 
their labours, and in one case at least, viz., that of 
the Committee formed by the Institution of Elec- 
trical Engineers, some indication of its work during 
the past year seems rather overdue, seeing that its 
formation followed closely on the discussion initiated 
by Mr. Williams. Possibly it regards its labours 
as superfluous in view of the active interest which 
is being taken in the matter by other bodies which 


* Exec. Rev., December Ist, 1916; t ibid., December .29th, 
1916; 1 ibid., January 12th, 1917; § ibid., March 9th and 
iub, 1917; || ibid., March 30th, 1917; ** jbid., March 9th, 


are more closely iu touch with the subject, and 
especially in view of its representation on such 
bodies. 

A feature of the greatest interest in the events of 
the past year, which must strike all close observers, 
is the community of electric supply interests which 
has been established as a result of the common 
object in view, which dominates all other considera- 
tions. At the moment these interests, though work- 
ing in unison, are of a semi-independent nature, and 
it should be our common object to permanentlv 
weld them, as far as possible, so that after the war 
one representative body— possibly a National Elec- 
tric Supply Association of Great Britain—may exist 
for the benefit of the electric supply industry as a 
whole. ` 


MACHINE-SWITCHING * TELEPHONE GEAR. 


By F. R. McBERTY, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELBCTRICAL 
ENGINEERS.) 


THE operations now recessary in a telephone exchange are. 
to place a conducting link between a terminal of a calling 
party's line and the terminal of any party wanted within the 
telephonic area, to signal the wanted party, and to return 
the apparatus to normal condition after conversation. 

Within 40 years the extension of the circuits to be inter- 
connected has increased from a maximum of a few hundred 
feet to a maximum of 5,000 miles; the number of telephones 
to be interconnected has increased from a dozen or во to 
19 millions; the time required for the switching operations 
in local service has diminished from an hour or more to a 
maximum measurable in seconds. The training of the opera- 
tor and the development of apparatus and methods suited to 
her have permitted these changes; but the physical and 
mental characteristics of the operator haveydominated the 
nature and cost of the apparatus and tle arrangement of the 
plant. The operator has been needed primarily to perform 
the physical work of connecting one terminal with, and dis- 
connecting it from, the other. In addition, she has been 
loaded with the supervision and inspection of the connec- 
tions, with various discriminatory functions in respect of 
classes of service, choice of route and rates, and with various 
sorts of clerical work. In the present consideration, we are 
concerned mainly with the physical work of switching. 

In performing switching, the operator observes the signa! 
of the calling party, connects her telephone with tbe callinz 
line, tests the wanted line, connects the callin^ line with the 
wanted line, rings the bell at the wanted station, observe: 
tbe call for disconnection, and removes the connecting mean:. 

Merely to observe a call signal and prepare to act upon i! 
she requires an appreciable time—one or two seconds; to take 
а plug and insert it into a near-by jack consumes 14 second: : 


‘to receive an average number at an average rate of speaking 


consumes two or more seconds; to repeat it for the sake cf 
accuracy, 2 seconds; to carry a plug from the key shelf to a 
jack in the multiple field requires 1} seconds or more; to 
withdraw two plugs, 2 or more seconds. In addition tə 
these times of activity, it is necessary to allow her a resting 
time amounting to 30 or 40 per cent. of an hour. The opera 
tor has also a limited reach. While sitting, she can reach 
over a semi-circle of about 30 in. radius above knee heigh!. 
if she is compelled to rise to make a connection, the time 
consumed, the fatigue, and consequent reduction of loai 
are largely increased. _ 

In each of these acte she exhibits inherent and controllir.: 
limitations, to which the character of service and of tel 
phonic ‘switching plant have been adjusted. In each of the: 
she is at a distinct disadvantage as compared with a switci- 
ing machine. 

The construction and capabilities of the apparatus which 
she manipulates are dominated likewise by her physici 
characteristics. The dimensions and the material of the jacks. 
plugs and cords, keys and keyboard, are determined by the 
character of her grasp, and of the forces she exerts in push. 
ing in and pulling out the plugs and working keys; the 
number of jacks and of junction terminals which can !: 
assembled in а given area is fixed by the dimensions of plu:: 
and keys; and a cerfain orderly numbered arrangement. 
which permits easy observation and а minimum of men:4 
effort, must be preserved. 

These facts limit the multiple switchboard to about 10.0% 
lines capacity, thus fixing the largest switching unit whic. 
can be operated by a single operator. The time required i.: 
noting signals, speaking, and making movements is во lar: 
that a second operator is interposed in a series of connectir: 
operations only of actual necessity, while а third operat: 
can be resorted to only for a limited amount of spectal «:- 
vice. The average time of switching through a aingle opera 
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tor may be 8 seconds; in switching through two operators, it 
18 increased to 15 or even 20 seconds. The large city exchange 
areas therefore have been organised into central offices of 
about 10,000 lines each, with à maximum switching unit of 
about 10,000 lines, with junction switching between offices 
which, regardless of the economics of plant construction, is 
never permitted to involve more than two operators. 

The wages of operators, together with those of reserve 
forces, supervisors, and trainers paid for the times thus ex- 
pended in switching and rest, fonn a large and. increasingly 
Important feature of telephonic economics. Take, Tor a 
rough comparison of. costs, the work of the switching or in- 
coming junction operator, which is practically confined to 
acting upon instructions given as briefly and rapidly as 
possible to plug up and remove connections. Such an opera- 
tor can switch about 500 connections per hour, with a result- 
ing wage cost of £5 for 100,000 connections. On the simplest 
showing, an equal expenditure would pay each year for a 
inachine capable of switching an equal number of connec- 
tions for an indefinite period; in other words, a switching 
machine would cost about as much рег 1,000,000 connections 
or more as талпа] switching per 100.000 connections. In a 


closer analysis, the comparison is less simple; the switching - 


machine is expected to retire the cost of the displaced manual 
apparatus, to pay interest and upkeep on itself, and to retire 
its initial expense during its life. Thus there are brought 
into the comparison a number of variable factors that, in 
comparative estimates, are still based largely upon assump- 
tions, which can be adjusted bv partisans to demonstrate the 
case for either manual or machine switching. 

The underlying problem of switching lines together in 
d«sired combinations, substantially the same whether by 
manual or by mechanical means, 18 to move the terminal of 
one line calling by chance to the terminal of another parti- 
cular chosen line amongst a large number, and to hold the 
two in electrical contact for a short period. There is a 


terminals per second—a number which is not satisfactorily 
large. A number oi inventors have solved the problem of 
driving a movable member over & sufliciently long row of 
fixed terminals by means of two motors of different speeds, 
the member being ‘riven at high speed nearly to the desired 
point, say to the preceding decimal, by the first motor, after 
which it 1s connected with the low-speed motor which moves 
it at a rate suitable for accurate stopping to the particular 
terminal. By this ineans, a straight row of tertuinals up to 
200 can be covered within the available period. 

A type of quick-acting. switeli better represented in the art 
Is that having terininals in several rows in a compact rect- 
angular field, the wanted terminal being reached in the field 
by choosing first the desired row, and then the deaired point 
in the row—commonly known as the ''co-ordinate " switch. 
In one form, the switch 1s furnished with a single movable 
terminal which is propelled over the field along co-ordinate 
axes, thus arriving at the most remote terminal by passing 
crosswise over all the rows and along one of the rows. Of 
this type are the Strowger switch and the Clement switch, 
both in extensive and successful use. In another form (the 
"multiple brush " switeh) the movable member carries a 
number of terminals equal to the number of rows, of which 
one moving terminal is chosen and put into condition for 
making contact in the desired row, while the -entire group 
of movable members is propelled over the rows to the desired 
point in the row. This form of switch is able to connect 


with the desired point in the field with a minimum of motion, 
and thus with the same speed permits a relatively massive 
construction. The form is represented in commercial equip-. 


ments by two different switching machines, in one of which 
(the Western Electric system) the desired brush or movable 
terminal is chosen by moving the brush member bodily into 
pesition for contact, whereas in the other (the Lorimer sys- 


tem) all brushes are in contact, and one is electrically chosen. 


by an auxiliary switch. 
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limit to the time which the switching operation may con- 
sume and to the cost of the machine for effecting it. The 
human motor of the manual switching system has a mecha- 
nical advantage over the machine of a controlling nature— 
the operator can use vision and can plan to determine the 
course which her hands shall follow in applying the movable 
to the fixéd terminal, and in removing it at the end of con- 
nection—and thereby is enabled to move the terminal in 
three co-ordinate directions, as no machine so far designed 
is capable of doing. In all switching machines the movable 
terminal is provided with a free and clegr path to and from 
all fixed terminals, and moves in one direction or in two 
eo-ordinate directions in a plune. Тһе human motor, there- 
fore, has been used to operate a number of movable terminals 
(plugs) over the same field of fixed terminals (jacks) for 
making a considerable number of simultaneous connections; 
while the mechanical motor is confined to moving a single 
movable terminal (brush) over its allotted field of fixed ter- 
minals, which must be multiplied together before movable 
terminals in sufficient number to provide for connections 
occurring simultaneously. 

The three limitations suggested—time of switching, cost, 
and number of machines—haye determined the nature of 
mechanical line switches, and each has given rise to a series 
of inventions and developments. Of these the time limit 
within which the switching operation must be completed has 
junposed the most rigid restrictions, and has resulted in the 
most various and striking characteristics of switching 
mechanism. MO l 

The obvious method of arranging the terminals in a single 
row, whether straight, curved, or circular, is immediately 
open to the objection that the speed at which the movable 
terminal can be driven is limited by the necessity of stopping 
accurately upon the required terininal and without a destruc- 
tive blow. The mass of tho moving member cannot be 
brought below certain limits without sacrificing durability 
and rigiditv; the speed of motion and the accuracy of stop- 
ping at the point required is determined by the quickness of 
action of magnets of which the power diminishes as the 
quickness is increased. Because of these physical conditions, 
it has not been found feasible for commercial service to 


propel the inovable terminal over more than about 50 or 60 - 


Fig. 9. Vic 3 


All the co-ordinate switches require two motor elements. 
Moving at the same rate of speed as a single-row switch, 
they can cover much larger fields of terminals—it is prac- 
ticable to reach the most remote of Ж) terminal points in 
one second. . 

The single row of terminals has been arranged in a straight 
line, in an arc, and in a complete circle. The straight hne 
is best suited to large switches, for the reason that many 
rows can be placed side by side in a compact arrangement ; 
the single curved row is suitable only for small switches; 
the complete circular row is far too bulky for switches of 
considerable capacity, and presents serious difficulties in 
attaching wires. The rectangular fields take the form of plane 
surfaces, arcs of cylinders, complete cylinders, and segments 


o: spheres. 


It wil be apparent that the motor elements required for 
producing the motion of movable terminals so diverse in 
extent, rate, and direction, must be correspondingly various: 
but development has favoured two general types, of which 
one is the ratchet or "step-hy-step " motor, and the other 
the power-driven motor, each with a different characteristic 


| method of control. 


Possibly the ratchet motor has the advantage of the longer 
history; the earliest automatic switching mechanisms. were 
of the same nature as the early Wheatstone telegraphs, elee- 
tric clocks, and like mechanism. Switches, which -contained 
only’ à small number of terminals were intended for location 
in lieu of operators, in remote places lacking sources of ade- 
quate electric power. For such circumstances it is extremely 
well suited. With the demand for massive construction, high 
speeds, ара large switch capacity, the limitations of ratchet 
motors have been found serious, and recourse has been had 
to constantly driven motors to which the moving-switch 
member is clutched ae requiréd. The ratchet motor has the 
advantage of being quiet, except at the moments of propelling 
the switch member, which may amount to no more than 
one or two minutes per day. Aside from the presence of a 
constantly moving part, simplicity of construction and easy 
maintenance would seem to be in favour of the power-driven 
clutch. For such work as is required of a telephone switch, 
it is a surprising fact that the annual cost of a piece of shaft- 
ing maintained in constant motion is very little more than 
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that of the same piece of metal still, and much lesa than the 
cost of maintaining a more complex form of motor device. 


Size OF MACHINES AND NUMBER OF MULTIPLES. 


The accommodation of the trattic requires a sufficient 
number of multiple fields each with its movable terminal 
and motor to make and maintain the maximum number of 
connections simultaneously required in the particular 
numerical group represented in the field of terininals. 

The maximum requirement deviates considerably from the 
average of the trafüc requirements, and the deviation in- 
creases very greatly as the group of lines dininishes. This 
fact under present conditions of manufacture has an im- 
portant influence upon the number of terminals which may 
be brought together in a single multiple field, and on the 
consequent dimensions of the individual machine switch. 
The machine for maximum economy in first cost must repre- 
sent a choice between a large number of terminals very 
inefficiently employed, with a minimum number of motors 
and movable members very efficiently emploved, on the one 
hand, and on the other a small number of terminals etii- 
ciently employed and a large number of motor and moving 
meinbers inefficiently employed. Fig. 1 shows the computed 
total of movable terminals and motors, and of fixed terminals, 
required for performing the switching in a 100.000-line ex- 
change furnished with machines of dillerent dimensions— 
from 10 points each to 1,000 points each. 

The subsequent cost of maintenance is, however, of weight, 
since this cost is affected in a more important way by the 
multiplication of moving parta than it is by the multiplication 
of fixed, parts. 4 

The motion of the.switching machine may be controlled 
primarily in either of two ways, for functions which may. be 
described as ‘‘ seexing’’ and '' choosing ” respectively, corres- 
ponding to the operator's connecting with a calling line 
(which she does by seeking out the particular line displaying 
- в signal) and connecting with a wanted line (which she does 
under the direction of the subscriber by the process of 
numerical choice). The switching functions are not essen- 
tially different; the moving terminal of a seeker or finder is 
driven to the required points and stopped there by the 
different conditions of the point itself; whereas in the choos- 
ing-switch or selector, the moving terminal is propelled 
through a measured distance which is controlled from a dis- 
tant point; both functions. are sometimes. combined in the 
same switch. Nevertheless, the finders commonly require a 
smaller field of terminals for efficient operation than selec- 
tors, and each of the developed machine switching systems 


contains two forms cf switching machine based on this dif-: | 


ference of function. 


TRUNKING THROUGH SWITCHES. 


The switching machine in itself is quite inadequate for 
irterconnecting the lines of even a small telephone exchange. 
The manual switchboard is, as noted, limited to about 10,000 
lines within reach of the operator with a plug. The largest 
machine switch so far constructed is limited. to about 500 
lines within reach of the movable terminal. Recourse is 
therefore had to combinations of machine switches operating 
in series, the seekers connecting the calling lines into 
diminishing groups of trunks, finally to the first series of 
choosers, whence they are distributed under direction of the 
calling subscriber through continually ramifying groups to 
the wanted lines. The mechanism for distributing the in- 
coming calla to their destinations in the field of called lines 
is exactly like that resorted to in the manual system when 
the single mu'tiple-jack field was outgrown, namely, trunk- 
ing the call to a multiple jack of a free-testing junction line 
in a chosen group of junctions, which ends in the moving 


member of a switch at a distant point before another field of : 


jacks containing the wanted line. Аз pointed out at the 
eginning of this paper, the ‘manual trunking method is 
practically limited to two switching operations in sequence, 
because of the time taken by operators to communicate and 
to perform their functions. The switching machine is free 
from this limitation, and permits the switching of connec- 
tions through successive junction lines and machine switches 
to an unlimited extent. 

The function of the seeking switch 1s to concentrate the 
connections originating in a large group of lines upon a 
limited number of thé more complex and costly elements 
mvolved in the connection, namely, the group-choosing 
switches and the speech-transmitting and controlling gear. 
The function of the choosing-switch or group-switches is the 
reverse—to distribute the traffic from those general and rela- 
tively costly appliances to a large number of call-receiving 
lires—and shis purpose likewise i8 served by one or more 
choosing switches in series, which choose free paths through 
ramifying groups of trunks. In this case, however, since the 
purpose of the selection is to reach a particular line, the 
connertion into the next group cannot be made at random, 
but a free trunk in a particular group of trunks must be 
chosen (fig. 9). The choice of group can be made by a 
separate choosing-switch which connects through to a seek. 
ing-switch having access to the desired group of trunks: 
or by setting in motion one of a number of eeeking-switches 
connected in multiple with the chosen trunk, each of which 

па access to я different group of trunk lines: or by concen- 
trating terminals of all the groups in ә. single switching 


- 


machine and performing in the same machine the -double 
choice of a particular group and an idle trunk in the group. , 
As so far developed the two first-described methods of choos- 
ing the group require for each trunk a separate movable 
terminal and motor for each, group to be chosen; while in 
the latter plan—making the double choice. in 8 single 
machine—one, or at most two motors are required (one for 
choosing the group and one for choosing the idle trunk in 
the group), but fixed terminals for all trunks of all groups 
inust be assembled in a singie machine. . The former plan 
thus calls for a large number of moving elements very in- 
eificlently used, while the latter plan requires a large number 
of fixed terminals inefliciently used by & small number of 
movable terminals. In this case also, tbe choice of a com- 
mercial switching plan is determined by the relative cost of 
movable and fixed terminals. It 1s unnecessary to emphasise 
the desirability of thus concentrating the traffic of the tele- 
phone systein in the minimum number of inachine switches; 
the extent to which it can be carried determines both the 
dimensions and number: of the switching machines, and thus 
the cast of the equipment This concentration has been one 
of the main causes E the reduction 1n cost of machine-switch. 
ing equipments to a point at which such systems can compete 
With manual-switching systems. The extent of the concen. 
tration, or, in other words, the relative number of paths 
through the switching equipment for simultaneous connec- 
tious, deterinines not only the cost of the equipment, but 
also the quality of service it 18 capable of rendering to the 
users. Such a number of paths could be furnished aa cer- 
tainly would carry the maximum traffic in the busiest hour 
ever experienced—but only at high cost. At the other ex- 


‘treme, the switching equipment may be reduced to a point 


at which, during busy periods, such a large percentage of 
connections are prevented or delayed by the occupation of 
all trunks, or of trunks at some place of maximum conges- 
tion, that service is seriously impaired. In planning the 
switching equipment, the constructor, as well as the pur. 
chaser, must make a choice between first cost and quality of 
gervice. 

For the inventor, the engineer, and the purchaser of 
machine-switching equipments, the computation of the num- 
ber of paths from calling to called lines, and the number of 
machines and trunk links necessary for producing the paths, 
becomes essential. 

A subscriber calling, either gets through and speaks with 
his wanted subscriber, or he fails to get the wanted party; 
the result of failure will be the definite loss of revenue for 
the owner of the equipment coupled with dissatisfaction on 
the part of the users, or a large increase in calling rate result 
ing from repeated futile calls. Hach such repeated cell may 
involve the use of the plant to almost the same extent as a 
successful and revenue-producing connection. 

In the manual-switching systera the calculation in advance 
of the elements for use in common has not been essential; 
but in the planning of machine-switching equipments the 
accurate adjustment of the switching capacity to traffic in 
advance of construction is important. The number of trunks 
or junctions linked together to form a through circuit is 
larger than in manue! equipments; the switching mecha- 
nisms for connecting the successive links form a large part 
of the total cost of the switching equipment; the -addition of 
link circuits when later required is more difficult and rela- 
tively more costly; the necessity for the addition cannot be 
observed with equal facility; the required switching capacity 
largely affects the nature of the mechanism. { 

А large number of calls originating under defined condi 
tions can be treated as though they were initiated and distn- 
buted purely by chance through given periods of time, and 
as originating and ferminating at random in the different 
numerical or geographical groups of lines. The switching 
equipment must have & carrying capacity or number of 
paths for the maximum number of connections required 10 
the busiest moment, end for accommodating the maximum 
requirements from any group of call-originating lines to any 
mcup of call-receiving lines. It would be a simple matter 
to plan an equipment for distribution in time and in groups 
of numbers on a basis of averages, but the system so planned 
would be deficient to the point of practical inoperativeness. 
Studies of chance are employed to determine the probable 
deviation from the average. It is not expedient to provide 
for an absolute maximum of paths, but it is necessary to 
ecmpute and make such provision that the switching capacity 
of any portion of the exchange probably shall not be ex- 
ceeded more than a certain small number of times which . 
will appear negligible. 

The correspondence between the number of switches re- 
quired by traffic of given amount and character, as observed 
and as computed from observed duration of conversation, 13 
shown in fig. 3. The .ohservations were made іп. з semi- 
automatic machine-switehing equipment known hereafter as 
“I.” The total number of connections during the period 
of observation was 846. the average bolding time per connec: 
tion being 55.9 seconds. The selectors observed contained 2? 
trunks in a group; the 22nd trunk was not required during 
the period of observations, though 91 trunks were required. 
As computed for one call lost in the period, 22 trunks might 
have been once exceeded. The correspondence between ob- 
eei ved and computed results is noticeably close. 


(To be continued.) 


Mrd which would ensue from the placing of small automatic 
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hi І А units, requiring only occasional attention, 1n guburban areas, 
um The paper was read and discussed at a meeting e oe and the connecting of such to the central automatic exchange 
d BIRMINGHAM LOCAL | SECTION of the INSTITUTION on arch by a limited number of T trunks.” 
S goth, 1917. | Л 
ae Mr. T. PLOMMER seid that the Post Office, in order to test ие 
ga the rival claims of various systems, had had machine-switch- | ——— 
1р ing telephone gears genu on A Dogg en ed in | | 
fae ^ Je towns. The small ins ion at Dudley was О | S 
a September last. Most of Rd other eae eR dae etal . THE LUMEN AS A. MEASURE OF 
= working for some time under service con itions, а : | | 
ved dis were being kept of *he costs of capital and mainten- | ILLUMINATING POWER 
[m ance, аа well as of the defects of the different systems an | 
бш he faults to which they gave rise. In the course, therefore, Ar a meeting of the ILLUMINATING ENGINEERING SOCIETY OD 
Ws ^ gi the next year or two full information, on these most 1m- January l6th, a discussion took place on the use of the 
Nes portant matters would have been secured by the Telephone ‘‘lumen”’ as à measure of illuminating power, in place of 
ы Administration.. - Apart irom the question of economy 10 * mean spherical candle-power.” The total flux of light from 
1 regard to the employment of operators, the great improve- a source of lumens is obtained by multiplying the mean 
б ment in machine switching was, 10 his opinion, the substi- spherical 'candle-power by 4, and the scientific arguments 
ae tution of rigid electrical and mechanical contacte and gears jn favour of the lumen have been summarised by Mr. LEON 
on for the flexible switching cords ordinarily used on manua GasTeR in the Illuminating Engineer a8 follows :— 
d boards. А very large percentage of complaints of unsatis- 1. Mean spherical candle-power 18 an imaginary quantity. 
mm factory working were due solely to defective cords, which Few, if any, existing sources approach a “ point-source "' m 
ies remained the essentially weak feature in the manual gwitch- dimensions, or radiate uniformly in space. But the flux of 
rei board. The reduction in the employment of operators brought light. in lumens is a real quantity independent of the area 
ds about by the installation, of machine. switching meant а Very of the source or its distribution. : | 
mm large saving in. exchange buildings, not only on account О 9 In every calculation in W ich mean spherical candle- 
Ж the comparatively mall floor space occupied by the machine- wer is obtained, we must frst obtain the total flux of light; 
pe switching gear, but also because of the saving ш retiring the latter, therefore, and not the former, is the fundamental 
ў rooms, dining rooms, &c., for the operators. The automatic quantity expressing the total illuminating power of a source. 
stem had & further advantage In relieving the telephone 3. Determination of mean gpherical candle-power from polar 
service from the imputation, 3e ely deserved, of delay in curves is tedious, and, in the case of sources whose distribu- 
The sub- tion about à vertical axis is not symmetrical (such as lam 


completing calls on the part of the operators. s 
scribe; made his own call, and' knew that any following with parabolic mirrors, many flames, &c.), very difficult. It 
delay was entirely due to the person called not attending ів therefore advisable to develop alternative methods of direct 
promptly to the telephone. The. arrangements for machine measurement, such as the Ulbricht sphere, and these methods 
itching had been worked out to give practically ап. identical : essentially measure flux. 

ice - annal board, the only difference being n 4. Mean spherical candle-power is of no practical utility in 
relation to the need for the handling of traffic by operators calculations. The flux in lumens is useful, and a knowledge 
on the manual board in connection with certain differential of the flux of light of any 

rates for the use of junctions, and the trunk service. Self- estimate of the average 207 ination on any surface on hich 
contained towns seemed to him to give the best results in іё impinges. In studying the path of beams of light, and in 
the economy of operating staff which was brought about by expressing brightness, tli use of lumens leads to great simpli- 
of junction circuits to other exchanges, unlike fication and avoids the anomaly of two distinct methods of 
au area served by multi-exchanges. The case of Dudley from specifying the. latter quantity (candle-power per square inch 


this point of view. was not entirely satisfactory; 88 it was 8 and equivalent foot-can les). 


single exchange in & large multi-exchange ares with an ex- 5. The word lumen is understood in all the chief countries 
ceedingly large number of junction circuits 1n comparison of Europe and in America. The words used to indicate mean 
with the number of direct exchange lines connected, and this spherical candle-power differ according to the language. 

called for the employment of а comparatively large number “The discussion was opened with a paper by Prof. J.T: 
of operators on the manual switchboard. fitted in addition to Morris, who араа the inadequacy of the ‘ horizontal 
the machine-switching gear. Of course, this was working candle-power " of a lamp under modern conditions of uge, 88 


ic system under the greatest disadvantage from a guide to its performance. It was essential to take into 


the automati і 
an economic aspect, and if the results proved satisfactory consideration the effect of the shade or reflector used with the 
at Dudley they wor'd be much better under more normal lamp, and to treat the combination ав а com lete unit. While 


conditions. His experience was that the type of skilled men the polar curve of light distribution was in ispensable to the 
employed in dealing with the maintenance of ordinary expert, the information contained in such curves could not 
common-battery exchanges of the larger type were fully Ье summarised for rating purposes. Moreover, such lamps 
capable. of handling automatic exchanges, and there was no as the half-watt lamp presented difficulties in the measure- 
need for the special training of such men. The figures relat- ^ ment of horizontal candle-power, and were not comparable 
ing. to the maintenance man-hours seemed rather low; Mr. on this basis with other lamps. The only proper basis o 


McBerty had explained that they referred to the moving comparison of such lamps must be in terms of the total 
switches only. Locally, such, low figures had not been amount of light emitted in all directions. The mean spherical 


reached. When odd automatic exchanges were installed, candle-power would be lower in numerical value than the old 
relatively high maintenance costs must be expected, a8 9 rating, which would be objectionable on commercial grounds, 
certain number of men had to be trained in excess of the and it was also an imaginary quantity ; in most cases the 
-actual requirements во 88 to be available in case of emer- ‘light emitted in different directions varied enormously. 

gency through sickness, &c. This factor would disappear Recently, however, the suggestion had been brought for- 
as the type of exchange became more general, and a margin ward that lamps should be rated in terms of the total flux of 
of trained "staff became available for emergencies light, the unit of which was the lumen, i.e., the flux of light 


Mr. R. G. MasarooN (Post Office Engineering Department) received by 8 surface 1 sq. ft. in area, and having an illumina- 
pointed out that In working an automatic telephene exchange tion over its area of 1 ft.-candle. The above definition - was 
the subscriber was given something to do in getting his call also equivalent to gtating that: the lumen was the flux of 
through. Inventors in the past had been too leniently disposed light emitted by a source of unit candle-power in unit solid 
towards ihe subscriber by relieving him of the necessity of angle. The solid angle subtended at itg centre by а spherical 
doing anything except the lifting of the telephone from its rest surface was 47, and the flux in lumens from any source was 
After a change-over from the magneto system to therefore obtained by multiplying the mean spherical candle- 


and a А 

central-battery working, subscribers frequently complained power by this figure. А 

of the delay in, answering calls, although the service under On the lumen rating, therefore, a 40-С.Р. lamp would be 
the new conditions was’ superior to what it had been under sold as а 300- or 400-lumen lamp in future. 

. the old, 1.6., the answering time was lees. This had proved In the report of the Committee of the American Illumi- 


to be due. to the subscriber having nothing to do but wait nating Engineering Society on Nomenclature and Standards 
after putting the telephone to his ear, whereas in & magneto presented at the Convention last September, it was definitely 
system there was 9 handle to turn, and the time passed зресібей that illuminants should be rated in terms of lumens 
more quickly. He looked forward to the time when all ex- in the future. 

changes would be automatic, and the subscriber in making a In this country, also, it seemed that the makers of electric 
call from, say, Exeter to Dundee would operate dials con- lamps contemplated adopting the lumen, though it might be 
trolling the mechanism at intermediate points, and thus set necessary also to state candle-power values and to show their 
up the circwt for himself. He asked whether any means had relation to lumen values during the transition period. Once ` 


been devised for redistributing the lines for outgoing traffic. the lamp makers ha adop the necessary photometric 
Any redistribution which necessitated changing subscribers’ apparatus, the ease of measurement and certainty of the 


numbers was out of the question and the rigidity of the result would recommend methods based on the measurement 
automatic system in this respect appeared likely to be the of total flux of light. 

cause of difficulties in adjusting traffic to meet abnormal Apart from the loss of light involved by the use of & globe 
conditions. | | | or reflector with в lamp, the output of the combined unit in 
- Mr. W C. Вокватрав referred to the reaction which je lumens should not be affected by any measures that were 


extension of the automatic telephone system was expec taken to alter the distribution of light. 1 the lumens in each 


have on the design of external plant. He ‘emphasised the zone from such 8 unit were tabulated the summation of these 
Baving in the comparatively heavy conduit and cable cost values gave at once the total flux of light, and by comparing 
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this with the output in lumens of the lamp used, the efficiency 
of the globe or reflector could be readily ascertained. 

It was convenient to work with lumens in the usual 
formule for determining the average ‘illumination in a room 
resulting from a given arrangement of lamps, and particu- 
Jarly when the approximate average illumination over an area 
needed to be quickly determined. It also facilitated calcula- 
tion of the illumination. derived from extensive illuminated 
surfaces, such as occurred in the case of indirect lighting. 
Again, we were almost compelled to utilise the conception of 
flux of light when dealing with concentrated beams such as 
occurred in the searchlight and the optical lantern. 

Мг. F. W. WitLCox read a paper, in which he said that 
the fundamental requirement was a definite unit which would 
always clearly and invariably express one thing. This condi- 
tion the lumen complied with, and the candle-power unit did 
not. When the lumen was emploved either as a measure of 
luminous value or to express the efficiency of the illuminant, 
its terms were precise. For example, when we expressed the 
efficiency of an electric lamp in the usual terms ‘' watts per 
candle,” a query arose as to what variety of candle was meant 
—whether the mean spherical or the mean horizontal or the 
tip end valuc, &c.— whereas '' watts per lumen ” or '' lumens 
рег watt” was wholly definite. | 
. Again, the filament of an electric lamp could be re-shaped 
and concentrated so as to give its maximum value‘in any 
given direction, and by simply frosting or silvering the upper 
part of the glass bulb, a lamp might be made to give appar- 
ently very much increased candle-power value for the same 
energy from the same length and section of filament, and the 
variations in candle-power values obtainable in different 
directions with different kinds and shapes of reflectors were 
well known to all. The same amount of light flux (lumens) 
was made to give—now 50, now 100, now 500, or more candle- 
power value. 

The exceeding difficulty of trying to assign candle-power 
values to many of these shapes of filaments was apparent 
when they considered the light distributions as shown in 
figs. 1, 2, 3, and 4. The luminous output of a lamp as ex- 
pressed in lumens remained the same, whatever the shape 
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Fic. 9.—100-wATT 
Focusina LAMP. 


Fic. 1.—100-watt STANDARD 
METAL-FILAMENT LAMP. 


'*'foot-candles per square foot per watt ° (the expression for 
efficiency of illumination) became more simply “lumens per 
watt." We also had the efficiency of the lamp clearly and 
fully measured by lumens per watt, instead of watts per 
candle. The brightness of a surface, either '' self-luminóus ” 
and radiating light, or made luminous by reflected light, 
might be preferably expressed in terms of lumens per sq. ft. 
or per sq. cm. instead of candles per sq. ft. or per sq. in., or 
in "equivalent foot-candles." Thus the lumen was an all- 
round term of general application in lighting work. 

In fig 10 was given a graphical representation of the 
lumen shown by means of the unit sphere. 

The lumen was essentially a quantity denoting rate of flow 
of energy in the form of light, and therefore analogous to, 
and of the same dimensions a8, watts. In order to obtain 
the total light-output during & given interval of time, analogous 
to energy, we must multiply the flux of light by the period 
during which it operated. The output of light from a source 
in a given time was, therefore, conveniently expressed in 


~ lumen-seconds or lumen-hours. 


It was certainly much better, in adopting the flux idea for 
expressing luminous output, entirely to drop the term ‘‘candle- 
power" in any expression for this unit, and substitute an 
entirely new term, such as the lumen. In this way, we cut 
loose from all the previous deficiencies and misconceptions 
associated with the term ‘‘ candle-power.”’ 

The inerits of the lumen would ultimately force its adoption, 
and a number of the leading electric lamp manufacturers in 
;reat Britain, as well as the Holophane Co., were adopting 
the plan of expressing their luminous ratings in lumens. 

In employing lumens in practical illuminating problems, 
engineers have recourse to the utilisation efficiency factor, 
which is the percentage of the total amount of lumens given 
һу a luminous source which is made available upon the work- 
ing plane or illumination area considered. 

In lighting a room, the area of the room in square feet is 
multiplied by the intensity desired in foot-candles. This at 
once gives the net lumens required. To find the total lumens 
required from the lamps, we divide the net lumens by the 
utilisation efficiency or factor decimally expressed. We then 
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Га. 3.—300-watr Fra. 4.—100-watr SPIRALISED 
HALF-WATT LAMP. FILAMENT LAMP. 


Ілант DISTRIBUTION CURVES. 


of the filament, and no matter what variations of external 
arrangeinents or what accessories (reflectors, &c.) were em- 
ployed with the lamp (always, of course, allowing for any 
absorption losses there inight be in the accessories). 

‚А serious defect of candle-power was that the value mate- 
rially altered (as in the case of light distribution curves), 
according to the direction in which it was measured. Praci- 
cally a unit of candle-power should have the same value 
whether measured horizontally, vertically, or at any angle. 


Actually it did not, as was shown by a consideration of the 


spherical surface surrounding a lamp. 

The diagrams in figs. 5, 6, and 7 clearly illustrated the 
difficulties. It was hopeless to expect people to understand 
the apparent inconsistency of these different curves contain- 
EN unequal areas, and yet representing the same volume 

ight. 

The case was no longer that of the early days—the simple 
light value given by a lamp in a given direction. The modern 
case must provide for expressing luminous values given bv 
lamps in combination with reflectors or glassware, distributed 
directly or indirectly vid the ceiling, or part directly and part 
indirectly as in semi-direct lighting. The diagrams in figs. 8 
and 9 illustrated this point, and showed two characteristic 
cases of light distribution from modern lighting equipment. 
The idea of flux of light suited these complex conditions 
admirably, and the lumen correctly expressed luminous values 
for all cases and conditions. 

The value established for the Jumen was the amount of 
light from a unit source falling upon a unit surface, all 
points of which were at unit distance from the source. 

A lumen would give an intensity of one foot-candle over 
an area of one square foot. The average illumination at all 
points of the unit sphere mentioned above would be one 
foot-candle. 

We thus had the total light output of the lamp definitely 
measured by the lumens, instead of light intensity in some 
one direction by candle-power. We had the illumination 
values measured by luinens per square foot. As each lumen 
corresponded to one foot-candle per square foot, the term 


have the total lumens which the lamps must give, and by 
reference to a table of lumen values for the various sizes O 
lamps, we can select the most suitable size to accord with 
the desired number of points to be fixed, or we modify the 
number of points to accord with the lumen value of some 
desired size of lamp. The simple equation for such work 
18 :— 

Floor area in sq. ft. X intensity in foot-candles _ No.of 
Utilisation efficiency as ё decimal X lumens per lamp lamps- 


TABLE I.—LuMEN DATA FOR METAL-FILAMENT (TUNGSTEN ) 
LAMPS, OF SIZES AND EFFICIENCY STANDARDS IN GREAT 
BRITAIN, JANUARY, 1917. VOLTAGE CLAss, 100 —130. 


', Initial lumen values at various utilisation 


| Efficiency. efficiencies. 
Rizeoflamp — -.. 
in 

tal watts. |Watts рег! Lumens | 

m ч шеап ‚рег M 6:60. | 0°50 0-40 0°30 
horiz.c.p.| watt. y | i 

=- == уз н ——— oom y = | 

E 20 1:20 8:1 163 97°8 81:5 652 48-9 
5 30 1:15 8:5 255 158 1205 — 102 , 76-5 
g 40 1'15 84 341 204-0 170°5' 196-4 102 

5 60 1:10 8-9 535 891 9675 914 160: 6 
D 100 1°05 9°3 930 558 4065 319 279 
s 150 1:0 9:8 1,470 882 | 135 | 588 441 
x 100 = 12°5 1,250 150 625 | 500 375 . 
I 150 : 19:4 2,010 1,906 1,005 804 603 
*] 200 e 14:0 2,796 1677 | 1,3975 1,118 | 885 
z 300 = 15:3 4,600 | . 2,760 2,900 , 1,840 | 1,380 

= 500 а 16°12 8,060 4,836 4,080 | 8,294 | 2418 
= | 1,000 = 18:0 18,000 10,800 9,000 | 7,200 : 5,400 
C 1,500 е 18:0 27,000 16,200 18,500 | 10,800 | 8,100 
—————————————— ————— ———À '—e——————RH A acf 


Table I presents a list of standard vacuum type and half- 
watt type metal-filament lamps, and gives the efficiencies aT 


present supplied in Great Britain. This table also gives fu 


hi 
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lumen values for each size of lamp, and the corresponding 
lumen values at various utilisation efficiencies. 

The use of the sphere photometer is rapidly growing, and 
simplifies the problem of measuring the total flux of light 
from an illuminant. The lamp is inserted in the centre of 
an enclosing sphere, and the total light flux given out by the 
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Fic. 6.—APPARENT VARIATION 
IN CANDLE-POWER FROM A 
300-waTT LAMP, THROUGH 
USE OF VARIOUS REFLEC- 
TORS. ; 


Fig. 5.—IDEAL CURVES, SHOW- 
ING SAME TOTAL LIGHT FLUX. 
EacH CURVE EXPRESSES 

- EQUALILLUMINATING VALUE 
(THE SAME TOTAL LUMENS) 
BUT APPARENTLY VERY DIF- 
FERENT CANDLE-POWER 
VALUES. 


lamp is measured in one reading. This reading can be 

directly measured in lumens without having recourse to 

candle-power values. 

. It is, however, convenient and natural to convert candle- 
power values into lumen values as results are at present 

almost invariably available in terms of candle-power. The 
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Ега. 7.— DIAGRAM SHOWING 
HOW, IN AN EXTREME CASE, 
THE SAME TOTAL LIGHT 
FLUX MAY BE DISTRIBUTED 
80 AS TO SHOW VERY Mis- 
LEADING APPARENT VALUES 
OF CANDLE-POWER. 


Fic. 8.— LIGHT 


EQUIPMENT. 


ordinary metal-filament (vacuum type) lamp gives a lumen: 


value about 10 times its candle-power (mean horizontal).* 

The lumen has received the epdorsement of the American 
Iluminating Engineering Society, of the Association of tho 
. Edison Illuminating Companies, and of the National Electric 
Light Association, and is being employed in regular practice 
in the rating of electric lamps. 


DISCUSSION. 


In the discussion which ensued, Mr. S. Н. CartLow said 
that the old method of rating illuminants by horizontal 
candle-power was inadequate to meet present-day conditions, 
and lent itself to deception. Mr. J. G. CLARK admitted the 
usefulnees of the lumen, but said that information as to the 
distribution of the light was indispensable, and therefore the 
distribution curve must be retained. Mr. A. BLOK urged that 
the Society should take steps to make the term intelligible to 
the average contractor. Dr. L. RaBiNovrTCH feared that the 
larger values would confuse the public, and that the deter- 
mination and guarantee by the lamp maker of a definite 
number of lumens would be complicated. The м.н.с.р. could 
be converted into M.s.c.P. by the use of the coefficients ex- 
plained by Prof. Fleming, which might be mentioned by 
makers in their catalogues. Mr. G. CAMPBELL said that if 
the Tungsten Lamp Association would agree to mark their 
lamps in lumens and watts, a great step forward would 
result. Mr. E. Stroup pointed out that for comparative pur- 
poses the quantity of light emitted by a lamp must be known, 
Irrespective of its distribution. As the lumens were about 
10 times the M.H.c.P., by the use of a ''deka-lumen " the 
new ratings would be made practically identical with the 
old. It was useful to remember that 


Lumens = foot-candles Х sq. ft. 


CC ———————!!X 

* The mean spherical candle-power of the ordinary vacuum 
metal-filament lamp is 78 per cent. to 79 per cent. of the 
mean horizontal candle-power. Therefore the flux in lumens 
is 19.57 X0.79 9.94, or practically 10 times the mean hori- 
zontal candle-power. p 


= 
СЛ 


v 


+X 


DISTRIBUTION FROM 
VELURIA HEMISPHERE, SHOWING THE 
COMPLEX CHARACTER OF LIGHT Dis- 
TRIBUTION WITH MODERN LIGHTING 


Mr. A. Wise thought the public would have difficulty in 
appreciating the significance of the new rating in lumens; if 
the M.s.c.P. were stated, anyone who wished to work in 
lumens could easily make the conversion. Mr. C. H. PITMAN 
suggested that lamp lists should give total lumens and lumens 


Fig. 10.—GRAPHICAL REPRESENTA- 
TION OF THE LUMEN. 


», 


per zone, and fittings lists should give conversion figures for 
particular reflectors. Lamps might be rated in lumens per 
watt. Mr. J. S. Dow agreed as to the disleading character 
of the candle-power rating, and referred to the utility of the 
lumen rating in dealing with beams of light from projection 
apparatus. Mr. L. GasTER said that the leading manufac- 
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“STRELA ` 
FITTING, WITH HOLOPHANE REFRACTOR, SHOWING 
SPECIAL CHARACTER OF LIGHT DISTRIBUTION 
DESIRABLE FOR STREET LIGHTING. 


Fic. 9.—LIGHT DISTRIBUTION FROM 


turers of lamps and reflectors in this country were favour- 
ably considering the proposal, and the Illuminating Engineer-, 
ing Society would gladly assist in the educational work that 
would be necessary. 

Mr. A. P. TROTTER (chairman) expressed a wish for a 
definition of the lumen that would meet the case of the man 
in the street. 

In reply, Mr. WiILLcox pointed out that the large numerical 
values in the lumen rating permitted a more accurate expres- 
sion of éfficiencies than with candle-power ratings, '' candles 
per watt’’ being less than unity, whereas ''lumens per 
“watt’’ would be convenient numbers. Prof. J. T. Morris 
commended the proposal that the Society should issue an 
explanatory pamphlet, and pointed out that with half-watt 
spiralised filaments and other innovations, the Fleming co- 
efficients were rendered useless. 

In later communications to the llluminating Engineer, 
Mr. A. P. TROTTER and Prof. A. BLONDEL dealt further with 
the subject, the latter reviewing the history of the lumen as 
a unit since he introduced it in 1895, while the former, after 
discussing the factors involved, suggested that one might 
say that “one lumen is 0.08 of the whole light emitted from 
а source giving one candle in every direction." 


Electroculture in the бгеепһопѕе. — А recent paragraph 
:in the Star mentions an interview with Mr. Thomas Clark, an 
electrical man whose apparatus for the intensification of growth in 
plants, &c., is, we gather, working in several large market gardens. 
At the Highfield Nurseries, at Billericay, it has been found that 
tomatoes and cucumbers, and other produce, are on the market a 
fortnight before those of other nurseries ; strawberries are 20 days 
earlier. To work four large greenhouses, 200 ft. by 28 ft., an 
apparatus costing £100 is required, with an oil engine costing £35 ; 
the weekly running cost is given at 28. 6d. The discharge wires 
are suspended 6 ft. above the floor, from insulators, 
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ELECTRICAL ENGINEER SENTENCED. 


AT Otley Police Court, last week. Sydney Harold Bill, late elec- 
trical engineer and manager to the Ilkley District Council, was 
charged with having stoien a quantity of three-core armoured 
electric cable, valued at £110. the property of the Ilkley Council. 
The prisoner appeared in khaki, having joined the Army. It was 
stated that he was originally employed as clerk of works in con- 
nection with the installation of the Council's electric lighting 
undertaking, and was subsequently appointed manager. He joined 
the Forces last June, since when Mr. John Senior had been acting 
as his substitute. The shortage of cable was not discovered 
until January, when the Western Electric Co. from whom the 
cable had been purchased. requested -the return of two empty 
drums. The drums could not be found. Inquiries elicited the 
information that two drums of cable had been sent by the accused 
from Ilkley to the Workington Iron and Steel Co., but that concern 
stated that they had purchased them through a gentleman in 
Glaszrow. That gentleman, on being communicated with, refused 
to give any information beyond that'he had made the purchase 
throurh an advertisement. The pages of the electrical journals 
were searched. and it was found that the cable had been advertised 
for sale and that the advertiser was the accused. The cable 
had been dispatched in the name of the Western Electric Co., 
Ltd.. but that firm denied all knowledge of the transaction. The 
Council had had no wish to sell the cable, as it was of use to them 
and the price was continually advancing. 

MR. F. S. ECKERSLEY, the Council's clerk, said it was painful to 
him to have to prosecute, as the defendant had been a fellow 
official and they had been on quite cordial relations. 

In defence, it was pointed out that the accused, who is 33 years 
of age, and has a wife and three children. had had an honourable 
career. He was a member of the Institution of Electrical Engi- 
neers. He had offered himself for service in August, 1914, but was 
rejected because of a bullet wound in the leg, received during 
 manouvres. In 1915 he was offered a commission in the Royal 
Engineers, but the Council did not want him to leave, as they 
valued his services. Later, on undertaking to provide a substitute. 
he was allowed to join the Naval Volunteers, being appointed an 
electrical engineer on a boat. Afterwards, his commanding officer 
advised him to join the Flying Corps, but he was too old, and 
therefore, under promise of a commission, he joined the Royal 
Field Artillery as a private. He had always had a good character 
and had held many good appointments, including that of assistant 
electrical engineer to the Mersey Docks and Harbour Board. He 
had sold the cable because he was pressed by creditors, and had 
hoped to be able to replace it before anybody should know that 
it had been sold. 

The BENCH held that the offence was far too serious to be dealt 
with lightly. But for the fact that the defendant had done his 
best to serve his country, the maximum sentence of six months’ 
imprisonment would have been passed, but he would have to go to 
prison fortwo months. They hoped that afterwards he would do 
his best to restore his lost character. | 

The Ilkley District Council, last week, formally discharged Bill 
from the position of electrical engineer, and appointed Mr. John 
Senior. the aoting engineer, in his place, at the same salary of £250 
per year. 


WORKMEN'S COMPENSATION. 


AT Preston County Court, last week, Judge Sturges declined, on 
account of the inadequacy of the sum, to approve a settlement 
under the Workmen's Compensation Act awarding Margaret 
Casson, aged 18, £25 for the loss of the end of the index finger of 
the right hand while cleaning a machine at Messrs. Dick, Kerr and 
Co.'8 works. 


MUNITIONS COURT CASE. 


BEFORE the Manitions Tribunal at Edinburgh, last week, an 
apprentice electrical engineer, George Barrett, of Leith, was 
charged, in absence, with having engaged and signed on as a 
member of the crew of a steamer owned by a Glasgow firm, 
without consent and without a clearance certificate. It was stated 
that when Barrett, who is now at sea, engaged himself to the ship- 
owners, he was on sick leave, and that the only intimation the 
firm of electrical engineers received from him was contained in a 
note to the effect that he was going to sea, and that he did not 
know when he would be back. A fine of £1 was imposed. 


BUSINESS NOTES. 


——— 


Bankruptcy Proceedings.—SAMUEL STEPHEN COSTER, 
trading as 8. S. Coster & €o., electrical and mechanical engineers, 
14. Gladstone Road, West Ham.—Creditors met on April 3rd, at the 
London Bankruptcy Court, under this failure. No accounts were 
presented, but the Official Recciver reported that the debtor 
returned his liabilities ab £630, againgt' nesots consisting of book 
debts to the face value df £400, but not expected to reglisc anything 


whatever. The debtor commenced business in partnership with 
another in August. 1908, at 116, Bishopsgate, and stores in Calvert 
Avenue. Shoreditch. he providing a capital of £150. The trading 
was not a success, and in June, 1909, the partnership was dissolved, 
and the business closed. The debtor next started alone at West 
Ham, and he attributed his failure to ill-health, to bad trade owing 
to the lighting restrictions and shortage of labour, and to bad 
debts. In the absence of any offer, the case was left with the 
Official Receiver to be wound up in bankruptcy. The creditors 
include the following :— 


Beacon Carbons, Ltd., Bingley.. ке © ks -. £150 — 
Hcott & Co, F G. .. ‚2. = е > ч .. 14 
Associated Rubber Co., London si i ae X 70 
Simpson & Co., Bristol .. 24 s 2n ee а 30 
Sceando Lamp Со., Manchester wh © E dod 45 


Private Árrangements.— TURNER & Krr80N, 99B, East- 
bank Street, Southport, electrical engineers. — The creditors 
interested herein were called together on March 30th, when they 
were presented with a statement of affairs showing liabilities 
£297, and assets estimated to produce £150. The estate disclosed 
on paper a deficiency of £155. It was reported that the debtor 


Turner started trading in January, 1913, Mr. Kitson being taken . 


into partnership in July, 1914. The turnover apparently declined 
considerably in 1916-17. According to the books the present 
deficiency is practically accounted for by loss on trading. The 
deed of assignment, which had been executed to Mr. F. Marsh, 
had been rendered necessary owing to the fact that there were 
suing creditors, and in order to protect the estate. It was resolved 
to confirm the deed of assignment. | 


Dissolutions and  Liquidations.—K NowLEDcE Pus- 
LISHING Co., LTD.—O wing to paper restrictions and other causes, 
and to the directors having been compelled to suspend the publication 
of Anowledge, the company is being wound up voluntarily. 

OLDHAM BOILER Works Co., Lrp.—A meeting is called for May 
9th at Oldham, to hear a report on the winding up from the liquid- 
ator. Mr. H. Hague. 

KIRKLAND & CAPPER, civil engineers, 17, Victoria Street, 
London, S.W.—Messrs. T. Kirkland, D. S. Capper & T. J. R. Kiernan 
have dissolved partnership so far as concerns D. S. Capper. The 
business will be carried on as Kirkland & Kiernan. 

HARMAN ELEcTRIC Co.. LTD.—AÀ meeting of creditors is called 
for April 23rd, at 9, Wallbrook, E.C., to hear an account of the 
winding-up from the liquidator, Mr. P. F. Huddleston. 

Архи, ELECTRIC Co., LTD., London, E.C.— April 21st is the last 
day for the receipt of proofs for dividend by the liquidator, Mr. 
J. H. Stephena 6, Clement's Lane, London, Е.С. 


Book Notices.—'' How to Lay-out Turret Lathe Tools.” 
Coventry : Alfred Herbert, Ltd. Price 2s. 6d. 

" Practical: Dynamo and Motor Management." London: S. 
Rentell & Co. Price 6d. net. | PLN 

‘Soldiers’ and Sailors’ Guide to London." Ву C. Sheridan Jones. 
London: "Review of Reviews." Price 3d. net. Unquestionably 
& very handy little guide. j 

The M. 4 C. Apprentices’ Magaz'ne, a copy of the first number of 
which is to hand, is being issued quarterly (3d.) by Messrs. Mavor 
and Coulson, Ltd., of Glasgow, as a result of the Welfare of Youth 
Scheme, which is under the leadership of Mr. M'Rae. It aims at 
fostering literary talent and inventive genius amongst the firm's 
apprentices, and is, we understand, the first magazine of its kind 
in Scotland. It contains a good deal of very readable matter, some 


in serious vein —&auch as Mr. W. B. Hird'8 article on “Some Notes ` 


on Elementary Electrica] Engineering "—and others humorous. 
Excellent page photographs of Mr. Sam Mavor and Mr. W. A. 
Coulson occupy the centre opening pages. a 

" Department of the Interior, Ottawa." “ Water Powers Branch,” 
"Water Resources," papers. No. 2, "Bow River Power and 
Storage Investigation” ; No. 3, " Winnipeg River Power," Vols. I 
and II; No. 7, " Manitoba Water Powers"; No. 12, " Small Water 
Powers" ; No. 17, "Canada: Hydraulic Power Development and 
Electric Power in Canadian Industry." 


Trade Annuouncements.—MR. E. ELLIOTT has removed 
to Victoria Works, Warstone Lane, Birmingham. | 
THE MONOMETER MANUFACTURING Co., LTD., of Whiteho 


| Street, Aston, Birmingham, are further extending their works, 


owing to increasing demands for their furnaces. They have 
purchased the leasehold, goodwill, &c., of the Griffin Ironworks 


and. Albion Foundry Co, Ltd, and Ladywood Foundry,- 


Birmingham. 


Lead.—A further order respecting the purchase and use 
of lead has been made by-the Ministry of Munitions. Jt appears in 
the Londen Gazette for April 6th. | XE | 

Italy.—AÀ new company has lately been formed at Sesto 
S. Giovanni, with a capital of £12,000, and the title La Società 
Acciaierie Elettriche di Sesto 8. Giovanni, to establish a plant for 
the production of steel by means of electric furnaces, . La Società 
Elettro Siderurgica, of Lodi, has also recently increased ita capital 
from £20,000 to £80,000, with the object of extending its 
manufacturing operations. 


The Bosch Magneto Interests.—According to the last 
issue of the Artocar, MESSRS. VICKERS, LTD., have acquired the 
British interests іп the Bosch magndto, which wege recently put 
up for sala by tender, by authority of the Board of Trade, in con- 
nection with tho winding up bf Unemy Vusincgses in thjs-country.. 
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Catalogues and Lists.— ELECTRICAL APPARATUS CoO., 
LTD. Vauxhall Works, South Lambeth Road, London. S.W. 8.— 
April edition of the “E.A.C. Quarterly Review." High torque, 
the testing of E.A,C. apparatus, А.С. drum type switchgear, cable 
arrangements on drum type apparatus, are the subjects disoussed. 
Further additions to the " Roll of Honour" since the last issue 
appeared are indicated. | А 

Messrs. E. BENNIS & Co., LTD., of Little Hulton, have issued 
the March number of their magazine, ‘‘ Cheap Steam." The articles 
deal with : The Care of Mechanical Stokers. Coal-handling Plant 
at Southend-on-Sea Electricity Works. the Boiler-house Plant at 
the Liverpool Royal Infirmary. Determination of the Calorific 
Value of Fuel. the Tensionless Drive. and other subjecta. 

CALLENDER'S CABLE AND CONSTRUCTION Co. LTD. Hamilton 
House, Victoria Embankment, London, E.C.—88-page catalogue 
of electrical distribution appliances. It contains brief particulars, 
with tabulated details of sizes, prices, and shipping details, also 
numerous excellent diagrams, of standardised dividing boxes 
covering all ordinary requirements and representing modern 
practice. The " Woodhouse” patent dividing box, inverted pole 


dividing boxes (a series), porcelain sealing ends, and other lines : 


are included. 


LIGHTING AND POWER NOTES. 


Aylesbury.—NEw PLant.—The T.C. proposes to install 
additional plant at the electricity works, at an estimated cost of 
£5,000 or £6,000. The plant is needed for power purposes, and 
wil bring in an additional annual income of £875. ‘Tenders 
for the plant are to be advertised for, but no money is to be spent 
until the scheme has been finally sanctioned. 


Barrow.— The T.C. last week decided to contribute £10 
in the event of the Hackney Council obtaining a determination of 
the question involved in the action with the Gas Light and Coke 
Co. The L.G.B. has sanctioned loans for electrical purposes 
amounting to £13,871. 


Blackpool.—PRorosEp Loan.—The Electricity Com- 
mittee has received a letter from the L.G.B. on the report of its 
inspector in connection with the Corporation's application for 
sanction to borrow £13,429 for electricity purposes. The Board 
intimates that it must limit its sanction to the sum of £6,766 ; it 
has heen decided to make a further appeal in the matter. 


Clayton.— The electricity problem looks like continuing 
to be a puzzle for some time yet. A public meeting called with a 
view to endorsing the action of the Council, by a large majority 
demanded that the Council's decision be reversed, and that the 
L.G.B. be informed of the fact immediately. It being now stated 
that the meeting was not held in accordance with the Local 
Government or the Public Health Acts. and had no power to 
enforce any resolution, a member of the Council (Mr. Andrews) has 
given notice to move a resolution re-opening the question. 
meantime, the Council deems itself to have received no request to 
alter ite decision. i 


Colchester.— Ihe T.C. has decided to circularise the 
various works in the district, intimating that the question of 
establishing a generating station at The Hythe is being considered, 
and inquiring if electricity for power will be required. 


Colne,.—PRicE INcREAsE.— Тһе T.C. has adopted the 
recommendation of the Electricity Committee to increase the 
charges for electricity ; the advance is due to the increased price of 
coal, and is recommended with a view to making the department a 
paying concern. > 


Continental.—SPaArN.—The Union. Electrica Espanola 
has compiled statistics of the growth of the Spanish hydro-electric 
industry in 1917, from information supplied by individual canvass 
of the various establishments in existence. These statistics show 
an available horsé-power for all the rivers of Spain of about 
6,000,000 H.P.; à much larger total than previously credited to that 
country. Of this total only 881,084 Н.Р. has been appropriated, 
and but 384,297 H.P. utilised by the 170 companies now working. 


These concerns are divided into three classes—large, medium, and ` 
small—the first class, to the number of 67, comprising companies with - 


installations ranging from 800 Н.р. up to 301,700 H.P»; the second, 
embracing these of 300 H.P. up to 800 H.P. ; and the third installa- 
tions from 300 H.P. down to 25 H.P. In the first-class, the largest 
company is the Fuerzas y Riegos del Ebro. having five falls on 
three rivers, with a total capacity of 301,700 H.P., but of which 
only 35,283 H.P. are aa yet utjlised. This company, with a capital 
of $2,500,000, is an off-shoot of the Barcelona Traction, Light, and 
Power Co. (capital $32,500,000), of Toronto. Canada. This company 

acquired a large number of central stations in the provinces of 
Barcelona and Tarragona; has,arranged an agreement with the 


tramway companies of Barcelona and Tarragona, and formed 


therewith the Sociedad Férrocarriles de Cataluna ; it has bought 
Up the Sarriá line, which is to be extended to Sabadell and 
Tarrasa. and has. “in a word, captured a great part of the market 


of the capital Bnd of the igdustrial centres.” It contemplates. 


setting apart .75,00U "H.P. for an eiectrochémicd| undenukinj) 


y 


In the 


having constituted, three years ayo, the Sociedad Iberica del Azoe, 

for the production of nitrates, besides other important schemes. 
The next largest company is the Energia Electrica de Cataluna, 

whose potential capacity is 200,000 H.P., of which only 50,000 H.P. 


аге at present utilised. Two other companies utilise 44,000 Н.Р. 


and 42,000 H.P. respectively— namely, the Hidroelectrica Espanola 
and the Sociedad General de Fuerzas Hidroelectricas ; and other 
two companies, the Electricas Reunidas de Zaragoza and the 
Electra del Viesyo, utilise 12.600 and 15,000 H.P. ; 49 other com- 
panies stand for four-figure utilisations, and six for three-figure. 
In the medium class. there are 29 companies, with an aggregate 
of 14.795 н.р. utilised; and in the third, or small class, 79 com- 
panies, with all the potential power utilised to a total of 7,915 Н.Р. 

The Fuerzas y Riegos del Ebro employs 110,000 volts for a 
distance of 180 km. ; the Energia Electrica de Cataluna, 88.000 for 
alike distance; the Hidroelectrica Espanola, in order to supply 
Madrid, a distance of 254 km., employa 66,000 volts, and the Union 
Electrica Madrilena, also to supply Madrid (78 km.), a voltage of 
50,000. The Sociedad General de Fuerzas Hidroelectricas has a 
scheme in hand to transmit 40,000 H.P. from the Falls of: Seros to 
Barcelona, a distance of 225 km., at 140.000 volts. which, it is 
believed. will be the highest in Europe. Transmissions between 
10 and 100 km. are more common, with voltages between 8,000 
and 30,000. | 

As regards electric traction, the first railway electrified in 
Spain was the Barcelona-Narrié line in 1906. Continuous current 
at 600 volts was employed, but іп the later extension to 
Sabadell and Manresa, the same kind of curfent at 1,200 volts 
was employed. Following this was the Pamplona-Sanguesa 
single-phase line, 6.000 volts, 54 km., the San Sebastian- 
Ilendaya single-phase line, 20 km; the three-phase lines of the 
Compania de Ferrocarriles del Sur de Espana, from Gergal to 
Santa Fé (22 km.), and the Rio Tinto mineral railway. just. com- 
pleted. Besides these, some 29 lines, termed electric railways, but 
really urban or suburban tramways, utilise continuous current at 
500 to 550 volts, the suburban lines (13) being for various dis- 
tances ranging from 12 up to 45 km. 

As regards the electrochemical and eleetrometallurgical indus- 
tries, the making of carbide calcium is the only important 
industry, represented by 13 works with a yearly output of 15.000,000 
tons -an output in excess of the country's requirements. Further- 
more, two smaller factories produce. the one chloride of soda and 
caustic soda from common salt, and the other chloride of lime, 
with a yearly output of 10,000 tons. Lastly is the more pretentious 
company previously mentioned, the Sociedad Iberica del Azoe, with 
а capital of 12,000,000 pesetas, and works erected at Lerida for the 
production of nitrates from the atmosphere. which is at present at 
a standstill owing to the war. Nothing in metallurgy has been 
achieved beyond the erection of two small electric furnaces at 
Araya. & copper refinery at Lugones, and the more important arc- 
furnace installation for the production of special steels of the 
Altos Hornos de Viscaya Co. | | 

Although Spain possesses some 30 more or less considerable firms 
manufacturing electric machinery and material, she is still 
dependent on imports from abroad for the satisfaction of part of 
her requirements. In the immediate past, more especially. Germany 
has enjoyed the lion’s share of this trade, close in order following 
Switzerland; then France and the United Kingdom. ‘Whether 
these relative positions will be maintained after the war, especially 
as regards the first-naméd, is more than doubtful, owing to the 
growing opposition on the Continent to German “ penetration." 


Crewe.—PnicE IxcREAsE.— The E.L. Committee has 
recommended that the existing charges for current be inoreased 
by 15 per cent. as from July Ist. and the discount allowed to 
consumers be reduced to 2) per cent. 


Dublin.—It will be remembered that some time ago the 
Dublin Electricity Supply Committee re¢ommended, as the result 
of the reports submitted on the plant, equipment, and general 
administration of the electrical undertaking by Colonel P. W. 
D'Alton, that that gentleman should be appointed to chief control 
for a period of three years. The matter remained on the Corpora- 
tion agenda, protests being entered meanwhile .by Mr. Mark 
Ruddle, chief electrical engineer, and other officials to the reporta 
which Colonel D'Alton had furnished, Mr. Ruddle himself claiming 
that his long services to the Corporation deserved better recognition 
than that implied in the recommendation referred to. — | 

It now appears that Colonel D'Alton, being engaged on war work, 
is unable to accept the appointment, even if confirmed, and, in the 
circumstances, the Committee has recommended that Mr. Ruddle 
be given full control for a period of two years. А 

The Corporation Electricity Supply Committee has recommended 
to the Council that,in future no application from members of 
trade societies for increase of standard rates of wages or 
allowances be considered . individually by any Committee 
if the same class of men are employed by any other Committee, 
but that a joint conference be held, and joint decisions be 
submitted for the Council's ruling. 


Eccles. — Proposep Loax.— The Electricity Supply 
Committee has decided to obtain а supply of electricity in bulk 
from the, Lancashire Electric Power. Co. and will apply for. 
sanction -to borrow £8.017 in respect of the capital expenditure 
required in connection with thesame. ^  . | 


Farnworth.—At a meeting of the D.C., last week, Mr. 
Steele. chairman of the Electricity Committee. said they had found 
that it was too expensive to produce electricity for the small 


,demaud,they had, and so had contrected with the. Lanvashire 
Electrio Power Co. for à bulk supply. 
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. India.— nian. Engineering says there is every sign that 
people in South India are awakening to the advantages and con- 
veniences of electricity, and there is a great desire on the part of 
more than one Municipality in South India to emulate the example 
set by Banvalore. A scheme is under consideration for the utilisa- 
tion of certain waterfalls to supply the necessary power to Cochin, 
also one for the cheap supply of electric power to the town of 
Coimbatore, from the Sirmani River, close by, is likely to mate- 
rialise, and will develop the industrial concerns of this important 
South Indian town to no little extent. 

The Madura Municipal Council has decided to address the 
Government, with a view to reconsideration of the order that the 
electrical scheme for the town should be deferred, pending the 
supply of power from Periyar. 

Mr. R. B. Joyner, of the Tata Hydro-Electric Co., has issued a 
memorandum, which he had intended to lay before the Industries 
Commission, drawing attention to the enormous economy of water 
power for industrial uses. and the necessity of developing Indian 
water power in order to compete with other industrial nations 
after the war. Ж 

According to Jadian Engineering, the municipal electrical engi- 
neer in Simla has built, and has been experimenting with, an 
electric baker's oven, and it is expected that most of the ovens in 
the municipal bakery will shortly be converted into electrically- 
heated ovens; the change, it is anticipated, will result in a 
considerable saving in the cost of fuel, and that a better quality of 
. bread will be obtained, owing to the uniform distribution of heat 
as compared with the present type of brick oven ; in addition. the 
out-put will be considerably increased per oven, because of the 
Short time that will be required to bring the oven up to its full 
temperature with electric heating. 


Ireland aud Electricity Supply.—Objection i$ being 
made by certain critics in Ireland to the non-representation of that 
country on the B. of T. Electricity Supply Committee. It is 
pointed out that, although Sir Charles Parsons is an Irishman, his 
interests are bound up in English undertakings, and it is urged 
that, as Ireland requires a cheap supply to develop her industries. 
this branch of the question should not be forgotten when the 
reference is being considered. 


Littleborongh.—The U.D.C. has written to the Rochdale 
Corporation complaining that the supply of electricity from the 
latter's works was unsatisfactory, and that frequent stoppages 
were causing serious loss. The reply was that the conditions were 
abnormal, but that it was hoped to maintain a continuous supply 
within a few weeks’ time. 


Liverpool.— There was opposition at the City Council 
meeting to proposed increases of salary to six officials on the 
tramways and electrical staffs, though the chairman of the Com- 
mittee said the advances logically followed a rearrangement of the 
staffs to supply vacancies. A Committee was appointed to consider 
the revision of these and other salaries. 


Manchester.—In moving the recommendations of the 
Electricity Committee as to the increases of salary to officials, 
Councillor Dagnall said they had stokers earning upwards of £5 а 
week—men obtaining more than their superiors. The increases 
were agreed to. 9 


Middleton (Lancs.).—At a special meeting of the Elec- 
tricity Committee, it was decided to ask the L.G.B. to sanction the 
borrowing of £5,110 to meet expenditure incurred in connection 
with the cost of furnishing a supply of current to a local works. 


Nugeaton.-—LoAN Sanction ReFusED.—The  L.G.B. 
has informed the T.C. that it is unable to sanction a loan of 
£1,950 for the provision of a new boiler for the electricity works. 


Oldham. -- METER CLOCKS AND SUMMER  TIME.— 
Electricity charges were discussed by the T.C. last week. Alderman 
Hardman, chairman of the Electricity Committee, said they vould 
not agree to the request that the meter clocks should be altered to 
summer time. The Committee was willing to lose under the Early 
. Closing Order. but objected to suffering a further loss by altering 
the clocks. For the December quarter they had a reduced revenue 
of £1,300, of which £500 was from the two-rate meters ; in the 
September quarter they had a loss of £600, £400 of which was 
Írom these meters. It would take the department & month to go 
round to alter the clocks, and another month to put them back. 
Councillor Dixon said he wondered what would have happened had 
the difference in the rate of 23d. per unit operated the other 
way: would the Committee have put forward the clocks! 
Alderman Hardman said Oldham was the largest user of the two- 
rate meters in the country, having over 2.000. 


Reigate.—Price INcREASE.— The T.C. has increased the 
price of current by a further 18} per cent. as from April lst. 


Rochdale.—4A discussion took place at a recent Council 
meeting concerning the conditions at the Corporation electricity 
works. The Committee recommended that application be made to 
the L.G.B. for permission borrow £22,000 for extensions. Coun- 
cillor. Walker, the chairman, said that when they had installed the 
three new stokers they ought to be quite safe for the existing load. 
The extensions would increase the output of the station from 7,000 
to 9.000 KW., and until they were carried out no further large 
power consumers could be connected with the mains. Replying 
to questions. he said the Committee wonld immediately have to 


` for the six months ended December 81st last-was a 


í 
look out for a new site if electricity was, to be used in the future 
as they expected it would ; owing to the war, and the delay in 
obtaining delivery, no benefit had been obtained from the recent 
£10,000 scheme. 


Salford.—Subject to the necessary consent, the Man- 
chester Ship Canal Co. is to be supplied with E.H.T. energy at the 
Irwell Park Wharf, upon a minimum payment of £500 per annum, 
for 10 years. The sub-station, transformers. converters and 
switchgear will be provided aud maintained by the company. 


Sheffield.—Subject to approval, plant No. 3 at Neepsend 
is to be increased from 4,500 to 6,000 Kw., at an estimated cost of 
£19,450. The expenditure is to be defrayed out of the renewals 
and special expenditure fund. Instructions have been given for 
the fixing of electric lights on tramway standards at important 
street junctions, and a Sub-Committee is to consider and report 
upon a scheme for lighting all the tramway routes by means of 
similar lights. 


South Africa.— Тһе Pietermaritzburg municipal elec- 
trical undertaking is to be extended. it being proposed to expend 
£19,500 on the following :—A 1,200-KW. turbine set with con- 
denser, &c. ; marine type boiler with superheater, economiser, and 
draught plant ; 500-Kw. converter, a 150-KW. motor for converting 
a three-phase set into a motor generator ; also foundations, pipes, 
àc. The turbo-generator and boiler will be paid for ont of depre- 
ciation reserve. 

A MeMyler coaling plant to handle 1,000 tons an hour has been 
opened at Durban by the S.A. Railway authorities, for coaling 
steamers. It is electrically operated, the British Westinghouse 
Co. having supplied the equipment, which includes three 150-H.P. 
motors for the dumper ; seven to operate the jib and two 65-H.r. 
motors controlling the conveyor belt.— S.A. Mining Journal, 


St. Anne’s-on-Sea.— Prick INcREASE.—The Electricity 
Committee has increased the charges for the supply of current to 
all consumers from the date of the March meter readings. The 
consumption of electricity for the year to February 28th amounted 
to 1.307.223 units, a8 compared with 1,182,877 last year. The 
consumers number 1,828. 


Swansea.—PRoPoskb New  PLANT.—At last week's 
meeting of the Electric Lighting Committee, the engineer reported 
on the extension of plant, and said the Council had approved of the 
principle of installing the following plant :—One 3,000-K w. turbo- 
alternator, complete with all auxiliaries, and with a new circu- 
lating pump suction to the dock ; two water-tube boilers, with all 
auxiliaries ; mechanical coal conveyors and overhead bunkers, with 


а storage capacity of 600 tons. It had been decided to install the 


boiler, and tenders had been accepted, but permission was refused 
for its manufacture. A special meeting is to consider the matter. 


Tasmania.— The Zehan Council has called for tenders 
for the additional plant required in connection with the new 
electric light and power scheme.— Tenders. : 


Watford.— Тһе electrical engineer has been instructed to 
report upon the employment of women. 


York.—On account of difficulties which have arisen 
owing to the war, and the withdrawal by the L.G.B. of sanction to 
expend £500 on & wiring scheme, the proposal to install the 
electric light in workpeople's cottages has been deferred for the 
present. ; ; | S 


TRAMWAY and RAILWAY NOTES. 


Australia.— The chief engineer for construction in the 
Victorian Railways Department. Mr. M. E. Kernot. considers that 
it will be possible to commence a service on the"electric street rail- 
way hetween Sandringham and Black Rock early nert year. The 
laying of the double track has been practically completed, and the 
overhead work is well in hand, but the line ‘cannot be operated 
until power is available from the suburban electrified railway. and 
this is being delayed owing to the war.—Avstralian Mining 
Standard. v d 

The result of the working of the N.8.W. Government Tramways 
revenue 
amounting to £983,177, being an increase on 1915 of £11,974. 
Working expenses were £830,254, an increase on the corresponding 
six months of 1915 of £52.526. The net earnings were £152,923. 
a decrease of £40,552 ; the passengers carried were 144,970,879, an 
increase of 1,936,347, and the car-mileage 12,704,552, a decrease of 
523.475 miles.— Sydney Daily Telegraph. | 
. The Shire of Moorabbin (Victoria) proposes installing electric 
tramways in the municipality, and notification of application to the 
Governor in Council for the necessary order has been: made. — 


Tenders. > i 


Blackpool.—The Tramway Committee has referred an 
application from 54 male motormen ahd conductors for an 
advance of wages, and an alteration in working conditions. to a 
Sub-Committee for consideration and report.” 

An application for the purchase of contract tickets on differential 
terms, or on the deferred payment system. has been refused. 
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Bradford.—Y EAR's WoRKING.—TheCorporation financial 
year ended on March 31st, and it is stated that the tramways 
‘carried 76,869,642 passengers, as compared with 74,082,612 in the 
previous year. The mileage figures were 6.086.515, as compared 
with 6,199,582, & decrease of 113.067. "The receipts per car-mile 
were 13° 72d., compared with 12'94d. The total units used were 
12,422,950. as against 12,435,679. The receipts, including traffic 
department, railless system, and parcels department, were £348,162, 
as against £334,315; the wages paid totalled £158,155, as 
compared with £138,921. and the bonus paid was £22,087, com- 
pared with £7,125. Allowances to dependents of men in the 
Forces increased from £8.338 to £14,376. There have been fewer 
vars running, owing to shortaye of labour, the mileage has been 
less, and the wages and bonus bill very much greater than usual. 

The Tramways Committee recently considered an application 
from the Amalgamated Society of Tramway and Vehicle Workers 
requesting that the rates of payment for overtime and seventh day 
apply to all those who are not receiving overtime rates or extra 
pay for Sunday duty. It was decided that the application be 
granted as regards all employés of the department who are paid 
by the hour and not already receiving overtime rates or extra pay 
for Sunday duty. 


" Burnley.— YrAR’s WonkiNG.—Councillor Е. Heap, in 
moving the minutes of the Tramway Committee, said during the 
year they had carried 17,687,753 passengers, against nearly 
17.000,000 the previous year, and the receipts showed £4,065 
increase on last year and £4,961 over the estimate. 


Contiuental.—SPAIiN.— The scheme for building an 
underground railway at Madrid has secured official approval, and, 
in consequence, а company has been formed, to which the public 
has readily subscribed 10,000,000 pesetas (including 1,000,000 
pesetas from King Alfonso) for the construction of the first 
section of the line The plana contemplate four sections, the first 
of which, that from Cuatro Caminos to the Plazo del Progreso, is to 
be taken in hand at once. Its construction is expected to take 
three years. the remainder of the scheme to be completed in eight 
years. The public stations will be situated in the Puerto del Sol, 
Plaza de Alonso Martinez, and at the point of meeting of the Calles 
de Goya and Serrano, the power station being located in the Plaza 
de San Marcial. The scheme is noteworthy as being a purely 
voluntary and popular venture, receiving neither Government 
subsidy nor guarantee of interest.—Jndustria e Inrencionex. 


ITALY.—The Sangritana Railway Co. has presented a scheme to 
the Ministry of Public Works for the electrification of some 93 
miles of railway by utilising the water power of the River Sangro. 
— Bourd of Trade Journal. 


Haslingden.— ELECTRIC VEHICLES.—A Sub-Committee 
has been appointed to consider and report on the question of elcc- 
trically-driven vehicles for the respective departments of the 
Corporation. 


Huddersfield. —Sxow De.ays.—The heavy snowstorm, 
last week—reported to be the heaviest snowfall for 45 years— 
practically brought the tramways to a standstill, except in the 
centre of the town, on the Monday. Working parties were busy 
chiselling out of the lines the hardened snow all Monday night, 
and on the Tuesday the service was nearly normal. 


Lancashire. —FEMALE EMPLOYES AND BoNus.—Con- 
siderable interest will attach to the forthcoming decision of the 
Committee on Production, concerning the application made on 
behalf of the female tramway employés for a 6s. 6d. war bonus 
to 14 Lancashire and Cheshire undertakings. The application was 
made on the grounds that where women were doing men's work. 
they should be paid men's wages, and that the increased cost of 
living had made the bonus necessary. On behalf of the authorities, 
it was pointed out that the average wage paid to tramway women 
was considerably higher than the average rate for women 
operatives ; that many of the women were in receipt. of separation 
allowances, and that if the bonus was granted, the cost would fall 
on the rates. , 


Lancaster.—It is stated that the deficit on the vear's 
working of the Corporation electric tramways is expected to be 
less than £500, as. compared with a deficit of £3,200 eight years 
ago. The introduction of ‘buses has served districts not previously 


catered for, and haa assisted in the growing success, out of a very. 


costly venture, of the tramway undertaking. 


Leeds.— Year’s WoRKING.— The accounts for the year 
ended March. 31st. show that the tramway undertaking has had a 
Tecord experi ence in receipts, the income having passed the half. 
million for the first time. The total receipts have been £515,805, 
as against. £475,505 the year before, an increase of £40,300. The miles 
run have been 9.658 595, an increase of 253,474. The number of 
passengers carried was 112,151,882, an increase of 8,698,082. The 
receipts: per mile have been 12°817d., an increase of ‘683d. The 
Average fare has been 1'080d., the same asin the previous year. The 
working expenses have not been got out, but the estimate of the 
| for repai available for relief of rates is £ 79, 470, after allowing £ 24,000 
: tor repairs and renewals. 


Preston.—YxAz's Wonk1G.— The Tramways Depart- 
ment has made a net profit for the past year of #£3.697, after 
paying £5617 off the new tramway debt and £1,348 off the old 

ebt, and also £3,750 in aid of the borough таќс, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —MELBOURNE.— May 23rd. Victorian Rail- 
ways Department. Twelve months’ supply (58,250) of incandescent 
electric lamps as ordered.* 

Aylesbury. — Electricity Department. —200-Kw. direct- 
coupled internal-combustion engine and generator, fuel plant and 
accessories, See “Official Notices " March 30th. 

Dundee.—April 21st. Corporation Electricity Depart- 
ment. Steelwork in floors, &c., and straining screens, guide rails, 
&c.. at No. 2 pump-room at Carolina Port. Schedules, &c., from 


_ General Manager and Engineer. 


London.— HaAxxERsSMITH.—April 25th. B.C. Electricity 
Department. Induced-draught fans, mechanical stokers, boiler 
feed pump, centrifugal pump’ and strainer for condenser. See 
" Official Notices " to- day. 

South Africa.— JOHANNESBU RG.— April 30th. Muni- 
cipal Council. 10,000 traction carbon brushes, 63°5 x 35 x 12:5 m/m. 

May 21st. Municipal Council. Gear wheels for tramcars, Con- 
tract No. 241.* 


Spain. — The municipal authorities of Caceres have 
recently invited tenders for the concession for the electric lighting 
of the town during a period of 15 years. Tenders have also been 
lately invited by the municipal authorities of Sorio for the electric 
lighting of that town, the concession in this case being for a period 
of four years. ' 

[ *Specifications may be seen at Department of Commercial In- 
telligence, 73, Basinghall Street, London, E.C.] 


CLOSED. 


Barrow.— The T.C. has approved contraste for the 
Borough Electricity Department as follows for the year :— 

Oils.—Va&cuum Oil Co., Ltd. 

Copper wire, joint boxes and switch cut-outs.—B.I. & Helsby Cables, Ltd. 

Shellac, varnish, &c.—H. G. Mable & Son. 

Para strip, tape, &c.—L. Andrew & Co. 

Insulating compound, bitumen, &c.—Dussek Bitumen Co. 

Switches and lampholders.—General Electric Co., Ltd. 

Adapter plugs an un plugs.—A. P. Lundberg & Sons. 

Fuse wire, &c.— Goodwin & Co. 

Electric meters смао and two-rate).—Chamberlain & Hookham, Ltd. 

Prepayment meters and meter boards.-—Ferranti, Ltd. 

Tantalum lamps, &c.—Drake & Gorham, Ltd. 

Earthenware pipes and troughs.—Doulton & Co., Ltd. 


Tenders have been accepted for :— 
Water-tube boiler, £4,221. P stirling Boiler Co., Ltd. 
250-kw. rotary converter, £1,165.-- В. T.H. Co., Ltd. 
A contract for coal was approved for six months from April Ist, 
at an increased price of 6d. per ton. 


Blackpool.— Electricity Committee. Accepted tender :— 
B.I. & Helsby Cables, Ltd., high-tension cable. 


Bradford.—The Tramways Committee has accepted the 
tender of the British Hele-Shaw Patent Clutch Co., Ltd., to supply 
27 tramcar gear wheels for £155. 


Derby.—T.C. :— 


B.T.H. Co. , Ltd.—Extension of switchboard equipment for main station, 


General Vehicle Co.—Electric tip wagon, £1,260. 
Hall's Colliery Co., Swadlincote.—Coal for the electricity works. 
A. Wiseman, td.-—Tramcar gear wheels and pinions, £102. 


Manchester.—Electricity Committee. Accepted tenders : 


Cooling tower.—Davenport Pagin cering Co., Ltd. 

Coal-conveying plant.—W. enkins Co., Ltd. 

Cable.—C. Macintosh & Co., Ltd.; Pirelli- General Cable Works, Ltd. ; 
B.I. & Helsby Cables, Ltd. - W.T. Glover & Co., Ltd. 

Electric tipping vagon.—Jowett Motor Manufacturing Co., Ltd. 

Synchronous condenser.—B.T.H. Co., Ltd. 

E.H.T. switchgear and reactances.—B.T.H. Co., Ltd. 

Motors for cooling towers, —Ma&ther & Platt, Ltd. 


FORTHCOMING EVENTS. 


Junior Institution of Eng —Friday, April 18th. At 89, Victoria Street, 

* Fire-resisting Materials," by Mr. D. W. Wood. April 3th. ‘Gas 

Turbines" by Mr. 8. E: Hutson. April 21st. 6. 80. Bohemian Concert at 
Holborn Restaurant. 

Salford Technical and neering Association.—Saturday, April 14th. 
At7p.m. At the Mr. J echnical Institute, Peel Park. „Paper on “ Тһе 
Hydraulic Press,” Ir. J. Bacon. 

Chief Technical Assistants’ Association. —Saturday, April 14th. At 3.15 

." p.m. At the Tavistock Hotel, Covent Garden. Discussion on ** The Treat- 
ment of Water and the Removal of Scale," 


. North of England Institute, of Mining and Mechanical 


Engineers. — 
Baturday, April 14th. 2 p.m. At the Memorial Hall, Newcastle-on- 
Tyne. General SURE 
Birmingham and District Electric Club.—Saturday, April 14th. At the 


Swan Hotel, New Street. Paper on '' Electricity in Factories,” by Mr. 


W. Y. Anderson. 

Institution of Electrical eers (Newcastle Local Section).— Monday, 
April 16th. At 6.45 p.m. Аё the Mining Institute. Discussion on * Way- 
leaves,’’ with introductory paper by Mr. C. Vernier. 

Association of Su upervising Electricians.— Tuesday, April 17th. At 7.15 

‚т. At St. Bride's Institute, Bride Lane, E.C. Paper on '' The Wiring 


ules of the I.E.E.," by Mr. W. ‘R. Rawlings. 


Royal Institution of Great Britain. —Thureday, April 18th. At8 p.m. At 


Albemarle Street, Piccadilly, W. Lecture on ‘Industrial Finance After 
held rhe Character of the Industrial Struggle of 'Po-day," by Prof. 
oxwe 


Chemical Society. — Thursday, April 19th. At 8p.m. At Burlington House, 


Шу, W. Ordinary scientific meeting. 
ast Association ot rs.— Thursday, April 19th. At 7.45 p.m. At 
the Municipal Technical Institute, College dari Paper on “ Engineering 
Notes on & Tour in the Antipodes," by Mr. J. H. Chambers. 
Institution of Mechanical Engineers.—Friday, April 20th. At 6 p.m. At 
the Institution of Civi! Engineers, Great George Street, S.W. ‘General 
meetings Presidential тек 
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NOTES. 


Lundberg “ Batch Exams."— Notwithstanding the fact 
that everybody is extremely busy nowadays, the latest of Messrs. 
Lundberg and Sons’ batch exams." secured 85 successful com- 
petitors, in addition to a number who were not successful. The 
names of the winners of certificates are set out in full on another 
расе. and it will be noted that a number hail from the Navy and 
Army. and one each from India and the Sudan. It is clear that 
the working out of switching problems provides an interesting 
occupation for intervals of spare time: and those desiring a set 
can obtain one free of charre by writing to the firm at 477-489, 
Liverpool Road. London, N.7. 


The Metric System.— According to the Journal of 
Klectricity, the non-use of the metric system in the United States 
among engineers and among the trade is beginning to be felt as a 
Serious handicap in American efforts to secure a commercial and 
engineering foothold in South America. Their Consular reports 
are full of statements to this etfeet. Brazilians are unfavourably 
impressed when they receive commercial correspondence in which 
references are made to feet. yards, and miles. instead of the metres 
and kilometres to which they are accustomed. Within the past 
decade there has been a strong tendency in Aimerican export trade 
to encourare the employment of invoige clerks who make out 
documents not only in the'language, but also in the measurements 
of the country to which the goods are directed. Details of the 
| practice among business houses in various lines in Rio de Janeiro 
have been obtained by the Amerian Consulate-General, and show 
how important it is that exporters should pay special attention tó this 
phase of the commerce bet ween nations, 

" Now is the time for engineers the country over to exert every 
influence in promoting the use of tlie metric system at home and 
abroad. And the best way to do this is for each one of us to begin 
to think and act in this system of units, and put aside our out- 


grown garments of feet, inches. pounds, yards, and the like, and - 


speak only in metric units, the now recognised scientifie system of 
all enlightened nations.” 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 


Orders for the Week, by Lieut.-Colonel Clay, V.D., Commanding :— 
Monday, April 16th.—'l'echnical for Platoon No. 9 nt Regency Street. Squad 
and Platoon Drill, Platoon No. 10. Signalling Class. Recruits’ Drill, 6.30 - 8. 


ми Арти 1nth.--lnstructional Class, 615, Platoon Drill, Platoon 
o. I. i 

Thursday, April 19th. Platoon Drill, Platoon No. 7. 
M.O., 6.30. Signalling Clars. | 

Friday, April 20th.—'Tl'echnical for Platoon No. 10, ‘Regency Street. Squad 
and Platoon Drill, No. 9. Recruits’ Drill, 6.30—8,30, 

Saturday, April 21st. --Comriandant's Parade, 2.15, uniform for route march. 
Fall in at Putney Bridge Station. Drums and bugles to attend, 

Sunday, April Vad. Special work at Bombing School. Parade, Clapham 
Junction Station (City and S.L. Tube Railway), 9.45 a.m. 


(By order), MACLEOD YEARSLEY, Captain and Adjutant. 


Newcastle-upon-Tyne Chamber of Commerce: Electrical 
. Section.—A meeting of the Committee of the Newcastle-upon- 
Tyne Chamber of Commerce Electrical Section was held on the 
3rd inst., Mr. H. W. Clothier, the newly-elected chairman, presiding. 
In reply to congratulations on his appointment, the chairman said 
he did not accept the office lixhtly, because he was convinced that 
it was within the sphere of the Committee, representing as it did the 
local commercial and technical works. to exert a powerful influence 
upon the general welfare of the electrical industry in the country. 
Newcastle had: ever been a leader in engineering matters, and ite 
electrical men were now. as in the past, taking a live part in the 
great development measures which were moving with the times. 
They had the advantage of the advice of the Local Section of the 
Institution of Electrical Engineers and other learned Societies ; 
and, based upon recent discussion. the chairman mentioned the 
following as among other subjects which came within the scope 
of the Committee :—(1) The general uplifting of British ideas in 
relation to origin of design and production, assistance in any 
movements tending to maintain and to identify as British the high 
standard of quality ; (2) the encouragement of greater attention 
to the needs of scientific research: (3) the consideration of a 
simplified system of weights and measures; (+) the consideration 
of recognised ways of computing the depreciation of plant : (5) the 
development of means for removing restrictions and difficulties in 
the spreading of the service of electricity to national industries 
and the convenience of men: (6) improvementa in telephones. 
and the possibility of machine switching and automatic telephone 
wear ; (7) the consideration of the welfare of men in the industry 
who had suffered by the war.- At the moment. the most direct 
call was to give suggestions to existing local institutions for the 
training of disabled sailors and soldiers. | 

A long discussion took place on this last matter, and their 
employment in electrical work, and it was resolved that a meeting 
should be held in the Cowen Training Home for Disabled Soidiers and 
Sailors, Newcastle. on April 20th, after which a further meeting 
of the Committee will be held. 


The LE.E. Temporary Premises. 


Ambulance Class by 


The premises of the 


Institution of Electrical Engineers having been taken over by the - 


Government, the address of the Institution is, tor’ the present, 
1, Albemarle Street, London, W.1. The telephone number is 
unaltered : "Gerrard 764." Telerraphic address: " Voltampere, 
Piccy, London." The meetings forthe remainder of the session 
wil. by kind permission. be held at the Institution of Civil 
Engineers, at 6 pm. On April 2th. Mr, G. V. Twiss will read his 
paper on "Hizh.Tension Overhead Transmission Lines,’ and.on 


Muy lTth the annual general mevting will be held... 


The Magneto Industry.—At a meeting of the Aero- 
nautical Society of Great Britain, on April 4th, Mr. A. P. Young 
delivered a lecture on " Magneto Electric Ignition on Aircraft.” 


Не said that without the hieh-tension magneto it was certain that . 


the aeroplane would never have reached its high state of develop- 
ment, and it was reasonable to assume that the whole course of the 
war would have been different and much less in our favour. Prior 
to the outbreak of the war the number of high-tension magnetos 
produced in this country formed a nevligible proportion of the 
total number being used for a variety of purposes, and through 
laxity on our part this most vital industry was allowed to develop 
in Germany. During the war the magneto industry in this 
country had developed at а really wonderful rate, and he thought 
it was agreed by those in a position to judge that the British 
magneto as at present. constructed was the equal of the pre-war 
Bosch magneto emanating from Stuttyart. Developments now 
taking place would result in British manufacturers producing new 
types that would prove vastly superior to anything turned out of 
Germany in the past. He therefore pleaded that when the war 
was over British magneto manufacturers should be given full 
encouragement and support by the Government and the public, 60 
that there might be established on a solid foundation a British 
marneto industry that would endure through the years to come 
--an industry producing magnetos and ignition apparatus for 
aeroplanes, motor-cars, and other purposes. of superlative quality 
and design, not surpassed by anything manufactured outside of 
these islands.— Morning Post, 


The Education of Marine Engineers. —The Council of 
the Institute of Marine Engineers has considered the subject above 
named, and has issued a report. stating that the present system of 
education is capable of great improvement. Its recommendations 
include the teaching of physics, electricity, and chemistry in 
eleinentary schoolse the provision of junior technical or trade 
schools for boys of 14 to 16, facilities for apprentices to attend 
classes, and the provision of scholarships to enable boys of 
exceptional ability to continue their studies. Modifications in the 
examinations of marine engineers for first and second-class 
certificates are also recommended, as well as the institution of a 
third class. An apprenticeship of at least five years is called for, 
No specific reference is made to training in electrical engineering, 
and in view of the growing importance of electrical applications 
on board ship, which are likely to attain the first rank in the near 
future, we think this is a reyrettable omission. 


United States Wireless Stations.—All commercial 
wireless stations in the United States have been taken over hy the 
Navy, and all private stations are being dismantled. 

According to the Wireless Press, the New York police seized 800 
wireless sets on Monday last. It is estimated that there are 10,000 
private stations in the State of New York, and some 4,000 in the 
city itself. : 

Udder Nonsense!—]t was told to a "Tribunal at 
Chichester, last week, that an electrical engineer who had never 
worked on a farm was sent on a Friday night to take up duties 
as а cowman, stockman, and milker. Before midday on Saturday 
he was gone. 


British Science Guild.—We read in the Times that the 
annual meeting of this Guild will] be held at the Mansion House 
on Monday. May 30th, at 4 p.m. Lord Sydenham will deliver an 
address on " National Reconstruction," and other speakers will be 
Mr. Fisher, the Minister for Education, and Sir William Mather. 


British and Allied Patents Registered in Berlin.— 
According to the statistics of the German Imperial Patent Office, 
the following applications have been registered in Berlin :— 

From Great Britain: 353 patents in 1915 and 289 in 1916; 11 
designs in 1915 and 70 in 1916. ` 

From France: 81 patents in 1915 and 49 patents in 1916 ; four 
designs in 1915 and six in 1916. 

From Italy : 102 patents in 1915 and 40 in 1916 ; 14 designs in 
1915 and four in 1916. 

From Belgium: 58 patents in 1915 and 84 in 1916 ; 14 designs 
in 1915 and 30 in 1916. a 

From Russia : Nine patents in 1915 and ten in 1916 ; six designs 
in 1915 and 27 ір 1916.—7he Times. 


Electric Arc Welding.—In over some data оп electric 
welding jn railway practice are given. The values of current and 
voltage employed are illustrated by the following table :—  : 

Kind of : 


elect rode. Size. Current. Voltage. ': Work. 
Mild steel. ... din. 60—90 14—16 2-in. flues 

Mild steel ... 3% in. 110—140 16—20 5-in. flues filling 
Mild steel ... + in. 150--180 18—25 Filling 

Carbon .. Iur 250—330 35—50 Cutting—welding 
Carbon sv. 1 in, 350—500 35—50 Cutting —welding 


The same tensile strength and softness can be obtained in the 
weld, which practically consists of cast-steel, as in the adjoining 
metal, but equal ductility cannot be ensured. The process is, how- 
ever, entirely practical ав a means of welding cast-steel end boiler 
plate. as the welded area can bé reinforced. so that under sévere 
stress the un welded metal will fail rather than the metal in the 
weld. The relative costs of acetylene ара aro welding are given by 
curves as 44 to 1, and. the costs of cutting steel as equal up to 
ahout 2 in. thickness, and 3 to 2 at 6 in. thickness, taking the price 
of wetylene gas at $1 per cb. ft., oxygen gas at $2, and electrical 
energy at le. per KW.-hour. The cost of labour is not included in 


o the ficst.comparison, but in the case of cutting steol it is taken at- 


30 cents per hour. | 
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General.—The Review of the River Plate, just to hand, 
says that Mr. РАКЕХНАМ W. Beatry, chief engineer of the 
Anglo-Argentine Tramway: Co., was returning to England at 
the end of March. 

At a meeting of the Association of Municipal Electrical 
Engineers of Lancashire and Cheshire, held on March 27th, 
a presentation consisting of a combined ‘luncheon and tea ” 
basket, was made to Mr. C. C. ATCHISON, as a token of 
esteem and recognition of the valuable services rendered to the 
Association as honorary secretary. Mr. J. A. Robertson, of 
Salford, made the presentation on behalf of the members of 
the Association, and several speakers referred to the excellent 
work done by Mr. Atchison. Tt was pointed out that it was 
through his efforts the Association was formed. 

Les Nouvelles, of Maastricht, states that M. Léon Greiner, 
director-general of the Cockerill iron and steel works, has 
been arrested by the Germans and detained.—The Times. 

On April 7th, Mr. W. N. Y. King, A.C.G.I., A.M.L E.E., 
was presented with a gold watch-chain by the staff and em- 
plovés at the Kelham Island Power Station of the Sheffield 
Corporation Electric Supply Department, on his leaving to 
take up an appointment under the Ministry of Munitions. 
Mr. J. R. Willams, station superintendent, made the presenta- 
tion, and mentioned the long and progressive period—nearly 
15 vears—during which Mr. King had been connected with 
the power station. 

Sir Home Gonpow, having completed the work which the 
Director-General of National Service asked him to undertake, 
has now ceased to be Staff Controller of the Department. 


Rolt of Honour.—Gunner J. S. Jenkins, R.F.A., late of the 
electric light departinent of the India Rubber, Gutta Percha 
and Telegraph Works Co., Ltd., was severely wounded in 
France on March 21st. and died the following day. He is 
reported to have stepped on a trap left by the enemy during 
their retreat. Bombardier A. R. Bices, R.G.A., formerly in 
the rubber department of the same company, has been 
awarded the Military Medal. 

Private A. Stanton, Cheshire Regt.. formerly at Glossop 
with the Urban Electric Supply Co., has fallen in‘ action. 

Mr. F. W. Kina, who was articled to a London firm of 
electrical engineers when he joined the Naval Air Service, 
has died suddenly whilst in training. 

Sergeant А. W. TiNstEY, Lancashire Fusiliers, formerly em- 
ploved at the Manchester Corporation Electricity Works, has 
been awarded the French decoration, the Medaille Militaire. 

Lance-Corporal W. Bennett, of the King’s Own Royal Lan- 
caster Regt., killed in action, was employed. by the British 
Westinghouse Co.. Ltd., Trafford Park, Manchester. 

Sergeant HowanTH, South [Lancashire Regt., who has been 
awarded the D.C.M. for conspicuous services, was before his 
о UE employed at the Manchester Corporation Electricity 
Vorks. 

We regret to record the sudden death. through a clot of 
blood on the brain, of Major R. SWIRE GRIFFITHS. R.G.À., 
aged 32, who prior to the war was employed by the British 
Westinghouse Electric & Manufacturing Co., Ltd.. for whom 
he had superintended the carrying out of installations in 
various parts of the country. 

Lieutenant W. E. СНаАррЕг,, D.C.L.T.. attached to the Flying 
Corps, who was killed while fiving on April 4th, at the age of 


19, was the vounger son of Mr. H. E. Chappel, retired Direc-, 


tor of Telegraphs, India-Burma Circle.— Times. 

Lieutenant Doveras Сок, R.G.A., who has been wounded, 
was one of the stalf at the Blackburn Corporation Electricity 
Works. 

Word has been received of the death in action of Lieutenant 
H. BUTLER, aged 30, who held a position at Messrs. Dick, 
Kerr & Co.'s works, Preston. 

The Bronze Medal of the Italian Order of St. Maurice and 
St. Lazarus for Military Valour has been awarded to Corporal 
S. H. HockLEY. R.E., who was with the Bude (Cornwall) 
staff of Messrs. Christy. Bros.. electrical engineers. 

At Messrs. Hawthorne, Leslie & Co.'s shipyard, Hebburn- 
оп-Тупе, on the 4th inst., Mr. J. T. Batey. general manager, 
presented the Military Medal to Corporal J. W. RUvsHFORTH, 
R.E., and a case of cutlery from the officials and staff. Cor- 
poral Rushforth was formerly electrician at the yard. and was 
awarded the Medal for gallant work in repairing broken wires 
at the front, being wounded while so doing. 

Fitter H. Rosser, R.F.A., formerly lamp storekeeper with 
Messrs. Pope's Electric Lamp Co., Ltd., has been killed in 
action. 


Obitaary.—Mr. G. А. NUSSBAUM.— We regret to record the 
death of Mr. G. A. Nussbaum, of 29, Ludgate Hill, E.C., 
which occurred on Saturday last at 49, Penywern Road, S.W. 
Mr. Nussbaum was an Associate of the I.E.E. He was 66 years 
of age. Mr. Nussbaum first came over to England to take 
charge of an exhibit of Messrs. Gerard & Co., of Paris, at the 
first Crystal Palace Electrical Exhibition. After his return, he 
entered the service at Paris of the Société Industrielle des 
Telephones, subsequently coming over to London as that com- 
pany’s representative. He acted in that capacity for at least 
30 vears, and though that arrangement came to an end several 
years ago, he was transacting business with the company 
right up to the last. Mr. Nussbaum had been ill for five 
months, but his end came very suddenly. We desire to ten- 
der our sympathy to Mrs. Nussbaum in her bereavement. 


Ф 


NEW COMPANIES REGISTERED. 


Thrutchley, Percival & Co., Ltd. (147,004).— Private com. 
pany. Registered. March ЗІМ. Capital, 22,000 in £1 shares. Manufacturers 
of and dealers in electrical equipment, magnetos, motor accessories, mining 
and railway supplies, castings, small tools, &c.; also to act as representative 
for manufacturers of such commodities in the United Kingdom, Russi, 
France, and elsewhere, with particular regard to markets of German c 
Austrian origin. and to divert. such trade into British channels. The sut- 
scribers (each with one share) are: E. P. Booth, 206, Albert Road, Hands 
worth, manufacturer; б, Craven, 58, Grove Avenue, Moseley, Birmingham, 
engineer; T. T. Tripp, Inversnaid, Mayfield Road, Wylde Green, Birmirg- 
ham, manufacturer, The. first directors are E. P. Booth, S. Craven, T. T 


Tripp. Solicitor: W. H. Stubbs, Newton Chambers, Cannon Street, Bir. 
mingham. 
Wilson-Maenlen Co., Ltd. (1,548r).—Particulars filel 


Mareh 22nd, 1917. Registered in New York, December 28th, 1914, to carn 
on the business of manufacturers of and dealers in electrical, pyrometric, апе 
scientific apparatus, 8e. Capital stock, $60.000 in shares of $100 eat 
British address: 2, Myron Place, Lewisham, S.E. A. H. Holloway, of ИХ. 
George Street, Lewisham, S.E.. is authorised tọ accept service, — Directos 
Chartes T. T. Wilson, Carolyn E. Wilson, and Cuthbert F. Brown, all c 
New York. 


Surrey Engineering Co., Ltd. (146,943).—Private com- 
pany. Registered March 28th. Capital, £1.000 in 1.000 10 per cent. cum, 
pref. shares of 105. each, and 500 ord. shares of £l each. Electricians, 
mechamiecal and general engineers, бс. The subscribers (each with one ori. 
share) are: J. А. Hughes, 4. The Grange, Wimbledon, S.W., engineer; F. N. 
Pickett, 5, Wilbury Villas, Hove, engineer; J. Cameron, Grove Lodge, Neu 
Southgate, N., merchant. Tbe first. directors are J. . Hughes, F. А. 
Pickett, and J. Cameron. Registered. office: 34, Surrey Street, W.C. 


Holland, Griffiths & Co., Ltd. (146,884).—Private com- 
pany. Registered. March 26th, with a capital of £500 in £1 shares, to the 
over the business carried on at 27, Ridinghouse Street, Oxford Circus, W. 
as Holland and Griniths & Co., and to carry on the business of electrical a% 
mechanical engineers, &c. The subscribers (each with one share) ar 
J. Harrington, 85, Salisbury Road, Harrow, engineer; G. W. Knight, Haz. 
more, 724, Barking Road, Upton Park, E. engineer; J. H. Williams, Ў, 
Chestnut Avenue, Whipps Cross, E. 17, works manager. The first directors 
are J. Harrington, G. W. Knight. and J. H. Williams, Solicitors: Rena? 
Brown & Co., l.enno« House, Norfolk Street, W.C. 


Lodge Fittings Co., Ltd. (146,987).—Private company. 
Registered March 30th, with a capital of £1,000 in £1 shares, to take ov 
the business of manufacturer of wclectrical fittings, &c., carried on by Ella S. 
Wood at 57, Albert Road, Aston, Birmingham, as the Lodge Fittings Ce 
The subscribers (each with one share) are: E. M. Lodge, 50, Brougher. 
Street, Hockley, Birmingham, manufacturer; F. J. Wood, 57, Albert Коч. 
Aston, Birmingham, secretary; Ella S. Wood, 57, Albert Road, Aston, Rir- 
mingham; Mrs. E. Lodge, 50, Brougham Street, Hockley, Birmingham. 
Table '* A mainly applies. © Registered. office: 57, Albert Road, Aster, 
Birmingham. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Birmingham Electrical Accessories Manufacturing (Co. 
Ltd.—Debenture dated March 2nd. 1917. to secure £150. charged on the cor 
panv's undertaking. Holders G. Garrett, 8, Devonshire Road, Handsworth 


Electrical Installations, Ltd.—A memorandum of sat 
faction to the extent of £300 on March 26th, 1917, of debentures dit 
December Sth, 1906, securing £2,000. 


Brilliant Arc Lamp & Engineering Co., Ltd.— Assignment 
of proceeds of munitions contract, dated March 28th, 1917, to secur M 
moneys due or to become due from company to London & South-Westera 
Bank. | 

British Electrolytic Zinc Co. (Isherwood Process), Ltd.— 
Particulars of £25.000 debentures, created June 5th, 1916, filed pursuant © 
Section 93. (3) of the Companies (Consolidation) Act, 1908, the amount dl the 
present issue (March I2th,. 1917) being 221.200. Property charged: The em 
pany’ undertaking and property, present and future. including uncalled 


capital. No trustees, 
Church Stretton Electric Supply Co., Ltd.—Charge ™ 
Church Stretton Electric Lighting Order, 1916, dated March 13th, IM, 


supplemental to trust deed of February I9th, 1914, securing £4,000 debentur: 
Rangoon Electric Tramway & Supply Ceo., Ltd—‘ 


memorandum of satisfaction to the extent of 26.830 on February 215, i. 
of debenture stock dated 1906-13, securing £250,000, has been filed. 


Caerphilly Electric Supply Co., Ltd. ( 139,0861.— Capital. 


£6,000 in 400 cum, pref. shares of £5 each, and 1.500 pref. ord. and 2n 
ord. shares of £1 each, Return. dated December 31st. 1916 100 ord. йиз 
taken ир; nothing called up. Mortgages and charges: Nil. 


CITY NOTES. 


We give below the directors’ comparet" 
Urban Electric statement, showing the profits earned at а 
Supply Со., Ltd. various towns during 1916, also the | 
connected in kilowatts :— 


Kilowatts. Profits 
1915. 1916. 1915. 1016 
Hawick e... .. 390893 8,181 £7,460 £45 
Stamford Р P RP 1,648 1,679 2,648 1, $5 
Weybridge and Walton ..  .. 8,078 83,297 5,478 S40 
Godalming ..  . 20 .. 1440 1498 2,585 oat 
Twickenham and District .. 6,418 8,418 12960 1 1% 
Dartmouth .. С. SOT Vx 922 и ү К 
Camborne and Redruth (“А”)! 490 7,58 
and Cornwall (“ в ") ] 1,102 1,845 14973 v 
Newton Abbot  .. s.  .. 104 1 23450 SH 
Grantham .. `.. e - 1,668 1,852 7,014 d 1% 
Glossop e. oe o. 1966 1,811 3,721 aa 
Berwick ix Ме ЧА sé 955 1,088 932 1.97 
Caterham  .. - e "e 718 862 1,688 T. 
Newbury oe ee ee oe 1,000 1,164 8,357 
Totals...  .. .. 390,376 98,605 £78,000 LNM 
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Mr. 8. GEDGE, presiding at the recent 
annual meeting, said that the report was an 
exceedingly good one, having regard to ex- 
isting adverse circumstances. ey had 
had the greatest difficulty in obtaining raw 

. They had constantly to keep 
in mind the fact that they were not doing, and could not do, 
Whether or not any rivals 


were springing UD who would endeavour to rob them of their 


W. T. Henley's 
Telegraph 
Works Co., Ltd. 


Sutton), who seconded the adoption of the report, stated that 
their commercial trading had nearly entirely disappeared. The 
profit, which was very handsome, might be a little larger than 
was shown. They expected eventually that other sums woult 
come to the credit of the company, 88 they were making claims 
upon the Government in regard to depreciation and machinery 
bought by Those claims, however, had not yet been 
settled, and in dealing with the accounts the profit had been 
taken after allowance for special taxation and (as the directors 
had feli bound to do) the worst position to 
might therefore expect that 
the position wou d really be 
better than appeared from the accounts. He thought it matter 
for regret that the accounts for 1915 as regarded taxation ha 
not yet been settled. If the accounts for that year had been 
settled, the directors would have been able to give & more 
accurate statement of the company's profits for 1916. He might 
give an instance of tbe kind of negotiations they had with the 
(Government respecting the payment of excess profits. At the 
j } the shareholders that the Act 
rovided that an allowance should be made against the excess 
profit paid by | 
plant which ihey purchased for war requirements and which 
the directors did not contemplate would be of any use to the 
‘ompany when the war closed; but in their negotiations with 
egard to the 1915 settlement the taxing authorities suggested 
лаф certain claims which had been made on that account 
should be gpread over & number of years. He, however, sub- 
mitted that if such machinery made excess profits, the first 


nt. Excess profits, thought, were badly con- 
- and he did not think they were being carried out by 
the taxing authorities a9 generously or 88 justly as had been 
With regard to trading, 
the company's commercial business 
left. A good deal of commercial business was included in the 
accounts for 1916 because this class of business had been gradu- 
f last year, and was being 


tlaxat the arrangement made with regard to excess profits might 
hzave been considerably | 
the ought that the method, by which the company 
r cent. over 
pt that they got some allowance, which was not fixed yet 
relation* to 1 1 
roughly bad for the industries of this country. 
.! nen of business trained in the working of industries was 
> run the business with which they were connected as eco- 
ioniically as possible, to turn out their work as efficiently as 
hey could, to sell at a good price, and to give a good return 
o those who had invested their capital. That incentive. how- 
present circumstances. He 
depleted statf it was regrettable that they 
I had ever previously ha 
in connection with statistica and information concerning the 
company’s business which they had to furnish to Government 
a very proper thing that 
He was only complaining 
of the way'in h the taxation was imposed. The com- 
pany's relations with regard to their workpeople were very 
aatisfactory. . They had made a very great advance in the 
rates of wages, but that was only right in view of the con- 
siderable increase in the cost of living, but he complained of 
the receipt of instructions from Government departments to 
increase the wages of certain classes of the workpeople. such 
instructions being given without any consultation. with the 
management. 
under a certain award of the Board 
in wages, and in consequence they 
the works in question by between £12,000 and 
to seme of their people in order to prevent dissatisfaction. 
dividend because & 
great deal of the profits made 1n former years had been left 
to the company to trade with, and no interest had to be paid 
upon that capital. The large Gravesend works and the tire 
factory had been 
gdditional capital. With reference to 
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plenty of orders on their books, 
orders which oug | 
months ago, which might be good or not at the present time— 


and 
ducts among the company g customers. 


distribution while the war Was still raging. 


a greater 
volumes of work, 

question of price was one that had to be watched 
fully in view of 
labour to rise. 
with more work 
quite impossible 
happen. He wished to appeal 
business 88 much as they 


mended them 
them and their friends with “ Tricity " canteens such as they 
-had latterly installed for some j 
especially important in view 


of what he would call '' Tricity ” 


: y 
the future, they had 


number of 


and had a large 
ix. 12, or 18 


t to have been executed 81X, 
foreign buyers. Foreign trade was shut down, 
meantime certain other nations were pushing their pro- 
Japan and the United " 


were very active Ш the British Colonies, 


South America, and neutral States, but he thought that when 
the war was over the company 
dealing with such competition. 
lieved, to get their connections bac 
but they would be confronted with this 
war closed—that the Government would instantly stop their 
work, and when that happened, the company would 
work in their factories. | 
turing for stock, 

doubtful whether he would be willing to place any consider- 
able amount of work on their machinery wi 
or three times 
if they made stock with the existing high prices of raw mate- 
rials they were 
inanufactured. 
strong—stronger, 
their reserves were large; 
ing with all his experience, 
weather the worst storm that might arise at 
the war. 


would have no difficulty in 
They would be le, he be- 
k and to keep their trade, 
position when the 


have no 
[hey could make work by manufac- 
but as their managing director, he was very 


* ut. two 
its normal value, and 


bound to. 10 
The financial position 


Mr. А. F. BERRY presided at the recent 
annual meeting. He said that only about 
one-half of the earned profit was recom- 
1inended for distribution. were not 
disposed to return to a peace-time rate о 


British Electric 
Transformer 
Co., Ltd. 


than that of 1915. “They carried out large 
though the 
very care- 
the tendency of the prices of materials an 
With regard to the current year, they started 
in hand than they had last year, 
to forecast from year to 
to shareholders to help the 
doing business with the 
He particularly recom- 
an opportunity to help 


could by 
pany and bringing business to it. 
to give the company 


These were 


* 


as very considerable savings could be effected by the adoption 
methods of cooking. Many 
years had passed since he first gave to the electrical world 
the result of their researches in the 1 
roasting. Although to-day there were many thousands of 
rsons benefited through the introduction of " Tricity " 
methods, there was far more to be done. To meet the in- 
creased demand they were extending their premises. Some 
years ago they purchased land to the east of them, and had 
now acquired the completed works adjoining their 
westérn side. 
future developments, and would 
greatly add to the value of their existing works at a compara- 
tively low cost. Last year he referred to the phenomenal 
rate of growth of the electrical manufacturing industry gince 
the outbreak of war. The past year 
strides taken in the march of electrical progress. 
ordinary development continued, and was carrying the coun- 
try swiltly into the electric age and to a general recognition of 
the value of electrical energy to the engineering and most 
Electrical engineering had stepped well .for- 
ward into the ranks alongside of other branches of engineer- 
ing and agriculture, and at last the country had: awakened to 
the importance of '' producers.” 
. N W. Tait, addressing the annual 


British meeting, said that in the accounts they 
Aluminium had adopted the practice instituted last 
Co., Ltd. year of stating the trading profit after 


provision for amounts 
payable in respect of excess profits and controlled taxation. 
The result for the year Wa? undoubtedly satisfactory. but the 
conditions were entirely 
had been fixed by 
and would be so, he 
Though unable to give particulars of the uses to which the 
metal was being applied 
the experience t during 
cluding the production of light alloys, would be of the greatest 
sible use in extending the &eld of development for the 
metal for ordinary commercial purposes. There was & strong 
probabihty 
manufacture 
enormous . development had taken 
capacity for aluminium all over the world, particularly in 
the U.8.A. and in Norway, but commereial . developments, ` 
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&c., would take up the increased supply not long after the 
cessation of hostilities, and would possibly also call for fur- 
ther production. The company was at present pushing on 
with certain hydraulic works at Kinlochleven for the provi- 
sion of additional water supply to the Blackwater reservoir 
for another catchment area. ‘They hoped that part of that 
supply would be available by the middle, and the whole of 
. the scheme completed by the end, of the year, and this 
would, of course, increase their productive capacity. Regula- 
tion works had also been proceeding for some time to in- 
crease the available water supply for their works at Vige- 
lands, Norway, and they should begin to obtain benefit there- 
froin this year. The alumina works, which were absolutely 
necessary to take care of the increased production of alumi- 
nium, were nearing completion. The power plant had been 
put into operation, and they were about to commence the 
manufacture’ of alumina. The costs of production continued 
to be seriously affected by the further heavy increases which 
had taken place during the year in the costs of labour, mate- 
rial, freights, and other charges, and he was afraid that they 
would continue to rise so long as the present conditions 
remained. The maintenance of supplies of raw materials and 
coal required by their various works in Great Britain and 
Norway had been exceedingly difficult, and had on many 
occasions caused considerable anxiety, particularly as the 
greater part, if not the whole, of their freight was seaborne. 
It was unfortunate that the large stock of bauxite in the 
South of France could not have been conveyed to this coun- 
try before the war broke out. On the return of normal condi- 
tions it would be one of thcir essential duties to see that a 
large stock of bauxite was maintained in this country to fore- 
stall any such contingency as had arisen during the present 
war. The company's properties in Switzerland were being 
maintained in good condition, but no further construction 
work could be proceeded with during the war. It was to be 
regretted that the Government did not see their way to assist 
the company to complete the development of that power and 
the erection of the necessary works in the early stages of the 
war, because if that had been done the factory could have 
n producing by this time a substantial amount of alumi- 
nium, which would have been available for Government pur- 
poses, and would have reduced the necessity for purchases 
of metal in neutral countries. Referring to the reserve 
account, which had been increased by £75,000 from the 
prone of the year to £325,000, the creation of ample reserves 
ad been more than justified in the past, because it had 
enabled them to very largely increase their productive capa- 
city, and consequently the profits, without the further raising 
of capital. It had also enabled them to strengthen their 
position in the industry, and would do so again. "Their 
competitors had, during these abnormal times, been making 
very substantial profits, as they had been unrestricted as 
regards the price which they might obtain for the metal, and 
they had not suffered from the taxation which the industry 
in this country was bearing. It was somewhat unfortunate 
that the engineering and metal industries, which had contri- 
buted very largely with their brains and skill, as well as with 
' their plant and equipment, should be placed at a disadvan- 
tage in comparison with others. The Government should do 
something to overcome the present inequality in taxation, 
and representation had already been made to the Chancellor 
io that effect. The shareholders might look upon the present 
position with a considerable amount of satisfaction and assur- 
ance that whatever might be the prospects of the industry 
after the war, the company would be able to go through dull 
times with reasonable equanimity. The aluminium industry 
was undoubtedly one of the key industries of the country, 
and well merited such assistance as the Government could 
see their way to give. 


At a meeting of debenture stockholders 


South Wales held in London on March 31st, when Mr. 
Electrical G. Collis, of Finch Lane, London, was 
Power appointed debenture agent, in succession 
Distribution to the late Mr. S. C. Boulter, the chair- 
Co., Ltd. man of the company, Mr. W. GASCOYNE 


DALZIEL, said the company had now been 
able, after meeting all prior charges. including interest on 
prior lien debenture stock and depreciation on a scale agreed 
with the debenture agent, to pay current ordinary debenture 
interest for the third successive half-year, and there was still 
& balance to the credit of suspense account, which would, if 
need be, go towards the payment of ordinary debenture interest 
for the current half-year. They had not yet reached the posi- 
tion of actually earning the full amount of the current in- 
terest, but the prospect of doing so was steadily improving. 
The results for the last year, though not as good as they 
would have been if the prospective new consumers and the 
Power Co. had not experienced extraordinary delays (due 
to prevailing war conditions) in completing the plant and 
mains necessary for the taking and giving of the supply, 
were, nevertheless, in all respects, a record to date. During 
the second month of the present year, a considerable propor- 
tion of the new business referred to at the last annual general 
meeting of shareholders, came on to the company's mains, 
and there was a corresponding rise in output. The bulk of 
this new load was required immediately in connection with 
important manufactures. although taken under long-term con- 
tracts. Revenue was, therefore, now being earned from the 


, 


expenditure of part of the new capital. The Power Co.'s 
board were, in the majority, representative of the colliery 
owners’ interests, and they were, of course, the principal 
consumers; but the directors fully recognised the mutuality 
of interest. The chief consideration of the Power Co.'s 
board had been the development of the company’s property. 
They had kept this in the forefront, and hoped the debenture 
holders would consider that an increase of output from. seven 
millions of units when they took it over in 1907 to over 30 mil- 
lions of units in 1916 (the January, 1917, output being over 
three millions, equal to 36 millions. per annum) had given 
proof of their desire to extend the company's business. 


^. The CHAIRMAN, at the annual meeting 
last week, said that, after providing suffi- 
clent sums to preserve the capital of the 
company intact at the end of their con- 
cession in 1931, and after providing for the 
debenture interest and for the preference dividend, they had 
out of the profits of the year sufficient to pay & dividend of 
3 per cent. on the ordinary capital. Thus, for the second 
year in succession, they were faced with & reduction in the 
dividend, which for the year 1914 was 5: per cent., and for 
1915 4 per cent. This reduction was due to two causes— 
an increase of £3,800 for fuel costs and for energy purchased, 
and of over £38,000 in the amount required for income-tax. 
Nearly every item on both debit and credit sides showed an 
increase. The total on the debit side was about £7,800 higher, 
while the receipts were about £4,500 better, the net result 
being that they carried to net revenue account over £3,(0) 
less than a year ago. They had suffered, as they would 
readily understand, from the operation of the Summer-Time 
Act, which had meant that practically for nearly half the 
year they had been deprived of an hour's demand a day for 
artificial light as compared with any previous year of their 
existence. They had, therefore, been subjected to a double 
disadvantage: higher costs for fuel on the one hand, and an 
inroad into the demand of the public for current on the 
other. These disadvantages had only partially been recou 
by an increase in price whicb, in conjunction with all other 
electric light companies in the kingdom, they had been cóm- 
pelled to make. They carried out during the year a very 
important operation, resulting in a great improvement: In 
their financial position, by the purchase and cancelling of 
£53,212 of their debenture stock, thus reducing the deben- 
ture debt from £175,000 to £121,788. By this means they 
had got rid of the liability to provide in future for the pre- 
mium of 10 per cent. on the debenture stock of the company 
when this stock became payable, the provision for which for 
some years had been an annual charge on the profits of the 
company. With the discount on the stock so purchased and 
cancelled, and the provision of £816 placed to the credit of 
the debenture stock premium redemption fund in the present 
accounts, they had now provided a sufficient sum to meet 
the premium on the balance of stock stil outstanding, so 
that no further appropriation to this fund would be neces- 
sary. This transaction was carried out partly by their own 
surplus funds, and partly by a loan of £30,000 from the 
bankers, which was reduced to £29,000 at the close of the 
year. The amount had since been reduced to £14,300, and 
he expected that by the end of the year the whole loan would 
be wiped off. They had managed to maintain & good service 
for their customers, and, with a considerably diminished staff. 
this had at times been a very strenuous work. Sixty-three cf 
their employés were on active service; two had lost their 
lives, and two had been wounded. If the income-tax re- 
mained at the same rate as at present, the amount chargeable 
against the profits of 1917 would be about £1,500 less than 
the amount debited to the present accounts. This, with the 
elimination of the item of the debenture stock premium 
redemption fund, suggested that next year’s accounts would 
be better off to the extent of £2,300; but, on the other hand, 
there was the serious contingency, and, in fact, certainty. 
that the continued rise in the cost of fuel, both of coal and 
oil, must inevitably result in a largely increased cost under 


Chelsea Elec: 
tricity Supply 
Co., Ltd. 


that head. In addition, the cost of labour and materials 
continued to rise. | : | 

In spite of the heavy increase in cost 

West India of all materials, the results for 1916 were 


Electric Co., Ltd. the best in the company's history. The 

railway receipts show a marked recovery. 
although $11,267 below 1914. Lighting and power receipts 
show a decrease of $2,780, due to a reduction in rate made 
to moving picture shows, restricted lighting Order, and the 
consequent absence of Christmas decorations, &c. Міѕсе!. 
laneous receipts increased by $3,399. Total receipts from ali 
sources were $286,392, an increase of $12,003 over 1915. The 
operating expenses increased by $691. As the result of careful 
economy, the operating expenses were 50.31 per cent., 33 
against 52.26 per cent. in 1915. The company has on hand 
the entire cargo of conl which was purchased while the pnce 
was normal. The hydraulic pipe line suffered very consider- 
able damage from heavy floods. The coal heap at the steam 
station took fire through spontaneous. combustion, destroying 
several hundred tons of coal. During the president's visit of 
inspection three lines of No. 6 copper wire which were not 
in use were removed from the transmission line, and, аа. 
advantage of the high price of copper, this wire was shippe 
to England, where it met with a satisfactory market. 
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- pet income Was $92,370 (11.54 per cent. op the capital stock), Newmarket Electric Light Co., ‘Ltd. —During 1916, 489 
Four quarterly dividends amounted to $40,000. The balance lamps (33 watt equiv.) were connected, making 31,929. The 
at credit of surplus account 18 $478,143. The annual meeting profit, including £219 brought forward, was 21,843. After 


was held in Montreal, on March 14th. providing for debenture interest £710, the balance 18 £1,133. 
An extraordinary general meeting was £650 is to be carried to reserve for renewals, and £483 is 
Edison Swan held on April 4th, Mr. C. J. Еоңр pre- carried forward. 

Electric Co., Ltd. siding, to confir the resolutions already Hart Accumulator Co., Ltd.—The profit for 1916 is 
adopted dealing with the alterations in £19,555, plus £16,949 brought forward. After paying the 
| the Articles. He stated that the New Issues Committee ru preference dividend (£423), and 10 per cent., less income-tax, 
the Treasury had since the last meeting given 1ts sanction to on the ordinary shares, £27,374 is to be carried forward. 
the issue of the 100,000 ргеїегепсе spares mentioned in (10 - Indo-European Tele raph Co., Ltd —Final dividend for 
scheme of arrangement. The meeting then confirmed the 1916 of £l 95. 6d. per g! are, making 7 per lent. for the year, 


resolutions, after which the chairman said that it only re- 
inained for them to obtain the sanction of the Court to the 
scheme. At the annual mecting in November, he referred to 
the outlines of & scheme for the provision of further capital ; 
at that time he had anticipated this by making application, 
on October 10th, to the New Issues Committee of the Trea- 


free of income-tax, and also £l 10s. per share, free of income- 
tax, out of interest received. 

Stock Exchange Notice.— Application has been made to 
the Committee to allowing the following to be quoted in the 
Official List :— 


gury for permission to issue £100,000 of preference shares. Aluminium Corporation, Ltd. — £206,323 ordinary stock, 
After somewhat lengthy correspondence with the Treasury, £179,512 preference stock, £121,807 6 per cent. debentures 
spread over æ period of nearly &ve months, and with the very (registered), and £100,000 6 per cent. debentnres (bearer). 
fulles& facts dealing with the situation placed before it, the Sao Paulo Tramway, Light & Power Co., Ltd.—Divi- 
consent of such issue was refused, in spite of it having been dend of 23 per cent. on common stock. | | 
explained that the necessity for the new capital was brought Rio de Janeiro Tramwa Light & Power Co Ltd.— 
.gbout in consequence 0 the general expansion of the cont Dividend, 14 per cent. Ў, - c : 


pany'8 operations, practically the whole of which were о Bomb f , T" 
; } : ; ay Electric Supply & Tramways Co., Ltd.—Divi- 
national importaneè. „It was also pointed out that if this dend on the ordinary s ae at the m of 10 per cent. for 
money was not forthcoming the company, although absglutely 1916 


solvent, would have to ccase its operations, realise its assets, m 
and pass into liquidate It we obviously me duty of every c x m NN 
British manufacturer to use his utmost endeavours at this 

STOCKS AND SHARES. 


of the country, particularly in those directions where our 


enemies had, previous to the war, obtained such a hold. He TUESDAY EVENING. 
thought he was right in saying that in the electrical industry STOCK Exchange markets are good in tone. Returned from 
the Germans were the most serious opponents to be met with. their Easter holidays, members found a fair accumulation о 
То all these exhortations the Treasury Committee turned a ~ orders awaiting them, with buyers predominant. The effect 
deaf ear, it apparent being of no interest whatever to it of the splendid news from France, and the United States’ 
. that one of the oldest electrical concerns would pass away action, with the consequent fall in the Bank Rate to 5 per 
for want of a paltry £100,000. He could understand that, cent. last Thursday, put markets 1n very firn fettle. Notice- 
in view of the issue, OF pending issue, of the recent War able strength in Gonsols and gilt-edged securities has helped 
Loan, it was necessary for the Treasury to suspend, and other investment stocks. People are once more looking for- 
possibly refuse to sanction, any new capital issues, and he ward to the end of the war, and are on the hunt for stocks 
therefore again made a renewed application after the War and shares likely to benefit by the coming of peace. e 
Loan lists were closed, but still without success. As a last supply available seems to become daily more restricted. 
resource, he intimated to the Treasury that unless their con- Home Railway stocks are very WUC to the fore. Deben- 
sent was granted it would be necessary for the directors to ture issues stand im папу cases on à higher level of prices 
give notice to various Government Departments that impor- than the War Loan. Р reference, guaranteed, and rent-charge 
tant contracts on hand for such departments could not be advance literally every day. The reason for this is that in- 
carried out. This had the desired effect, and the matter was vestors think such stocks show a great deal wider scope for 
reconsidered by them, and recently the necessary permission improvement than tho War Loan does. And maybe they will 
had been granted. What had happened was eminently un- turn out to be right. we 
satisfactory from & national point of view, and 1f that policy This movement finds reflection In the ordinary stock3. All 
was generally pursued it must inevitably prejudicially affect the heavy, brigade 18 substantially better. Lower-priced 
the whole future position and trade of the country. It went varieties, like Districts and Metropolitans, are being pic 
to show that the department in question was not concerned up by people ready to take long-shots. A small, but none 
jn supporting national trading interests, which, after all, the less welcome, recovery has begun in Underground Electric 
were the life of the nation, and it appeared that it was only income bonds. | Railwaymen в requests for more pay are treated 
when it was put to them that Government needs could not 85 temporary incidents. Possibly there is not too much backing 
be fulfilled, consideration was given to such a request. . to the present rise 10 this market, but the buying orders 
rr s come mainly from the North and Midlands. The inference 
Wycombe (Borough) Electric Light & Power Co., Ltd.— is that they are investment of war profits, and that the stocks 
During 1916 the connections increased by 994 KW. to 2,616 аге not likely to be sold for some time to come. There 18 
xw. Greatly increased cost of coal and oil, restricted lighting, little speculative buying going OD. О, | | 
and Daylight Saving, largely reduced the profits notwith- ' Electric Lighting shares are good, though there is not much 
standing the larger demands of power users and advances in change in prices. . Manifestly the dividend declarations 
charges. The profit was £5,748 (against £6,881 in 1915), plus created в favourable impression, and with the shares looking 
£902 brought forward. After paying interest on debentures low 10 their ex-dividend quotations, fresh inquiries have come 
and outstanding accounts, £3,166, 2 dividend of 2 per dent, in; already the deductions have been largely regained. .. 
is to be paid, absorbing £800; £2,000 is put to reserve for Especial strength marks cable and cable-manufacturing 
‘yenewals account, leaving £904 to carry forward. A dispute shares. _ All the groups are good— Eastern, American, an 
has arisen with the Wycombe Corporation in regard to the Trust. More than half the prices we £lVe are better on the 
contract for street lighting, which is now the subject of week, and the firmness does not end here. Several of the 


сопот. , Units generated 195,910, units sold 1,596,156, “thers are certainly entitled to be put up. The adhesion of 
average price obtained 1.84d. | the United States has done much to assist this department, 
Argentine Tramways & Power Co.—For the year to Sep- and Marconis enjoyed another little spurt on the assumption 
tember 30th last the gross receipts of the tramways were that the Атепсап development constitutes 8 decided bull 
$m /n310,092 an increase of $m/n44041. In the light and point for the company © business. While. American Rails 
wer department the gross receipts were &m/n106,654.23. have given way sharply, American Marconis, usually influ- 
After making provision for doubtful debts and other charges A M en have taken e iM wo ds to s ran 
in Santa Fe, the net operating revenue Was £12,955, in- \ T acne Cop EE ovi Os. TT le eh CB t i 
creased by interest from investments and other income to tio BE or ү. ) then ы M nde ва ein 
£13,358. After charging interest and sinking fund on the ions £1. Industrials are л пва ао. ison Hwan 
debenture stock and London expenses there remains £356. ae све E gained S Me e | y че КА е 
: | ET ae reasury to the company 8 арр ‘cation for leave to raise пе 
The directors regret that it 18 not yet possible to recommend Trenau in order to carry ent orders placed eM the company 


' e cumulative dividend on th 
any payment on account of th е ђу Government departments. Permission was most absurdly 


6 per cent.. preference shares.—Financial Times. PY ehheld until he ver : 
| , very last minute. 

Pritchett and Gold & Electrica! Power Storage Co., Ltd. Brazilian Tractions jumped 33 points to 50, thanks to the 
—The directors recommend the following dividends (subject increasing favour with which Brazil is now regarded by. the 
to income-tax) on the undermentioned shares, for 1916 :—On investor. Argentines are steady, showing no quotable 
the ordinary „А shares at the rate of 15 per cent.; on the changes. Mexicans halt a little. There is still lurking doubt 
ordinary " B” shares at the rate of 10 per cent. ^ gs to whether the Germans may be able to stir up strife in 
. Victoria Falls & Transvaal Power Co.— The net earnings, the country. Mexican Light first bonds dropped 5 points. 
including those of the Rand Mines Power Supply Co.. for the Rubber shares have reassumed strength. and business 
quarter ended December 31st, 1916, amounted to £915,179. gurges into the market. The eve of Good Friday, usually а 

Kalgoorlie Electric Power. & Lighting Corpn., Ltd.— very slack day, found brokers and jobbers busily occupied. 
Dividend on the preference shares at the rate of 4 ner cent. Rubber itself remains steady, 1n the vicinity of 3s. 144. per 
per annum for the six months ended March 31st, 1917. ]b.; the advent of America into the war area 18 read as likely 
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to -make rubber advance in price. Considering the peace 
presages, the hardness of armament and ammunition shares 
is somewhat surprising. Prices on balance improve. The 
metal groups also are better in tendency. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи ELECTRICITY COMPANINS. 


Dividend ' Price 
um tiim, April 10, Rise or fall Yield 
1915, 1916. 1911. this week, р.о, 


Brompton Ord ee oe 10 9 6 — 21 11 0 
Charing Cross Ordinary as В 5 ot — 7 18 10 
do. do. do. &bPrei. 4 44 | — 7132 
Chelsea ee ee ee ee 4 8 8 = 6 18 4 
City of London... vs A 8 8 1 — 1 7238 
do, до. 6percent. Pref. 6 6 9 — 6 8 1 
do. 6 per cent. Pref. 6 6 9 — 6 8 1 
Kensington Ordinary .. 17 10 — 511 7 
London Electric ee ee ee 8 8 1 -— Nil 
do. do. 6 per cent. Pref. 6 4 J. — 568 
Metropolitan в ee ee 8 8 9 => 6 9 9 
до. percent. Pref. 4 43 84 — 740 
Bt. James' and Mall " 8 8 64 — 610 8 
South London ee ee ee 5 5 91 = 7 b 6 
Bouth Metropolitan Pref. se | 7 21/- =- 6 13 4 
; TELBGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. e 6 944 + 3 673 
do. Def. ee °з 88 6 14 23 MÀ 6 16 4 
Chile Telephone .. ә 8 8 7 + sy 614 4 
Cube Sub. Ord. .. zs T 6 5 И +? 69 0 
Eastern Extension ee e? 8 8 1 = е6 16 4 
Eastern Tel, Ord. ВР T 8 8 110 41 R14 4 
Globe Tel. and T. Ord. .. vs 7 1 п +a *519 9 
do. Pret. e 6 6 9 * { 631 
Great Northern Tel, .. 299 22 87 + 619 0 
Indo-European .. е6 „ 18 18 . 47А +1 018 4 
Marconi .. $$ 5. 0 10 94 + dy 89 7 
Oriental Telephone Ord.: .. 10 10 — 414 1 
U ted R. Pla Tel, ee ee 8 8 4 M 6 0 9 
wW t India and Pan. ee 06 ва, 64. — 9 19 6 
Western Telegraph ee #2 8 8 — *516 4 
Номи RANA, 
Central London, Ord. Assented 4 4 60} — 6 8 0 
Metropolitan ee 5% гв 1 1 95 + 3 4 0 
"o n с 
nde an nary — 
о, 2 do. “ А " ee Nil А Nil Б”. m Nil 
do. do. Income 6 6 +1 *% 6 9 
) Forzion Талма, &0. 
Dividend 
——— 
1914. 1915. 
ГҮ нае fi б par cens, Pref, 6 6 6 — 0 0 0 | 
Anglo- . rams re Pref. one 
do. ' 2nd Pref. .. i ef = 25 
do. 6 Deb. ee b 6 64 -— 1 16 0 
Brasil Tractions .. os . 4 4 60 +84 8 0 0 
Bombay Electric Pref. .. æ. 6 6 10 = 6 0 0 
British Columbia Elec. Rly. Pice. б 6 6i -1 8 40 
do. do. ferred— Nil 46 +1 Nil 
do. do. Deferred — Nil ‚ 894 — Nil 
do. do. Deb. 43 63 +$ 615 0 
Mexico Trams 5 per cent. Bonds — N 974 — Nil 
do. 6 per cent. Bonds — Nil 95 — Nil 
Mexican Light Common „. Nil Nil 7 — Ni 
do. Pref. ee ee Nil Nil 1 4» NU 
do. 18% Bonds ee , Nil Na = b — 
. MANCFAOTURING COMPANIES, 
Baboock & Wilcox . 5e 14 15 9j + та 544 
British Insulated Ord. ee ee 15 | 19 — 6 17 8 
i Callenders .. ee ee ee 15 .90 1 + $ 716 8 
do. 6 Pref. ee ee 6 6 4 -— 6 6 0 
Oastner-Kellner .. se . @ 29 BY, == 6 18 0 
Edison & Swan, £8 рма . NU — — Nil 
. do. до, 4 percent. Deb. 4 4 E +13 618 6 
Electric Construction .. .. 6 1% l — 710 0 
Gen. Elec, Pref... .. .. 6 6 Of +b 6 4 8 
do. о ое ee ee 10 10 144 == 6 18 0 
y ee “es T . 9 —9 16 +3 716 8 
do. 4à Pref. ee ee ee 43 4 4 TR ^ 13 6 
India-Rubber ee өө ee 10 10 114 Е 8 4 
Telegraph Ооп .. .. .. 9 DD 87 +1 *6 9 10 
* Dividends paid free of income-tax. 


= 


ELECTRIC TRAMWAY AND RAILWAY 
| TRAFFIC RETURNS. 


Month | Receipts for |5 9 
Locality, ended the с | Total to date, 
a a 4 

Bristol (Trams) ..|Mar.80 | 18,610 | +1,797 || .. | 57,762 |+ 401 
" os ee m 1,869 | + 189 |; 18 6,669 |— 60 
Dublin ws Ў с 98,048 |+ 740 || 18 | 75,129 | 1,020 
Hastings. > » 95 | 8,099 |+ 910 ||. 10,534 | + 1,961 
Lancashire United » 28 | 7,904 | +1,286 || 1 21,954 |+ 1,906 
Lianduodno-Col. Bay » 30 149 - 174 8,160 |— 92 
Angio-Argenune .. м 25 109,619 | -4,462 || 18 | 667,701 |— 1,581 
Aucki cs va » 9! 91,58 |- 824 || 86 | 193,408 | + £,471 
Caloutta oe ee , 24 18,1 +, 607 eo + 1,218 

Kalgoorlie, W.A. .. Dec. | 2804| °.. || 65| 81,492| .. 
Madras ee es Mar. 6 2,277 + 157 ә 14,510 + 881 


Dublin-Lacan Rly, Mar. 29 | 488 |+ 671 18| 1,508 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, April 11th. 


Uu 
CHEMICALS, &c. Den. as Gees 
а Acid, Oxalio ee ee oe oe per Ib. 1/6 oe 
a Ammoniac Sal M IN .. per ton £5 v 
а Ammonia, Muriate (large orystal) » £54 es 
a Bisulphide of Carbon  .. ds " £98 вә 
а Borax oe es ee ее ee ээ £88 oo 
a Copper Sulphate .. .. .. $9 £61 10 80/- dec. 
a Potash, Chlorate .. M .. per lb. 9/6 ix 
a r] Per chlorate oe ee , 2/- oo 
a Shellac оо... s. Per owt, 195/. M 
a Sulphate of Magnesia... .. perton 216 EN 
a Sulphur, Sublimed Flowers... (5 £32 "m 
а [T] Lump ee ee es LE #23 eo 
a Soda, Chlorate ee ee oe per Ib. - oo 
a , сув ae oe oe per ton 190/- co 
a Sodium ichromate, oasks ee per Ib. . ee °з 
METALS, &с. 

c Brass (rolled metal 2" to 12" basis) per Ib. i oe T 
c » Tubes (solid drawn) ee т ec ee 
c Т] Wire, basis eo oe ee oo” ee oe 
c Copper Tubes (solid drawn)  .. js 1/9 to 1/93 44. ine. 
g ITI Bars (best gelected ee per ton 8174 "m 
g 99 Sheet ee ee ae [TI £174 
g Т] Rod ee ee ee ee [T] £174 
d ,  (Electrolytio) Bars zs 5 £161 
d , is Sheets .. " #176 
d » + Wire Rods is £159 ive 
d H.C, Wire per lb. 17 xs 
f Ebonite Rod .. se ee ee LE] 3/- ee 
f „ Sheet . о ee ee ” 9/6 v 
n German Silver Wire ee ee [T] ! 2/8 "E 
h Gutta-percha, fine .. s x $5 6/10 P 
h India-rubber, Para fine .. sa ER 8/2 4d. dec. 
i Iron Pig (Cleveland warrants) .. per ton Nom. i 

» Wire, galv, No. 8, P.O. qual. " £88 rs 
g ead, nglish Pig ee ee eo 9 oe 
g Mercury ia <a КР .. рег bot. . Nom. oe 
e Mica (in original cases) small .. per Ib. 6d. to 8/. 21 
€ n» ” » medium ” 8/6 to 6/. ee 
e "E m KD large .. Т 7/3 to 14/- & up. | ee 
d Silicium Bronze Wire .. .. per lb. 1/10 T 
т Steel, Magnet, in bars .. .. per ton РЕ si 
g Tin, Block (English) .. .. ›, P a 
n » Wire, Nos.1tol6 .. ee рег lb. 8/8 is 

MERE EN a RE DLE D RE 
Quotations supplied by— 

a G. Boor & Co. James & Shakespeare, 
c Thos. Bolton & Sons, Ltd. Edward Till & Co. 
d Frederick Smith & Co. i Bolling & Lowe. 
e F. Wiggins & Sons. | | Richard Johnson & Nephew, Ltd, 
f India-Rubber, Gutta-Peroha and p. P. Ormiston & Sons. 

Telegraph Works Co., Ltd. r W. F. Dennis & Co, 


A Gas Engineet’s Views оп Electricity.—1n the course 
of his presidential address at the annual meeting of the Scottish 
Gas Managers’ Association, in Glasgow, Mr. Chas. Fairweather 
(Kilmarnock), dealt with a variety of topics, including the develop- 
ment in electricity supply. This, he said, had brought the gas 
industry from what was practically a monopoly down to the level 
of a competitor, and who would say that the change was not for 
the good of the industry? A monopoly at all times tended to 
conservatism, and that might gradually merge into a state of 
repose inducing a peace which did not willingly seek for struggle. 
Immediately the development of electricity supply became an 
accomplished fact, readjustment of gas supply methods was the 
result, and to-day in all large cities and industrial communities the 
two industries progressed side by side. There was no question 
that each had its sphere, and that each had its limitations. and 
this was amply proved by the fact that within the same community 
both businesses might be simultaneously developed and increased. 
In thickly populated industrial districts central stations for elec: 
tricity supply would be laid down, and current distributed to the 
surrounding areas at the lowest possible cost for all purposes, and 
if gas supply was to maintain its place, this was the form of com- 
petition which it would be called upon to face. A factor which 
handicapped, to a certain extent, the gas business, was that small 
works already existed, and were scattered about, each undertaking 
a small radius of supply, whereas, electricity being a younger 
industry, stations had yet to be put down, and the position of 
these stations could be so chosen that a large district could be 
taken in. At present it was the case that, in large districts with 8 
number of small gas undertakings, these were being absorbed, an 
this had been largely brought about by high-pressure distribution 
of gas, making it possible to stretch out lony lines of mains and 
supply from a central works. | | 


Disabled Fighting Men.— The Manchester City Council 
has decided that facilities shall be afforded to discharged disabled 
soldiers and sailors, who are attending the Manchester Technics! 
School for Electrical Instruction, to receive practical training 1n the 
working of distributing sub-stations at the Polygon sub-station by 
the ataff of the electricity department. "m 


- 
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ELECTRICAL PUBLICITY. 


——— 


рү E. P. HOLLIS, AMLEE., A.Am.LE.E., M MiningE.E. 


an 


‘MUNICIPAL. 


Tyg real object of a municipal electricity supply js not the 
ceper than 


npon adding to the convenience of the community and 


rosperity of the industries within the municipal boundaries 
through a cheap and widely available supply 


y 

Recently i& has been announced that one of our large 
cities has decided to organise & municipal publicity depart- 
ment in connection with its electrical undertaking, and the 
writer in commending this example proposes to outline his 
views upon the work lying before such a department. 

Prior to the war municipalities ha kept themselves clear 
of any extensive measures of publicity. If anyone wante 
electricity he could have it if he cared to approach the 

department and was near the mains. If he were not in 
close proximity to the distributing system, he had а struggle 
to get 8 mains extension. But the municipalities which 
realised that an intensive application of electricity within 
the homes and industries inside their boundaries was essen- 
tial to the prosperity of the community, Were few and far 
only way to attain the maximum prosperity which accrues- 
from electrification was to create the consciousness of à need 
for electricity, which consciousness could not arise spon: 
ia put could only originate from а carefully plan 
seed. 

Pre-war electrical publicity was amateurish, half-hearted, 
and far from meeting the needs of the community. { was 
not directed by experts sufficiently technical either in pub- 
licity or ‘engineering; which deficiencies militated strongly 
against the success of any publicity efforts, however we 
intended. 

The care of the health, the improvement in the environ- 
ment, and the general melioration О the conditions of its 
rate-paying workers will 
upon the municipality 8 endeavours, and it is 

i t-war social reorganisation, measures 
will be taken for the amelioration of the conditions of the 
_ Amongst those measures electrification will loom 
large, but iu will only leom aufficiently large if 
whom decision rests to introduce electrification are 
be done by 


iy. 

_ Of what avail is it for à municipality to spend huge Bums 
of money 00 ks for giving fresh air to its workers when 
it allows thousands of laundry operatives within its area to 
be slowly poisoned, and to have their health undermined by 
jrons? Such unfortunate conditions cou ‘be 
removed by а strong endeavour on the part of the munici- 


pality in the direction of 8 conversion to the electric 1ron— 


not through compulsion, be it noted, or. anything gmacking . 


of com ulsion—but by sheer weight of conviction brought 
about through adequate education of the laundry pro- 
rietors, backed, if necessary, by conducted visits to similar, 
but electrically-operated, establishments in other parte of 


the country. 

Why should a municipality see its industries wane, Or be 
out-distanced by competitors, either abroad or at home, 
pecause the management of that industry are ignorant of 
im proved methods of manufacture, possibly by the utilisa- 
tion of electricity? A municipality must fight for itself, 
and the success of its industries 18 equally im rtant to the 
municipelity 85 to the .shareholders of those industries 
themselves. 

of the most urgent problems to be tackled is one 
The war has revitalised British 


of converting these plants to other p will have to be 
en. They cannot be allow | 

they wil ultimately rted to new manufacturing 
р in which electricity ought to figure prominently. 


' economically used, and that the 


- invited, to convince manufacturers on 


to stand idle, “and 


It can only figure 85 prominently as it ought if the 
municipality 18 in a position to ghow where electrical 
plant (not merely plain motor drive) can be successfully 
employed, be that plant fans, welders, heaters, ref rigerators, 
ozonisers, or an of 
ceases applicable to industry. 

of every intelligent person 

improvements in cheapening production, 1n making certain . 
ible which, without electricity, would be 
impossible, and in the amelioration of the conditions of the 
workers. That knowledge, however, ig scantily spread, an 
there is а woeful ignorance in the factory, shop, 9n home 
of what clectricity can do. How is that ignorance to he 
dispelled ? There is only one way—publicity. . 

By publicity I do not mean that system` of circularising - 
bills, catalogues, and newspaper advertisements which 
usually constitutes the be-all and en -all of the publicity- 
methods of many electrical undertakings. І mean the 
organisation by each great municipality of 8 Publicity 
Department in the charge of trained engineers, equipped 
technically from the publicity end the engineering points 
of view, for the purpose of tackling every home, shop, and 
industry in the area, and of assuring that. the industries 
and homes are equipped with every form of electrical plant 
which can profitably be utilised, that they have the best 
electrical apparatus \ the apparatus is 
electrical manufacturers 
are encouraged to produce apparatus satisfactorily for the 
industries. ZEE 

Naturally, the most important duty of the Municipal 
Electrical Publicity Department would be to furnish 
evidence to its consumers, potential and existing, of the 
economy and practicability of plant they might he 
advocating. | 

To this end it would be necessar to enlist the sympathies 

‘pal electrical undertakin on- 
sumers might have had experience in the working of similar 
plant, and in those cases resort would f requently be made to 

its to factories in other areas 


(if evidence were not available at home) for the purpose of 


experience 1n heavy power work, a8 well 
consumer, and with experience in 
various industries. It would be folly to go to, вау, a 
cement works ‚to advocate clectrification if the publicity 
engineer were not conversant with the requirements of the 
, whether, for instance, the circumstances demanded. 
gay, some form О 

starting torque of the various operations demanded gquirrel- 


cage OT slip-ring motors, and other gimilar information. 


amongst other Corporation departments, to prevent the 
installation of à plant on lines which would поб ре guccessf ul. 
A publicity man knows that & failure of this description is 
difficult to counterbalance. ` 

As a further example, the Publicity Department would 


gee that the engineer who went down to talk rolling-mill 
electrification was equipped with evidence and information 
which would permit him to talk on an equality with the mill 
manager, so that he would not d by questions 
emanating from a manager of conservative opinions aud 
inclined, through his up-bringing, to the steam drive. 
Naturally, a very important part of the publicity depart- 
ment’s activities wou d be the collection of evidence and 
rding costs and forms of drive, and so forth. 
in connection with various industries in the area, 80 that 
be able to convince their own manu- 
facturers, but they would be able, if their co-operation were 
the mains OT other. 


municipalities, which assistance woul 


gna would occupy 8 portion of the department's 

department would not make literature. 
ed to do, the main battering ram, but 
would supplement it by other methods 6f publicity, includ- 
i demonstration, for instance, in one ; 
Electrical publicity literature has in the past been of litt 


оо ое —ч 
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use. It rarely offered conclusive evidence of the facts it 
sought to prove, and was not written specially for the class 
of customer to whom it was addressed. | 

Amongst the department's duties would figure prominently 
the collection of early information regarding new electrical 
plaut, and its endeavours would be directed towards securing 
the trial of any promising plant on its own mains. The repu- 
tation of a department would largely depend upon the fulfil- 
ment of its statements, and its engineers would have to be 
competent to see that nothing but satisfactory plant was 
advocated. 'The department would organise the teaching 
of the use of electrical plant in schools, when the mind of 
the students would be more receptive to this essential 
education, and the scholars would prove excellent canvassers 
amongst their parents. 

Such a department would, without a doubt, largely 
increase the sale of electrical plant in its area, and it would 
be a power for good amongst manufacturers from this point 
of view. British electrical apparatus has been dear in the 
past, owing to the comparatively small orders which have 
been placed at one time with the manufacturer, but by 
increasing the demands in one's own area and by co-opera- 
tion in the matter of ordering with other municipalities, 
no doubt collective orders could be placed with the manu- 
facturer with the object of bringing down prices. Be it 
noted that the encouragement of the home electrical 
industry is a matter of national importance. In the past, 
many municipalities have looked upon the purchase of 


electrical plant as a simple business proposition. They have : 


bought the cheapest, came it from Germany, America, or 
Switzerland, and Britain has paid dearly for the dis- 
couragement thus given to home electrical industry. A 
large home demand is the foundation stone of the British 
electrical industry, and can only be created by efficient. and 
widespread electrical publicity. B 

The attraction of new industries to its area by the offer 
of facilities is an important item of the Publicity Depart- 
ment’s scheme, and this work demands the service of‘ expert 
engineers. Some municipalities advertise their sites avail- 
able, but as many of the new industries will involve the con- 
tinuous use of electricity in quantity (or may if they are 
sufficiently well informed on the abilities of electricity) for 
smelting and similar purposes; the task of procuring 
tempting electrical terms from the electric supply under- 
taking, and offering them to the industries concerned, is 
work for the Publicity Department. The Publicity 
Department would find internal as well as external necessity 
for its propaganda. The municipal electricity department 
requires to be kept up to the scratch in the matter of adopt- 
ing new developments just as much as the outside consumer. 

The domestic side of electrical publicity has in the past 

been largely misdirected, and new methods must be adopted 
by a department conversant with modern publicity methods. 
Every consumer must be systematically tackled in the 
right way—not by sending out leaflets with the quarterly 
bills, or by a very occasional visit from а canvasser ; but, 
for instance, by regular visits from a well-bred and specially 
trained lady canvasser sufficiently tactful not to push where 
pushfulness was resented, but capable of educating a con- 
sumer’s wife—taking months over it if necessary—to a 
knowledge of what electricity can do for her. 

On the shop side publicity has been dead. Electric 
lighting falls into the municipality's lap like ripe fruit, but 
the use of small motors in shops for refrigeration, coffee 
roasters, electrical advertising devices, and so forth, has had 
scanty attention. “It is not worth our while," I have 
heard it said when I have asked municipal electrical 
engineers why they did not prosecute a campaign for, say, 
electrically driving bacon-cutting machines. It is true that 
the few pence a week which would accrue in revenue would 
be negligible, even if every provision shop in the city were 
equipped with an electrically-driven machine, but a pub- 
licity department would know that every electrical machine 
in a shop was a standing advertisement of electricity beheld 
by thousands of customers weekly, and with skilful pub- 
licity would bring home to these customers more than any- 
thing else the advantages of electricity. 

One of the earliest things to be tackled by the publicity 
department would be the splendid opportunity (of which no 
one seems to have thought) of revenue from electrically 
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lighted signs on tramcars, and they would, in the first 
place, use such signs for advertising their own ware— 


electricity. 


One word about the financial arrangements. Publicity 
pays for itself over and over again. The most successful 


Industrial concerns are those which indulge in successful 
publicity, but not only the municipality but also the electrical 
manufacturer would benefit from the department's activity. 
In fact, manufacturers would benefit doubly—from the sale 
of the electricity consuming apparatus itself and from the 
plant orders necessary to supply the demand. Would it 
then be too much to ask the manufacturers to make some 
contribution to the cost of the campaign? Would it not 

be unreasonable for the manufacturer to refuse? That 

matter must be carefully kept in mind in budgeting for the 

department. | 

I conclude by summarising my propositions: A properly 
established Publicity Department, reasonably financed and 
efficiently staffed, would have an important bearing on the 
industrial efficiency of the municipality, which efficiency 
would show itself in the amelioration of the conditions of 
the industrial and domestic workers, in the attraction of 
new industries to the city, and in the maintenance of the 
position of existing industries by keeping them well 
acquainted with modern electrical developments, and in 
making itself instrumental in securing the adoption of the 
new methods. 

Such a municipal publicity scheme ought to be supple- 
mented by a national propaganda. In the section of 
Eclipse or Empire on electrical engineering, which the 
writer contributed, was advocated, infer alia : — 

“The inauguration of an extensive and efficient pro- 
paganda by a competent electrical authority (Institution of 
Electrical Engineers, or British Electrical and Allied 
Manufacturers’ Association), amongst householders, manu- 
facturers, colliery engineers, steelworkers’ engineers, and 
other potential users of electricity.” 

Such a propaganda would prove a most uscful auxiliary 
to the municipal endeavours. 

Our nation has been charged with industrial backward- 
ness in the past. The State equally with the municipality 
has never considered industry ; it must do so in the future, 
and much encouragement might come from the municipality, 
which can deal with its industries with a familiarity and a 
directness which must be absent from State efforts. That 
encouragement must come from an understanding and 
competent source, and as far as electricity can aid industry, 
the encouragement would come best from a Municipal 
Publicity Department organised on the scheme outlined. 

The matter is not one for post-war considertion. We 
have been too late in many things, and now is the time to 
frame the organisation for taking up its work on the tide of 
opportunity. 


REGISTRATION OF BUSINESS NAMES. 


THE war has given rise to a number of curious 
Acts of Parliament; but of these, there 1s none more 
remarkable, and not many of greater importance, 
than that which provides for the registration of 
firms, which came into full force on March 2and. 
In view of the fact that the Act is not very easy to 
understand, a legal contributor has, at our request, 
supplied the following exposition of its terms :— 

Speaking broadly, the object of the Act 1s to 
compel persons either to carry on business under 
their true names, or else to register in such a way 
that the public shall be enabled to ascertain the 
names of the persons concerned. | 

The gist of the Act is to be found in Sec. 1, which 
provides that the following firms and persons having 
a place of business in the United Kingdom shall be 
registered, ¢.g.:— 

(a) Every firm carrying on business under а 
business name which does not consist of the true 
surnames of all partners who are individuals, and 
the corporate names of all partners who are cor 
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porations, without any addition other than the true 
Christian names of individual partners or initials of 
such Christian names. | 

(2) Every individual carrying on business under a 
business name which does not consist of his true 
surname without any addition other than his true 
Christian names or the initials thereof. 

(c) Every individual or firm who, or a member 
of which, has either before or after the passing of 
this Act (i.e., December 22nd, 1916) changed his 
name, except in the case of a woman in conse. 
quence of marriage. 

These are the broad rules. It will be noted that 
they do not touch the case of a man carrying on 
business under his own name, or that of a firm or 
partnership where all the names are fully disclosed 
in the title of the firm. Regard must be had to 
Sec. 22 of the Act, which contains certain important 
definitions. Thus ''firm"' means “ап unincorporate 
body of two or more individuals, or one or more 
individuals, and one or more corporations, or two 
or more corporations, who have entered into part- 
nership with one another with a view to carrying on 
business at a profit, but shall not include any un- 
incorporated company which was in existence on 
November 2nd, 1862” (e.g., the London & North- 
Western Railway Co.). It is clear from this that a 
limited company is not included—unless it is asso- 
ciated with an individual or another company. The 
term '' business ” includes profession. | 

To the rules above stated there are certain excep- 
tions provided by Sec. 1, of which these are the 
more important : — 

(1) Where the addition merely indicates that the 
business is carried on in succession to a former 
owner of the business, that addition shall not of 
itself render registration necessary; (2) the addi. 
tion of an ''s" where two or more partners have 
the same surname does not render registration 
necessary (e.g., Robinsons). 

The time for registrati6n is prescribed by Sec. s. 
The necessary particulars must be furnished within 
14 days of the conmencement of the business; but 
if the business was carried on before the Act (De- 
cember 22nd, 1916), or was commenced within two 
months of that date, the particulars must have been 
furnished after February 22nd and before March. 
22nd. Where, however, after February 22nd the 
conditions affecting the firm ceased to be such as to 
ш registration, then the firm need rot be regis- 
tered. 

This means that a locus panitentiac was given 
by the Act to existing firms. They were enabled by 
changing the name on their billheads, &c., prior to 
February 22nd to escape registration. 

Sec. 3 describes the particulars to be sent when 
applying for registration. They consist of (a) The 
business name; (b) the general nature of the busi- 
ness; (c) the principal place of the business; (d) (in 
the case of a firm) the Christian names and sur- 
names, and the nationality, usual residence, and 
other business occupation (if any) of each partner, 
and, if the nationality is not the nationality of origin, 
the nationality of origin, and the corporate name 
and registered office of each corporation which is 
a member of the firm; (e) (in the case of an indivi- 
dual) similar particulars to (d); (f) where the regis- 
tration to be effected is that of a corporation, its 
Corporate name and registered or principal office; 
(2) if the business was commenced after December 
22nd, 1916, the date of commencement. — — 

f a business has two or more names they must 
ali be registered. | 

Having regard to this Section, it will be seen 
that the register is likely to provide a large amount 
of information to parties interested. — The wily 
Teuton who. is carrying on business under an Eng- 
lish name will stand revealed to the world. The 
‘Sleeping partner will be roused from his slumbers ; 


while the creditor of a firm with a large 


€ 


‘shop 

window " and small assets will be able to ascertain 
the home address of each partner to the better en- 
forcement of a judgment by execution. 

The particulars given must (by Sec. 4 of the Act) 
be signed by the individual or each of the individual 
members of a firm, as the case may be. In the 
case of a corporation, they may be signed by the 
secretary or a director, but in that case they must 
be supported by a statutory declaration. 

The Act does not prohibit any change in the 
name of a firm; but where any change is made in 
any of the particulars registered in respect of any 
firm or person, such particulars must be registered 
within 14 days after such change (Sec. 6). 

Default in registering may involve a penalty ol 
£5 per diem so long as the default continues (Sec. 
6), but the possible infliction of a penalty is by no 
means the only unpleasant consequence which may 
follow upon non-registration. The civil rights of 
the individual or firm may be seriously affected. 

Thus by Sec. 6, where default is made in making 
a. statement of particulars for registration, ''the 
rights of that defaulter under, or arising out of, 
any contract made or entered into by, or on behalf 
of, such defaulter in relation to the business in res- 
pect to the carrying on of which particulars were 
required to be furnished at any time while he is in 
default, shall not be enforceable by action or other 
legal proceeding, either in the business name or 
otherwise." The Court may, however, in a proper 
case (as where, for instance, non-registration arose 
through inadvertence), grant relief against this 
clause, but no such relief can be granted if the other 
party proves that, had the Act been complied with, 
he would not have entered into the contract. 

To give an illustration: A firm of Brown, Jones 
and Co. sells goods to Robinson. Robinson, sued 
for the price of the goods, alleges that the plaintiff 
firm was not registered at the date of the contract. 
If the plaintiffs could prove that they failed to regis- 
ter by accident, the Court might disallow the defen- 
dants' defence on terms as to costs. But if Robin- 
son could prove that the firm of Brown, Jones and 
Co. really consisted of J. Schneider and A. Hin- 
denburg, naturalised Germans, and that he would 
not, in any case, have contracted with a German 
firm, the defence would be good. 

It is to be noted that non-registration does not 
protect a firm from actions at law; but if such am 
action is brought, the fact that the defendants are 
unregistered will not prevent their setting up a 
counter-clarm or set-off as an answer to the action. 

It is not to be supposed that mere registration 
will be a sufficient compliance with the Act. The 
legislature requires something more. By Sec. 18. 
after March 22nd every individual and firm required 
to be registered must ‘‘in all trade catalogues, cir- 

culars, showcards, and business letters on or in 
which the business name appears, and which are 
issued or sent by the individual firm to any person 
in any part of His Majesty’s dominions, have men- 
tioned in legible characters ’’ name, Christian name, 
former Christian names and surnames, the national- 
ity if not British, and the former nationality if the 
nationality is not the nationality of origin. 
An up-to-date billhead will have to be as follows : — 


| SNooks & Co., Ironmongers. 

Benjamin Moss (British) (late Benjamin Mosenstein, 
German). : 

Francis Brown (British) (late Fritz Braun, German). 

William Taylor (British) (late Wilhelm Schneider, German). 

This edifying superscription will not, it is con- 
ceived, tend to increase the home trade of Snooks 
and Co.! т. 

So much for the general provisions of the Act. 
It will be seen that, like many sumptuary laws, it - 
may be useless in many cases, and hard upon indivi- 
duals in others. In numberless instances the com- 
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position of the firm is of no concern to anyone deal- 
ing with it. The man whose name is on the sign- 
board has long since passed away; and his credit 
and reputation have been well and worthily main- 
tained by those who now conduct and profit by the 
business. The mere revelation of names or nation- 
alities in such cases is of little value to anyone. 
Again, for purely private or family reasons with 
which the public has no concern, a man may prose: 
cute his calling under a nom de plume. But, in the 
main, and having regard to its principal object, the 
Act will be productive of good. The man who is 
about to deal with a limited company can go to 
Somerset House and acquire a deal of information 
as to its probable solvency; similarly, the register 
of firms can be used to discover whether it is really 
in the hands of respectable and responsible men. 

Not the least important section of the new Act 
is (Sec. 14), which deals with the use of misleading 
business names. Your German who was practising 
the methods of peaceful penetration before the war 
was but too apt to adopt the magic word ''British,"' 
in order to foist his goods upon an unsuspecting 
public. In future, if this or any other word is used 
so as ''to lead to the belief that the business is 
under British ownership or control, and the Regis- 
trar is Satisfied that the nationality of the persons 
by whom the business is wholly or mainly owned or 
controlled is at any time such that the name is mis- 
leading," he may refuse to register it, or remove it 
from the register. Appeal lies to the Board of 
Trade, whose decision is final. 


THE FUTURE OF THE BRITISH X-RAY 
INDUSTRY. 


Ат the meeting of the Röntgen Society on April 3rd, a discus- 
sion took place on ''The Future of the British X-ray In- 
dustry.” It was opened by Mr. GEOFFREY PEARCE, who 
pointed out that before the war German X-ray and electro- 
medical apparatus was imported in large quantities into this 
country, and into the Colonies. The official trade returns of 
Germany showed that the total exports of electro-medical 
and electro-dental apparatus in 1912 amounted to £177,400, 
and in 1913 to £228,200. In 1912, Austria-Hungary was the 
largest importer, and the United Kingdom the third largest, 
with £14,000 in 1912, which increased to £19,000 in 1913. It 
had been estimated that 50 per cent. of the apparatus used in 
this country was foreign. So far as workmanship was con- 
cerned, foreign-made apparatus was no better than that 
which we could produce ourselves, but one reason for its 
predominance might be that new appliances had not, as a 
general rule, originated in this country, but elsewhere. We 
had, in fact, followed the lead of the Germans and of others. 
The application of the alternating-current high-tension trans- 
former combined with a chemical or rotating rectifier, for 
Instance, was the result of the work of Koch, of Dresden, 
and improvements by Snook, of Philadelphia. The Coolidge 
tube was the work of an American, and it had a German 
rival in the Lillenfeld tube. Hitherto in this country it had 
not been possible to produce in sufficiently large quantities 
to develop the industry on proper lines, or to employ a 
trained staff who would be occupied mainly upon investiga- 
tion and research. Such research could not be undertaken 
by individual manufacturers, but should be part of а pro- 
perly organised plan, the benefits of which would be enjoyed 
not only by the manufacturers themselves, but by the users 
of the apparatus. Another very important point was propa- 
ganda and publicity. A means should be found of attracting 
the attention of radiologists from all parts of the world to 
this country. That strenuous competition would have to be 
faced in the future was unquestionable. Quite recently a 
consignment of X-ray tubes formed part of a prize seized by 
the British Navy. Although consigned from a neutral coun- 
try, there was no doubt that they originated from an enemy 
manufacturer, showing that even at the present time Ger- 
many had enough tubes for her own use, and some available 
for export. The Americans also had big factories, and there 
had recently been a fusion of interests in the United States, 
four large companies being formed into one corporation. 
Canada used almost entirely American-made apparatus. бо 
important had this field become that one American house 
was making arrangements to open offices in that Dominion. 
Preferential protective tariffs by themselves would not open 
such fields to us. 

Prof. A. W. PORTER said that the only means of carrying 


out research was by some kind of combination between dif. 
ferent firms. There was already provision in any physical 
laboratory in England for the proper training of men to 
undertake research work, but, of course, the actual final 
training could only be given in the works themeelves, and 
was outside the scope of any academic institution. 

Мг. R. S. WnicHT said that the real obstacle to British 
enterprise before the war was not the manufacturer of 
apparatus, but the user of it. When a hospital was about 
to have & new electrical installation it had been the habit 
of the medical officer in charge to tour the Continent in 
order to see what was in use in the hospitals there, and 
then he recommended the continental installation. There 
was & feeling among British doctors that they must adopt 
everything that German doctors adopted, and if & British 
manufacturer showed any originality his invention could 
never be taken up until the German doctors had endorsed 
it. The average German doctor, on the other hand, had it 
firmly in his head that it was his business to keep German 
manufactures uppermost; he was as keen upon it as was the 
German manufacturer himself. 

Dr. C. R. C. Lyster thought that it was only by a coinbina- 
tion, not only of the manufacturers themselves, but of the 
manufacturers with the academic scientists, and with the 
actual medical users of the apparatus, that progress could 
be hoped for. | 

Sir JAMES MACKENZIE DavipsoN said that he did not think 
it would be the case in future that we should refuse to 
accept any new thing until it had received a German endor- 
ment. The German X-ray tube, they must admit, had had 
& superiority over those made elsewhere, but our American 
cousins—our Allies now—had 1inade a tube (the Coolidge) 


which would hold its own against any German tube, or any 


other, for many a day. 

Captain G. W. C. Kaye said that in pure physics the 
British had more than held their own, but on the applied 
side they had been less in evidence, and had done not much 
pioneer work. What was wanted was a laboratoty to which 
manufacturers could go with some assurance that their diff 
culties would be met and studied in a sympathetic spirit. A 
laboratory of that sort was too great a luxury for the indivi- 
dual firm. | 

Mr. CUTHBERT ANDREWS said that at present there were 
in this country a small number of separate firms, some of 
them very large as businesses went nowadays, each working 
independently for a comparatively small clientéle. Up to 
now there had been little or no co-operation, and, therefore, 
no chance of economising or simplifying production so as to 
enable these firms to compete properly in the world market. 
How could such methods hope to succeed against the huge 
concerns of Germany and America with their standardised 
apparatus, large output, experimental facilities, and world- 
wide representation? The British conditions were not wholly 
due to lack of enterprise. The X-ray industry was a young 
one, and, '' with one or two redeeming exceptions," its con- 
duct was in the hands of young men, any one of whom 
would scrap his present methods and establishment to-morrow 
if he could see his way clear to reorganisation on a more eff- 
cient system. Up to now the difficulties in the way of such 
reorganisation had been very great—some financial, some 


sentimental, "and some dyspeptic’’—but there was now э 


chance of such an understanding between electro-medical 
firms as would enable them not only to give a vastly better 
service to customers at home, but also to conduct a vigorous 
campaign in the colonial and foreign markets. 

Dr. G. B. Barren fell foul of the opener for his statement 
that nearly all the practical ideas came from abroad. This 
was not the case. They came from England; they were 
rejected in England, taken up abroad, and then came back 
again. There was naturally a commercial distrust of the 
inventor. Not only was this true with regard to. X-ray 
apparatus, but with regard to most other things. Manufac- 
turers were generally so frightened of the crank that they 
rejected the ideas of the inventor without adequate examina- 
tion. | 

The diseussion at this point was adjourned until the next 
meeting. on May Ist. 


M 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear ин!!! 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address. in our possession, 


Insulating the Lead Sheathing of Cables. 


Adverting to the notes by ''G.W.S." on page 387 of уоп 
last issue, relative to ‘‘ Bonding and earthing the lead sheatb- 
ing of underground cables, &c.," I should like to mention 
that the idea of trying to maintain an insulated condition on 
the lead sheathing of cables laid on the solid system has 
been attempted on many occasions with, so far ав I can 
learn, no permanent success. . 

Apparently, it will be news to ' G.W.&" to know that 
many years ago а company was formed in this country to 
lay bare conductors in stoneware troughing on the solid 
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system; hoping to maintain the necessary insulation of the 
conductors by this means, and thereby avoid the cost of 
individually insulating and sheathing the conductors in the 
factory. Bo far as I am aware, the success of the company 
lasted as long, or, should I say, as short, as the life of the 
insulation of the conductors laid on this system. | 

From this it would appear advisable for ‘‘G.W.S.”’ to spend 
his time in devising some economical means of keeping the 
lead sheathing insulated before developing any scheme 
dependent thereon. ET 


Fault Localisation. 


The only practical method I see of locating a fault on 
V.I.R. cables under the conditions described by Mr. Sommer- 
ville in your issue of March 30th is to use the telephone 
test. 

No test depending on drop of potential can be of any 
value, as the fault resistance does not remain constant, and 
the results, if any are obtained. are most misleading. 

A short time ago I had a similar fault in a V.B. three- 
wire feeder, and after trying several drop-of-potential tests 
without result, I located the fault by the following method :— 

The two faulty cables were connected together, and a cur- 
rent of 4 amps. was passed through the cables to earth, and 
interrupted with a pair of carbons. The ends of a coil 


wound with 220 yd. of No. 22 s. w.a. bell wire were connected: 


to a telephone receiver. The coil was carried over the length 
of faulty cable, and a distinct click was heard every time the 
current was interrupted. This click continued until the fault 
was reached, and then the click disappeared. 

I have used this method on several occasions to locate 
earths and shorts, in some cases where the fault resistance 
was high, with currents as low as half an amp., and only 
once been led astray. 

R. W. H. 


Combination Plug and Adapter. 


We are interested in seeing your notice, on page 374 of 
your April 6th, 1917, issue, showing the combination plug 
and adapter put on the market by Messrs. Simplex 
Conduits. We are very pleased indeed to see this combina- 
tion put forward by Messrs. Simplex, and that they have 
found a use for it. 

We are particularly pleased as this particular arrangement, 
without the chain, was patented by the writer and his 
brother, the two proprietors of this business, in October, 
1889, which patent also covered the ordinary в.с. adaptor 
now in general use. These goods were manufactured in 


` 1889 and for some following years by Messrs. Crompton and 


Co., under licence, and sold to the trade by them, but un- 
fortunately the demand for such accessories was not large 
enough at that time to warrant the maintenance of the 
patent, and it was allowed to lapse after a few years. 

The writer has at the present time the original adapter 


. made, and also samples of the first new patterns. 


"We should like to congratulate Messrs. Simplex on the 
addition of the chain, which makes the combination, we 
think, particularly suitable for the purpose for which they 
have re-introduced the combination. 

Donovan & Co. | 
M G. D. 
Birmingham, April 5th, 1917. 


WAR ITEMS. 


Controlled Works.—The total number of controlled estab- 


lishments 1s now 4,802. 


Exports to China.—The “ London Gazette ” of April 3rd 
contains further lists of persons and bodies in China and 
Siam to whom exports may be consigned. 


To be Wound Up.—The Board of Trade has ordered the 
following further companies to be wound up under the 


- Trading with the Enemy Act :— 


United Machine Tool Co., Ltd., 94, Southwark Street, 
London, 8.Е., dealers in machine tools. Controller: E. W. 
Lean, 19, Coleman Street, E.C. : 

Wedmore Engineering Co., Upper Holloway, N., manufac- 


* . turers of machine tools. Controller: E. W. Lean, as above. 


Ramsay Marine Engineering Co., Ltd., 11, Long Acre, 
W.C., dealers in marine inventions. Controller: T. D. Haw- 
kin, Whitehall House, Charing Cross, S.W. 


German Electrical Industry.—The following passage is 
extracted by the British Empire Producers' Organisation from 
a recent article in the Frankfürler Zeitung, discussing the 
position and prospects of electrical manufacturing, one of 
Germany's most treasured industries. We quote from the 
Organisation's Empire Trade Notes :— 

It appears that on an aggregate capital of ££36,390,000 the 
principa] companiea paid for 1915 an average dividend of 104 


per cent., as compared with a little over 9 per cent. in 1913 
and 1914. But the profits increased from £3,873,250 in 1913 
to £4,223,000 in 1914, and £5,181,350 in 1915, and as there is 
no excess profits tax ın Germany, large sums are being appro- 
priated towards supporting the resumption of export trade 
after the war. The comments of the Frankfiirter Zeitung 
deserve serious attention :— 

" More than any other German large-scale industry, the 
electrical industry was characterised, already before the war, 
by enormously extended works and by a carefully organised . 
financial system which spread its net over half the globe. 
The industry thus became one of the strongest of the pillars 
on which German industrial expansion rested, but, because 
of its international interests, it offered many points of attack 
in a time of crisis like the present. Yet the industry has not 
only withstood the onslaughts made upon it, but has actually 
improved its financial position. "The. remarkable nature of 
this achievement becomes apparent when it is borne in mind 
that the industry is cut off from some of its important 
foreign interests, that these very interests have been en- 
dangered by & ruthless policy of persecution, and that the 
industry has been almost completely deprived of a branch 
of its activity which is vital to 1t, viz., its export trade. 

‘The industry has achieved its successes by reconstructing 
itself for purposes of war work. The enormous factories, 
with their exemplary organisation and their hosts of skilled 
workers and technical specialists, have become indispenshble 
centres of war activity. 

"But while the net profits have been high, the dividend 
rates have not been commensurate with them. This is due— 

“1. To the very large sum required for war relief to 
workers; 

“2. To the need for heavy reserves to cover factories 
abroad, foreign securities, and foreign claims; 

“3. To the necessity for laying by sufficient sums to make 
good the wear and tear of machinery which the war has 
worked at exceedingly high pressure; and 

"4. To maintain the strong financial. position of the in- 
dustry, which alone will enable it to organise itself on a 
fresh peace basis, and to win back the spheres of influence 
at present attacked by the hate-engendered business policy of 
Germany's enemies. 

“Tt is of the utmost importance for the economic position 
of Germany after the war that large-scale industries like the 
electrical industry should make far-sighted provision for the 
future. The disparity between net profits and the dividends 
actually paid to shareholders in the electrical industry is 
really evidence of strength." 


Exemption Applications.—At Wakefield, Mr. H. England, 
manager of the local tramway company, appealed for a sub- 
station attendant, married, 24 years of age, passed for general 
service. The Osset Local Tribunal had dismissed the case, 
reporting that the man had been in his present employment 
only a short time, and had previously been in а hosier's shop, 
and they held that another man could do his work. It was 
resolved to adjourn the case so that the Wakefield Local 
Tribunal could deal with it. 

At Ramsbottom, an overhead linesman for an electrical 
power company (25, married, O1), was given temporary 
exemption to July Ist. It was stated that only one other 
linesman was left. | 

At Farsley, the Morley Electrical Engineering Co. appealed 
for H. Moore (95), foreman armature winder, and I; 
Bell (34), draughtsman, who both were engaged on work of 
national importance, and had certificates from the Ministry 
of Munitions. Both were put back till June 30th. ' 

Ап appeal was made to the Hants. Appeal Court, by the 
Aldershot & District Traction Co., against the local decision 
of one month final to Mr. A. E. Webster (81), secretary to 
the company, but the appeal was disallowed. 'The company 
also appealed for A. J. Chitty, foreman engine fitter, and he 
was given six months, with leave to appeal again. 

At Weston-super-Mare, extended exemption was sought by 


Мг. W. J. Badman (37, Class B 1), trading ae W. J. Badman 


and Co., electrical engineer, Bristol and Weston-super-Mare. 
He stated that he was rejected eight times, and was doing 
guard work with the Bristol University Volunteers. He ex- 
pressed willingness to go if he had time to dispose of his 
stock at Bristol. The appeal was dismissed, the calling-up 
being suspended for six weeks. ыл oa 

Before the Dorset Appeal Court, further exemption was 


sought by Messrs. Brooking & Co., electrical engineers, of 


Weymouth, for T. H. Escott (28), electrical engineer, who has 
to attend to electric appliances at the local factories, 
breweries, laundries, hospitals, &c. The borough electrical 
engineer (Mr. J. H. Bolam) supported the appeal, and ex- 
emption until September 30th was granted. _ | 

At Mansfield, в review was made of conditional exemption 
granted in May last to Mr. Stanley Dudman (30), resident 
manager for the tramways since June, 1915. Mr. Walker, a 
director of the company, said that he did not know where 
they could get a substitute. The exemption was withdrawn 
as from April 21st. 

An appeal for further exemption was made at St. Thomas 
(Exeter) for Mr. H. M. Gale, electrical engineer in charge of 
the Topsham electric supply station. It transpired that a 
Mr. Murphy, who had been exempted on condition that he 
would act as a substitute for Mr. Gale, had told the directors 
of the company that he was unable to,do so, and that he 
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could only work at the station two days a week, as before, 
as he had his own business to attend to. Mr. Gale was 
granted until May Ist, and it was intimated that if Mr. 
Murphy was not prepared to act as a substitute the Military 
would challenge his exemption. 

After a review, the Ryde Tribunal has allowed conditional 
exemption to stand in the cases of F. A. White (25), fitter 
and engineer, and H. F. Joliffe (26), wireman, both on the 
staff of the Isle of Wight Electric Light Co., Ltd. 

At Taunton, the borough electrical engineer appealed for 
H. H. Morrish (18), premium pupil at the electricity works, 
who is in charge of a night shift. His time under the inden- 
tures expires on May 24th, and the Tribunal granted exemp- 

"tion until May 27th. 

At Chesterfield, renewed exemption was sought by the 
T.C. for a stoker engaged at the electricity works. The 
borough electrical engineer, Mr. R. L. Acland, said that the 
man was absolutely essential, and could not be replaced by 
a woman. Conditional exemption was conceded. 

The East Kent Appeal Court has granted conditional ex- 
emption to Mr. A. C. Wampach (38), chief electrical assistant 
at the works of the Folkestone Electricity Supply Co. 

At Goring, an appeal was made by the Whitchurch and 
Pangbourne Electric Tight Co. for the retention of J. L. 
Rushby (18), electrical engineer apprentice, and he was 
granted wntil July 23rd to enable him to complete his inden- 
tures, 

At Dover, Mr. Carden, borough tramways manager, sought 
exemption for W. Cowan (39), tramcar body maker and re- 
pairer. The Tribunal gave conditional exemption until a 
substitute 18 obtained. j 

The Dartford U.C. appealed to the Local Tribunal for exemp- 
tion for E. Botten, on the electric light staff. The Military 
Representative admitted that the man was clearly in a certified 
trade, but he urged that it was no longer in the national 
interest that he should remain in his present avocation. It 
was stated that for months efforts had been made to get a 
substitute through the Labour Exchange, and as it was prob- 

. able that more and more current would be required, it would 
be a serious thing to take the man. Conditional exemption 
was allowed. | 

Windsor Tribunal have granted conditional exemption to 
Mr. R. G. Watson, of the electric light works staff, claimed 
to be indispensable. 

At Stratford-on-Avon, a review was made of the case of 
A. L. Smith (27, in Class A), electrician, on the staff of the 
local electricity company. The case had been referred for 
substitution, and a representative of the company said that 
recently the staff had been still further reduced, and applica- 
tions for a substitute had been unavailing. The Tribunal 
conceded six weeks’ exemption. 

At Weston-super-Mare, appeals were made by the Electric 
Supply Co., Ltd., for Messrs. W. H. Brooker (31), chief 
assistant engineer; T. Bees (41), fitter and driver; W. G. 
Richards (26), chief clerk and cashier. The two former were 
conditionally exempted, and Richards was refused exemp- 
tion. 

At Southport, R. Cranshaw (18, general service), was ap- 
 pealed for by his father. The Military Representative said 
the vouth's trade card certified that he was apprenticed to 
an electrician, but at the time of the National Registration 
he was a book-keeper and clerk. He asked the Tribunal to 
refuse the application, and let the applicant fight it out on 
his trade card. A communication on the subject had been 
sent to the War Office. The youth said he was apprenticed 
to an electrician in August, 1915, but his employer went out 
of business last June, and he was then employed by his 
father until the previous week, when he went to work at 
Liverpool, and got his trade card. The application was not 
granted. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED), 
Compiled, expressly for this journal. by Messrs. W. P. Thompson & Co. 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1917. 


4.311. ** Carriers for securing shades to. electric lampholders," J. Macey. 
March 26th, 
4,335. “Starting switches for electric motors."  Brinsu THomsox-Hovs- 


TON Co, & J. SvcprN,. March 2tith, 


4.336. “Svstems of electrical. control." B&irrisn. Westisenouse ELectric 
AND MANUFACTURING Co, (Westinghouse Electric & Manufacturing Co., USA. 
March 26th, 


4.341. '" X-ray localisation.” Sie J. M. Dwipsos. March 96th. 

4.306. *'' Electric lamps.” A, F. Berry. March. 26th, 

4,370. '' Electric. ignition. devices," W. O. KENNINGTON.. March 26th. 
(U.S.A., April 19th, 1916.) 
ae “Electrical marine d: pth-tndicater.”” FL A. S. Swinsox. | March 
wf . 

4.418. '! Electric are lamps for projection purposes," AL E. ANGOLD, А. H. 


Кличе & M. Soromosx. March 27th. 


4,427. Wireless telegraphy and telephony," G, 


March. 27th, 
(Tidy, March 28h, 1916.) irch 27th 


Максом, 


4445. "t Electric pocket. Lamp, FD M. Сокрох. March. 27th. 
4.456. “Diaphragms for talking machines, t lephones, &e."" H. A, Me- 
Isis. March 28th. | 


4,464. ‘Lanterns or fittings for incandescent electric атр.” Макр 
ENGINEERING Co. & H. T. WiLkiNSON, March 28th. . 


4,479. '* Switch apparatus for clectric pocket lamps, torches, &." Er. 
DEM Co. & А. Н. Witttams. March 28th. 


4,480. '' Electric connection between cells or batteries and bulbs of electri: 
pocket lamps, torches, &c."" Eraxpem Co. & A. H. Winurams. March th. 


4,481. “ Storage of dry cels and batteries." — ErawpEM Co. & C. H. 


STEPHENSON, March Wih. 
4,485. * Magnetic ship raising apparatus." Н. BuckraAND. March 290, 
4,488. ''Catenary suspension of conductors for transmitting and trans. 


forming electrical energy simultancously for use on railways, &c." W.H. 
Coukse & H. J. Guise. March 28th. . 
4,493. '' Magneto of the type comprising a rotating shield." 
MOTEURS SALMsON (Système Canton-Unné), March 28th. 
1916. 
Р n “Electric signalling systems." L. Foxes & R. LAMBOURNE, March 
28th. 
4,511. “ Starting and lighting apparatus for automobiles.” 
March 28th. (France, March 21st, 1916.) 
4,526. “ Electric flashlamps.” C. R. Hau. 
4,932. '' Electric artificial horizon." 


Soc. р 
(France, May Ith, 


J. Bruusop. 


March 29th. . 
S. Trotwson. March 29th. 


4,568. '' Electrically-operated toy, &c." P. Hayman & W. V. Momm. 
March 29th. 
4,580. “ Electric transformers." — British THomson-Hovuston Co, Li. 


(General Electric Co., U.S.A). March 29th. 


“Electrodes for electric arts for medical, &c., purposes." jJ. С, 
Murch 29th. 


“ Electric lampholders and cord grips." H. Garne. March 91. 


“Means for securing shades and globes to holders of elcric 
lamps." Н. F. WHEELER. March 30th. 


" Magnetos.” W. L. Gurterve & С. A. VaubERVELL. & Со. Manb 


3,651. '' Means for rendering water radio-active.” T. T. Baker & G. Е 
HeyL. March 30th. a | 


4,652. ‘ Sparking plugs." V. PERRETT, 

4,659. “ Control of electric mechanism." 
TON & Co. March 30th, 

4,661. '' Telegraph systems." 
S. К. Ѕміти & R. WoobDLAND. 


March 30th. 
E. Н, Horpay ann Mass, Eur- 


AvroMANC TELEPHONE Manuracturrsc Co., 
March 30th. 


4,662. '' Electrical apparatus." INTERNATIONAL ELECTRIC. Со. & Н. E. К. 
Roose. March 30th. 

4,606. “ Battery indicating devices." Domestic ENGINEERING Co. & А. E 
Winte. March 30th. 

4,076. '' Electric primary batteries of cells." J. W. Warr. March 314. 

4,679. “ Electrical switches," J. Roperts. March Slst. 

4,683. '' Electric wall socket." B. F. J. Stupp. March 31м. 

4,694. '' Sparking plugs.” К. Hesry & Е. HERRMANN, March 31У. 


(France, April Ist, 1916.) 
4,698. “Junction connections for telpherage or runway systeme," D. 
Ritry. March 315. 


4,701. ** Incandescent electric lamps." 


F. Harrison & J. J. Rossu. 
March 3lst. 


PUBLISHED SPECIFICATIONS. 


2916. 
The numbers in parentheses are those under which the specifications vit 
be printed and abridged, and all subsequent. proceedings will be taken. 
1,550. Protective Devices FOR ALTERNATING CURRENT ELECTRIC. Syst 
A. E. McColl. February 2nd — (Cognate application, 10,227/16.) (104,518! 


1,787. Form or Junction Box o8. SLEEVE FOR WIURR-ARMOURED ELECTRIC 
Castes. F. Н. Davies. February 7th, 1916. — (104,520.) 


3,346. DvNAWwo-ELECTRIC Macminery. H. F. Joel & J. H. St. Н. Мак. 
March 6th, 1916.  (104,535.) 


3,795. Contact APPARATUS FOR THE ErgCTRICat, CONNECTION OF MacNETOS. 


‚ E. J. J. Salmson. March I4th, 1916. (104,553.) 
3,796. INTERRUPTING Device FoR Macxetos. E. $. J. Salmson. Мал? 
14th, 1916.  (104,554.) 
4,335. Toxic Gas Retays or Detectors. 5. б. Brown, March Brd. 1916. 
(104.566.) 
4,733. Protective DEVICES FOR ALTERNATING CURRENT ELECTRIC SYSTEMS- 
A. E. McColl. March 31st, 1016, (104,571.) 
7,733. ELECTRIC SiARTING. SYSTEMS FOR  INTERNAL-COMBUSTION ENGINES. 


Bosch Magneto Co. June 12th, 1915. (100,684.) 
8,393. Evrctronytic Cris. H. C, Jenkins, H. F. Pattinson & R. Willies 
ley. June 14th, 1916. (Addition to 25,415/13.) (104,600.) 
8,99. Ecectrica. TURNING GEAR FOR STARTING — INTERN AL-COMBUST! 
ENciNES. F. H. Royce & Rolls-Royce, Ltd. June 16th, 1916. (104,607) 
9,607. METHOD OF AND 'MFANS FOR Cope TrrkecRArny,. F. B. Dehn P 
tens, R. C. H.). July 7th, 1916.  (104,618.) 
12,616. Automatic TELEPHONE Systems. 
turing Co. (Automatic Electric Co., U.S.A). 
16,157. Mecranica. RrETARDING. Device 


DN 


T EG anuis- 
Automatic Telephone Manu 
September 6th, 1916. (104.04 


Serp? 
APPLICABLE. то Ест SUF 


Meters. British Westinghouse Electric & Manufacturing Co. December 

Isth, 1915. (102,937.) asih 

16,944. Сохѕтксспох or Кркстнс Switcit. G. Markt, November 777 

1916.  (104,655.) А "T 

17.786. Evectric Teternoxes. L. G. Hammer, December. 1th ^К 
(104,659.) 

1917. ! 

yal 

2.281. Way or Mounting Cams IN. MacNktos, J. Salinson. Mar 


E. J. 
14th, 1916. (Divided application on 3,796/16.) — (104,668.) 


Russia: Great Electrification Extension Foreseen `. 
The Russian engineer, P. Gurievitch. writing in the J! 


i s : ; s the 
Finunsoff, on the metallic requirements of Russia, makes mer 
following observations in respect. of copper. &c : — A great ihe elec- 


of metals. particularly of copper, will. amongst others. be e 
trical industry, for which naturally a brilliant time 15 espect 
after the war, when the need for working cheaply and CO. tins 
cally will be extreme. This will become possible within ех y 
narrow limits chiefly by the electrification of factories a0 x 
railways, &c., hy the use of water power. brown coal, and 50 * 7 
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i WAYLEAVES. 


FROM the moment that the linking-up of electrical 
undertakings came to be generally discussed after 
the reading of Mr. E. T. Williams's paper before 
the I.E.E. last spring, a discussion on the subject 
of wayleaves and consents became inevitable, and 
we desire to extend our congratulations to the 
Council on organising one last week, and on secur- 
ing an introductory paper by such a well-known 
authority as Mr. C. Vernier, of the Newcastle Elec- 
tric Supply Co. We may say at once that the paper 
is 9ne of great practical importance, in that it con- 
tains an unchallengeable statement of the wayleave 
difficulties of the electricity supply authorities, and, 
in addition, it contains constructive proposals which 
would give effect to the scheme outlined in our 
columns on November roth, 1916. 

We should add that the discussion was worthy of 
the occasion, and the whole incident shows what 
great help the I. E.E. can give to the industry when 
it occasionally departs from purely technical sub- 
jects. No criticism of Mr. Vernier's proposals was 
forthcoming. This in itself was a striking testimony 
to the well-balanced judgment of the author, and a 
practical endorsement of the action of the Council 
in awarding, in advance, the Paris Premium to him. 
It was a graceful act on the part of our tactful 
President, Mr. Sparks, to make the announcement 
of the award after the discussion. 

It is of no-use disguising the fact that the dis- 
cussion took place under a shadow. It is common 
knowledge that importance evidence on the subject 
of wayleaves was given before the Electrical Trades 
Committee appointed by the Board of Trade, under 
the chairmanship of Sir Charles Parsons, and it is 
believed that the Committee reached some very defi- 
nite conclusions on it. It would be interesting to 
know why the Committee has not yet officially re- 
ported to the President of the Board. Again, 
rumour has it that the delay is not in any way due 


-to lack of unanimity among the members, and so 


we feel justified in joining in the demand that the 
report should be forthcoming as soon as possible. 
It is bound to be epoch-making when it appears, and - 
we cannot help surmising that its non-publication is 
in some way connected with the formation of the 
further Committee under Mr. Huth Jackson. 

It is obvious that the findings of the two Commit- 
tees mentioned, and of the various other Board of 
Trade Committees, will require much legislation to 
give them effect, and there may be controversies 
over principles as well as details. For these reasons, 
we fear that Mr. Sparks was too optimistic in pre- 
dicting the coming of compulsory wayleaves within 
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two years as part of a general Bill dealing with elec- 
trical matters. It may be, of course, that the pre- 
sent Government intends to give electricity priority 
over other domestic legislation during the war in 
view of the importance of saving coal. 
Fortunately, there are no real differences of 
opinion among electricity supply authorities as to 
the need of compulsory wayleaves. The matter is 
exceedingly urgent in view of the large extensions 
which are being planned in various parts of the 
country in readiness for after-the-war conditions, 
and particularly in connection with big linking-up 
schemes, such as the one in Lancashire and Cheshire. 
After much reflection, we have come to the con- 
clusion that the suggestion thrown out in the dis- 
cussion by Mr. A. J. Stubbs—Assistant Engineer- 
in-Chief of the G.P.O.—should be followed up and 
forcibly urged on the Board of Trade, not as a per- 
manent measure, but as a provisional one for help- 
ing the industry along until more extensive legis- 
lation can be undertaken. The request would be 
that the Board of Trade should make good the pro- 
mise of necessary legislation in the well-known 
Saving of Coal and Linking-up Circular of May, 
1916, by putting through, this Session, as a Gov- 
ernment measure, a short Bill on similar lines to 
the Telegraph Construction Act of 1916. We think 
it should contain a provision that a final decision 
Jiust be given within three months of negotiations 
for wayleaves or consents being commenced with 
the owner of the land or with the local authority. 
The Board of Trade may possibly say that all 
urgent cases can be dealt with under the Defence 
of the Realm Acts, but electricity supply authorities 
know that landowners have long memories, and that 
it is preferable to proceed by less arbitrary methods. 


In any case, this procedure would not be available | 


immediately after the war, when they expect to be 
really busy connecting up deferred customers. We 
desire, therefore, to urge full and immediate con- 
sideration of this matter by the I.E.E., the 
I.M.E.A., and the I.A.E.P.C. with a view to joint 
representations being made to the Board of Trade. 
In conclusion, we trust that our readers will not 
grudge us the feeling of satisfaction that comes from 
- having consistently called attention to the wayleave 
problem in electricity supply work, and the further 
feeling that a solution of it is rapidly coming into 
the réalm of practical politics in the near future. 


WE publish elsewhere in this issue 
a spirited article by a central-station 
engineer (not in the London area), 
in which he draws attention to the 
failure of the municipal electricity supply under- 
takings of the kingdom to come to the support of the 
Hackney Borough Council in its fight with a power- 
ful gas association. It will be remembered that 
at the annual conference of the I.M.E.A. last vear, 
Mr. H. Faraday Proctor recommended the case to 


Support 
Hackney. 


the rhembers, and a resolution was passed pledging 
the Association to support the Council, with evi- 
dence and money; since then, the matter has been 
laid béfore the local electricity committees, with a 
view to the formation of a substantial guarantee 
fund, but so poor has been the response that, we 
believe, the total amount so far promised is less 
than £1,000. This is a very discreditable showing, 
and we fear that the local authorities have not appre- 
ciated the very great importance of the matter, not 
only to their undertakings, but also to their indus- 
trial consumers. Briefly put, the question at issue 
is whether the supply of electricity for lighting pur- 
poses at the rates charged for power is lawful, the 
contention of the gas association which has instituted 
the proceedings being that the practice constitutes 
a form of preferential tariff, in contravention of the 
Electric Lighting Acts. We cannot here enter into 
the merits of the question, which is sub judice, but 
we hardly need point out to readers conversant with 
the circumstances under which such terms are 
granted that a very strong case can be made out for 
this practice on technical grounds, that there is no 
element of unfairness in its working, and that power 
users will be put to serious and unnecessary ex- 
pense if it is declared illegal, at.a time when every 
assistance and encouragement ought to be afforded 
to them in the national interest. . We should have 
thought, with our contributor, that in such a case 
the municipal authorities would have rallied to the 
support of the Council which is fighting their battle, 
and we must confess to a feeling of disappointment 
and regret that so few of them have realised the 
importance of the matter. Itis not too late to make 


 amends—and we may point out that in the highly 


probable event of victory for the Council, the guar- 
antee fund will not be largely drawn upon. True 
economy is laudable; but to refrain from supporting 
so good a cause is not economy, but parsimony, and 
calls for the severest censure. 


- — — ш ——— - —— 


THANKS to the abundance of oppor- 


The E.T. tunities for employment resulting 
Benevolent from the war, the Electrical Trades 
Institution. Benevolent Institution experienced 


fewer calls upon its resources last 
year than in 1915, and we are glad to note that 
the subscriptions of members and annual subscribers 
increased; but the figures reveal the regrettable 
facts that the membership is still far below what it 
ought to be, and that the Institution has received 
but scanty support from the industry by way ol 
donations since the Festival fell into abeyance. 
Now, as was pointed out at the annual meeting (re- 
ported elsewhere in this issue), the electrical trades 
have been exceedingly prosperous during the war. 
and it is only reasonable that this admirable Institu- 


‘tion should share in their prosperity; it is in the 


sunny days that provision can and should be made 
for the rainy days of the future, and we commend 
to the directors of thriving electrical concerns the 
suggestion that it is their moral duty to support the 
Institution liberally, and to bring its merits to the 
notice of their employés. The capital fund, which 
is destined to provide for pensions, -still falls short 
of £9,000—it should be raised to at least £20,000. 
and that quickly, for no one knows how soon the 
end of the war may throw a burden upon the Insti- 
tution. We appeal to our readers to help in pro- 
viding for the needs of- their poorer brethren, both 
by contributing to the funds and by advertising the 
Institution as widely as possible—for there must be 
thousands who are not yet aware of its existence. 
objects, and advantages. 
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THE BAKERLOO-L. & N.W. WATFORD EXTENSION. 


On Friday lass we were privileged to take part in а trial 
run over the Bakerloo—Watford electric line, which, as no 
doubt many of our readers are aware, is a joint enterprise 
of the London Electric Railways and the London and 
North- Western Railway, the service having been rendered 
possible by the physical junction at Queen's Park between 
the Bakerloo tube line and the 
North-Western surface electric 
lines. 

The new through service of 
trains, which was opened to the 
public on Monday last, directly 
connects a large new residen- 


TORO Junction 


hour period other Bakerloo stations will be omitted, with a 
view to giving a quicker run and relieving the trains of a : 
certain amount of local traffic. 

The full. journey will take about one hour, and a quarter- 
hourly service will be provided, with 72 trains in each 
direction. The inauguration of the new service will enable 
the steam service hetween Willesden and Watford to be 
taken off, except during busy morning and evening hours. 

The standard train consists of five cars, t.2., two motor- 
cars and three trailers; the latter are standard London 
Electric Railway stock, while the motor-cars were designed 
for the Ealing C.L.R. extension from Wood Lane over the 
néw Great Western line to Ealing Broadway, the opening 
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THE LONDON UNDERGROUND RAILWAY SYSTEM, WITH THE BAKERLOO-WATFORD (L. & N.W.) SECTION (SHOWN SOLID). 


with the extensive Underground system of London; in- 
cidentally it will give passengers using the L. & N.W.R. 
system a direct connection with the terminal stations at 
Paddington (G.W.R.), Marylebone (G.C.R.), Charing Cross 
(S.E. & C.R.), and Waterloo (L. & S.W.R.). 


BAKERLOO TRAIN ON THE WATFORD ROUTE. 


The extended service gives the Bakerloo trains a run of 
nearly 21 miles, with 30 stations on the route, two of which 
on the L.N.W. section are, however, temporarily closed ; for 
the present the Bakerloo— Watford trains will also not stop 
at Meida Vale and Regent's Park, and during the rush 


1 


It will be seen that the motor-cars are provided with a 
hovered vestibule at the trailing end, and that middle doors 
-ave been fitted. The control of the latter is similar to 


INTERIOR OF MOTOR COACH. 


that in connection with the new stock for the Queen’s Park 
extension. | | 

This is the first tube stock to be run in passenger service 
on a main line, and provision has had tò be made to enable 
passengers to get оп or off at the stations on the L. & N.W 
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line which have platforms of the standard main line height. 
This has been done on the trailer cars by superimposing a 
raised platform on the existing gangways of these cars. It 
has been possible to do this without encroaching on avail- 
able headroom, owing to the open character of these 
gangways. The closed vestibule has prevented any similar 
provision being made on the motor-cars. 

The number of seats in the motor-cars is 32, and in the 
trailer cars, 52 ; the seats of the motor-cars are upholstered 
in red pegamoid, and in the trailer cars, in moquette, but 
some of the cars will enter service with the original rattan 
Beats, 
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Мотов Содсн EMPLOYED IN THE BAKERLOO—WATFORD SERVICE. 


The interior steel panels of the motor-cars are painted a 
light brown to tone in with the colour of the mouldings, &c., 
which are of teak or steel, painted to match ; the lamp 
fittings and ends of cross seats are finished in oxidised 
bronze; other fittings are of aluminium alloy. The 
exterior colour of the cars is lake, with white upper panels 
and gold lettering, 

With regard to ventilation, in addition to the ordinary 
drop lights, an air duct with perforations runs the whole 
length of the car, and is open to the air at the ends. · 

The cars are constructed of steel, 
with some wood interior finish. 

The motor trucks are of the equaliser 
bar type, with helical springs; the 
framing is built up of mild-steel rolled 
sections. 

The trailer trucks are built up of 
pressed steel sections, and are fitted 
with laminated side bearing springs. 

The motor-cars were constructed by 
the Brush Co. and have a length 
overall of 47 ft. 9 in., while the, weight 
of car completely equipped is—motor 
end, 214 tons; trailer end, 94 tons ; 
total, 30} tons. 

The total weight of a 5-car train 
(unloaded) is 110 tons. 

The brake equipment is of Westing- 
house type, with improved triple valves 
on the motor-cars and quick-acting 
triple valves on the trailers. The brake 
blocks are of unchilled cast-iron. The 
air compressor is of the B.T.H. C.P. 
28A type. 

All the cars are fitted with emer- 


gency electric lights, supplied from accumulators carried on’ 


the motor-car, and arranged to automatically switch on in 
the event of the main supply of current failing at any time. 

Electric current аф 600 volts p.c. will be supplied north 
of Queen’s Park to Bakerloo trains from the L.N.W.R. 
power house at Willesden (see ELEC. REv., Aug. 11th, 1916). 

As the C.L.R. system employs an earth return, while the 
L.E.R. system employs an insulated return, it has been 


necessary to modify the equipment of the motor-cars 
accordingly. 


MAIN SWITCHBOARD, CONTACTORS, 
&c., IN MoToR COACH. 


For this purpose, two additional sets of shoe gear have 
been fitted on the motor-trucks, one on either side. On the 
trailer-truck of the motor-car there was insufficient clear- 
ance below the sole-bar of the body to fit positixe shoes, во 
that these have had to be arranged on the truck of the 
adjacent L.E.R. trailer-car, and connection made to the 
motor-car by means of jumpers. 

Other points in the conversion from earth to insulated 
return were the provision of negative switches and fuses to 
the main circuit and each of the auxiliary circuits. In 
doing this care was taken to reproduce the standard arrange- 
ment of London Electric Railway wiring, so that, electri- 
cally, the difference between the two 
types of stock should be confined to 
the control equipment. 

The control equipment supplied by 
the B.T.H. Co. is of the relay auto- 
matic type. The normal method of 
operation with this &ystem is to place 
the controller at once to the full-on 
position when starting a train. The 
contactors are then picked üp in their 
correct sequence by the current limit 
relay, which operates as soon as the 
motor current has dropped to a pre- 
determined value. 

The relay consits of two shunt and one 
main coil. "The latter carries current 
equal to that of one motor only. The 
actuating coils of the contactors are en- 
ergised through one or other of the two 
shunt coils in such a manner that, if one 
is energised through one shunt coil, the 
next one to close will be energised in 
series with the other shunt coil. The 
two relay shunt coils act on two plungers controlled by 
gravity. Each plunger, when in its lower position, closes a 
disk switch in series with the other shunt coil ; but when 
raised (due to its coil being energised) opens this switch. 
Thus, when one of the plungers is raised, the shunt coil, 
acting on the other, cannot be energised because of the 
break in the circuit produced by the above-mentioned 
switch, but although it is the control current that raises the 
plunger, so as to produce this break, it is the current passing 
through the main co'l which maintains the break, and the 
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RAISED GANGWAYS TO EQUALISE 
DIFFERENCE IN PLATFORM LEVELs. 


plunger is not released until this current has dropped to the 
pre-determined value. Then the plunger falls. and closes 
the switch which completes the circuit for the next contactor 
coil to be energised. е 

The principle underlying the method of control adopted 
in connection with the current limit relay is that, after a 
contactor has been picked up, as described above, its coil is 
immediately transferred (by means of interlocks) to another 
wire. There are thus essentially two operating wires, the 
picking up wire and the retaining wire (although other 
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wires are introduced for forward and reverse, circuit-breaker 
setting, &c. | 

As there are no main bus lines down the train a potential 
relay is fitted on each motor-car, which drops all contactors 
ou that car when the shoes lose current. "This is necessary, 
because when no current passes through the main coil of the 
current limit relay it ceases to exercise its control over the 
rate of picking-up of contactors. 


SWITCH COMPARTMENT, MOTOR COACH, WITH SIDE PANELS REMOVED. 


The controller has four forward points and two reverse 


(series only), of which Nos. 2 and 4 are running points, · 


where all resistance is cut out~, OL WA) 
A useful provision in the control is that if in the course 
of the automatic notching up the controller handle is 
brought back to the first or third notch, as the case may be, 
the automatic closing of contactors is stopped, but those 
already closed are kept up. ipe 
The working of the safety button on the controller handle 
differs from the L.E.R. standard in that the safety button 
can be released, except when the handle is at off position. 
If, however, the handle itself be let go, it flies back to off 
position, when current is immediately cut off and the 
brakes applied throughout the train. p 3 
Another safety device, which is now part of the standard 
L.E.R. equipment, is the control circuit governor. By 
interrupting the control circuits it prevents the train being 
driven forward unless the train pipe of the Westinghouse 
brake is charged with air and the tripcock is cut in. 
м: Each motor-car is fitted with two G.E. 212 motors of 
210 H.P., geared for a free running speed of 35-40 м.г.н. 


^ 


LIGHTING ENERGY AT POWER RATES. 
Тнк HACKNEY ACTION. | 


[COMMUNICATED. ] 


WHEN the Gas Association decided to go for Hackney, we 
electrical optimists smiled, with the great big smile of the 
tiger when he sees his dinner walking the right way. As 
well as the gas men, we knew that all the pother was not 
for the benefit of Hackney, but that a verdict was wanted 
which would prevent factories from obtaining lighting 
energy at power rates. If the gas men win, our factories 
will require two sets of cables throughout, one for power and 
the other for lighting ; a motor set up a hundred yards 
- from the mains will require two sets of cables, one for the 
motor current and one for the lamp beside it. The silly change 


will require the expenditure of thousands of pounds for new 
wiring, money thrown away for nothing at all; and if it 
comes, it will hamper our trade in the coming struggle in 
a way that will make the Huns shout for joy. 

We optimists thought of all that, and we watched for the 
instant response from the whole electrical industry. We 
knew that Hackney had nothing to fear. They were only 
the nominal object of the fight, and we—all of us—would 

see that they paid no more than anyone 
elae—not a penny more. We knew 
the electrical industry, and we knew 
it would do its duty. 

Then a strange thing happened. 
* Тев a hard world," said the balloonist ` 
when he hit the ground, but not so 
hard as something is soft in the tops of 
a number of those who manage our 
affairs. Take the case of Bolton. 
Bolton Town Council received the 
Hackney appeal for support, and took 
no notice of it. Now, if it had been 
their football team that was in danger ! 
Ah, that would have been another 
story. Meetings, processions, money, 
and everything necessary for fighting 
to victory there would have been, and 
in plenty, But it was only a half- 
million pound electricity works that 
was in danger, and the good of the 
town's industry. So these hard-headed, 
keen-as-mustard business men of Bolton 
received Hackney’s appeal, doubtless 

` recorded it on their minutes, and that 
was all. “ What Lancashire thinks 
to-day, England thinks to-morrow.” 
The Lord preserve us ! 

Then Hull. Hull is Yorkshire, and 
we all know that even the hard-headed 
Lancastrian yields to the man from 

Yorkshire. But Hull was not much better than Bolton. 
They have a half-million pound station which is growing in 
importance, but, judging from their response to the appeal, 
they think little of it. They gave something, to be sure, 
which is to their credit, but it is a small credit. 

Other Committees have asked the Local Government 
Board, and have made the reply an excuse for doing nothing. 
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As if they could not have voted it to their engineer as 
salary, and arranged for him to send it in his own name ! 
You people who are standing by, idly watching Hackney 
fight your fight, like so many Conscientious Objectors, have 
you ever thought that it would pay Hackney and the Gas 
Association to come to terms secretly, so as-to promulgate 
a verdict Which would give the gas people all they want ? 
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They could even make it well worth while for Hackney to 
accept auch a defeat. "Then you would be squealing just as 
hard as the Conscientious Objector who found that the Zep. 
had bombed his shop ! 


Come along, electrical men ! Be yourselves, be British ! 


The very gas men will respect. you if you fight them. But 


THE BAKERLOO-WATFORD EXTENSION; TRAIN IN WATFORD STATION (see page 123). 


if you will not stand up for your rights, and if you are 
beaten for lack of energy to defend yourselves, then in 
Heaven's name take your whipping, and do not whine and 
call the gas men nasty names. 


A LINKING-UP SCHEME: ACCRINGTON, 
HASLINGDEN, AND RAWTENSTALL. 


CONSIDERABLE interest is being shown at the present time 
in linking-up schemes, and it may be of interest to set out 
some of the details of the arrangement which has recently 
been put into operation between the Corporations of 
Accrington, Haslingden, and Rawtenstall. | 


supply in Haslingden is distributed by that authority, and 
a numberof important power consumers are now supplied from 
static transformer sub-stations, as well as from a three- 
phase, four-wire, low-tension alternating-current network in 
the centre of the town. A rotary converter is also provided 
to supply the tram way system. 

Some few months ago it was decided 
to link up with Rawtenstall, which, 
fortunately, had the same pressure and 
frequency as Accrington, and by agree- 
ment between the three authorities, 
the cables and other works have been 
provided to give effect to this decision. 
Haslingden is at present taking about 
half its full requirements from each 
of the two generating authorities, and 
Accrington and Rawtenstall are placed 
in a position to be of mutual assistance 
to one another by means of the inter- 
connecting mains. When necessary, of 
course, the whole of the Haslingden 
supply can be taken from one source. 
The arrangement is mutually beneficial 
to all three undertakings : Haslingden 
has the alternative of two supplies ; 
Accrington and Rawtenstall сап inter- 
change power in an emergency or at 
light loads, and the interconnecting 
main is always in use for affording a 
regular supply to consumers in Has- 
lingden and on the run of the main in 
Accrington and Rawtenstall.. 

The above arrangement is likely to 
be adopted wherever possible in the 
numerous linking-up schemes at pre- 
sent under consideration, as obviously it is most economical 
for interconnecting mains to be laid, not for emergency 
only, but to serve industries or towns on their route. 

Under present circumstances it is not intended that the 
Accrington and Rawtenstall systems should regularly run in 
parallel, although the arrangement of the F.H.T. switchgear 
will enable this to be done, if found desirable, in the future. 

The original supply from Accrington to Haslingden was 
by two feeders, each separately feeding a power transformer 
in the principal sub-station for local distribution, and an 
E.H.T. ring main to consumers’ sub-stations. The low- 
tension mains from the transformers were brought to à 
three-phase, four-wire switehboard, and, by means of change- 
over switches, it was possible for either transformer to deal 
with the load. There was therefore duplicate apparatus 
throughout. This proved exceedingly useful when changing 
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Fic. 1.—DiAGRAM SHOWING LINKING-UP CONNECTIONS. 


Haslingden is situated about halfway between Accrington 
and Rawtenstall,and for the past five years has been served by 
а three-phase, 50 - period, 6,000-volt alternating-current 
supply in bulk from the Accrington Corporation. The 


over to the new scheme, as it enabled all the alterations © 
be made without shutting down the supply. Fig. 2 illus- 
trates part of the original arrangement, and fig. 
the revised arrangement. 
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Under the new scheme it was necessary to group all the 
E.H.T. cubicles together, and connect them to a common set 
of bus-bars, the two Accrington feeders being arranged on 
one side, and the Rawtenstall feeder on the opposite side of 
a bus-bar coupler switch. One power transformer and one- 
half of the ring main feeder is connected to each side, as 
shown in diagram, fig. 1. 

With this design it is almost impossible that a total 
interruption can occur in the supply to Haslingden, as each 


Ета. 2.—ORIGINAL FEEDER SWITCHGEAR, HASLINGDEN, 


half of the Е.Н.Т. switchboard can be used absolutely 
independent of the other half. 

The cubicles are equipped with the usual oil switches 
and isolators, together with the curreut and pressure trans- 
formers for operating the integrating wattmeters and 
automatic switches. | | 

By reason of the necessity to obtain correct records, not 
only of the supply to Haslingden by either Accrington or 
Rawtenstall, but also of any interchange of supplies by the 
two generating authorities, special 


and Rawtenstall were laid by the Rawtenstall Corporation, 
under the supervision of Mr. C. L. E. Stewart, borough 
electrical engineer. 


THE SUPPLY OF ELECTRICITY TO 
GREATER LONDON. 


[ COMMUNICATED. ] 


THE announcement made recently that the President of the 
Board of Trade, Sir Albert Stanley, has appointed a Com- 
mittee to consider and report what steps should be taken, 
whether by legislation or otherwise, to ensure that there 
shall be an adequate and economical supply of electric 
power for all classes of consumers in the United Kingdom, 
particularly industries which depend upon a cheup supply 
of power for their development, will be welcomed by all 
who have at heart the satisfactory progress of the electrical 
industry. The members of the Special Committee selected 
for this great task are men of tried ability and great 
experience. The choice reflects credit on Sir A. Stanley, 
and we cannot doubt that such professional and commercial 
men as are closely connected with the development of the 
industry will seize the opportunity, and give freely of their 
best should they be called upon to give evidence or assist in 
во great a cause. 

It is difficult to realise the importance and magnitude of 
the task undertaken, but no one knows better than Sir 
Albert Stanley the inevitableness of tackling the problem, 
and we can only admire the promptness which he has 
shown in setting the wheels in motion. 

No one, who had given the least thought to the matter, 
questioned, even before the war, the far-reaching import- 
ance of providing even a small community with cheap 
light, heat, and power in convenient form for industrial and 
social purposes; but recent events have shown that not 
only the power of local communities to produce, prosper, 


attention has had to be given to the Р 
meter equipment. Six unbalanced load f 
wattmeters of the Aron type, with 
Merz maximum-demand attachment, 
are provided, one set of three being 
connected to the Accrington feeder, 
and the other set to the Rawtenstall 
feeder. Each meter is provided with 
à ratchet and pawl attachment to the 
gearing, во as to register the supply in 
one direction only, and one meter is 
used as a check against either of the 
other two. 

It will be noticed from the diagram 
that each check meter is provided 
with a two p.P. non-break change-over 
reversing switches for the two current. . 
elements of the meter. With the 
switches in the top position, the current 
through both elements flows in one 
direction, and wall check meter No. 1, 


whilst with the switches in the bottom 
position, the current, will flow through 
the meter in the opposite direction, 
and check meter No. 2. In order to prevent the current 
transformer secondaries from being open-cireuited, the 
switches are made of the non-break pattern. 

There is no doubt that a metering arrangement of this kind 
presents some difficulties, especially when charges are based 
on the maximum demand principle, but’ these can be over- 
come by a little give and take on the part of the contract- 
parties, and are insignificant in comparison with the immense 
boon of interconnection. 

The work has been designed and. carried out under the 
direction of Mr. S. J. Watson, of Bury, the advisory 
engineer to the Haslingden Corporation; and the con- 
tractors for the E.H.T. switchgear were Messrs. Ferguson, 
Pailin & Co., Ltd. The x.H.T. mains between Haslingden 


Fig, 3.—RE-ARRANGED SWITCHGEAR AT HASLINGDEN, FOR LINKING UP. 


and add to the comfort and welfare of the individual is at 
stake, but also the very existence of a State depends on the 
provision, in an adequate and far-seeing way, of the supply 
of electrical power at a low cost. We say electrical power 
advisedly, for although under certain doubtful circum- ` 
stances it might be found that some other form could be 
produced and distributed more cheaply, yet the adaptability 
of electricity to the needs of the nation in her great trial 
has proved its right to the premier position. We have only 
to look at our munition factories to grasp the truth. 

As part of the problem of providing electrical power to 
all parts of Great Britain, the question of a cheap and 
efficient supply to London will form a weighty factor. — It 
is generally accepted that development in Greater London 
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has been, in the past, most unsatisfactory. Although 
electricity has held out its helping hand to humanity 
since the early eighties, our Parliament, Government 
Departments, financiers, and engineers have brought 
forth to an uncomprehending community as sickly, ill- 
favoured, and ill-disposed a child as ever saw light of day. 
The child, ill-born, knows not itself nor its political 
parents, is wilful, perverse, and prone to fits, and the 
struggling millions who were to benefit во largely from this 
new gift of the gods “look up and are not fed." No 
doubt the new Committee in whose hands the welfare of 
the child will now lie, will diagnose the complaint and 
apply the proper remedy. 

It is not difficult now to look back and see how 
the Electric Lighting Act of 1882, the original Act 
for granting Provisional Orders, has been, because of 
its narrow and limited conception, the great drag on 
successful development. In this Act the grant of the 
Order to companies or local authorities by the Board of 
Trade was limited to the too short period of 21 years, only 
to be extended by the Electric Lighting Act of 1888 to a 
period of 42 years. The local authority if not itself the 
owner of the Order would in 21 years be entitled to acquire 
the property of any company operating within its boundary. 
Neither Act legalised a standard pressure, or system of 
supply, and they may be likened to a measure giving powers 
to lay down in all parts of the kingdom and each district in 
London, railways differing from one another in track and 
loading gauge. Тһе self-sufficient: local authorities in 
London were thus set in their own water-tight compart- 
ments, and with the assistance of youthful and enthusiastic 
engineers evolved quaint schemes, interesting and to some 
degree instructive maybe, but carrying the seed of their 
own or their neighbours’ ultimate destruction. 

Sir Francis Marindin’s inquiry, made at the instigation 
of the Board of Trade in 1889, into the questions as to 
whether lower pressure generating stations in the central 
districts would be, as compared with large high:pressure 
stations outside the central area, more economical, and as 
to the relative advantages of direct and alternating currents, 
resulted in both systems being established. The direct- 
current low-pressure undertakings were generally confined 
within parish or like boundaries, while the large alternating- 
current undertakings were given leave to compete with 
them over areas embracing many parishes, and generally the 
right of companies to combine was forbidden, Apparently 
this was the soft compromise so fatal to effective progress 
and development. Nevertheless companies were established, 
and commenced supply. The industry struggled along, 
weltering in this legislative soup, and it was found that by 
extending the area supplied and increasing the size of the 
power station, the cost of electricity could be reduced. In 


1898 Parliament had many schemes before it for considera- 


tion, involving large scale supply in several parts of 
England. A Committee of both Houses, known as Lord 
Cross's Committee, was formed, and considered the matter. 
In their report they. drew attention to the importance of 
electricity for power purposes as distinct from that of light- 
ing, emphasised the advantage of generating on a larger 
scale than heretofore, and drew attention to the point that 
the supply of electricity in bulk and in retail were distinct 
questions. 

In this year the L.C.C. and the local authorities within 
its - boundary, in conference, decided that it would be 
desirable for the Council to supply to the local authorities 
electricity in bulk. "This conference was the forerunner of 
various appeals to Parliament in 1902, 1903, 1904 and 
1905, supported by the L.C.C., whose first important bulk 
supply scheme was introduced in 1906. The Bill of 1906 
asked for powers to supply from Greenwich Power Station, 
in conjunction with a new station to be erected in Battersea, 
electricity in bulk to authorised distributors in the County 
of London, and in a large district outside. This Bill was 
thrown out by the Commons Committee on the ground of 
it8 being only permissive, whereas authorised distributors, 
it was contended, should be able to demand a supply if they 
required it, The Committee also disapproved of the proposed 
voltage of 6,600, and of the distribution scheme. They 
agreed, however, that the Council was the proper supply 
authority, and that they might either (1) do the whole 


work themselves, or (2), retain one part of the undertaking, 
and permit private enterprise to undertake the other part, | 
or (3), lease the whole enterprise. A new Bill was prepared 
for 1907 to carry out the first recommendation, but after 
the elections in February of that year the policy of the 
Council changed, and the Bill was altered, so that a lease of 
the undertaking might be given to a private enterprise. The 
House of Commons Committee called for particulars of the 
terms of the lease and the name of: the lessee, which the 
Council were unable to furnish, and the Bill was accord- 
ingly thrown out. 

In 1908, the London Electric Supply Act came into 
force. This measure allowed nine of the London com- 
panies to connect their undertakings, in order to give 
mutual assistance, and empowered the L.C.C. to purchase 
the undertakings in 1931. 

The Electric Lighting Act of 1909 authorised the Board 
of Trade to allow authorised undertakers to acquire land for 
generating stations compulsorily, or to supply in bulk, or 
to supply railways, &c., within their area with power to be 
used partly within and partly without the area, and, 
further, allowed linking-up to all authorised undertakers. 

The London Electric Supply Act of 1909 included the 


remaining London companies within the provisions of the 


Act of 1908 as regards purchase by the L.O.C. in 1981. 

Thus by 1909, the L.C.C., by its efforts, was charged 
with the responsibility of providing for the future an 
adequate and cheap supply of electricity in London. 

In 1912, the Council referred the consideration of the 
whole matter to a Special Committee, presided over by Mr. 
G. H. Hume, one of the members selected for the Board of 
Trade Committee now formed. This Committee went into 
the matter most exhaustively, and just prior to the outbreak 
of war (in July, 1914) prepared their report, and submitted 
it to the Council in October of the same year. Its recom- 
mendations provided for the application to the whole of the - 
London supply undertakings of a combination of municipal 
control and private operation, and suggested that “ ап 
arrangement might be made under which the capital re- 
quired should be provided in definite proportions by the 
authority and a company, the company to have possession of 
the whole of the undertaking (including any undertakings 
acquired) for a definite period, subject to full powers of | 
control and supervision by the authority." The scheme 
involved the co-operation of authorities outside the Council's 
boundary, and no compulsory purchase of existing under- 
takings was contemplated. As the repott reads, “ the key- 
note of the whole proposal is that an offer to the existing 
undertakings of a means of increasing the efficiency of their 
present undertakings, or, if they prefer it, an offer of a 
means of handing over their complete undertakings, upon 
terms to be agreed, to a central authority. Under the 
scheme put forward no immediate or drastic ‘ scrapping’ of 
existing capital is contemplated, but a great increase in 
consumption and a reduction in the selling price will be 
effected at an early date.” | | i 

Much water has passed under London Bridge, and the 
minds of all interested, both inside and outside the Council, 
have been steeped in the melting pot of the war since this 
report was written, and now, altliough the necessity for 
unification of general control and co-operation for all 
electrieity undertakings within Greater London is freely 
granted, any successful scheme must, it is recognised, be 
freed from the paralysing effect of changing political 
influences, and be based on statesmanship of a high order 
and integrity. Although only a brief outline has been given 
of the development of the industry in London, sufficient has 
here been written to show that, patiently conceived and us 
patiently applied, measures will be required to counteract 
the ill-prepared plans of the past. 

Let us hope that all who may be called upon to think, 
advise, and act on this great occasion so opportunely and so 
prominently offered, will remember one of the customs of our 
rude forefathers, which was periodically to burn in the 
person of their High Priest and King, the god they 
worshipped, in the hope that his spirit, having thrown off 
the paralysing coil of mortality, might return purified and 
strengthened with his sojourn in Spirit Land, and take up 
once more the work of material and spiritual assistance. 
Let us burn our old ideas, and seek guidance from a new 
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and wider vision of duty, and a truer perception of the truck, which can be transferred from place to place in the 
meaning of the mew dawn; heralding a blazing day when same way a8 a portable air compressor or vacuum cleaner, 
all other motives will give place to co-operation of capital, and any amount of power within the capacity of the 
brainwork, and Jabour for the realisation of the material motor can be supplied to the tool through the flexible 
and artistic wants of our race. | shaft. But this arrangement is only really necessary when 

Whether the capital certain to be required be derived the work is heavy, the combination of the motor aud 
from the individual."id the coffers of. a public authority, tool being quite satisfactory for almost all motor-car repair 
or from the individual eid the purse of & private company, work. ‘Tools of the latter type are more efficient than those 
will not be, we venture to think, a matter of such great involving the use of a flexible shaft. Flexible shafting, 
importance as the consideration of the due control to be though quite satisfactory from a mechanical point of view, 
exercised by the consumers over those interests, which will ^ introduces a certain amount of loss in power, and is lesa 
naturally centre round a low tariff. The administration easily handled than & flexible cable or wire. In motor 
and organisation offering the customer the best result will, garages, and, in fact, everywhere where electric tools are 
no doubt, be the one ultimately adopted, The tariff, we | employed, the use of substantial leads for the supply of 
venture to prophesy, will be so arranged as gradually. to current is very essential. The leads of electric tools are 
eliminate those stations—be: they municipally or company nearly always subjected to very rough treatment, and 
owned—which cannot show ability to produce for a con- unless properly insulated a great deal of trouble is liable 
Biderable time ahead, electricity at a cheaper rate than it to arise. The C.T.S. wires are very suitable for electric | 
can be delivered to their terminals by an adjoining company tools, because they will stand any amount of rough usage. | 


or public undertaking. | For wiring garages, moreover, these wires offer advantages, 
We welcome the Committee, if only as giving a lead to especially when a cheap wiring system is required. 
those clear definitions of policy so much required in antici- The heating of motor garages is a very important matter, 


pation of our boys’ return from the war, and the then апа in this connection there appears to be a good opening for 
necessity of finding them useful work with the least possible the electric radiator. If a motor garage be imperfectly 


delay. | heated during the winter months, the water iu car radiators 
We hail the formation of the Committee with the greatest апа cylinder jackets is apt to freeze. With the ordinary 
satisfaction, and wish it every success. methods of heating there is, owing to the presence of petrol, 


considerable risk of fire, and it is for this reason that 
electric heating is advantageous. So far, however, few 
motor garages in this country are heated in this manner. 
| The heating arrangements in some cases, in fact, are very 
THE ELECTRICAL EQUIPMENT OF MOTOR inadequate, with the result that when the weather is severe, 
GARAGES А freezing troubles are occasionally met with. Freezing of 

| б the cooling water often results im cracked cylinder jackets 


ie se — 


А | | and other damage to the cooling system, so that adequate 
THERE is undoubtedly a good. field for enterprise in con- ^ heating is very important. Of course, such trouble can 
nection with the use of electricity in public and private always be avoided by draining the water out of the cooling 
motor garages, especially in large garages where petrol cars ^ system every time the cars are put away, but this is a 
are overhauled. For inflating tires, for instance, a small ^ troublesome job that ought to be avoided. One method of : 
motor-driven air-compressor, mounted on a truck so that it ^ heating garages, which has been adopted in America, is to 
can be transferred from place to place, is exceedingly useful. draw hot air by means of an electrically-driven fan from a 
Compressed air can be utilised not only for inflating tires, stove situated in an adjoining building, but the most 
but also for cleaning upholstery, although a portable motor- ^ convenient method is to employ electric heaters. For 
driven vacuum cleaner is, perhaps, preferable for the latter private motor garages in which freezing troubles occur 
purpose. In large public garages it may be better to install most frequently, electric bonnet heaters are made which 
а stationary compressor. This arrangement, however, in- ^ answer the purpose admirably. Heaters of this description 
volves the provision of a pipe system and a fair-sized storage consume very little current. They are made for pressures 
tank. Some American motor garages have been equipped ^ ranging from 12 to 240 volts, so that they can either be 
with compressed air plant of this kind, but unless com- worked from the house service or from an accumulator. If 
pressed air is likely to be required at more then one place the engine bonnet be covered with a rug, thé heat supplied 
at a time, the portable equipment leaves little to be desired. by the apparatus is quite sufficient to maintain the tempe- 
The electric motor, in the latter case, is usually started rature of the water well above freezing point»; indeed, it is 
with an ordinary starting switch, whereas in the case of gaid to keep the water warm-enough to maintain the oil in 
the stationary equipment an automatic pressure regulator а fluid condition, and thus allow the engine to be easily 
starts and stops the motor at predetermined limits of air cranked when the time for starting arrives. | 
pressure. Although many motor-cars are now fitted with dynamos 
Portable electric tools—such as drills, buffing machines, that charge the accumulators en route, and separate battery 
and grinders—are also of considerable value in connection ignition is rather out of date, a fair amount of accumulator 
with the repair and renovation of cars, for with their aid, ^ charging still has to be done in connection with the motor 
work, which under ordinary conditions is difficult and industry. When the supply is a continuous one the cells 
tedious, can often be carried out with comparative ease. are usually connected in series with lamps, but many garage 
With portable electric drills, for instance, holes cau be proprietors have no means of charging from А.С, mains. 


drilled in awkward places, and a great deal of work in the Central station engineers and others who may undertake the 
way of dismantling may, in certain cases, be avoided. Many — electrification of motor garages ought, under these con- 
mechanical engineers still exhibit a distinct preference for ditions, to get some sort of rectifier or motor-generator 


.compressed air tools, which, of course, have proved very installed, A small mereury-vapour rectifier might be used 
' reliable; but electric tools offer certain advantages. The with advantage. If, however, the accumulator charging 
wires which supply the current are more flexible and more business is small, and low initial cost is an important con- 
easily handled than the pipes used for compressed air. sideration, use might be made of a Nodon valve. Although 
Moreover, electric tools are more efficient. Portable ` these chemical rectifiers have been displaced to a large 
electric tools are made in two distinct types. In опе case, extent by mercury-vapour and mechanical rectifiers, they 
the motor is combined with the drill, or whatever kind of are cheap, and can be manufactured by anyone possessing a 
tool it drives, whilst in the other ease the motor drives the — little mechanical skill. A motor mechanic could easily 
tool through a flexible shaft. The merits and demerits of make one if told how to proceed. Mercury-vapour and 
these two arrangements are fairly obvious. In the former mechanical rectifiers, however, are more satisfactory, and 
case, the power of the tool is limited by the weight of the where a fair amount of aceumulator-charging has to be 
motor, which has to be lifted into position ; whereas in the done, either а motor-generator or one or the other of these 
latter case, the weight of the motor does not count, since rectifiers ought to be employed. The hot-cathode argon 
the power is transmitted to the tool through a flexible gas rectifier described some time ago in the ELECTRICAL 
shaft. A motor of the desired power can be mounted gn a Review may also eventually prove useful for charging cella 
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belonging to motor-cars. The practical results obtained 
with this rectifier appear promising, but, во far, the apparatus 
has not been placed upon the English market. 

In the future, electricity is sure to play an important 
part in the petrol car industry. Within the last few years, 
the electric lighting of cars has made remarkable headway, 
which is attributable very largely to the advent of the 
metallic-filament lamp.  Half-watt motor-car lamps have 
recently been placed upon the market, but the candle- 
powers are at present too high for side and tail lights, 
and .apparently they are intended for head lights. The 
introduction of these lamps should, however, considerably 
accelerate electric car lighting when normal conditions are 
restored. The starting of car engines by electricity has also 
been adopted within recent years, especially on American 
cars, many of which are now turned out complete with 
electric lighting and starting outfits. Not long ago the 
only part of a petrol vehicle that had any connection with 
electricity was the spark coil or magneto, and the average 
motor engineer knew little, and cared less, about electrical 
affairs. But the time appears to be coming when every 
large motor garage will require the services of an 
experienced electrician to carry out or supervise electrical 
repairs. 
extensively, existing motor garages may be provided with 
charging arrangements. All electrical engineers recognise 
that if the electric vehicle is to make headway in this 
country, adequate charging facilities must be provided, and 
it seems that steps ought to be taken at the earliest oppor- 
tunity to get large motor garage proprietors, in districts 
_where there is likely to be a demand for current, to make 
arrangements for the installation of charging equipments on 
the standard lines recommended by the Electrical Vehicle 
Committee of the I.M.E.A. 


THE NATIONAL SERVICE OF THE PRESS. 


THE United States Congress has recently rejected a proposal, 
embodied in the Post Office Appropriation Bill, for in- 
creasing the postage rate upon periodicals. In coming to 
this decision, Congress has shown consideration for some of 
the highest interests of the national life, and has set an 
example which might well be emulated by other Govern- 
ments nearer Ноте. The American Electrical Review and 
Western Electrician, in commenting upon the matter, 
remarks that the taxation of journals in the manner pro- 
posed is not a matter affecting the publisher and subscriber 
alone, but one with which the nation, as a whole, is very 
closely concerned. ** Мапу of the journals are a national 
asset of a high order, for they are doing a magnificent work 
in the service of the country." If this statement fairly 
applied in the case of the journals in the United States before 
it had actually accepted Germany's challenge, how much 
more will it do so under the actual conditions of war, and 
still how much more must it be so here, where journals of 
many kinds have acted .during the war in such close 
co-operation with the Government, assisting it in its 
propaganda as new and serious situations have arisen. 
The Forces never could have conducted their operations 
on such a scale had not the assistance of the Press 
been availed of so freely. The publicity that has been 
. given to requirements in such matters as finance, men, 


munitions, and food, has been of the greatest possible 


valne, and it has been freely and efficiently accorded. But 
it is not merely in actual publicity that the Press has 
assisted the Allied effort; in a variety of other ways 
specialised co-operation, such as trade journals, by virtue of 
their experience and available sources of information, are 
alone able to render, has drawn from Government officials 
such remarks аз: ** We are absolutely unable to do without 
you at the present time." Yet apart altogether from such 
matters as publicity and specialised information, there are 
other reasons of wider application which would seem to 
justify the fullest possible consideration in reason being 
extended to trade journals, so that in these times of stress 
and shortage they may be enabled to maintain, as far as 
practicable, their standard of efficiency and usefulness, We 


Moreover, when electric vehicles are used more : 


quote the following extracts from our aforesaid American 
contemporary because of their timeliness, and because in 
these days it is all too easy for such points to be lot 
sight of :— 

Many of the journals are a national asset of a high order, for 
they are doing a magnificent work in the service of the country. 
The imposition of increased postage would restrict circulation. 
place an additional burden upon the publisher, and one which 
would have to be borne eventually, if not immediately, by the 
reading public. As it is, the present high price of paper is working 
a hardship with many of the nation's periodicals ; in some instances. 
subscriptions have already been increased, in others, circulation 
curtailed and reading matter retrenched, to the detriment of the 
publisher, the subscriber, and the advertiser. 

The work of many journals is not merely individual, but 
national. Perhaps no two things have done more to bring North 
and South, East and West, close together than have the railroads 
and the nation’s journals. By means of low postage rates, it has 
been possible to dispatch these journals broadcast over the country. 
placing them within the financial reach of everyone. Many of 
these technical journals, whether in the field of engineering. 
medicine, law, art, or any other domestic, industrial, or scientitic 
sphere of endeavour, are fulfilling a function impossible to 
evaluate. They are circulating knowledge and experience, creating 
inspiration, building incentive from the example set by others, 
and making possible the intimate exchange of ideas. To the 
credit of the technical journals, in no small measure, is due the 
rapid development of civilisation and human progress of the last 
decade. The technical journal brings one into intimate contact 
with the world’s work, and dreams and aspirations and accomplish- 
ments of others ; through it you learn what the world is doing. 
how it is doing it, and why. The technical journal imparts 
information, it suggests, inspires, creates, and guides. Surely, this 
is the most efficient manner of using knowledge, and permita of 
its utilisation to the best advantage. 

The technical periodical is not a luxury. Itis a necessity. Itis 
necessary to the engineer, or anyone else endeavouring to keep 
abreast in his profession or calling and obtain eminence in his 
domain. To remain uninformed to-day, is not merely to stagnate, 
but is to fall behind. Things move with such rapidity in these 
days, that one must either keep pace or be lost in oblivion. One 
cannot mark time. New methods and new demands, new ways of 
meeting old needs arise, and make the rapid circulation of know- 
ledge of greater necessity and value now than it ever was before. 

A short time ago, in an article on “ National Service in 
lermany," which appeared in the Daily Telegraph, à 
Npecial Correspondent stated that the German Government 
promised, in the Reichstag, that journalists aud those 
engaged in educational work would not be called upon for 
service under the Act. "The necessity for maintaining pub- 
licity services and securing reasonable continuity in con. 
nection therewith as a means for assisting to hold things 
together, was apparently recognised. In a more receut 
article, which appeared in the Times, that journal's corres- 
pondent, formerly in Berlin, described the German Press ая 
being unaffected by the war, the Government having 
regarded the importance of publicity abroad and at home as 
indisputable. It also desired, as part of its Press strategy. 
to maintain “the Press in the highest possible state of 
efficiency, with a view to instant operations on the con- 
clusion of Peace." * The exportation of German newspapers 
and periodicals of all sorts is encouraged, not only with 
utter disregard to trade policy, but with complete indiffer- 
ence to the cost.” It is part of the policy of the enemy to 
make opinion in neutral countries, and to that end 
“ (lerman papers are scattered, free of cost, through the 
hotels of Scandinavia, Holland, Switzerland and Spain, and 
every encouragement is given to the increase of their foreign 
circulation.” Germany is exhausting every possible source 
of man-power and energy, is cutting off all unnecessary 
manufactures, but it is conducting a large and remarkable 
newspaper policy involving very special efforts. “As 
regards man-power,” says the Times writer, “the news 
papers have throughout received special consideration from 
the military authorities, being treated on much the same 
basis as Government offices, which in Germany enjoy ne 
general rights of exemption, but retain such man-power 25 
is absolutely necessary for efficiency. Similarly, under the 
National Service scheme, the Press will be affected only m 
so far as inquiry may prove it to be over-staffed.” 

We believe that the business men in our own Govern 
ment will not desire to be behind America and Germany 10 
appreciating the necessity for enabling British periodicals. 
upon which so much must depend in connection with trade 
development and expansion after the war, to continue, with 
the smallest possible handicap, to perform their national, 
colonial, international, and general industrial service, 
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NATIONAL INSURANCE (PART ID) 
(MUNITION WORKERS) ACT, 1916. 


CONTRIBUTIONS are payable in respect of :— 


2,148 X. Workmen who are employed in an establishment 
carrying on any trade insured under the National Insurance 
(Part II) (Munition Workers) Act, 1916 ; and who are engaged in 
cleaning locomotives or other vehicles which are used mainly on 
the premises of the establishment. 

2,152 X. Workmen (other than those already insurable under 
Part II of the National Insurance Act, 1911) engaged in the manu- 
facture of metal springs of any kind. 

2,153 X. Workmen engaged in making metal name plates and 
metal letters for fixing on buildings. 

2,154 X. Workmen engaged in cutting down old wooden cascs, 
and remaking into cases of a different size. 

2,159 X. Workmen (other than those already insurable under 
Part II of the National Insurance Act, 1911) engaged in the manu- 
facture or repair of anchors, chains, chain couplings, and mis- 
vellaneous chain attachments of metal. | 

2,161 X. Workmen engaged in the repair of biscuit: tins, oil 
and colour tins, &c. 

2,165 X. Workmen engaged in the manufacture (including cold 
rolling, galvanising) of flexible metallic tubing, including work- 
men engaged in preparing rubber for, or making rubber parta of, 
such tubing. 

2,166 X. Tinsmiths engaged in the manufacture of navigation 
and other lanterns. 

2,169 X. Workmen engaged in the manufacture of speedometers. 

2,170 X. Workmen (other than those already insurable under 
Part II of the National Insurance Act, 1911) enguged wholly or 
mainly in the manufacture of iron, steel or other metal hardware 
and hollow-ware. 

2,174 X. Workmen (other than those already insurable under 
Part IT of the National Insurance Act, 1911) engaged in the repair, 
including sharpening, of metal hand tools. 

2,176 X. Workmen engaged in the manufacture of rubber tires 


and elastic air tubes for motors, cycles or other vehicles. 


2.177 X. Workmen engaged in making sheet, pipe or pig lead, in 
rolling lead, or in making lead pipes. 

Contributions are not payable in respect of :— 

2,155. Workmen engaged in fixing name-plates and letters on 
buildings. E 

2,156. Workmen employed as engine tenters or as stokers in 
connection with uninsured trades. 

2,157. Persons employed wholly or mainly as draughtsmen; 
tracers, office attendants, office messengers, commissionaires, clerks, 
typists. 

2,158. Overlookers, chargehands, storekeepers, warehousemen, 


- when not employed wholly or mainly by way of manual labour. 


2,160. Workmen employed by a Town Council, and engaged in 


sweeping streets, emptying ashpits, or as attendants at a refuse 
destructor. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 


devices and apparatus, which will be published if considered of 
sufficient interest. 


New Mining Electric Bell. 


In a paper read before the East of Scotland Branch of the 
Association of Mining Electrical Engineers by Mr. L. H. Howlett, and 
reported in the Jron and Coal Tradex Review, a description was 
given of & bell specially designed for use in coal mines, where it is 
necessary to obtain a loud ring without using so much current that 


there is adanger of igniting mixtures of firedamp and air. Thecon- 


struction of the bell is shown in fig. 1, and its mode of action is as 
follows :—Current passes from the terminal ту to the flexible brass 
strip х, which is held against the platinum screw contact Pa by the 
spring S; from P» it goes through the bobbin A to the terminal ті, 
as shown by the dotted lines. The armature is attracted by A, 
with the result that the gong с is hit by the rod Л, contact being 
broken with P, and made with P, The current is now stopped 
through A, and travels instead through B, as shown by the dotted 
lines from Р. The armature is pulled back by в, and the other 


end of ^ hits the gong ; contact is renewed between s and Py, A is 


again magnetised, and so on. E 

The hammer H has an iron rod / screwed into it. so as to strike 
the gong at both ends of the stroke; when the bell is at rest, ^ 
should be equidistant from the gong at both ends. The contact 
screws on P; and Рз are brought as close together as they can be 
without s touching both; they must also be arranged so that 
Miri: at rest the armature is equidistant from the iron cores of A 
and B. 

The connections to the bobbins A and B are so arranged that 
the ourrent appears to go round them in opposite directions if they 
are looked at from the screw ¢ at the end of a. The magnetic 
circuit for each iron core is completed by a vertical side piece 
to the iron base 1, and thence through the axis a of the armature, 
to the armature itself. The gong G is screwed by means of an 
iron bolt and nuts to a vertical piece v, rising from the base I. 

The minimum igniting current of the bell (i.e., the smallest 
current whose break-spark can ignite the most sensitive firedamp- 


air mixture when the bell is in circuit), was found to be 0°18 amp. ` 
The smallest current that would cause the bell to ring was 0'04 
amp. The resistance of each bobbin was 24 ohms. The rate of 
ringing at the minimum igniting current (0°18 amp.) was found by 
means of the oscillograph to be 2,880 strokes per minute. By 
removing the bobbin в and the contact Pj, and shortening one end 
of Л (the end nearest to та), so that it cannot strike the gong, an 
ordinary type of single-action bell is left. When this was done 


Fig. 1.—-NEW MINING ELECTRIC BELL. 


the minimum igniting current and minimum ringing current were 
found to be unchanged, but the number of strokes per minute fell 
to 1,310 ; there was therefore a loss in ringing power. 

By the addition of the bobbin B and the contact P; the return 
stroke of the hammer can be quickened and utilised by making the 
hammer strike the gong again. The addition of the bobbin R 
involves no increase in the self-induction of the bell; it does’ 
not therefore become more liable to ignite firedamp mixtures. 
When a well-constructed bell of the ordinary type is ringing, 
the current is cut off for about 40 per cent. of the time. In this 
bell, on the other hand, the current passes practically all the time, 
as shown by the oscillograph records. Dr. Wheeler allowed this 
bell to be made and tested at the Home Office Experimental Station, 


Eskmeals. 
Arc Welding Plant. 


Messrs. TILLING-STEVENSs, LTD., of Victoria Works, Maidstone, 
have utilised the equipment of their petrol-electric chaseis for the 
development of a mobile arc-welding plant, the dynamo and motor 
of the chassis being specially wound for this class of work, in 
which they specialise. The firm also make motor-generators for 
arc welding, and have supplied welding plant to a large number of 
important firms in this country, with highly successful results. 
The accompanying illustration shows one of their equipments in 
use. Power is derived from the petrol engine, and serves to propel 
the vehicle by means of the Tilling-Stevens electric transmission, 
as well as to supply the current for welding, the motor, in the 
latter case, being cut out of circuit. The body of the vehicle is used 
to house the welding apparatus, and as a messroom and workshop ; 
the vehicle can, however, be built in the form of a lorry, 
the welding plant being then carried in a locker at the 


Fic. 2.--TILLING-STEVENS MOBILE ARC-WELDING PLANT. 


back of the cab, so that the whole of the space on the 
lorry can be utilised for ordinary cartage purposes. Regulation of 
the welding current is effected by means of an artificial load, which 
is cut out by a relay switch when the arc is struck, and imme- 
diately restored when the arc is broken. A large range of adjust- 
ment of voltage and current is provided fommEéObviously the outfit 
can be applied to many other purposes besides arc-welding, and 
something of thia kind would appear to be ideal for the application 
of electric power to agricultural operations in places where a publio 
supply ів not available, Either carbon or fnetalelectrode& can be 
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used. for the. welding procéss, and the flexibility of this system 
renders it applicable to an extraordinary variety of operations. 


Motor-Control Panels. 


We have received from the BRITISH TuoMsoN-HousTOoN Co., 
LTD., of Rugby, particulars of their '" A.T.M." motor-control 
panels for A.C. circuits, which are designed for starting polyphase 
slip-ring induction motors against full-load torque; the equip- 
ment comprises a baseplate carrying a starting rheostat and switch- 
fuse, complying with the Home Office rules for the use of elec- 
tricity in factories. and without any exposed live metal. The 
panels are standardised for circuits up to 550 volta, 25 to 60 cycles, 
taking & stator current not exceeding 48 amperes at full load 
(equivalent to 30 H.P. at 400 volts) and a rotor current not exceed- 
ing 125 amperes: The switch-fuse is of the quick-break type, 
enclosed in a cast-iron case, with the movable parts attached to 
the hinged cover, which cannot be opened while the switch is 


- 
Ау 

Fan 
E 


LETTER Y 


^^ 


M n 


Fig. 3.—B.T.H. MOTOR-CONTROL PANEL, FORM Q2. 


closed ; the fuses can be rewired. The starting rheostat is enclosed 
in a cast-iron case, with a glazed opening for inspection of the 
switch and contacts; it may or may not have stator contacts—in 
the former case, being fitted with a low-voltage and two overload 
trips for returning the starting switch to the "off" position. 
The larger sizes have a slow-motion device to prevent the starter 
arm from being moved over too quickly. Fig. 8 shows one of the 
larger patterns, with cover off the starting switch and the switch- 
fuse open. Meters can be fitted if desired. 


The Garrett Safety Control Gear for Electric Motor Vehicles. 


Mr. F. Garrett, managing director of Messrs. Richard Garrett 
and Sons, Ltd., engineers, of Leiston, Suffolk, has recently taken 
out a patent for a special arrangement of the control gear for 
electric motor vehicles, by which, whenever either the foot or hand 
brakes of the vehicle are applied, the current controller is auto- 
matically brought to the neutral position independently of thedriver, 
thus avoiding the throwing of extra load on the batteries and the 


. FIG. 4.—GARRETT SAPETY CONTROL GEAR. 


motor, and consentent damage. The arrangement is shown 
diagrammatically in the accompanying illustration. fir. 4 ; it will 
be веер that when either the hand or foot brake levers A and B are 


operated. got ouly are the brakes applied, but the lever C ia moved . 


' on good class paper, by a good printer. 


in &n anti-clockwise direction ; by reason of the cam-shaped right- 
hand end of this lever the vertical lever D moves in a clockwise 
direction, and, through ita connections, severa the contact between 
the lever of the hand controller and the controller drum. By the 
action of a pair of springs, the drum at the same time automatically 
returns to the neutral position. The controller handle and the 
brakes are also so linked together that it is impossible for the driver 
to start the vehicle with either of the brakes on. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Johannesburg Cable Trouble. 


I have just read the announcement in your issue of the 16th ult., 
under the above heading. May I be allowed to draw your atten- 
tion to the implied reflections therein contained upon the wisdom 
of the consulting engineers who specified, and the skill of the 
manufacturers who supplied and laid, the direct-current feeders in 


question ? 


I àm sure you had no intention of making any such imputations 
when editing your note; and as I was resident in Johannesburg 
at the time these cables were laid, I hope you will allow me, in the 
interests of fair play, to add certain information concerning the 
causes which have necessitated their renewal after the relatively 
short life of about 12 years. 

Your note describes the cables, but no mention is made of the 
fact that they were laid directly in the ground, without any external 
protection or warning board to indicate their presence to sub- 
sequent excavators. 

They were no sooner laid than the streets through which they 
passed were repeatedly opened by crude native labour engaged on 
the sewerage, telephone, water, and other public utility services 
throughout the area. 

I have personally seen these buried cables treated as though 
they were merely tree roots, or other trench obstructions, and 
hacked out of the way by natives whose brute strength was more 
in evidence than their intelligence. ; 

Occasionally a direct blow of a pick would reach the conductor, 
when the damage, of course, declared itself immediately ; but in 
countless other cases, incipient faults were undoubtedly set up 
which time alone could develop. The wonder is that this ill- 
treatment has been so long in bearing fruit. 

The uninitiated may point out that, according to your announce- 
ment, the ultimate breakdowns were due to the decentralisation 
of the conductor, and the connection between mechanical injury 
and decentralisation may not be very obvious at the first glanoe. 

It has, however, been authoritatively established (ride I.E.E. 
Journal, Vol. LIII, Nos. 238 and 243) that the passage of leakage 
currents—such as would be set up between neighbouring faults 
caused by mechanical injury—softens the vulcanised bitumen, and 
this effect would naturally lead to the decentralisation to which 
you have referred. 

The somewhat drastic attempted remedy of stripping off the 
armour and relaying the de-armoured cables on the solid system 
was naturally attended by serious risks, as it involved forceful 
handling of heavy cables whose dielectric had already been seriously 
weakened physically as well as electrically by the effects of the 
above-mentioned leakage currents. Afrikander. 


Municipal Electrical Publicity. - 


In Mr. E. P. Hollis's thoughtful and interesting communication 
on the above, he makes little of the uses of literature in connection . 
with a publicity campaign; now, I have found by carefully 
watching the results of various means of getting electrical business 
in private houses, that a well-prepared pamphlet is productive of 
excellent results, if such literature is drawn up in attractive style. 
Unfortunately the majority 
of brochures, &c., which we are able to get are rarely appealing 

enough to attract the attention of the private consumer, and it was 
here that the late Joint Publicity Committee really scored ; their 
publications were exceedingly well drawn up, especially so in the 
earlier days,dealing with only one subject at atime, and the literature 
multum in parvo. It ів one of the commonest faults in the pre- 
paration of pamphlets to make the wording too lengthy; the 
average man will not wade through it, however well and oorrectly 
it may be written. A stylish picture with a few short, well- 


thought-out paragraphs, dealing with the essential points of what- 


ever one wishes to impress on the reader, easily readable and 
digested at a glance, printed on & two-page folder of a size con- 
venient enough to go into an ordinary business envelope, an 
posted with a penny stamp, is without doubt read and appreciated 
by everybody to whom it may be sent. Е 

It is a mistake to send more than one subject ata time, or to 
bombard the district frequently. Such mail advertising should 


' be done in a very systematic way, careful records being kept of 


what class or subject has brought the best results ; and it is really 
surprising to observe, by examining such records, the number of 
inquiries that undoubtedly accrue directly from such mailing. I 
do not wish to convey that this alone should be used, as it ig moat 
necessary periodically to follow up with a personal call ; but here 
comes the difficulty. In normal times it is of very rare occurrence 
that one дац obtain а really systematiq-and conscientious man, who 
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has got his heart in his job, and of all the men for this class of work 
who have passed through my hands, I can only remember one who 
was worth more than he was paid. A man,to be really good, must 
be an enthusiast, and I am inclined to think that the word “ can- 
vasser" applied to such jobs does a great deal to stop men from 
adopting this very interesting, and far from monotonous, branch 
of the electrical profession. It is not a door-knocking job by any 
means; in fact, the amount of domestic business obtained by 


direct canvassing on a '"door-to-door" method is not worth the - 


time and trouble. The man should not be treated as a canvasser— 
he should be a representative of the supply company who is as 
interested in the prospective consumer as he is in the undertaking. 
He should be a trained engineer, with a bond behind his word. 

The department controlling such business development should 
have central offices, with a well-equipped showroom, not an array 
of all sorts and conditions of apparatus, so that the intending 
consumer is baffled in choosing, but a good selection of every 
apparatus which results have proved to be good.; that is to say, 
the electrical kettle recommended should be one of the two best 
makes, the stove the same, and so on, во that the client can be 
advised at once of what the supply undertaking considers to be the 
best, and when such a piece of apparatus is out of date. it should 
be scrapped. How often one sees in electrical showrooms anti- 
quated models of utensils, &c., which should have been broken up 
long ago: and it is here that the local contractors could help. if 
they would, by suggesting, at periodical meetings, what, in their 
opinion, is best; but, for some reason or other, there seems to be, 
except in the minority, no cohesion between them and the supply 
authority, though both are essential to one another. 

Mr. E. P. Hollis's paragraph on introducing articles which 
consume a very small amount of current is very true; a vacuum 
cleaner, hair dryer, or a fan. consumes so little that, on first 
thoughts, it hardly seems worth while pushing them, but these 
small fry doa great deal to popularise the domestic uses of elec- 
tricity, and are a pleasing prelude to more productive business. 


In conclusion, the whole subject of publicity work in connection | 


with an electrical undertaking is of such vast importance to busi- 
ness development, and its management, methods and results are 
such an interesting and absorbing subject, that I often wonder why 
more enthusiasm is not shown, or more encouragement given to us 


in England. А, G. Bostel. 
Croydon Electricity Supply, 
| April 16th, 1917. 


Boiler-House Operation. 


Messrs. Otley and Pickles's paper, Table I, shows that the Rand 
Power Co. use large-unit, wide boilers, the average rating exceeding 
30,000 lb. steam hourly each. Table III shows the excellent load 
factors; and Table VI shows that at Rosherville, burning good 
coal, 3°35 Kw.-hour х 3,4114—viz., 11,429 B.TH.U. per. lb as fired, 
at 23°8 lb. per sq. ft. of grates, with fan draught, the steel-cased 
boiler with superheater and economiser, all in clean condition, 
gives 78'7 per cent. efficiency. ` 

As the Rosherville coal is stated to have about 15 per cent. ash, 
this test was presumably made with peas or nuts, which. can be 
burnt without wetting. But, for all fuels except peas and nuts, 
it is clearly shown that good combustion on chain-grates necessi- 
tates careful wetting of the coal as it descends the chutes from 
overhead bunkers, so that it is neither too dry nor too wet for the 
stokers. 

At Vereeniging, with the extraordinarily high load factor of 
674 per cent., the fuel averages only about 18} per cent. ash, but 
in the wetted icondition as fired, it is only 2:88 Kw.-hours—viz., 
9,825 B.TH.U. per lb.; and on this basis, the efficiency is 75 per 
cent., including economiser, but falls to 677 per cent. when the coal 
is dusty. It seems clear that on dry samples this coal would be 
about 11,000 B.TH.U. per lb., and on that basis the efficiency would 
naturally be much less. 

It is only in the small Brakpan station that low-grade fuel, 
averaging 27 per cent. ash, is burnt ; but. with the exception of 
nuts and peas, all fuels burnt are artificially wetted to suit the 
stokers. : 

. It is interesting to compare these large-unit, steel-cased, cross- 
drum boilers of the Rand Power Co. with the largest units of the 
same type in America, viz. :— 


Cross-drum, steel- Rand Power Co. Chicago. Essex, N.J. 
cased units. (as fig. 6.) Edison. P.8. Corpn. 
Inside width of furnace 21 ft. 0 in. 24 ft. 10 in 24 ft. 10 in. 
Number of tubes os 45 x 14, 690 42 x 14, 588 42 x 16, 692 
Length and diameter.. 113 rd in. 18 ft. 4 in. 18 ft. 4 in. dia. 
Boiler heating surface. . 6, . 12,200 13,827 вд. ft. 
Buperheater 33 2,883 2,400 171) ,, 
Economiser з 3,610 6.566 7,150 ,, 
Coking arches .. . 2each9 x 9ft. 2each 104 ft. x 8 ft. None 
Stokers .. $a .. 2 chain-grates 2 chain-grates One 16-retort 
Grate surface .. s 252 aq. ft. 273 sq. ft. Riley, no grates 


Any of these large-unit boilers can be properly compared with 
one-half of a double-ended boiler at Detroit: the latter is 
26} ft. inside width of furnace, with 53 tubes wide, 34 in. diameter, 
11.827 aq. ft., plus. 1.200 sq. ft. superheater; no economiser used ; 
13-retort stoker with archless setting. With good coal burnt in 
dry condition, 76 per cent. efficiency is attained with no economiser. 

British practice with the Erith-Riley continuous-cleaning 
stokers, even when burning low-grade coal in dry condition, with 
AS much as 24 per cent. actual ash by analysis, and about 9,500 
B.TH.U. per lb. on smaller units of various makes of boilers, shows 
that with this entirely ünderfeed combustion the boiler efficiency 
is so high that in most cases the economiser and induced draught 
fan are omitted us not worth while thus greatly simplifying the 
boiler plant. | 


Where short-tube boilers аге adopted, with small heating surface 
and water capacity for a given width and duty, the overhead 
economiser is generally retained ; thus for a 21-ft. boiler (of same 
type as Rand Power Co.'s units) in Lancashire, the 12-retort Erith- 
Riley stoker, with archless setting, is adopted to burn without 
wetting slack with about 20 per cent. actual ash, for 50,000 lb. 
hourly evaporation on boiler 45 x 18 tubes, 8,000 sq. ft. heating 
surface, with superheater and overhead economiser. 

At the Chicago Edison plant, with chain-grates, the fuel is 
wetted in the same way as the Rand Power Co.'s fuels ; but both in 
America and in England, the expert regulation for such watering, 
as well as the loss of capacity and the increased coal consumption 
it involves, areentirely avoided wherever the modern multiple-retort 
continnous-cleaning stoker is adopted, and this method is equally 
applicable to every make and size of water-tube boiler. 


Charles Erith, A.M.LMech.E. 
London, E.C., April 16/4, 1917. 


Fault Localisation. 


In reply to your correspondent's query under the above heading. 
the following should give an accurate result. First couple up with 
‚ а slide-wire bridge thus :— | . | 


£ 
IH, | 


A B = One faulty feeder. e 
CD = 18 trolley wire. . 
EG = 2пй , i 


Obtain balance on the galvanometer. Secondly, couple up with 


the slide-wire bridge thus :— 


Obtain balance again on the galvanometer. 

The position of fault from the testing end is 7; X AB/rs This 
method obviates the necessity of knowing the resistance of the 
return wire. A simple loop method with one trolley wire will give 
а false result, as the trolley wire is of hard-dra wn copper, and its 
resistance, according to its sectional area, cannot be compared with 

. that of the cable under test. 

This adaptation of Murray's loop test should be confirmed by a ` 
IUD OE реа test to check any error, due to fault resistance, 
thus :— 


ШЇ 


AB = No. 1 feeder. 
KLzNo.2 , 


Reading No. 1, as connected gives drop A F K. 

Reading No. 2, galvo B to L, gives fault resistance. 

Then take similar readings from the other end ; BL and AK 
should be the same. If not, subtract the mean of these from 
AFKand BFL. Then distance of fault from A = AFK x length 


H. E. Blake, A.M.I.E.E., 
Mains Superintendent. 


of AB(AFK + BFL). 


Eastbourne, April 2nd, 1917. 


The LE.E. Nominations. 


With reference to the question of the election of Mr. C. H. 
Wordingham to the Presidency of the Institution, the nomination 
seems to be especially impolitic at the present moment. Mr. 
Wordingham is engineer.in-chief to a Government department. 
Probably in the near future the Government departmenta will be 
drafting new regulations dealing with one or other of the sections 
of the electrical industry, and it is quite conceivable that the 
industry may not always see eye to eye with the Government 
departments. In such cases, how could Mr. Wordingham properly 
represent the industry ? 

The Institution ought to exist for the protection of the industry, 
and to elect as president a Government official at the present 


time would be about as sensible as if a ratepayers’ pro- 


tection association chose as their chairman one of the clerka in 
the local rates collector's office. Would it not have been 
rd'euloua for an Admiralty offeial to. have headed the 
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' few days ато waited upon the Reserved Occupations Committee, as 
the present President did ? This would have meant that an Ad- 
miralty official would have taken the lead in arguing points ayainst 
the Admiralty and War Office representatives sitting on the other 
ride of the table. If the new Board of Trade Electrical Committee 
have to be approached by the I.E.E., how could the President of 
. the Board of Trade receive the paid official of another Government 
Department representing a critical and protesting deputation / 
Now, more than at any other time, it is imperative that we should 
have a President unfettered by his official position who can be 
relied upon to do his utmost in support of our industry. To be 
placed in such an embarrassing position as Mr. Wordingham would 
have to occupy would obviously be unfair to Mr. Wordingham 


himeelf. 
L. L. Robinson. 
London, E.. Apri! 17th, 1917. 


-— -—~e OS — ——— 


You may be interested to know that at a meeting of the 
Associated Municipal Electrical Engineers of Greater London, 
which took place last Monday, the question of the presidency of 
the Т.Е.Е. was considered, and disappointment was expressed at 
the nomination of Mr. Wordingham, in present circumstances, 
especially in view of possible negotiations with Government 
departments, he being a Government official. It was decided to ask 
Mr. Chattock, of Birmingham, to accept an alternative nomination 
for the presidency. and a letter to this effect was dispatched. 
Unfortunately. he feels unable to act in the matter, but it is 
desired to place on record this expression of opinion. 

Edward Calvert, 
Hon, Secretary, Associated Municipal Electrical 
Engineers (Greater London). 


London, N., April With, 1917. 


Ф 


THE ELECTRICAL TRADES BENEVOLENT 
INSTITUTION. 


THE annual report of the Committee for the yea» endinz December 
31st, 1916, states that for the second year in succession the annual 
festival did not take place, and there was again a serious falling-off 
in the contributions compared with the years in which the festival 
had been held ; but there was a satisfactory improvement in the 
receipts compared with the previous year. The income from con- 
‘tributions was £609, and the total income £144 ; the net income 
was £796, out of which grants had been made (amounting to £64), 
and £595 had been invested, bringing the total of the invested funds 
up to £8,711. Applications for relief were fewer, and every 
qualified applicant received assistance. The Conimittee expresses a 
hope that heads of firms will assist the Institution by appointing 
collectors, and by bringing the advantages of membership to the 
notice of their staffs. 

The annual general meeting of the Institution was held on 
Monday last, April 16th, at the Institution of Civil Engineers. 
Mr. A. A. Campbell-Swinton presided, and after the minutes of the 
last annual general meeting had been read, moved the adoption of 
the Committees Report and Accounts for the past year. Mr. 
Campbell-Swinton said that the accounts. on the whole. showed 
larger receipts and smaller expenses than in the previous year, but 
the differences were not very great. The grants paid during the year 
were less in number and amount than in 1915, owing largely to the 
lessened degree of unemployment last year. The Society not only 
provided for electrical people in case of need, but also laid itself 
out to find employment for them. and last year it had been 
exceptionally successful in this respect. There was a satisfactory 
increase in the subscriptions of members (from £93 to £160), 
but, unfortunately, there were no donations from life members 
and governors, owing to the financial conditions of the times. The 
total subscriptions had not varied greatly, being £270, as compared 
with £300. They had a credit balance of nearly £9.000— could 
they not, by a little effort. increase it to £10.000 ? With a view to 
inducing others to assist towards this end, he would set the 
example by contributing a gift of £100 to the funds. It was true 
that the time was very unfavourable to the raising of subscriptions, 
as many professional men had been hard hit; but. neverthe- 
less, the attempt should be made. There was a considerable 
falling-off in income owing to the suspension of the festival; 
in 1914 the net receipts were £3,127, while last year they were 
£796, the difference being accounted for by the omission of the 
dinner. Moreover, as the Electrical Engineers’ Ball did not take 
place, the usual donation out of its surplus funds was not received. 
The Society dealt with the electrical trades in general, the Institu- 
tion of Electrical Engineers and other bodies having their own 
benevolent funds; the Society provided for employés who did not 
belong to those institutions or to trade unions. Mr. Justus Eck. 
who had worked very hard for the Benevolent Institution almost 
from its inception, resigned at the last meeting, and they accepted 
his resignation with regret. 

Mr. W. B. Esson, in seconding the resolution, referred to the 
great need of such an Institution, and pointed out that though it 
was not called upon last year to make many grants, immediately 
the war ended there would be a large demand for its assistance. 
He congratulated the chairman upon becoming a Life Governor, 
and said he would like to see the number of such increased from 
R to 20 ; every donation af £100 by a Life Governor went to build 


up their capital. and until a large capital sum was available they 
were hampered in granting pensions, to do which was one of the 
principal objects of the Institution. 

The secretary. Mr. F. B. O. Hawes, remarked that having in 
view the omission of the festival dinner. the finances of the Insti- 
tution were in a very favourable state, as the contributions of the 
members had increased from £93 to £150, and those of annual 
subscribers from £87 to £120, which was also a sign of strength. 
As donations they had not received any " plums" such as had 
fallen to them in previous years, but the total in comparatively 
&mall amounts had increased from £284 to £338. He cordially 
endorsed Mr. Esson's appeal-.to bring the investments up to 
£10,000 : the electrical industry was doing very well indeed, and 
he appealed to the manufacturing branch to increase the invested 
aum to more than that amount. He hoped that Mr. Campbell- 
Swinton’s example would be followed by many who were able to 
do likewise. 

The report and accounts were adopted unanimously, and the 
chairman proceeded to the election of the Committee for the year. 

Messrs. Esson. Garcke. Gatehouse. Hunter, Ratcliffe-Small, Sir 
Ernest Spencer. and Messrs. Campbell-Swinton and L. Thyrnaucr 
retired by rotation, and were eligible for re-election, but Mr. 
Thurnauer did not wish to continue, and the chairman proposed 
that in his placé Mr. George Sutton &hould be invited to serve ou 
the Committee ; this was agreed to, and the remaining members 
were re-elected. The hon. auditors, Messrs. Price, Waterhouse and 
Co.. were also re-elected, and votes of thanks were accorded to the 
hon. solicitors, Messrs. Sugden & Hextall; the indefatigable secre- 
tary, Mr. F. B. О. Hawes: to the Press. technical and other, for 
their assistance, and to the J.E.E. and the I.C.E. for accom- 
modation. 

Mr. E. Garcke moved a vote of thanks to Mr. Campbell-Swinton 
for his conduct of the meeting. and expressed the hope that his 
appeal would be widely read and his generous example followed. 
He would do all that he could to assist in securing the £10,000. 
The meeting then terminated, 


WAR ITEMS. 


Exports to China.—Further names of bodies and persons 
in China and Siam to whom exports may be consigned appear 
in the London Gazette for April 17th. 


Trading with the Enemy.—The ‘“ London Gazette " for 
April 13th contains further lists of bodies and persons in the 
following countries with whom trading is prohibited :—Argen- 
tina, Bolivia, Brazil, Chile, Liberia, Netherlands, Norway, 
Persia, Spain, &c. 

Exemption Applications.—At Dover, the borough clec- 
trical engineer applied for exemption for his chief clerk, A. D. 
Axford (25), who has been placed, after being passed for 
general service, in Class C2 by the Special Medical Board. 
Four months were conceded. 

Before the Stroud (Glos.) Rural Tribunal, Messrs. Edwards 
and Armstrong, electrical engineers, of Cainscross, appealed 
for 18 men, all of whom are in charge of electrical stations 
in different parts of the country, most of which supply power 
to munition works. The Military Representative (Lieutenant 
Wood) said that the firm had given every possible assistance 
to the military authorities. At the outbreak of war they 
had 65 men in their employ, and they had been willing for 50 
to go; that, he thought, was almost a record. Obviously, it 
was impossible to take all the men from this important work. 
and some he was prepared to pass until suitable substitutes 
could be obtained. The decisions were that three of the 
men should join up at once, and the others were put back 
for the provision of substitutes. 

The West Kent Appeal Court, on April 5th. considered a 
military appeal against conditional exemption held by six 
einplovés of the Chatham & District Light Railways Co. 
Appeals in respect of a storekeeper (29) and a driver (24) 
were allowed, and the others, relating to a clerk (31). an 
overhead lineman (25), and two motormen (both 29), were 
dismissed. 

Before the Warwickshire Appeal Court, the Military ap- 
pealed against exemption granted at Warwick to T. W. Mum- 
ford (36, in Class B 1), inspector and driver on the Warwick 
tramwavs. Two months, subject to substitution in the mean- 
time, were granted. | 

At Horsham, exemption was sought bv the electrical engi- 
neer to the U.D.C. for a junior assistant, aged 19. until a 
woinan could be trained to take his place. Exemption was 
given until the end of May. 

At Hastings, & review was made for conditional exemption 
held by a night clerk (B 1), the chief clerk and cashier (А 1), 
a fitters mate (А 1), a coach maker (C2), and a petrol car 
lighting worker (B1). employed by the tramway company. 
The certificates of the night clerk and fitter's mate were 
cancelled, and the other cases were referred to a conference 
between the Town Clerk, the Military Representative, and the 
company's representative. 

Before the Somerset Appeal Court, the Military appealed 
against exemption held by W..P. Short (98, in Class ВІ), 
managing clerk and spare switchboard attendant at the 
Taunton Corporation electricity works, The electrical engi 
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neer (Mr. A. J. Howard) said that a man over military age 
had been tried, but he was of no use. The borough account- 
ant informed the Tribunal that he had no one whom he could 
transfer to replace Short, who was the connecting link be- 
tween his office and the electricity department. The applica- 
tion was dismissed, but Mr. Howard was informed that the 
Tribunal would require good evidence that efforts had been 
made to replace Short if he was required after July 6th. 

At Aberystwyth, Mr. Perkins, manager of the Electric 
Light Co., appealed for R. J. Jones (37), electrician. He 
entered the Anny last July, but was sent back medically 
unfit. On going before the Medical Board again last Sep- 
tember he was put in Class C2. Mr. Perkins said that, as 
far as he knew, Jones was the only man working in the 
town at present as an electrician. Conditional exemption 
was conceded. : 

At Maidstone, Mr. Oswald Jones, electrical engineer, ap- 
pealed for W. H. Brown (36), passed for general service. 
Mr. Jones stated that Brown was a skilled engineer. and had 
for some tiine been engaged on important work. The Advi- 
sory Committee recommended that conditional exemption pre- 
viously granted should be withdrawn, and this was acted 
upon, and three months allowed. Mr. Jones also appealed 
for ©. Wicks (28, general service), electrical engineer and 
armature winder, who, besides other work, maintains the 
electrical machinery at three important mills. The same 
decision as in the other case was given. 

. At Coventry, a review was made of the cases of cight 

employés of Messrs. Van Raden & Co., electrical storage bat- 
tery manufacturers, who held conditional exemption. It was 
stated that all the men appealed for were in certified occupa- 
tions, and that, owing to the nature of the trade, bovs and 
women could not be employed. Each was given two months’ 
exemption. 

At the South Yorkshire Appeals Tribunal, the Military 
Representative appealed against the exemption of two Don- 
caster tram drivers and a car-shed foreman. The Town Clerk 
appeared for the Corporation, and did not oppose in the case 
of the drivers, but put in a strong plea for the shed foreman, 
and in this case the military appeal was disallowed. 

The South Yorkshire Appeal Tribunal considered an appeal 
by the Military Representative against exemptions of three 
employes of the Mexborough & Swinton Tramways Co. The 
company’s representative said they were shutting down their 
Conisboro’ section, and had been forced to run a general 
half-hour service instead of one of ten minutes. If more men 
were taken the company would have to approach the Board 
of Trade with an intimation that they could accept no res- 
ponsibility for whatever might arise. The Tribunal allowed 
the Military appeal in each case, but one of the men was 
given grace to May 3lst. | 

At the Hull Tribunal, it was submitted that a tramway 
motorman, married, 37 years of age, was in a certified occu- 
pation. The age limit, it was stated, had been raised two 
vears, but was now only 27. The man had been classified 
C 1, and there was & great shortage of drivers. Capt. Chap- 
man: There are no women drivers?—No, women cannot 
handle the Hull cars. Capt. Chapman: I have seen women 
drivers elsewhere.—I understand the hand brake ts the diffi- 
culty on the Hull cars. Capt. Chapman : I think that would 
` present no difficulty to а woman if a C1 man can work it. 
Conditional exemption was allowed. 


BUSINESS NOTES. 


Manufacture of Telegraph Apparatus in Spain.— It is 
announced from Madrid that. owing to the difficulty of obtaining 
telegraph apparatus from abroad owing to the war, the manufacture 
of Hughes apparatus has lately been taken up on a small scale, but 
with good results, in the workshops of the Director-General of 
Communications. It is also announced that under the wgis of a 
Bilbao syndicate à new company has lately been formed with the 
title La Compania Iberica de Telecomunicacion, to establish works 
in Madrid (18 Pareo del Rey) for the manufacture of telephone and 
telegraph apparatus both for the ordinary and wireless systems. 
It is added that the new undertaking is also interested in: a project 
for the establishment of a system of wireless telephonic communi- 


cation throughout Spain. 


Dissolutions and Liquidations.—AxcnonR Execrric CO., 
Ltp._-A meeting ів to be held on May 18th, at 5. Lincoln's Inn 
Fields, W.C.. to hear an account of the winding up from the 
liquidator, Mr. T. T. Rankin. 

MILLER ANTI-FRICTION METAL Co., LTD.—-À meeting is called 
for May 22nd, at 3, Gore Street, Manchester, to hear an account of 
the winding up from the liquidator, Mr. A. Hennings. 

ByNoE Low-PRESSURE SUPERHEATER SYSTEM, Ltp. — This 
company is winding up voluntarily, with Mr. F. Morse, 1 and 2, Great 
"Winchester Street, E.C., as liquidator. 

Low-PRESSURE SUPERHEATING, LTD.—This company is winding 
wp voluntarily, with Mr. F. Morse, as above. as liquidator. 


Trade Announcement. — THE .L.P.S. ELECTRICAL Co, 
bas removed to 14, Howick Place, Westminster, S.W, 


Catalogues and Lists.—CAMBRIDGE SCIENTIFIC INSTRU- 
MENT Co., Ltp., Cambridge.—Three illustrated lists as follows :— 
No. 134, describing the Cambridge measuring microscope for work- 
shop use; No. 191, dealing with the Cambridge thermo-couple 
potentiometer ; and No. 912, relating to the H. & M. recording and 
index thermometers. 

SPRAY ENGINEERING Co., 93, Federal Street, Boston, U.S.A.— 
Bulletin, No. 501, illustrating and describing in condensed form 
their Spraco system for cooling condensing water, for washing and 
cooling electrical machinery, and other Spraco developments. 

BRITISH THoMsoN-HousTON Co., LTD.. Rugby.— Descriptive 
list No. 3,265 (eight pages), giving illustrated particulars, weights, 
dimensions, &c., of motor-control panels for А.С. circuits. 

MESSRS. GRAHAM & LATHAM, LTp. 104, Victoria Street. 
London, s.W.--Illustrated list (No. 3) of signalling instruction 
instruments, showing some developments in signalling apparatus. 
Copies will be sent on application. 

"AZ" ELECTRIC LAMP MANUFACTURING Co., Lro.. Southfields, 
S.W. 18. — Card giving prices of* special stocks of electrical 
accessories. 


Holophane Illumination Calculator.—An ingenious 
device under this title has come to hand from MEssRs. HOLOPHANE, 
Ltp., of 12, Carteret Street, S.W. It consists of a three-page folder, 
strongly bound, and fitted with a revolving disk caloulator, which 
takes into account foot candles, lumens, area of space illuminated, 
height above working plane or street surface, and the type of Holo- 
phane prismatic glass refractor employed. Now that illuminating 
engineering has been brought to so advanced a stage of scientific 
development, the calculations involved are somewhat complex and 
intricate, and theadvent of this time-saving device should becordially 
welcomed by engineers and contractors. Full instructions for the 
use of the calculator are provided, together with tables showing the 
relation of lumens to the wattage of lamps, foot-candle intensities 
recommended for a large variety of cases, the different types of Holo- 
phane glassware, and definitions, all most conveniently arranged. 
It is published at 2s. 6d., and should prove extremely useful. 


For Sale.— The Borough of Salford Electricity Depart- 
ment invites offers for the purchase and removal of a Desrumaux 
type water-softening and filtering plant, and two Mather & Platt 
pressure filters. For particulars, see our advertisement pages to-day. 


Book Notice.—“ Scientific Papers of the Bureau of 
Standards.” No. 297, “A Study of Electromagnet Moving Coil- 
Galvanometers for Use in Alternating-Current Measurements.” 
Washington : Government Printing Office. 


LIGHTING AND POWER NOTES. 


Ashton-nnder-Lyne.-—The Electricity Committee having 
considered a report made by Mr. Neville Applebee, the borough 
electrical engineer, on the recent conference on the linking-up of 
electrical undertakings in Lancashire and Cheshire, has resolved to 
take no action in the matter at present. 

The Electricity Committee has decided that a minimum charge 
of 78. 6d. per quarter be made to all consumers of electricity, and 
that all motor rentals be increased by 25 per cent., and the charges 
for delivery and fixing doubled, and that increased charges be made 
for sundries. 


Australia.— The engincer-in-chief of the Sydney Board 
of Water Supply and Sewerage has recommended that £2,370 be 
expended in providing an electrical pumping plant, with transmis- 
sion line, &c., to amplify the power at No. 2, Upper Cordeaux dam 
in connection with the South Coast towns' supply. 

In connection with the Order in Council granted by the Queens- 
land Government to Mr. E. J. Redmond, of Bundaberg, for the 
installation of an electric lighting and power plant in the town of 
Gayndah, an extension of time from two to three years has been 
granted. | | 

A similar concession has been approved in the case of the 
installation proposed for Dalby. 


Barnes.—The electrical engineer has submitted a report 
on the question of obtaining a bulk supply of electricity from the 
London and South-Western Railway Co. The engineer also reports 
having considered the question of installing furnaces suitable for 
dealing with coke breeze fuel, and finds that some little economy could 
be effected by this class of fuel provided the relative values remained 
constant. The cost of equipping a pair of small boilers would be 
approximately £150, and if the guarantees were sustained there is 
little doubt that the cost of installing would be repaid on the 
economy effected in a short period. The'Committee recommended 
that one boiler should be equipped at first, which, if proving satis- 
factory, the work on the other boiler should then be carried out. 
The recommendation was approved. 


Birmingham.—The annual report of the Birmingham, 
Tame and Rea District Drainage Board mentions that, in con- 
nection with a proposed additional supply of energy, it had been 
decided to install step-xp transformers, with a view to trans- 
mitting at a higher pressure. in preference to increasing the copper 
section of the lines. The alterations would be carried out without, 
interfering with the work of the Board, which is entirely dependent 
оц electric power, | 1 
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Burton-on-Trent. — Loan  RerusED.—Regarding the 
application for a loan of £25,000 for the electricity undertaking, 
the L.G.B. has informed the T.C. that as the proposed expenditure 
was not required- for national purposes, it did not see its way to 
sanction a loan at the present time. 


Farnworth.—At a тесиле of the Council held last week, 
it was decided, after a long discussion, to restart the destructor 
works. ; 


Kilmarnock.—New PLANT.—The Corporation Electri- 
city Committee has accepted offers for plant in connection with 
extensions, at an approximate cost of £410,000. | 


London.— Porra4n.—' The Electricity Committee has had 
under consideration the urgent necessity for extending the 
generating plant to meet next winters demand. In view of the 
fact that the cost of extensions at the present time would exceed 
pre-war cost by at least 50 per cent.. negotiations have proceeded with 
the L.C.C. for linking-up with the Greenwich tramway generating 
station, and, failing agreement with the L.C.C., the Committee has 
under consideration alternative schemes submitted by the engineer. 
Whether interchange of supply with the L.C.C.. or the installation 
of a new generating set be adopted, the erection and equipment of 
a new sub-station will be necessary, and the engineer has sub- 
mitted the following estimates :—- Erection of new sub-station, 
£3,000 : cable. ducts, and two E.H.T. feeders, £9.58] ; two 1,000-KW. 
converters. switchgear, &c., £9,162 : mains. £7.200 ; total. £29,015. 
The Committee recommends the approval of these extensions. 

LEWISHAM.—The Guardians have received a letter from the 
South Metropolitan Electric Light and Power Co., Ltd., making 
application for & further increase in the rate paid by the Guardians 
for electric current. The Board decided that, during the con- 
tinuance of the war, a further increase of 5 per cent. be allowed. 


Londonderry.— Negotiations have been taking place 
between the T.C. and North of Ireland Shipbuilding Co. in refer- 
ence to the terms for a future supply to the shipyard, so far 
without success. It was explained that the question involved the 
installation of a new plant. at a cost of £26,000, and the shipyard 
would be the only consumers. There was a difference of opinion 
as to the estimate of running costs in particular, and it was there- 
fore agreed to appoint an expert to go into the question of tariff, 
&c., and with a view to arriving at some agreement with the firm. 
A small Consultative Committee was also appointed. 

A L.G.B. inquiry was held last week by Mr. P. C. Cowan. chief 
engineering inspector, on the application of the Corporation to 
borrow £35,500 for the extension of the electric lighting system to 
the garden suburb, which is being erected for the accommodation 
of shipyard workers, and for the supply to the yard.— Belfast 
News Letter, 


Midhurst.—The B. of T. has extended the Midhurst and 
District Electric Lighting Order, 1914, for one year. 


Montrose.— PUBLIC Licutinc.—Under a new agreement 
between the T.C. and the Electric Lighting Co. for the public 
lighting of the town, the charge per annum will be £611, against 
£830 under the previous contract, for full-time lighting, and £280, 
against £575, under the restricted lighting. 


Pembroke (Dublin).—Street LicHriNG.—The Urban 
Council has decided on a scale of public electric lighting varying 
from 2} to 4 hours nightly up to September 21st, instead of the 
total prohibition of light previously decided upon. 


Richmond-on-Thames.— The Richmond (Surrey) Electric 
Light and Power Co., Ltd., asked the T.C. that the provisions of the 
agreement of January 20th. 1913, confirmed hy the Richmond 
(Surrey) Electricity Supply Act. 1913, as to the price charged for 
electric current may in the present abnormal conditions be modified, 
owing to the increased cost of coal, labour, and transport. Nego- 
tiations ace proceeding with regard to the matter. 


Southend-on-Sea.—In a report of the Electric Ligh 
and Tramways Committee, it is pointed out that the profits of both 
undertakings have been considerable during the past five years, 
and that there is an urgent necessity for additional generating 
plant. 


Southport.—YEAn's Workinc.—The annual report of 
Mr. A.,Black, the borough electrical engineer, shows that the 
number of units supplied to private consumers was 2,059,590, an 
increase of 100,076; but the units supplied to the Corporation 
tramways decreased by 10,674. The year's working showed & net 
profit of £2,682, an increase of £169 on the previous year. - 


St. Helens.—Lo4N Saxction.—The Electricity Com- 
mittee has received the sanction of the L.G.B. to the borrowing of 
£710 for enlargement of the boiler house, €4,456 for a water-tube 
. boiler, £634 for a mechanical stoker, and £6.200 for mains and 
switchgear. 


The Electricity Committee has decided that the charge for elec- . 


tricity, both for power and lighting, be increased as from April Ist, 
1917, by 30 percent., in lieu of 20 per cent. as at present. NE 


Tasmania,—4A hydro-electric scheme is being con- 
sidered by the town of Scotsdale ; the proposal isto add a generator 
to the waterworks plant on the Brid river, and a report is to be 
obtained on the scheme. i 


Wolverhampton.—PRovosED ExrrENsioNs,— The Elec- 
tricity Committee has reported on the extension of plant necessary 
to meet the growth in power load, pointing out that early last year 


it was decided to install a 5,000-Kw. plant complete, but that 
definite applications have come in for much larger supplies, and 
that one firm alone will require continuous use of the 5,000-Kw. 
plant referred to, which is now being completed. The Committee 
therefore recommends that, subject to official sanction, a further 
extension, at an estimated cost of £67,100, be put in hand. This 
will include a 5,000-Kw. turbo-alternator, with boiler plant, 
cooling towers, pipes, switchgear, &c., also a new boiler-house wing 
with bunkers, to house the two proposed boilers. А 

At а monthly meeting of the T.C., on Monday evening, the 
report was unanimously adopted. The Council also adopted the 
recommendations of the Electricity Committee to purchase 
2.650 yards of land adjoining the electricity works, together with 
canal basins, retaining walls, &c., from the Birmingham Canal 
Navigations, and to lay a high-tension cable to a certain works, at 
an expenditure of £2,200. 

ELECTRIC VEHICLES.—Three electric vehicles are being pur- 
chased by the Electricity Committee, two of 3} tons capacity at 
#855 each, from Mesars. Mossay, and one, also of 34 tons capacity, 
for £ 1,220, from the General Vehicle Co. 


TRAMWAY and RAILWAY NOTES. 


Australia.—In view of the abnormal conditions prevailing 
owing to the war, and the difficulty experienced in securing 
material. the Minister of Publie Works has decided to recommend 
the Cabinet to agree to the request of the South Melbourne City 
Council to extend the time for the completion of the olectric tram- 
way line from Patterson Street to Princes Bridge for a further 
period of three years. The line should have been completed by 
November this year.— Melbourne Age. 


Dartford.— Messrs. Balfour, Beatty & Co., Ltd., have 
applied to the B. of T. for an extension of time until August 18th, 
1919, for the completion of the tramways authorised by the Order 
of 1911. 


Huddersfield.—The had weather of the Easter holiday 
period resulted in a decrease of £577 in the local tramway receipts 
for the five days of the holiday, the total being £2,862, as against 
£3,430 last year. . 


Ilkeston.—TRaxwav PuRCHASE.— The Derbyshire С.С. 
has decided to ask for leave to present an objection against a Bill 
promoted by the Notts and Derbyshire Tramway Co. for power to 
purchase the tramways belonging to the Ilkeston Corporation, and 
any other tramways that can be worked in connection with any of 
the company's undertakings. 


Lancashire.—-FEMALE EMPLOYES AND Bonus.—Tram- 
way working costs will be increased as the result of the award 
made by the Committee on Production in the recent application by 
female employés on 14 Corporation and company tramway systems 
in Lancashire and Cheshire. The request was for a war bonus of 
6s. 6d. per week, and the Committee has awarded 3s. 6d. per week 
to those over 18 years of age, and 2s. a week to those under that 
age. The award dates back to the first full pay week after March 
12th. and between 4,000 and 5,000 women and girls are affected. 
The districts concerned are Manchester, Salford, Oldham, Rochdale, 
Accrington, Ashton-under-Lyne, Birkenhead, Bolton, Bury, Stock- 
port, Warrington. Wigan, Hyde, Preston, Mossley, Stalybridge, and 
Dukinfield. Previous advances since the war are included in the 
amount, and in Manchester and Salford the award will mean an 
increase of 1s. 6d. for women and 1s. for girls. 


Leeds and Bradford.—Despite the lack of railway 
facilities, the Easter tramway receipts at Leeds and Bradford— 
especially Bradford—have fallen off this year, the reason being 
the wintry weather. The total of the Leeds receipts was £6,688, 
as against £6,702 last year for the four days. The Bradford 
receipts dropped from £6,953 to £6,097 for five days. 


Walsall,—The manager of the tramways has reported as 
to experiments he has made with a trolley reverser, and has been 


authorised to fix the apparatus at the termini. 


TELEGRAPH and TELEPHONE NOTES. 


New York Telephones.—The report of the New York 
Telephone Co. for 1916 shows a gross revenue of $57,005,565, a 
gain of $7,376,019 over the preceding year. The net income 
amounted to $15,002,260, against $11,250,700. to which was added 
$5,014.168 derived from investments and $590,826 misoellaneous 
earnings. After dividends were paid a balance of 57,265,341 


remained, a total $3,463,000 larger than in 1915.—7. and Т. Age. 


The Bell System.— The annual report of the American 
Telephone and Telegraph Co. and associated companies shows that, 
in round numbers, the total operating revenues of the Bell system 
were $264.000,000, an increase of $30,131,000 over the yaw before 
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Depreciation and maintenance consumed $84,556,000, an inorease of Co. at Carnarvon, Wales. The signals received at Chatham from 
increase of Carnarvon were from three to eight times as strong as those 


$8,197,000 ; traffic expenses consumed $53,749,000, an 1 
received from any other European station, — T. and T. Age. 


$7,963,000 ; commercial expenses, $25,699,000, an increase of 
$2,116,000 ; general and miscellaneous expenses, $11,902,000, an 


increase of $853,000 ; taxes assignable to operations, $14,916,000, 

-an increase of $1,915,000. "—— P PB —Á— À RÀ 
The-" total gross income " was $79,353,000, an increase of 

$9,157,000 over 1915. Out of this $22,114,000 was paid for interest, 
rents, &c., leaving $35,160,000 for dividends and over $22,000,000 
to be carried into surplus. Approximately $0,000,000 was paid to CONTRACTS OPEN and CLOSED. 
the employés as additional compensation to cover abnormal working | 


conditions and living expenses of the year. 

The Employés' Benefit Funds aggregated at the end of the year OPEN. 

151,000, in t tf th di hes | y . E 
$9.15 and in the last four years tne expenditures from these Australia.—M ELBOURNE.—May o3rd. Victorian Rail- 


funds have amounted to $5,611,016. Pensions arg paid to 284 : : : 
former employés. Benefits were paid last year in 18,760 cases. WAYS Department. Twelve months’ supply (8,250) of incandescent 
There were 10,646 accident cases, of which comparatively few меге electric lamps as ordered. 
serious, and the pa ments on these were $557,979. Death benefits wat, i 7 : WO 
of $157,077 оа to the dependent relatives of 182 employés. Dundee.—A pril 21st. Corporation Electricity Depart- 
Employés of the Bell system who were in military service on the ment. Steelwork in floors, &c., and straining screens, guide rails, 
Mexican border were allowed full pay for the first three months 0 80 No.2 pump-room at Carolina Port. Schedules, &0., from 
of their absence, and thereafter full pay less the amount they General Manager and Engineer. 
3 > е e . 
oi e the Government. These allowances aggregated Lon don.—H AMMERSMITH.— April oath. В.С. Electricity 

The statement of the American Telephone and Telegraph Co. Department. Induced-draught fans, mechanical stokers, boiler 
shows that ite expenditures are only for the maintenance of the feed pump, centrifugal pump and strainer for condenser. See 
central administration of the whole Bell system, and that its Official Notices” April 13th. 
eceipte are from its investments in its associated companies, the А : 
payments of these companies towards the maintenance an Manchester.—April 24th. Corporation Tramways Com- 
expenses of the central administration, and the earnings of the mittee. Hard-drawn trolley wire. General Manager. 

"е net earnings of the American Telephone and Telegraph Co. South Africa. E JOHANN ESBURG.—À pril 30th. Muni- 
for the year were $44,743,376, which is $3,625,889 more than for cipal Council. 10,000 traction carbon brushes, 63°5 x 35 X 12°5 шш.“ 
the previous year. The interest charges were $6,730,099, and the . May 21st. Municipal Council. Gear wheels for tramoars. Con- 
dividends, st the regular rate of 8 per cent. per annum. were tract No. 241. 
$31,122,187. Of the resulting balance there was carried to reserves Я . . . 
$2,500,000, and to surplus $4,391,090. The capital stock of the [* Specifications may be seen at the Department of Commercial 
company outstanding was $395 ,603,600, and the number of stock- Intelligence, 73, Basinghall Street, London, Е.С.) 
holders (of whom the majority are women) was 70,555. In addition, 
there are 43,000 employés of the Bell system who have purchased —————————————— 


stock and are paying for it out of their wages. 


An unusually large number of improvements have been intro- i i CLOSED 
duced in cable, switchboard, gub-station and other apparatus, ° 
resulting in economies and advances in service of great public Bedford. — Т.С. Accepted tenders :— 
value. B.T.H. Co., Ltd.—Switchgear, £1,650. 
The number of telephone stations on December 3186, 1916, was 5 сше Воп, 14@. Feed pumps, £340: 
9,847,192, an increase during the year of 695.971, of which 577,380 ‚ & T. Vicars.—Coal-handling рап 2. | 
were owned by the Bell panies: and 118,591 were Bell con- Robert Jenkings.—Stores buildings (electricity works), £780. 
nected stations. The total mileage of wire for exchange and toll Chester.—Board of Guardians. Messrs. F. J. Jones and 


service was 19,850,315 miles, an increase of 1,344,770. Fifty-eight Co., at £587, for equipping the House with electrio light 
: А 


per cent. of the wire mileage ig underground, and 2,682,910 miles 

were toll wire. The number of daily telephone connections S ctricit ommittee 1 
increased to an average of 29.420.000, or at the rate of 9,789,700,000 Nous dwike; Ele КЕ An a ittee. 000 tons of 
a year, which 18 approximately 100 calls for every man, woman ; ` ag i | 

and child in the United States.— T. and T. Age. . London. — STOKE NEWINGTON. — The Highways and 


Sewers Committee recommends the acceptance of the tender of 
The : Mackay Companies.— The report of the Mackay Mr. C. Spreadborough for the installation of electric power plant 
Companies states that the year 1916 has been a year of extraordinary —— for chaff-cutting and corn-crushing at the Council’s stables 
prosperity in the United States, and the trustees have under con- (exclusive of the supply of the machines). 
sideration the advisability of increasing the dividend upon the POPLAR.—Electricity Committee. Tender recommended for & 
common shares from 5 to 6 per cent. per annum. The long-distance 1,000-KWw. rotary converter, at £3,074, G.E. Co. 
telephone business transacted by the Postal Telegraph-Cable Co. : eee 
has increased greatly during the past year. It is a “ by-product,” Wolverhampton.— Т.С. Accepted tenders :— 
hich are used at the same time for Gibbons, Dudley.— Platform, handralling, stairway and ladder to form the 


being transmitted over wires W 
telegraph purposes. It is remarked that “ out of the dark back-  - operating floor for the new turbo-alternstor, £220. 
ground of the war, the value and stability of the submarine cable Chloride Co on Бо Биа шше gelivefy van; а: 
property stands out prominently. The service which it is rendering Sore ме plant, ro ie pecial automatic self-cleaning water 
is ineatimable. In the prime factors of secrecy, speed, and accuracy Mossay & Co., Ltd.—Two 34-ton electric vehicles, £855 each. 
it has no rival. Its position is strengthened, rather than weakened, General Vehicle Co.—One 84-ton electric vehicle, £1,220. 
by the results of wireless telegraphy. - + > There is no reason 
to believe that the wireless can ever render & service as reliable as 
that of the submarine cables.” During the past year в large portion — 


of one of the Commercial Cable Co.'s main cables was renewed in 

deep water, the expense thereof being paid out of the company's 

revenue. For the year ending February UT the ede 

from investmente in other companies were 4,683,265, and the | | 
nses $56,800, the dividends paid on the Mackay Companies’ FORTHCOMING EVENTS. 

preferred shares being $2,000,000 and on the common shares ; 

$2,069,020, Jeania a balance of $557,446, which was carried institution of Mechanical Engineors.—Friday, April 90th. At6pum. At 

Civi] Engineers, Great George Btreet, 8.W. General 


forward. The assets of the companies amounted to $93,293,745.— the Institution of 
T. and T. Age. : : meeting. Presidential address. | 
. . . A Junior Institution of En eers.—Monday, À ril 99rd. At 7.80 p.m. At 
U.S. Wireless.— The radio station built for the United 39, Victoria Street, By Honorary, Members’ ture, on осте Applica: 
- San ч ' : $a à tions of Radio ctivity," by Prol. П. 1. avidge. 
States Navy Department non. Diego. Cal., 18 now m regular Friday, April 90th. Paper on “Gas Turbines,” by Mr. 8. E. Hutson. 
service. The plant is nominally rated at 200 KW., operates on the Fridays Aprillst. At 6.80 p.m. At the Ноо Restaurant. Third 
Poulsen 8 m, and is the most powerful thus far put in service. Bohemian concert, in sid of St. Dunstan's Hostel for Blinded Soldiers. 
(Midland Section).— Friday, April 20th. At the Imperial OE 
' by Mr. 


The aerial is carried by three 600-ft. self-supporting steel towers is регі 

placed ір а triangular position. This is the third in the chain of Te Nm Birmingham. Paper on " Water eee 

navy high-powered radio stations, of which Arlington was the first Royal Institution of Great Britatn,— Thursday, April 6th. AtSp.m. At 

and Darien thee second. Pearl Harbour and Cavite are the next Albemarle Street, Piccadilly, Ws M ecture on © Industrial Finance After 
S 


the progressive development. and these will have apparatus the War—its Financial Nee How they can best be met ” (Lecture Ib. 
tion of Electrical Engineers.— Thursday, April 26th. At 6pm. At 


Й 
- 


two in 
of much higher power than that installed at San Diego. The arcs institu lon of Bloc Givi Engin Gent Gearge Street, B.W 
T) : = each e Institution О nrineers, Great George Street, 9. 7" aper on 
for Pearl beris unire vite ie tons t | aon at ju “ 'High-tension Overhead Transmission Lines," by Mr. G. V. Twiss. 
larg est an mos power \ pieces o radio appara ng ever Dui t. 1 . (Birmingham Local Section).— Wednesday, April 95th. At " p.m. 
- of these stations are being constru by the Federal Telegraph At the University, Edmund Street; Paper on ‘‘ High-tension Overhead 
Transmission Lines,” by Mr. G. V. Twiss. . 
hire Local Section). —W ednesday, April 25th. At? p.m. At 


Co. and operated on the Poulsen system. . | Sus 
ed out at the end of January resulted in the main- the Philosophical Hall, Leeds. Discussion on “ Waylenves," with intro- 


tenance of strong and continuous communication over 12-hour ductory paper by Mr. C. Vernicy. Annual general meeting. 
, - Thursday, April 8th. At 7.45 p.m. At 


riods bet ween the station of the Marconi Wireless Telegraph Co. | Belfast Association of Engineers 
~ the Municipal Technical Collego. Annual general сейде. 


| bE America at Chatham, 4, 9nd that of the English Marconi 
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. NOTES. 


A New Source of Platinum.— According to the Bulletin 
of the Siberian Engineers! Society, on the platinum fields of the 
Nizhni-Tagilsk Mining Circuit, the mining engineer, V. N. 
Tchorzhevsky, has begun the first experiments in the world on the 
extraction of platinum from dunite. The experiment promises to 
be exceedingly interesting. The platiniferous nature of dunite has 


long ayo been observed, and the presence of the metal is apparently ' 


connected with the existence in the rock of chrome iron ore. on the 
abundance of which the greater or lesser content of platinum in 
the whole dunitie mass depends. Al! this was known before, but 
was rather of scientific interest ; and it is only now that the investi- 
gation of the dunites for platinum on a wide scale is being under- 
taken, in order to prepare a plan for utilising the immense reserves 
of dunitic rocks which in the Nizhni-Tagil district alone oceupy an 
area of 11'7 sq. miles. The method of extraction adopted is the 
simple grinding under runners of the rock. and the collection of 
the chromitic slack, and then a fresh grinding of the latter in 
order to leach the pure metal finally from it. The chromitic slack 
remaining after washing the platinum sands being scrupulously 
cleared of all visible platinum, yielded with an experimental 
grinding by runners, in the month of March. when it was still 
impossible to deliver dunites to the factory. over 200 oz. of metal 
out of 9,720 lb. The grey slack, which consists chiefly of unde- 
composed dunite obtained from the dredges when washing platinum, 
yielded 2'6 zolotniks of metal from 3,600 Ib. 


Galvanometers for А.С. Measurements.—<A new publica- 
tion of the Bureau of Standards (Scientific Paper No. 297), entitled 
" A Study of Electromagnet Moving-Coil Galvanometers for Use in 
Alternating-Current Measurements." gives the results of an investi- 
gation of alternating-current galvanometers of the separately 
excited, iron-cored, electrodynamometer tvpe. It is shown how the 
operating constants (the sensitivity. period, and damping) depend 
upon the construction constants, upon the excitation, and upon the 
electrical constante of the moving-coil circuit. These relations are 
given in such a manner as to facilitate the design of instruments 
to have definite operating constants under the conditions of use. 
Four instruments with sensitivities up to 15 mm. per microvolt 
are described, and the results of tests with frequencies up to 2,100 
cycles per second are given. Those interested may obtain a copy 
by addressing a request to the Bureau. 


The Optophone in Operation, — At the Selenium 
Laboratory, on March 28th, Dr. Fournier d'Albe gave a demonstra- 
tion of optophone reading before a small company. The 
demonstration was interesting, as being the first which has shown 
the reading of small type by ear.’ As a test passage. a leading 
article from the Timer was chosen. The inventor was blindfolded, 
and given the article. which he inserted in the optophone, and he 
then slowly but accurately began to spell out the sentences. 
The reading was achieved without an error. The speed attained 
was not more than three words a minute, but Dr. Fournier d'Albe 
believes that by practice a: considerably higher speed can be 
attained. The line-changing mechanism places an outside limit of 
25 words on the reader's progress. To use the optophone students 
have to learn its alphabet, which is a kind of musical adaptation 
of the Morse alphabet. There are sound dots and dashes. but these 
are combined with a range of musical notes falling within the 
compass of an octave. The sounds are conveyed to the ear by a 
receiver.— The Times. 


Ministry of Munitions and Tramway Materials.— 
According to the Journal of the Tramways and Light Railways 
Association, the following important Instruction has been issued 
by the Priority Department, dated April, 1917 :— 

" I am directed to inform you that in order to enable the British 
tramway companies (the maintenance of whose service is of 
importance from the point of view of the production of munitions 
of war) to replace orders for steel and copper required strictly 
for maintenance purposes only, without referring each case to the 
Ministry of Munitions. it has been decided to allocate a priority 
reference number to each company. This will entitle such orders 
to be dealt with under Priority Instruction 5. With regard to 
steel, this Instruction does not cover requirements for new plant 
or renewals, nor does it include heavy repairs to track or buildings, 
but is intended for a limited supply of rolled plates, sheets, tires, 
axles, blooms, biliets, forgings, and castings, It should be noted 
that high-speed steel, crucible tool steel, manganese steel, and 
malleable castings cannot be obtained except on special application 
to this department, and the permit number and reference of this 
Instruction must not be used for orders of that class. Thé 
Instruction with regard to copper, brass, and copper alloys is 
intended to cover only the most urgent repairs essential to main- 
tain your existing plant. and no request for more than 1 cwt. of 
copper can be applied for under this permit. Copper pipes of all 
kinds are excluded. 

“It is a condition that every three months detailed returns of 
‘the total quantity of copper, brass, and copper alloys obtained 
under this permit be submitted to this department. 

“Тһе priority number assigned to your tramway company is 
Sub. ; which must be quoted on each individual order you 
place with your manufacturers, as follows :— 

" Ministry of Munitions’ Permit Number and Priority 
Classification Sub. 
“Signed, &o., 
" For Deputy Controller. 
' " Priority Department." 


Inquiry.— Makers of the “ Limpet " plug are asked for. 


Technical Education in Australia.— We are indebted to 
Mr. H. R. Harper, city electrical engineer of Melbourne, for parti- 
culars of a scheme of technical training which has been adopted by 
the City Council in connection with its electricity supply depart- 
ment, with a view to raising the standard of efficiency in the 
technical branch of the service. The scheme comprises a system of 
apprenticeship, with provision for technical training, and a system 
of scholarships whereby the most promising of the junior engineer- 
ing staff may be able to pain valuable experience in one or other of 
the workshops of the best British electrical manufacturers. 

It is proposed in future to restrict entrance into the department 
to boys who have completed a course at one of the Junior Technical 
Schools, which are really Continuation Schools. having special 
courses of study to fit boys for the trades to which they are to be 
apprenticed. 

The number of apprentices required each year in the electricity 
supply department will be about eight. The period of appentice- 
ship will be five years, and a condition will be that during the 
first three vears apprentices shall attend evening classes, the 
Council paying the fees. 

The apprentice who each year of the three years period of tuition 
may be adjudged by the city electrical engineer first in order of 
merit, will be awarded a prize ranging from £5 in the first year to 
£10 in the third. The cost to the Council in fees and prizes under 
this scheme will amount to £120 per annum, which amount the 
Committee considers will be amply repaid by the attracting to the 
service of a higher grade of youths who ultimately will become 
more efficient workmen. | 

In considering applications for employment in the department 
as junior engineering assistants, a great deal of weight is attached 
to the claims of those who have had training abroad. There are, 
however, few local men who can afford to obtain that training. It 
is therefore proposed that each year the Council shall send one of 
these juniors to Great Britain for two years' experience in approved 
electrical manufacturing works. The members of the staff to 
receive this special training will be chosen as a result of an 
examination of their technical knowledge and of- their progress in 
the department. 

It is recommended that the Council provide the successful 
candidate with the sum of £50 to cover his return fare, and an 
allowance of &1 per week during his two years’ absence to supple- 
ment his earnings while at home. 

Each successful candidate would be required to enter into an 
agreement with the Council to return to Melbourne at the end of 
the term of two years. the Council undertaking to employ him as 
engineering assistant for the term of from one to three years, at 
the salary ruling for such a position in the department. The cost 
of this system of travelling scholarships would amount to £150 per 
annum. The Committee feels that. as in the case of apprentices, 
this expenditure will also be fully justified by ensuring amongst 
the staff a growing number of officers who will have had the 
benefit of this valuable training. Assurances have already been 
received from some well-known works that they will be glad to 
receive young Australians of high calibre and give them every 
opportunity of gaining an insight into the latest developments in 
the design and construction of electrical plant. The object of the 
Committee in submitting these proposals is to offer such facilities 
as will attract to the Council's service the best of the young men 
available in the community. 

It is certainly an admirable and enlightened scheme, and should 
prove highly beneficial to the electricity department, as well as to 
the boys and men who are fortunate and worthy enough to receive 
these privileges. 


Fatalities.—At an inquest at Dukinfield on John Nash, 
labourer, at the Hartshead Chemical Works, who died as the result 
of an electric shock whilst handling a lamp, a witness stated 
that the firm had not an electrician ; they had been to the Labour 
Exchange. and the engineer had tried to get one, but could not. 
and they had to use the labour available. Mr. R. Blackmore. 
engineer to Stalybridge, Hyde. Mossley. and Dukinfield Joint Elec- 
tricity Board, thought the lampholder had been brought in contact 
with one of the supply wires. А verdict of `“ Accidental death" 
was returned. 


No-Lighting Rate.—The argument that it was ridiculous 
to have to pay a lighting rate, when owing to the war restrictions 
there had been no lights, was advanced by Marie Elvin, of Ains- 
worth, who was summoned to the Bury County Police Court last 
week for non-payment of a lighting rate of 15s. She said there. 
had been no lights at all for 18 months, the bulbs being removed. 
It was stated that the Parish Council was under an agreement 
with the power company, and the greater part of the amount was 
for the equipment, and only a small amount for light. The rete 
had been reduced by half. An order for payment was made. 


A German in Shanghai Power Station.—The Times 
Shanghai correspondent states that early in April a Germs 
ex-Marine, formerly at the Legation in Pekin, was caught inside 
the Shanghai electric power station in suspicious circumstance. 
(Was he repairing the A.E.G. turbo plant ?) He was being tried ™ 
the mixed Court, when the Dutch Consul-General claimed juris 
diction, and the man was handed over to him, and ultimately 
acquitted after a secret trial in German, held in a private German 
house, two German Consulate officials assisting. The corres 
pondent saya that muoh publie indignation has been aroused, 
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Electrolytic Zinc Smelters.—Smelters are being erected 
near Hobart, Tasmania, for the production of metallic zinc by the 
electrolytic process. It is hoped that metallic zinc will be pro- 
duced by the beginning of August next. By the time the whole of 


the works are completed, from £750,000 to £1,000,000 will have - 


been spent upon them.— 7joard of Trade Journal. 
German Substitutes for Copper in Electrical Work.— 


The Herue Générale de U Electricité gives a summary of a lecture 
given at Frankfort dealing with substitutes which are being or 
could be used in Germany in place of copper. Aslong ago as the 
end of 1914 the Germans replaced many of their copper conductors 
with aluminium, zinc, iron, &c.' In many cases zinc is too brittle, and 
it is affected by temperature variations. Although thesedisadvantayes 
are got over to a great extent by using pure metal, the low me- 
chanical strength and low melting point are serious obstacles in 
the way of ita adoption. Cables have been manufactured with 
steel or iron cores and stranded with zinc wire, so that these 
" mixed" conductors have both the mechanical strength of iron 
and the high conductivity of zinc.  Bus-bars are made in long 
lengths of zinc. With certain grades of zinc it has been possible 
to get cables which, when laid, have the same qualities as copper 
conductors. For instance. a wire 1 to 2 mm. in diameter can be 
twisted 20 times round a rod 1 mm. in diameter. When zine con- 
ductors are laid direct in the ground they should be covered with 
impregnated paper and a lead sheath. 

Iron has been tried, successfully, especially for railway and 
tramway conductors. On the Berlin-Lichterfelde line the copper 
rail bonds have been replaced by covering the ends of the raile 
with a layer of zinc on the Schoop system. 

For smaller work zinc and iron have competitors in aluminium, 
magnesium, and alloys such as electron (10 per cent. aluminium, 
91 per cent. magnesium), which is non-magnetic and easy to 
machine, magnalium. and duralumin. н 

Lamp sockets have been made of cast-iron, and liquid starting 
rheostats and lamp fittings of iron, zinc, or wood. In measuring 
instruments copper disks are replaced by aluminium, and the 
magnets, instead of being of tungsten-steel, are made of chrome- 
steel, which is only slightly less magnetic. 

Zinc has been tried for winding generators and transformers. 
and with partial success ; A.C. motors wound with zinc wire have 
&n output varying from 10 to 60 per cent. of that of copper-wound 
machines. With transformers, zinc decreases the output by about 
27 per cent. 

For lubrication a mixture of oil and graphite has been suggested 
in place of oil. as have also water and dextrin. and even solutions 
of potash. 

Ceylon graphite, used almost exclusively before the war for 
earbon brushes, has been replaced by Bavarian graphite, which, 
suitably treated, gives a 97 por cent. product, which із sufficient 
in practice. 


Electric v. Oil Power on Farms.—4An agricultural’ 
correspondent in the Awtocar asks : " Are we right in thinking so 
much about tractors ?" pointing out that there are objections to 
mechanical ploughs on heavy land. and that the great thing is to 
keep every heavy implement off the land. He says: “ My idea has 
always been that you ought to have a central electric power station 
which, with the aid of cable to each field, movable or permanent, 
wonld work every implement except, perhaps, a hoe. The dream 
may be impossible of fulfilment. owing to expense." He goes on 
to point out that, in addition to ploughing, there are a number of 
following operations on the land which cannot be performed by 
the tractor. It is unsuitable for reaping, and in the last damp 
harvest, the wheels pressed into the land so much that the evil 
was seen after the ploughing, and will be seen in the crops. 


There is obviously scope for invention in the matter of cultivating q 


land with as little injury to it as in the case of horse-drawn 
implements. 


The Bakerloo—Watford Railway Extension.— Elsewhere 
_in this issue we publish a short illustrated article on the Bakerloo- 
L. & N.W. electric train service which was opened to the public 
on Monday last, and which the technical Press had an opportunity 
of sampling on the occasion of a trial,run during the preceding 
week. Of the trial run we will only say that the users of this 
route will enjoy à measure of comfort and celerity far in advance 
of that usually obtaining under steam operating conditions. 

The new service represents the first occasion on which tube 
rolling stock has been regularly employed on a main line railway : 
but, owing to the abnormal times, the stock employed is such aa 
could be obtained from the existing tubes lines for temporary use. 

For this reason, it will be noted that some modification of the 
equipment of the motor-cars, which were built for use on the 
Central London third-rail route, haa been necessary, in order to 
adapt them for use with the insulated return rail employed on the 
Bakerloo and L. & N.W. routes. 

И А somewhat novel feature of the route, not mentioned elsew! еге, 
is that the running lines beyond Queen's Park pass through the 
оа thus rendering such lines available for car storaye at 
- past winter has severely tried electric railways in the open, 
.9y'té&son of the ice skin which forms on the conductor rails 
during frosty nights, thus preventing the shoes from making the 
necessary contact with them, and one of our views show the sleet- 
brush which is being tried on this route, with a view to overcoming 
the trouble. | 


Appointment Vacant. — Working electrical engineer 
(50в.), for the Holmfirth U.D.C. electricity undertaking. See our 
advertisement pages to-day. 


U.S. Car-lighting Association.—Eight of the largest 
manufacturers in America of electric lighting and engine-starting 
sets for petrol motor-cars have just joined together in the forma- 
tion, at Toledo, of the Equipment Association, the object of which 
is to draw up and work to a standard set of “ service " reports and 
forms for “ service station" work. Most of the manufacturers 
of such apparatus for motor-cars run in connection with their 
business what is known ав a “service department," whose purpose 
it is to assist users in keeping their appliances in good working order, 
and it is with the view of working to a uniform plan that the new 
Association has been organised. 


Marine Engine Builders Wanted.—It is announced in 
the Press that the Shipping Controller would be glad to hear from 
any engineering firms in the United Kingdom not usually engaged 
in building marine engines, who would undertake this class of 
work. They should state their possibilities. Further, the Con- 
troller would be glad to know of any schemes for establishing new 
shipbuilding yards in any parts of the country. Letters should be 
addressed to the Shipping Controller, St. James's Park, S.W. 


A Bonus System at Work.—A telephone operator passed 
on to a foreman the message: " Tell Fritz S. that his wife has 
been found dead in bed." On receiving the message, and being 
told that his work might be dropped right where it was, Fritz 
replied : “ Vot's de use. I don't can do her no goot now, undt, 
pesides, І vill lose mine bonus ! "—Jxdustrial Management. 


Institution and Lecture Notes.— Diesel Engine Users' 
Assoclation.—At the March meeting of the Association, a set of 
rules was discussed, and, after a few amendments had been agreed 
to, they were unanimously adopted by the Association. 

Mr. John Milton gave some particulars concerning a curious case 
of failure of the high-pressure air delivery, which occurred in а 
compressor attached to a Diesel engine at High Wycombe. 
Apparently the trouble was caused by the introduction of a new 
high-pressure delivery valve, but the actual fault could not be dis- 
covered, and it was found necessary to replace the high-pressure 
delivery valve formerly in use before the air compressor could be 
got to work again satisfactorily. 

Some particulars were given to the meeting concerning a tar oil 
which was being introduced on the market as suitable for use in 
Diesel engines. 

Mr. R. W. Lyle drew attention to a blast regulator which could 
be fitted between the compressor and the engine, and which 
rendered the use of a blast bottle unnecessary. 

Royal Society of Arts.---On Wednesday last. Мг. H. M. Thornton 
read a paper on." The Application ‘of Coal Gas to Industry in War- 
Time: its National Importance." Prof. W. G. Fearnsides is to 
deliver two lectures (April 30th and May 7th) on " The National 
Shortage of Iron Ore Supplies." On May 9th, Prof. W. Ripper will 
deal with ‘‘ Works Organisation and Efficiency." 

Institution of Electrical Engineers.—At a meeting of the 
NEWCASTLE LOCAL SECTION on Monday last, the chairman (Mr. 
H. W. Clothier) announced with regret that one of their members, 
Second-Lieut. H. Algar, who joined the Forces about three months 
ago, had died in hospital. The Committee had had under con- 
sideration a report as to the training that was being given to dis- 
abled soldiers and sailors at the Cowen Home to fit them to take 
employment in the electrical industry. The Committee had decided, 
in accordance with the practice followed since the war began, that 
there should be no Local Section dinner this year, and suggested 
to the members that the money which they would in times 
of peace have paid for the: dinner should be, instead, sent to the 
secretary of the Cowen Home as asubscription ; those who felt they 
were able to subscribe more would give according to their 
conscience, 

Mr. €. Vernier then read his paper on " Wayleaves." 

Greenock Electrical Society.—At the annual general meeting. 
the reports of the secretary and treasurer were adopted, and office- 
bearers were elected : Hon. president, Mr. H. Ferrier ; president, Mr. 
S. James: vice-presidents, Messrs. D. Angus, G. Macdonald, and 
W. B. Smith ; hon. treasurer, Mr. W. M'Gibbon ; hon. secretary. 
Mr. W. Love. 


Decimal Coinage and the Metric System.— At a meeting 
of merchants of the City of London. on Wednesday last, a resolu- 
tion was passed to the effect that, in view of the great advantages 
which would accrue to British commerce with foreign countries 
from the use of the deciinal system, it was desirable that steps should 
be taken to secure its immediate adoption. 

A meeting of the Castle Baynard Ward Club was held, on the 
same day, to discuss the metric system of weights and measures. 
Sir Vansittart Bowater, who presided, mentioned that not only 
had the City made great headway with the adoption of the system 
in the past few years, but every Chamber of Commerce of which 
he was aware had passed a resolutiom in its favour, while many 
trades and professions had similarly expressed their approval. A 
resolution was passed to the effect that steps should be taken to 
secure the immediate adoption of the decimal system, so that it 
might be in operation at the conclusion of the war. 


Prohibited Exports from Countries Abroad.—The Sup- 
plement to the Bourd of Trade Journal of April 19th contains 
a complete lists of articles which, according to the latest information 
received by the Board of Trade, are prohibited to be exported to 
va ious destinations from British India, Canada. New Zealand, South 
Africa, Newfoundland, Egypt, Malta, Cyprus, Mauritius and Ceylon, 
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Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 
Orders for the Week, by Lieut.-Colonel Clay, V.D., Commanding :— 
Monday, April 23rd.—Technical for Platoon No. 9 at Regency Street. Squad 
and Platoon Drill, Platoon No. 10. Signalling Class, Reeruits’ Drill, 6.30—8, 
Wednesday, April 25th.—Instructional Class, 6.15. Platoon Drill, Platoon 


Thursday, April 26th..—Platoon Drill, Platoon Nos. 5 and 6. Ambulance 
Class by M.O., 6.30. Signalling Class. 


Friday, April 27th.—Technical for Platoon No. 10, Regency Street, Squad 
and Platoon Drill, No. 9. Recruits’ Drill, 6.80- 8.30. ` 


Saturday, April 23th. —N.C.O.'s Class, 2.45, under Captain Bentley апа the 
Instructor of Musketry. 


Sunday, April 29th.—Special work at Bombing School. Parade, Clapham 
Junction Station (City and S.L. Railway), Tube, 9.45 a.m. 


(By order), MacLeop YEARSLEY, Captain and Adjutant. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Mr. Јонх SENIOR, acting elec- 
trical engineer to the Ilkley U.C., has been appointed engincer 
and manager, at £250 per annum. 

The Wolverhampton T.C. has increased the salary of Mr. 
C. BELLHOUsE, boiler-house superintendent at the electricity 
works, from £180 to £230 per annum. 

Mr. H. A. GREAVES, assistant mains engineer at the Shef- 
field electric supply department, was presented with a roll- 
top desk by his colleagues upon leaving to take up a position 


with Messrs. T. H. Watson & Co. The presentation was. 


made by Mr. S. E. Fedden. 

The Dundee Corporation Electricity Committee has decided 
that Mr. Bisuop, Mr. LAMB, and Mr. RFID receive a bonus of 
£50 a year for the extra work done while the engineer (Mr. 
Richardson) was with the Forces. The department has saved 
£300 on the engineer's salary by his Army pay, so that the 
bonus will not cost the department anything. 

General.—Mr. JouN C. McLennan, Professor of Physics at 
the University of Toronto, has accepted a seat on the British 
Board of Inventions. 

Dr. ALEXANDER GRAHAM BELL, inventor of the telephone, 
was presented with the Civic Forum Medal of Honour for 
distinguished public service, at a meeting of the Civic Forum, 
New York, on March 2156. 

_At Wellingborough Parish Church, on April 12th, the mar- 
riage took place of Mr. Hvao SrEPHENS, of Northampton, of 
the Premier Accumulator Co., and Miss Mary Elizabeth Pen- 
dered. From the employés of the Premier Accumulator Co., 
Mr. Stephens received a silver inkstand and brasses. 

At an informal gathering on March 6th, Mr. G. M. SICHEL 
was the recipient of a chronometer presented by members of 
the London erection department of the British Westinghouse 
Electric & Manufacturing Co., Ltd., as a token of their regard 
«nd esteem, on the occasion of his leaving to take charge of 
@he erection work in Scotland. 

Roll of Honour.—Sergeant LEsLIE SMITH, of the Australian 
Force, who is reported killed in action, went to Sydney some 
five years ago to take up an appointment as electtician. He 
had been three times in hospital. He served his apprentice- 
ship as an electrician with Messrs. Thompson Bros., of Black- 


urn. 

Corporal W. Н. Townley, King's Own Scottish Borderers, 
of Wilmslow, Manchester, who has been killed in action, was 
formerly engaged as an electrician at Stockport and Wilm- 
slow. At the Battle of Loos he gained the Croix de Guerre 
of France. | 

The Times reports that Captain STANLEY J. SNOWDEN, 
Middlesex Regiment, reported killed on March 26th, aged 25, 
was educated at Heddon Court and at Harrow. On leaving 
Harrow he trained as an electrical engineer at Faraday 
House, and later obtained an appointment on the I. & N.-W. 
Railway. 

Corporal Jonn McKenzir, Essex Regiment, on the works 

staff of the Western Electric Co., has fallen in action. Last 
year he gained the Military Medal. 
‘ Second-Lieutenant ARTHUR ANNAN JOHNSTON, R.F.A., for- 
merly in the G.O. Department of the India-Rubber, Gutta- 
Percha & Telegraph Works Co., Ltd., Silvertown, died of 
wounds on April 16th. 

Obituary.—Mn. Rosert Youna.—The death has occurred 
i hs Robert Young, electrician, of Oldham, at the age 
of 63. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


——— 


Lancashire Electrica? Engineering Co., Ltd.—Equitable 
charge on Volt Works, Ashton-under-Lyne, dated March 20th, 1917, to secure 


all moneys due or to become due from company to Union Bank of Man- 
chester. 


Cambridge Electric Supply Co., Ltd. (36,457).—Capital, 
£100,000 in £10 shares. Return dated March 14th. 1917. 9,911 shares taken 
up; £83,199 paid. Mortgages and charges: £30,000 first mortgage debentures 
and one debenture with bankers to cover £15,000. 7 


Crampton & Co., Ltd. (109,328) .—Registered Aprit 29th, 
1910. Capital, £2,500 in £1 shares. Return dated March 22nd, 1917. All 
shares ken up; £2,500 considered as paid. Mortgages and charges: Nil. 
Registered office: 73, Queen Victoria Street, E-C. 


Cross & Cross, Ltd. (105,754).—Capital, £5,000 in 41 
shares. Return dated December 31st, 1916 (filed April 3rd, 1917). All shares 
taken up; £155 paid; £4,845 considered as paid. Mortgages and chaiges: 
£600. $t a 

S. Bornett & Co., Ltd. (89,565).—Capital, £2,000 in £1 
shares (1,000 pref.) Return dated. March Sth, 1917. 757 pref, and 950 
ord. shares taken up; £l per share called up on 757 pref. and (5s. кони) 
#1 5s. per share on 200 ord.; £1.007 paid; £750 considered as paid on 7 


` ord. Mortgages and charges: Nil. 


City of Buenos Aires Tramway Co. (1904), Ltd. (82,214). 
—Capital, £1.240,000 in £5 shares. Return dated March Ist, 1917. All shares 
taken up; £1,240,000 considered as paid. Mortgages and charges: £74,000. 


Fred Danks, Ltd. (122,376).— Capital, £30,000 in £1 
shares. Return dated March 28th, 1917. All shares taken up; £30,000 paid. 
Mortgages and charges: Nil. 


Dynamic Electrical Co., Ltd. (101,436). — Capital, 
£100,000 in £1 shares. Return dated December 31st, 1916. Seven shares 
taken up; £7 paid. Mortgages and Charges: Nal, 


Crossley Bros., Ltd. (51,970).—Capital, £973,700 in £l 
shares (403.390 pref. and 570.310 ord). Return dated March 13th, 1917. All 
shares taken up; £278,200 paid on 278,200 ord; £695,500 considered as paid 
on 125,190 pref. and 570,310 ord. Mortgages and charges: Nil. 


Electrical Industries Development Co., Ltd. (89,461).— 
Capital, £25.000 in £1 shares (20,000 pref. and 5,000 ord.). Return dated 
December 3lst, 1916. 9.007 pref. and 5,000 ord..shares taken up; £4,007 
paid on 4,007 ord.; £10,000 considered as paid on 5,000 pref. and 5,000 ord. 
Mortgages and charges: Nil. 


W. E. Dove & Co., Ltd. (72,630).—Capital, £3,500 in 
£10 shares. Return dated March 12th, 1917. 320 shares taken up; £2,000 
paid; £1,200 considered as paid. Mortgages and charges: £800. 


Charing Cross, West End & City Electricity Supply Co., 
Led. (29,122). —Capital, £2,100,000 in 130,000 pref., 130,000 ord., 000 City 
Undertaking pref., and 80,000 City Undertaking ord. shares of £5 each. 
Return dated March 29th, 1917. 80,000 pref., 80,000 ord., 80,000 City Under- 
taking pref., and 70,000 City Undertaking ord. shares taken up; £1,200,000 
paid on the pref., ord., and City Undertaking pref.; £350,000 considered as 
paid on the City Undertaking ord. Mortgages and charges: £1,087,178, 


еа ан a EEE ES 


CITY NOTES. 


The directors of the Accumulatoren 

- Swiss Fabrik Oerlikon recommend the payment 

Electrical for 1916 of a dividend at the rate of 20 per 
Companies. cent., as in 1915, and propose an increase 
in the share capital from £48,000 to 

£66,000. 

The directors of the Gotthardwerke A.G. fur Elektrotech- 
nische Industrie, of Bodio, in which German as well as Swiss 
firms are interested, recommend the payment of a dividend 
of 15 per cent. for 1916, as contrasted with 10 per cent. in 
the preceding year. 

The Elektrizitats Gesellschaft Alioth, of Basle, which be- 
longs to the Brown-Boveri group, and is now solely an invest- 
ment company, reports gross profits of £22,000 for 1916, as 
contrasted with £19,000 in the preceding year. The net 
profits are £13,800, as in 1915, and the dividend on the 
ordinary share capital of £240,000 is at the rate of 5 per 
cent., as in the previous year. 

The Schweizerische Ges. fur Elektrische Industrie, of Basle, 
which is an investment company having interests also in 
undertakings situated in belligerent countries, reports gross 
profits of £194,000 for 1916, as contrasted with £173,000 in 
the preceding year, on an ordinary share capital of £800,000. 
After defraying the interest on the loan capital of £2,400,000, 
the balance is absorbed by general expenses and taxes, where- 
as in 1915 the net profits of £49,000 permitted of the distribu- 
tion of a dividend at the rate of 5 per cent. 

The accounts of the Aluminium Industrie, A.G., of New- 
hausen, indicate net profits, including the balance brought 
forward, amounting to £682,000 for 1916, as compared with 
£379,000 in the preceding year. It is intended to pay s 
dividend at the rate of 20 per cent. on the paid-up capital 
of £1,050,000, as compared with the same rate on £840,000 
in 1915, and to transfer £346,000 to the fund for fully paying 
up the shares, as against £140,000 devoted to this purpose 
in 1915, there thus remaining to be made only a further 
ыр of £4,000 in order to pay the shares up in 
ull. 

The accounts for 1916 show, after 

Willans and payment of debenture interest, provision 

Robinson, Ltd. for depreciation of plant and machinery, 

and re-valuation of stocks, and allowances 
to employés on active service, a net profit of £20,090. As in 
the previous vear, special provision has been made on account 
of new outlays, and the exceptional wear and tear arising 
from conditions connected with war output. After paying 
the dividends on “А” and “B?” preference stocks, and 


annual interest on funding certificates outstanding, & divi- 


dend of 10 per cent. is recommended on the ordinary shares, 
leaving £19,140, of which £10,463 is to be put to reserve fund, 
and fhe balance of £1,677 is to be distributed amongst the 
holders of '" В’ stock and ordinary shares іп manner pro- 
vided bv the Articles. 'The business has largely increased 
during the vear, and its resources have been fully employed 
on important work. Major P. M. Peters has retired from the 
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- Clyde Valley cember, 1916, was 
lectrical brought forward. After 
Power Co. and transferring to 
fund for depreciation, 
to £192,500, transferring to special reserve 
the preference dividend (£9,000), an 


cent. on. the ordinary 
there ia to 
The plant and mains 
out of revenue. 
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November last, xr it has now 
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and Robertson, 


The Lloyd Dynamo Werke, 
Bremen, which undertaking was 


German 
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] have 

The new 
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the plant already 
demand for power next winter. 
board, and Mr. R. Robertson (Strain 
o the company) has 
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adjusting interest, 
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installed there in order 
Col. C. M. Ki 


King 


A.G., of 
formed at 


Electrical the end of 1915 with an ordinary share 


Companies. capital of £50,000, repor 


ts net profits of 


£2,400 for 1916, most of which amount has 
been carried forward. 


The financial statement of the Deutsch 
indicates g 


1916, a8 compared wit £35,000 in 


ing the balance forward, the ne 
and the 


£31,000,. as against £35,000, 
dend at the rate of 8 per cent. 


The directors of the 


raise the 


tinues to 
Works. ` 
The accounis of the A.G. 
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ross profi 
the previous year. 
t profits are 


paid on 


1915 to 


e Kabelwerke, A.G., 
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£65,000 for 
Includ- 


returned | at 


directors propose 8 divi- 
on the ordinary 
of £262,000, this contrasting with 6 per cent. in 1915 
Elektrochemische Werke, 
whose shares are almost entirely in the hands of 

rate of distribution 
cent. in 


share capital 


Bitterfeld, 
the A.E.G. 
on the old 
19 per cent. 


the new shares 
e company’s 
-Elektron 


works con-. 
Chemical 


has been laced to depreciation in 1916, as against £40,000 1n 
the prece g year, leaving net profits o £86,000 and £132,000 
in the two years respectively. The directors recommend the 


payment of a dividend at the rate of 18 per cent., being the 


1915. 
Isolatoren Werke, 


game as 10 
: The Ver. 
which the 
ested, reports an increase 1n 
1915 to £79,000 last year, of 
depreciation 


carried increased from 


plained that the principal reason 


Б 


to be 


and underground 
trains was now to be avoided 
the services. growth in 
a considerable expansion j 


had again increased, 
large extent, also 
am advance in the fares. 


compared 


6 per cent. in 1913. 
- Northern General 


Transport 
Co., Ltd. 


Owing to increasing costs of operation, fares were 
he Gateshead, Tynemouth. 


Shares held by the company in 
and Jarrow Companies stand 


£392,228, and the dividends for 1 


year 


renewals £95,219, and their total funds amount 


or debenture. redemption, 
enc———e shares, and 6 per cent. on 
car ——Mmxied forward £5,689. И 
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mately the normal level of the last ye 
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services had 
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Canadian General Electric Co., Ltd.—The report for. 1916 
shows that & gross profit of $2,225,012 was earned, which 18 
in excess of any previous year in the history of the company. 
has been reserved 


for depreciation of buildings, ` 
machinery and patterns, and in addition $631,603 has been 
reserved for the amortisation of munitions plants and equip- 
ment, leaving & net profit of $1,185,420. From this amount 
$719,543 has been paid in dividends, leaving a surplus for the 
year of $405,577. This surplus, added to last year's balance, 
makes a total of $ 000 has been 
transferred to reserve, to the credit of 
reserve account to $3 500,000, and leaving $612,696 to the 
credit of profit and loss. During the year the mortgage in- 
properties purchased has been reduced from 
f $413,813. 
Midland Electric Corpn. for Power Distribution, Ltd.— 
tor 1916 was £119,556, and the profit 
the credit of the net revenue account, 
ig £33,182, plus £8,932 
There is put to depreciation of plant and 


£03,646. 


forward. 
£9,773, 


brought 
machinery 
issues of 
struction £8,019, transfer to debenture premium redemption 
500; balance £25,220. After paying 6 | 
per cení. the ordinary, 
is carried forward, subject to provision Profits Tax, 
| 'The net capital expenditure for the year in respect 
of plant, mains, £36,916. 
for this outlay, ] 


Manufacturing Co., Ltd. 
£199,346, plus £44,632 brought forward. 
dwill, &c., £25,000 ; special 
&c., £44,243; additional 
for employers’ liability, £10,000; 7à per cent. pref. 
489,735. There have been 
for maintenance 
has been applie 

f the same items an amount o £91,144, 
referred to of £044,224 to 
due to war conditions. 
Finance and Munitions of War Acts 
the amount carried forward is larger. 


British Westinghouse Electric & 


Co., Ltd.—The revenue for 1916 
was £21,199 (against 420,331 for 1915), less expenses £11,609 
Including the amount brought forward and income-tax accu- 
mulations, the balance i8 £ Out of this, debenture and 
loan interest absorb £2,888, 6 pref. dividend £3,000, 
there is put to depreciation and renewals £2,000, to reserve 
£500, 5 per cent. dividend is to be paid on the ordinary shares, 
and £638 carried forward. Consumers, 2,101, against 2,131; 
lamps connected, ) Owing to con- 
tinuous growth of the business, the directors are still looking 
towards issuing further debenture stock and ordinary shares. 
Units generated 1,499,106, against 1,285,940 in 1915; units 
sold, 1,165,975, against 911,541. 


Marconi Wireless 
a net income of $336,040, as compared 


cent. over the previous year. 
funds, amounting to $98,107, decreased 


$6,824. After setting aside all reserves, the net profit 
amounted to $959,588, an increase of 46.56 per cent. This 
amount has been added to the surplus, increasing that 


account to $801,776 at December 31st last, and the reserve 
set aside at that date against depreciation amounts to $439,716. 
— Financial Times. | 
Oldham, Ashton & de Electric Tramways, Ltd.—The 
revenue for 1916 was 31,008 (compared with £34,822 in 
1915), and the expenditure (including £1,504 for debenture 
interest and £1,500 placed to provision for renewals account) 
was £25,504 (compared with £25,062), leaving а net profit of 
£11,503 (compared with £9,760). There is to be placed to 
reserve £5,502; 5 per cent. is paid on the cum. pref. shares, 
a dividend on the ordinary shares of 6 per cent. is to be paid, 
carrying forward £2,782. | 
w. T. Glover & Co., Ltd.—The. directors recommend 
dividends for 1916 at the rate of 5 per cent. on the cum. pref. 
6 per cent. on the ord. shares. After allocating 
£6,500 to debenture redemption funds and transferring £15,000 
to reserve funds, of £22,025 remains to carry for- 
ward, subject to Excess Duty, the amount of which 
is not yet ascertained. О 
Yorkshire (Woollen District) Electric Tramways.—1 hc 
report for 1916 states that the revenue amounted to £76,140, 
an increase of 547. After deducting all expenses .charge- 
able to revenue and setting aside £5,100 to renewals und, à 
dividend at the rate of 5 per cent. per annum on the ordinary 
shares i8 recommended, carrying forward £3,487. : 
Wilmslow Electric Supply: Ltd.—During 1916 
the total lamp connections increased from 1,002 xw. to 1,133 
in 1915. £1,242 
debentures and loans ab- 
d, and £1,164 
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Melbourne Electric Supply Co., Ltd.—At an extraordi- 
nary general meeting called for April 28rd, a resolution will 
be submitted issuing 70,000 preference shares of £5 each at 
present unissued as 7 per cent. first cum. pref. shares, ranking 
pari passu with the 30,000 7 per cent. first cum. pref. shares 
of £5 each already issued. 

Monte Video Telephone Co., Ltd.—Interim dividend for 
the half-vear to January 31st at the rate of 5 per cent. per 
annum on the preference shares, and G per cent. per annum 
on the ordinary shares. 

Fairbairn Lawson Combe Barbour, Ltd.—N«t profit of 
£7,807, as compared with a loss for 1915 of £4,241. The 


directors do not see their way to recommend any dividend ор . 


the ordinary shares. 

La Plata Electric Tramways Co., Ltd.—After placing 
£3,000 to the reserve fund, there is a credit balance of £10,048 
to be carried forward. 

Greenock & Port Glasgow Tramways Co., Ltd.—Dividend 
of 8 per cent. (16s. per share) on ordinary shares for 1916, 
£1,200 to reserve, £4,000 to renewals fund, £1,778 to sinking 
fund for loan redemption, leaving £3,201 £o carry forward. 

Kalgoorlie Electric Power & Lighting Corpn., Ltd.— 
Dividend on the preference shares at the rate of 4 per cent. 
per annum for the six months ended March 31st. 


Direct United States Cable Co., Ltd.—Final dividend of 
9s. per share, less tax at ds. in the £, making a total distribu- 
tion of 4 per cent. for the year ended March last. 


pe аасы 


STOCKS AND SHARES. 


TUESDAY EVENING. 

CONTINUANCE of the strength of markets as a whole is the 
principal Stock Exchange feature. There is considerable buy- 
ing of all the investment securities, while in speculative 
markets, rubber shares command the principal attention. 
Home Railway stocks have maintained their rises, and the 
expected entry into the theatre of war of the South American 
States has contributed to the stiffening of the Brazilian ex- 
change and an improvement in bonds, shares, and stocks of 
that country. Oddly enough, Brazilian Tractions have given 
way a point or so; but, on the other hand, Anglo-Argentine 
Tramways are a more robust market than they have been 
for some time past. 

Electricity supply shares are now mostly quoted ex divi- 
dend. Bromptons are 64, and Chelseas 2$, both ex dividend 
last week. Charing Cross ordinary rose 3 to 3%, and Metro- 
politans stiffened to 2 7/16, showing an advance of the same 
amount. Metropolitans are regarded by some as being a 
cheap speculative investinent, inasnuch as the company 
should now have recovered from its internal troubles; and, 
with a strong, united board, the outlook should be much 
clearer, upon gny return of normal days, for the rapidly in- 
creasing prosperity of the company. 

One of the features in the Home Railway market is the 
strength of Underground Electric income bonds. These have 
recovered from their recent lowest price of 77} to their pre- 
sent level of 814 under the pressure of quiet buying; and the 
effect has now worn off of the slight scare produced by the 
suspension of various omnibus services. That the bonds 
will in due course receive their full 6 per cent. again is con- 
sidered in the market to be only & matter of time—and not 
& very long time at that—though it has to be remembered 
that the interest is not cumulative, but dependent from one 
half-year to another upon the receipts. 

Metropolitans are easier; Districts remain steady, while 


amongst the lists for prior-charge stocks there are still тапу. 


more buyers than sellers. The opening this week of the new 
line from the Elephant and Castle to Watford has quickened 
interest in the Underground group; and great curiosity is 
felt as to what result the new feeder is likely to have upon 
the receipts of the holding company. 

The telegraph market once more shows a list of unbroken 
rises. Anglo-American preferred at 944 ex dividend is 14 to 
the good, though actually this is reduced to 14 when the 
income-tax is taken off the dividend. Eastern Extension and 
Eastern ordinary are both better. Indo-Europeans again 
rose £l. Globe Telegraph ordinary at 12 is 5s. higher. ` 

There is not much doing in Marconis, the speculative in- 
terest ın miscellaneous shares being so largely absorbed for 
the time being by the rubber animation. American Marconis 
fell away to 15s. 6d. on the appearance of a report which dis- 
appointed a good many by the non-declaration of a dividend. 
The company, however, is gradually strengthening its posi- 
tion; and although the progress made has not been as much 
as the optimists expected, the company seems to be moving 
in the right direction. 

Brazilian Tractions, as already mentioned, have given way, 
the price at 474 showing a fall of 24 points. This is difficult 
of explanation, because all the other Brazilian issues are good 
and the exchange is moving in favour of the country. Anglo- 
Argentine Tramway first preference are 5s. up, and the 5 per 
cent. debenture at 664 is 2 points to the good, 

, The Canadian General Electric Co. publishes a report show- 
ing a flourishing state of affairs. But Canadian utilities are 


quiet for the time being; and America, which can be counted 
upon as a rule to provide support, is too much occupied ‘with 
the war for stocks and shares to receive much attention in 
Wall Street. 

The Mexican group is irregular, Mexico Tramways being 
easier, While the Mexican Light and Power issues show useful 
rises. The Mexican Railway announces that the Mexican 
rovernment has again acquired control of its property, and 
this is held to be a disquieting factor, in view of the ancer- 
tuinty us to which side the Mexican Government is likely to 
tuke in the world struggle. British Columbia Electric stocks 
are disposed to improve, but there is not much change in 
prices. . The 44 per cent. debenture is # up. 

Manufacturing shares remain very firm. Callenders are 5s. 
better. Henleys recovered half their dividend and bonus of 
£1. Edison Swan 4 per cent. debenture stock is 2 points 
higher. The most animated part of the miscellaneous market, 
however, is that devoted to rubber shares, where business 
continues to be extraordinarily brisk, with prices rising, on 
balance, day after day. Iron and Steel shares are also better: 
and the armament issues are bracing up again. 


The Stock Exchange has just issued its own annual balance 


sheet and accounts for the year ended March 25th last. In 
the latter occurs the item ‘ Electric power, working ex- 
penses and maintenance," which is put down at £1,442, 
against £1,680 in the previous 12 months. This does not 
include salaries and wages. The Stock Exchange runs its 
own electric light plant, the machinery being used for illumi- 
nation in the darker days and for pumping cooled air into 
the House during the weather which the last six months 
have made it so impossible to believe we ever get. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номв ErLsoTRIOITY COMPANIES, 
Dividend Price 


um an, April 17, Rise or fall Yield 
1916. 1916. 1917. this week, р.о. 


Brompton Ordi oe ee 10 9 па — £6 18 
Charing Cross Ord . b 5 8 + 7 8 
do. do. do, 44 Pref.. 4% 44 == 71 
Chelsea ee ee ee ee 4 3 xd = 5 4 
City of London... “© os 8 8 11 +è 7 0 
do. do. брег cent. Pref. 6 6 9 — 6 8 
County of London xi æ. | 7 1 — 6 18 
do. 6 per cent. Pref. 6 6 9: — 6 8 
Kensington Ordinary .. T 7 10 — 6 ll 
London Electric .. s ae 8 8 1 — Nil 
do. do. 6 per cent. Pref. 6 4 — 5 6 
Metropolitan Ys Ба TE | 8 9 + à 6 8 
do. 4} per cent. Pref. 4 4} -— 74 
South London  .. ee e б 5 85 — 1 5 
South Metropolitan Pref, ee 1 7 9u- == б 18 
Westminster Ordinary ee oe 7 1 68 — 6 6 
TELEGRAFHS AND TELEPHONES. 
Anglo-Am, Tel. Pref, .. oe 6 94àxd 41 6123 
do. Det, .. .. 886 14 93 — à 6 18 4 
Chile Telephone ee ee ee 8 8 - Ü 14 4 
Cuba Bub. Ord. oe eo ee 6 5 7$ — 0 9 0 
Eastern Extension eo œ B В 184 +b *$ 15 4 
Eastern Tel. Ord. is 44 8 8 141 41 ep 13 4 
Globe Tel. and T. Ord. .. ee 1 7 13 *1 *6 16 8 
do. Pref. ee 6 6 9i — 6 8 1 
Great Northern Tel, .. - B 9 9 — b 19 0 
Indo-European .. oe .. 18 18 48} +1 614 0 
Marconi... ee ^ 10 10 & — 8971 
New York Tel. 4à T 48 101 — 490 
Orienta!) Telephone Ord, .. 10 10 = éli 1 
United R. Plate Tel. .. 9 8 8 6 — 6 09 
West India and Pan, oe ee ва, ва. т 9 19 6 
Western Telegraph - T 8 8 18$ +3 *$ 15 4 
т Номи Бла, 
Central London, Ord. Assented 4 4 60 == 680 
Metropolitan ee ee ee 1 1 94 ы } 4 0 10 
do. District .. Nii Nil 1 Nil 
Underground Electric Ord Ni Nil 1 — Nil 
do, do, "A" Nil Nil Ы. — Nil 
do. do. Income 6 b 814 +2 6 $ 8 
FonziGw Trams, &о, 
Dividend 
= 
. 1914. 1915. 
risiede . 6 per Sree ЧЫН -6 6 b — 600 
o-Arg. Trams, First e 8, 16 @ 
do. ' Фа Pref. .. of з + e 
. do. 5 Deb... b 6 66 +2 710 6 
Brazil Tractions.. . .. .. 4 4 471 —% 886 
Bombay Electric Pref. .. “ә 6 6 10 — 6 00 
British Columbia Elec. Rly. Pfce. 5 b 6t — 8 40 
do. do. Deb. 4 + 63• +à 6 13 10 
Mexico Trams 5 per cent. Bonds — N 21 —1 Nil 
do. 6 percent, Bonds — Nil 26 — Nil 
Mexican Light Common es Nil Nil 9 +2 Nil 
do, Ы Ртеї. ee oe Nil Nil 17 t 8 Nil 
do. 1st Bonds A Nil Nil 97 +5 md 
‚ MANUFACTURING CoMPANIES. 
Babcock & Wilcox T o 14 16 — 6 44 
British Aluminium Ord. ee b 1 2а — 7 610 
British Westinghouse Pref, .. 1 1 94 — 6 00 
enders.. .. . 6 9 18 - *i 11310 
do. 6 Pref, e ua 6 b 4 = 6 50 
Castner-Kellner .. А . 0 9 вд — 6 18 0 
Edison & Swan, £8 paid , Nl — == Nil 
do. do, fullypaid ., Ni = 1 — il 
do. до. 4 percent. Deb, 4 6 +2 1 
Electric Construction ..  .. 6 7 L — i 0 
Gen. Eleo. Pref... .. .. 6 6 + 4 8 
do. Ord. ee ee ee =~ = a a — e 18 ; 
ee ee ee еә 163х + à 8 1 
do. Pret. ee ee ee 4$ t$ 4 — b 13 6 
India-Ru ber oe ee ee 10 10 lij — 9 8 4 
Telegraph Ооп .. 90 о 87 om є 910 


* Dividends paid tree of income-taz, 
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WAYLEAVES. 
Bv C. VERNIER, M.LE.E. 


(Abstract of paper read before the INsTYTUTION OF ELECTRICAL 
ENGINEERS.) 


ALTHOUGH between 1,000 and 2,000 route miles of overhead 
electric mains have already been erected under the difficult 
conditions a& present obtaining in this country, the time has 
come to consider seriously whether the important services 
which public suppliers of electrical power, light, and heat, 
must continue to afford—and certainly in a greater measure 
than ever before—to our industries, manufacturers, railways, 
and the practically untouched field of agriculture, in the 
strenuous and difficult times which will follow the present 
European conflict, do not call for prompt leyislative assistance 
In removing certain difficulties that at present hamper their 
fullest development. ! 

The need for efficiency and economy will be so seriously 
accentuated, both in regard to a more efficient utilisation of 
our seriously depleted capital and also in regard to the con- 
servation of our natural resources, of which in this country 
coal is unquestionably the most important, that there is every 
reason to expect that electrical services which can so emi- 
nently achieve both these objects will be sought for to an 
unprecedented extent after the war. 

The advantages and economies which can be derived from 
the generation of electrical energy on a large scale, or from 
the centralisation or linking-up of existing electricity supply 
undertakings, are now generally recognised. The present 
paper 1s more closely concerned with securing to the fullest 
possible extent the advantage of the economies in capital cost 
which can be effected by the use of overhead wires for inter- 
connecting, transmitting, and distributing mains across open 
country, and the no less important economies which сав be 
obtained by laying underground mains wholly or partly on 
pnvate property whenever the use of such mains is found 
desirable. On 20,000-volt mains the saving in capital cost 
which can be effected over an equal length of route by the 
use of overhead wires as against the use of underground cables 
is in the neighbourhood of 50 per cent., excluding the cost 
of wayleaves in each case. At higher voltages it is yet greater; 
while by using cross-country routes for underground inains, 
instead of keeping strictly to public roads, a saving in capital 
cost of 30 per cent. is not uncommon on routes of several 
miles, and even more on shorter lengths, as the result of 
shortened routes and cheaper reinstatement of the ground. It 
must further be borne in mind that although the Board’ of 
Trade are willing to allow extra-high-pressure overhead lines 
on public roads, subject to strict requirements regarding public 
safety, practical considerations usually render this, if not quite 
impracticable, at least extremely undesirable, and therefore 
all such lines must ordinarily be placed on private property. 
We have also to face the probability that, in the near future, 
much higher transmission pressures will be employed, and 
this cannot in the present state of the art be satisfactorily 
dealt with (if at all) by underground cables. 

The difficulties already referred to in the use of overhead 
wires for extra-high-pressure transmission, fall conveniently 
under two heads, viz., '' Consents ” and “* Wayleaves."' 


CONSENTS. 


' The Electric Lighting Acts contain clauses to the effect 
that (1882) the undertakers shall not be authorised to place 
any electric line above ground, along, over, or across any 
street without the express consent of the local authority, and 
(1899) shall not, without the express consent of the Board 
of Trade, and of the local authority also, place any electric 
line above ground except within premises in the sole occupa- 
tion or control of the undertakers. 

‚ There can be no appeal from the decision of a local authority 
In this matter, which may refuse its consent without assign- 
Ing any reason or may attach unreasonable and onerous con- 
ditions thereto, or cause unreasonable and vexatious delays. 

here is only one usual exception to this procedure, i.e., in 
the case of the Power Acts, where an appeal to the Board 
of Trade is allowed in the event of a consent by a rural dis- 
trict council being unreasonably withheld. 

The anomaly of the position will be better appreciated 
wh en it is pointed out that any private individual or company 
who cares to undertake the transmission or distribution of 
electricity without statutory powers—which can be and is 
COorximonly done, for example, by colliery and quarry owners 
ancal others, as there is no restriction placed upon it so long 
T ælectricity supply to consumers is not the chief business 
ol —athe undertaker—is perfectly free to erect overhead wires 
ove r private land without the consent of the local authority, 
an can quite well carry such wires across public roads and 
footpaths, provided the local authority are not the owners 
of ‘che land on either side of the road, and that care is taken 
nov to contravene any by-laws which the local authority may 
have adopted, and further, in the absence of special by-laws, 
that the highway is not itself interfered with or broken up, 
ne that its seh pla ee n E restricted in any way. - 

48 an example of the difficulties and delays imposed upon 
statutory company undertakings by these restrictions, in one 
case Seven and a half months elapsed before e commencement 


could be made with the work, and nine months before the 
consent was finally given. | | 

In another instance, consent was given only provided that 
where the line crossed any road, street, or footpath, it must 
be placed underground at a minimum cover of 3 ft., and that 
if any new road or street were laid out on the land where 
the line was situated, the line should be placed underground. 

In another case, application was made to a rural district 
council for consent to the erection of overhead wires wholly 
over private land, except where roads and footpaths were 
met with. This consent was granted on condition that the 
line be placed underground where it crossed any road, bridle- 
path or footpath. Fortunately, in this case, the local author- 
ity being а rural district council, there was a right of appeal 
to the Board of Trade. Such an appeal was therefore entered, 
and subsequently allowed by the Board of Trade. The total 
time taken to obtain this consent was over nine months. 

These examples may serve to illustrate how many of these 
local authorities have but the haziest idea of why they stand 
possessed of the powers conferred in the clauses of the Acts 
already quoted. Some, and fortunately a good proportion of 
these local authorities, treat the matter as a mere formality 
to be complied with by the undertaker and consent readily ; 
others, in the absence of proper enlightenment, usurp func 
tions which properly belong to the Board of Trade; while in 
other cases it is difficult to discern the existence of that 
public spirit which one might look for in the representatives 
of an important community. 

I am strongly of the opinion that it is essential that a right 
of appeal to the Board of Trade should be allowed in all 
cases, and that while the local authority should have the right 
to be heard, it should have no absolute veto on such ques- 
tions, and that all powers of interference in technical ques- 
tions, such as design, and questions of the public safety, 
without a reference to the Board of Trade, should be abso- 
lutely taken from them. 

A time limit should further be determined, say, one month, 
as in the case of works on public roads, during which a local 
authority must either signify or refuse its consent. failing 
which such consent will be. deemed to have been given, as 
the unreasonable delays which are at present possible in some 
cases should not be tolerated. 


WAYLFAVES. 


Electricity supply, gas, and in some cases water, under- 
takers are precluded by law from laying their mains in 


‘private lands without special consent, and this is only pos- 


sible by a complete agreement for an easement or wayleave 
with the owner and occupier, and upon such terms and condi- 
tions as he or they may in their entire discretion impose upon 
the undertakers. | 

The above restrictions have been found to be a source of 
serious inconvenience and unnecessary expense, and a ham- 
pering obstacle in the development of electric power supply 
on a large scale, and in the full achievement of the economies 
resulting therefrom. И 

Cases of absolute refusal to grant an easement or wayleave 
have been in my experience fortunately of rare occurrence, 
but it is otherwwise with the imposition by landowners of 
unnecessarily oppressive conditions, chiefly the exacting of 
outrageously exorbitant rents, having regard to the use which 
is made of the land and its value to the owner,* and with 
some exceptions in their exercise of procrastination and utter 
indifference to industrial needs in dealing with such matters. 

Only a very few cases need be cited, as doubtless the en- 
suing discussion will bring to light many others:— . 

1. A landowner (an eccentric old lady), without assigning 
any reason, refused to allow any cables, pipes, or poles what- 
ever on her land. 

2. The agent to a large landowner, when first approached, 
was inclined to grant a wayleave on reasonable terms. Subse- 
quently, owing to a claim for damage having been served 
upon 3 firm in which this agent was interested (unknown at 
the time to the applicant) he plainly intimated that he would 
set one case against the other. He was subsequently induced 
to moderate his views, but the claim for damage had eventu- 
ally to be abandoned. 

3. A landowner, after leading the applicant to believe that 
a certain wayleave over his land would be granted, kept 
delaying his final consent on some pretext or other. After 
nine months of this sort of thing, when pressed more than 
usual, he took offence, and definitely refused to consider the 
matter any further. It was, therefore, necessary to incur 
additional expense in laying this section underground. 

4. A charity trust, whose meetings were only held quar- 
terly, was applied to for a wayleave. After repeated delays, 
а reply was received that the wayleave would be granted, 
provided the applicants would undertake to give a supply 
of electricity to one of the trust’s institutions in another part 
of the district, which necessitated a special main. It was fully 
18 months before the permission could be obtained to start 
work. The line was nearly 20 miles long, and all other way- 
leaves had been granted some nine months before this last 
consent could be obtained. 

5. A colliery company owning land in various parts of the 
district held up wayleaves in two places on overhead lines 


* Rents for agricultural farm land vary from бв. to 60s. 
per acre, with probably 95a. to 30s. per acre as a fair average. 
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some 30 miles long, taking advantage of the opportunity 
oflered to negotiate favourable terms for a supply of elec- 
tricity to a colliery. 


As a rule, where a landowner employs а full-time agent · 


to look after his property, delays are seldom so serious as in 
ihe case of smaller owners who have to deal with the matter 
themselves or through a solicitor. 

A frequent cause of prolonged delay is that one or more 
owners, after the usual initial delay in replying, which varies 
according to the individual, make objection to the route 
selected over their land. Negotiations must then be re- 
opened with other owners, who probably have already given 
their consent, to allow of a diversion of the route on their 
estate, and in consequence they not infrequently come to 
the conclusion that the applicant does not know his own 
wind, which is not usually conducive to a speedy settlement. 
If, in addition; a local authority should call for a diversion 
of the route when negotiations with landowners are well 
advanced, it is readily perceived how delays become cumu- 
lative. i 

I purposely refrain from quoting some of the onerous condi- 
tions which landowners have sought to impose, in some cases 
with success, as in the existing condition of things such in- 
formation might adversely affect future negotiations. 

Cost of Wayleaves.—Compensation for an easement or way- 
leave is almost invariably given in the form of an agreed 
annual rent, based either on a fixed sum per pole or per 
yard of route, or an annual lump sum payment to cover а 
particular stretch of route between fixed points. 

Rents have steadily risen during the past seven years, and 
especially since the war began.* This is partly because land- 
owners who at first treated wayleave rents merely as a 
convenient addition to the rents which they already received 
for the ordinary use of their land, have more and more come 
to regard wayleave rents as quite a useful source of addi- 
tional revenue, and, especially since the war scale of taxation 
came into force, have made the most of their opportunities. 

Moreover, as it is usually quite impossible to bring the 


slightest pressure to bear in negotiations for wayleaves, it ` 


has in unavoidable cases been necessary to pay some recalci- 
trant landowner a heavier rent than usual in order to com- 


lete wayleaves for a route. Other landowners have come to / 


ear of this rent, and have asked for the same terms. 

The following examples may serve to indicate the measure 
of the extortionate demands which are exacted :— 

1. At the present time it would be more advantageous, on 
financial grounds alone, to electrical undertakers in some parts 
of the country to rent a strip of land wide enough for many 
a London street for the whole length of an overhead line at 
the same rents per acre as landowners secure from their 
tenants for some of the very best of the agricultural land in 
this country, and such that even if this strip of land were put 
ч) no other use the landowner would suffer no pecuniary 
Oss. . 

2. Alternatively, and subject to the same assumption, it 
would in many cases be a satisfactory business proposition 
from the point of view of the undertakers to rent the whole 
area of specified fields along the route, on agricultural 
tenant's terms, provided the right to sub-let for agricultural 
purposes were allowed. 

The iniquity of these charges can be further appreciated 
when it is mentioned that only approximately one-half of 
1 per cent., on a liberal estimate, of the land mentioned in 
paragraph 1 is actually diverted from its ordinary use in 
connection with an overhead line on arable land, and less 
than one-quarter of 1 per cent. on grazing land. 

If these charges may fairly be termed iniquitous in the 
чаве of overhead lines, what should be said of the same rents 
which are now frequently asked for wayleaves for under- 
ground cables? "Underground cables when once laid generally 
require no further attention for many years, and do not 
obstruct or interfere in any way whatever with the ordinary 
use of the land; in fact, their very existence is usually for- 
gotten by everyone except the undertaker and the grantor 
of the wayleave when he receives his rent. 

Additional compensation has to be paid for all damage to 
erops, drains, fences, &c.. occasioned in the laying down or 
erection of the work, or its subsequent repair and mainten- 
ance, while invariably there is a clause in the agreement for 
. the diversion of the main at short notice at the sole cost of 

the undertaker. 

Hitherto I have only discussed the landowner's rent, but 
the tenant or occupier (if any) has also an interest in the 
land, for which he should receive compensation. There are 
alternative methoda.of dealing with the occupier. The first 
ig to agree upon terms with the landowner on the under- 
standing that he settles with his own tenant. This is the 
basis on which the cost of wayleaves discussed above has 
been considered. As a rule, landowners prefer this proce- 
dure. The second method is to agree upon a rent with the 


landowner based on the applicant agreeing to make terms’ 


with the tenant. This is not a method to be recommended. 

Compulsory Powers for Ezpropriation.—There are two 
points of view from which the question of electricity supply 
undertakers being granted compulsory powers for carrying 


* These rents have in my experience approximately doubled 


since the war, and more than trebled during the past seven 
years. 


their mains over or through private land may be regarded. 
These are briefly, on the one hand, that such undertakings 
afford a valuable public service, and that any source of 
unnecessary expense in fugaishing such service is ultimately 
а serious handicap to industry and production, and conse- 
quently contrary to the national interest. 'fhe other is that 
these undertakings—I here refer to company undertakings— 
are a source of private profit, and any saving of expenditure 
merely increases profits to shareholders. | | | 
The latter is undoubtedly the view that weighs chiefly in 
the minds of the majority of individuals and private and 
public bodies when they have the power, as in this case, to 
exercise their absolute discretion in granting or refusing a 
concession. Although it is evident -that Parliament has 
already afforded some measure of recognition to the public 
service character of electricity supply undertakinge, especially 
power company undertakings, by the grant of special privi- 
leges, such as the right to break up streets and roads, the 
compulsory acquisition of land for their works, and, on the 
other hand, the imposition of specified duties under penalties, 
and of control, including the regulation of maximum charges 
and dividends, it does not appear hitherto to have fully 
recognised the not unimportant part which electricity supply 
has played in the national economy during the past 10 years, 
or which it is destined to play in a much larger, and even 
perhaps an extraordinary, degree in the near future, pro- 
vided encouraging facilities are afforded for its development. 
Compulsory power for expropriation for works of public 
utility, or, as is better known in the United States, the power 
of eminent domain, i.e., the sovereign right of a State to 
appropriate private property to public uses, whether the owner 
consents or not, exists in most European States, including 
Italy, Switzerland, France, Norway, Spain, Holland, Belgium, 
and possibly other countries, and also in the United States. 
In Italy, Switzerland, and France further enactments on 
expropriation have been applied to the carrying of electric 
mains (either overhead or underground) over or through pri 
vate land, while in Norway the general law on expropriation 
is available for this purpose. А 
In every case it is necessary to satisfy the authorities, i.e., 
either the Crown, the Legislature, or a Government Depart- 
ment, that (a) the undertaking or (b) the proposed main is 
one of public utility, before these powers can be applied. 
In the United States, under a recent law easements for 
rights of way over public and national lands can be granted 
by the State, but I am not aware that otherwise the ordinary 
procedure is in any way different from ours, i.e., by negotia- 
tion and agreement with the owners. Owing to the com- 
paratively low cost of land in many parts, however, it is 
quite a common practice for electric light and power under- 
takings to purchase a strip of land for at least their most 
important lines, and elsewhere to use the public roads as far 
as possible, even for extra-high-pressure overhead lines. 
The United Kingdom and Germany are the only two large 
European States which, having reached a high state of indus- 
trial development (perhaps in some measure because of this), 
have not yet adopted compulsory powers for expropriation for 


electric mains on private property. 


In this country, with a few exceptions, the only statutory 
powers which are at all analogous to the right of expropna- 
tion or of eminent domain, are the compulsory powers for the 
purchase of land under the procedure laid down in the Landa 
Clauses Acts. : 

We are not here, however, concerned with the purchase of 
land for routes for our mains, nor should this be at all 
necessary. The present procedure for the compulsory pur- 
chase of land is altogether too clumsy and costly to render 


its adoption practicable for such a purpose. 


There are, however, interesting precedents in our own 
legislation which afford to certain authorities the right to 
gecure compulsory easements over private land. 

(a) A local authority under the Public Health Act, 1875. 
may carry sewers and water mains through any private land 
whatsoever without taking the land or purchasing an ease- 
ment, but only subject to compensation. 

(b) Under a short Act passed last year—Telegraph (Con- 
struction) Act, 1916—the Postmaster-General is empowere 
to erect or lay down overhead or underground telegraphic 
lines on private land by serving a notice upon the owners. 
lessees, or occupiers of the same, and any difference between 
the parties is to be referred to a stipendiary magistrate, з 
judge of a County Court, or in Scotland a sheriff, with э 
right of appeal to the Railway Commissioners. 

In the Act of 1916 there is no restriction as to motive, 80 . 
long as the proposed line is in the public interest. So far as 
I am aware, there ів not a single case in which the powers 
conferred by the Telegraph Acts of 1892 and 1908 have been 
exercised, and the working of the more recent Act of last year 
wil be watched with great interest. | 

(c) In India under powers conferred by the Indian Tele- 
graph Act, 1885, the telegraph authority is entitled to place 
telegraph lines and posts in or upon any immovable property. 

Our special interest in these clauses lies in the fact that 
they have been extended to electricity supply .undertakers 
in certain cases, and also in regard to the diversion clause 
contained in the Act. 

The Land Inquiry Committee’s Report.—In 1912 the then 
Chancellor of the Exchequer (Mr. Lloyd George) appointed 
a small private committee to inquire, amonget other matters. 


Vol. 80. No. 2,056, APRIL 20, 1917.] 


THE ELECTRICAL REVIEW. 445 


into the ' nature and workings of the existing systems of 
ownership, tenancy and taxation and rating of land and 
buildings in urban districts and the surrounding neighbour- 
hoods, and their effect on industry and the conditions of 
life." "The report of this committee refers to the question 
of wayleaves in the following terms :— 

“ Public bodies are often called upon to pay large sums 
for such easements, and private firms are affected similarly 
when they are unable to get consent to the laying of pipes 
for the service of necessary water or electrical power. . . . 
Modern developments of the use of electricity to supply power 
at a distance from the spot where it is generated have given 
increased importance to this question. Wires have to be 
carried across country, and here, too, each owner whose 
land it 18 proposed to traverse is enabled to hold the scheme 
up by demanding an excessive price for permission to carry 
the wire across his land. In some cases he is enabled to 
prevent it altogether. . . . We believe that the State 
should exercise the power of compelling the grant of ease- 
ments and wayleaves of all kinds. 

‘‘Therefore we recommend :— 


''l. That the Government Department authorised to give 
such sanction should have the power to make an order for 
the compulsory acquisition of easements or wayleaves for 
any purpose. 

'2. That in all cases where any such order is made the 
terms should be fixed by the Judicial Land Commissions. 

‘3. That in all cases: (a) The local authority and the 
landowner should both be enabled to appear before the Gov- 
ernment Department and the landowner before the Commis- 
&ioners. | 

** (b) The amenities of the neighbourhood and the interests 
of the landowner should be considered, and injured as little 
as possible. 

“ (e) The term ‘landowner’ should include all who have 
substantial interests in the property.” 

On the question of the present procedure for assessing com- 
pensation under the Lands Clauses Acts, the Committee 
state :— 

“ We are of opinion that a permanent tribunal cheap and 
easy of access, with wide powers in respect of limiting evi- 
dence and disallowing costs, should be substituted for the 
present procedure. Such a tribunal would take the form of 
a court or а commission combining a strong judicial element 
with expert members. The latter should be professional men 
not in private practice who would be retained in the service 
of the court or commissioners, thus adding independence of 
judgment to their professional skill. We had intended to 
recommend a court, but the proposals of the Government 
to constitute & body of Judicial Land Commissioners for 
dealing with questions of tenure and compensation fully meet 
our views. 

‘‘Therefore we make the following recommendations with 
regard to the tribunal for assessing compensation, its proce- 
dure and costs :— 

“ (a) That in all cases where land is acquired under com- 
pulsory powers, the final determination of the purchase price, 
the assessment of the compensation for severance and dis- 
turbance due to the claimant, and the apportionment of the 
compensation as between several claimants, should be deter- 
mined by the Judicial Land Commissioners. 

‘‘ (b) That the procedure for determining -the amount of 
compensation for the land taken should be as follows :— 

“1. At the time of applying for compulsory powers the 
promoters should serve a notice on the district valuer and 
all interested persons, as to the lands to be acquired. 

'' 9. If and when the compulsory powers are obtained, the 
district valuer should assess the market value of the property 
to be acquired, as at the time of the application for compul- 
sory powers provided that where the owners or persons inter- 
ested are unable to agree to the valuation they should have 
the right to appeal to the Land Commissioners against the 
valuation of the district valuer. 

“Ав to costs, we recommend that :— 

'' (a) A scale of costs and fees in compensation cases should 
be prepared by the commissioners. 

““ (b) It should be in the discretion of the commissioners to 
award the whole costs of arbitration in any proportion as 
between the promotere and the claimants provided that when 
the finding of the commissioners is less than the offer made 


by the promoters, the costs should be paid by the claimant, , 


unlese otherwise ordered by the commissioners. 

'' (c) The commissioners should have discretion to limit the 
number of witnesses and.to exclude counsel.”’ 

I have freely quoted from the above report, as, in my 
opinion, not only would the adoption of the Committee's 
recommendations go far to overcome satisfactorily most of the 
present difficulties in connection with obtaining wayleaves, 
but, further, any action which might be taken in order to 
secure legislative assistance would, if on these lines, be more 
likely to meet with Government support. | 

The report formed the basis of the Land Reform proposals 
outlined on behalf of the Government by Mr. Lloyd George 
at Bedford and Swindon in October, 1913, which included 
the formation of & Ministry of Lands and the appointment 
of Judicial Land Commissioners. Owing to the war, these 
proposals have had to be abandoned, but I believe that the 


war will have facilitated the adoption of these or similar 
measures to an extent unthinkable in pre-war times. 

The drastic powers exercised by the State during the war 
under the Defence of the Realm Acts will have accustomed 
everyone, legislators and the public alike, to the idea of State 
interference with private rights in anything that concerns 
the public interest, and the vital importance of rendering the 
nation as self-supporting as possible in the future, both in- 
dustrially and in regard to agriculture, will call for much 
more intelligent State aid and oversight than in the past, 
and in many previously neglected directions. 

It is obvious that no new legislation of this nature can be 
considered by Parliament during the period of the war and 
for some time after, but I suggest that the Council of the 
Institution would do well to formulate proposals and consider 
without delay the best means of securing their adoption. 

The Land Committee’s recommendations have, however, 
one serious defect, in that no definite period of time is ap- 
pointed during which consents must either be given or an 
order be made by the Government Department concerned. 
Time is all-important in industrial matters. 

It appears inconceivable that the present procedure in con- 
nection with the acquisition of land for general public pur- 
poses, including electricity supply, can for long remain un- 
changed after the war, but in the event of the Government 
showing no intention of proceeding within a reasonable period 
after the declaration of peace with the former proposals, I 
submit the following for discussion, which utilise existing 
machinery and are not inconsistent with precedents in our 
present legislation. 

(a) That, failing agreement between a statutory electricity 
supply undertaker and a landowner or occupier for a way- 
leave for electric mains on private property, or if a land- 
owner or occupier refuses to give a consent or faila to give 
a reply in writing within one month from the date of applica- 
tion, the Board of Trade be authorised, after inquiry, to make 
an Order for a compulsory wayleaye within a further period 
not exceeding two months. In all cases the undertakers 
would have to satisfy the Board of Trade as to the commercial 
and other considerations which render this course necessary. 

(b) That, failing agreement between the parties as to the 
annual rent to be paid by way of compensation, this be deter- 
mined by one of the following methods :— 

1. By a single arbitrator (who should be an expert) ap- 
pointed by the Board of Trade, counsel and expert witnesses 
being excluded from the arbitration proceedings. The Board 
of Trade with the concurrence of the Lord Chancellor to be 
authorised to fix a scale of costs and disallow costs unneces- 
sarily incurred. | 

2. By the valuation of two surveyors, one of whom shall be 
appointed by one side and one by the other side, and in the 
event of their not being able to come to an agreement, by a 
third surveyor appointed by two justices or a stipendiary 
magistrate. 

In fixing the wayleave rent, regard should be had to the 
average annual rent (if any) received from the land under 
consideration during the previous seven years, and a reason- 
able percentage should be added to cover permanent damage, 
disturbance, or inconvenience which may arise from the pro- 
posed works, and for the right of entry upon the land. This 
percentage would obviously be greater for overhead wires 
than for underground cables. The arbitrator or valuer should 
not be allowed to take into consideration апу saving in 
expenditure which is afforded to the undertakers by the 
grant of wayleave, but should apportion the rent equitably 
between landowners, tenants, and асга, and all who have 
a beneficial interest in the land. 

Any of the parties, failing agreement, should have the right 
to apply for a revision of the rent once in every seven years. 
Damage to crops, &c., caused in the execution of the work, 
should be settled separately and in the usual manner. 

(c) That in cases of urgency, the undertakers be authorised 
to enter upon the land and commence the execution of the 
work as soon as an Order has been made by the Board of 
Trade, and before the assessment of the compensation, upon 
rng a notice, making a satisfactory deposit, and giving 

ond. 

(d) That a right of appeal to the Board of Trade be allowed 
in all cases where a landowner or occupier demands the 
removal or diversion of а main at the cost of the undertakers 
which in the opinion of the undertaker is unreasonable or 
unnecessary. 

The success or failure of any proposals such as these would 
obviously depend upon the degree of “ public utility ” which 
might be attached by the Government Department concerned 
to the various kinds of electrical services, but even if com- 
pulsory powers were only granted in important and difficult 
cases, the mere existence of such powers and the possibility 
of the grantor of a wayleave having to justify his demands 
would, I believe, exercise such a moral effect that in many 
cases an agreement would be possible without putting into 
operation the machinery created. It would materially assist 
in this very desirable consummation if undertakers were 
enabled to secure a declaration from the Board of Trade of 
the public utility of a proposed main for which wayleaves are 
required before negotiation is entered into with landowners 
arid others, in all cases where the Board is satisfied that the 
public interest justifies such a declaration. 
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DISCUSSION. 

Mr. C. H. WorbDINGHAM, in opening the discussion, said 
the paper was intimately connected with the success of the 
electrical industry, and was eminently fair from beginning 
to end. It was essential that we should be able to run over- 
head and underground mains by a direct route, and also true 
that existing rights should be respected. He considered that 
Mr. Vernier's proposal for appeal to & tribunal with com- 
pulsory powers was а good one. | 

Col. OGILVIE thought the tendency would be for Parlia- 
ment to be much more willing to consider new legislation 
now than at any previous period, as evidenced by the grant 
of powers to the Post Office last year. Тһе existing 
statutory powers for lines over private property were not 
satisfactory; the private individual was in a better position as 
regarded freedom of action than the statutory authority. The 
Postal authorities, in the past, had suffered a great deal in 
obtaining wayleaves from local authorities, and it was extra- 
ordinary what a great number of road authorities there were, 
whose powers applied equally to power lines and postal lines. 
The Post Office experience in dealing with stipendiary magis- 
trates and county court judges was that most uncertain and 
freakish judgments were given, and he would prefer alwavs 
to have the right of appeal to a regularly constituted body 
such as the Railway Commissioners. | 

Мг. W. B. WoopHovsk said that legislation on the subject 
of wayleaves was quite antiquated, and they must make out a 
strong case if it was to be altered. Additional reasons could 
be advanced for greater wayleave facilities, as in many dis- 
tricts it was better to run mains overhead than underground 
on account of the danger from subsidence; also they had to 
consider in the future the transmission of very large powers, 
which would require а wide strip of land to enable many 
lines to get away from the power station. The question of 
agricultural and railway supply also called-for further way- 
leave facilities. It was not claiming too much to say that 
electric power requirements were quite as important as those 
of the telegraph and telephone in the matter of obtaining way- 
leaves. He saw no reason to distinguish between county 
boroughs and urban councils as regarded powers, as the former 
often embraced equally rural country. А difficulty was en- 
countered under the Settled Lands Act, in that a wayleave 
could only be given for 21 years; again, when dealing with 
irustees, &c., legal expenses mounted up, and they were in 
general very heavy. He recently secured an agreement, ter- 
minable at six months' notice, for six poles, which cost £9. 
As showing the difficulties encountered, he cited a case of 
a local authority which, while quite willing for a 10,000-volt 
overhead line to pass through its area, asked that the wires 
should be continuously insulated. He thought it would help 
matters if they said they supported in principle all the re- 
commendations made by Mr. Vernier. 

r. D. A. STARR said he was glad that in the Scottish area 
with which he was connected, they had less difficulties to 
contend with than in England; they had many miles of line 
on private land, and a special department had been formed 
for negotiating wayleaves. He thought the question of lines 
over private roads open to the publie, and on roads passing 
over or under railway bridges, was as important as that of 
lines passing over agricultural lands. In some cases the 
farming community welcomed their lines; and took a supply 
through pole transformers. The projected '' Supply of Elec- 
tricity Bill " contained a clause dealing with wayleaves which, 
if passed, would cover the author's recommendations. 

Mr. A. J. Ѕтоввѕ, with regard to legislation, said the Post 
Office would no doubt find it necessary to secure the Post- 
master-General’s rights in the matter of wayleaves, but, apart 
from this, they were brothers in arms. He thought it would 
be agrecd that the Post Office had priority in the use of 
roads, and ventured to suggest as an alternative to the 
proposals in the paper that it would be easier to draft a 
small Bill conferring on power engineers the same privileges 
as already held by the Post Office authorities. He suggested, 
as regarded the proposed reference to the Board of Trade, 
that that body was rather a controller of electric supply 
powers than one able to act judicially, as was the case with 
the Railway Commissioners. 

Mr. J. C. WrenaM asked why anyone should have the right 
to refuse permission for running lines overhead; a private sup- 
pler could not be prevented from doing it. The important 
part of the wayleave question was the ''consents"'; various 
suggestions had been made, and he only wished they had the 
same powers as the Post Office, but doubted whether Parlia- 
ment would grant so much. He agreed with the proposal 
to refer to the Board of Trade matters of compensation, and 
in the draft bill of the Joint Committee a similar reference 
was made to the Board of Trade, with a further important 
stipulation that the same arbitrator should sit continuously. 
The question of forming a judicial electrical committee 
was urged before Sir Charles Parsons's Committee, and 
he thought that that was wanted, and was really better than 
paving an arbitrator appointed by a Government depart- 
ment. 

Мг. E. T. WiLLIAMS urged that this was not the time to 
consider the matter, but the time to act. He submitted 
figures of costs of wayleaves, showing the great divergence 
jn values; in many cases recently, however, powers had had 
to be taken under the Defence of the Realm Act to run trans- 


nission lines, which was evidence of the mecessity of alter- 
ing the law. He suggested that the proposed Electricity 
Board should be added to the Board of Trade in the author's 
recommendations. They must be reasonable in their require- 
ments to avoid opposition, and he thought that a slight modifi- 
cation of the 1916 Telegraph Construction Act would meet 
the case. Electricity supply must be represented by a con- 
crete body before its representations would meet with suc- 
cess. If London's water supply and dock improvements 
justified the creation of a public body, then surely the elec- 
A supply of Great Britain was important enough for such 
a body. 

Mr. H. M. Sayers said he found that the Spanish wayleave 
law substantially followed the Italian law, and he proposed 
to send a translation to the Journal. 

Mr. J. E. KiNGsBURY said the author concluded with cer- 
tain sound proposals, and the only question was what could 
be done to forward the object of the paper. The proposals 
embodied in the 1916 Post Office Act had actually been 
officially put forward in 1885, and, in view of the time taken 
to secure them, it was very necessary to make an early move 
in the wavleave question. They. were suffering from a lack 
of public appreciation of the difficulties and iniquities of the 
question; if the public realised that the refusal of a way- 
leave resulted in disadvantage to the community. the ‘position 
would be better appreciated. 
© The Presrpent (Mr. C. P. Sparks), in the course of a few 
remarks, said the paper resulted from the work of the I. E.E. 
Committee on Electricity Supply. The question of obtaining 
suitable outlets from large power stations was so wrapped 
up with electricity supply that it was felt advisable to have 
a paper read on the subject. Henee, Mr. Vernier was invited 
to deal with the question, and the Council that day had 
awarded him the Paris premium for his paper, the reception 
of which by the meeting proved that they had selected the 
right man for the work. In the present state of the law, 
the non-statutory undertaking was immensely better off 
than the statutory one as regarded overhead lines. In one 
case with which he was concerned, the lines extended 10 
miles, and it was easy to get wayleaves. ‘No local authority 
could refuse permission to cross roads; moreover, the private 
owners and the railway companies were both; interested 
parties, as regarded the industry in question, and could not 
easily refuse wayleaves. He felt that the necessity for grant- 
ing greater.powers would be forced on the legislature in the 
next vear or two. 

The AUTHOR, in replying, said he was glad there was 
general agreement on the subject; the present was the most 
propitious time to deal with it, and he felt that the Board . 
of Trade Committee would be compelled to give it considera- 
tion. The Scotch undertakings were in a better position; it 
was only in Scotland that the County Council was the local 
authority. He remarked that' the Newcastle-on-Tyne Co. 
also had & wayleave organisation of its own. Some of the 


difficulties met with by the smaller undertakings were due 


to the lack of such an organisation. The railway companies 


claimed wayleave rental if the construction touched the 
structure of a bridge; a standard charge had been fixed to 
meet such eases. He thought that a charge per unit was 
iniquitous; the railway company had nothing to do with the 
amount of energy transmitted. The Postmaster-General 
seemed to own the earth and the air, though he provided 
only one kind of public service; personally, he thought the 
Postmaster-General should not have quite so extensive powers, 
but he got on very well with the Post Office engineers. Par- 
liament had not yet realised the importance of electricity 
supply and the economies that could be effected by its 
means. The Electricity Board suggested by Mr. Williams 
would be a very good thing, if and when appointed, and 
could deal with the question of compulsory wayleaves. ЇЇ 
they got the powers, let them be useful powers; the French 
law was useless'in some respects. He was sanguine that the 
powers desired would be secured in two years or lesa. 


ALUMINIUM PRODUCTION BY ELECTROLYSIS. 
By RICHARD SELIGMAN, Ph.Nat.D. 


(Abstract of paper read before the INSTITUTE OP METALS.) 


In the course of his paper on '' Electric Furnaces as Applied - 
to Non-Ferrous Metallurgy," Prof. Stansfield describes the 
production of aluminium by the electrolysis of a fused mix- 
ture of cryolite and alumina, and illustrates the course of 
the main reaction by means of the conventional formula 


A1,0, + ЗС = ЗСО + Al,. 


In a communication on this paper Dr. G. H. Bailey points 
out that this formula does not truly represent the changes 
which take place. 

As Prof. Stansfield correctly states, it has been assumed 
heretofore that carbon monoxide is the sole gaseous product 
of the electrolytic reduction of alumina. 

This was the generally accepted view when the present 
writer approached the subject at the beginning of 1905. 


А 
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А correct appreciation of the mechanism of the reaction 
whereby aluminium is produced in the electric furnaces is of 
very great practical importance, because the anode consump- 
tion is one of the main items in the cost of production of 
aluminium, and it is clear that if the assumption be made 
that for every three units of aluminium produced two units 
of carbon must necessarily be consumed, a downward limit 
is put to the possible reduction of this source of expenditure. 

From observations made of the electric furnaces at work, 
the writer soon reached the conclusion that the accepted 
‘‘ theoretical carbon consumption '" was a myth, and that it 
should be practicable to work with a far lower consumption 
than had up till then been considered possible. At that time, 
however, he found his efforts to improve the carbon ratio 
hampered by the assertion that it was useless to spend money 
on experiments with the object of reducing a consumption 
which already approached very nearly to the figure demanded 
by "theory." Nevertheless, in a series of large-scale experi- 
ments made avowedly with a different object a carbon con- 
sumption of well below the '' theoretical '' figure was attained 
early in 1907. Experiments on a larger scale and in many 


directions were immediately started, and by the summer of - 


1907 the fact that carbon monoxide was not necessarily the 
sole gaseous product of the reaction had been finally demon- 
strated. Asa result of the explosion of the fetish of a '' theo- 
retical’ carbon consumption of 66 per cent., the present-day 
consumption has, as Dr. Bailey says, been reduced to a very 
much lower figure, with financial benefits which are very 
considerable. The improvement attained has been accom- 
panied by а number of subsidiary advantages. 

Some further experiments were carried out by the writer 
with the late Mr. H. B. Phillimore. Owing to the difficulties 
experienced in eliminating atmospheric contamination in a 
commercial furnace, these experiments were made on a labora- 
tory scale in the electrical department of University College, 
Gower Street, where Prof. Fleming kindly gave facilities for 
the work to be done. 

Experiments so far published upon the production of alumi- 
nium on a laboratory scale have, in their efforts to simulate 
practical conditions, always overlooked one of the most im- 
portant, namely, current density. It is well known that in 
the aluminium furnace the heating is done by the electro- 
lysing current, no external source of heat being required. 
Experimenters have been anxious to reproduce this condi- 
tion, but have overlooked the fact that the loss of heat from 
a laboratory furnace is far greater, proportionately, than that 
from а full-size commercial unit. In order to make up for 
this lose of heat, current densities have been applied which 
are far in excess of those used in practice, and consequently 
the conditions obtaining in these laboratory furnaces have 
been totally different from those found in practice. 

Mr. Phillimore and the writer considered that the question 
of the source of heat was entirely irrelevant, and that in order 
to construct a laboratory furnace which would truly repre- 
sent the practical conditions, external heating would have to 
be applied so as to neutralise the excessive loss of heat to 
. Which these diminutive furnaces are subject. By constructing 
such a furnace, the external source of heat being either gas 
or electricity, it was found possible to produce aluminium 
under normal conditions in a bath having a capacity of about 

grm. of electrolyte only. So far as the experiments went 
they indicated that all the phenomena of a large furnace 
could be reproduced ‘‘in parvo" by this simple device. 

In order to prevent the infiltration of oxygen the electro- 
ysis was carried out in а slow stream of nitrogen. Under 
these conditions gases containing more than 3 vols. of CO, 
to 1 vol. of CO were obtained before the experiments were 
interrupted, temporarily it was then thought, but in fact 
permanently. 

Dr. Bailey in his communication rightly demolishes the old 
accepted formula, but replaces it by another, namely— 


2A1,0, + 3C = 2А1, + 3CO,. 


The view of the writer at the time was that the primary 
Product of the electrolysis was oxygen, and that whether 
OXygen, carbon dioxide, or carbon monoxide resulted was 
ependent upon such factors as temperature, current density, 
Physical properties of the carbon anode, rapidity with which 
he gases were removed from contact with the anode, and 
similar factors, The experiments designed to prove the cor- 
Tectness or otherwise of this view had to be abandoned before 
any decision had been reached. 


SUBSTITUTION IN ELECTRICITY WORKS. 


АНЕ following is & copy of a circular-letter issued under date 
pral 16th, 1917, to members of the Incorporated Municipal 


Electrica) A MEM 
Proctor. . Ssociation by the Hon. Secretary, Mr. C. Faraday 


SUBSTITUTION IN RESERVED OCCUPATIONS. 


Dear Sir,—I beg to enclose a questionnaire which I shall be 


obliged if you will kindly fill in and return to me at the earliest 
Possible moment, 


Pa 


І have to inform you that a deputation consisting of repre- 
sentatives of the 


.A.E.P.C., i 
Conference of Chief Officials of the London Electric 
Supply Companies, and the 
Association of Provincial Electric Supply Undertakings of 
Great Britain 
was received by the Reserved Occupations Committee at their 
offices, 5t. Ermin's Hotel. on Wednesday. March 25th, at 3.30 p.m., 
under the chairmanship of Mr. Graves. | 
The various speakers on behalf of the deputation drew attention 
to the following. amongst other matters :— 


The great importance of the electricity supply industry. both 
from the public utility and the munitions standpoint. 

The very larre number of employés affected and amount of 
machinery dependent upon electricity supply, and the 
comparatively small number of employés engaged in 
electricity works in relation thereto. 

The danger of too severe cutting down of the staff and 
employés in electricity works. . 

The necessity for considering the employés in electricity 
departments from the standpoints of technical capability. 
experience and physical fitness. 

The dithculties. dangers and limitations of * substitution." 

The employment of disabled soldiers and sailors and women 
and girl labour. 

The shortage of labour in the neighbourhood of some large 
undertakings. 

The difficulty, and, in some cases, the impossibility of making 
even slirht reductions in staff of small undertakings. 

The necessity for each case to be considered on its merits by 
expert advisers. 

The fact that woman labour is employed in some instances to 
the extent of 25 per cent. or more, but that the extent 
necessarily depends upon the local, climatic. and social 
conditions. 

The chairman stated that the recent de-badying was carried out 
upon the order of the Cabinet direct, and Tribunals should appre- 
ciate the fact that it was not, and is not, intended to be a mandate 
that. all de-badged men are to go into the Army, but that it is still 
for the Tribunals to consider the circumstances of each case, and 
that a reasonable time should be given for the provision of 
substitutes. 

The chairman stated that the Committee were fully alive to the 
position and importance of the electricity supply industry. It was 
not their intention to interfere with skilled men. 

It was agreed that а circular letter be issued by the respective 
Associations to their members, particularly impressing upon them 
the necessity of closely following up the suggestions made in the 
letter and memorandum addressed to the I.M.E.A. by the Reserved 
Occupations Comniittee on February 5th, 1917," and that statistics 
of the staff and employés of electricity works be obtained now, and 
further statistics in two or three months' time, to show what 
further substitution had taken, place, and when a further conference 
would be held. 


SCHEDULE 1. 
Statistics for March 31st, 1917. 


(a) Number of employés, July, 1914 .. sö ee Ke es as 
(b Number of employés released for service with Colours to 

March 31st, 1917 .. Re Se da : E d 
(c) Number of employés, March 81st, 1917 .. 


Analysis of (c). 
(1) Number under Military age (18) vx m рах Я A 
(2) Number over Military age (41) .. ee aig os as ee 
(3) Number of Military age (18—41).. ee rer Е 2x ee 
(4) Number of Women.. - - ee T 25 ae 


Total as above (c) at March 81st, 1917 .. 


Analysis of (с) (3). (Men of Military Age (18 —41». 
Number of Discharged Soldiers and Sailors TE m 
Number of Rejected Men T" oe “a oe e 
Number of Badged Men 
Number of other grades 


Total number of men of Military age as above (e) (3) 


Names of undertakings to which the above returns apply :— 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


CANADA.—-The following reduced Customs duties are to 
be levied as from January 19th, in virtue of regulations made 
by Order in Council under Section 286 of the Customs Act, 
viz.—On battery jars of glass and articles of hard rubber when 
imported by manufacturers for use only in their own factoriea 
in the manufacture of electric storage batteries :—Under the 
British Preferential Tariff 12 per cent. ad val., under the 
Intermediate Tariff 20 per cent. ad val., and under the 
General Tariff 20 per cent. ad «val. 


* ELECTBICAL REVIEW, February 23rd; 1917, page 212. 
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UNITED KINGDOM AND CERTAIN FOREIGN 
COUNTRIES.—A Supplement (Part I) to the Board of Trade 
Journal of March 1st contains complete lists of articles which, 
according to the latest information received by the Board of 
Trade, are prohibited to be exported from Denmark, France 
(including Algeria), Italy, Japan, and the Netherlands. This 
Supplement also contains the list of articles, complete to 
March lst, which are prohibited to be exported from the 
United Kingdom. A further Supplement (Part IT), issued on 
March 8th, contains similar lists for Norway, Portugal, Russia, 


Spain, Sweden, and Switzerland, and this Part contains also . 


a copy of the United Kingdom Contraband List complete to 
date of publication. The information given in these two 
Supplements supersedes that given in the Supplements pub- 
lished on November 23rd and 30th last. Copies of the Supple- 
ments may be obtained, price 3d. each (post free 34d.), from 
H.M. Stationery Office, Imperial House, Kingsway, W.C. 2. 


SOUTH AFRICA.—In consequence of representations made 
to the High Commissioner for South Africa, the Union Gov- 
ernment have extended to two months the time limit within 
which suppliers' invoices of goods shipped to South Africa 
- must be dated previous to the date on which the vessel sails 
which carries the goods. 

The High Commissioner for the Union draws attention to 
the provisions of Section 7 of Act 26 of 1914, and points out 
that the declaration of home consumption value must show 
prices current at date of invoice, and not that current when 
the order was accepted or contract entered into. 


JOHORE.—A revised list of export duties came into opera- 
tion on January Ist last. Wolfram and scheelite are free, but 
all other metals and metalliferous ores (except tin and gold) 
pay 10 per cent. ad valorem. 


PERU.—A tax of 2 centavos on every kilogramme of rubber 
exported through the port of Iquitos is levied under a law 
dated October llth last. 


SEYCHELLES.—A recent Ordinance provides for the levy 
on all goods imported of a surtax not exceeding 10 per cent. 
on the amount of Customs duties now payable under Ordi- 
nance 3 of 1913, with the exception of wines.and articles de 
mode. Under the existing Tariff the duty on all kinds of 
wire and on electrical apparatus is 194 per cent. ad valorem, 
to which the above-mentioned surtax must now be added. 


FRANCE AND ALGERIA.—The importation into France 
and Algeria of all goods ptoduced in or coming from foreign 
countries is prohibited, by a Decree published on March 24th, 
with the exception of (a) goods imported on account of the 
State; (b) goods which are proved to have been dispatched 
direct to France or Algeria prior to March 24th; (c) goods 
declared for warehousing in those countries by the same date. 
Other exceptions may be allowed by the Minister of Finance, 
either of a general character, or within the limits of the con- 
tingents to be fixed by a new Committee (''Comité des 
derogations aux prohibitions d'entrée ") which is to be set 
up in the Ministry of Commerce. In addition to fixing the 
quarterly contingents of imports for specified products, the 
Committee is to draw up and submit for approval proposals 
for general licences in respect of certain goods, and for each 
contingent a scheme for dividing the goods among the various 
industrial and commercial groups in proportion to their essen- 
tial needs. 

It is understood that the prohibition will not be brought 
into force until the contingents above referred to have been 
fixed. 

SWITZERLAND.—A notification issued by the Swiss 
Customs Department provides that packing materials (sacks, 
wooden packing cases, glass receptacles, ropes and cords, &c.), 
which have been imported as containers of merchandise may 
be re-exported empty on production of documentary proof 
that the articles-are in fact returned empties. [It should be 
remembered that an рогі licence will be necessary in the 
case of such returned packing ‘naterials as are covered by 
the British '' Prohibition of Import" Proclamation.] 


BRAZIL.—Among the requirements of the new Consular 
invoice regulations, laid down by the Brazilian Budget Law 
for 1917 (see the ELECTRICAL Review of April 6th), was ore 
that packages entered on an invoice must be numbered con- 
‘secutively. Cabled instructions have now been received by 
the Brazilian Consul General in London from the Ministry 
of Foreign Affairs suspending this requirement, but the re- 
requirements that each invoice must cover a shipment of goods 
bearing the same mark (thereby ensuring that the goods are 
destined for one consignee only) holds good. Shippers are 
also reminded that the old requirement that Bills of Lading 
d Consular Invoices should agree in every respect is still 
in force. - Р 


САМАТА. —А recent Memorandum issued by the Depart- 
ment of Customs calls attention to the existing Regulation 
providing that the words '' fair market value as sold for home 
consumption at time shipped "' in the heading of one of the 
columns of the prescribed invoice form should be strictly 
adhered to. If imyorters desire to make an entry on invoice 
forms without this proper heading. but containing the usual 
certificate, entry may be accepted upon addition of 10 per 
ceni. io invoiee value pending delivery of proper invoices. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED) 


Compiled expressly for this journal bv Messrs. W. P. 'TuowrsoN & Co, 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1917. 


4,720. '' Automatic device for wireless signalling." J. Morrison & W. A. 
Morrison. April 2nd. 

4,738. '' Electrical instruments for transmission and/or reproduction of 
sound." Р”. F. McQuirgs © F. W. McQuigk. April 2nd. 
4.739. *''Protective gear for dynamo-clectric generators.” 


Н. Pearce. 


4,758. '' Telegraph systems." A. Davipson, J. A. L. Deartove & N, J. 
PgrRRyMAN. April 2rd. 

4,773. ''Magnetos," N. P. RawitiNs. April Srd. 

4,808. '' Manufacture of electric cables." E J. Bsaver & E. A. Crarewonr, 


4,839. '' Electric switches," C. C. Garrarp & A. H. Канлмс. April 4th. 
4,860. ''Sparking plug." BLuemeL Bros., and F. Н. Briuemsu & F. A. 
SaxELBY, April 4th, 


H. Lucas & W. H. 


4,866. '' Electric arc lamps." H. B. Grys & W. Heare. April 4th. 

4,882. “Individual electric driving of machine tools, cranes, &c." 
ScuoLEY. April 4th. 

4.885. '' Manufacture of plates for storage batteries," Н. Марк (Flanders). 
April 4th. i 

4,886. '' Manufacture of storage-battery plates, and paste .thercfor." Н. 
Wane (Flanders). April 4th. 

4,901. “Attachment for electric torches." J. F. Barr. April 5. 

4,923. “Electric welding device." F. B. Deun (Electric Railway Im- 
provement Co.). April 5th. 

4,937. '' Telephone appliance." F. Mayer. April 5th. 

4,946. '' Circuit interrupters.” Вғеітіѕи WgsriNGHOUsE. ErkcTRIC. & МАКС. 
FACTURING Co. (Westinghouse Electric & Manufacturing Co., U.S.A.) April 
oth. 

4,948. '' Electric pocket lamps." S. Bimrirgw. April 5th. 

4,950. “ Electrical instruments." Н. A. Ewers & MaRcoNi's WIRELESS 
Te.ecraPH Co. April 5th. 

4,957. '' Electric interrupters for induction coils, ёс.” 
April 5th. . 

4,963. '' Electric switches," О. V. Forses & J. GeL. April 5th. 


Ф 


D. McLsNNaN. 


PUBLISHED SPECIFICATIONS. 


19158. 
13,788. Dynamo-eLtectric Macnuixes. D. Suchostawer. (March 37th, 1916.) 
September Bth. : 
1916. Ы 


The numbers in parentheses are thosc under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


6,869. PowkR TRANSMISSION SYSTEMS. June 8th, 1915. 

(100,639.) 
7,731. STARTING INTERNAL-COMBUSTION ENciNESs. Bosch Magneto Co. June 
12th, 1915. (100,682.) 

9,588. HatLING OR WINDING MACHINERY. 
September 4th, 1915. (101 ,407.) ‚ 

146. Projection or a Licht Beau. Н. R. Evans. January 4th, 1916. 
(104,517.) e 

3,204. Automatic NIGHT Тіра. SEMAPHORES AND ТірЕ Recorpers. W. M. 
Greer (Н. G. Reaks). March 3rd, 1916. (104,527 ) 

3,323. INCANDESCENT-LIKR FIRE OR ІмітАТОМ ЕВЕ, OR Lumous Boby For 
Domestic FiREPi.ACES, STOVES, GRATES, OR THER LIKE. C. O. Bastian & Н. Н. 
Berry. March 6th, 1916. (104,533) — - NE 

4,182, METHODS oF AND APPARATUS FOR ЅНАРІҸС Wire. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). March 21st, 1916. (104,561.) 

7,376. APPARATUS AND APPLIANCES FOR PREVENTING THE  OVERWINDING AND 
UNDERWINDING OF CRANES, Horsts, Lirrs, Winpinc DRUMS, AND THE LIKE. 
E. Allen & Co. and E. H. Furnival. May 24th, 1916. (104,591.) 

14,250. Sound Ркорссіхс oR TRANSMITTING. Arraratus. R. A, Fessenden. 
June 27th, 1916. (104,643.) 

R. W. L. Phillips. 


W. Morrison. 


Siemens-Schuckertwerke Ges. 


2,176. Exectric CouPLINGS. 
(104,702.) 

3,637. TRANSFORMER AND Оп. SwitcH Vgssg.s or Coontnc Tanks or Оп 
CONTAINERS AND TIIE LIKE, AND TH£ METHOD OF MANUFACTURING THE SAME. 
J. H. Davies. March 11th, 1916. (Cognate application, 11,647/16.) (104,717.) 

3,657. IMPULSE CONTROL Systems FOR AUTOMATIC TELEPHONE EXCRANCFS. 
Western Electric Со. & F. R. McBerty. March lth, 1916. (Addition to 
3,360/14.) (104,719.) 

3, SEMI-AUTOMATIC TELEPHONE SYSTEMS. Relay Automatic Telephone 
Co. & H. J. Herink. March 13th, 1916. (104,726.) 

3,859, Dynamo-g_ectRic МАСНІХЕКҮ. J. Н. St. H. Mawdsley & Н. F. Joel. 
March 15th, 1916. (104,731.) 

3.869. STATIONARY CONTACTS FOR Exectric Switches or Circuit BREAKERS. 
Е. B. Holt. March 15th, 1916. (104,733.) 

3,896. MAGNETO-ELECTRIC MACHINES FOR IGNITION IN. INTERNAL-COMBUSTUON 
Encines. M. S. Conner & A. R. Kahl. March 16th, 1916. (104,736) 

4,006. Apparatus FOR Testine  EvECTRIC: Circuits. F. Proksch. March 
22nd, 1915. (100,201.) 

4,348. Anc Ркојестов Lawrs. J. Brockie and Johnson & Phillips. Sep- 
tember 25th, 1916. (104,753.) 1 

4,453. ELECTRIC CONDUCTORS SurTABLE FOR SEALING INTO Vitreous MATE- 
ral. British Thomson-Houston Co. (Geperal Electric Co., U.S.A.). March 
25th, 1916.  (104,758.) ! 

4.532. Devices гок HorprsG. THE Snapes, Licut REFLECTORS, OR DIFFUSERS 
FoR Lamps, suci as Evectric Incanpescence Lamps. J. B. Mitchell, А. R. 
Shaw & W. Taylor. March 27th, 1916. March 27th, 1916.  (104,759.) 

4,639. APPARATUS FOR ADJUSTING THE IGNITION IN. INTERNAL-COMBUSTION 
Encines. E. Marazzi. March 29th, 1916. (104.78.) 

4,865. SPARKING PLUGS FOR USE ON [NTERNAL-COMBUSTION ENciInes. J. J. 
Creasey. April 3rd, 1916.  (104,770.) 

4,941. AUTOMATIC VOLTAGE REGULATORS AS APPLIED ТО INTERNAL-COMBUSTION 
Encines Driving Motor Vences, Р. F. Smith & V. S. Robinson. April 
4th, 1916. (104,772.) | е 

5.464. Evectric SIGNALLING OR TFLEGRAPHING Systems. Т. McLeod. Apri? 
13th. 1916. (Cognate applications, 7,156/16, and 9,750/16.) (104,777. . 

7.328. Muuricogr. Frecrric Castes. J. О. Callender and Callender's 
Cable & Construction Co. May 23rd, 1916. (104,793.) 

8,831. EnectrRicalLLy-WELDED Wire FABRIC OR THE Like. British Reinforced 
Concrete Engineering Co, & E. B. Hall. June 23rd, 1916.  (104,807.) 

9,137. SPAKKING PLUGS FOR INTERNAL-COMBUSTION ENciNES. F. A. L. Jobn- 
son. June 29th, 1916.  (104,808.) hs 

10,381. Mrans or CowrROL For PrrROL Exvectric VuHICLES. Tilling- 
Stevens, Ltd., & P. F. Smith. July 22nd, 1916. (104,819.) 

12,410. MEANS FOR THR CONTROL  EükcrRICALLY OP THE SicnaL INDICATORS 
USED IN CONNECTION WITH Ming Have ENGINES, WrNDING ENGINES, AND THE 
LIKE. J. P. Forster. September Ist, 1916. (104,828.) . 

12,420. ARRANGEMENT OF REGULATOR AND CiRCUIT. [NTERRUPTER FIXED UFOS 
ELECTRIC GENERATORS HAVING A VARIABLE SPEED. Soc. Anon. pour l'Eclairage 
Electrique des Vehicules. November 29th, 1916.  (102,483.) я z 

17,074. Exectric Batrery asr. J. E. Hamilton. July 85%, 1916. 
(Divided application on 3,029/16.) (104,847.) : 
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REASONABLE IMAGINATION. 


- — o eae, 


———— 


STATESMEN at Home, Colonial Premiers, lesser poli- 
ticians, and hard-lreaded business men, are all 
appealing to us to exercise in these momentous 
times the gift of imagination. The quartette sounds - 
well, is faultless in execution, "s rendered at the 
psychological moment, therefore is most effective 
and quite rightly evokes thunderous applause. But- 
what is this great gift that we are all urged to exer- 
cise? Аге we all possessed of it? Do we know 
how to use it well? Unless we use it with discre- 
tion, may it not “run riot" and degenerate, as 
some writer of the past has said, into unrestrained 
enthusiasm which may be likened to a “runaway 
horse" ? Suitably used, at a period of national 
emergency, it saw the dread possibilities of the pro- 
longed war with Central Europe, and put under 
properly organised control, it led to the establish- 
ment of munitions manufacturing and ordering on 
such an immense scale that the cause for which Free 
Peoples are fighting to-day has been saved. This 
was real Statesmanship—the man for the hour was 
found in the person of the present Premier—a man 
of imagination and foresight par excellence. We 
organised our industries, our engineering and other 
resources, to secure the one great end. The appeal 
of ше Colonial Premiers who are amongst us to- 
day summons us to bring our minds to bear upon 
other problems, less immédiate perhaps, but prob- | 
lems supremely momentous for the days that may 


not be very far away. Sir Robert Borden weightily 


voiced the appeal at Manchester on Monday last. 
The British Empire is a vast heritage, free in cer- 
tain respects to all of us—ours! But, says Sir 
Robert, and so we needs must recognise, it imposes 
corresponding responsibilities which we cannot fulfil 
unless we possess ''the vision and the imagination 
to grasp its immense possibilities."' 

Then we come to the lesser politicians and the 
social reformers, and we find them all bowing in 
adoration before the same great power for good or 
and urging that in our preparations for the 
strange ways of after-war along which our own and 
other nations will eventually have to pass—the stage 
of reconstruction—we be men of vision, of fore- 
sight, quick to read the signs even before they can 
take definite shape. They may be critical days for 


evil, 


"most of the world, and the appeal is not by any 
means unneeded. 


But now we turn to the last- 
mentioned ‘of our quartette—the ‘‘ hard-headed 
business man,’’ as we have termed him, as repre- 
sented by Mr. Dudley Docker, founder of the 
British Industries’ Federation. Writing in an even- 


ing newspaper, he discusses that problem which 
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soon may be second to none in importance, though 
interconnected with the problems of the Colonial 
Premier, the lesser politician, and the social re- 
former—the new relationship of Capital and Labour. 
Mr. Dotker says that our difficulties in the past were 
іп a large measure attributable to '' lack of imagina- 
tion." Imagination is a,quality essential to the suc- 
cess of any undertaking, '' undertaking " including, 
of course, trade. '' Lack of imagination renders one 
blind to the possibilities of a situation. It prevents 
an appreciation of another person's point of view, 
and it militates against any negotiations through 
want of understanding." Now, if there is anything 
we need to perceive to-day it is the possibilities of 
the situation; Events come tumbling so thickly and 
so fast that we have hardly recovered from one great 
transformation before we are in the midst of another. 
It is difficult enough to understand, sometimes, even 
the situation itself, i& we take the near view, let 
alone its possibilities. Still, we have to face the 
situation, changing as it may be, with the utmost 
cate, forethought, and, if we can, imagination. We 
may be on the verge of democracy's greatest plunge 
for liberty and freedom. Events in Russia, the 
incoming of the United States, the signs of 
socialistic struggling to cast off the yoke of mili- 
tarism in Germany, may all be portents of immense 
efforts from the workers of the world for securing 
the future consideration of their interests. The 
workers of the British Empire have in millions paid 
their price to liberate the world from its oppressors. 
The time of their return will come. They, as well as 
statesmen, politicians, and hard-headed business 
men, will have the gift of imagination, and they 
will want to exercise it, too. 
is a matter calling for men of imagination in in- 
dustry to exercise their foresight in such a way 
that the imagination of Capital and Labour may not 
‘come into collision in the pursuit of their ideals. 
Compared with the pre-war conditions, it is some- 
thing great to have arrived to-day at that stage 
toward industrial harmony where, as Mr. Dudley 
Docker says, “‘ representative employers and trade 


unionists have agreed to look at each other with- 
out the intervention of Government or politician,"' 
-and have founded the National Alliance of Em- 


ployers and Employed. They have looked at each 
other in the past—with drawn daggers, but the 
employer who will grind all that he can out of his 
workpeople, and will not consider their “‘ welfare "' 
along the lines that have proved humane and suc- 
cessful during war, can have no self-respecting role 
to fill in our future industrial economy. We doubt 
whether many of his cult remain to-day. Nor will 
there be self-respect or peace for any of us if 
.Labour utters again its pre-war threats and hates, 
and throttles progress by its short-sighted obstruc- 
tiveness and limitation. Imagination, discreetly 
guided, counselled by experience, not imagination 
run riot and degenerating into the enthusiasm for 
ideals which will liken it to a “runaway horse,” 
will be as necessary a quality for Labour as for 
Capital, and any step that will lead us into that 
spirit of industrial peace, that co-partnership in 
industry which will enable us to live in prosperity 
and real freedom and happiness for years to come 
is to be most cordially welcomed. The new National 
Alliance is undoubtedly a move in the right direc- 
поп. As Mr. Docker says: ‘‘ Many old shibbo- 
leths have disappeared, and all that is wanted is the 
exercise of reasonable imagination and human svm- 
pathy.” He holds that the success of the new Alli- 
ance will be assured if each member will endeavour 


Here, then, assuredly · 


to understand the point of view of his neighbour. 
That is no easy matter, but the way to arrive at it 
is to look a little beyond our own immediate per- 
sonal fads and fancies, predilections and objec- 
tions; and imagination and a far-off look are more 
essential than the immediate counting of our indivi- 
dual rights and possessions, and than the refusal to 
consider the claims of others to be entitled to a share 
therein. It will be useless talking Industrial Peace, 
Industrial Harmony, and so on, unless men find 
that such conditions are going to clothe and feed 
those who depend upon them. Prosperity and good 
wages, -considerate treatment and humane environ- 
ment, are the only way to Industrial Harmony 
which will last. It ought not to require much imagi- 
nation to see that, but a great deal of it will be 
required in the formulation of measures and the 
forming of an atmosphere by and in which that end 
is to be secured. The statesmen, the Colonial re- 
sources, the social reformer, and the hard-headed 
man of business, are the great co-operating means 
or forces or mediums through which we shall suc- 
ceed. Appealing, as our leaders are, to others for 
the exercise of the gift of imagination, they will 
surely not neglect to exercise that gift themselves. 


- 


AN article which appears else- 
where in this issue directs atten- 
tion once more to the immediate 
7 bearing of the canal question in 
this country upon the future of the electrical. indus- 
try. As the author points out, the subject is inti- 
mately connected not only with the utilisation of 
electrical power on the canals themselves, but also 
with the supply and distribution of electricity in the 
districts traversed by the canals. As in the case 
of the electrification of the railways, the consump- 
tion of energy 'for haulage would provide a steady 
load from the commencement, and would thus re- 
move one of the greatest obstacles to the wide ex- 
tension' of electric mains; the subsidiary demands 
for electricity could then be cultivated at leisure, 
and the advantages of electric power could readily 
be demonstrated to farmers and other prospective 
consumers in the neighbourhood of the waterways, 
while factories on the route could be supplied with 
lighting, power, and shipping facilities at one stroke. 

In this connection, it is interesting to note that 
Germany is contemplating the construction of a 
great new waterway from Aschaffenburg to the Aus- 
trian frontier. Some details were. given in the 
Times of March rst, which states that the work in- 
volves the connection of the Main and the Danube. 
which rivers will also form part of the waterway; 
the total length of route will be 460 miles, and the 
aggregate cost is estimated at 323 millions sterling, 
requiring an annual traffic of ro million tons to 
cover the expenditure. A Bill authorising the out- 
lay of £50,000 has been passed by the Bavarian 
Diet, this being the first instalment of a sum of 
£250,000 required to complete the plans for the 
new waterway. The canal is intended to accom- 
modate ships of 1,200 tons, and will provide a con- 
nection between the North Sea and the Black Sea. 
A canal joining the Main and the Danube already 
exists, but can carry barges of not more than 125 
tons, and is found to be wholly inadequate to meet 
the present demands. The.scheme is only one of 
several projects of similar type, which illustrate the 
importance attached to the provision of internal 
water transit by Germany. Granting that the con- 
ditions there are far more favourable to canal deve- 
lopment than in.this country, the facts nevertheless 
indicate the economic value of such waterways, an 
warrant us in urging that the question should not 
be lost sight of. - 


Electric Power 
on Canals. 
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WITH TOUGH RUBBER COMPOUND The. question of lowering wiring costs is ever 
| recurring, and many engineers are in favou 
Continental system, or the cleat system, 


ТК 


—— ^ WIRING 


15 neighbor CABLES. 
0 arm d XR S . within the region of cheapness; their opinion 15 that 
ШШЕ By W. ELLERD-STYLES, АМІ.Е.Е., Member Electrical the appearance does not count. Perhaps not in fac- 
s and dr Contractors Association (Incor-) tories, workshops, sheds, &c.; but what of the 
ook ae: —— € house, showroom, and better-finished establish- 
of our ks Tus following article has been written for the ments? It is easy to appreciate such disregard © 
the rit benefit of contractors and others interested in elec- artistic effects where the Huns are concerned, but 
toii - trical installation work who may desire to erect it 1S not— British. Even in the poor man's cottage 
astral Fe tough rubber compound cables (popularly known as we find humble ornaments and decorations ; do not. 
ess met = CT.S.) in place of conduit, capping and casing, let us abuse such places with what are apparently 
the ai 2 Stannos, Henley, or other, system of wiring, severa considered improvements, > but really constitute 
пуан? of which are restricted in application by the a ‘clumsy abuse. _ , ‚ 
pane (Л © Rules issued in March, 1916. These Rules permit Such a method of wiring as herein described 
al Harn? the use of tough rubber compound cables (C.T. J, could be classed as being the cheapest to install if 
much iE and, in view >f this fact, the experience © the the cable makers 12 big '' IF," please) would con- 
"TEE writer in the use of this class of cable in various descend to reduce their prices for this T.S. cable 
"T situations may be of assistance. | A prominent cable-maker informed the writer that 
ШЇ? Several contractors have doubted the claims of they could afford to lower. prices. The labour costs 
(фи manufacturers of this class of cable a$ to its being are extremely low, and with the co-operation of tne 
hart: suitable for users in all situations, and with a view to able makers WE should obtain 3 very cheap and 
atc dispelling these doubts it can be stated that the reliable method of wiring which. would rapidly 
TENS covering possesses 4 remarkable degree of dura- — popularise the use of electricity in directions at pre- 
o oti? bility, there is nO creeping of moisture into the sent monopolised, by penny, slot meters. 
n BF insulation, it is immune from the usual chemical To begin with it may be necessary to educate the 
diese actions met with in practice, it possesses high resili- supply authorities representatives, . also the pro 
ency, great tensile strength, and is difficult to in- pective client, in the virtues and merits of this parti- 
jure by mechanical means. It is most easily in- cular ‘cable, as three following incidents demon- 
| stalled, economical as regards labour costs an strate — | | 
| amount of material used, and entirely removes the 1, On the completion of the electrical equipment | 
pu. trouble of earths, always ensuring à good :nsula- of a large suburban residence, the supply authority 5 
jreds 2 tion test, For surface wiring it easily scores over representative called to test and connect UP. fter 
e im the metallic systems, > ing more flexible and un- the test, an inspection waè carried out, апе WE У 
quest kinkable (a wor adopted to convey the absence of instructed to earth the sheathing. f course, €X- 
tea. ® kinks in the sheathing during the handling and planations followed. . | | 
рки: erecting). Ап! ortant detail is that it is popular 2. Some large garage premise? were being wired, 
ШЫ: with workmen who have made its acquaintance. consisting of several detached buildings, when the 
es, be Dealing with tough rubber compound protection inspector observed that at several points. the cable 
nisi in his paper, “ Wiüng Rules of the Institution of rested оп girders and other ironwork. "He gave 
nu Electrical Engineers," read before the Association * instructions for insulating material to be placed be- 
y Of of Supervising Electricians, Mr. W- R. Rawlings tween the cable and the metal work so a> to avo 
"IE saya: " It has been thought by many that tei 25 risk of the sheathing being earthed at these 
wd stitution should not atlow this material to be used points. | .. ! 
he * without protection.’ Why not? It has @ protec- , An incident of @ different nature occurred at 2 
т tive sheathing. Several individuals have asked: if residence during the wiring of the samo for lighting 
PI this class of cable is permitted, why should not and heating. The owner paid a visit, and observed 
xli * vulcanised rubber cable of standard manufacture be e cables Were being laid under the floors. 
pros б used? - Phe question is the outcome of inability to ~; e promptly phoned the supply authorities, stat- 
xit grasp the details of relative construction, and also ing E ү pels w using a very WHY 
ptt the result of want © experience with C.T.S. stuff for the electrical WOrK. A representative 
ont To begin with, the cables are insulated exactly in 
gn" - the same way UP to the vulcanised layer. 'The ordi- JOINT. BOX mE 
etit nary У.В. cable is then fnished with tape and braid- : J” 2 А : : ". 
rote ing, both very hygroscopic, bothavery inflammable, : : —_ 3 ON 
yen 2 . and the red braiding in particular being appetising PLUG PLUS PLUG РӘ 
е9 for mice and similar vermin. C.T.S., on the other 
ale hand, is &nished with a protective € ating of tough 
xxt rubber compound (not, as some folk state, with 
X. ordinary rubber). This compound is non-hygro- 
Ed scopic, is not easily ignited, and vermin ignore it. 
LU As to the question of fire risk, this should be вр. SWITCH 
T sufficiently answere by mentioning the extensive ó д S Р 
Ne use O C.T.S. cable for trailing Са les, &c., in M 
E mines, and those individuals who hesitate to De- 3-PLATE ROSE 
E come converts to the use of this class of cable, and Fre. 1. — 
"E | who lament the fact that it is permitted by the | 
"s Rules, should attempt to gain some experience in 07 
Qu mines and the severe conditions existing therein, called, cut off a sample to test, япа, after looking 
de = and they would then see the cable question in its Чр the Rules, approved of its use. On the same jo 
C broadest aspect. : we arrived one morning to find notices chalked over 
ee. Metal-sheathed systems as 2 whole have the the floors and walls, “Do not proceed—this must 
set serious drawback of being subject to damage dur- be in con git." The sinking of the cable in the 
qu ing erecting. The workmen have to use extreme plaster disturbed the proprietor,, so we explained 
E caution In handling the material, an accidental blow that experiments had been carried out to deter- 
a © with а hammer is fatal, and earth risks are to be mine the effects of serapite plaster ’’ on the cover- 
ae considered. The open ends of the cable do not ing; after a lengthy period, there was no adhesion 
| me » receive proper attention as regards sealing, witha of the plaster, and when the cable was chiselled out 
es resultant trouble. i an insulation test proved it to be quite unaffected. 
al sh | 
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The above incident closed with a satisfied client, 
who is very pleased with his equipment. 

It is not necessary to describe the corrosion-proof 
fitings (White's patents) manufactured by the St. 
Helens Cable & Rubber Co., of Warrington, for 
use with C.T.S. cables, as many booklets and 
pamphlets exist to assist in the erection of the sys- 
tem,* but we may show how to wire installations 
with ordinary accessories as used for house lighting 
and similar situations, including standard pattern 


distribution boards, wood blocks, ceiling roses, &c. - 


BRACKET ON SECOND FLOOR 


3-PLATE ROSE 
ON FIRST FLOOR 


= TO FUSES 


ъч. iN ,? 


2-PLATE CONNECTOR 


FOR PORCH LANTERN 3-PLATE ROSE 


ON GROUND FLOOR 


Кто. 9.—VERTICAL. Мтктма DIAGRAM FOR Porca, HALL, 
AND STAIRS. 


For wiring simply, the accessories, apart from the 
cable, are clips with suitable fixing pins. 

The writer favours the use of flat section cable 
where the system is not required to be watertight, 
as it gives a better appearance than the circular 
core cable when used for surface wiring. The twin 
and three-core is useful for most runs, but for some 
situations it is advisable to use the single core, this 


2-PLATE ROSES 


BRACKET OVER 
MARKING BOARD 


анааан ee 


3-PLATE ROSES 
[] [| = 


6 ` 


JOINT BO 


rf. 2-PLATE ROSES 


moe Am ew wb d o ew cx» от am aD ou 
ow = -~ æa m е w a Ko =» > 


being a matter for the individual to decide who is 
responsible for the work. An advantage to be 
gained by using twin cable to the distribution board 
is that the time taken to sort out the circuits is 
reduced to a minimum. 

A waterproof system is obtainable by using ordi- 
nary screwed surface boxes and outlets, as made 


* See also ELECTRICAL Review, February 5th, 12th, and 
pm 1915; November 19th, 1915; and February 9nd, 1917. 
—Eps. 


3-POINT SWITCH 


for }-іп. conduit, adapted by the employment of 
externally screwed grip nipples. The circular sec- 
tion multicore cable is used, and stout rubber rings 
effectively bind the cable in the nipples. 

When commencing an installation it is advisable 
to plot out the runs on a rough plan, and then 
arrange the circuits so as to make all runs as short 
as possible. Endeavour to arrange for suitable 
ceiling-plate connectors, and, if convenient, use 
C.T.S. junction boxes. 

If concealed wiring is specified, it is necessary 
with walls of brick faced with plaster to chase out 
a narrow channel in the plaster to receive the cables, 
which will terminate in sunk boxes for the switches, 
using ‘‘ serapite plaster " for making good. If the 
walls are of lath and plaster the wiring becomes 
extremely simple, a ‘fish wire? or ‘‘ mouse” 


2-LIGHT PENDANT 


BEO PENDANT 


4 


SERIES PAR L 


JOINT BOX АМО OFF SWIT 


ROSE FOR 
PEAR SWITCH 


» TO FUSES 
Fig. 4. E 


being employed to get the cable to the switch 
points. | 

The diagrams given show where multiplate 
ceiling roses and junction boxes can be used witli 
advantage, and will assist in deciding what 15 
advantageous when plotting out the work with a 
view to economising both material and labour, the 
ceiling roses serving as junctions for the cables, 
in addition to carrying the pendants.  Looping-in 
is dispensed with to a considerable extent, result- 
ing in a great saving of cable, &c. 

Mr. D. S. Munro in his book, ‘‘ The Practice of 
Electric Wiring," mentions that '' Within recent 
vears he has been in charge of a number of installa- 


A 2-PLATE ROSES 


2-POINT SWITCHES. 


3-PLATE ROSE 


TO FUSES 


6 | ?-PLATE ROSES ° 


Fia. D. 


tions in which looping has been insisted on through- 
out. On the average house, with eight -circul 

feeding the usual 5, 3, 2, and single-light positions, 
he has found that quite 50 per cent. (in some case 
70 per cent.) additional cable is required for loop 


ing. € 
9 This adds unnecessarily to the cost; in additio, 
we have to remember that every unnecessary Y 


ља а 
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of wire fitted is a disadvantage to the installation, 
one reason being that the best of cables have an 
- average characteristic leakage per yard, and, there- 
fore, increase in length must increase the total 
leakage, other things remaining equal. 
_ The diagrams and controls given are those em- 
ployed on a large suburban house recently com- 
pleted. It is not claimed that the general arrange- 
ment of lighting, &c., is ideal, as, in common with 
this class of work, the client was guided partly by 
his architect and partly by his personal fads; never- 
theless, this installation when completed possessed 
many advantages over the “cut and dried " method 
of wiring usually employed. To use a group of 
single-pole tumbler switches for controlling a clus- 
ter of lamps may look imposing to some folks, but 
it is really clumsy and unsightly, and a sign of ignor- 
ance, if not of present-day capabilities, at least of 
modern switches.* 

Regarding the switch controls, it is necessary to 
mention that the switches used were partly of 
Messrs. A. P. Lundberg & Sons’ manufacture, and 
the remainder were ‘‘ Diamond H " switches. Flush 
patterns were specified in most situations, and in the 
less important rooms the surface pattern. 

At both the South-Western Polytechnic Institute 
_and the East Ham Technical College the students 

(ages 16-60) are given every facility for studying 
improved switch controls as part of the course of 
*' Electrical Installation Work," and contractors 
generally would soon discover that they had a lot 
to learn in this direction if they cared to take the 
trouble. | 

It is not intended to give diagrams of the whole 
installation, as a good deal of repetition would 
occur ; nevertheless, it is hoped that a study of those 
given will enable the prospective user of the C.T.S. 


" DINING ROOM 


3-PLATE 


CONNECTOR 
2-POINT SWITCH 
JOINT BOX 
O e 
KITCHEN сә  3-PLATE 
өҷў\ ROSE. 
t? SWITCH 


Ета. 6. 


cables to proceed in an economical manner. 
the terminals of the accessories are shown. 

Fig. 1 is extremely ‘simple, and is intended to 
convey to the reader how easily a few switch plugs 
can be wired, and also the method of using a three- 
plate ceiling rose to avoid a loop into the switch, 
. which may save several yards of cable. Twin cable 
18 used for all the wiring shown. | 

Fig. 2 shows the controls for porch, hall, and 
landings, the pendants on the landings illuminating 
the staircase. In the hall are three sunk switches 
with an ornamental switch plate, namely, one single- 
pole and two two-way switches. On the first landing 
two sunk switches are fitted, a two-way and a two- 
ез ы л ir SO eR MADE: Fe eus RPM c 


Only 


" * For a good guide to switching see the booklet, entitled 


pus мы Lighting тореп published by Messrs. A. P. 


way intermediate, while on the top landing there 
are a two-way and a single-pole switch. The hall pen- 
dant is controlled both from the hall and the first 
landing. The pendant on the first floor is controlled 
from three positions: hall, first landing, and second 
landing. The single-pole switch in the hall controls 
the porch lamp, and the single-pole switch on the 
second landing is for:a bracket on that landing. 
Twin and single cables are employed for these cir- 
cuits. POR 

The billiard room circuit is shown in fig. 3. 
The switch is a '' Diamond H " flush type three- 
point switch. The table pendants are wired in two 
sections; the centre pair are taken to one switch 
point, and the remaining four to another switch 
point. The bracket over the marking board is 
wired to the remaining switch point. We then have 
the following variety of controls: marking board 
alone, marking board with two table lights, mark- 
ing board with six table lights, '' off ’’; mostly twin 
cable ‘used, with one length of triple and two 


lengths of single. | 


The diagram shown in fig. 4 is for a bedroom 
having a pendant over the bed controlled by a pear 
switch, and a two-light rise and fall pendant over 
the dressing table controlled by a “ Lundberg " 
series-parallel and off switch. We therefore obtain 
three degrees of light: One lamp alone “ full оп’ 
or off, two lamps '' full on," two lamps in series 
“dim апа off; mostly twin cable, bedlight with 


single cable. 


Fig. 5 is a diagram of the drawing-room con- 


trolled by ‘‘ Diamond H ” two-point flush pattern 


switches. The two pairs of corner lights are on one 
switch, and the centre three-light pendant is on the 
other switch. One switch gives 2—4—2 and off, the 
other switch gives 1—3—2 and off, this latter being 
the same as in the morning room. It will be seen 
that with the two drawing-room switches any num- 
ber of lamps may be switched on from one to seven 
in steps of one. 

Fig. 6 illustrates the wiring for dining-room and 
kitchen, and again demonstrates where a three-plate 
ceiling rose saves a long loop wire to the switch. - 
The runs are exceptionally easy. А twin cable 
feeds the joint box from the distribution board. 
Another twin Cable is taken from the joint box to 
the three-plate rose, looped-in to the terminals, and 
is then continued to the switch. For the dining- 
room a triple cable is taken from switch to joint 
box, then away to three-plate fixture block. 


A Few Points IN CONCLUSION. 
Always continue the sheathing well inside of dis- 


tribution boards, switch blocks, &c. . 


For surface runs, mark out the lines with chalk 
or pencil so as to assure symmetry, and space the 
clips at regular intervals. 

Remember that cable is heavy, and it is easier 
to work the runs in a downward direction. 

For surface work use uniform cable; for instance. 
if five wires are needed, do not run a triple and a 
twin, or two twins and a single, but five singles. 

If a number of cables run side by side, do not 
use a number of clips side by side on each of the 
cables, but span them with a suitable saddle. 

There is no braiding to bother with or to cause 
surface leakage, and no earthing troubles. There 
is no threading of conduit or capping and casing 
between partition walls. 

You may continue your cables into exposed situa- 
tions without fear of troublesome after-effects. 

You are able to run cables in positions that would 
be impossible with other systems of wiring. : 

The extra cost of cable is more than compen- 
sated for by the saving in labour costs and shorter 
runs. | 

The writer has no interest in the above cable 
other than that of a satisfied user. 


~. 
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WAYLEAVES. 


Mr. C. VERNIER's paper was read and discussed at a meeting 
of the NEWCASTLE LOCAL SECTION OF THE INSTITUTION OF ELEC- 
TRICAL ENGINEERS on April] 16th. 

The CHainMAN (Mr. Н. W. CLoTHIER) said the present was 
an excellent time to tackle such a matter; these were times 
when they should get their troubles straightened out. Elec- 
tricity in the past had been too much dominated by persons 
who did not understand it. The war had afforded a great 
opportunity to show its worth, and it had shown what it 
could do. When the nation realised its importance from a 
national standpoint, some of their difficulties would. begin to 
disappear. Municipal representatives did not appreciate the 
public interests involved in electricity as they might do, and 
there was undoubtedly & tendency to look at any industrial 
concern that was pushing on as something that ought not to 
have the support of the general community. This difficulty, 
which was largely due to ignorance, could be removed by 
putting the proper men in the right place. 

Mr. W. 5. Burton (а local solicitor interested in electrical 
concerns) said that the opposition of some landowners to 
wayleaves was the real trouble; a landowner might say he 
would have nothing to do with wavleaves, and he was quite 
within his rights in saying so. The way in which this difh- 
culty had been got over in that district was remarkable; of 
course, there had been delay, but the marvel was that there 
had been so few refusals. Mr. Vernier had restricted himself 
to agricultural and open lands; in dealing with such lands 
as parks they must admit that overhead wires and poles were 
not beautiful, and if they got such a system across a park, 
it did detract from the letting value of the mansion house. 
Instances of that kind were few, but the company would 
have to pay more for such depreciation. He thought the 
time had come when compulsory powers for the acquisition 
of wayleaves for electrical purposes were really necessary. 
He referred at length to the costliness of arbitration, and 
suggested that probably the best persons to act might be the 
local valuers appointed under the Тапа Valuation Depart- 
ment. i 

Mr. Crisp said the difficulty in negotiating wayleaves in 
that district was the question of delay, and it seemed iniqui- 
tous that one person should have it in his power to hold up 
some operations for, perhaps, 18 months. In regard to 
rental, it was not usually the large landowner who was 
difficult to deal with, but the sinal) one. If some such 
measure as was suggested (vas not put into force, the working 
of many undertakings would be seriously affected. 

Mr. BALDWIN was not quite sure that compulsion would 


remove all the difficulties, but there was no doubt that great - 


advantages would accrue from a measure such as that men- 
tioned by Mr. Vernier. As to unreasonable terms demanded 
for wayleaves, he mentioned one case in which the owner 
stipulated that the poles should be painted red, white, and 
blue, with a pulley at the top so that the owner might raise 
the national ensign when he desired. Those terms were 
agreed to, and carried into effect. The landowner was per- 
fectly satisfied; but in a few weeks’ time he was certified 
as а lunatic. | 

Mr. Laws thought that seeing that wayleaves were essen- 
tial they ought to be put on some ground of logic and equity. 
It was a matter in which there should not be any haggling. 
There were few men who would say that the rights of the 
individual should not give way to the interests of the com- 
munity. 

Messrs* Marshall, Turnbull, Elder, and Hunt also took 
part in the discussion. 2 i 


MACHINE-SWITCHING TELEPHONE GEAR. 


By Е. R. McBERTY, МІЕ.Е. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
. ENGINEERS.) 


(Concluded from page 400.) 


THE formulas for computing chances permit the calculation of 
a switching capacity at the various trunk links and switching 
machines which will be adequate for all but a certain peak 
of load, consisting in calls delayed, or blocked, by a busy-back 
signal. The cost of accommodating the peak may be con- 
eiderable. — . 
In & switching system in which the testing of trunks 
at à given group is not prolonged or repeated, an advancin 
connection which encounters all trunks busy is blocked an 
lost. When registers are employed for recording the number 
wanted and governing the selection and the testing of trunks, 
the test of engaged trunks may be prolonged or repeated until 
a trunk becomes available; the call is then merely subjected 
to & delay which is negligible in the time of total completion. 
The table below shows for & system constructed for the re- 
peated testing of busy trunk groups, and for the switching 
machines of a single group employed at four different per- 
centage efficiencies, the percentage of busy hour calls which 


‘ Efficiency p.c. 


. switching machines. 


would wait longer than 12 seconds. In a machine-switching 
equipment with such registers, it was found by test that the 
number of final switches could be reduced to the extent of 25 
per cent. before the delays imposed upon connections in pro- 
gress because of repeated testing to obtain an idle line switch 
became perceptible to the users. 


Percentage of Calls Lost or Delayed. 


Calls loston Calls waiting longer 


test p.c. than 12 secs. p.c. 
0.55 3.4 . 0.45 
0.65 5.3 1.4 
0.70 12.2 3.8 
0.80 23.4 . 9.0 


Since the switching capacity of the system affects the cost 
of the equipment to a very considerable degree, it would 
seem highly desirable that a standard method of computing 
the switching machines in an equipment should be agreed 
upon as a basis of “ rating `° or comparing systema of different 
tvpes. 

i CONTROLLING THE SWITCHES. 


The manner of controlling the movements of the two types 
of switches with ratchet and power motors are characteristic- 
ally different; the ratchet motor impulses of curreni are 
produced by the controling means which operate the motor 
Inagnets of the switches successively step-by-step, advancing 
the moving member tg an extent corresponding to the number 
of impulses; in the power-driven switch, the switch is set in 
motion, and in its motion transmits back to the controlling 
means impulses of current which measure the progress of the 
switch and enable the controlling means to stop it when the 
desired displacement has been produced. 

The control of the switching machines may be exercised 
either by the subscriber himself, furnished with a number- 
transmitting dial, or by an operator acting under the sub- 
scriber’s direction by telephone. | 

When the manual switch-controlling mechanism is located 
at the central office it takes the form of keys corresponding 
to the numbers like those of a typewriter, which can be mani- 


‘pulated with great facility and accuracy. To transmit a five- 


digit number by means of a dial sender requires about six 
seconds; to set up a like number on keys requires no more 
than one second. In several semi-automatic gwitching sys- 
tems the keys directly govern the impulses distributed to the 
Since the operator can dispose of con- 
nections more rapidly than the switching machines can per- 
form the numerical and junction selections, two or more sets 
of keys are furnished for each operator which she may use 
in succession. .In the system of the offices G, I,-J, and K, 
and others later referred to, a single set of keys placed before 
the operator is associated with several sets of numerical regis- 
ters, any of which zmay be set to position corresponding with 
the numbers of the keys depressed; and the registers free 
themselves when set from the keys and remain associated 
with the machines until they have guided the latter to the 
indicated connections. 

These registers are of the same general nature and govern 
the switching machines in the same way whether they are 
set to position by means of the keys of the operator, or by 
means of the number-transmitting dial at the subscriber's 
station. | 

Operating the registers or switching machines directly from 
the subscriber's station very little affects the nature of the 
central office switching mechanism; the control of the 
machines by operators, however, considerably modifies both 
the machine-switching equipment and the work of operators 
in comparison with manual switching. 


CALL DISTRIBUTION TO SEMI-AUTOMATIC OPERATORS. 


The use of seeking machines, whether pre-selectors or 
finders, for concentrating the incoming calle upon the group- 
choosing switches, in semi-automatic operating, permite at the 
same time a concentration of the work of answering, estab- 
lishing, and supervising connections u a minimum number 
of operators, and the equable distribution of the. work amongst 
them. In machine switching, the same mechanism collects 
the calls from & large number of lines, concentrates them 
upon & limited number of trunk circuits, and brings them 
before a limited number of operators in charge of those trunk 
circuits. The trunks ending in seeking switches are occupied 
for the full holding time of a connection, and hence must be 


. available in a relatively large proportion to the calling lines. 


It is profitable to concentrate the incoming calls upon ап 
operator up to her full'capacity, which may be about five or 
six hundred connections per hour. A condition limiting the 
load is the delay imposed upon the individual subscriber $ 
call before it receives attention, which can be kept down only 
by reducing the load on the operator and so increasing the 
wage cost per connection, or by distributing calls to a larger. 
number of operators and -thereby increasing the quantity © 
distributing machinery. The aim of good manual practice 
is to answer the calling subscriber in an average time of 
seconds, with no more than 5 per cent. of the calls delayed 
more than 10 seconds. | 

The operator's delay in answering a call on a manual switch- 
board is composed of two factors, of which the first 18 2 
nearly fixed minimum time of rather more than two seconds 
for observing the call signals, plugging into -the calling Me- 
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and connecting her telephone; while the other is the wait 
imposed while the operator serves other calls, which increases 
with increasing load. | | ‚ 

A high grade of gervice can be attained consistently with ` 
a high load upon each operator, by providing for connecting 
any call originating amongst two or three thousand lines with 
any of six or more operators. To perform such a distribution 
requires seeking switches of large switching capacity. 

The results of the foregoing studies and conclusions have 
been embodied in % number of machine-switching plants, of 

automatic equipment for an exchange area 


The office in question 18 the centre of an important toll 
traffic which 18 provided for in the usual manual toll and ' 
recording positions. The switching of calls from: lines demand- 
ing toll connections and of calls for lines of the automatic 
equipment is performed by machine switches. 

The exchange equipment i8 in the single large office of the 
‘areg: conversion of the area to autoinatic working takes place 
completely with the cutting over of the office. When the 
machine Switehing equipment is in one office of a multi-office 
area, special provision 18 required for passing calls from the 
manual to the automatic equipment, and from the automatic 


to manual equipments, without impairing the telephonie ser- 


vice or reducing the efficiency of operation of the automatic 


For receiving traffic from & manual office to lines in а 
machine-switching equipment, semi-automatic positions are 
furnished in which the junctions terminate from the manual 
office. The operator, upon receiving an order for a wanted 
position, designates it by number to the ordering operator 
(who plugs into it at the outgoing end) and depresses the keys 
of the number called for. 
corresponding with the number ordered, release the nume- 
rical keys, and perform the mechanical selection of the wanted 


connection takes place automatically when the plug i8 with- 
drawn at the outgoing terminal of the junction in the manual 
board. ; 

The service at the incoming semi-automatic terminal of the 
junction 18 gurprisingly accurate and prompt, the calls are 
disposed of with such swiftness as to reduce the drag of the 
“В” operator upon the "^ A" operator while permitting the 
carrying of a substantially increased load by the "B" 
operator. 

Passing traffic from & machine-switching office (whether 
semi-automatic or full-automatic) to & manual office 18 per- 
formed with the aid of a number-indicating device before the 
incoming junction operator in the manual office, which re- 
produces before the operator visually the number stored in 
the registers by the semi-automatic operator or by the sub- 
scriber. 

TELEPHONE SERVICE IN MACHINF-SWITCHING SYSTEMS. 


The benefits derivable from the substitution of machines 
for operators and manual-switching apparatus are of three 
principal sorts : improvements in service, economies, and free- 
dom in development. | 

The user of the telephone is interested in the accuracy and 
promptness with which switching is performed, and in the 
constant availability of his individual equipment, and he 
obtains, from machine switching, gains in these particulars . 
which are definite and substantial. In manual switchboards, 
the errors in switching may range from & minimum of about 
2.5 per cent. to above 5 per cent., dependent on` whether 
junction-working is involved. In machine-switching systems 
they may be brought readily to a daily average of 1 per cent., 
and in certain equipments have ranged about 0.25 per cent. 
and as low as 0.1 per cent. In semi-automatic operating, the 
operator easily attains the same skill in manipulating keys a3 
in typing, and her errors become negligible. A mechanical 
equipment in good order will perform thousands of selections 
without error. Both sources of error are independent o 

junction working. | 

The promptness of switching in the full automatic system 


leaves little to be desired by the user. The ringing of the 
bell at the wanted station begins practically as soon as the . 
calling party completes dialling the number. In systems 
with operators, the delay which ordinarily impresses the sub- 
scriber is that in reaching the operator to give his number. 
and the quality of service is judged by the percentage of 
occasional long delays, as well as by the average time o 
response. | 
generallv acce ted has already been referred to—the average 
response for the number is 3.5 seconds after the subscriber 
takes the telephone, with no more than 5 per ceut. delays 
exceeding 10 seconds. | 


The standard for service in manual exchanges 


The table shows the times for answers measured from taking 


the telephone (or calling) to the answering operator'8 
response :—- | 


Answering Time, Average. 
Manual central battery, standard 2 ПЕ к 
Manual central battery, heavy load, “М” e + 4.5 
Semi-automatic system, "I" "mu M “ad 
Semi-automatic system, EJ 


Another measure is the time from initiating the call to the 


beginning of ringing the bell at the wanted station. Within 


Manual C.B. exchange, * M," best performance 
Manual C.B. exchange, " M," heavy load... 12 
Manual C.B., 100 per cent. junction calls 


this period there is no delay which is not directly dependent 
n the operator and the apparatus except the drag of the 
riber in giving his order, which ordinarily is not à large 


Time from Initiating Call to Ringing Bell of called Station. 


Neos. (aver.) 


... 10.3 
7. 18.5 


Semi-automatic, "I" ... 10.3 
‘Semi-automatic, “ Ј * " b "s Ке ... 10.5 
Full automatic, “Н” .. 8.5 


Data for direct comparison of the time of connecting for 
the same subscribers’ lines by manual and i 
switehes are at hand for only one office, ' 
Trance. ‘The replaced equipment was а magneto board; the 
replacing equipment à Western Electric semi-automatic 
machine system. The measured times run froin the moment 


by machine 
‘J,’ located in 


of the operator's answer—the insertion of the plug in the one 
case, the passing of the call to the telephone in the other— 
to the beginning of ringing. In the machine equipment, the 
average time 18 about half that formerly experienced, an 95 
nt. of the connections are made in one-fourth the former 
the maximum time being only one-fifth of the former 
aximum. | 
The shorter time noted in the above table for the full auto- 
matic system is due to the omission of the time waiting for . 


Otherwise the time for getting. connection 1n 


a self-contained office 18 not largely different 10 manual an 
in machine-switching systems. In multi-office areas, how- 
ever, with & considerable percentage of junction calls, working 
through second operators adds largely to the time occupied in 
manual switching, but adds nothing to that in machine 
switching. 

The ‘‘ cut-offs ” in manual boards are well known to be due 


to the accidental withdrawing of plugs; no corresponding 
interference takes place in 
nections to wrong lines are common in large multiples by 
reason of indistinct or effaced numbering, ог of error in 
choosing the jack 
from simultaneous plugging in or from defect in or failure 
to recognise the busy test. Neither of these faults has deve- 
loped in any of the exchanges of types “Т” and ‘J ''—воюе 
tens of thousands of tests have-failed to produce double con- 
nections. Connections made by the "B" operator to the 


the mechanical equipments. Con- 


at arm’s reach. Double connections result 


ue to errors in passing the number. 


Errors and faults corresponding to those of the “ B” operator 
are not found in machine-switching equipments. 
A third improvement in service of marked value, but 
obscure origin, 18 that before referred to as an increase in 
- the availability of. the subscribers' lines. The duration of a 
‘connection 18 noticeably less in machine-switching gystems. 
The more obvious economies offered by machine switching 
are in operating and supervising forces and in plant. The 


possible net savings in operating are still subjects of contro- 


versy, which, however, 18 10 9 fair way to settlement by 


ried out wholly on thé most promising arrangements per- 
mitted by the use of machine switches and distant control. 

The range of variation in wages, loads, and relief forces 
‘for operators, and in first costs, maintenance costs, and depre- 
ciation of machines, ig such that a judicious choice of factors 
permits 2 demonstration of either gain or loss in replacing 


manual by mechanical switching. As the range 18 narrowed 
by reasonable assumption and practical experience, however, 


the case seems to be made out with increasing margin for 


The handling time of the operator per connection 18 & Very 

ignificant, though not an entirely satisfactory, measure of 

. probable operator's loads and costs of operating, for the reason 
that it is definitely measurable and comparable in different 
systems. 

An operator at a manual central-battery board with no 
trunking can give fairly prompt service without undue fatigue 
under а load of 230 calls per busy hour. and can carry à load 
of 400 calls with exceptional fatigue and & notable impair- 


ment of service. Such an operator can give more prompt ser- 

vice with ease through a mechanical ewitching system under 

a load of 450 or more busy hour calls of like average character, 
and can carry 600 or even 700 calls in exceptional cases with- 
out noticeable impairment of service or troublesome fatigue. 

. Junction calls reduce the load materially in manual systems, 
but not at all in mechanical switching. 


MAINTENANCE OF MACHINE SWITCHES. 


As in the earlier history of the conversion of central office 
equipment from the magneto to the central-battery system. 
so in the conversion of central battery to machine-switching 
systems, the difficulties and expenditures actually experienced 
turn out to be less important than anticipated, and show & 
substantial diminution as the result of progressive improve- 


* 


ment in manufacture and in practice. The early automatic 
exchanges required the attention of men in such numbers 
and of such skill to keep the equipments in good working 
order that their wages largely or quite counter-balanced the 
savings in operators. Experience with 
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demonstrates that the maintenance force need be hardly more 
numerous or more skilful than that required for manual 

-equipments- of equal size; while the faults requiring mainten- 
ance are of such a nature as to warrant the expectation of 
still further reductions in staff. 

The expenditure in wages constitutes the main item of 
maintenance expenditure; those for materials and replacing 
parts are practically negligible. 

In offices of relatively small size the amount and eost of 
labour 1s largely affeeted by the need or prefereuce for. con 
tinuous attendance. 

A special study was made at office ‘“ G"' to determine the 
effect of reducing the hours of attendance. For a period of 
ll days, during which 83,000 connections were recorded, all 
maintenance of the equipment was withheld, with the single 
exception of removing a fuse from one switch to put it out 
of operation. The equipment gave satisfactory service 
throughout the period. For an equal number of connections 
just prior to the test the percentage of errors (failures to obtain 
proper connections) was 0.27 per cent.; at the end of the test 
the percentage of error had risen to 0.5 57 рег cent. In а later 
test the maintenance and repair of the equipinent was sus- 
pended for a period of six weeks; attention was confined to 
recording the errors and removing the fuses froin switches 
marked as frequently producing errors. During this test the 
percentage of error did not change substantially, but at the 
end of the period 12 per cent. of the selectors had been tem- 
porarily withdrawn from operation for cleaning or repair. 
The switching service was satisfactory throughout. 

These instances indicate that with apparatus of good con- 
struction the quantity of labour can be largely reduced by 
withdrawing attendance during slack hours, nights, and 
Sundays. 

A minimum attendance probably can be reached by em- 
ploying one man in a single shift of eight hours during the 
busy portion of the day. For a 1,000-line exchange this would 
result in 2.5 man-hours per line per year. Studies made in 
exchanges ' G ” to " K " indicate that the time of the attend- 
unt would be occupied to only a very small extent in inspect- 
ing, testing, and repairing the switching machines. For ex- 
ample, in exchange ‘С’ the average time for discovering 
and correcting a fault or defect was three minutes: and all 
such work occupied about one hour per dav. A study in ex- 

change “J” shows for a month a total of 6.5 hours in dis- 
covering and eliminating faults (averaging 19 minutes for 
each case), 19.5 hours for routine testing, 45 hours for inspec- 
tion, and 57 hours for cleaning. The extent to which the 
spare time of the attendant can be utilised for maintaining 
the power plant, distributing frames, and manual equipments 
has not been determined. 

The difficulty of obtaining men of sufficient skill and train- 
ing for maintaining an automatic equipment often has been 
unduly emphasised. 
machine-switching system produces the impression of being 
‘complex beyond the grasp of many minds; these complexi- 
-ties, however, are readily resolved by a moderate amount of 
steady and continuous thinking into quite simple mechanical 
operations which make an unusual demand on the mind only 
in respect of the number of associated parts and of operations 
in sequence. 

A machine-switching equipment of either of the available 
types, of modern construction, and of moderate or large size, 
can be kept in good operating condition with an expenditure 
of labour not exceeding 5 or 6 man-hours per line per year, 
and the expectation may be entertained of reducing the labour 
in fairly large equipments to one-half that amount or less. 
Such a high quality of mechanical performance has already 
been reached that the number of man-hours per line per 
year is determined by the necessity or desire to have men 
present in the exchange during a part or all of the day, 
rather than upon the amount of skilled repair or interference 
in the equipment. 


DEPRECIATION OF MACHINE-SWITCHING APPARATUS. 


. The actual depreciation—wear, breakage, and deterioration 
—in a machine-switching equipment is not heavy, and eventu- 
ally may be found to be less even for the present types than 
the rate of depreciation commonly assumed for manual equip- 
ments. In the case of machine-switching equipments of the 
{уре described, rather more then one-half of the value of the 
plant (as an average of 60 offices) consists of the apparatus 
familiar in manual equipments—distributing frames, meters. 
cabling, relays. and power plant; the remainder consists of 
automatic switching machinery. and power apparatus for it. 
The customary rate of depreciation would naturally be applied 
for the sorts of apparatus well known in manual practice. 
As to the switching machinery, sufficient experience has 
‘accrued to warrant the expectation of a rate of actual 
deterioration in no case greater, but possibly less. Office “С” 
of the motor-driven type described, after operating six years, 
was examined in detail with great care. The motors and 
clutches showed wear so slight as to warrant the expectation 
of useful life several times the period of service. The bronze 
terminals and brushes showed little more than glazed mark- 
-imgs upon their surfaces, and were deemed suitable for 50 
vears’ life. The sequence switches showed very slight wear. 
A few pivots exhibited wear, while about 100 of the small 
interrupter levers had requiyed replacement. On tha whole 


No doubt upon first examination a . 


it would appear that the replacement or improvement of the 
interrupter levers would put the equipment in condition for 


_ certainly six, and perhaps 12, years of further service. 


The expenditure for replacing parts in four machine-switch- 
ing equipments during nine months fell within £5. 

Although exact comparative data are not available, it would 
appear that the repairs in machine-switching systems will be 
fewer and less expensive than the repairs to cords alone in 
manual equipments. In view of these facts it is the opinion 
of the author that an actual rate of deterioration for a 
machine-switching equipment may be assumed conservatively 


‘to be equal to that of a manual central-battery equipment. 


An element which is important in estimating depreciation 
as a factor in studies of annual charge is the probability of 
displacement by improved apparatus. This is always a diffi- 
cult factor to evaluate, but in the present circumstances a 
partisan of machine switching might find warrant for assign- 
ing о it а larger value for manual than for automatic 
switches. 


DISCUSSION. 


In the discussion in Londea, Mr. FRANK GILL said this was 
an engineering, and not merely a mechanician's, paper. The 
author appeared to regozd lost and delayed calls as the same, 
but one could toler2«e a much greater error if the call was 
merely delayed than if it were lost. The paper showed the 
great variation in the number of switches. required according 
to the system of computation adopted; it was important not 
to put in too many switches. The nuniber of calls delayed 
was not nearly so important as the number of seconds delay. 
The author really gave no help in the matter of first cost, 
and they could not move until they knew what it was. Had 
any of the cases referred to been put in on:the basis of 
econoinie selection, or merely as being the proper thing to 
do? If the manual cost were taken at 100, then the auto- 
matic first cost would, he suggested, be something like 140 
to 145. | 

Mr. LaiprAw drew attention to the increasing annual cost 
of operators’ wages in manual installations. There were over 
3,000 exchanges in the United Kingdom; about half the sub- 
scribers Were on exchanges of less than 1,000 lines, and for 
such, the step-by-step mechanism was probably better than 
the motor-driven, and the 100-line switch ‘was probably the 
most suitable for the small exchange. It had been shown 
that the manual operator’s efficiency rapidly fell off if more 
than one station was taken. The figures for manual opera- 
tion given by the author showed a high order of service, and 
did not favour automatic working. 

Col. C. B. Cray, after mentioning that it had been desired 
that someone should speak on behalf of the relay sy-tem, 
said he could not help wondering whether a system requir- 
ing so much mechanical and electrical mechanism could in 
the end compete with a pure relay system. The latter would 
work with greater variation in voltage, and with greater varia- 
tion in speed of the calling device. It appeared that the 
maintenance cost of the relay svstem was very small, and 
he hoped to get valuable data on this point from the 1,000-line 
exchange at Stockholm. Experience showed no case of dirty 
contacts so far. Relay apparatus would, he thought, be more 
easily dealt with by telephone men than mechanical plant, 
and as à manufacturing problem, '' nothing but relays" was 
ideal. 

Mr. A. J. Ѕтоввѕ said the Post Office had five systems of 
automatic switches under tria, with a view to securing the 
combination of trunk working with local service. He thought 
standardisation was a matter for the future, but the Post 
Office had introduced & similar dial svstem in all cages. 

Mr. Dane SINCLAIR congratulated the author on the clever- 
ness With which he had got over many difficulties. As far 
back as 1883 he (the speaker) had patented an automatic 
telephone, but it gave place to the manual system, though 
he never lost faith in it. He regretted that the author had 
chosen new names for many parts. 

Mr. AITKEN said he presumed the author was as much in 
favour of the “full” as the “semi” automatic system re- 
ferred to in his paper. The antomatic system was now in 
use in every progressive country in the world; there were 
really only two systems, the Strowger and Mr. McBerty’s, 
both of which were excellent, but not final. There was also 
the relay system; which scored in some respects; it was 
instantaneous in action, whereas machine switching required 
a time interval between contacts; it also involved only frae- 
tional movement, and practically ‘avoided wear and tear. As 
regarded maintenance, it was interesting to see how the 
author confirmed the figures he (the speaker) had given in 
a paper in 1911 on the Strowger system: these figures were 
much doubted at the time, but apparently maintenance was 
& very small matter indeed. 

Mr. ANSON discussed the author's traffic curves, Manual 
working was a different problem to automatic working: in 
the latter it was a question of minutes, while in the former 
it was ‘‘ calls," on which the tariff sy stem was built up. The 
Post Office obtained their own empirical curve, and only 
connected 75 per cent. of the estimated number of subscribers. 
To design an automatic installation on manual statistics, 
without due allowance, would lead to errors. 

Mr. PeritrHory said the first automatic telephone patent 
was taken out in 1879, and the basic patent was the Strowger, 


which was the first system to prove successful. He con- 


sidered that a storing device was Very useful for semi-auto- 


Mr. Warp thought the tendency was in favour of replac- 
ing mechanical devices by electrical ones, and that the 
relay system would supersede other methods. 'The power re- 
quired by % relay was 80 small that destructive arcing Was 
absent; machine. switching also required mechanical’ ав well 
аз electrical knowledge, while relay: working: was & natural 
development -of present methods. _ de ge ечи E 

Mr. GRINSTEAD agreed with the author's deductions from 
data, &c., and ав to their value in the design of automatic 
exchanges. —— — "E 

Mr. Јонм Lee asked where the exchange was in which the 
operators worked at 600 calls an hour, as machine work could 
not much better this. aem m | 

Mr. H. H. HARRISON said he could show the author 2 
switch which would make hundreds of contacts per second, 

and yet stop with certainty when it came to an idle trunk or 


r 


The AUTHOR decided, owing to the late hour, to communi- 
cate his reply to the Journal. | | 


—— 
THE TELEGRAPHIC COMMUNICATIONS OF 
THE EMPIRE. · | 


In the Final Report of the Royal Commission on the Natural 


portant section is devoted to the subject of telegraphic сош- 
munication between the various portions of the British 
Empire. As stated in the Second Interim Report, 
mission 18 
Empire and of loyalty to the Mother 
strengthened in proportion as increased facilities are offered 
for keeping in touch 
While this is especially true of the Austra- 
most. distant from the 
capital of the Empire, i applies also to. Canada, 


At present. cable communication, apart from its commercial 
use, is practically & luxury ; the full charges for пеш e 
ealand, 2s. 9d.; 


come with a simplification of the charges and their radical 
reduction, and the Commission would like to see some bo 

reform in the direction of lower rates analogous to the adop- 
tion of penny postage. 

sages in plain language to and from the remotest parts of the 
Empire is mentioned as а possibility, 

an immense amount of traffic, but any 
rates by 
question, though credit is given them 
foster communication within the Empire during 
resulting in utilisation of the cables to a far greater propor- 
tion of their full capacity than ever before. The necessity 
for the cable companies peri ically their landing 
licences does not afford effective control or lead to the cheap- 


+ 


1915 have not yet been renewed, owing tọ the. refusal of the 
companies to 
rates. | However, 
necessary to require 
turns of their traffic, and of the distribution of the traffic 
throughout the 24 hours, on which points no recent informa- 
tion is available, though such particulars ‘are essential to 
enable the Governments of the Empire to deal with the sub- 
ject with adequate knowledge. 

The most direct method of securing 


Canada. 

feeling in favour of the project. and there is already a through 
service under 
Island, over & leased telegraph wire, and thence to Australia 
and New Zealand by the Pacific C 
control, a cable across the Atlantic and a land line from Nova 
Scotia to Montreal are needed. 

stated in 1911 to have an average capacity of five to five and 
a half million words per annum, and an 
two and a half millions ; owing to technical improvements, 
the average capacity of each cable, working duplex, is DOW 
estimated at 10 million words per annum at least, while the 
utilisation factor 18 believed to be not more than 40 per cent. 
of the maximum capacity. With an unused capacity on exist- 
ing lines of six million words per cable per annum, or 8 total 
of 102 millions, there 18 no need to increase the number o 
cables. The Commission holds, therefore, 


Vol, 80, No. 2,057, APRIL 27, 1917.) THE ELECTRICAL REVIEW. | 


| ‘rangement ceases in 1920, and tr 


private cable companies 18 regarded as out of the : 


45 


existing Atlantic cables should be leased, or otherwise secured 
for Imperial purposes, and that a land line to Montreal from 
the landing point of the cable in Canada should be erected 
or brought under State control, the whole being placed under 


In 1915-16 the Pacific Cable carried в load of paying traffic 
amounting -to | the reveipta werd nearly 
£300,000, and .the cable paid ita. way, the average rate: for 


distribution, 
&c., the Commission estimates that the full ordinary charge 
should be 1s. 4d. & word, to which must be added 10e. for trans- 


' mission between tlie United Kingdom and Montreal, making 


an ordinary full rate of 9s. 9d. per word between this country 
and Australasia ; the deferred rate would be ls. ld. ahd the 
week-end rate 6àd. per word. MA B 


- This calculation is based on the assumption that the traffic 


will be divided ав follows :—Ordinary 38 per cent., deferred 


19 per cent., Government 6 per cent., Press 13 per cent., 
cent., week-end 12 per cent. It has 
also been aesumed that the ordinary Press rates will be one- 
sixth instead of 5/94 of the full rate. 

These rates could. be further reduced if the charge of 10d. 


high, could be brought lower.: | 
Montreal, five million words at a full rate of 8d. per word. 


or 4.8d. per word on the average, would suffice. The full rate 
between the United Kingdom and Australia and New Zealand 


.could then: be reduced to 9s., the deferred rate to 18., and the 


week-end rate to 6d. It has been taken for granted that 
the present terminal charge of 5d. per word on full-rate 
by the Gommon wealth Government would 
be largely reduced, and that the proposed reduction of rates 


would attract sufficient traffic to maintain a full load on the 


mum required in the interests of the Empire. 
The acquisition of an Atlantic cable would also enable 
Ganadian business to be handled, a8 the Pacific cable traffic 
would not adequately load the Atlantic cable and land line. 
A difficulty is met with here; as unroute messages to North 
America. have to. be handed to the Western Union-Co. as 
representing the Anglo-American Telegraph Co. | But this ar- 
| affic could be attracted to 
the State-controlled cable by the lowering of rates an the 
opening of offices by the Pacific Cable Board in the larger 
centres of the United Kingdom and Canada. Lastly, by the 
State control of an Atlantic cable the distribution of Press 
news to Canada and the Empire—which the 
very urgent necessity—would be 
lowest possible rates being charged. — 
should land in Newfoundland 
to Nova Scotia, to increase the spee of 
working and give the Colony the advantages of the cheape” 
if this is not practicable, a land-line should be 

erected from the landing-place of the cable in Canada to the 
terminus of the Newfoundland Government cable at Cano. 

As regards South Africa, while the rate of 2s. 6d. per wor 
is high compared with 2s. 8d. to New Zealand, the traffic 
receipts have been 80 small that the private companies pro 
viding the servi have been entitled to receive the full sub- 
sidy of 013.500 from the Governments concerned an the 
British South Africa Co., which is payable until 1919. The 
Commission advocates the encouragement of social and non- 
urgent messages by 8 reduction of rates, and advises the 
Governments to pay temporarily a larger gubsidy. 

The Commission believes that the nationalisation of the 

1 31 soon become one 9 


rights of private companies, who have done much in the past to 
facilitate development of the Oversea Dominions and to main- 
tain the United Kingdom as the greatest world market; the 
Commission pays 2 tribute to their achievements, and depre- 
cates any action which would deprive them of the reward of 

1 On the other hand, the urgency of making 
cable communication available to all classes i8 described аз 
manifest and imperative. 


acquisition of private cable lines от Government guarantees, 
-and the Commission recognises the assistance afforded bv 
wireless communication in causing the reduction of rates and 
multiplication of services, but it is pointed out.that on .the 
grounds 0 speed, certainty, and secrecy 1n time of war. the 
cable will long continue to hold the field as the most reliable 
means of telegraphic communication overseas. <. 1 
been no slackening in the pace of cable construction sincé 
the advent of wireless. E : с 


——— 


Ф 


The British Trade Corporation.— His Majesty’s approval 
was given on April 14th to the draft of a Charter of Incorporation 
for the above corporation. | 


et 


—. Эй 
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THE AMERICAN ELECTRICAL INDUSTRY 
IN TIME OF WAR.* 


THE present critical situation in regard to our international 
affairs finds the electrical industry ready and willing to do 
its share. Already many organisations of electrical men and 
a great шапу individual companies have pledged their sup- 
port to the administration, and it is very gratifying to note 
the large number of prominent electrical men who have been 
called upon, either in an industrial or an engineering capacity, 
to help direct the preparedness programme now actively 
undér way. An indication of the times is the action taken 
by the copper producers in voluntarily agreeing to supply 
the Government with all of the copper required for the ariny 
and navy at a price of about 17 cents per pound, which, at 
the time of writing, is just one-half of present market prices. 
Approximately 50,000,000 pounds of copper will be supplied at 
this price during the next twelve months. Figured conserva- 
tively, this represents a saving equal to the annual interest 
on a bond issue of $200,000,000. Equal patriotism has been 
shown by many of the largest and most prominent electrical 
manufacturers, who have offered to turn over for Govern- 
ment use, without profit, their entire organisations. The 
central-station industry has been prepared. Already mobilised, 
ready to serve the individual, the community and the nation, 
whether for peace or war, solidly and surely founded, it 
stands, not the creation of a moment's hasty, frenzied action, 
but the evolution of wise, far-sighted policy, careful and pains- 
taking development and judicious fostering. Long since 
have intensive co-operation and unified effort been the key 
note for the cheap and reliable generation, transmission and 
utilisation of electrical energy. Increased outputs, overloads, 
long hours and overtime are the order of the day. The solu- 
tion is to resort to central-statidn service in the vicinity of 
arsenals, fortifications, army posts, navy yards, &c. It is 
available without costly delays and without the necessity of 
finding extensive capital which in any case can be better 
utilised in other ways. 

While industrial preparedness is, without doubt, of vital 
importance, the country is sorely in need of men for active 
service. The President has recently issued orders for the 
recruiting of the United States Navy to its present authorised 
war strength of 87,000 men, which wil] require immediate 
enlistment of about 25,000 recruits. The idea is to bring the 
first line of national defence up to condition of immediate 
maximum efficiency. In this work also can the electrical 
industry be of inestimable service to the country. Employers 
are undoubtedly sorely taxed to keep the number of em- 
ployés abreast of the demands in their factories; nevertheless 
at would be a wise and far-sighted policy on their part to 
encourage enlistment for the younger men, such as appren- 
tices, since aside from patriotic considerations, the training is a 


very good one, and the men return much better able to take 


their places in the electrical industry. 

Another phase of the preparedness programme is open to 
electrical dealers, namely, that of maintaining window dis- 
plays designed to encourage enlistments. The cause is a worthy 
one, and the dealer who so participates gains prestige in his 
community, and must necessarily gain satisfaction from the 
_ knowledge that he is doing his part. 


| аса nn ne TY 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
‘the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Fault Localisation. 


With reference to my letter, published in to-day's issue of your 
journal, will you kindly correct a printer's error in the. last equa- 
tion, which should be — 


Distance of fault from A = EIE К ошын or Ai 
AFK + BFL: 
not AFK X lengthofaB(AFK + B F L) as printed. 
| | | H. E. Blake. 
Eastbourne Electricity Works, 
April 20th, 1917. 


[The expression should have appeared АЕК X length of 
А В/(А ЕК + BFL): unfortunately, the slant line was omitted.— 
Eps. ELEC. REv. | 


Electric Fires. 


The articles by “Experiment” and “ Hot Air" appearing in 
your issues of March 2nd and March 16th respectively, touch on a 
matter open to much controversy. 

There is something to be said in favour of the “ convector " or 
н low temperature" form of electric heater, and much for the 

radiant heat" type. For distinction, one can classify them 
respectively as " air warmers” and " fires.” They both have their 


* American Electrical Review and Western Electricia 
March 31st. AME 


peculiar scope of usefulness. The salesman can, of course, more 
easily create a favourable impression in the mind of a visitor to his 
showroom with the aid of a cheerful-looking electric fire ; and it 
is also certain that the qzicker that cheerful appearance manifesta 
itself after switching on, the sooner he will effect a sale. There is 
no necessity to have & highly concentrated and intense or built-up 
heat to give this desired effect. j " 

So far as high-temperature apparatus is applicable, an ample 
area of hot glow, combined with a free ventilation of the heating 
medium, sbems to be the ideal arrangement, and the one that gives 
most general satisfaction. For although the test usually employed 
in the showroom is the heating effect on the hands of the lady 
buyer, or the posterior of the male visitor, the ultimate opinion is 
founded on the general heating effect in the room at home, or 
office, in addition to the cheerful appearance. 

Most people do not spend their day warming themselves by the 
fire, and there is no need to, if the fire fulfils it prime duty of 
raising the general air temperature of the room to a comfortable 
degree; and this is moat quickly done by a circulation of the air 
through the fire. That warm air is of some practical use, is made 
pretty certain by the fact that very many buildinga are heated 
entirely by steam or hot-water radiators. 

Those in doubt should try the effect on the person on entering a 
room in which a boxed-up and most intensely radiant-heat fire has 
been working for, say, 20 minutes, as compared with a radiant-heat 
fire that also promotes air circulation—starting from similar con- 
ditions. We think the result will be pretty conclusively in favour 
of the latter. In passing, might we add that this useful combina- 
tion of а good radiant heat with warm nir circulation obtainable 
in an electric fire constitutes a big advantage over the gas fire. 
The air passing through a gas fire has to go up the flue pipe, and 
it is for this reason that gas-fire makers are so keen upon getting 
the maximum possible percentage of radiant heat. 

We, unlike the firm referred to by " Experiment," welcome 
criticism as the sure road to perfection. We don't care a cent what 
sort of good fire we make. We are unbiassed. Our chief point is: 
“ Is this fire going to sell?" Andif it sella—and continues to sell— 
we know it to be good. 

The speakers at the N.E«L.A., in their reference to electric water- 
heating, had evidently come fresh from & study of the comparative 
heat unite in a pennyworth of eoal and a pennyworth of electricity 
at market prices. Such a comparison, although giving one furiously 
to think, causes no despondency in the stout-hearted, because it has 
been amply shown in practice that with units at a halfpenny 
Ci.e., where the market price of British thermal units is at the rate 
of 6,800 a penny), and with suitable apparatus, electric water- 


heating is not only feasible, but will, in due course, become highly 


popular, because it is a service at a reasonable cost, and embodies 
enormous advantages over other forms of heating. 
Belling & Co. 


London, N., April 24th, 1917. 


—— ———— ee ee 


Municipal Electrical Publicity. 


The suggestions of Mr. E. P. Hollis for organising a publicity 
department are very interesting, and consist essentially of a com- 
bined publicity and selling department controlled by one head. 

The publicity engineer, under this scheme, would require to 
devote most of his time and energies to duties which properly 
belong to the selling engineer. 

The work of collecting, analysing, indexing, and collating 
technical data, and reproducing them in an interesting and read- 
able form, would, in practice, require the whole time and attention 
of & properly organised publicity department. 

To obtain successful results, two departments would require to 
be organised—viz., a publicity department and a selling depart- 
ment, each under the direction of a qualified engineer. The pub- 


lieity engineer with literary ability and experience in systems of 


dealing with technical data as mentioned above, and the selling 
engineer with commercial experience in addition to his technical 


training. 


The publicity department would not only publish interesting 
literature for public consumption, but would also keep the selling 
department, and other sections of the electricity supply under- 
taking, constantly supplied with up-to-date information, including 
prices and useful technical data systematically arranged for easy 
reference. 2 

The most successful selling departments are built on the founda- 
tion of well-organised and systematic publicity departmente, and 
successfully to carry out such a campaign as outlined by Mr. Hollis. 
a selling department, with an efficient publicity department, behind 
it, would be necessary. 


D. Ross Kennedy. 
April 214, 1917. 


The L.E.E. Nominations. | 


I am instructed to inform you that at a meeting of this Associs 
tion the following resolution was passed :— 

"That the members of the Association of Municipal Electrical 
Engineers of Lancashire and Cheshire congratulate Mr. Wordingham 
on being nominated as President of the Institution of Electrical 
Engineers, and desire to place on record their high appreciation of 
the services rendered by him to the profession over a long period 
of years. 

‘The Association regrets to note that opposition to the nomina- 
tion of Mr. Wordingham has arisen in certain directions, apparently 
because he has'at times offered candid criticism on various matters 
which have been the subject of debate at engineering meetings. 
The Association feels that, instead of criticism being the ground 
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for objection to Mr. Wordingham's nomination for this office, it 
should rather be considered a qualification, as honest criticism must 
at ha times act beneficially in regard to any subject of a debateable 
nature. 

"'The Association enters its strong protest against the unfair 
attacks which have been made against Mr. Wordingham’s nomina- 
tion, as, by reason of his official position, he is obviously unable to 
reply thereto.” 

The following members were present and signed the resolution :— 

S. L. Pearce, J. A. Robertson, R. Blackmore, H. Dickinson, S. J. 
Watson, P. P. Wheelwright, H. Wilkinson, C. L. Stewart, A. T. 
Smith, W. J. H. Wood, A. W. Clegg, C. J. Wood, W. Chamherlain, 
J. E. Starkie, D. H. Davies. | 

Ww. J. H. Wood, 


Hon. Secretary, Association of 
Municipal Electrical Engineers, 
Lancashire and Cheshire, 


Manchester, April 24th, 1917. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulare of new or improved. 
dévices and apparatus, which will be published if considered of 
sufficient interest. 


Reel for Use in Pulling Wires into Conduit. 


When wires are being pulled into conduit, unless they can be 
cut off before they are pulled in, they are inclined to tangle badly. 
To overcome this trouble, Mr. F. Boone made a reel that solves the 
problém very well. 

Two wheels are first made from about l-in. board, and turned to 
about 10 in. in diameter. А 1°125-in. hole is bored through the 
centre of each, and slats are nailed on the edges of the wheels 
about 2 in. apart,so as to form a sort of squirrel-cage cylinder. 
These slats should project over the edge of one wheel 1 in., and 
be: flush with the edge of the other wheel. On the face of the 
latter, six or eight radial slate or spokes are nailed to keep the 
wire from slipping off. Another wheel is made like the two 
already mentioned, but not necessarily as thick, and on one face 
of this are nailed radial slate, to correspond with those on the flush 


Fic. 1.—AÀ Hanpy REEL. 


end of the &q uirrel cage. A frame is made with heavy base blocks to 
ne the whole reel properly and keep it from tipping over when 
H e wires & re pulled. The accompanying sketch shows the general 
A o'ngemem e, one end being partly broken away to show the detail. 
should Of conduit will serve as axle, and a block or thick washer 
In be Nailed inside the frame. 

Ta ze the reel, it is bodily taken from the frame, and the 
{ lit a © wheel slipped off. The bundle of wire to be used is 
s ' 8nd half of it is turned round ; then the whole bundle is 
ELE Ий еж the reel at the end where there are no spokes. If 
hac ida two wires are to be pulled in, other bundles are put on 
on. its AE& may be necessary. The removable wheel is again put 
fittin рок ъа closing the free end and the projecting longitudinal slats 
the ^d ш bet ween these spokes to keep the wire from getting between 
aud the з joining wheels. The reel is then put back in the frame, 
bus dle WI «es are ready to be pulled. By turning half of each wire 
чыр ы the same direction from each half of the bundle without 

Eüng.— Electrical Review and Western Electrician. 


Electric Heaters Used in Making Bank Notes. 


dm the Burean of Engraving and Printing, Washington, D.C., 
heati are 790 electrically heated industrial stoves in use for the 
Thess ш. engraved plates from which bank notes are printed. 
мае Стаде by the Cutler-Hammer Manufacturing Co., 
шешш е, is.) are spring-mounted in a cradle, so that there is & 
structio рх агі against the under side of the plate. The con- 

R 18 diagrammatically shown in fig. 2. The heater units 


mund before putting it on the reel, it is possible to ри]. 


are united to the top plate of the stove by electric welding, 
and the top plate and heating units therefore become virtually one 
piece. There is perfect and permanent contact, and the heat is 
generated right where it is needed. The upper plate is of steel. 
Electric stoves of this construction can be made in sizes and 
shapes to suit various applications, such as for velouring in hat 
factories, for sweating on machines used in mounting electrotype 


Fic. 2.——ELEcTRIC HEATERS USED IN ENGRAVING. 


metal blocks to the copper shell ; for embossing work ; for labora- 
tories; and for many industrial purposes. The heat is uniform, 
can be easily controlled, and is not affected by draughts of air. 
The 600 stoves in the Bureau of Engraving referred to above, if 
heated by gas or other agent, would vitiate the air and foul the 
walls and ceiling. Ав а central-station load the electric industrial 
stove is very favourable, because of its many possible applioations.— 
Electrical Review and Western Electrician. 


A Petrol Engine with Electrically-Operated Valves. 


Not content with the important part that electricity plays in the 
running of the petrol engines of motor-cars—such as ignition, 
Starting, &c.—MR. Jos. C. YOUNGBLOOD, of the Youngblood Auto- 
mobile Co., of Atwood, Kan., U.S.A., has gone a stage further by 
designing and constructing an engine, the valves of which are 
opened and closed electrically instead of mechanically. 

Aiming at a form of construction that will, it is claimed, 
at the same time reduce the cost of manufacture, facilitate the 
operation of valve setting, and result in an extremely 
quiet-running engine, the valve mechanism of the new engine is 


Fic. 3.—SECTIONAL ELEVATIONS OF THE YOUNGBLOOD 
| VALVE-GEAR. - 


different in every detail from the conventional type. Across the 
top of the cylinder, or cylinders, is à cylindrical valve chamber, 
into which open ports, two of which communicate with the com- 
bustion chamber, and two others with the inlet branch and 
the exhaust manifold respectively. Sliding in the chamber is a 
piston valve, the centre of which is cut away, so that by a suitable 
sliding of the valve direct communication can be established 
between one of the cylinder porta and the inlet branch and between 
the other cylinder port and the exhaust manifold. With the valve 
in a central position both ports are closed; the cylinder ports, 
however, register with recesses cut in the valve to serve as pocketa 
for any carbon that may be formed. 

The piston movement of the piston valves is operated by mearis 
of solenoids. From the outer ends of the valve extend axial arms 
of soft iron, which enter the hollow. cores of electromagnets 
mounted on the end caps of the valve chamber. Between the 
ends of the valve and the caps are helical springs, which tend to 
keep the valve in a central position with both ports closed. The 
windings of the solenoids are energised by current from an accu- 
mulator, the current being distributed by a gear-driven timer 
operating on the same principle as a Jow-tension ignition distri- 
butor. The contacts are, of course, so arranged that the valve 
movements take place at the correct moment of the piston stroke, 
and in proper sequence. 


New Method of Testing the Acid Resistance of Enamels, Paints, 
and Varnishes. 


MESSRS. JENSON & NICHOLSON, LTD., of Goswell Works, Strat- 
ford, E., point out that the usual methods for testing the acid-proof 
qualities of enamels, paints. and varnishes which are in practical 
use, such as coating pieces of iron, zinc, copper, or similar suitable 
metals, immersing them in acid solutions, and watching the 
development of corrosion, are of a very primitive character, and 
possess the disadvantage of not affording any scientific basis of 
comparison which can be tabulated. A very considerable length of 
time is required before resulta of a conclusive character can be 
obtained. They have therefore worked out a new test with a view 
to affopding a moderately rapid and aconrete “estimation of,the 
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acid-proof quality of an enamel on such lines as will enable anyone 
to compare the qualities of acid-resisting coatings in definite terms. 

The principle of the test ia that of the simple voltaic cell, where 
an electric current is produced as a result of chemical action. 
Plates or rods of dissimilar metals—say, copper and zinc—are 
coated with the enamel or material] to be tested and immersed in 
dilute acid, when, if they are unable to withstand the corrosive 
action of the acid, a breakdown occurs. galvanic action sets in, 
and is recorded by suitable instruments, and its intensity forms the 
basis of comparison of the acid-resisting properties of the coatings. 

According to their method, a number of copper rods. each 6 mm. 
in diameter and about 16 cm. long, аге washed clean and dried, and 

аге dipped into the liquid enamel or paint ; when dry, the ends аге 
to a distance of 2-3 cm. coated with paraffin wax. — 

A zinc rod, amalgamated with mercury, is immersed in a vessel 
containing a solution of 25 per cent. Н.504, prepared with distilled 
water; the copper rods are spaced round the zinc at a radius of 
5 cm. The zinc is connected to one terminal of a millivoltmeter, 
while each of the copper rods is successively connected up and the 
potential difference noted. No difference of potential should 
he indicated at the commencement: should any occur, the rod 
should be rejected and a fresh one put in its place. The rods 
should be tested every hour at first, to study the effect, but later 
at intervals of 6, 12, or 24 hours. A good acid resister should give 


no potential difference during 21 hours. A reading of 100 milli-- 


volts might be adopted as the maximum limit. 


THE TRAINING OF DISABLED SAILORS 
AND SOLDIERS FOR ELECTRICAL 
SUB-STATION WORK. 


‘SINCE June, 1916, an important experiment has been in progress. 


which ‘was first conceived in February, 1916. by the Institution of 
Electrical Engineers, who approached, and obtained the sympathetic 
help of, the Education Committee of the London County Council. 
It was held that a preliminary period of technical training under 
capable instructors in an institution having up-to-date electrical 
laboratory equipment might enable men of various grades of 
education to qualify as sub-station attendants in a much shorter 


period than otherwise would have been needed, and might give : 


them an enhanced value during the period of station training. 
The experiment was projected to test the the possibility of such 
preliminary training. 

" The Northampton Polytechnic Institute was selected as a suit- 
able training centre in London, and the experiment was entrusted 
to the Electrical Engineering Department of that Institute. The 
training. which is intensive, lasts only three weeks, a new course 
being held each month, and the number of students in each 
course is limited to 20. The seventh course of the series ended in 
March, 1917, and the eighth is now in progress. Statistics of 
these courses are as follows :— 


Number of Applications for Admission. 
Course 1. Course 2. Course 3. Course 4. Course 5. Course 6. Course7. 


June- July. 16/10—  2011—  15/1—  12/2— er 
July | Aug, 10/1)/16. 15/12/16. 2/2/17. 2/3/17. 20/3/17. 
1916. 1916. | 
22 21 22 23 30 22 24 
Number Actually Commencing the Courre. 
| 13 20 18 23 19 18 19 
ү Number Approved for Employment. 
. 15 11 16 20 18 13 18 
* Number Actually Placed. 
13 13. 15 20 18 13 17 
—— Number of Applications from Employers. 
16 42 Over 50 Over 40 Over 45 Over35 Over 35 
V Totals for Seven Courses. 
^. Number of applications for admission ^  ... 164 
.. Number actually commencing the course... 130 
Number approved for employment  ... iix 114 
- Number actually placed - š 108° 


. Number of applications from employers, over 205 

* A few of those approved for employment obtained work 
privately ; one or two had to return to hospital. "s 
The disablements which have been found not to disqualify for 
'all posts of the kind at which the training aims, are total disable- 
ment of one arm or one leg. or a partial disablement of one limb. 
Disabled men: suffering trom shell shock, however, cannot be 
accepted. i m 
Up to the present time the whole of the men who have taken 
sufficient advantage Of the training to secure the recommendation 
of the Joint Committee under which the training is being managed 
have been placed out, аай there are still many vacancies to fill, 
but increasing difficulty is being found in placing men with serious 
arm disablements. It is sugzested that, in certain cases. such men 
might still. be utilised for this work by simple modifications of 
parts. of the switchgear; and the patriotism of station engineers 
Abrqughout the country ів appealed to, to consider carefully the 


. 


possibility of employing men who have lost partially, or wholly, the 
use of one arm. 

The system of instruction was described in our issue of August 
4th, 1916. Particulars of the course of training, and the men 
available, may be had from the Principal of the Northampton 
Polytechnic Institute, Clerkenwell, London, E.C., 1. 


e 


LEGAL. | 


PICKMAN т, WESTERN ELECTRIC Co., LTD. 


IN the King's Bench Division. on April 20th, an action was heard 
before Mr. Justice Laurence and à special jury in which Mr. John 
Pickman, Elsden, The Chase Cottage, Southminster, sued the 
defendants to recover damages for personal injuries sustained, as he 
alleged, through the negligence of the defendants in not properly 
protecting an electric circular-saw used for cutting up hard woods 
at their saw mills at North Woolwich, at which the plaintiff was 
working. The defendants denied negligence. 

PLAINTIFF said that on March 31st, 1916, while he was putting 
wood into the saw, a piece of wood, getting caught in the teeth, 
was flung forward and struck him in the right eye, the result being 
that he had practically lost the sight of that eye. The plaintiff 
said that the machine was dangerous, being not adequately pro- 
tected, and he claimed damages. ^ 

The DEFENDANTS denied that there was any negligence on their 
part. 

The PLAINTIFF claimed, in addition to general compensation, 
£55 as special damages. i 

The jury awarded the plaintiff £250 and the special damages, 
г being entered for the plaintiff for а total of £300 12s. 
and costs. 


Y 


WAR ITEMS. 


Municipal War Wages.—The Hackney Electricity Com- 
mittee has received a further application from the employés 
of the electricity undertaking and the refuse destructor works 
asking for an increase of wages or an increased war bonus. 
In view of the recurring applications, and considering the 
whole circumstances, the Committee is of opinion that the 
Chief Industrial Commissioner should be asked to consider 
the matter in all its bearings, and give a decision which it 
is hoped will settle the question until the time when normal 
conditions will prevail. The Committee recommends that the 
borough electrical engineer be instructed to submit the neces- 
sary particulars to Sir George R. Askwith, and ask him to 
decide what salaries or wages should be paid to employés 
in the electricity undertaking and refuse destructor works as 
and from April 1st, 1917. 

Exports to China,—The “ London Gazette " for April 
24th contains further names of persons in China to whom 
exports may be consigned. 

Substitution.—The Director-General of National Service 
has appointed Mr. R. E. Graves to be Director of Substitu- 
ч i оаа ы ee Substitution scheme. 

ation ervice Department.—Mr. W. A. Appleton has 
tendered to Mr. Neville Chamberlain his resignation of the 
position of Labour Adviser to the National Service Depart- 
ment. ; 

Exemption Applications.—At the Driffield Tribunal, an 
electrician employed at в picture palace, 33 years of age, 
and passed for general service, was granted an extension of 
his certificate from April 2nd to July Ist, his contracts in hand 
not having been completed. The condition was attached that 
applicant could not appeal again without the permission of 
the Tribunal. | 

Worcester Tribunal has granted renewed conditional ex- 
emption to Mr. R.. E. H. Haenan, resident director of Messrs. 
Heenan & Froude, Ltd., refuse destructor makers. 

Salop Appeal Court have refused a Military appeal against 
conditional exemption held by the manager of the Oswestry 
Electric Light Co., aged 25, and in Class C1, who has eole 
control of the undertaking. | 

Martley Tribuna! has, after a Military review, confirmed 
conditional exemption held by Mr. F. Turner (37, in Class 
C 1), electrical engineer at the Knightwick Sanatorium. 

Before the Essex County Tribunal, on April 19th, the 
Ilford U.D.C. appealed for 11 men engaged on the tramways. 
The manager (Mr. L. Harvey) said that it was now impoe- 
sible to release more men if the tramways were to be safe 
for the traveling public. A reduced service was being run, 
and in one case the Ministry of Munitions was complaining 
of the inadequate service of cars. Conditional exemption was 
granted to the nicht foreman, the armature winder and 
storekeeper, an overhead linesman, and six motormen; the 
cashier was allowed three months, and a second night fore- 
man was directed to join up at the end of May. 

At Torquay. a review was made of the case of W. J. Cole 


` map (35), electric jointer and handyman. engaged at the 


Corporation electricity works. Conditional exemption Te- 
newed. 
Before the East Kent Appeal Court, the Military Repre- 
gentative appealed against exemption until May 19th allowed 
to P. F. Cotton (30), electrician with Mr. V. Hill, electrical 
engineer, of Broadstairs. It was urged that there was an. 
urgent need in the Army for men with skilled knowledge of 
electrical engineering. The appeal was allowed, and exemp- 
tion cancelled. 

At Ipswich, the Corporation Electric. Light Committee 
appealed for fwo men engaged at the refuse destructor, whom 
thev had been unable to replace. Both appeals were refused, 
and the Military Representative undertook to find substitutes. 

At Rotherham. the cases of seven men on the Corporation 
tramway staff were reviewed. It was mentioned that 75 out 
of 130 men had been lost, and that substitutes could not be 
obtained. During the past six months five men had been 
trained; two had died, and the others could not stand the 
weather conditions. One single, Class A, man was ordere 
to join the others were exempted until competent 
substitutes satisfactory to the Tribunal were found. 

Before the Somerset Appeal Court, the Military asked for 
the withdrawal of exemption held by the chief assistant engi- 
neer (31). and a fitter and driver (41), engaged at the electric 
light апа tramway undertaking at Weston-super-Mare. 
was urged that there would be danger to the public if the 
staff was further reduced. The engineer's exemption Was 
allowed to stand, and the other case Was adjourned sine die 
for substitution. 

Af Bexhill-on-Sea, C А. Frost, electrical engineer, 
appealed for further exemption for two shift engineers, R8 
substitutes were being found. A month was allowed to each. 


Maidstone Tribunal has granted six months’ exemption to 
J. P. Macrow (30), armature winder, and E. Weller (30), 


engineer's turner, engaged in 
artment. 

On the appeal of the Military, Maidstone Tribunal has with- 
drawn conditional exemption, with a month's grace, held by 
E. Styance (25). one of a gang employed in unloading coal 
to the municipal electricity works. The electrical engineer. 
Mr. E. E. Hoadley, said that the gang had been depleted 
from 90 to seven. : | 

At Eccles (Т апсв.), the borough electrical engineer appealed 
for & handy labourer at the works. aged 37, who works on 
the average 87 hours per week. Mr. Ancus stated that the 
man's work was of a special nature, and he could not fin 
a substitute. A Class A man was necessary for the heavy 
work he had to do. The anneal was dismissed, and the call- 
ing up fixed for the end of May. | | 

At Burgess Hill, the Military Representative had a review 
of conditional exemption granted to the engineer and manacer 
of the Electric Light Co. (39, in Class B 1). and asserted that 
electric light was 8 luxury. Respondent stated that he was 
not only manager of the works at Burgess Hill, but else- 


the Corporation tramway de- 


was & member of the Tribunal. urged that it was ап impor- 
for the town. 

to places of worship. banks, post offices, and some 900 private 
If the manager were taken, and they coul 
not get another man. the works would have to be closed, 
which would be & public nuisance. The exemption was can- 
celled as from May Ist. | 

At Redruth, on April 14th. the Cornwall Electric Power 
Со. appealed for their high-tensjon wire foreman ‚ in 
Class A), and for а high-tension wireman (21). The companv 
claimed that it was in the national interest that they should 
retain these men; they had been badged, but the badges had 
been withdrawn. Th Representative objected to 
the men being exempted on the ground that they were in 
Class A, and that it was not in the national interest that they 
should remain in civil life. The foreman was given si 
months. and the other appeal was disallowed. | 

The Surrey Appeal Court has dismissed an appeal for ex- 
emption for J. G. Toonjan (23), shift engineer at the Reigate 
municipal electricity works. 

Before the Durham County Appeal Court, the 
and District Electric Tramways Co. appealed against the re- 
fusal of exemption to a tramway engineer and foreman (28 
and an electrical wireman and tramdriver 
for general service. It was stated that the company ha 
released 123 emplovés for the Army, and munitions, 
and it was claimed that both men were in certified occupa- 
tions. Mr. (3. Stratton. the manager, 
plied for substitutes without success. 

ranted in both cases. 

At Keighley Tribunal, reference, war made to the case of 
an electrical engineer. age .90. in Class C3. who was 8 
member of the Amalgamated Society of Enginecrs, and had 
held a trade eard for the past two months. The Military 

Representative contended that the card was no use, as he 
should have. had it since before August 15th. 1915. 
Tiddermore held that that condition was not essential in the 
case of a man who. as in this case: was a skilled or eemi- 
skilled engineer before that date. This fact had not been 
placed before the Tribunal at the hearing a few days pre- 
viously, when four men ad been concerned in the case. two 
of whom were ordered to join up at once. Mr. Liddermore 
suggested a reopening of the cases. Mr. Morkill (Military 
Representative) said circular Lad been received by recruit- 


&X. 
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rs giving instructions that whatever might be a déc: 
hour of the expiration of & 
cou 


ing office 
sion of a Tribunal, if within an 
calling-up 
duce evidence that on Augu 
so as to come within the 
entitling him to 8 
celled. It was agreed that the man concerned should be made 
aware of this position. 


————— 


BUSINESS NOTES. 


Book Notices. The ELECTRICAL Review's Electrical 
Directory " (The Red Book.) London: H. 
Alabaster. Gatehouse & Kempe. Price 215.—Notwithstanding all 
the difficulties that the war has naturally placed in the way of 
compilers of directories in which an important feature is made of 
foreign entries and corrections, the Red Book for 1917 has made 
its ap nce looking аз business-like as ever, but under & slightly 
It has dropped the « Universal" from its name, becauae 
certain countries, some of which shall be nameless, have no longer 
lace within its covers--they are, for the present at least, outeide 
the pale of Civilization, and nobody wants to know the addresses о 
those with whom they do not want to communicate even if they 
could. Attention has been concentrated in this edition, more par- 


traders in the Mother Country and our Colonies and Dependencies . 


. overseas. As far as possible the entries of alien enemies in neut 


countries have also been eliminated. ed that all the 
changes made will enhance the British utility of the volume. 
that could be done. in exceptional times. to ensure the making of, 
corrections to bring the contents right up to date, has been done, 
and we believe that the volume will be found of great service to 
those who are ; 
into which the Red Book are divided by the usual thumb index 
are :—British Alphabetical, British Classified Trades, Colonial and 
General Alphabetical. i i 
tinental Alphabetical Section of about 100 pages. 
pages js now 1,164, ав compared with 1,56“ last year, but the drop 
of 25 per cent. in pages is amply made up for by an increase 0 
more than 25 per cent. in its British business efficiency by reason 
of its special adaptation to а period of exceptional difficulty and 
expense. 

Wiring Hints for I. nterphones. Bulletin No. 4,015. London : 
Western Electric Co., Ltd. — This ів one of those brochures issued in 
connection with a firm's specialities which are so full of technical 


primarily dealt with, but also of all apparatus of the same general 
ype. It relates to the automatic replacement interphones of the 
Western Electric Co., Ltd., and is intended for the guidance of the 
contractor and his wiremen. A brief description of the equipment 
, followed by particulars regarding the cables, batteries. 


fashion, with ample detailed illustrations which render errors, if 
not impossible, at any rate inexcusable. 
necting are also given, and methods of finding and clearing faults 
(in the unlikely event of their occurrence) 
explanation of the i 
circuits, completes the 
substance. It ghould prove most useful to those for whom it has 
been written. ' | 

* Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXVI, No. 4. April, 1917. New York: The Institute. 

“ Preliminary Mathematics. By Prof. F. E. Austin. London : 


E. & F. N. Spon. Price 58. 


Trade. Announcement.— THE YORKSHIRE ELECTRIC: | 
WIRING AND Motor Co., LTD., of Sheffield, have removed from 
Waingate to 4, Lady's Bridge. 


Storage Batteries for New Zealand.—H.M. Trade Com- 
missioner in New Zealand (Mr. R. W. Dalton) reports that a firm at 
Wellington desires to get into touch with United Kingdom manu- 
facturers of storage batteries for power station and country house 
lighting, with a view to representing them in New Zealand after 
the war. This agency is wanted in j 
already held. in order that the firm may be in a position to offer a 
complete installation of power plant. Communications should be 
addressed to the Department of Commercial Intelligence, 73. Basing- 
hall Street, London, E.C., 2. (Reference 150).— Board of Trade 
Journal. 


. Catalogues and Lists. — In connection with the restriction 
Order relating to the distribution of catalogues. &c., the production 
of which was ordcred and commenced before March 3rd, the Paper 
Commission has been authorised by the Board of Trade to extend 
by general licence until further order 


such distribution will be lawful. 

THE TELEGRAPH CONDENSER CO. LTD.. Vauxhall Street. Ken- 
nington Oval. London, S.E.— The catalogue (40 pages) issued by 
the vompany contains full description numerous illustrations 
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of different types of artificial lines for duplex working on sub- 
marine cables, especially the Dearlove patent type with negligible 
temperature coefficient ; condensers for submarine cables ; other 
condensers, artificial cables for universities, colleges. and science 
schools. &c. A supplementary list of eight pages shows develop- 
ments, including artificial cable for telephone experiments, “ Т.С.С.” 
type telephone condensers, and Mansbridge condensers. 


Messrs. ARNOLD GOODWIN & Sox, LTD., Sumner Street, South- 
wark, London.—TIllustrated list showing a number of their run- 
ways in service, also giving prices of “ Beatall " lifting blocks and 
travelling carriages. 

Messrs. Dick, KERR & Co.. LTD., Abchurch Yard, Cannon Street, 
London, E.C.—Folder giving prices of Britannia drawn-wire 
lamps. s 

WESTERN ELECTRIC Co., Lrp., North Woolwich.—#udletin 
No. 4,015 (24 pages) contains full particulars, with wiring and 
other diagrams and illustrations of the company's system of 
automatic replacement interphones. 


MESSRS. SCHOLEY & Co., LTD., 56, Queen Victoria Street, London, 


S.W.—A series of small leaflets issued in connection with the 
Taylor stoker. They relate to the saving of labour and upkeep of 


boilers, the increase in capacity of boilers, and the ability to meet : 


sudden overloads accruing through the use of this stoker, also its 
advantages in connection with the use of low-grade fuels. 


BRITISH THOMSON-HousTon Co., LTp., 77, Upper Thames Street, 
London, E.C. —Eight-page reprint from the “ Beama Journal” of 
an illustrated article on " Industrial Fittings for Half-Watt Type 
Lamps." 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—Three new publications: No. V 2,088 gives illus- 
trated particulars and prices of ‘‘ Witton” moulded insulation 
terminal blocks; No. L 2,093 describes the G.E.C. haulage road- 
signalling system for use in collieries; and No. O 2,104, deals 
with the " Kingsway " miners’ electric hand lamp. 


Dissolutions and Liquidations.—BriTisH ELECTRICAL 
ACCESSORIES MANUFACTURING Co., Ltp.—Mr. E. Fisher, of 
12, Cherry Street, Birmingham, has been appointed receiver as from 
April 4th. It is expected that there will be a dividend of about 5s. 
in the &. 

ALPHONS CusTODIS CHIMNEY CONSTRUCTION Co., LTp.—The 
controller, Mr. D. H. Allen, has applied for his release. 


ANGLO ENGINEERING Co., Ltp.—By an order dated March 28th, 
Mr. G. E. Corfield has been appointed an additional liquidator to 
act with Mr. A. E. Tilley. 


UNIVERSAL LIGHT AND SIGN Co.. Ltp.—A meeting is called 
for May 24th at 35, Coleman Street. E.C., to hear an account of the 
winding up from the liquidator, Mr. J. H. Anneveld. 


BIRMINGHAM BELTING Co., LTD.—À meeting is called for 


May 24th, to hear an account of the winding up from the liquidator, - 


Mr. E. Taylor. 

AUTO-FLASH SIGN Co, 119, High Holborn, and Rickmans- 
worth, lately at 4 and 5, Glebe Road, Kingsland Road, Dalston, 
as the Patent Distributor and Times Switch Co.—Messrs. W. B. 
Garstin & W. R. Scott have dissolved partnership. 


CLIMAX STOPPER AND EBONITE Co. Ltp.—A meeting of 
creditors is to be held at Normandy Works, Normandy Street, 
Custom House, E., on May 2nd. Мг. С. A. Henderson, liquidator. 


ADNIL ELECTRIC Co., LTD., London, E.C.—Second dividend of 
Зв. Gd. in the £. payable April 30th, at 6, Clement's Lane, EC., 4. 


Wholesale Traders’ Association.— Тһе fourteenth annual 
meeting of the Wholesale Traders’ Association for the Protection 
of the Hardware, Furnishing and Metal Industries, Ltd., was held 
at the offices at Birmingham on April 19th. Major J. H. Cartland, 
J.P., who presided, stated that the operations of the Association 
had again been fully maintained, and that the members had made 
extensive use of its various departments, which had afforded them 
exceptional facilities and assistance in many directions under the 
present abnormal conditions; 138 new members had joined the 
Association during the year, bringing the total membership to 
3,195. Notwithstanding the war, and the fact that a large number 
of firms were doing Government work, and, therefore, were not 
seeking to open new accounts, the number of status inquiries sent 
in during the year had reached the enormous total of 72,772, 


involving a credit of over £6,000,000, thereby showing that there ` 


was still a good general trade being done by the various manu- 
facturers and merchants throughout the country, and that a large 
number of orders had been received from foreign and colonial 
markets which they were unable to execute at the present time. 
In the debt recovery department 22,690 cases were sent in for 
collection, aggregating in value £224,137, and out of this sum 
only 8J per cent. proved irrecoverable or bad. In the insolvency 
department there had been a coneiderable decrease in arrangements, 
bankruptcies. and companies’ liquidations, but a large number of 
oases had been reported during the year where meetings had been 
attended and combined action taken in the interest of members. 
The secretary reported concerning the Association's activities 
relating to the Registration of Business Names Act. No fewer 
than five of the Association's amendments were included, wholly or 
partly, in the Act. Up to date about 75,000 firms had already 
registered. The working of the Act had shown the importance of 
some amendment being made in the Companies’ Acts. and the 
secretary was instructed to take whatever steps he thought necessary. 
in conjunction with others, to bring about this result. 


LIGHTING AND POWER NOTES. 


Australia.—The report on the results of working of the 
Melbourae City Coungil’s electricity undertaking for the year ended 
December, 1916, shows revenue amounting £197,100, an increase of 
£14,505; an expenditure of £94,849, leaving a gross profit of 
£102,250. After deducting £54,339 for capital charges and depre- 
ciation, £6,540 sinking fund, £3,654 payment to employé on 
Active Service, and £1,454 special expenses, there remains a net 
profit of £36,263, £36,000 of which the Committee proposes to 
allocate to the loan fund. The sinking fund now stands at 
£141,825. | 

In the discussion which followed the presentation of the report, 
a resolution was moved that the accounts be referred to the Finance 
Committee, it being claimed that the Electric Supply Committee 
should not arrogate to itself the right of allocating amounts to any 
funds. Alderman Cabena, the chairman of the Electricity Com- 
mittee, said he objected to one Committee controlling another ; if 
the Finance Committee was to control the accounts of the Com- 
mittee of which he was chairman, he would resign. The resolution 
to refer the accounts was carried by 13 votes to 6, and Alderman 
Cabena intimated his resignation from the Committee. — Melbourne 
Aye. 

In connection with the electric lighting department of the 
Cottesloe (W.A.) Municipal Council, during 1916 the number of 
consumers increased to 1,185 and the consumption to 242,720 units. 
The Council is now arranging an agreement, with the Fremantle 
Tramway Board for a 21 years’ service, and, under the new system, 
it is proposed to spend £3,000 to make the necessary changes in 
existing fixtures.— Commonwealth Engineer. 

A deputation, consisting of the representatives of the Electrical 
Employés’ Association and the Electrical Trades Union, waited on 
the Lord Mayor of Sydney, N.S.W., recently, to urge the Council to 
reconsider its decision not to connect new consumers, pointing out 
that it would result in a number of men being thrown out of 
employment, and suggesting that the Council should apply to the 
Railway Commissioners to use the plant at White Bay to generate 
electricity to enable the electric lighting to be pushed on with. 
The Lord Mayor said the Council had been in communication with 
the Railway Commissioners since last April. and he would per- 
sonally renew the request. If the Westinghouse Co. was prepared 
to do the work of constructing the engines required at before-the- 
war contract rates, there was no doubt that the Council would have 


no hesitation in signing a contract and procuring the machinery as . 


rapidly as possible. 


Birmingham.— special meeting of the Electric Supply 
Committee has considered the report of Mr. С. P. Sparks. president 
of the I.E. E., which approves the Nechells site, and it was agreed 
to proceed with the erection of the permanent station as soon as 
practicable.. 


Blackpool.— YEAR’s WoRkiNG.— The Corporation elec- 
tricity department records a loss for the past year—the first for a 
very long period. The income was £45,791, compared with £44.347 
in the previous year, but working costs increased from £25,277 to 
£28,768, resulting in a loss of £887. Daylight saving and the 
increased cost of coal were factors. There were 13,904 tons of coal 
used, at a cost of £12,289. Three years ago nearly the same 
number of tons cost only £8,775. The total capital outlay to date 
is £252,191, and there is a loans sinking fund of £133,262, and a 
reserve fund of £5,223. Only 100 new consumers were added to 
the mains during the past year. The Committee is to consider a 
further revision of the charges for current. 


Canada.—In an address before the Ontario Municipal 
Electric Association, on February 15th, Sir Adam Beck reviewed 
the work of the Ontario Hydro-Electric Power Commission, and 
spoke on the future of the provincial system. The Commission at 
present-supplies 191 municipalities, and expects to supply over 
200 in the course of the next two or three months. Over 
200,000 H.P. is now developed by the Commission, with a tota 
investment on the part of the Commission and municipalities o 
more than $40,000,000. Within five years, Sir Adam expects thi 
amount to increase to $100,000,000. In regard to the future, § 
Adam said his opinion was that the hydro-electric power syste 
must absorb the whole of the electric systems in the province 
Ontario. 

Formal protest has been made to the Canadian Government by 
the United States against the proposed Chippawa-Qneenstown 
power canal, by which the Ontario Hydro-Electric Commission 
will divert additional water from the Canadian channel of the 
Niagara river for powerdevelopment. The United States claims that 
the project would violate the treaty under which the diversion limit 
above the cataracts is fixed at 20,000 cb. ft. per second on the 
American side and 35,000 cb. ft. per second on the Canadian side. 
The Ontario Provincial Legislature has been advised by Atterney- 
General Lucas that there is no necessity for seeking the consent of 
the International Joint Waterways Commission to carry out the 
Chippawa-Queenstown power development project. and; acting 
under this advice, the Provincjal Legislature will proceed with the 
plans without the permission of the International Commission. 
The Ontario Hydro-Electric Commission has charge of the con- 
struction, &c.— Electrical World. 


Clayton.— Тһе Bradford Corporation Electricity Com- 
mittee, last week, considered the matter of electricity supply to 
Clayton, arising out of the recent controversy in that township a 
to whether this should be obtained- from Bradford or from the 
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Yorkshire Electric Power Co., the latter of whom has a Bill before 
Parliament. 
not pay Bradford tosupply Clayton. A Sub-Committee was appointed 
to make full inquiry, and report to the next meeting of the full 
Committee. 


Haworth (Yorkshire),—An animated discussion ensued 
at last week’s District Council meeting as to whether or not an 
Electricity Committee should be appointed. In open Council, a 
motion for the re-appointment of an Electricity Committee was 
defeated by a majority of one, but subsequently a Committee was 
appointed. 


Hoole. — WogKkguousk Ligutinc. — The U.D.C. has 
assented to Chester T.C. supplying current to the workhouse, which 
is in the area of the Council. 

Hull.—The Electricity Committee has received а com- 
munication from the Municipal Employés' Association, asking the 
Council to receive a deputation in regard to an advance of wages. 
It was stated that a Special Committee had been appointed to con- 
sider the wages question. The acting engineer (Mr. McGoris) was 


authorised to employ a further batch of women, with whose work 


he expressed much satisfaction. 

In regard to the scheme for amalgamating the tramway and 
lighting generating stations, the chairman reported that an agree- 
ment had been arranged with the Tramways Department in regard 
to formulating a scheme. 


India.— Last year’s Administration Report of the Madras — 


P. W. D. states there has been a steady increase in the use of elec- 
tricity in Madras City. As many as 48 industrial concerns in 
Madras are now being worked with electric power, these including 
saw mills, oil mills, flour mills, printing presses and cement 
works, and if the supply company could only meet the demand, the 
list would include many more concerns. Works are in progress for 
conveying current to the suburbs of the Kilpauk Adyar and 
Royapuram, and the only delay in carrying out these extensions is 
. due to non-receipt of materials from home on account of the war. 
Altogether, there are in Madras signs of general development, and 
‚ а readiness to accept new ideas. 

At the July meeting of the Bombay Legislative Council, 
the following resolution is to be moved :—“ That this Council 
recommends that his Excellency the Governor-in-Council will be 
pleased to place on special duty, at the earliest convenient 
date, a capable officer of the Public Works Department to report 
upon the development of water power in this Presidency, both for 
direct use and for the establishment of hydro-electric plants, the 
special duty officer being instructed to give approximate costs of 
the proposed water power schemes, the details being left to be 
worked out by promoters proposing to utilise the power for 
industrial purposes." —Zndian Engineering. 


London.—HaxxERS8MITH.— The Electricity Committee 
has had under conaideration proposals by the electrical engineer 
for increasing the ouput of the existing generating plant, by 
adding induced draught plant, & new hoiler feed pump, mechanical 
stokers, &c. It is expected that another 1,000-Kw. capacity can be 
obtained, and a detailed report is to be submitted. 

MARYLEBONE.—-The Electricity Committee has received & com- 
munication from Sir Arthur Duckham, chairman of the Advisory 
Committee (Ministry of Munitions), asking the general manager to 
advise him on matters connected with a proposed scheme and 
experiments for the economical use of coal. 

Annual Estimates.—' The esbimated revenue of ‘the electricity 
undertaking for the year ending March, 1918, is as follows :—From 
sale of electricity to consumers, £187,500 ; from public lighting, 
£14,850; meter rents, £8,100 ; sale of fittings, &c., £11,280 ; rent 
of properties. plant on hire, and sundry charges, &c. £4,540; 
making a total of £226,270. The estimated expenditure is for 
generation and distribution costs, management expenses, rates, 
taxes, &c., £91,320 ; maintenance and repairs to public lamps and 
repairs to properties, £4,500; allowances to employés, £4,500 ; 
sales department, £10,250 ; repayment of loans, £47,303 ; interest, 


- £66,576 ; making a total of £224,449, and leaving an estimated’ 


credit рајапсе оп the year's working of £1,821. 

The Electricity Committee recommends that two underfeed 
stokers be fitted to two additional boilers, at a cost of £2.100 ; it 
also reports. that alterations have been made at Aybrook Street 
sub-station. at an estimated cost of £750. 

The report of the working of the electrivity department for the 
December quarter shows that 5,341,287 unite were sold, repre- 
senting à net increase of 72 per cent. over December. 1915. The 
net revenue from the sale of electricity and meter rentals totalled 
463.252. being an increase over December, 1916, of £2,783. The 
total expenditure for the quarter amounted to £23,383, an increase 
as compared with the December quarter of 1915 of £3,747. The 
total average costs per unit sold were l'14ld.. as against l'042d. 
The result of the quarters working shows a net improvement of 
the balance available for capital charges of £895, making a total 
for the nme months of £75,721. 


Mythelmroyd (Yorkshire).—The U.D.C., last week, 
agreed. to the Halifax Corporation applying to the B. of T. for 
ап Order°-autharising it to supply electricity to several industrial 
eomeerns at Mytholmroyd, conditional on it undertaking to dis- 
continue the supply on written request by the Mytholmroyd 
Council, and on there being no liability attached for any cost or 
expense incurred by the Corporation. 


Rochdale.—The D. R. Cotton Co., Sudden, has written 
to the Corporation Electricity Committee, asking if the department 


It is believed that there was a view that it would. 


is in a position to give it the full supply of energy promised— 


betweerf 1,700 and 1.800 kw. The Committee has replied that it 
cannot supply more than 1,350 KW. at present. 


South Africa.—The Johannesburg T.C. recently decided 
that no applications for electric light or power connections could 
be entertained after February 19th and until further power wus 
available. The turbines ordered in England with this object can- 
not be delivered for a considerable time. 


Swansea.—LixKiNG-UP.— The engineer has attended а 
meeting with regard to interconnection of electric supply under- 
takings; as regards the question of funds for the preparation 
of plants, reports, &c., each undertaking, it is proposed, shall 
guarantee a maximum amount of 1} guineas per £10,000 of gross 
revenue. 


Tasmania.— According to Tenders, Mr. J. H. Butters, 
‘general manager of the Government Hydro-Electric Department. 
has informed the Launcesten City Council that it will not be 
possible to complete the extensions to the Great Lake scheme for 
18 months, owing to the impossibility of obtaining the material in 
England ; consequently, the negotiations for the supply of energy 
have been suspended. Mr. Butters suggests that it might be 
possible to limit the demand, with & view to avoiding extensions 
of plant in the meantime. 


TRAMWAY and RAILWAY NOTES. 


Accrington.— ACCIDENT.—Considerable interference was 
caused to traffic on April 19th through the breaking down of the 
overhead equipment by the trolley poles of two cars getting into 
contact. The fall of the equipment resulted in the breaking of 
three windows in a Blackburn car, but, happily, no one was 
injured. 

Three women are learning the work of motormen, and a woman 
is driving a tramcar. : 


Atherton.—The South Lancashire Tramways Co. is now 
employing women in its highway repair department. 

The company has granted £100 towards the equipment of Green 
Hall, Atherton, as a military hospital. 


Belfast.—The Tramways and Electrical Committee has 
recommended the pushing on of the new electric station at 
Hamilton Road. convenient to Belfast Lough, and also recommended 
a suggested revision of the stages and fares over the Corporation 
system of tramways. Unless this is done, the tramways will soon 
be bankrupt, as the war has hit them so hard that they are losing 
at the rate of anything from £10,000 to £15,000 per annum, and 
stand to lose still more in the near future should the employés 
persist in their demand for a further increase of pay—this time 5s. 
per week. These matters will be considered at the next monthly 
meeting of the Corporation. 


Blackpool.—Recorp Yrar’s Recerprs.—The receipts 
of the Corporation tramways for the past 12 months. ended 
March 3lst, were by far the largest on record. The total was 
£94,368, or over £10,000 more than the next best year, which 
was 1913. 


Bury.—YEkAn's WorRKING.—The Tramways Committee 

reports a profit on the Bury section for the past year of £3,543, 
and onthe Radcliffe section, under the first agreement, a loss of 
£452, and under the second, a loss of £406. It was decided that 
the profit from the undertaking and a sum of £1,456 from the 
reserve and depreciation fund be paid to the credit of the borough 
rate. : 
The Corporation Tramways Committee has refused the applica- 
tion of the Tramway and Vehicle Workers’ Association for an 
advance m wages of-10s. per week for male and female employés 
in the tramway department. 


Dudley.—FExaALE Drivers.—The local Trades Council 
has sent a resolution to the B. of T., Ministry of Munitions$ and 
Tramway Co. against the employment of women as tramway 
drivers, on the ground of physical unfitness. , 


Halifax.—YEaRs \овктхс.—Тһе tramway statement 
for the year ended March 31st shows а total income of. £111.684, 
as compared with £113,514 in the previous year. The passenger 
receipts were £111.370, as against £110,130; luggage, £108, as 
against £149: private cars, £226, against £95; ticket vouchers 
and tokens, £352, against £327: parcel traffic, £1,974, as against 
£2,134. Advertising had cost £500, as against £411. Theexpendi- 
ture had been £100,125, as against £94,458, and the profit was 
£14,059. as against the previous year's £19,055. There had been a 
decrease in mileage from 2,195,980 to 2,048,772, but the number of 
passengers carried had increased from 21,024,003 to 21,180,584. 

The figures for the week, including the Easter holidays, showed 


- receipts £1,918, as against £1,914 last year ; mileage, 35,005, as 


against 39,285 ; receipts per car-mile, 13°15d., as against 11°73d. 


India.—The Government of Madras, in its review of the 
Madras Corporation’s last report, writes that the proposals for the 
extension of the tramway lines in Madras City, so as to help in the 
removal of congestion, involve the widening of some of the bridges 
at considerable cost, and are stil] under examination. 


464 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,057, APRIL 27, 1917. 


The Municipal Commissioner of Bombay has forwarded to the 
Corporation for sanction the proposals submitted by the Bombay 
Electric Supply and Tramways Co. for extending the tramway 
system along Esplanade and Sandhurst Roads, and for doubling 
the present single track along Colaba Road.—Jndian Engineering. 


Keighley.—It was reported that meetings had been held, 
last week, between representatives of the Council, the Keighley 
Corporation Tramways Committee. and the Bingley U.D.C. with 
respect to the proposed linking-up of the Bradford tramways at 
Cross Flats, Bingley, and the Keighley tramways at Stockbridge. to 
which all parties were favourably inclined, but the stumbling- 
block is the bridge itself, which must be improved before any 
tramway can be run over it. The idea of an extension of the 
tramway track on the Bingley side, as far as Barhouse Lane, had 


not met with much favour, and railless extensions met with the 
same feeling. 


Leeds.—YEan's Workinc.—Actual figures of the past 
year's working of the Corporation tramways submitted to the 
Tramways Committee, last week, show that the receipts were 
£515,806, an increase of £40,301 on those of the previous year. 
and, for the first time in the history of the undertaking, exceeding 
the half-million sterling. The number of passengers carried was 
112,151.883, an increase of 8,698,082, the car-mileage having been 
9,658,595, an increase of 253.174 miles. The working expenses had 
increased by £25,259, from £236.227 to £261,486. thus leaving a 
gross profit of £254,231, an increase of £15,042. With the 
addition of bank interest and dividends on investments to the 
amount of £9.755,there is a disposable revenue of £264,076, of 
which £120,787 is for interest on capital and redemption fund 
instalments, £30.000 for permanent way renewals, £2.373 to go 
towards capital outlay ; income-tax takes £18,594, and war allow- 
ances, £12,891. The surplus to relief of rates is £79,431, equal to 
an 84d. rate. Traffic expenses during the year were £122,499, the 
average cost per car-mile being 3:044d., as against 2:927d. ; general 
expenses were £39,832. including £22,592 in local rates, and the 
cost of general repairs and maintenance was £53.291, of which 
£34,373 was in car repairs. Power costs were £35,098, including 
£12,070 for energy purchased. War bonus to employés absorbed 
£10,766, the wages bill. including that bonus, being £161,899. 

Under the Northern Command substitution scheme. a start has 
been made in Leeds with the employment of wounded and 
discharged soldiers as drivers, about 20 of these men being now 
во employed, and a batch of others being in training at the depóts. 

The Glasgow scheme of sale on the cars of ld. tickets, with War 
Savings Certificates as prizes and about nine-tenths of the money 
going to war charities’ funds. has. it is understood. been approved 
for the Leeds tramways, and a start is expected to be made very 
soon. 


Manchester. — YEAR’s WorKING.— The Corporation 
Tramways Committee on Tuesday decided to reduce its contribution 
to the city rates from £ 100.000 to £50.000 ; the increase in the rates 
may be fid. inthe £. The tramway revenue last year was £978.602— 
being £39,000 more than & year ago; the passengers numbered 
219,097,258, another increase, while reduced car-miles 18,388,302— 
were worked. The revenue per car-mile was 12'6d. Increased 
costs of material, wages. &c., are reported ; war service allowances 
and bonuses during the year are estimated to amount to £103,800. 


Morecambe.— ELECTRIFICATION PRosPECTS.— At the 
meeting of the T.C., last week, Alderman Snowden said the town's 
financial position was better than ever before, and they were now 
contemplating many improvements. one of the first of which should 
be the abolition of the horse cars. But for the war, they would 
have got a long way towards completion of the electrification 
scheme. The Mayor said the abolition of the horse cars would be 
the first step towards real progress. 


Oldham.—Year’s WonkING.— The tramway depart-. 


ment last year made a profit in aid of the rates of £3,837. 
Allowances to dependents of employés serving with the Colours 
amounted to £5,463, and the recent war bonus granted to drivers 
and conductors will mean an additional expenditure of £3,456. 
There was a loss on the motor-'bus service of £809. 

Discussing the extraordinary application for an additional 
bonus of 10s. a week by Lancashire tramway workers, Councillor 
Cheetham said it was time the authorities put their foot down ; 
the cars, he added. were run for the convenience of the public, and 
not to find occupations for a number of men and women. 


Rochdale. — Yrar’s Мовкіхс. — The profit оп the 
Corporation tramways during the past year was £1,773, as com- 
pared with £3,609 a year ago, £4,281 in the previous year, and 
£8,189 in 1913.14. The Committee recommends the placing of the 
amount to the reserve fund for renewals, which now amounts to 
£22,000. The total receipts were £90,812, an increase of £2,904, 
but working expenses totalled £50,397, £2,274 more. One item— 
income-tax—amounted to £6,463, an increase of £2.600. These 
charges in 1913-14 were £1,020. Asumof £6,192 has been spenton 
2 new car repair shed. | 


- Salford.—At a meeting of the Local Trades and Labour 
Council, held last week. it was decided to protest against the 
raising of tramway fares by the Corporation. , | 


South Africa.—ErEcTRIC VEHICLES.— After a trial of 
two vehicles. lasting over several months, the Johannesburg postal 
authorities are now using 1] such vehicles imported from America. 
The charging garage has been established by the importing firm. 
and a sliding-scale tarif has been arranged with the municipal 


supply authorities. According to the S.A. Mining Journal, as 
compared with the ordinary petrol car, weight for weight, the 
electric vehicles are run to-day at ‘about half the cost of the 
ordinary petrol vehicle. 


Stockport.—At a recent meeting of the T.C. the chairman 
of the Tramways Committee said that the present fares could not 
be continued if the undertaking was to hold its own. The esti- 
mates presented showed an increased expenditure for the ensuing 
year of £8,893, involving an increase in the rates of 3d. in the £. 


Wolverhampton.—WAGEs.— The local branch of the 
Amalgamated Association of Tramway and Vehicle Workers has 
passed а resolution.urging the Corporation to come to a final deci- 
sion as regards giving increased wages. and as an alternative 
intimating that permission will be asked to withdraw their labour 
if the demands are not granted. 


ee 


TELEGRAPH and TELEPHONE NOTES. 


Argentina.— The Germans are putting forward a proposal 
to set up immediately in the Argentine a great wireless station for 
the receipt of messages from Berlin. 


Australia,.—The annual report of the Postinaster-Gencral 
for 1916 shows a loss on the telegraph service of £86,426, com- 
pared with £114,555 in 1915, and a loss on the telephone service of 
£271,695, compared with 4390.703. In September, 1915, the tele- 
phone call fees were raised from 4d. to Id. on subscribers’ lines, 


and from 14. to 2d. on public call office lines, to reduce the loss. 


Automatic Telephony.—On March 17th the telephone 
service of the Indianapolis Telephone Co. was changed over to the 
automatic system, with highly satisfactory results. The order was 
placed with the Automatic Electric Co. nine months ago, and the 
time occupied in completing the installation is said to make a new 
record. There were about 13,000 lines equipped at the time of the . 
change-over. and the number of subscribers is rapidly increasing.— 
Telephone Engineer. 


India.—O wing to the numerous extra official demands on 
the telephone system in Simla, no telephones can be given to new : 
private subscribers. The automatic system is loaded to its fullest 
extent, and additional connections are being made to a central : 
battery system, which can, however, be worked in connection with 
the automatic. An extension of the automatic system will, it is 
hoped, be installed during the coming season.— nd ian Engineering. 


Morocco.—H.M. Agent and Consul-General at Tangier 
has forwarded an extract from the Bulletin Officiel of the French 
Zone, containing a Presidential Decree, dated December 5th, 1916, 
authorising the execution of certain works, at a cost of 81,000,000fr., 
out of which 1,108,400 fr. are provided for telephones, and 
2,293,000 fr. for telegraphs.— Board of Trade Journal. 


Telephone Call Recorder.—An automatic recorder of 
effective telephone calls, invented by an Australian railway em- 
ployé named Godfree, has been in use about 18 months at the 
Ballarat Telephone Exchange on trial, with a view to obviating 
the frequent complaints of overcharging. Mr. Halion, the officer 
in charge of the exchange, has reported that the device is giving 
complete satisfaction. . ; 


Wireless Installations on British Ships.—An Order in 
Council of April 14th gives power to the Admiralty or the Ship- 
ping Controller to require that any British ship shall forthwith 
be equipped with wireless telegraph apparatus, and that the crew 
shall be properly instructed in its use. If any ship to which such 
directions have been given puts to sea without complying with the 
Order, the owner or master will be liable to punishment, and the 
ship to seizure and detention.—Bourd of Trade Journal. 


CONTRACTS OPEN and CLOSED. 


OPEN. | 

Australia.—M ELBOURNE.— May 23rd. Victorian Rail- 
ways Department. Twelve months' supply (8,250) of incandescent 
electric lampe as ordered.* 

Glasgow.—May 1st. Electricity department. 12 months’ 
supply of cables and meters. See “Offcial Notices " to-day. 

Manchester.—May 11th. Electricity Committee. Stuart 
Street generating station, (a) one hydraulic accumulator and elec- 
trically driven ram pump. (^) coal conveying plant. Mr. Е. E. 
Hughes, Secretary, Electricity Department. | 

Sheffield.—May 8th. Tramways and Motors Committee. 
Carbon-filament lamps for tramcar lighting, for 12 months. See 
© Official Notices " to-day. 

Wigan.—May 5th. Corporation electricity works. Best 
quick-firing slack or washed peas, for a year. Electrical Engineer. 
Bradford Place. 


* Specifications may be reen at the Department of Commercial 
Intelligence, 72, Basinghall Street, London, Е.С. 
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Wolverhampton.—May 4th. Electricity Committee. 
5,000-Kw. turbo-alternator, water-tube ` boilers, economisers, and 


induced-draught plant, and mechanical stokers. See “Offcial 
Notices " to-day. 
| ' CLOSED. 
Dover.—T.C. Coal for the electricity works : 


tons of Featherstone coal, at 26s. 5d. per ton ; 2,000 tons of Shoa. 
down nuts, at 26s. 6d. per ton. 


Government Contracts.—List of new contracts placed 


during March, 1917 :—- 
War OFFICE. 

Bridge meggers.--Evershed & Vignoles, Ltd. 

Electric cable and wire.—British Insulated & Helsby Cables. Ltd. ; Cal- 
lender's Cable and Construction Co., Ltd.; Connolly Bros., Ltd. : 
Craig Park Electric Cable Co., Ltd ; I. Frankenburg & Sons, Ltd. : 
General Electric Co., Ltd.: W.T. Glover & Co., Ltd. ; W. T. Henley's 
Telegraph Works Co., Ltd. ; Hooper's Telegra h and India-Rubber 
Works, Ltd. ; India- Rubber, Gutta-Percha and elegraph Works Co., 
Ltd.; Johnson & Phillips, Ltd.; Liverpool Electric Cable Co., Ltd. ; 
C. Macintosh & Co., Ltd. : St. Helens Cable & Rubber Co., Ltd. 

Telephone cords.-- London Electric Wire Co. & Smith's, Ltd. ; C. A. 
Vandervell & Co. 

Insulator cups and caps —Litholite, Ltd. 

Distribution boards.—Kartret Engineering Co. 

Electric light fittings. Вега, Ltd.; Electric and Ordnance Accessories 
Co., Gutherie & Co.; W. "Kent: J. Macintyre & Co., Ltd. ; 
E. Stevens, Ltd.; J. Stevens, "Ltd. 

Generating sets.-—A. 'Lyon & Wrench, Ltd. ; Smart & Brown. 

Electric lamps -—British Thomson-Houston Co., Ltd.; Edison Swan 
Electric Co., Ltd. ; General Electrie Co., Ltd. ; 'Siemens Bros. Dynamo 
Works, Ltd. 

Switches.— Kerr, Stuart & Co., Ltd.: W. Banders & Co. ; Sperryn & Co., 
Ltd.; Wandsworth Electrical Mfg. Co., Ltd. ; W. White & Co., Ltd. 

Electrical terminals, &c.---Automatic Standard "Screw Co., Ltd.; Davis 
and Timmins, Ltd.; Croggon & Co., Ltd.: F. Giles & Sons; L. "Herve; 
Houghton-Butcher Manufacturing Co., Ltd. : Ingram & Кешр, Ltd. ; 

. Sperryn & Co.. Ltd. ; C. J. Thursfield & Co. 

Iron and steel wire.—Dorman, Long & Co., Ltd. ; Rylands Bros., Ltd. ; 
Shropshire Iron Co., Ltd. ; R. Johnson & Nephew, Ltd. 

Tinned copper wire. — Liverpool Electric Cable Co., Ltd. 

Works services.—Electric lighting. Cecil Cooper & Co.: installation of 
electric light, H. J. Cash & Cp.; ; erection of boilers, Babcock and 

Wilcox, Ltd. 
Innia OFFICE STORE DEPARTMENT. 

Rrackets. — Bullers, Ltd. 
Cable.—Callender's Cable Co., Ltd. 
pere. .—Siemens Bros. & Co.. Ltd. 

ynamo.— Lancashire Dynamo, &c., Co. 
Insulators.—Bullers, Ltd. ; Taylor, Tunnicliff & Co. 
Telephones.— Peel-Conner "Telephone Works, Ltd. 
Wire. T. Bolton & 8ons: F. Smith & Со.; Dorman, Long & Со.; R. 

Johnson & Nephew; Rylands Bros. ; Shropshire Iron Co. 

Post OFFICE. 
Telephone apparatus.—British L. M. Ericsson Manufacturing Co., Ltd. ; 
eel-Conner Tele 'phone Works, Ltd.; Walter's Electrical 'Manu- 
facturing Co., Ltd.; Western Electric Co., Ltd. 
Arm grips for poles. — Bayliss, Jones & Bayliss, Ltd. 
Wood arms. pen Australian Timber Co., Ltd.; T. Gabriel & Sons and 

Burton; W. F. Holloway & Bros. 

Bodies and s ers for insulators. —Taylor, Tunnicliff & Co., Ltd. 

Submarine cable.— Telegraph Construction and Maintenance Co., Ltd. 

Telegraph cahle.—Briti-h In-ulnted & Helsby Cables, Ltd. ; Henley’ e Tele- 
graph Works Co., Ltd. ; Johnson & Phillips, Ltd. ; St. Helens Cable and 

Rubber Co., Ltd. ; Telegraph Construction and Maintenance Co., Ltd. ; 

Union Cable Co., Ltd. . 

Telephone cable. —Peel-Conner Telephone Works, Ltd.; Western Electric 
‚ГЬ 


td. 
Telephone cords.—B. I. & Helsby Cables, Ltd.; Western Electric Co., Ltd. 
Wire drums.—8iemens Bros. & Co.. Ltd. 
Telephone mouthpieces. жыр pd Manufacturing Co., Ltd. 
Insulator spindles.—Bullers, Ltd. 
Telephones.—Peel-Conner Telephone „о Ltd. 
Bronze wire.—Shropehire Iron Co., 


COMMISSIONERS OF Ru “Wonks, IRELAND. 
Electrical works and supplies.—J. F. Keatinge & Sons. 


Hull.-—The Electricity Committee has accepted the offer 
of Messrs. Priestman for a grab for the loading of coal, ashes, &c., 
at a cost of £1.800. 


London.—MARYLEBONE. — The Electricity Committee 
has accepted an offer from Messrs. A. Blackmore & Co. for the 
supply of 1,000/1,200 tons Granville 13-in. nutty slack. 

The Committee recommends the acceptance of the following 
tenders:— Two additional mechanical stokers, £1,809, Underfeed 
Stoker Co.; 22,000 tons of coke breeze, delivered into truck or 
barge at gas works, 8s. per ton, Gas Light and Coke Co. 


—————À 


FORTHCOMING EVENTS. 


Physical Society of London.—Friday, April 27th. At 5 p.m. At the 
Royal College of Science, Exhibition Road, South Kensington, 8.W. 
Ordinary meeting. 

Royal Society of Arts.—Monday, April 30th. At 4.80 p.m. At John Street, 


oy delphi, W.C. Howard Lecture, ‘‘The National Shortage of Iron Ore 
fRupplies—Available Home Supplies of Iron Ore," by Prof. W. G. 
Fearnsides. 


At Burlington House, Piccadilly, W. 


| Society.—Tuesday, May 1st. 
eared To be opened by Prof 


8 p.m. Discussion on ''Osmotic Pressure.’ 

ES Porter, F.R.8. | 

roentgen Society. —Tuesday, May 1st. At the Cancer Hospital, Fulham 

Road,S.W. At 8.15 p.m. Discussion (continued) on “The Future of the 
British X-ray Industry." 

Institution of Civil ineers.—Wecdnesday, May 2nd. At 5.90 p.m. At 
Great George Street, 8. W. James Po Lecture on “The Standard- 
isation of Engineering Materials its Influence on the Prosperity of 
the Country,” by Sir John Wolfe Barry, K.C.B., F.R.S. 

In stitute of Metals.—Thursday, May 3rd. At 8.30 p.m. At the Institution o 
Civil Engineers, Great George Street, S.W. Lecture on ‘Researches 
made Possible by ңе норро Load- Extension Optica! Indicator," by 
: Prof. W: E. Dalby, Е 


Junior Institution of = sineers.—Friday, May 4th. At 7.90 p.m. At 

UR сона Street, 8.W. Paper on “ Pneumatic Tubes," by . H. E. 
reav 

At 8 p.m. At 


Royal "Institution of Great Britain. -Saturdar, May 5th. | 
Albemarle Street, Piccadilly, W. Lecture on “The менон поша 
di of Gases,” by Prof, Bir J. J, Thomson, Pres.R.B. 


. 


NOTES, 


Earth-to-Air Discharges and Fire Risks.—We have 
received a shoal of cuttings from the .Mamchester Guardian of 
April 17th, regarding a recent fire in Manchester, and are much 
indebted to our various correspondents. The following is the item 
which has aroused so much interest :— 

“THE PORTLAND STREET FiRE.—'F. J. writes from Man- 
chester :—I sugyest that the cause of this fire, and of others like 
it, may be found in the metal conduits—water, hydraulic, and gas 
mains—which conduct the earth electricity inside the buildings 
until it reaches the upper storeys. Here a resistance is met with, 
as the conduits aresmaller. This resistance produces heat, and thus 
gets fire to any inflammable material. If the conduits are sufficient in 
electrica] carrying capacity to conduct the earth electricity silently . 
inside the building until it reaches the upper storeys, it discharges 
itself through ‘the roof into the air, and, of course, sets fire to 
neighbouring inflammable material. It is definitely known that & 
large building in this area was set on fire by earth-to-air electrical 
discharge. The conflagration was discovered immediately. and the 
actual cause was evident. Had this occurred when there was 
nobody on the premises, the origin would not have been discovered. 
This instance was not made public. None of these warehouses was 
protected from either earth-to-air or air-to-earth electrical dis- 
charges. It is interesting to note that no big fire has occurred in 
Manchester where provision has been made for these discharges 
by the erection of lightning conductors, which form a permanently 
effective means for silently discharging highly charged areas of 
earth or clouds." | 

One of our correspondents—Mr. G. І. Enderby—satirically 
inquires whether, in view of the high price of electrical energy, 
our readers will kindly put forward suggestions for the utilisation 
of this valuable source of electricity to light & few lamps in the 
upper stories of tall buildings. We fear, however, that such hopes 
are doomed to disappointment. We do not know who “Е. J.” is, 
or where he acquired his profound insight into atmospheric elec- 
trical phenomena, but we could suggest other initials which would 


. be more appropriate. 


American Electrical Industry and the War.— Under 
the title "' Electrical Industries Ready to Serve," the Electrical 
World, U.S., publishes appropriate messages from leaders of these 
industries. the writers being Mr. E. W. Rice, jun.. president of the 
General Electric Co. ; Mr. S. S. Wheeler. president of the Crocker- 
Wheeler Co. ; Mr. H. W. Buck. president of the American Institute 
of Electrical Engineers ; and Mr. H. A. Wagner, president of the 
National Electric Light Association. The letter from Mr. Rice 
reads аз follows :— 


"THE INDUSTRY'S PLEDGE. 


“To the Electrical World. 

“The President’s message expresses in simple but powerful 
words the solemn and final judgment of a great peace-loving people 
on the issues of this great war. 

‘While every thoughtful citizen must realise the gravity of the 
step which we are now taking, there will be no holding back, and 
no matter what trials the future may have for us, the knowledge 
that we are fighting in defence of all that makes life worth living 
will enable us to persevere until victory for ourselves and our 
natural allies has been obtained. 

"Men of the electrical industry, representing every phase of 
scientific and engineering activity, will be able to render invaluable 
service, аз a modern war, as is well known, cannot be won by 
courage and strength alone, but demands skill in control of oom- 
plicated machinery and the use of scientific methods all the time 
and every where. 

“This is hot a war between peoples, but a mighty conflict of 
irreconcilable ideals of government and of life, and there can be 
no question, therefore, that every citizen of this country who 
treasures our ideals will welcome the solemn privilege, which has 
been forced upon him, of fighting for them. We all devoutly 
hope and believe that the entrance of our nation on the side of 
liberty and humanity will bring to a speedy end this terrible 
scourge of the world. : 
" E. W. RICE, jun. 
" Schenectady, April 4th, 1917. j 


Restriction of Sunday Labour. — According to the 


. Daily 'y Telegraph, Sunday labour is; as far as possible, to be 


Ld 


abolished in a large majority of the establishments controlled by 
the Ministry of Munitions, from the beginning of May.  Establish- 
ments in which the process worked is of necessity of a continuous 
nature will not come within the operation of the new order, and 
an exception will also be made in the case of firms whose contracts 
&re of great urgency. 

The &bolition of continuous Sunday labour in the national 
factories and in controlled establishments has, in most cases, been 
highly beneficial. as would be anticipated in view of the results 
of investigations noted in our pages, which showed that a suitable 
division of time between labonr and regt diminished fatigue and 
increaged output. Long working hours do not pay. 

That Sunday labour has & pernicious effect on the health of 
‘workers, particularly in heavy trades. says the 7Timeà, іє one of the 
conclusions of an interim .report on Industrial Efficiency and 
Fatigue, which has just been issued by the Health of Munition 
Workers Committee. The report contains certain memoranda 
which have already been published. but much of it is a record of 
new and important work, The investigotions*of Prof. Loveday on 
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the incidence and causation of lost time reveal the fact that 
insufficient allowance is generally made for the extent to which 
lost time is caused by sickness, partly owing to the difficulty of 
obtaining reliable medical certificates. Except when hours have 
been very long, relatively to the class of work, evidence is lacking 
of an increase of sickness. On the other hand, the hours gained 
by overtime may be lost. to a large extent. by lost time. Prof. 
Lovedav suggests reasons for the opinion that the employment of 
workers before breakfast is uneconomical and unprofitable. In 
reward to "staleness," a single day off given occasionally, at the 
right time, would. it is suggested, have avoided much wasteful 
reduction of capacity, and. in the worst cases, the total loss of 
many days of work. , 


Y 
Volunteer Notes.—FinsT LoNboN ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 


Orders for the Week, hy Lieut.-Colonel Clay, V.D., Commanding :-- 

Monday, April 30*h. —Technical for No. З Company, Right Half Company, at 
Regency Street. Drill No. 3 Company, Left Half Company. Signalling Class. 
Recruits’ Drill, 6.30—8. Medical examination and attestation, 6-Я. 

Tuexday, May |«t,—Iecture, “Demonstration of T;andscape Target." by 
Platoon Sergeant Hoad, 6.30. Physical drill and bayonet fighting. 7.30 to 8.30. 

Wednesday. May 2nd.— Instructional Class, 6 15. Drill No. 1 Company, Right 
Half Company. 


Thursday, May 3rd. —Dril! No. 2 Company, Right Half Company. Ambulance 
Class by M.O., 6.30. Signalling Class. 

Friday, May 4th.—Technical for No. 3 Company, Left Half Company, 
Regency Street. Drill No. 3 Company, Right Half Company. Recruits’ Drill, 
6.30— 8.30. 

SM MIO May 5th.—Commandant's Parade, 2.45. Uniform, for drill in Hyde 
ark. 


Sunday, May 6th.—Special work at Bombing School. Parade, Clapham 
Common Station (City and S.L. Railway), Tube, 9.45 a.m. 


(By order), MAcLEoD YEARSLEY, Captain and Adjutant, 


Metropolitan Association of Electric Tramway Managers. 
-—A meeting of the members of this Association was held at the 
Municipal and County Club, Whitehall Court. Whitehall, S.W.. last 
Friday, when there were present :—Messrs. Ullmann (East Ham), 
chairman: Hammond (M.E.T.) vice-chairman ; Bruce (L.C.C.). 
Harvey (Ilford). Mason (South Met.). Mackinnon (London United). 
and Goodyer (Croydon), hon. sec. Letters of inability to attend 
were received from Messrs. Murray (Walthamstow), Slattery (West 
Ham), Williams (Erith), Stokes (Bexley Heath). and Schofield 
(Leyton). Various matters of interest were discussed. 


Manchester Engineers’ Wages.— The pieceworkers in the 
engineering trade in the Manchester district have received notice 
that the Government Production Committee has awarded them an 
advance of 74 per cent. for the period of abnormal conditions 
which have been brought about by the war. The application was 
for a 15 per cent. advance. and originally the men were granted a 
3s. a-week bonus. Against this award they appealed.-- Morning 
Post, 


Decimal Coinage and the Metric System.— It was 
announced by Mr. Bonar Law, in the House of Commons, on 
Monday, that Lord Balfour of Burleirh's Sub-Committee of the 
Reconstruction Committee on Commercial Policy is considering 
the question of British and Imperial weights and measures and 
the decimalisation of British coinage. 

On Monday, the Central Chambers of Agriculture adopted a 
resolution in favour of a new system of weights. The report 
recommended that the existing legal cental of 100 lb. should be 


substituted for the 112-10. cwt., 20 such centals to be the ton of. 


2,000 lb. It was also recommended that quotations should be 
riven on the basis of the pound and cental, and that the Press 
should be urged to adopt the same basis for market quotations. 
Evidently the farmers will not oppose the introduction of the 
decimal system. 


Federation of British Industries.—As a result of the 
deputation of representatives of the Federation of British 
Industries. the British Manufacturers’ Association, the Central 
Association of Controlled Firms, and the Employers’ Parliamentary 
Association, the following gentlemen have been appointed to form 
an Advisory Committee to the Ministry of Munitions. and the 
appointment has been approved by the Ministry :—Messrs. G. 
Muir Ritchie. Douglas Vickers. Geo. Terrell, M.P.. R. G. Perry, 
H. M'Gowan. and Sir Frederick H. Smith, Bart. We shall ‘refer 
further to the matter later. 


The Schedule of Protected Occupations: Electrical 
Workers.—There is obtainable from the Government printers a 
Schedule of Protected Occupations (M M 130, one penny), dated 
April 21st, 1917, for men employed on Admiralty, War Office, or 
Munitions work. or in railway workshops. This is in connection 
with the decision of the War Cabinet that, in order that the supply 
of men for the Armies in the Field may be maintained. a consider- 
able number of men fit for general service must be released. The 
War Service Badge Certificates and Trade Cards are to be superseded 
by a system which protects from recruiting men who may from 
time to time be found indispensable. The schedule shows the age 
above which workers are protected for the present: but if the 
needs of the Army again become urgent, the arrangements may be 
modified. Electricians may be called up below the age of 23, but 
electrical fitters of all ages are protected. In instrument making, 
all electricians on medical apparatus are protected, whatever their 
aves. In scientific and electrical instrument making, there is 
protection for all ages of men making scientific instruments and 
wireless telegraph instruments, while the age of 23 is fixed as the 
limit for protection of “electrical instrument makers.” “In X-ray 
apparatus manufacture, there is protection for coil makers und 


pumpers of all ages, but for photographic-plate makers (including 
chemists) the age is fixed at 23. Skilled men of all ages in the 
manufacture of electrical insulating material and electrioal wire 
and cable are protected, as are a number of classes of men engaged 


in electrical accumulator manufacture, though departmental. 


managers or foremen are protected above 25 only. Skilled 
workmen only, engaged in electric lamp manufacture, are protected 
at all ages. The entry respecting electrical generating stations is 
as follows :— i 

Station and sub-station engineers, switchboard attendants, 
shift engineers, cable jointers, age 23. Electrical generating 
stations include those for tramway undertakings in cases where 
the undertakings are certified by the Ministry of Munitions under 
the Munitions of War Act. Other workmen employed by certain 
electrical undertakings are to be as and if specified in the 
" Engineering " Section of the Schedule. Under Professional 
occupations, electrical engineers are protected above the age of 23. 


Institution and Lecture Notes.—Institution of Elec- 
trical Engineers.— The report of the Committee of the BIRMINGHAM 
LocAL SECTION was presented to the annual general meeting on 
Wednesday last. It stated that the average attendance at meetings 
was 46, compared with 43 in the previous session. The membership 
showed a net decrease of four members. The following are the 
office-bearers and Committee for 1917-18 :— 

© Chairman.—S. T. Allen. 
Vice-Chairmen.—N. B. Rosher ; C. С. Garrard, Ph.D. 

Ordinary Members of Committee :—¥. H. Clough, F. Forrest. 
W. H. Heaton, E. J. Kipps. W. A. Jackson, S. James, W. Marden, 
A. Pearson, T. Plummer, W. E. Sumpner, D.Sc., F. Thursfield, E. O. 
Turner, and J. M. Walshe. i 

Honorary Secretary.—J. D. Morgan. 
We understand that, acting under Article 30, some 36 gentlemen. 


` many of them very well known in the electrical world. have sent 


in the nomination of Mr. Gerald W. Partridge, for the office of vice- 
president of the Institution. 


Institution of Civil Engineers.—At the annual general meeting 
on April 17th, the result of the ballot for the election of officers 
was declared as follows :— President, Mr. W. B. Worthington ; 
vice-presidents. Mr. J. A. F. Aspinall, Mr. H. E. Jones, Sir John P. 
Griffith, and Mr. J. A. Brodie. Other members of Council include 
Dr. Dugald Clerk, F.R.S., Colonel R. E. B. Crompton, C.B., Sir 
Robert A. Hadfield. F.R.S., Prof. Bertram Hopkinson, C.M.G., 
F.R.S.. Dr. W. H. Maw. Mr. Basil Mott, Capt. H. P. R. Sankey, 
C.B., and Sir John F. C. Snell. 

S.A. Institute of Electrical Engineers.—In his presidential 
address. Mr. W. H. Perrow took the induction coil as his text. and 
reviewed its early history, subsequent development, and some of its 
applications. 


Faraday House Scholarships.—As а result of the 
Scholarship Examinations held at Faraday House Electrical 
Engineering College. Southampton Row. London, W.C., this 
month, the following &wards have been made by the Governors 
of the College :--To John Arnold Gundry (St. Bees School), a 


Faraday Scholarship of 50 guineas per annum, tenable for three 


years: to Arthur Leslie Long (Hertford Grammar School). a 
Maxwell Scholarship of 50 guineas per annum, tenable for two 
years ; to Harold Charles Reeves (County School, Wood Green), 
an Exhibition of 30 guineas per annum, tenable for three years: 
to Eric Gledhill (County School. Fishguard), an Exhibition of 
30 guineas per annum, tenable for three years ; to Cecil Corbin 
(the Philological School, Southsea), a Special Prize of 25 guineas. 


The: Colonial Premiers.—On Tuesday afternoon, at 
Stationers’ Hall the British Manufacturers’ Association, 1915, 
‘fave a reception to the Colonial Premiers. The address of 
welcome was given by Mr. George Terrell, M.P.. chairman of the 
Association, which has a membership of 700 firms engaged in 
practically every branch of manufacture. He explained that one 
of the main purposes of the Association was to foster better trading 
relations with the Dominions and Colonies. while another was to 
atrive at a better understanding with the employés. Their 
members were prepared to make any necessary sacrifices for the 
successful prosecution of the war, and after the war they would do 
all that lay in their power to prevent the Huns from coming back 
here to overrun the country as in the past. They must also 
prepare for the gap of many months which was certain to occur 
between the stoppage of the manufacture of munitions and the 
resumption of normal manufacturing. Unrest was always certain 
in times of unemployment, and the Association urged the Govern- 
ment to be ready with a policy of reconstruction, a policy of pro- 
tection for British trade, and a policy of consolidation of the 
Empire on the basis of preferential trade. Sir Edward Morris, 
Prime Minister of Newfoundland, responded, and in doing во, 
referred to certain after-the-war problems.  Thorough organisa- 
tion was necessary in order that we could deal with them aright. 
The Kaiser had done more than any man before him to bring about 
the unity of the British Empire. 


American Help for British Engineers.—We read in the 
American Zlectrical Reriew that a Committee of representative 
American engineers, including a very large percentage of pro- 
minent electrical men throughout the country, has issued an appeal 
to the members of the engineering profession in the United States 
to contribute to a fund for the relief of the families of engineers 
in Great Britain who are experiencing serious privation. Mr. 
Lewis B. Stillwell is acting as treasurer and receiving subscriptions. 
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Appointments Vacant.—The Cape Town City Council 
has been inviting applications for the position of city electrical 
engineer, at a commencing salary of £1,000 per annum ; applica- 
tions have to be received by the town clerk by May 15th. 

Chief assistant, two maintenance engineers, two switchmen and 
sub-station supervisors, and two stokers, for-the Oxford Electricity 
Co., Ltd. : shift engineer for the Stepney B.C. Electricity Works ; 
shift engineer (42s.) for the Queen Mary's Military Hospital, 
Whalley ; two shift engineers for the Batley Corporation Electricity 
Works. See our advertisement pages to-day. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers’ of the 
ELECTRICAL REVIEW posted as to their mavements, 


Central Station and Tramway Officials.—Mr. J. E. 
PEARCE, engineer-in-charge at the Hammersmith B.C. elec- 
tricity works, has been granted a commission as Lieutenant 
in the Royal Engineers. Mr. Н. В. Watts, meter superin- 
tendent, has been granted a commission as Lieutenant in the 
.Boyal Garrison Artillery. 

Southport T.C. has increased the salary of Mr. T. J. KEN- 
DREW, the borough tramways manager, by £50 to £300. Ald. 
Griffiths said there was not an undertaking of similar size 
and importance where a manager received so low a salary. 

The Lancaster Electricity Committee has agreed to pay a 
bonus of £75 to Mr. J. B. Patterson, acting electrical engi- 
A for extra services during the absence of Major E. C. 

lines. 

General.—Mr. А. W. Bursa has resigned his position in the 
Sheffield Corporation electricity supply department, and has 
joined Messrs. Marsh Bros. (electricians), Ltd., of Sheftield, 
as their representative. 

Mr. A. Н. DesrorGrs, who has been in the employ of 
Messrs. Siemens Bros. & Co., Ltd., Woolwich, for nearly 20 
years, has been gazetted as a Teinporary Second-Lieutenant 
on probation as Equipment Officer, Royal Flying Corps. 

At Stoke-on-Trent, on April 17th, the marriage took place 
Mr. Henry Bepson, A.M.I.E.E., of London, to Miss Rosalie 

ewton. А 


Roll of Honour.—Captain А. №. Dnyspatr, M.C., High- 
land Light Infantry, a director of Messrs. Drysdale & Co., 
Ltd., " Bon-Accord " Works; Glasgow, died on April 15th, 
at a casualty clearing station in France, from wounds re- 
ceived in action: on April Ist. 

Private STANLEY SPURGEON, Essex Regiment, who has fallen 
in action whilst serving with the Egyptian Expeditionary 
г was with Messrs. Crompton & Co., Ltd., of Chelnis- 
ord. 

The Military Medal for bravery at the Front during an air 
raid has been awarded to Bombardier Gro. Bass, R.G.A., 
who enlisted from the Dover Corporation tramway staff. 

Private W. Ківвү, Royal Warwickshire Regiment, who is 
reported killed, after being missing since July Ist last, was 
with the Rugby works of the B.T.H. Co., 144. 

Third Air Mechanic M. Brucr, who joined the R.F.C. only 
three weeks ago, whilst with the B.T.H. Co., Ltd., of Rugby, 
has died from illness at a military camp. 

Private W. Popmore, North Staffs. Regiment, who was 
with Messrs. Taylor & Tunnicliffe, of Hanley, has been killed 
in action. 

Gunner G&onGE Lewis, Salford, of the R.G.A., who has 
died of wounds, was employed at the British Westinghouse 
Works, at Trafford Park.: | 

Private Tom Yates, of Stretford, Royal Berkshire Regi- 
ment (late Northants Regiment), who was formerly in the 
employ of Messrs. W. T. Glover & Co., Ltd., Trafford.Park, 
is reported to have been killed on April 4th. 

The Times states that Lieutenant GEORGE LAURENCE Fonbrs 
Mackay, Leinster Regiment (Royal Canadians), attached to 
a Signal Company, R.E., died on April 12th, aged 19, of 
wounds received whilst supervising the mending of a buried 
eable. | 

Obituary.—Mn. Сконск G. Wanp.—TIt is with regret we 
.have to record the death from heart failure of Mr. George 
G. Ward, deputy-chairman of Messrs. Davidson & Co., Bel- 
fast. which occurred suddenly on Tuesday morning at his 
residence at Craigavad. Mr. Ward, who was 56 years of age, 

ms at business last Saturday, and was in his usual 
‘health on Sunday, but was suddenly taken ill during the 
night. He was the eldest surviving son of the late Mr. F. 
D. Ward, and began his business career with the well-known 
firm of Marcus Ward & Co., where he served his time, 
and eventually held a prominent. position. He joined the 
Sirocco Works 91 years ago, and was appointed a director 
when the company became a limited concern in 1898. A good 
business man, an energetic worker, he lovally supported Mr. 
8. C. Davidson, whose lifelong friend he was, during the many 
. years of their close association, and contributed in no small 
measure to the success of the firm, not sparing himself in 
any way, and more especially since the outbreak of the war, 
when the absence of two co-directors at the Front greatly 


- 


increased the work and responsibility of the remaining direc- 
tors. Mr. Ward was a genial man of very kindly disposition, 
whose loss will be sincerely mourned by his many personal 
and business friends. The greatest sympathy is felt for Mrs. 
Ward in her bereavement. | 

Mr. ALwyN WALTER STAVELEY.—We regret to report the 
death of Mr. A. W. Staveley, of the firm of Messrs. Gent and 
Co., Ltd., Leicester, which occurred suddenly on Monday 
morning last, at his residence in Redcliffe Road, Nottingham, 
at the age of 58 years. Mr. Staveley was at the works up to 
mid-day on Saturday, and appeared in his usual good health, 
but a sudden attack of illness during the week-end caused his 
decease through heart failure. Mr. Staveley joined the late 
Mr. J. T. Gent in 1880, and took an active part in the man: 
agement of a growing business. When the firm was eventu- 
ally formed into a limited company, he took the position of 
senior director, and continued this office up to the time of 
his death. 

Мк. Ferptnanp W. Rorsiinc.—Mr. P. W. Roebling, trea- 
surer and managing director of John A. Roebling's Sons Co., 
died on March 16th, at Trenton, N.J., aged 75. His father 
was the founder of the business. | 

Mn. Rankin KENNEDY.—We deeply regret to record the 
death of an old friend, Mr. Rankin Kennedy, who, in his 
earlier years, when his interests were more directly electrical 
than they have recently been, was a frequent contributor to 
the pages of the ELECTRICAL REVIEW. 

Dr. W. Govtp RuopkEs.—We regret to announce the death, 
after a prolonged illness, of Dr. W. G. Rhodes, at Man- 
chester. His scientific training was acquired at Owens Col- 
lege (Victoria University), Manchester, where his remark- 
able mathematical gifts were developed, and he attained the 
degree of M.Sc. (later proeeeding to the Doctorate). Coming 
to London, he spent some years at the Central Technical Col- 
lege as demonstrator and lecturer in physics and electrical 
engineering under Prof. Avrton, and contributed numeroun 
articles to our pages. In 1896 Mr. Rhodes took up the posi- 
tion of chief lecturer in electrical engineering at the Roval 
Technical Institute, Salford,. with which he was connected for 
manv years, eventually becoming head of the electrical engi- 
neering department. He also developed a private consulting 
practice; in conjunction with Mr. J. M. Hewitt he was con- 
sulting engineer to the Llandudno & Colwyn Вау Electric 
Traction Co., and undertook an interesting investigation of 
the Belgian system of light railways. He was the author of 
a number of technical papers and books on alternating cur- 
rents. Both as a valued contributor and as a personal friend 
of long standing, he stood high in our esteem, and many of 
our readers will share our sorrow at his early death. He 
leaves a widow and one son. i 

Mr. R. H. BunNHaM.—Mr. Richard Henry Burnham, late 
telegraph superintendent to the S.E. & C. Railway, passed 
away at Norwood, on April 24th, aged 71 vears. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


J. Stone & Co., Ltd.—Debenture dated April 4th, 1917, 
to secure. £100,000 charged on the company's undertaking and property, pgr- 
sent and future, including uncalled capital. Holders: London County and 
Westminster. Bank. 


Chelsea Electricity Supply Co., Ltd.—3 memorandum of 
satisfaction. to. the extent. of £53,312. on December ith, 1916, of debenture 
stock created March. Gth, 1895, securing sums to the nominal amount of the 
share capital. 


Rawlings Bros., Ltd.—A memorandum of satisfaction on 
April. 4th, 1917, of debenture dated) March ТӨ, 1909, securing £200, has 


been filis, 


Harpin & Co., Ltd. (109,290).—Capital, £2,500 in £1 
Shares 11,500 pref. and 1,000 ord). Return diated March Brh, 1917. 775 pref. 
and 727 ord. shares taken up; £977 paid; £525 considered as paid. Mort- 
apes ап charges: Nil. 


Clarke, Chapman & Co., Ltd. (39,045).— Capital, 
£250,000 in 18,000. ord. and 7,000 pref. shares of. £10 each. Return. dated 
March 16th, 1917. 15,281. ord. and 6,985 pref. shares taken up; £10 per share 
called up on 3,536 ord., £2 10s, on 200 ord., and £10 оп 4,435 pref. ; £80,210 
paid: £142,450 considered ах paid, being £10 per shore on 11,545 ord. and 
2.550 pref, and £7 105. per share on 200 ord. Mortgages and charges: 
£100,000. 

British Mica Co., Ltd. (72,137).—Capital, £5,000 in 2,000 

ef. and 3,000 ord, shares of £1 each, Return dated December 17th, 1901, 
785 pref. and 2,194 ord. shares taken up; £979 paid; £2,000 considered as 
paid. Mortgages and charges: Nil. 


CITY NOTES. 


The report for 1916 shows a remarkable 

Western Electric increase m gross sales. They jumped last 
Со. (U.S.A.) vear from $68,852,469 to $106,986,677, a 

í gain of 62 per cent. The orders on hand 
December 31st, 1916, were $22,028,000 in value more than on 
December 31st, 1915. The report states that manufacturing 


* 
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conditions in America during the year have been extremely 


ditiicult. It has been almost impossible to provide a regular 
supply of material, not only on account of the general short- 
age, but also on account of the uncertainties of freight trans- 
portation. Тһе demand for products increased very rapidly 
during the year, and the necessity of meeting this demand 
has taxed all available resources for machinery, tools, and 
other expense items. The detailed earnings report for the 
year 1916 is as follows :— | 


Sales... бз ae — ... $106,986 677 
Other income ae 1,229,636 
~ Total income bos oy "M 25 ... 108,216,313 
Cost of.merchandise ES i ~~ .. 95,936,433 
Expenses TA кее i S T dus 1,014,254 
Taxes s A UR. de "S 587,050 
Special payments to employés. ... 973,866 
Reserve for contingencies Ln 500,000 
Available for interest and dividend 9,904,710 
Interest paid bos - . 880,094 
Dividends y 2 2,100,000 
Carried to common stock 224,616 


— Electrical Review and Western Electrician. 


| Mr. P. D. Tuckett presided at the 
Urban Electric annual meeting on April lith. He said 
Supply Co., Ltd. that the available net profit showed a 
2 reduction of £4,000. It was disappoint- 

ing to have their progress interrupted and the preference 
dividend in arrear, but it would not be prudent to maintain 
the dividend at the expense of their slender cash resources, 
cumulative though the dividend was. The loss of profit was 
far less than might have been expected. But for the war 
they would have had £20,000 to dispose of that day over and 
above the full preference dividend, and he hoped that that 
would be their position a year or two hence, when they 
returned to more normal conditions after the war. Including 
the item of £323,603 due to contractors, which was subject to 


"conversion into debentures, their total debenture debt was not 
far short of £300,000.. This heavy burden of debt, without being 
-a menace to the company, since he felt sure they could always 


rely on Edmundsons' assistance in case of need, nevertheless 
rendered it practically impossible for them to finance thein- 
selves independently of them except by means of resources 
drawn from revenue. Unless, therefore, they were to resort 
to Edmundsons, which they were anxious to avoid as far us 
possible, the annual provision for depreciation furnished the 
fund on which they had mainly to rely to meet current capital 
requirements. Last year, in spite of the very large increase 
in their connected load, they managed to keep their capital 
expenditure within the limit of their reserve provision, and 
before the rate of expenditure materially exceeded that figure, 
he hoped they would see a marked recovery in profits, en- 
abling them substantially to increase the appropriation to 
reserve. Owing to the stimulus which the^war had afforded 
to the development of the power load, their connections in- 
creased by 2.770 kw. іп 1915, and last wear by the record 
figure of 3,510 kw. These additional connections had been 
made without a corresponding increase in capital expenditure, 
with the result that in several instances they were now work- 
ing with a smaller margin of plant than was altogether desir- 
able. Under the circumstances there was nothing else to 
be done, since additional plant was not obtainable, but in so 
far as this additional load was permanent, thev would sooner 
or later be faced with the necessity of supplementing the 
plant to meet it, as well as the further load which they 
must look forward to, and this consideration emphasised the 
importance of husbanding the cash resources, It remained 
to be seen how far the additional load connected during the 
past two years would be permanently retained after the war. 
А substantial part of it represented industrial activities 
directly connected with the war, which they must expect to 
see disappear in that form, but he hoped that many of them 
might survive in ‘some other form. It was fortunate that 
they had in this way been able to compensate to some extent 
for the wholesale falling-off in the lighting load. Twicken- 
ham, with an increased power connection of nearly 2,000 


KW., an increased power output of nearly 2,000.000 units, and. 


an increased power revenue of nearlv £10,000, afforded the 
most conspicuous example of this development, the beneficial 
results of which were clearly shown in the increased profit of 
over £3,000 which it was thereby enabled to realise. Newton 
Abbot had also developed a useful power load, substantially 
increasing its profits. On the other hand, Hawick had, in 
anite of an increased connection of 150 Kw., dropped its 
profit to within £150 of the figure at which it stood two years 
ago, the mills, which were working dav and night on large 
Government orders at the beginning of the war, having this 
last vear become comparatively slack. Grantham again 
showed a gratifying increase of profit. no less than 140 per 
cent. during the past three vears, until it now represented a 
return of over 11 per cent. on the capital; but whether these 
results would be maintained after the war must largely 
depend on circumstances. Grantham was the only under- 
taking whose lighting load had increased during the past 
year. In all the others there had been a very marked and 
Serious decrease, amounting in the aggregate to 554.000 units, 
and it was this decrease, combined with the heavy increase 
in cost, which had produced the poor results shown by most 


of them. The principal causes which had operated to reduce 
the lighting load were the Summer Time Act, from which 
they had suffered severely, the more drastic lighting restric- 
tions, and the general appeal for economy in the use of elec- 
tric light based on the entirely erroneous belief that a corres- 
ponding saving of coal was thereby effected. In the case of 


. & gas undertaking, reduced output to a large extent repre- 


sented reduced coal consumption, whereas their plant had to 
be run, and approximately the same amount of coal was 
burned, whether the daily output was 1,000 or 1,100 unite. 
That was one of the reasons why their profits were во 
seriously affected when the output and resulting revenue fell, 
and why they tended to be correspondingly increased when the 
output and revenue expanded. Of the increased costs, by far 
the largest item: was represented by coal, the increased price 
of which accounted for an increased cost of over £13,000 as 
compared with 1915, and of over £23,000 as compared with 
1914, in addition to which the quality had generally been 
inferior to that of similar class coal prior to the war.  In- 
creased wages, war allowances to the dependents of men on 
active service, and aircraft insurance accounted approxi- 
mately for a further £2,000. Altogether 225 of their men had 
been called up, and eight of them had been killed. In con- 
nection with the aircraft insurance, he invited them to share 
the responsibility which they had taken upon themselves in 
refraining from covering the stations in Devonshire and Corn- 
wall. It appeured that the risk of damage in their case was 
so remote that they were justified in exercising their discre- 
tion to save the company the cost of their insurance, which 
would have amounted to over £100. The sum involved was 
not large, but in these times every pound was of importance. 
In order to meet the increased costa they had further in- 
creased the rates of charge, until they were now. in most 
eases, as high as they were able to raise them. Indeed, in 
three of the undertakings they had, with the Board of Trade’s 
approval, raised them above the legal maximum. It was 
always difficult to forecast the effect of increased rates, be- 
cause they were liable to be partially offset by reduced con- 
suinption, but they hoped that the increases which they had 
imde would compensate them for any -increased costs to 
which they might be put this vear. After alluding to the 
disorganisation of the staff consequent upon the demands of 
military service, the chairman gave.a tabulated record of the 
financial results realised during the past nine years. The 
steady progress disclosed was calculated to reassure them, 
should they be inclined to feel somewhat discouraged by the 
exceptional difficulties of these exceptional times. In regard 
to the current year's prospects, it was impossible to form 
any reliable estimate, so abnormal were the conditions. They 
were doing all thev could tò minimise their adverse effects, 
but they were powerless to overcome them, and as long as 
the war lasted he was afraid they could expect no material 
relief. Whatever fate this year might have in store for them, 
they had every -justification for anticipating that soon after 
the war was over they would see a marked expansion in their 
orofit«. 
i The profit on trading accounts, &c., for 
1916, after making provision for bad and 
doubtful debts, and after charging to 
revenue upwards of £8,000 for mainten- 
ance of buildings, plant, &c.. amounts to £56,061, plus 
£34.00 brought forward (less £8,750 for dividend paid May, 
1916), making £81,861, which is dealt with as follows :—Re- 
muneration of directors. &c., £1,897; debenture stock interest, 
£5,345: debenture sinking fund reserve, £7,557; second deben- 
ture interest, £2.500: depreciation on machinery and plant, 
ke, £12,139; interest on loan, £1,709; reserve account, 
£10,000; income-tax and excess profits duty, £8.928; written 
off patents, £2,575; special reserve account, £10,000: divi- 
dend of 5 per cent., free of tax, on the ordinary shares, 
£8,750; carrying forward £9,961. The above transfers to 
reserve and special reserve are to meet contingencies in con- 
nection with the war. Annual meeting: April 26th. 

The report for the six months ended 


Johnson and 
Phillips, Ltd. 


Amalgamated = December 31st shows a net profit of £4,540, 
Wireless which, with £1,023 brought forward, 
(Australasia) makes £5,563 at credit of profit and loss, 


td. which the directors propose to carry for- 
ward. ‘Trading is still seriously interfered 
with bv the war. The ships’ message traffic shows consider- 
able fluctuations, owing to war regulations. Subsidy ships 
have increased to 97. The following comparison is made 1m 
the Sydney Morning Herald :-- | 
Half-year ended 


Dec. 31, Dec. 31, Dec. 3l, 

1914. 1915. 1916. 
Net profit ... £7,812 £92,999 £4,540 
Dividend per cent. T 5* oa — 
Amount of dividend 9.500 — — 
Carried forward ... . 4,312 3,331 5,563 


* Per annum. 

At the half-yearly meeting. on -March 1st,, Mr. H. R- 
Denison said that, in spite of the difficulties of the war. busi- 
ness had been extremelv well maintained. "They practically 
had control of the whole of the maritime wireless over the 
coasts of Australia and New Zealand. All the coastal 
steamers, together with those trading from the old country. 
were on their register, and had been equipped by the com- 
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y with their ship’s stations. There were 97 vessels deal- 
ing with the company, and all paid a reasonable royalty. 
Since the last half-yearly meeting Mr. Fisk had returned 
from the old country. He had arranged for three more agen- 
cies, and had opened up negotiations with manufacturing 
firms, which they hoped would soon prove advantageous to 
shareholders. They had clear rights to the Poulsen system, 
the only British one which had been in competition with 
Marconi Wireless. They were the only systems in use in 
the British Empire, and this placed them in a strong posi- 
tion. Mr. Fisk had also made such arrangements regarding 
the relay automatic telephone that at small expenditure the 
company could have a complete installation sent out for 
demonstration purposes, together with an engineer at the 
Relay Co.’s expense. He had not the slightest doubt that 
when the system was demonstrated they could do good busi- 
ness with the postal officials, because experience in other parts 
of the world showed that the telephone was peculiarly adapted 
to conditions in Australia.—Sydney Daily Telegraph. 


The credit balance on trading for 1916 
is £49,811, plus £11,701 brought forward, 
making £61,512. From this are deducted 
£1,026 for directors’ fees and expenses, 
£7,745 for debenture interest on 44 per cent. first and 5 per 
cent. second debenture stock, £4,000 transferred to trustees 
of second debenture stock, 5 per cent. dividend on the pref. 
shares £3,875, transferred to first debenture redemption fund 
£2,500, a dividend of 6 per cent., less income-tax, on the 
ordinary shares £5,340, to reserve fund £10,000, to cable 
maintenance reserve £5,000, leaving £22,025 to carry for- 
ward, subject to the payment of Excess Profits Duty for the 
two years 1915 and 1916, which cannot be ascertained at pre- 
sent. After making the above appropriations, the redemption 
fund for the first debenture stock will stand at £43,000, for 
the second £40,501, and the reserve at £60,000, making a 
total o£ £143,501. Many of the conditions mentioned in last 
year’s report continue, making it still necessary to strengthen 
the company’s reserves in order to provide further working 
capital. The development of the land referred to is proceed- 
ing rapidly, and will involve considerable capital expenditure 
in the near future. 


W. T. Glover 
and Co., Ltd. 


For 1916 the receipts were £51,747, 

Cuba Submarine and the expenses £15,813, plus £92,178 
Telegraph income-tax. The amount brought for- 
'Co., Ltd. ward was £7,581, and £41,337 is avail- 
able. There has been added to general 
reserve £14,000, and to the pension fund £3,500. Ten per 
cent., less income-tax, is paid on the preference shares, and 
® per cent. and a bonus of 4s. per share on the ordinary, free 
of tax, are recommended, carrying forward £7,637. Тһе 
general reserve fund, which last year stood at £100.000. has 
been charged with £24,000, the balance of the depreciation to 
date on the investments. The directors record their appre- 
ciation of the valuable services of the late Mr. George Keith 
rendered. during 40 vears. Mr. F. E. Nosworthy has been 
appointed director and engineer in his place. The Articles of 
Association are to be altered,: varying the arrangement res- 
pecting directors and their fees. so as to meet the present 
conditions. Annual meeting: May 2nd. 


River Plate Electricity Co.. Ltd.—The report for 1916 
states that the net revenue, after providing for administra- 
tion expenses, bad debts, and depreciations, amounts to 
£43,558, plus £18,387 brought forward, making £61,945. The 
board proposes a dividend of 7 per cent. on the ordinary stock 
and to carry forward £18,605. Owing to the prolongation of 
the war no interest or amortisation pavment has been re- 
ceived in respect of the 5 per cent. obligations of the German 
Trans-Oceanic Electric Co. Interest has been duly paid upon 
the £66.667 5 per cent. debentures of the Tucuman Tram- 
ways, Light & Power Co., Ltd., and a dividend of 44 per cent. 
has also been paid upon the company's shareholding in the 
Argentine Electricity Co.. Ltd. .Trading conditions in the 
Province of Tucuman, and also in the Province of Santiago 
del Estero, where the Argentine Electricity Co. operates, are 
still most unfavourable, and the outlook is uncertain.—Finan- 
cial Times. 


Montana Power Co.—The accounts for 1916 show a net 
income of $4.753,282. as compared with $3.167.504, and after 
placing $350.000, against $300.000. to reserve for deprecia- 
tion, and paving dividends amounting to 33 rer cent. on the 
common stock, there remained а balance of $1.339.157, in- 
ereasing the total surplus brought forward to $2,399.351. Last 
vear 21 per cent. was paid on the common stock. The depre- 
ciation reserve, after charging items to cover obsolescence 
and depreciation of equipment, and including the above sum 
from profits. amounted to $1,194,137 at December 315% last. 
— Financial Timea. 


Great Northern Telegraph Co., Ltd.—At the general 
meeting at Copenhagen, on May 25th. the board will propose 
to pay а. total dividend and bonus of 24 per cent. for the year 
1916. including the 5 per cent. already paid. and to transfer 
£83,333 to the reserve and renewal fund, £97.778 to the re- 
. newal fund for cable steamers. £55,556 to the dividend equali- 

sation fund, and £27,778 to the pension fund. It is further 
, proposed to set aside £111,111 for extraordinary income-taxes. 
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Norway.—The capital of the Stavanger Electro-Staalverk 
Bolag has been increased to 4,000,000 kronor (about £222,000), 
with the object of establishing & hydro-electric plant of about 
7,000-H.P. capacity for the operation of its electric steel works. 
For this purpose the Ryfylke Waterfalls are to be utilised 
under a lease. 


Direct United States Cable Co., Ltd.—The reserve fund 


account as at March 3166, 1917, shows a balance of £502,512, 


an increase of £14,807. A final dividend of 2s. per share, less 
tax, payable on April 30th, will make a total distribution of 
4 per cent. for the year. Annual meeting: May Ist. | 

Evered & Co., Ltd.—The directors express regret that they 
are not in a position to issue accounts for 1916, as they are 
still under consideration by the Ministry of Munitions. The 
figures that have been prepared show a satisfactory result.— 
Financial Times. 

Telephone Company of Egypt, Ltd.—Dividends of 6 per 
cent., free of income-tax, on preferred and deferred shares 
are announced, making 10 per cent. for year; £150,000 is put 
to teserve, and £87,376 is carried forward. 

Birmingham District Power & Traction Co., Ltd.—The 
Court made an order on March 23га confirming the reduc- 
tion of capital from £1,050,000 to £700,000. 

Auckland Electric Tramway Co., Ltd.—Interim dividend 
of 7d. per share, less income-tax, on the ordinary shares for 
the year ending June 30th next. 

City of Buenos Aires Tramweys Co. (1904), Ltd.—Divi- 
dend, 1s. 3d. per share, less tax, for the quarter ended 
March 3lst. | 

Montreal Light, Heat & Power Co.—Dividend, 2 per cent. 
for the quarter ended April 30th, 1917. 

Lima Light, Power & Tramways Co.—Dividend of 1} per 
cent., less income-tax. 


STOCKS AND SHARES, 


TUESDAY EVENING. 


THE near approach of the Budget is having but slight effect 


upon' the buoyancy of the Stock Exchange markets as a 
whole. That the Chancellor will have heavier taxation to 
propose is known to be a certainty; but where the incidence 
will fall ig a matter of guesswork (ask a smoker!). That the 
excess profits duty will be raised is accepted already as a 
foregone conclusion, but this is having little influence upon 
prices of shares in the companies that will be affected. The 
strength of the gilt-edged section is still noticeable, and the 
demand for industrials has spread to electric lighting shares. 
The Brazilian Traction Co. provided an unpleasant surprise 
to its shareholders by deciding to pass the dividend for the 
remainder of the current. year. The amount was reduced, it 
may be recalled, from 6 per cent. to 4 per cent; and for 
some time past, as the date of each announcement has ap- 
proached, so the price of the shares has given way, in case 
further inroads were made upon the distribution. The shares, 
on the announcement that the directors had decided to pass 
the dividend, fell 4 points straight away. After touching 39, 
they recovered to 414, leaving a drop of 6 on the week. 
There is a good deal of speculation as to whether the shares 
are worth buying or not, because the company's trouble 
arises not from want of traffic, but by reason of the adverse 
exchange and what is regarded as unsound finance in the 
past—the piling up of liabilities without the outlook being 
sufficiently assured as to their being met. Time, of course, 


will rectify the exchange difficulty ; and so long as traffics are 


good, a resumption of dividends is simply a matter of wait- 
ing. Upon this consideration, the price, as already noted, 
has recovered from the worst. The preferred fell 2 or 3 


. points to 82. 


Of the other foreign issues, Mexicans stand out with some 
prominence. Mexican Light and Power bonds and certifi- 
cates of deposit have risen 2-3 points during the past day or 
two. Other Mexicans are also better, upon vague rumours 
that Carranza declines to be beguiled by German blandish- 
ments. It is at any rate significant that the United States 
should have consented to mint for Mexico a fairly large sum 
of new currency; and those in this country who hold Mexican 
securities have noted this with pleasurable interest, not un- 
mixed with surprise. But anticipation has so often been 
foiled in the past in regard to expected favourable Mexican 
developments that faith hesitates to put much confidence— 
or much money, either—into Mexicans at present; and when 
rises in stocks or shares take place, it is due more to senti- 
ment than to actual business. 

Reference has been made already to the improvements in 
electric lighting shares. County of London are good at 103, 
and there are buyers about for Citys, Charing Cross, St. 
James's, and other London issues. Prices are not quotably 
advanced to any particular extent. tho reason for this being 
that would-be buyers have no wish to put up prices against 
themselves, but prefer—the market being so restricted—that 
quotations should remain as they stand rather than that thev 
should be raised 10s. or 15s. with no increased chance of 
shares being brought to market. The preference list is good 
also, and there is hardly any debenture stock to be had. 
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Underground Electric incomes continue to derive support 
from the opening of the Watford extension. The new line 
seems to have attracted already a fair measure of trattc; and, 
of course, is likely to receive more as time goes on. But the 
coming reduction in the number of 'bus services is something 
of a bear point in connection with the Underground issues, 
and consequently prices go cautiously. Metropolitans are an 
uneasy market, with a fall of 3 on balance; and the rest of 
the Home Railway market (in steam as well as in electric 
stocks) is quiet, waiting upon the appetite of the public. 

Telegraphs are good all round. Substantial advances stand 
out in the leading groups. The largest rise is one of £3 in 
Indo-Europeans. Cuba Submarines are 15s. to the good. In 
several cases, weeks have elapsed since stock or shares 
changed hands, but buyers are eager, and have the right to 
seë that prices are put up if they bid, unsuccessfully, the 
higher of the double quotations. Globes strengthened to 121. 
Callenders are 5s. better at 134; although other cable shares 
are nominally unchanged as to prices, they are sold much 
more easily than bought. The Marconi division is quiet, 
attracting no particular interest at the moment. 

General Electric preference moved up $. British Westing- 
house preference eased off to 2 7/16 on the disappointment 
that the dividend was not raised. "The accounts are good, 
but the beard has adopted a cautious policy in regard to the 
dividend. The Rubber share market is rather less active than 
‘of late, operators keeping a. wary eve upon Excess Profits 
possibilities to be announced next week. Armament shares 
receive a good deal of support, while the shares of basc-metal 
companies remain steady and quiet. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи ELECTRICITY COMPANIES, 
Dividend Price 


p April 94, Riseorfal Yield 
, 1916. 1916. 1917. this week. р.о. 
Charing Cross Ordinary - 6 b Ву + yx 75686 
do. do. do. 4% Prof.. $3 44 a + А 618 6 
Chelsea ee ee ee ое 4 8 9 = 6 4 4 
City of London  .. Es .. 8 8 ү +1 619 2 
| до. do. Üpercens. Pref. 6 6 9 — 6 A 1 
County of London .. . | q 104 +s 616 6 
= indes Ü A per cent. Pref. 0 © — : К i 
ens gton r inary ee ae — 
London Electric .. РЕ E 8 8 1 — Nil 
do. do. 6 per cent. Pref. 6 4 8 —. 668 
Metropolitan Mx x ia 8 8 РВА — 6 8 1 
do. 4} per cent. Pref. 44 4} — 7410 
Bt. James' and Pall Mall æ. 8 8 +3 6 8 0 
South London  .. và TEM 6 93 — 756 
South Metropolitan Pret. bo 1 1 21/- ~ 618 4 
Westminster Ordinary .. 19 1 58 = 6 6 9 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel, Pref. .. we 6 6 96 +4 6 6 2 
do. Def. .. .. 886 14 921 + 2 | 6 14 10 
Chile Telephone .. s i 8 8 7 — $14 4 
Cuba Sub. Ord. .. ex we 6 6 84 + 617 8 
Eastern Extension és s B 8 14 4 *5 14 4 
Eastern Tel. Ord. «> we 8 8 1414 + 65 13 1 
до. Н Pref, ee 6 6 10 — 6 0 0 
Great Northern Tel. .. ..— 99 92 88 +1 5 15 9 
Indo-Buropean .. T „ 18 18 614 +8 6 6 8 
Marconi ee oe ee oe 10 10 9% ==» 8 9 q 
‚Мет York Tel. 43 rT. 4 101 — 490 
Oriental Telephone Ord. .. 10 10 — 414 1 
United R. Plate Tel. ee ев 8 8 6 — *8 0 9 
West India and гал, oe ee ва. ва. 1 + i 210 0 
Номи Raras, 
Central London, Ord. Assented 4 4 60] — 68 0 
Metropolitan ee ee ee 1 1 94 — 1 4 8 4 
do. Distri 5. Nil Nil gt — Nil 
Underground Electric Or Nü Nil 1 — Nil 
do. do. "A" .. Ni Nil bi. — Nil 
do, do. Income 6 6 943 — *ó з 8 
FoRRIGM Trams, &cC. 
Dividend 
ET 
1914, 1916. 
Adelaide » 6 per cent, Pref, 6 6 5 — 6 00 
Anglo-Arg. Trams, First Pref. 8 — 816 0 
do. па Pref. ee У -— — 
do. b Deb. ee 5 6 === 7 10 5 
Brasil Tractions ee ее ee 4 4 414 —§ Nil 
- Bombay Electrio Pref. .. xs 6 6 10 — 000 
British Columbia Elec. Rly. Pfce. 6 6 et == B 4 0 
do. do. Preferred — Nil 46 = Nil 
do. do. Deferred — Nil 894 == Nil 
do. do. Deb. 4 4 63• — 6 18 10 
Mexico Trams 5 per cent. Bonds — N 264 — Nil 
do. 6 per cent. Bonds — Nil 25 — Nil 
Mexican Light Common is Nil Nil 123 — Ni 
do. Pref. .. 20 Nil Ni — — Nil 
MANUFACTURING COMPANIES, 
British Aluminium Ord. Дүн 6 7 27 — 7 610 
British Westinghouse Pref, .. 1% 1 2,5 — è 6 8 0 
Callenders .. is T - 15 2 184 * 711 0 
do. b Pref. ee ee 6 6 4 => 6 6 0 
Castner-Kellner .. me . 20 29 8% — 6 18 0 
do. do. fullypaid .. Ni — TR — Nil 
do. _ do. 4 percent. Deb, 4 4 694 = 5 15 2 
Electric Construction ..  .. 0 1 1 — 710 0 
Gen. Elec. Pret. .. T ә 6 6 9 + 6 8 1 
do. Ord. oe ee ee 10 10 14 — 6 18 9 5 
Henley ee ee ee ee 20 96 154 T 8 1 8 
do. 4 Pref, ee ee ee 44 7 4 — 6 13 6 
iUndie-R ber se ee ee 10 114 = *8 8 4 
Telegraph:Oon ce ee co 20 90 87 — +6 9 10 


* Dividends paid tree of Income-taz. 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, April 25th. 


Latest Fortnight's 
CHEMICALS, &c. Price. Inc. or Deo, . 
@ Acid, Oxalic es ee ае ee per Ib. 1/6 ee 
a Ammoniac Ва! ne ss .. рег ton £75 ee 
a Ammonia, Muriate (large crystal) - £64 ee 
a Bisulphide of Carbon  .. ia M £28 sè 
a Borax oe ae os ee ee po £ ore 
a Copper Sulphate .. s» ‘a н #461 10 
а Potash, Chlorate .. ss .. per Ib, 2/8 
a T] Perchlorate ee ae ” 9/- м 
a Shellac e... eo percewt. 205/. 19/- ine, 
a Sulphate of Magnesia  .. .. рег ton £16 oe 
a Sulphur, Sublimed Flowers » £32 
a , Lump oe ee oe 99 £23 oe 
a Soda, Chlorate ee ee -. per lb. 1/- ee 
a » Crystals og Ls .. per ton 190/- © 
a Sodium Bichromate, casks .. per lb. oe ve 
c Brass (rolled metal g to 12" basis) per lb. | °е x) 
c », Tubes (solid drawn) ә - T P 


c 9 Wire, basis ce ee ee [TI 
c Copper Tubes (solid drawn)  .. 


99 
m Bars (best selected) .. per ton 

2: 1. hes "i ы 2 ы £168 £6 dec 
a Y Rod ee ee ae ee ” £168 £6 dec 
d з (Electrolytic) Bars 25 " £146 £6 dec. 
d , " Sheets .. EU #17) £3 dec 
d 3 5 Wire Rods Үз £158 £6 део. 
d Т Т H.C. Wire per lb. 1/8 ix 134. dec. 
f Ebonite Rod oe ee es ee 99 3/- ee 
f 99 Bheet ee ee ee » 2/6 oe 
n German Silver Wir E NA a 9/8  : aT 
A Gutta-percha, fine.. ә T " 6/10 e LU 
h India-rubber, Para fine .. vs is 8/02 134. dec. 
і Iron Pig (Cleveland warrants) .. per ton Nom. ii 

» Wire, galv. No. 8, P.O. qual. " 440 £2 inc. 
g Lead, English Pig .. a E "i UN x 
a Mercury se eo oe oe per bot. Nom. ee 
e Mica (in original cases) small .. per lb. 64. to ëj- a 
е w» " » medium _,, 8/6 to 6/- . ee 
e KU TI Án large ee is 7/6 to 14- & up. ee 
d Silicium Bronze Wire ..  .. per lb. 1/9 4d. dec. 
r Steel, Magnet, in bars .. .. per ton > өө 
8g Tin, Block (English) ee ee (X) ae ae 
п p Wire, Nos. 1 to 16 ее ee per lb. 8/8 ee 


Quotations supplied by— 


g James & Shakes e, 

h Edward Till & Co. 

i Bolling & Lowe. 

l Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons. 

r W. F. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


Electric Dust Vans at Dover.— The March issue of the 
Electric Vehicle, in addition to a number of interesting articles on 
the subject of the battery-driven vehicle, contains & useful index 
to Vol. I (December, 1914, to December, 1916). One of the articles. 
referring to the subject of our headline, contains data recently pre- 
sented by Mr. R. H. Crummack, the deputy borough engineer of 
Dover. to hia Council, dealing with 15 months' use of such vehicles. 
He points out that extra house refuse, averaging 45 tons per week 
over the amount of the previous year, was dealt with, and that in the 
days of horse haulage this would have necessitated the employment 
of five additional horses and carts at an extra cost of £910 per 
year—an expense saved by using the “ Electric." Five 21-ton vans 
were employed, the last for only seven months of the fifteen. The 
total mileage was 28,825 ; annual mileage, 23,000 ; and total quan- 
tity of refuse collected, 12,741 tons. The monetary cost of t^e, 
work, including wages, wages of man at tip and rent of two ti P$ 
repairs, &c.. stores. tires, capital charges, electrical energy. œn 
insurance, was £2,441 11s. ; neglecting tip expenses, the орегаів п 
cost was 19'4d. рег mile, electrical energy at 14d. per unit average 0" 
2:32d. per mile. The total cost per ton of refuse collected ve3* 
Зв. 995d., which contrasts strikingly with the previous cost bY 
horses and carts—6s. 2d. per ton. The cost per mile. exc]ndinz 
wages and capital charges, was 4 254. » 

Luncheon.— The British Empire Producers' Organist ОП 
held a luncheon meeting yesterday at the Savoy How whep the 
guests were the Right Hon. Walter Long, M.P., Colonial Ѕесгеѓвт7: 
and the Right Hon. Robt. Rodgers, Canadian Minister of Public 
Works. 


Catalogues Wanted. — A correspondent on National 
Service requiren catalogues (with prices) of lamps, motors, ai 
lamps, accessories, fuses, kc. They may be forwarded to U*. 
marked “O.P.” on cover. 


Training in Science.—As a permanent memorial t 
the North Wales men who have given their lives in the war, Пё® 
science buildings are to be erected at the University College 9 
North Wales. 
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THE IMPORTANCE OF CANAL DEVELOP- 
MENT TQ THE ELECTRICAL - МАМ. 


. By W. T. WARDALE, А.М.Т.Е.Е. 


THe ELecrricaL Review has been a consistent sup- 
porter of the development of our inland waterways, 
and has pointed out on numerous occasions the 
benefits which would follow to the trade of the 
country in general, and the electrical engineering 
trade in particular, if such development was taken 
in hand in a thorough and comprehensive manner. 

Few electrical men, however, seem to give the 
matter much thought beyond the realms of the 
cheaper carriage which might then be available, and 
the work which would fall to the electrical trade as 
the result of some of the canals being worked elec- 
trically. The correct development of the canals 
means the electrification of the canals; this in turn 
means that very considerable facilities will be placed 
in the hands of those engineers who seek to place 
the supply of electricity on a really national basis. 

It may be argued by some engineers who are luke- 
warm to this development of our waterways that 
_it would by no means follow that electrical means 
would be used for the propulsion of the vessels 
using the canals; that oil-engined and steam-driven 
tugs, and barges, make really good and satisfac- 
, tory progress, and that in any case the canal deve- 
lopment would be a costly matter for the nation. 

Perhaps the latter point should be considered first, 
hat is, the cost. - 

Granted that the cost of the canal improvements 
would be heavy, it would still pay the nation to 
make the development without looking for any 
actual return in the shape of direct dividends from 
dues coBected from canal traffic. 

After the war we shall be busy for a while, and 
then will come a period of somewhat acute slack- 
ness Ж arrangements are not made to prevent it. 

Let the scheme of development for the canals be 


worked out, and prepared, and then work can Бе . 


started as soon as the overplus of after-war work 
slióws signs of dying down; let certain portions be 
taken in hand, and the work be arranged to start so 
that no trade, and no man, need be idle; this alone 
would save us millions of pounds as a nation in the 
relief of distress, and in poor-law charges; and in- 
stead of leaving the nation at the end of the slack 
period with a heavy debt, and a large proportion of 
men who have been pauperised to an undesirable 
extent, it would endow us with a superior means of 
inland transport, and keep the whole of our trades, 
and the people engaged therein, in the best state of 
health, which: is engendered only Бу constant 
activity. » 

Again, sensible men do not protest against the 
idea of spending £16,000,000 on about five or six 


capital ships for our Navy, and the spending of 


several millions a year on the canals, until they are 
a really first-class asset to the nation, should be 
regarded as a protection for and method of deve- 
loping the national trade, which finds the money 


to equip our Navy; for certain it is that if we have. 


a declining trade, we must also have, as a natural 
corollary, a declining system of national defence. 


- 


This bugbear of excessive capital cost and по 


chance of.a return on the money is fallacious, to a 
great extent, when judged in the light of what 
ordinary commercial concerns are wont to pay for 


the privilege of gaining access to markets or dis- 


tricts they consider desirable. 

Besidee the example of the Manchester Ship 
Canal, there are many other examples of huge ex- 
penditures which have been incurred for what may 
. be termed wayleaves through particular areas. 

It is urged that the cost of getting a widened and 
deepened canal through Birmingham, for instance, 


will be excessive on account of the buying-up of 
buildings on the banks, and the diversions of rail- 
ways in the centre of the city. : 

In the first place, it may be possible to reduce - 
greatly the cost of such a scheme by going wide 
of the original line of the canal; but in any case, : 
did anyone ever find a railway company flinch at the 
cost of buying up and pulling down large areas in — 
order to obtain terminal facilities for passengers or 
goods? The writer can remember the wholesale 
clearance of the Deansgate area of Manchester 
when the Great Northern Railway constructed «their 
Manchester goods station, and the very expensive 
work .which followed in order to bring the lines on 
arches into the chosen position. Then we have the 
example of the Great Central Railway. buying up | 
and clearing the area to build Marylebone station. 
In both these cases very great sums were spent in 
order to obtain facilities in very restricted areas. 

Coming to the electrical side of the matter, we - 
find that a good deal of experimental work has taken 
place in connection with canal traction on the conti- 
nent; and that present-day knowledge seems to 
advise the use of a tractor running on the canal | 
bank, having several barges in tow. Further ex- | 
perience may show improvements on this, system. 
Apart from these matters, however, électrical : 
haulage for the canals has one outstanding feature 
which seems to have escaped notice. Whatever 
system of electrical haulage be used, it cannot be 
denied that traction by means of power supplied ` 
from a source outside the boat, or apart from the 
tractor running on the bank, has the great advan- 
tage of permitting the greatest possible load of 
paying cargo to be carried by the whole canal. 

Put the motor in the boat itself; then there is — 
no system of power supply which will permit the 
concentration of.so much power in so small a space 


.as that of electricity supplied from a central sta- 


tion. А tug equipped in this manner would be 
much more powerful for its displacement than any 
other type, and so could pull an additional number 
of barges, and still only occupy the same space in 
the canal as a steam or oil-driven tug of much less 
power. Hence the canal space is utilised more 
efficiently. 

Take the motor out of the tug, and make the tug 
into a cargo barge, and we gain additional .cargo- 
carrying capacity for the canal.. Use either an oil 
or steam-driven tractor on the banks, and that trac- 
tor must carry its own fuel, its own power gene- 
rating unit, and also waste space on the canal or 
canal banks by the fuel having to be carried about 
to suitable replenishing depots. ! 

Substitute electrical traction, and we get either 
a very much lighter tractor, of the same power, 
running on the canal banks, with reduced cost of 
operation; or by maintaining the same weight of 
tractor, we can double the pówer, and draw practi- 
cally double the tonnage of paying cargo for equi- | 
valent weight on the bank and its track, besides 
saving considerable time and cargo-carrying capa- 
city by having no necessity to carry fuel about front 
one part of the canal to another. | 

If the canals are to be reorganised, they must 
be reorganised on the best and most efficient basis; 
that means the greatest carrying capacity for the 
width and depth of the canals. This, can only be 
obtained by electrical means. 

This re-equipment of our canals would help the 
national electrical power development scheme very 
considerably. In.many places it is impossible to 
think of placing a comprehensive power distribu- 
tion scheme because the distances between the in- 
dustrial areas are large, and the areas in question 
are small and somewhat scattered; thus, linking-up · 
and interconnection in those areas are in the present 
circumstances going to cost more than they аге” 
worth. | 
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Get the waterways through that district (and 
waterways, like roads and railways, must traverse 
barren districts) reorganised, and at once you not 
only have reason for placing a good-sized power 
station in the most favourable portion of that dis- 
trict, but you will be compelled to do so in order 
to equip the canal with the best and most efficient 
means of haulage. t 

Assume that it is decided that work will be done 
on a certain section; the question is at once asked, 
where can we place the power supply for this por- 
tion? .The whole route is surveyed, the best site 
chosen, and lines run for power right to the spot at 
which work first starís, and the supply to subse- 
quent portions erected as the work of developing 
the canal proceeds. | 

Thus, right from the start of the scheme, elec- 
tricity will be called in to supply power and light 
for the work of constructing the improved water- 
ways; once the improvement is finished, a good 
power load will be assured, and, moreover, dis- 
tricts which could not have appealed to manufac- 
turers will then be able to offer cheap power, cheap 
land, and the advantage of canal wharfages; so 
adding to the traffic which will use the canal, call- 
ing for more and more power, and, with all the 
development, never spoiling the countryside by 
works and factories which vomit smoke into the 

atmosphere each in their own pet fashion. 

.. The national benefits do not stop even at this. 
point. Agriculture is going to benefit by electrical 
driving of farm and field machinery; but if there 
is only a 25 to 50-H.P. demand at intervals of every 
half-mile, or considerably more, then so much 
cable will be required, that the cost of distribution 
will come out heavy, and the cost of the unit be 
high; let the waterways be developed and electric- 
ally equipped, and there you get your agricultural 
supply of electrical power to a considerable number 
of areas; the open portions of the canal route con- 
sist of agricultural land, so that where one cannot 
get a factory load, it will be possible to work up a 
good farm load, and to supply the same at a low 
cost per unit. | ! | 

It is true that present prices per unit pay the 
farmer, though they are high for power supply; 
from this it must not be argued that no need exists 
to cheapen the 
Cheapen the supply, and immediately you will in- 
duce the farmer to do more of his work by elec- 
trical means; the petrol-driven plough is showing 
what can be done by machines to hasten and in- 
crease output, and we, as electrical men, ought to 
be ready at the end of the war to offer the farmer 
cheaper power electrically for the same work, with 
the added advantage, that the farmer need not 
bother about bringing petrol or coal from the sta- 
.tion, nor about having a man who can humour 
petrol engines about his premises. 

The development of.the canals, therefore, is of 
the utmost importance to every electrical engineer, 
whether he is a consultant, manufacturer, or power 
‘supply engineer. Such development will not only 
enable the trade of the country to be carried on 
more efficiently, but will do much to stimulate the 
revival of agriculture in our own land and to solve 
the problem of our food; supply by getting the 
utmost efficiency out of the land. 

In brief, the writer's summing-up is as follows: — 

The canals must have electrical power, light, and 
other facilities if they are to work at the highest 
possible efficiency. This demand for electrical 
power will give an excellent reason for the planting 
.of large economical stations in situations which, 
without the canal work, would be unsuitable and un- 
remunerative positions. 

It will assist the development of the national elec- 
trical power supply by (1) giving a power load from 
the canal itself, (2) taking industries into districts 


supply to these communities. 


which abut on the canal, but which are not suitable 
at present for industrial development, (3) giving a 
cheap supply of electrical energy to thefarmer, who 
will produce more from a given area of land. 

These are solid and desirable advantages in every 
way, and would be truly national developments; 
they are advantages, be it noted, over and above - 
the advantage of increased transport facilities which 
the canals themselves would provide. 

If the usual British short-sighted view Бе -taken 
of the matter, canal development may look costly, 
and not very remunerative. If we will but take а 
long-sighted survey of the matter, the possibilities 
are immense, both to the nation and the electrical 
engineer. 


VOLTAGE REGULATION OF ROTARY 
CONVERTERS. 


THE paper by Mr. G. A. JUHLIN was read and discussed at 
a meeting of the MANCHESTER LOCAL -SECTION of the Instrtv- 
TION OF ELECTRICAL ENGINEERS on Tuesday, March 13th. 

Mr. R. TowNEND said that the rotary converter was 
primarily a machine for converting from А.С. to D.c. with as 
small a voltage variation as possible, and any increase in the 
voltage range was accompanied by some sacrifice in the heat- 
ing, efficiency, power factor, or cost of the equipment. If 
the required voltage range was within the limits permissible 
with reactance control, this sacrifice might be small, but 


- when the voltage range was outside the limits additional 


apparatus was necessary, and the sacrifice might be consider- 
able. It was therefore important that the rotary converter 
should be designed for the voltage range under which it 
would have to operate, and, with a view to safety, this range 
should not be increased. With the rotary running inverted. 
i.e., converting from Ю.С. to A.C., the conditions were quite 
different when the rotary was running alone from those ob- 
taining when A.c. generating plant was running in parallel 
with it. In the former case any variation in the rotary field 
excitation would only cause а variation in the speed of the 


. machine and would not affect the voltage, therefore some 


form of auxiliary apparatus was necessary to have control 
over the a.c. voltage. In the case of the rotary running Їп 
parallel with А.С. generating plant, a variation in the excita- 
tion of the rotary would not change the speed, because the 
rotary would have to run synchronously with the other 
machines, and therefore the change in field current caused a 
change in. the wattless current flowing in the rotary, this 
change being sufficient practically to neutralise the alteration 
made in the field excitation. The change in the wattless 
current would, of course, cause variation in the a.c. voltage 
provided there was some reactance in the circuit, exactly as 
in the case of a rotary converting from А.С. to D.C. and having 
reactance control. This variation in the rotary tvattless cur- 
rent simply meant that the wattless current carried by the 
rotary was now carried by the А.С. generators or vice versa, 
and it was therefore necessary to take care that this did not 
result in overloading these generators with wattless current. 

Prof. MiLES WALKER said that the paper was so thoroughly 
sound that it was difficult to find important points to criticise. 
but there was a looseness in the employment of terms which. 


however justifiable in shop conversation, ought not to appear 


in important Institution papers. For instance, the word 
‘“ reactance " was continually used where ‘‘ reactance drop" 
was meant; similarly, ''resistance " was used to indicate 
‘resistance drop." ` Sufficient care had not been taken to 
make the clock diagram clear. Every clock diagram should 
be accompanied by a small sketch of connections showing the 
directions in the circuit taken as positive by the vectors in 
the clock diagram. Moreover, where different voltages were 
dealt with in the problem, which varied their phase differ- 
ence under changing conditions, it should be definitely stated 
which vector was taken as standard of phase. Non-compli- 
ance with these simple. precautions made all the clock dia- 
grams in the paper exceedingly difficult to interpret. More- 
over, in the first figure the scale of vectors was changed with- 
óut intimation. The reduction of the wattless current re- 
quired to produce a given voltage variation, when saturated 
reactance iron was used, was of great interest; but this gain 
was only possible where the reactance drop was used in pull- 
ing down the voltage when drawing & lagging current. An- 
other fact of note was that where the compounding charac- 
teristic was of the kind shown in fig. 4 there was some 
danger, when a machine was being taken off load, of a 
sudden slump of load occurring as the load was being re- 
duced, and & heavy reverse current being taken by the 
rotary before the circuit breaker came out on reverse current. 
Mr. J. FRrrH said that a comparison of the rotary converter 
with the motor converter should have been considered. 
the case of a motor converter, voltage regulation could be 


obtained with much less tampering with the power factor. 
There was certainly a looseness of expression throughout the 
paper which made it difficult to understand whether currents 
were lagging or leading to the rotary. The whole matter 
‘might have been much simpler if treated from the magnetic 
standpoint. The word ''flux '" might have been used instead 
of " voltage," and would have prevented many false impres- 
gions. В ` 

Mr. A. О. Erlis said that in deciding the system most suit- 
able for any particular case, the question of reliability in ser- 
vice was important, and in this connection the primary volt- 
age of the system should be taken into account. In high- 
voltage transformers the introduction of magnetic shunts be- 
tween the primary and secondary windings in order to in- 
crease the reactance, was liable to weaken the transformer 
from an insulation point of view. Also, for low transformer 
secondary voltage, i.e., low voltage on the D.c. side of the 
converter, large sections of copper would be necessary, which 
would be more susceptible to parasitic losses due to large 
leakage field. A reactance up to 10 per cent. could generally 
be obtained as inherent reactance of the transformer without 
resorting to the use of magnetic shunts: of sheet iron placed 
between the primary and secondary windings, still retaining 
a rational design as regarded material and efficiency. Above 
this value magnetic shunts were usually necessary, and a re- 
actance up to 50 per cent. could be obtained by skilful 
designing with a short circuit characteristic not deviating 
appreciably from a straight line. Such high reactance waa 
not usually necessary for the range of voltage variation re- 
quired in practice. This was fortunate, as the disabilities as 
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БР Jo Rotary 
ARRANGEMENT REFERRED TO BY MR. PECK. 


regarded parasitic losses, space required for the reactive iron, 
and mechanical rigidity, increased with the reactance. These 
difficulties were not, however,. insuperable, even with very 
high reactance. A wide range of voltage was practically 
only required in the case of rotaries working on either light- 
ing or traction load for, say, 440 or 550 volts p.c. In such 
cases the most satisfactory arrangement was to provide a 
tap for the lower voltage on the L.T. side of the transformer. 
This was generally a practicable proposition, although it was 
not always an easy matter to bring out such a tap, especially 
when dealing with large currents and high primary voltage. 
Sontinental firms had not gone in for high-reactance trans- 
formers to such an extent as was usual in, England, but had 
supplied the necessary reactance in the form of a separate 
choke coil in series with the transformer. This was partly 
due to the high primary voltage used in Continental systems. 
Booster transformers, apart from the question of cost, were 
undesirable on the ground of extra complication, namely, 
two extra transformers and a voltage regulator. For large 
rotaries with wide voltage variation limits, a large number of 
steps on the regulator would be required, or trouble would 
be experienced on account of the large number of volt- 
 amperes between contacts. This would lead to a large and 

expensive regulator, and such a fine degree of regulation was 
not usually required, especially in traction work. The series 
booster transformers also required special care in construction, 
a8 they had to withstand heavy shocks in case of short circuit. 

Mr. J. L. THOMPSON discussed the methods employing static 
apparatus, namely :— | | 

1. Transformer with internal reactance. 

2. Transformer with external reactance. 

З. Static boosters and regulators. _ 

For machines transforming power from А.С. to D.C., any one 
of the three types of static apparatus could be used, but for 
inverted running alternatives 2 and 3 only could be used. 
Alternative 1 could not be used on account of the excessive 
voltage drop, unless the machine was feeding an a.c. system, 
as cutlined by Mr. Townend. ` The overall efficiency of the 
static apparatus was about the same for all schemes, although 
the advantage, if any, lay in favour of that embodying the 
transformer having high internal reactance. Regarding costs. 
the following comparison, taking the cost of a transformer 


=” 


Yol. 80. No. 2,007, APRIL 27, 1917] THE ELECTRICAL REVIEW. 


473. 


of normal reactance as 100 per cent., would be of interest. 
The transformer was a 550-K.v.A. 3/6-phase, 50-period, with 
standard adjusting tappings such as used for a 500-K.V.A. rotary 


converter. 


(1) Main transformer ... Sus e. 0 o. 100% - 

(2) 26% reactance embodied in transformer,  — 
extra cost... А EN € S. 15% 

(3) 25 % reactance embodied in an external 
reactance, extra cost Te Я 23 96 


(4) A static booster and regulator to give 7} % 
regulation—i.e., the same as would be 45% 
obtained with 25 % reactance  ... ae dede f. « 

Additional switchgear involved, extra cost 12% 


These rough estimates showed that the high-reactance 
transformer was by far the most favourable as regarded cost. 
Floor space was usually very limited, and from this point of 
view the high-reactance transformer was by far the most 
economical, while the external reactance was. better than the 
static booster and regulator. If inverted running was re- 
quired, an external reactance which could be short-circuited, 
with adjusting taps on the transformer, would be required, 
or, as an alternative, the static booster. This condition was 
most favourable for the static booster, and was the only 
case recommended by the speaker. It was necessary in deal- 
ing with a static booster to consider its position with refer- 
ence to the tranaformer electrically. "When converting from 
A.C. to D.C., the L.T. side was the correct place, whereas con-. 
verting D.C. to A.C., the H.T. side was correct, i.e., whichever 
conversion was used it should be on the secondary side of 
the main transformer in order to obtain the highest effici- 
ency. А rotary converter feeding a three-wire D.C. circuit 
with a booster on the L.T. side would require a six-phase 
booster, this boosting equally each side of. the six-phase 
neutral in order to obtain equal p.c. voltages from the middle 
wire to the outers. This necessity involved further expense, 
and depreciated the value of the scheme still further ав re- 
gards cost. He had designed transformers embodying 45 per 
cent. reactance, which were working satisfactorily. 

Mr. J. S. Peck said that the arrangement shown in the 
accompanying figure for varying the voltage on a rotary con- 
verter by means of а boosting transformet and tappings from 
an auxiliary coil of the main transformer was actually stan- 
dardised, and.was used on rotary converters up to perhaps 
500 or 600 KW.; it was perfectly satisfactory in every respect 
excepting the regulator dial, which gave trouble, and on 
account of these difficulties; which were largely uiechanical, 
this tvpe of regulator was finally abandoned in favour of the 
induction type, which was even now being used to a certain 
extent, and might again ‘come into general use. It was also 
possible that. the step-by-step regulator might again become 
popular on account of its cheapness, and improved mechanical 
construction might make it entirely satisfactory. After the 
induction regulator came the synchronous booster, due to 
Prof. Walker. This type of control came into use first in 
this country, and then in America, and finally on the Conti- 
nent, and rapidly superseded all other types. When the 
synchronous booster was first introduced, commutating poles 
were not gencrally used on rotary converters, and the diffi- 
culties which had since been encountered in connection with 
booster control had been largely due to the use of the commu- 
tating pole, as explained by the author.’ Designers now hesi- 
tated to employ the booster, except when special conditions 


—made its use essential, but devices had been worked out 


which neutralised the effect of the booster on commutation. 
These devices, however, introduced complications which it 
was desirable to avoid whenever possible. Reactance control 
would give perfectly satisfactory service in many places where 
previously it was thought that booster control was necessary. 
With reactance control the power factor of the rotary im- 
proved with increase in D.C. voltage, which in general meant. 
that as the load increased, the effect of the rotary was to 
improve more and more the power factor of the system. 
Dr. Cramp (in a communication) said that converters were 
used not only in connection with sub-station distribution for 
large districts, but also to supply individual factories; this 
point of view seemed to have been lost sight of in the paper 
altogether. The author spoke of wattless current to the 
extent of 50 per cent. to 60 per cent. of the load current. 
and omitted to take into consideration the very serious effects 
of such a condition upon the consumer’s account. In many 
large towns electricity was charged for upon a K.v.4. basis, 
and in consequence the purchaser had to pay for. every 
ampere of wattless current, whether this was lagging or 
leading. In such a case the control of power factor was of 
prime importance, and it often paid to expend more capital 


. to get control of the power factor rather than to use а con- 


verter with reactance control. Another point which was 
omitted altogether from the paper was the loss in the leads 
between the transformer and the converter. In the case, for 
instance, of a converter for 500 Kw. and 250 p.c. volts, the 
distance between the transformer and the converter might 
easily be so great as to lose half per cent., or even more, in 
efficiency at full load on unity power factor, and this would 
be considerably increased by the extra wattless current which 
the author admitted might be as much as 60.per cent. of the 
load current. For these reasons, the table in the paper was 
really only a true summary for sub-station conditions. For 
private plants in general, it was more economical and satis- 
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factory to adopt either a booster control df a inotor con- 
verter. With reference to the comparison between the rotary 
converter and the motor converter, the following figures, 
which were taken from estimates submitted a short time ago 
for 500-Kw., 460-volt sets, would be of interest. The machines 
were required to operate at voltages varying from 440 to 480 
on the continuous side. Under these conditions the figures 
were as follows :— 


Rotary Converter. 
420 volts. 


Load ... kis sd 1 } 3 1 | 

Cos $ ... —.. А5 . OD 80) 90 95 Lagging. 
430 volts. 

Load ... T ae ИЕ 4 і 1 | 

Cos ф ... T " ...‚ 55 RO 90 95 Leading. 


As against the above, the motor converter power factor 
only varied from .93 to unity over the same range of voltage 
‘and load. А D.C. booster might be rather more expensive, 
but it had the merit of leaving the power-factor control un- 
touched, and of not interfering with the commutation of the 
converter itself. 

The AUTHOR, in reply, said the paper had been prepared 
for designers and the average engineer; shop terms were 
used in the paper as generally understood by engineers. The 
title of the paper clearly stated that it dealt with rotary con- 
verters; if a comparison were made with motor converters, 
the rotary would certainly justify itself. "The treatment of 
the subject from a magnetic standpoint appeared very attrac- 
tive, but, in the author's opinion, it would present consider- 
ably difficulties; for example, how would a wattless current 
be represented when there was no change in flux?  Trans- 
formers of all classes were looked upon .as so reliable that 
all questions of breakdown were of minor importance. There 
were no grounds for fear on the score of the booster trans- 
former being a source of weakness, and being delicate to 
control. The costs referred to in the paper were in terms of 
Hs rotary converter alone, and did not include the trans- 
ormer. 


FIRST LONDON ENGINEER VOLUNTEERS. 


It is seldom that a volunteer corps is fortunate enough to 
obtain so valuable and enjoyable a training as that of the 
First London Engineer Volunteers during Easter. The only 
unpleasant part of it was the severity of the weather, but 
ihe work done was of so vigorous and interesting a nature 
that the men, laughed, rather than grumbled, at its, in- 
clemency. 

A programme of training, admirably adapted alike to the 
requirementa of the Corps and the brevity of the time, was 
most kindly arranged by Col. Chesney, R.E., the Comman- 
dant of the Royal Engineers at Esher, and carried out by 
Capt. Courtman, R.E., the Commandant of the School of 
Military Engineering, and Capt. Higgins,. R.E. It was felt 
that in dealing with a corps of this nature, what was re- 
quired was «rather a thorough grounding in technical essen- 
tials than any attempt at more ambitious work. The course 


was, therefore, confined to knots and lashings, the use of : 


spars, trestle bridging, floating bridges, and bridging expedi- 
ents. So successful, however, was the course that it is not 
improbable that a more advanced course may be carried out 
in the future. 

It was originally intended that the working party should 
go into billets at Esher during the four days, but the im- 
possibility of obtaining any accommodation precluded such 
an arrangement, and necessitated daily travelling to and from 
Waterloo. In some ways this proved to be an advantage, as 
certain members were thus able to attend who could. not 
have been absent from town for the whole period. The 
wretched state of the weather, too, counterbalanced any 
regret for the absence of camp conditions. | 

Owing to the uncertainty as to whether Easter would be 
kept as a holiday, the number attending was not as large as 
had been hoped. It averaged, roughly, 10 officers and 40 
N.O.O.'s and sappers daily. The party left Waterloo each 
. morning about 9 a.m., and returned about 6 p.m. 

On reaching Esher on Good Friday, the party marched at 
once to Sandown House, the headquarters of the School of 
Military Engineering, and proceeded without delay to the 
lecture room. Неге officers and sappers were cordially 
greeted by Col. Chesney, and a lecture on the use of spars 
was given by Capt. Courtman. This over, a three-mile 
march brought the party to Hey wood, where the remainder 
of the morning was spent in going rapidly through the 
various knots and lashings. The First London Engineers 
have received a thorough grounding in these elementary 
matters, and the work was, therefore, rather a recapitulation 
than a lesson. After twenty minutes for lurch, three sec- 
tions were formed for practical instruction in the use of 
spars. <A standing derrick, a swinging derrick, and shears 
were prepared, and when these were ready the squads were 
invited to join in hoisting the structures which each had 
made, and to have their апп and working explained. 


TE 


For the remaining three days the party was divided into 
two sections, A cnd B, whereby the subjects to be dealt 
with could be taught to and practised by each in turn with- 
out overcrowding. The lectures were delivered by Captains 
Courtman and Higgins, and dealt with trestle bridging, float- : 
ing bridges, and bridging expedients. | 

Ап interesting part of the programme was the construction 
of barrel piers and rafts, work which came to many of the 
sappers as a novelty. The enthusiasm with which they 
'" rocked and heaved,” although with some it was a physical 
nnpossibility to keep one foot on the gunwale, was only 
equalled by the pride with which they leisurely rowed their 
ponderous rafts up and down the Mole, oblivious of sarcastic 
warnings from the shore to “look out for U-boats!” It 
was a moment of much secret satisfaction to some when 
they marched in fours on to half а real barrel bridge of their 
own construction over a real river, and stood thereon to be 
photographed in perfect safevy. 

But the real cream of the training was the making of 
bridging expedients. “A” bridges, hop-yole bridges and 
pile bridges were interesting, but single barrel-rafts, · fascine 
boats, brushwood boats, and a boat constructed from a canvas 
horse-trough, with a spar catamaran attached, gave the 
greatest delight. Those engaged in making these varied 
expedients for crossing (or falling into) rivers found, when 
they had finished, that it was the R.E. rule—inexorable, and 
not to be evaded on any pretext—to ' try your own medi 
cine." The training blossomed, thtrefore, into a veritable 
regatta, and the Mole was dotted with uncouth craft pro- 
pelled, with various degrees of skill, by sappers in grey-green. 
armed with shovels. But nobody fell in or got more than a 
trifle wet. 

The party returned on Monday evening to Waterloo 
thoroughly satisfied with the work they had done, and feeling 
that there had never been such a training before. 

The Corps owes a very great debt of gratitude not only to 
Col. Chesney, who arranged for the training, but also to 
Captains Courtman and Higgins for the way in which it wa: 
carried out. To Sergeant-Major Gordon and his body of ìn- 
structors (all of whom cheerfully gave up their Easter leave 
for the purpose) also hearty thanks are due. Mention mus 
also be made of the kindness of the Quartermaster of the 
School of Military Engineering, who arranged tea for the 
party when work was done. 

The training was honoured by several visits by Col. 
Chesney, on Good Friday by General Dickie and Major Ed- 
wards, on Saturday by General Sir Desmond O'Callaghan and 
Colonel Ormond, and again on Sunday by Major Edwerd:. 


NOVEL FEATURES IN D.C. WATT-HOUR- 
METER CONSTRUCTION. 


CONTINUOUS-CURRENT meters of the Thomson type are used s 
extensively, and yet have advanced so little in design during 
the past quarter of a century, that the improvements described 
by R. Ziegenberg in a recent issue of the E.T.Z. are of 
especial interest—particularly since the retention of the Thom 
son type of druni-wound armature has been due simply 
tə lack of a substitute, and not to any high degree of tech- 
nical excellence in design or performance. The principal 
features of the new meter here described are the use of a flat 
coil armature and an electromagnetic connection between meter 
and counting train. In order to emphasise the advantage o! 
these innovations the author enumerates certain alleged 
defects of the drum-wound Thomson meter as hitherto con- 
structed. These defects include extreme sensitivity to stray 
magnetic fields, and serious frictional resistance. By doubling 
the meter in such manner as to form an astatic system we 
obtain a very unwieldy instrument, and one which ie still 
far from unaffected by asymmetric stray fields. This c 
dient, which is at best only partially successful, is only applic- 
able to switchboard or other special meters. For all ordinary 
work, a single-system meter must be employed, any neigh- 
bouring current-carrying conductors must be arranged with 
special care, and, in most cases, the meter must be adjusted 
and calibrated in situ, since even the earth's field has apprec- 
able effect on the law of the instruments. As regard frictional 
resistance, Schmiedel's P.T.R. tests on .seven commutator 
motor meters of various makes showed that according to the 
{уре of drive employed, friction in the counting tram 
amounted to anything from 7 to 28 per cent., and in one 
case to 54 per cent. of the total meter friction. eae data 
referred to new meters, higher values for gear friction being 
observed in meters after some time in service. Add to this 
ths fact that meters with jumping-figure dials may be held 
stationary on light loads for indefinite periods by the m- 
creased frictional resistance to be overcome when two or 
more dials need moving simultaneously, and it becomes 


'obvious that & counting train which is mechanically indepen- 


dent of the meter represents & very appreciable advance. 
The sole raison d'étre of the p.c. watt-hour meter lies in it 
measuring watt-hours instead of measuring ampere-hours an 
assuming constant supply voltage. If, however, the advantage 
gained in the principle of the meter is to be sacrificed to 
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friction errors and susceptibility to stray fields, опе might as 
well use the simpler and cheaper ampere-hour meter, parti- 
cularly in small lighting installations where the revenue is 
low and meter cost a serious item, and where the frequent 


occurrence of light-load periods renders meter accuracy 


correspondingly important. 


Many attempts have been made to build satisfactory D.c. 


watt-hour meters of the disk-armature type, the Hla be 

anticipated including immunity from influence by stray fields; 
light and simple construction; easy access to armature, and 

~ possibility of removing and replacing the moving system with- 
out disturbing calibration. Sector-shaped armature coils are 
used, and the armature disk thus built up runs between two 
pairs of D-shaped field coils (or else above or below one pair of 
semicircular field coils). The armature and spindle can be 
withdrawn without moving the field and compensating coils, 
and since the two halves of the armature lie in fields of орро- 
site polarity: the instrument is astatic to а high degree; if a 
four-pole field system be used (with quadrant-shaped field 
coils), the meter is almost perfectly astatic, even as regards 
attempts at fraud by placing а permanent magnet near the 
armature. 

The chief reason why disk-type armatures have not hitherto 
gained much acceptance in this connection is that sector coils 
of too small an angle have been employed. Increasing the 
number of armature coils renders the meter іо опе more 
uniform, but it also reduces the actual value of the torque. 
Current flow in adjacent radial conductors is in opposite 
directions (save in the case of the radial conductors connected 
to the commutator bars undergoing commutation at the 
inoment), and when such contra-flow occurs in a single field, 
the net torque due to the conductors concerned is zero. The 
way to obtain & high driving torque,from a light disk arma- 

. ture of low resistance is to employ wide-angle sectors, and 
not more than two armature coils per field pole, but prefer- 
ably fewer. Adjacent radial conductors are then in fields of 

‚ opposite polarities when they are carrying current in opposite 

\ directions or, at the worst, one set of radial wires is in but 
+ weak field of the same polarity (near the neutral zone). 

There ia no particular mechanical difficulty in the construc- 

“tion of a disk armature, and, though the diameter of the 
. Jatter be about 50 per cent. greater than that of the alterna- 
tive drum-wound armature, the construction as a whole is 
‘simpler and more compact, and when using an electro- 
mechanical recording train, instead of directly geared mechan- 
ism, the total saving in spindle length is about 50 per cent. 
A four-pole field system and six-coil armature represents a 
satisfactory compromise between simplicity of construction, 
high driving torque and minimum dead weight, and resist- 
ance in peripheral copper (which is ineffective as regards 
driving torque). 

The most obvious method of relieving the meter of the 
duty of driving the recording train is to use a shunt- 


wound electromagnet and ratchet gear controlled by a 
contact on the meter spindle, this contact completing 
the magnet circuit once in each. revolution of the meter 
spindle. This solution is, however, unsatisfactory, for 
heavy sparking occurs at the spindle contact, and the use 
of the latter introduces an element of distinct unreliability 
into the working of the instrument. It is unnecessary 
actually to make and break the circuit of the- electromagnet. 
A suitable variation in the exciting current will secure the 
desired result and, at the same time, eliminate the sparking 
difficulty. The minimum current may be kept quite small 
(say, 1 milliamp. or so) and increased to 3 milliamps. or so 
whenever it is desired to actuate the recording gear. The 
problem remains—whence to obtain a suitable varying cur- 
rent? Current of varying strength lies ready to hand in 
the armature circuit, but it cannot be actually diverted to the 
circuit of the recording magnet. without introducing 
the contact difficulties which it is wished to eliminate. 
Evershed has devised a system of placing a small coil round 
the spindle, connecting it in the armature circuit and utilising 
the alternations of current to oscillate by induction a second 
winding or a permanent magnet. This arrangement involves 
keeping the recording gear quite close to the actual meter, 
whereas the system now to be described permits meter and 
recording gear ќо be placed at any convenient points, any 
- distance apart, and connected only by a pair of small leads 
running to and from the electromagnet, which actuates the 
recording train by a ratchet arm attached to its armature. 
Figs. 1 and 2 show the shunt circuits only of a watt-hour 


meter with three-eection, armature A and three or six commu- 
tator bars c respectively. Fig. 1 corresponds to a two-pole 
field system, and fig. 2 to a four-pole field system, each arma- 
ture section in the latter case consisting of two coils opposite 
to each other on the armature and connected in series.* It 
will be seen that in both cases one commutator bar is 
divided at the centre of its length, and the brushes are set 
so that duriffg each revolution of the armature, connection 
13 completed once through the direct lead B and once through 
th» resistance R. When the latter is in circuit the P.D. 
across the brushes is increased by the amount ır (r being 
the armature current), and this pressure increase suffices to 
actuate’ the recording magnet, which is connected across the 
brushes. For convenience and security, the commutator is 
made rather longer than usual when this arrangement ig 
employed. A central insulating ring is added (primarily to 
support the inner ends of the divided bar), and one brush 
bears on the upper and one on the lower half of the 
commutator. | | 

Meters built on this principle are at present made by the 
firm of Elster (Berlin and Vienna), but it is hardly necessary 
to remind readers that arrangements have been made to work 
enemy patents where such a course seents desirable. The 
advantages offered by the new construction include simplicity, 
compactness, immunity from influence by stray fields, light 
moving system, and a driving torque much higher than ob- 
tainable with a greater number of coils of equal weight, and 
amply sufficient owing to the meter being relieved of the duty 
of driving the recording train. With the new system of actuat- 
ing the recording gear (which system is equally applicable to 
any commutator meter), the meter error is uniformly low at 
practically all loads. In a particular case, for instance, the 
error was 4 per cent. at 2 per cent. full load, 1.95 per cent. 
from 5 per cent. full load to full load, and about 0.6 per cent. 
at 50 per cent. overload. In switchboard and central-station 
practice generally it is an important advantage to be able to 
place meter element and recording train independently 
wherever desired. 


THE WIRING RULES'OF THE INSTITUTION 
OF ELECTRICAL ENGINEERS. 


By W. R. RAWLINGS, A:M.I.E.E. 


-——— 


(Abstract of paper read before the ASSOCIATION OF 
SUPERVISING ELECTRICIANS.) 


THe I.E.E. Rules have been adopted by all the responsible 
fire offices (51 in, number), the whole of the electricity supply 
authorities worthy of that name, 14 of the London supply 
companies, and 25 municipal undertakings. The Incorporated 
Association of Electrical Power Companies, and the Incor- 
porated Municipal Electrical Association representing over 
200 municipal authorities, also accept the Wiring Rules as 
standard practice and recommend their use. The foregoing 
facts definitely establish that the rules have become the 
standard rules for electric wiring and fittings throughout the 
country. There are still a few faddists who issue their own 
regulations, and do their best to enforce them by trying to 
belittle the contractor in the eyes of the consumer. The time 
is, I hope, not far distant when these superfluous rules will 
be removed, and the Institution Rules will become as binding 
upon all parties as the rules which govern factories and 


. workshops. 


My experience, and the experience of fellow contractors, 
shows that there is no difficulty in complying with the wishes 
and requirements of the fire insurance inspectors. The most 
difficult individual we have to cope with is to be found 
amongst the supply station engineers, whose training, per- 
haps, has not enabled him to become a judge of house wiring, 
but he often endeavours to enforce his ideas by threatening 
not to connect until his Views are carried into effect. That 
he has no such power has been shown over and over again 
by Mr. R. Tweedy Smith, the honorary solicitor of the Elec- 
trical Contractors’ Association. А 

As опе is never anxious to fall into the bands of lawyers 
the contractor generally submits, if he is not a member of 
the E.C.A. 

I hope the time is not far distant when the L E.E. Rules 
will be adopted by the Board of Trade, when they will reign 
supreme, and thus stop all engineers from abusing their 
position, and by their improper actions checking the progress 
of the industry.  - 


. * An ingenious method of effecting the connection between 
diametrically opposite commutator bars in this case (fig. 2) 


із to form each pair of such bars from a single silver strip 
bent to U-shape. The limbs of the U form the two contact 
bars, whilst the end piece forms a perfect and reliable cross 
connection and, being drilled, serves also for attachment of the 
commutator elements to the spindle. Insulating disks are 
placed between the three U-pieces, which are spaced circum- 
ferentially equidistant on the spindle in building up a six- 


bar, three-section commutator. 
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Perhaps the most important variation which has been made 
by the recent rules (1916) is the permission to use the Conti- 
nental system of flexible wires. I cannot? however, learn 
that this alteration has been adopted to any extent. For 
my part, I do not think it a desirable method of wiring, 
except, say, for an office, where flexible wires are fitted to 
ceiling points over eyes to desired positions, which are subject 
to variations. The alteration of rules has also made per- 
missible the introduction of new systems, such as the Stannos, 
Henley's, and also the rubber-compound sheathed wires. I 
think the Institution can be congratulated on its endeavour 
to popularise low-priced systems of efficient wiring. 

Rule 32 is not always understood, although apparently it 
reads quite clear :— 

“ For lighting purposes in any final sub-circuit which sup- 
plies more than a single point, the current must not exceed 
six amperes for pressures up to 195 volts," &c., ‘апа the 
maximum number of: points on any sub-circuit must not 
exceed 10." 

This clearly defines the question often raised—how can a 
lamp which takes more than six amperes be used? The 
answer is that if it does exceed six amperes you can only put 
one on & circuit. If a lamp takes 50 amperes it complies 
with the rule, so long as you do not put more than one on a 
circuit. The number of points also which can be fixed on 
one circuit has been clearly defined as not to exceed 10. This 
is & good rule, and should be better known. 

Conductors. Rules 39—43.—To my mind the finest work 
done by the Institution in the rules 1s the course taken in 
dealing with conductors. | 

The only thing, except a drop in volts, which governs the 
size of a conductor is the heating effect, and on reference to 
the fnstitution rules you will find that the table is based on 
a rise in temperature of 20 deg. F. above the air. Whereas 
a No. 18 gauge wire was considered unsafe in the old days, 
if used for more than 1.8 amperes, the Institution rule allows 
7.2 amperes, while a cable of 1 sq. in. area, which in the old 
days would be used for a thousand amperes, is limited by 
the Institution rules to not more than 595 amperes. I would, 
however, caution my hearers against the adoption of the 
table without carefully reading rule 40, which governs the 
permissible drop in volts. Rule 40 provides that for lighting 
the drop ‘‘ must not exceed 2 per cent. plus a constant allow- 
ance of one volt," but as many of the fuses will bring about 


а loss of half a volt, my advice is to allow the one volt con- 


stant to be absorbed in fuses, switches, &c., leaving the 2 per 
cent. for the wires, which will work out with a sufficient 
margin in dealing with a complete installation. — This rule 
altering the size of the conductors has done much to popu- 
larise heating installations, for whereas a pair of 7/18 cables 
had to be installed for a 1-Kw. 100-volt radiator, the same 
piece of apparatus can be used, under the new rules, with a 
7/24 -cable, bringing about a considerable reduction in the cost, 
and the difficulties of installation. A drop of volts in the cable 
is not an important factor when dealing with heating circuits. 

Earthed Concentric Wiring. Rules 76—78.—I am of opinion 
that electrical contractors do not realise the advantages of 
earthed return systems. I find that new private plant installa- 
tions are still being laid down on the two-wire system. "There 
is no doubt that concentric earthed systems are not only 
more secure, but also the initial cost of the installation is 
considerably reduced. A complete draw-through job can be 
obtained by adopting the Kalkos system, using the tube as 
the return, or even extended to form a three-wire system. If 
a solid system is preferred, one of the metacase systems could 
be adopted. I advise my hearers to devote attention to this 
subject, which. without doubt, has been the means of intro- 
ducing electricity into many country mansions, which would 
not have been wired had steel tubes or casings only been 
available for use. 

Fuses. Rules 98—99.—It will be noted that the rule allows 
a very large margin. Small fuses may be three times the 
area required for the working current, and for circuits over 
10 amperes twice the area is allowed. : 

Motors, Rule 192.—This rule as to double-pole switching, 
&c., only applies where the machine exceeds one-third of a 
horse-power. This is a most useful concession, as it permits 
of domestic apparatus being used on ordinary lighting cir- 
cuits. | 

Rules for the Use of Electric Light on board Vessels.—The 
last edition of the rules was registered in December, 1914, at 
Lloyds. I am pleased to state that there is at the present 
moment an influential and strong committee of the Institu- 
л framing special rules for the electrical equipment of 
ships. 


= 


National Insurance (Unemployment) Acts, 1911 to 
1916.- Contributions are payable in respect of :— 

2.178 X. Workmen employed on metal work in connection with 
the manufacture of X-ray and electro- medical apparatus. 

2.179 X. Workmen (other than those insurable under Part II 
of the National Insurance Act, 1911) engazed wholly or mainly in 
making (removable) lainps for buoys or beacons. 

Contributions are not payable in respect of :— 

2.180, Workmen described as rest room attendants, and engaged 
in looking after workers, keeping rest rooin clean, &c. 


| APPARATUS. 


„76,720. 


-— 


NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). 


MrzssRs. W. 
Holborn, Lordon. 


P. Тномкьом & Co, 


Compiled expressly for this journal by 
WC., and at 


Electrical Patent Agents, 285, High 
Liverpool and Bradford. 


4,980. ‘Sparking plug." R. TayLor. April 10th. 

4.993. '' Demagnetiser for continuous or alternating currents." A, Но. 
LINGWORTH. April 10th. 

5,005. '' Electrical current or voltage regulator." R. W. M. Txomsox. 
April 10th. 

5,009. “ Controlling current in connection with clectro-nagnetic gear-boxes 


,! 


of automobiles." T. WamDrLL & WouskLeY Moiors, Lip. Apri! 10th. 

29,018. '' Telephone transmitters, &c."" A. Makk. April 10th. 

5,054. '' Magnetic W. С. FuLErcHER. & А. F, Hatos. 
April 10th. 

9,067. ''Telegraphic receiving and 
Huskinson, A. L. MviguurabD AND Mutaugap & Co. 


Separators.” 


tape-perforating apparatus." A. C. 


April 10th, 


5,072. '' Electrically-heated resistance furnaces.” H. Ercnenss & H. A. 
Greaves. April lith. 

5,073. '' Alternating-current electric systems," A. E. McCoir. April lib. 
К. “ Electric switchboards." С. C. Саккляар & А. H. Ranee. April 
lth. i 

5,112. '' Housing of electrical switchgear,” A. Н. Corns & lore 
ELECTRIC Co. April 11th. ` 

5,151. '' Electric welding apparatus." W. H. IsuHgRwoop & W. R. 
Furner. April 12th. | ; 


5,168. '' Systems of control for single-phase commutator motors." Вин 
WestinGHOVSe ELecrric & Manuracturtnc Co. (U.S.A.,. April ł2tb, 1916) 


` April 12th. 


8,177. '' Electrically depositing metal." Е. H. Jowzs. April 12th. 

5,178. ''Electric machines." Н. Currry. Aprii 12th. 

5,196. '' Reversing devices for internal-combustion engines with electrics! 
ignition." А. G. Hattsens. April 12th. 

5,314. ‘' Sparking plugs fof internal-combustion engines." J. C. ba Hoepr. 
April 13th. 

5,220. '' Electric welding." W. H. WALKER. 
Mth, 1916.) 

5,294. '' Telephone meters." G. I. Вкоѕсикк. 

5,246. '' Tanks for clectrical transformers." 
Тномрѕох. April 13th. 


5,252. ‘ Variable inductances.” 
Јонмѕом. April 13th. 
5,254. “ Electric current interrupters." К. Ткоѕрань. April 13th. 


5,260. '' Electrodes for electri: arc soldering." Е. H. Jongs. April 13h. 
L. J. 1к Pontors. April 13%. 

* Electric submarjne destroyer." Е. A. Hirst. April 14th. : 

“ Mouthpiece for telephones." W. R. Watrkey. April 14th. 
British Tuoxusos-HovusroN Co. (General 


April 18th.  (U.S.A,, April 
April 13th. 
A. ScuaaNNING & J. L 


А. Н. Блсхогр, F. G. Gorpsrosk & S 


“ Ignition current generators.” 


. “© Electric regulators." 
Electric Co., U.S.A.). April 14th. 

5,295. *'' Insulation of submarine telephone cables." FELTEN & GUWLEAUNK 
CARLSWERKK Акт. Ges. April 14th. (Germany, April l4th, 1916.) 

5,301. ‘Control of dynamo-lectric. generators," “British — WESTINGHOUSE 
Evectric & MaNvracrURING Co. (Westinghouse Electric & Manufacturing Co. 
U.S.A.). April 14th. 

5,305. ‘Inst lating devices." Е. 


T. Brook & W. E. Wixpsok Ricmskos 
April 14th. | 


PUBLISHED SPECIFICATIONS. 


1916. . 

The numbers in parentheses are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 

3,737. AUTOMATIC AND SEMI-AUTOMATIC TELEPHONE Systems. Relay Auto 
matic Telephone Со. & H. J. Herink. March 13th, 1916. (Cognate applica- 
tion, 12,971/16.) (104,892.) 

4,049. Casincs For Exectric ВаАТТЕКІК5. 
Ready Co. March 18th, 1916. (104,900.) 

4,143. SEARCHLIGHTS AND LIKE APPARATUS. A, 
(104,907.) ; 

4,184. ErkcTRICAL  DisrRIBUTME):G | SYSTEM DEPENDING 


A. H. Shepherd & British Ever- 
A. Lyon, March 20th, 1916. 


ON THE USK OF Cox- 


pensers. Н. G. Longford, W. W. Longford, W. A. Clark & T. Morris 
March 21st, 1916. (104,909.) 
4,196. MEANS FOR INDICATING THE STATE OF ADJUSTMENT ок OUTPUT OF 


J. Stone & Co. (Rohman, H..D.) March 21st. 


DYNAMO-ELECTRIC MACHINES, 
1916.  (104,910.) 

4,376. MAXIMUM INDICATORS FOR ELECTRICITY SPEED AND OTHER REGISTERING 
Chamberlain & Hookham and S. James, March 24th, 
(104,924.) : " 

3,467. INTERRUPTERS OR Contact MAKE-AND-BKKAK MECHANISM FOR MAGNETO 
A. Guedatarian, March 25th, 1916. (104,931.) 

MECHANICAL TER-JOINT FOR MULTICORE ELrcrRIC. CABLES. 
May llith, 1916. (104,959.) т 

6,823. AUTOMATIC MACHINE FOR THE MANUFACTURE OF STEMS FOR Мата 
Fi.AMENT Evectric Lames. Morris & Whitham and J. A. Allison, May ^^^" 
1916. (104,962.) . 

8,128. Frectric Motor Сомтког, SYSTEMS. 


A. j. Lovell. 


British Thomson-Houston. C°- 


(General Electric Co., U.S.A.). June 8th, 1916. (104,979.) " on 
10,142. PENDULUM [INDICATORS FOR Usk wiru Evectric BEL SYSTEMS 
FOR OTHER PURPOSES, J. H. Parsons. July 19th, 1916. (105,004.) pui 
11,125. System or Etecakicar Disrrinution. W. Н. Cole. August i 
1915.  (101,151.) s cuire 
11.191. Evecrric Motor CoNTROL Systems. Igranic Electric Со. (ын 
Hammer Manufacturing Co., U.S,A.). August Bth, 1916. (105,013. iber 
12,999. TELEPHONE ArPLIANCE. F. Maver & W. C. Croxon. Septen 
13th, 1916. (105,028.) | 33rd. 

13.585. Means ror CangRyiNG Execrric Canes. A. Dettaux. ‚ March 
1916. (Divided application on 4,353/.6.) — (105,029.) Qxto- 
14,524. APPARATUS FOR ELkcrüicALLY SrERILISING Foops. J, Hants 07: 
hber Ith, 1915.  (101,804.) | 1916. 
17.923. Erecrrie Pocker Lamps. 5 О, Pletseher. November 1к:һ. 
(105.036) 
1917. е 

44). Stators ок Ennetric Generators. J. Bethenod & Ек. Cre 
August 10th, 1915. — (Divided application on 10,576/16.) (109,658 » 
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MAY 4, 1917. | No. 2,058. 


SALESMANSHIP AND ELECTRICITY 
PURENT 


Tire efficient production and ie successful disposal 
of electricity are two closely allied and mutually 
interdependent factors in all present-day electric 
supply work. 

As regards the former, the supply authorities of. 
this country have within the last year or two 
awakened to the fact that there is a much broader 
and more advantageous aspect of production than 
that usually associated with this branch of industry 
in the past, and this present-day appreciation of 

‘“ what might be " has, as we know; found practical 
expression in the formation of the various linking- 
up committees throughout the country, with the 
direct sanction and co-operation of the Board of 
Trade, and, more important) still, in the recently 
constituted departmental committee on Electric 
Supply, formed by the Board. The war has riveted 
the attention of industry on the utility of modern 
electrical methods, and the developments to which 


we have just referred are tangible steps towards 


the realisation of the ideal of electricity supply on 
national lines, as a fundamental basis of our national 
industrial prosperity and individual welfare; the 
question for us to consider 1s how far these steps 
are likely to carry us towards attaining our ideal. 

: To produce electricity efficiently is not a difficult 
matter given a suitable market for our wares, but to 
sell electricity as we want to sell it, i.e., to provide the 
suitable market, is quite another problem, and one, 
moreover, in regard to which the electricity supply 
industry as a whole has as yet taken no adequate 
step of any kind. In saying this we have not over- 
looked the puny efforts of local sales organisations, 
or the occasional attempts at publicity by individual 
engineers—efforts which are, of course, praise- 


; worthy i in-themselves, but yet are of such а desultory 


«^ 
4 


character as to have no appreciable effect in mould- 
ing public opinion in the mass in the desired direc- 
tion. 

These isolated and incaórdinatéd efforts are in any 
case unworthy of the great industry which tolerates 
them, and will be totally inadequate as a weapon 
wherewith to supplement a national technical and 
financial organisation for electrical supply such as 
was outlined by Mr. Williams in his address to 
the Institution of Electrical Engineers in April, 
1916. Unless we can fittingly complement our en- 
larged views on electricity supply by an even more 
extended appreciation of “ salesmanship " of elec- 
tricity in its wider sense, we shall sacrifice no small 
amount of our possible progress during the next 
few years, and the first and most essential step to 
be taken must be to secure the goodwill and favour- 


‘able opinion of the public generally; this is an im- 


perative preliminary, both from the point of view 
of facilitating the subsequent efforts of those who, 
following the ordinary channels of salesmanship, 
endeavour to sell electric light, heat, power, &c., 
and the various apparatus associated therewith, and 
also with a view to interesting the investing public, 
and the capitalist, on whom every commercial ven- 
ture is dependent. 


One does not much of a 


Ф 
expect to raise 


y crop merely by flinging seed on to uncultivated 
land; 


yet the electrical supply industry of this 
country carries out its business in precisely this 


1477] 
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way !—its real business organisation is a myth, and 
its “ salesmanship " an anachronism. 

To win the sympathetic support of the British 
public should be the first act of salesmanship, and 
this can only be achieved by the organised and 
systematic use of the daily Press throughout the 
country, not by way -of advertisement as usually 
understood, but in an educational way, naturally, with 
an appeal to the self-interest of the reader. This, 
of course, implies an understanding between the 
electric supply industry and the Press generally, and 
a suitable organisation to deal with the matter, 
neither of which-have any existence at the moment. 
We are not primarily concerned here with the ways 
and means of securing the-desired end—unfortu- 
nately, there 1s no body representative of the com- 
mercial and business end of the whole of the supply 
interests in the country to whom we might appeal. 
Rather do we desire to emphasise the .very real 
need for an industry, ‘ with something like 
£100,000,000 invested in the supply of eigctricity, 
and with immense prospects of development open- 
ing up before it. to take appropriate action with a 
view to influencing public opinion as а whole—in 
.other words, preparing the ground for subsequent 
developments. 

We are quite aware that in writing thus under the 
heading of ''salesmanship," we have rather en- 
croached on the sphere of publicity; to the hyper- 
critical we would point out that the sole commercial 
` end and aim in view is the sale, first of the '' idea," 
then of the consuming apparatus, and finally of the 
electrical energy which it may utilise. To place the 
** idea" we must create a sympathetic attitude on 
the part of the general public; imbue it with the 
feeling that electricity is in some way part of its 
daily life, as it is, in fact, with a considerable num- 
ber of more enlightened or more fortunately situated 
people. 

It is quite true that this is a matter which should 
rightly devolve on a representative ‘‘ development ”’ 


committee, but unfortunately the nucleus develop- . 


ment committee formed by the I.M.E.A. before the 
war is in a state of suspended animation, and, in 
any case, we cannot but feel that the outlook for 
electricity supply development in this country has 
undergone such a material transformation in the 
interval, that even this committee will require re- 
constituting on lines more in keeping with the 
national ideal which we now have irfview. 

It is possible that a reconstituted development 
committee, representative of the whole of the elec- 
tric supply and allied interests of the country, and 
embodying in addition to, or conjointly with, its 
publicity sub-committee, a special ‘‘ Press” sub- 
committee, for the purpose of facilitating friendly 
relations with the daily Press, so as to influence 
public opinion by its means, might meet the case. 
Or the other hand, the matter is relatively of super- 
lative importance and calls for some immediate 
steps, independently, at any rate in the first instance, 
if necessary, of any existing committee. 


Tur past week has produced quite 


The Policy a crop of speeches from Ministers 


of Empire. 
coming problems of trade and in- 


‘dustry. Mr. Long, the Secretary for the Colonies, as · 


a guest of the British Empire Producers’ Organisa- 
tion at the Savoy Hotel, has referred to the vastness 
and the varied character of our Empire resources 
and the need for business men to play a greater part, 
and "politicians" a smaller part—bnt both working 
in co-operation—if those resources are to be deve- 
loped and utilised in the common-sense interests of 
the people of the Empire. Mr. Robert Rodgers, 
the Canadian Minister of Public Works, has urged 
-a policy of trade preparedness so that, оп the sign- 


and other leaders respecting the — 


ine of Peace, we shall not suffer from the lack of 
trade munitions as we had suffered at the beginning 
of the war from the want of war munitions. Sir 
Albert Stanlev, as President of the Board of Trade. 
has reminded us, in a speech at the Aldwych Club. 
that if some of our past methods of doing business are 
not ‘‘scrapped,’’ we shall fail to hold our place in the 
front rank of business countries. The enemy pene- 
tration policy—a serious fact that we had so long 
mistakenly tolerated—must not be allowed to con- 
tinue, for this was a commercial era in whith the 
efficient conduct of our great industries was vital 
to our welfare. Sir Albert, like the speakers alreadv 
mentioned, dwelt upon Empire resources, and ex- 
pressed the conviction that it was the duty of the 
Government to see that those resources were pro- 
perly exploited. The workman must do his best 
in return for a dav's wage, but the employer also 
must do likewise. We must profit, too, by the ex- 
perience of other countries, and if it was found that 
small undertakings could not exist in competition 
with the great foreign combinations, we must adapt 
our methods to meet that form of competition. Our 
industries must be carried on as efficiently as those 
of our foreign competitors, and we must be able 
to produce manufactured products at a price that 
would compare with theirs; if not, how could we 
hope to stand up against them? Lord Northcliffe fol- 
lowed with the advice, which is so familiar to the 
electrical industry, that concentration or combina- 
tion in place of small and scattered businesses has 
been proved by the war to be one of the essential 
things for the coming days. Mr. Н. Samuel, M.P.. 
has been speaking on the reorganisation of the 
Empire, and showing the need that exists for an 
Imperial Executive which should initiate policy for 
the Empire as a whole. Lord Rothschild followed 
Mr. Samuel with a reference to the parts -of the 
population that are not now reprcsented in Parlia- 
ment, and to the wisdom of having their views some- 
how represented. All of the foregoing matters will 
be recognised as being very closely related to engi- 
neering and industrial affairs. They unitedly serve 
to emphasise the truth of what has now been said 
so many times, and in so many ways, namely, that 
our real interests as a people, whether as capitalists 
or workers, will be best served by a far-seeing Im- 
perial development policy, by the use of modernised 
industrial and commercial methods, and by a more 


adequate representation of industrial affairs in the 


Councils of the Empire. How strikingly similar to 
the policy which Mr. Hughes, the Prime Minister 
of Australia, energetically and forcefully elaborated 
before so many audiences here on the occasion of 
his memorable visit! The present War Cabinet has 
unanimously pledged itself to an Imperial preferen- 
tial trade policy which shall show regard for our 
Allies, and shall not increase the cost of food, after 
the war. Mr. Lloyd George and Mr. Bonar Law 
have cleared the air by their definite statements on 
this subject during the past week. ^ Surely our 
leaders are progressing in the direction of a con- 
crete policy of great promise! 


THE excellent address of Mr. 
Employers — Michael Longridge to the Institu- 
and tion of Mechanical Engineers, which 
Employed. — we abstract elsewhere in this issue. 
deserves special mention in connec- 
tion with the speeches to which we have referred 
above, for it not only anticipated them in many res- 
pects, but also was characterised by candour and 
courage which compel our admiration.” The Presi- 
dent fearlessly pointed out the faults of both mas- 
ters and men, and also put forward views upon the 
necessity of reform in edücation and in organisa- 
tion, which we .commend to the attention of our 
readers, regretting only that we have not space to 
reproduce the address in full. 
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THE BRITISH WESTINGHOUSE CO.’S WORKS, 
MANCHESTER. 


Visit OF COLONIAL REPRESENTATIVES. 
On the 21st and 23rd ult. the representatives from the 
Oversea Dominions (including the Right Hon. Sir Robert 
Borden, the Right Hon. William F. Massey, and the Right 
Hon. Sir Edward P. Morris) and the Empire of India (in- 
cluding the Maharajah of Bikaner, Sir James S. Meston, 


Fic, 1.—GRovP or CEILING FAN MOTORS. 


Sir Satyindra Prassana Sinha, and Sir James R. Dunlop 
Smith) paid a visit to the British Westinghouse Co.’s Works 
at Manchester. | | 

The works occupy 160 acres in Trafford Park, of which 
approximately 40 acres are roofed in. Building operations 
were commenced in the year 1901, the manufacture of 
goods commenced early in 1902, and since then the 
volume of business done by the company has steadily and 
progressively increased. Extensions of buildings were made 
from time to time, and further extensions are now in 
progress. | | à 

The whole of the works are now engaged at the highest 


The diversified character of the manufactures of the 
company was well illustrated by the exhibits displayed. 
Apart from special orders, on which a large amount of 
work is being done, the company’s products at the preseut 
time include steam turbines, turbo-blowers and compressors, 
condensers, pumps, vertical and horizontal gas engines, 
Diesel engines, and electrical machinery of all kinds, 
including traction equipment for railways and tramways, 
electric locomotives, transformers, switchgear, control 
gear, meters and instruments for al] purposes, motor-car 
magnetos, and accessories for lighting, heating, cooking, and 
general power purposes. 

The range of sizes manufactured was 
amply illustrated in turbines for turbo- 
generators, ranging from 15,000-Kw. 
capacity for electricity supply under- 
takings down to 100-kw. sets for ship 
lighting. In another department, motor 
armatures of 7,500 H.P. to 15,000 H.P. 
were placed next to a motor armature 
having a capacity of 4'; H.P. Similarly, 
a shaft belonging to a fan motor, weigh- 
ing less than 4 oz., was placed alongside 
of a shaft of approximately 20 tons 
weight, belonging to а 15,000-н.р. 
roling-mill motor, which we illustrate 
herewith. ^ 

The company have a school in the 
works for the instruction of apprentices. 
T wo grades of apprentices are accepted— 
one consisting of graduates in engineer- 
ing, and other technically-trained men, 
who are allowed to take a two or three years’ course 
of a varied character. in the shops, testing departments, 
and offices : while the other consists of boys who enter 
the works between the ages of 14 and 16 years. and 
remain until they are 21. During this time, the boys 
are given experience in various departments of the 
shops, and also provided with instruction in the Works 
Trade School. The whole of the lecturing work is under- 
taken by members of the company's staff, the lecturers 
numbering about 40 in all. 

An interesting development due to existing conditions 
has been the attempt suitably to-train educated women to 


Ега. 2.—BEARING AND BEARING HOUSING OF 15,000-н.р, ROLLING-MILL MOTOR. 


pressure, the number of employés being over 10,000. In- 
eluded in this aggregate are a large number of women 
workers, and it is interesting to note that these total 
approximately 2,500 more than in pre-war times. The 
women wear neat khaki overalls, and are engaged in 
nearly all departments of the works. A number of special 
canteens have been provided for their use, and their general 
welfare ів’ specially cared for by a “ Lady Superintendent 
of Women Workers.” vod 

Over 2,600 men have left the company's employ since the 
Outbreak of war to join the Colours, and of these about 
200 have given their lives for their country. 


ГІС. 3.—ARMATURE OF 15,000-H.P. MOTOR. 


enable them to' fill posts of intermediate responsibility in 
the company’s office staff. | 

The Westinghouse Co. has now direct representatives all 
over the world, and under normal conditions does an 
enormous volume of export business, in addition to that for 
home trade. We reproduce a number of photographs of 
some of the interesting exhibits that were shown to the 


„Visitors. | : 


Fig. 1 represents a group of motors for ceiling fans. part 
of orders for 2,000 of these machines for use in British 


military hospitals in Mesopotamia. 


Fig. 2 shows the bearing and bearing housing for the 
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shaft of a rolling-mill motor of 15,000 H.P., fig. 4 the shaft, 
and fig. 3 one of the two D.C. armatures that will be mounted 
on the shaft of this motor. | 


Fig. 5 shows two of three ship-lighting sets just 
completed for Messrs. Harland & Wolff, Ltd. These 
sets consist of impulse-type back-pressure steam tur- 
bines, driving the generators at a speed of 3,000 R.P.M. 
at а continuous output of 125 KW., 400/450 volts, when 
supplied with steam at 150 lb. gauge and exhausting into 
5 lb. gauge back-pressure. The generators are compound 
wound, and are supplied with static balancers to be suitable 


Еа. 4.—SHAFT FOR ROLLING-MILL MOTOR. 


for supplying energy to a three-wire circuit. The machines 
are fitted with the Westinghouse patent radial type of 
commutator, which ensures good contact between brushes 
and commutator, independently of cross-axial vibration, and 
with small preæure between the contact surfaces, thereby 
reducing the wear of both brushes and commutator to a 
negligible amount, 


WAYLEAVES. 


— 


Mn. C. VERNIER’S paper on ‘‘ Wayleaves"" was read and dis- 
cussed at a meeting of the YORKSHIRE Locat SECTION OF THE 
INSTITUTION OF ELECTRICAL ENGINEERS at Leeds on April 25th. 

Mr. W. B. WoopHoUsE said he was rather restricted in 
discussing the question, because he was serving on commit- 
tees which were dealing with this matter. One of these 
bodies had already given evidence before 
a Board of Trade Committee as to the 
necessity for compulsory powers for 
wayleaves, and no doubt would give 
evidence before the new committee. He 
thought that the feeling was that the 
question of wayleaves should be re- 
ferred to a tribunal set up to deal with 
all matters of electricity supply. If 
they were to get compulsory powers it 
was most essential that they should 
make the public appreciate the fact that 
they were only asking for what was 
reasonable.. His own experience of ob 
taining local authority consents and 
wayleaves had been very much like that 
cf the author. A case in which compul- 
sory powers were necessary for under- 
ground mains was that of streets dedi- 
cated to the publie, but not taken over 
by the local authority. In recent years 
a large number of Gas Acts had con- 
tained a provision that, in such cases, 
the undertakers might lay gas pipes to 
supply the houses in such streets. It wasa 
very valuable power, and just as neces- 
sary in relation to electricity as to gas. 

Mr. T. B. JoHNSON said there was 
one strong ground of claim for better 
powers which was not mentioned in the 
paper, and that was the enormous improvement which there 
would be in the atmosphere when they got a large extension 
of electrical power. No one who compared the conditions 
and the atmosphere in Newcastle 20 years ago with that of 
to-day could fai] to realise the difference owing, to the number 


ELEQ REV 


of electric power companies at work. It was high time that 
the ‘public should recognise that electric power had become 
a prime necessity, and that, therefore, the rights of indivi 
duals or of private property could no longer be allowed to 
stand in the way of its distribution. The getting of the ap- 
proval of the Board of Trade would be valuable, because the 
fact that they. had to go to the Board would in itself prevent 
supply companies from making unreasonable demands, and 
would meet the objection of the public to facilities being 
granted to private companies which were making dividends. 
It was rather hard to expect replies within a month in the 
cases of small public bodies, the members of which lived in 
scattered localities, and did not often meet. He thought also 
that colliery companies could not expect to be able to run 
their machinery to the very last gasp 
and then to- find an electrical authority 
20 miles away able to link them up 
‘within a month. He was glad to: вее 
that the author proposed a tribunal ou 
which there should be no lawyers. Time 
and cost would be saved to a very con- 
siderable extent thereby. The mere 
knowledge that compulsory powers 
existed would have the effect of making 
the application of such powers un- 
necessary except in special cases. The 
Post Office had not yet had occasion 
to go to the Courts, but they had un- 
questionably had cases where unreason- 
able demands had been disposed of with- 
aut trouble because the other side-hesi- 
tated to make public the terms which 
they had required for facilities which. 
though they would be valuable in the 
public interest, it would have cost them 
nothing to concede, and the knowledge 
that they would have to go and justify 
such terms had certainly resulted in 
their withdrawal. He had no doubt 
that the electrical companies would have 
& similar experience if they had the 
` help of such powers. 

Mr. W. H. Brown said that, from conversations which he 
had had with factory owners and others, he found that 
there was a disposition to object to let overhead wires run 
over their property on the ground that it might benefit their 
neighbours who might, perhaps, be in competition with them 
in business. Good might be done through such assemblies as 
the chambers of commerce inducing people to see, the national 
bearing of the matter of wayleaves. 

Mr. W. Lane said that there would always be trouble in 
approaching people unless they remembered the point of view 
of the owner also. There was need to educate their way- 
leaves men how to go about the matter; those would be most 
successful who had the keenest appreciation of the human 
element. The question of compulsory powers for wayleaves 
had been forced upon the industry, and Mr. Vernier’s recom- 
mendations were very fair to all parties. | 

Mr. E. C. Warris said it was high time that the rights of 
the private owner were limited. "There was no country on 


earth where the rights of the private owner were more con- . 


sidered than they were in the United Kingdom; but it must 
be declared that the rights of civilisation were higher, They 
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Ес. 5.—WEsTINGHOUSE SHIP-LIGHTING SETS. 


did not want this country spoiled as some parts of Ganada 
were, but compulsory powers, under proper restrictions, were 
a vital necessity. E. 
Mr. VERNIER said it was generally agreed that compulsory 
powers were essential, and the discussion seemed to {тп 
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juure particularly on the need of educating the public. With 
regard to the powers of gas comipanies in new streets, New- 
castle had those powers. He had been very glad to hear 
from Mf. Johnson that so far the powers acquired the 
Post Office last year had had a satisfactory result, and that 
people would not come into court and state their terms. He 
Was ‘quite convinced that if people had to stand in broad day- 
light and make a statement of what they considered to be a 
rensonable rent they never would dare to do it in many cases. 
He did not think it was possible at all to contemplate any 
electricity supply undertaker having the right which the 
Post Office had. The Postmaster-General, of course, had 
executive power, but the supply undertaker had not, though 
the President of the Board of Trade could act for him, and 
jit would be hopeless for them to try to get past the Board 
of Trade, for Parliament would hever entertain the idea. 
With regard to the suggestion that the period of a month 
was a short time for the reply from the private landowner, 
in the case of powers for breaking up streets scheduled in a 
provisional order under the Electric Lighting Acts the land- 
owner was expected to give an answer within three weeks if 
he wished to go to arbitration. The non-statutory undertaker 
was not subject to any Board of Trade regulation at all until 
the Board of Trade served him with a notice, and, as a rule, 
they did not do that until some accident happened, or the 
Postinaster-General wanted something done which be could 
not get done; so that many of these lines did not comply 
with Board of Trade regulations, and that was very unfair 
to statutory undertakers, because the workinanship was often 
indifferent, and the position was that, after an accident hap- 
pened, tho Board of Trade had to make a regulation to 
prevent a similar accident, and then the.statutory under- 
taker got it; so that the position was not at all satisfactory: 
The people who needed educating were the landowners, who 
were, perhaps, not largely on the chambers of commerce; 
still, perhaps something might be done through those 
chambers from the publicity point of view. There was a 
great lack of information amongst the public about the regu- 
lation of public undertakings. Such undertakings were regu- 
lated by the State, and could not make unlimited profits. 
They were given a reasonable return on their capital. Take 
@ company working under a provisional order. Maximum 
prices were scheduled, and the Board of Trade could revise 
these periodically. If the undertaking proved to be a gold 
mine, the local authority could purchase it. The Board of 
Trade, the public, and the consumer alike had a fair hold 
on the undertaking. In the case of power companies, the 
dividends were restricted to 8 per cent. If the price charged 
fell below the rate scheduled in the Order by 13 per cent. 
the dividend could be increased by a quarter of 1 per cent. 
These scheduled prices were subject to alteration under cer- 
tain conditions. The only difference was that power com- 
pany undertakings could not be purchased by local authori- 
ties. Any earnings which might be more than 8 per cent. 
had to be divided between the consumers and the share- 
holders. When there were companies of that sort under 
State control they should have all the privileges of the State 
undertaking, whether they were owned by the State or put 
into the hands of a company with suitable regulation. In 
either case the public interests demanded that the service 
should be given. If the public interest suffered because the 
company was looked upon as making a profit, it was funda- 
mentally wrong to give these powers to the company. If 

e Post Office could get compulsory powers there was no 
reason why the company should not also get compulsory 
powers, because it should rank exactly on the same footing 
as & State undertaking. Overhead lines should be reserved 
for the most important transmission or trunk mains. The 
И е overhead lines for distributing purposes were not worth 
putting up. when they considered the maintenance and 
repairs. Though they might save something in the early 
development of a district by putting up overhead wires for 

w-pressure distribution, the dav was bound to come when 
the district had grown so much that the overhead lines would 
have to be taken down and put underground. Trunk mains 
were not so numerous, and they had to be run well away 
from towns and: villages for reasons of safety, and he thought 
that powers for them should have the first claim, at any rate. 
He attached considerable importance to being able to run 
underground mains across country. He had done this in 
cases in which it had saved a good deal. 
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Council of American Engineering Societies. —А the 
annual convention of the American Institute of Electrical Engi- 
neers in 1913, Dr. W. McClellan presented & suggestion for the 
*ngineering profession to form a national body representative in 
ite membership of all national engineering societies. 

An organisation such as was then outlined is now in process of 
formation, and was referred to by President Buck, of the American 
Institute of Electrical Engi eers, at a recent convention of that 

y. The functions of this Engineering Council are to provide 


for convenient co-operation between engineering societies for the - 


proper consideration of questions of general interest to engineers 
and to the public, and to provide the means for united action on 
questions of common concern to engineers. Preliminary meetings 


· Зате already been held, and à tentati 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations al the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


1 


Electric Vehicles. 


At the risk of repeating oft expressed views, may I be 
allowed to point out what I think are the chief obstacles to 
the speedy evolution of the electric vehicle? They аге :— 

1. Want in standardisation of battery, both in size, means 
of connecting, capacity, and voltage. 

2. A national company to own all batteries and charge thein. 

Imagine the above to have been realised. Well, mine is 
a Lig car; I take on three standard batteries at Avonmouth 
which are connected in parallel by being merely placed in 
position (the petrol can); I change them at Birmingham, 
again at Huddersfield, and finally reach Newcastle. Now as 
part of the equipment of my car, but belonging to, or ap- 
proved by, the supply company, I have a meter which was 
read at Birmingham and Huddersfield, and the readings sent 
to the central о се, from which I eventually receive iny 
weekly or monthly account, according to my standing with 
regard to credit. 

Also as part of the equipment, there should be a loose- 
handle sealed circuit-breaker for the protection of the battery. 
This should be supplied by the company, a small rental being 
charged. Under the present system, or want of .systein. 
imagine the difficulty of charging at a reasonably low rate 
seven er eight batteries of different voltages and charging 


rates at the same time, whilst the cars are waiting. 


Finally, I ask what would be the position of the petrol car 
to-day if there were seven or eight widely different kinds of 
petrol, and as many sizes of cans to carry it in? 


E. F. Rowley. 
Avonmouth, April 27th, 1917. 
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Central Station Employés. 


[We were recently asked by a correspondent whether all 
central-station and sub-station workers are entitled to the 
5s. increase granted by the Ministry of Munitions. И 
so, whether it was compulsory that it should be paid. 
Further, whether they are entitled to the 3s. granted to 
engineering workers last October. We have received the 
following communication the matter from Mr. W. J. 
Ebben, the hon. general etary of the Association of Elec- 
trical Station Engineers :—] 

The 5s. increase referred to was not granted: by the Ministry 
of Munitions, but is the result of a decision of the Committee 
on Production given in settlement of a demand by the Fede- 
ration of Engineering and Shipbuilding Trades made to the 
Engineering Employers’ Federation for increased wages. The 
electricity supply authorities are not represented in the Engi- 
neering Employers’ Federation. The decision applies to the 
members of the various trade unions affiliated to the Federa-. 
tion of Engineering and Shipbuilding Trades, and a number 
of electrical station employés of various grades are members 
of the Electrical Trades’ Union, the Amalgamated Society of 
Engineers, and one or two other unions who are members 
of the Federation. 

I believe there is a clause in the decision which deals with 
men employed outside the generally recognised engineering 
trades, and the question whether in these cases the 5s. in- 
crease should be paid will be settled by the Committee on 
Production. 

It cannot be said that it is compulsory that the 55. or the 
3s. be paid to sub-station and central-station workers, but 
they are quite at liberty to apply to their employers for it. 
and, failing a satisfactory result, they can appeal through 
their organisations to the Committee on Production, if they 
are members of an organisation; if not ——? A tota] of /12s. 


‘has been obtained by the Federation. 7 


A few lines on the present position of the Association of 


. Electrical Station Engineers with regard to the various in- 


creases 1n wages that have taken place in the engineering 
industry may be of interest. The A.E.S.E. for the last year 


^ has been inactive, perhaps owing to the inactivity of the 


members, and, again, owing to the various officials being more 
occupied with their businesses than with the A.E.S.E. The 
official A.E.S.E. work has to be done in spare time, and 
there is very little spare time nowadays. The present in- 
active position of the A.E.8.E. is the result of the apathy 
of statjon engineers as & class; they wanted an organisation, 
and the members generally tied the hands of their own com- 


mittees at the beginning. The members of the Association 


were dead against trade unionism or any affiliation to any 
federations, and now they want a 5s. rise. 

The writer still vividjy remembers the horror and the in- 
dignation when he seconded an amendment which was pro- 
posed by a member of the Electrical Trades’ Union at a 
meeting of electrical employers and employés in London some 
years ago. This was the only time the London chief elec- 
trical engineers really took the A.E.S.E. seriously. As) soon 
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as the general committee and members severed all connec- 
tion and correspondence with the E.T.U., the, London chief 
station engineers, being clever and far-seeing men, ignored 
the A.E.S.E. members, and have done so ever since, because 
they knew they had nothing to fear. A new era is fast 


approaching when every man outside an organisation will ` 


have to review his position; employers are fast seeing that 
it is better to deal with an organisation of employés than 
with individuals. 

Conditions in the engineering industry are rapidly changing, 
and the organisations want all the men of high intelligence 
and good education, some of the men who have been stand- 
ing aloof. 'lhere is the nucleus of an organisation in exist- 
ence to amalgamate the metal and engineering trades with 
the ultimate idea of the workers taking part control of the 
industry. It is an idea that will grow. 

Electrical engineers must take an interest in the general 
condition of the electrical industry at all times, and not at 
the moment when somebody else gets a 5s. rise. They must 
read; they must work; and they must organise. Trade Union- 
ism to-day means something different to what it did two 
. years ago. The lawyers, the doctors, and the electrical station 
managers, are highly organised, and employers expect their 
employés to organise; it tends to peace and better conditions. 
Electrical engineers are being roused by other trades going 
ahead of them. Station engineers are thinking, and when 
they think the future looks to me much brighter. 

Organise and improve the electrical industrv, and the elec- 
trical industry will improve vou! 

W. J. Ebben. 
Hon. Secretary, A.E.S.E. 
20, Little Park Gardens, Enfield. 


Electrically.Operated Valves for Internal-Combustion 
| Engines. 


I have read the interesting description of the valve arrange- 


ment of Mr. Jos. C. Youngblood, of Atwood, U.S.A., and beg 
respectfully to point out that this method of operating the 
large valves of high-powered marine, locomotive, and indus- 
trial internal-combustion engines was embodied in my designs 
of '' Paragon ” cycle engines in connection with my electrical 
ship propulsion system, and my locomotives, and also that this 
type of efficient valve operation and control was embodied in 
the designs of the 4,000-H.p. units which;I proposed in my 
large “County of London gas-generated electrical power 
supply scheme ' in 1914. 

The first mention of the merits this method of timing 
and control was in connection with my paper on ''Intermal- 
combustion Engines," read before the Institute of Marine 
Engineers, at the Engineering Exhibition, on Saturday, Sep- 
tember 17th, 1910. 

There is no question as to the economies that can ‘be 
effected, and in my opinion it is essential in the coming 
large-powered internal-combustion motors that ''electrically- 
operated " valves, &c., be employed, for dozens of good com- 
mercial reasons. | 


: Wiliam. P. Dnrtnall, 


M.I.Mar.E., M.I.Loco.E. 
London, N., April 30th, 1917. 


P.S.—The valves. were to be pulled off their seats with 
highly efficient variable control, got by no other method so 
effectively as by ‘‘ electromagnetic power."—W.P.D. 


в! — 


The I.E.E. Nominations. 


A very strong effort is being made to further the claims of 
Mr. G. W. Partridge as one of the Vice-Presidents in the 
forthcoming election of the Institution of Electrical Engi- 
neers. 

Many of us who have been associated with electrical engi- 
neering for the last quarter of a century have very clearly 
appreciated Mr. Partridge’s services. His electrical ‘attain- 
ments are well known. He has been associated for years 
with one of the pioneer high-tension systems, and obviously 


possesses unusual knowledge of the public service of electric . 


supply. 

. As chief engineer of the London Electric Supply Corpora- 
tion he has been deeply concerned in the latest developments 
of electrical machinery, and as his company supplies electrical 
energy for the London, Brighton & South Coast electrified 
line, which is one of the few lines in Europe operated on a 
single-phase systern, it is clear that he is in closest touch with 
the modern developments of electric traction. 

As far as the Institution is concerned, Mr. Partridge has 
the advantage of having been twice on the Council, and in 
consequence 18 in touch with the questions affecting the in- 
dustry that are likely to come before the Council during the 
two or three critical years that are approaching. 


Member. 
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THE ENGINEERING INDUSTRY. 


IN his presidential address to the INSTITUTION OF MECHANICAL. 
ENGINEERS on April 2th, Mr. MICHAEL LoNGRIDGE said that 
the war had taught us many things, but none more clearly 
than the importance of our engineering industry, upon which- 
we depended for victory to-day, and for security and proe 
perity to-morrow. Action was urgently necessary to avert 
its loss after the war, and to regain the pre-eminence which 
British manufacturers had lost. Reviewing the advantageous 
conditions under which mechanical engineering had deve- 
loped in this country in the past, he pointed out that the 
mechanical engineer, though a trustee for the Empire, and 
responsible for the transformation of the nation from an agri- 
cultural ‘and practically self-supporting nation into a manu- 
facturing community dependent for its existence upon 1m- 
ported food, had not invoked the aid of science or cared for 
the welfare of the thousands of employés, nor had he given. 
the latter a fair share of the profits of his business. There 
was a time when Lancashire was supreme beyond dispute in 
the engine-building trade, but at the Paris Exhibition in 
1900 Mr. Longridge discovered that the Continental engines 
excelled in appearance and detail any he had ever seen, and 
presented a startling contrast with the inferior exhibits of 
British manufacturers. Nevertheless, the Exhibition failed 
to produce any important changes in the practice of British 
engine-building firms, for the men in authority were trained 
exclusively in the shops, and men provided with technical 
training had not yet acquired any effective influence on cur- 
rent engineering practice. , Consequently, when repeated los: 
of orders forced British engineers to recognise the estimation 
in which Continental work was held by customers, foreign 
draughtsmen were employed and foreign designs adopted, 
while foreign-built engines were purchased and erected even 
in Lancashire itself. In the meantime, famous British engi- 
neering firms were being wound up. In some cases the in- 
ducement to buy abroad was lower price, or earlier delivery. 
but in most it was a guaranteed rate of steam consumption 
which could not be obtained at home, though it should have 
been. Most other branches of mechanical engineering had 
suffered more or less from foreign competition, due partly 
to inefficient technical education, lack of trade organisation, 
and the policy of the trade unions. | 

In the early days of the Institution most engineers were 
trained entirely in the shops. Theoretical knowledge was un- 
called for, and even held to be antagonistic to practical suc- 
cess. "There was no supply of scientific engineers, partly 
because there was no demand, and partly because the places 
where a man could study the theoretical side of his profes- 
sion were few and far between. | 

The foundation of the City and Guilds Central College in 
1880 marked the first public recognition of the need of some- 
thing more than office or workshop training for the engineer. 
In 1890 the transfer of the control of technical education from 
the school boards to the local authorities Nnitiated a vast 
expenditure on technical schools of all ranks, and was fol- 
lowed by the provision of engineering courses in moet of the 
older, as well as the new, universities; but the problem had 
not been solved. The functions of the engineer and the 
craftsman were entirely different, and their training must 
be different also; moreover, differentiation was needed in the 
training of the various classes of engineers and workmen, and 
the lack of differentiation seemed to be one cause of the in- 
efficiency of our technical education relatively to its cost; 
another was the insufficient preparation of those entering the 
technical schools. The education available for the higher 
ranks seemed fairly satisfactory, but many men of high 
mental qualities were unable to assimilate much book learn- 
ing, and it was a mistake to force them through the same 
collegiate course as men of different mentality. Further, the 
obstinacy of Oxford and Cambridge Universities in retaining 
Greek as a compulsory subject in their examinations reacted 
upon the public schools, and was a serious handicap on those 
who, intending to deal with the concrete rather than the 
abstract in their future lives, yet wished to find their level 
in the social life and moral discipline of these two univer- 
sities. 

The education provided for the workmen, on the other 
hand, both general and technical, was most unsatisfactory. 
Trade apprentices seldom had opportunities for learning other 
than at evening classes. .In parts of Scotland parents and 
employers were compelled to send young people to continua- 
tion schools during working hours, between the ages of 14 
and 17 years; in some large works in England promising 
boys were allowed to spend some of their working hours at 
technical schools without loss of time or pay, and in others 
technical instruction was given in the works, but lack of 
co-operation prevented such arrangements from becoming 
general. Yet the workman must have better education, and 
either the age for leaving school must be raised or some 
scheme devised for combining technical instruction in the 
works with general instruction in the schools in working 
hours. Technical colleges of University rank should: provide 
courses for designers and managers, admitting only those 
capable of profiting by the teaching. idea of "free 
university education for the million " was “ most jcioug 
nonsense," Senior and junior technical schools should simi- 
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larly have separate courses for foremen and for those likely 
to remain manual workers. The work should be coordinated 
between the secondary schools and technical schools or col- 
leges, and a uniform system of adequate scholarships should 
be established. 

Passing on to the subject of organisation, or the lack of it, 
Mr. Longridge said that the work of the consulting engineer 
was decreasing in importance, and he would become rather 
an inspector than a designer as шеп of science and high tech- 
nical ability assumed their proper places in works. Manu- 
facturers, however, should give their customers more precise 


4 


‘and detailed information about their products. · They would 


benefit by the interchange of ideas, secrecy -being folly—the 
secret of success in mechanical engineering nowadays lay in 
quality and workmanship, not in drawings. 

Workshop organisation had not received sufficient atten- 
tion here; unorganised shops would be driven out by those 
in which scientific management prevailed, and the endeavour 
was made to get the workman to regard his work more as 
a problem to be solved than as a task to be got through. 
Not only on the manufacturing side, but also in the commer- 
cial department organisation was inadequate; each firm had 
its own agents, many of them without engineering know- 
ledge, instead of central selling agencies, and the position of 
а commercial representative was too uncomfortable to attract 
the right class of men. For foreign representatives, cultivated 
men with expert knowledge, the social equals or superiors of 
those with whom they dealt, were necessary; small firms 
could not afford to employ such men, or to keep their machi- 
nery up to date, or to obtain scientific assistance, and some 
kind of combinatign or co-operation seemed very desirable, 
as had occurred in other trades and in other countries. 
Mechanical engineering should be represented by a powerful 
hody, such as the British Engineering Association and the 
B.E.A.M.A.; in these associations might be found the com- 
ponenta of a practical and effective scheme for the organisa- 
tion of the British engineering industry, and Mr. Longridge 
sketched the outlines of such an organisation, together with 
a similar scheme for the men, the two following parallel 
lines from the manufacturers and fhe shop stewards respec- 
tively up to the Minister of 'Industry and Commerce, who 
did not as yet exist, but might be developed from the Minister 
of Labour. 

Turning to the relations between employers and employed, 
and the negotiation of a treaty to secure a lasting peace 
hetween them, upon whieh the future of the British Empire 
depended, Mr. Longridge referred to the Government pledge 
to restore all the Trade Union rules and customs which had 
been abrogated for the duration of the war, and said he 
hoped the Trade Unions would have learnt, before the war 
ended, that a policy of limitation of output and earnings was 
as injurious to the workinan as to his country, and would 
ultimately ruin both. Competition with other nations was 
impossible under such conditions. But if the unions volun- 
tanly gave up their restrictive system we were bound to give 
them some acceptable equivalent, and he welcomed the report 
that conferences were being held between representatives of 
both parties with a view to the negotiation of a treaty of 
industrial peace. He advocated a spirit of sympathy and 
great forbearance; if the policy of the men had aroused 
indignation, the employers themselves were not free from 
blame. Reviewing the history of a hundred years’ warfare 
between employers and employed, he pointed out the hard 
conditions which oppressed the workman in 1817, and the 
injustice meted out to him by Acts of Parliament, whence 
arose the intolerance and selfish economic policy of the 
Unions. | 

- Limitation of output and objections to piece-work were 
partly due to the short-sighted policy of the employers in 
cutting piece-work rates, so that a workman's earnings were 
lirnited by precedent; the fear of unemployment also prompted 
the workman to limit output, lest the market should be 
glutted. a delusion which could only be removed by educa- 
tion. It was necessary to convince the workers by experi- 
ence that piece-work, co-partnery, and large output were to 
their advantage, and-that only by putting the best machinery 
to the best use could. high wages, relatively to the cost of 
living, be maintained. As the Prime Minister recently 
pointed out, in connection with shipbuilding, wherever pay- 
ment by results had been adopted there had been an increase 
in the output of 90 to 40 per cent.: it involved an under- 
taking on the part of the employer that if large wages were 

made by men as a result of special effort, no advantage must 

be taken of that to reduce the rates—that had been the great 
folly of the past. | 

Another question that would have to he considered was the 
length of the working day; it might be possible, if the unions 
allowed the men to do their best, to adopt dn eight-hour day, 
but in the engineering trade standing charges and interest 
on cost of machinery amounted to several times the wages 
bill, and ran on while works were standing idle. Would it 
be possible to introduce a two-shift day, changing over once 
a fortnight? 

The three great disputes in the engineering trades arose 
out of the qualification of men to work machines, hours of 
work, and limitation of output: in the first and last public 
sentiment and right were with the masters, who won, in the 
second with the men, who won. He believed there was à 
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power that worked unceasingly through right and wrong to 
weave the tangled web of anarchy into the pattern of an 
ordered life, and that these ephemeral troubles were but 
means that it employed to lead both sides to a right concep- 
tion of their duties to each other. That this enlightenment 
would come was sure; the 1gnorance of men, their prejudices 
and their greed, alone postponed ite advent. | , coul 
bury strife, suspicion, and ill-will, the ideal of industrial Ше 
would be in sight. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 


devices and apparatus, which will be published if considered of 
sufficient interest. | 


| A Large Spinning. 
The accompanying illustration shows a special spinning in course 


of production, one of a large quantity which have recently been 
supplied to an important Government contract by the BENJAMIN 


ELECTRIC, LTD.; of 1А, Rosebery Avenue, E.C. Finished spinnings 
will be noticed in the foreground and middle of the picture. 
These were spun in aluminium from blanks 42 in. in diameter, of 


18 gauge metal, the finished spinning measuring 31 in. in diameter - 
and 16} in. in depth. 


Fia. 1.—A LARGE SPINNING. 


This is only one example of the widely varied types of spinning 
produced at the Rosebery Avenue Works, where a complete metal- 
spinning plant is installed capable of turning out all classes of 
spinning work, especially that of an unusual or novel character. 
In this category the company's past achievements guarantee their 
ability to produce successful results. 


Siluminite: a New Insulator. 


The essential qualities of a perfect insulating material are high 
electrical resistance, high dielectric strength, high tensile and com- 
preasion strength, immunity from attack by acids, alkalis, and oils. 
that it shall be easy to mould and to machine, and able to with- 
stand exposure to high and low temperatures, that it shall be non- 
hygroscopic and waterproof, and that it shall be cheap. There are 
numerous varieties of insulators which possess some or other 


^ of these qualities, hut none which answer to them all. Perhaps 


it would be too much to expect that perfection should be attained 
in this world, but it is right to aim at the ideal and to strive to 
attain it. We therefore accord a hearty welcome to a new insulating 
material introduced by the SILUMINITE INsULATOR Co., LTD.. of 
The Green, Southall, which possesses 9 remarkably large proportion 
of the qualities above scheduled. 

We have been favoured with some samples of Siluminite in the 
forms of rod, sheet, tube, and moulded insulators, and have sub- 
mitted them to such mechanical tests as are at our disposal. The 
material is à hard black substance, ringing like slate, but of far 
greater strength : it can be sawn, filed, drilled, tapped, turned, and 
polished with ease, and can be moulded to any shape in the course 
of manufacture, but not afterwards. It is not softened by heat 
(it is subjected to a temperature of more than 600° F. at the 
makers works) and is not brittle. Immersion in oil or caustic 
alkali, or boiling water, leaves it unchanged, and it is non- 
hygroscopic. It possesses high dielectric strength, this being 
between 10,000 and 13,000 volta per mm. a8 tested by the National 
Physical Laboratory. Its structure is homogeneous and dense, the 
weight of a square foot 4 in. thick being 24 lb. The substances 
with which it will most directly compete are porcelain, glass, mica, 
fibre, ebonite, wood, slate, marble, and moulded compounds. 
While Siluminite possesses most of the qualities of these 
materials, it excels in respect of its mechanical strength : this fact 
is illustrated by the following atatement of testa made by Mr. E. T. 
Brook, of the Metropolitan District Railway, on tramway and 
railway insulators :— - 

“No. 1. Siluminite L.C. C.- pattern Insulator.—'Phis insulator 
was fixed in a frame, and, by means of a hydraulic ram, the pin 
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was drawn. With a pressure of 36 tons, the Siluminite broke 
away inside the outer casing and the pin commenced to draw. 

"No. 2. Porcelain | L.€.C.-pattern  Insulator.—This insulator 
was subjected to-a. similar test us No. 1, and at a pressure of 
6°7 tons, £he porcelain -broke away, and the pin pulled out. 

"No.3. Siluminite Negative Rail Insulator.—A crushing-strain 
test was made on a third rail insulator 34 in. high, 4f in. diameter 
inside the petticoat, and at 50 tons pressure the outer parts of the 
base broke away from the centre, but fhe centre remained solid. 

“ №. 4. Porcelain Negative Conductor Rail Iusulater.—This was 
tested in a similar manner to No. 3 on the Siluminite insulator of 
the same pattern, with the following results :—At 89 tons 
pressure, the insulator cracked in two places about half-way 
through. At 18 tons pressure, the insulator split into a number 
of pieces. © 

As regards the electrical properties of the material, the following 
tests were also made by Mr. Brook :— 

“No. 1. Siluminite Negatire Rail Insulator.—At a pressure of 


Fia. 2. 


Fia. 3. 


The Siluminite Insulator Co. are in the quoting list of the 
Ministry of Munitions and the Royal Dockyard, Woolwich, and 
their material is in use in many munition factories, including the 
Royal Air-Craft Factory, Farnborough; they are supplying, 
amongst other firms, the Igranic Electric Co., Ltd., the Solenoid 
Regulator Co., and the Midland Electric Manufacturing Co., Ltd. 

As regards the limitations of the material, it is not at present 
made in sheets thinner than } in., and it is not claimed that it is 
acid-proof. The numerous applications to which it can be pat, in 
view of the foregoing description, need not be detailed to electrical 
readers, who will readily see that it offers a wide range of poesi- 
bilities. And it is remarkably cheap. 


Combined Switch and Plug. 


Messrs. WARD & GOLDSTONE, of Sampson Works (Salford), 
Manchester, in connection with their recently issued list No. 103, 
describe the ‘ Banquo” interlocked plug and switch (fig. 7), which 
we gather has been extensively adopted by the trade. It is sub- 


Fie. 4. 


SILUMINITE RAIL INSULATORS. 
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28,900 volts this insulator flashed across from the cast-iron cap to 
the top of the base clip. | 

“No. 2. Porcelain .Yegative Hail Insulator.—At a pressure of 
28,100 volts this insulator flashed across at the same point as No. 1. 
- -" These tests show that the flashing was due to surface leakage, 
and the fact that the base clip is pointed at the top." | : 

The material was submitted for test to the National Physical 
Laboratory with satisfactory results, which we hope to publish 
shortly. | 

Perhaps, however, the moet convincing demonstration of the 
strength of Siluminite is its use for rail insulators witkout the aid 
of the usual iron cap. We illustrate herewith examples of their 
application on the Metropolitan District Railway, where they have 
been subjected to severe. practical tests, and have been on the track 


I ў 


rupters; i, Fixed contact; k, Mova 


circuit. 


SYSTEM. 


since June of last year. The larger insulator weighs 8 lb., and ів 
designed for use without the usual malleable cast-iron olip to hold 
the positive conductor rail ; the smaller insulator is also designed to 
dispense entirely with the metal clip, and the negative conductor rail 
is simply laid in the seating on the top of the insulator. Figs.2 and 
8 show the top and base of the former, and fig. 4 the latter type 
.of insulator. An anchor insulator is also made for railway work. 

Passing to the other extreme, we understand that ignition plugs 
‘for motor-car engines, made of Siluminite, have 4ucoessfully with- 
stood the high temperature of explosion for lofig periods without 
deterioration in any respect. . 

In addition to the properties before mentioned, Siluminite is 
found to withstand the effects of lengthened exposure to an 
atmosphere highly charged with ozone, and orders are in hand for 
sheeta of dielectric for the ozonisers of an underground electric 
railway ventilating system. ME 
. Metal parts can be insulated by compressing Siluminite on to 
them in any desired shape or form, thus avoiding the cementing or 
screwing process now necessary in most cases. The most notable 
instances are those of insulated bolts for transformers, and conduit, 
track, and overhead insulators for electric railways and tramways. 


a, Indicators or bells, relays, and push combinations ; 
b, Local bell or indicator coils; e, Battery energising loca 
bell circuit; f, Relay magnet coils; g, Line wire; h, Inter- 

ble eyebolt contact 5 
n, Push button for breaking main circuit at signalling 
station; x, Battery supplying the normally closed main 


Еа. 6.—DETAILS OF G.E.C. MINE SIGNALLING 


stantial in design and of waterproof construction, consisting of an 
iron base, screwed for #-їп. conduit, and fitted with a three-pin 
plug (one pin being for earthing). It has a carrying capaoity of 
5 amperes; the plug top piece is made of gun metal. and has a 
cord grip arranged to take cab-tire cable or the firm’s standard 
tough rubber flexible cable. The arrangement can be supplied 
with a double-pole switch if desired. __ | х 

We may add that Messrs. Ward & Goldstone list а number of 
patterns of plugs and switch-plugs adapted for domestic or factory 
use. 


Signalling in Collieries. 


A novel and interesting system of signalling on haulage roads in 
coal mines has been developed by the GENERAL ELECTRIC Co. 


- 


Fig. 7.—" Banquo” INTERLOCKED На 
; AND PLUG. -Ep "AST 


9 - 


' y 9 
Lrp., London, representing a distinct departure from, саней 
practice. Тһе essential principle is the use of а circuit norg 
closed, the interruption of which causes the bell to ring—an ides 
incorporated in some burglar alarms, &c., but entirely novel, we 
believe, in the present connection. A single insulated line wire із 
used, which serves the purpose of a pull wire, and carries the 
operating current, which has a maximum value of 0'02.атреге at 
6 volts, and is therefore free from any possibility of causing 
ignition of explosive gases. The return is by earth; but if an 
efficient earth cagnot be obtained, a hare wire is run along the 
road for the return. The apparatus consists, in addition to the 
line and a battery of four Leclanché cells, of specially-designed 
mining-type bells and relays. and patent interrupters, which are 
fixed at intervals in the line. One of these interrupters is shown 
in-fig. 5; fig. 6 shows the interior of the device, and its connection 
with the bell and line. It will be seen that, by pulling the line. 
the circuit is broken in the gas-tight interior of the interrupter. 
allowing the armature of the relay to fal! back und close the bell 
circuit. It is claimed that sparking on the line wire ia entirely elimi- 
nated, less battery power is required. signals can be given from 
any part of the line by simply pulling the line wire, the signals 
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are positive and unaffected by dirt, &c., on the wire, troubles on 
the line are avoided by the use of a single line wire, and the system 
is extremely simple. If the line wire is broken, the bells ring 
continuously, and thus call attention immediately to the fact ; if 
the line wire is earthed, the fault is easily traced, as signals can be 
given. up te. the fault, but not beyond it. The system appears to 
possess marked advantages for use in fiery mines: iX 

o “ Girder” Machine-Lighting Fitting. 

"The great influence of suitable illumination on the output of 
industrial works is daily becoming more widely recognised. No 
single factor plays a more important part ‘in promoting efficiency 
in production, due very largely to the ‘avoidance of eye strain and 
benefit to the general health of the operative. 

Messrs. DRAKE & GORHAM, LTD., 47, Spring Gardens, Man- 
chester, have recently introduced a special type of fitting suitable 
for engineering shop requirements and similar work, which is 
designed to fulfil the necessary requirements-—/.e., to be strong 
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Fia. 8.—GIRDER FITTING ATTACHED TO DRILLING MACHINE. 


and rigid. yet flexible and adjustable in any direction ; easily fixed 
to a machine, for instanoe, and to direct the light on to the work, 
while at the same time shielding the source of light from the eyes 
of the operator. 

Figs. 8.and 9 show the general construction of these fittings, in 
which ordinary wear can be taken up by means of a spanner, 
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Fic. 9.——GiRDÉEÉR Frttine ATTACHED TO LATHR. 


standard bolts and nuts, with spring washers and double nuts at 
joints, being employed. 

A variety of interchangeable bases is supplied, so that fittings can 
be fitted to machines of various types or on to the wall, &c. 

In addition to the fittings, Messrs. Drake & Gorham are intro- 
duciag, for: use with them, low-voltage metal-filament. lamps with 


static transformer or direct-current generator, as the case may be 


—an 8-watt low-voltage metal-filament lamp being ample for 
lighting purposes, if properly applied, and capable of superseding, 
probably, a 60-watt carbon lamp, such as usually employed in 
positions exposed to vibration and mechanical shock. The low- 
voltage metal lamp ia practically as strong mechanically as the 
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carbon lamp, and obviously saves energy. Two new type 
reflectors are being introduced for use with this fitting ; for the 
low-voltage system а small shade is used to contain the small lamp. 
The larger shade for use оп ordinary: 100. or :200-volt . lighting 
circuits is similar in construction,.except, that the lampholder ia 
insulated from.the shade by being screwed into an insulating bush 
fixed in. the hack of the, shade... An insulating hood covers the 
projecting dome of the lampholder in cases where complete insula- 
tion is necessary. The new pattern shade enables a stronger 
mechanical construction to be employed, more suitablé for rough 
worku aime: d \ Sr : 
А We understand that а patent has been applied for, for the " Girder” 
tting. | | К | 
— ————— 


INDUSTRIES AND MUNITIONS. 


. . Last week we were only able to refer briefly to the deputa- 


tion from the Federation of British Industries and other 
Manufacturing Associations to the Government, at the House 
of Commons, on March 13th. We give a full abstract of the 
каеш below. Dr. &pprsoN (Minister o? Munitions) pre- 
Bl e a ae А m met . Е ete gen ee т 
Mr. George TERRELL, M.P., of the British Manufacturers’ 
Association, who. introduced the deputation, said that it 
comprised the Federation of British Industries, which had 
947 members, and included an important number of associa- 
tions each having their own membership: the Central Coun- 
cil ‘Association of Controlled Finns, with a membership of 
3,500 ‘manufacturing firms; the Employers’ . Parliamentary 
Association, which had а membership of 2,500 manufacturing 
firms; and the British Manufactürers" Association, which had 
a membership of about 700 manufacturing firms. There was 
a total represented in these organisations of something like 
8,000 or 9,000 manufactuting firms. The amount of the 
capital involved was something over two thousand million 
pounds, and the number of hands employed ran into several 
millions. Their object was ‘hot to find fault or to complain 
of mistakes, but to put facts before the Government showing ° 
the mistakes which had occurred.in the past, and to submit 
practical suggestions for their avoidance in the future. They 
knew that they had to make sacrifices. They were prepared 
їо make any sacrifice necessary for the common cause. But 
there were many sacrifices which they. were.called upon to 
make which. were of no good to the country, which were 
simply & waste of time and waste of money, and it was to 
prevent the recurrence of waste of that kind that thay came 
to ask for help. They knew that there had been enormous 
difficulty in the creation of the Ministry of Munitions. 16 
had accomplished great things, and great credit was due to 
the many officials employed there. Men of the highest 
intelligence and knowledge in the business world were serv- 
ing from patriotic motives, but among them there were 
gentlemen occupying important positions who, with every 
desire arid enthusiasm to serve their country, were, probably 
through lack of experience and knowledge, making mistakes. 
The deputation was anxious. that іп the future mistakes 
should be avoided as much as. possible. The Government re- 
quired men for the Army and for munitions. The employers 
who had бо produce munitions and other ‘national require- 
ments were struggling to obtain: the greatest possible output 
from their factories. The Government wanted the output; 
they were always pressing for it. Therefore, ib was necessary 
for the energies of works managers and others to be concen- 
trated on their work, and not taken up unnecessarily with the 
filling up of forms, attending Tribunals and at the Ministry 
of Munitions, and doing other work of a similar kind, They 
suggested that if employers were taken into confidence and 
consulted in regard to the steve the Government considered 
it necessary to take they would probably be able to meet the 
requirements of the Government with the minimum interfer- 
ence of outpat. Mr. Terrell went on to say that what the 
deputation asked was that manufacturers, through their 
organisations, should be consulted in regard to any new orders 
or instructions which might be eonsidered. necessary by the 
Government for the regulation of labour, raw material, and 
manufactures. It meant simply that the Government should 
notify any changes or rules or regulations which they: might 
desire to pass to the Federation of British Industries. The 
Federation would make inquiries for the whole trade of the 
country, find out which were tbe industries really affected, 
and get first-hand information which they would submit to 
the Government for their consideration. They asked to be 
allowed to gather the information, and to submit it for con- 
sideration before any definite action was taken of the kind 
which he had indicated in the cases-to which he had referred. 
Tf the Government could see its way to adopt the suggestions 
a great deal of time would be saved, & great deal of waste 
would be avoided, and the employers would be able to show 
that they could render the Government very important and 
valuable work in the responsible duties they -had to carry out. 


ір Vont CAILLARD (Vickers, Ltd.) cited numerous in- 


tances in which closer co-ordination between the manufac- 
turer and. the Government would have had the effect of 


. stimulating the oütput and removing friction. 


In reply to these and other &peeches, Dr. App1son, thanked 
the deputation for having put their case-so clearly and dis- 
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tinctly, and expressed the regret of the First Lord of the 
Admiralty for being unable to meet them, but stated that he 
would be glad to confer with Mr. Chamberlain, Lord Derby, 
and himself on the general question which had been brought 
before them. For the most part, he was afraid that the 
department most concerned appeared to be the Ministry of 
Munitions, but he believed that some of their complaints 
were perhaps based on a little misunderstanding of some of 
the considerations involved. In the first place, he ought to 
thank them for bringing forward so few instances. He ad- 
mitted that they had been compelled to interfere with trade 
all over the country. The fact that he saw before him gentle- 
men he had seen on so many previous occasions was, he 
thought, considerable proof that they had been frequently 
consulted. With regard to copper, aluminium, lead, steel, 
and so on, it was essential to preserve sufficient working stock 
in this country to make munitions. It was quite evident that 
the restrictions which had been imposed would, unfortu- 
nately, in a good many cases inflict serious harm on the 
trade, and the Government were only too glad to welcome 
any suggestion whereby that hardship could be minimised as 
much as possible. But they should not deceive themselves 
on this point. These things could not be done without caus- 
ing harm. We should never get out of these difficulties so 
Jong as the war lasted, but what they wanted were business- 
like arrangements to deal with them. They must not blame 
the Ministry of Munitions, or the War Office, or the Admir- 
alty, or the Shipping Controller. Nothing was more difficult, 
said Dr. Addison, than the issuing of the priority certificates. 
To protect our supplies we had to divide priority orders into 
various classes. Two or three gentlemen had complained that 
they could not get priority certificates for certain classes of 
work. The departments immediately concerned in keeping 
up the fighting forces were going to have the first cut off 
the joint. As to the general ground of complaint that the 
departments did not take employers into consultation often 
enough, they knew how urgent the business was, and, having 
regard to these times of emergency, he did not think that 
the deputation's suggestions as they stood really would quite 
work. They had in respect of the trade union organisa- 
tions a very important and most valuable committee which 
they consulted on various questions affecting labour. If the 
various employers’ organisations would be satisfied, the Minis- 
try of Munitions, and he was quite sure his colleagues at the 
War Office, would be glad to consult with a standing com- 
mittee of, say, three or four persons whom they could trust 
to speak in the name of those whom they represented when 
matters arose affecting new Orders and so on. He did not 
think it would be business to agree to anything which would 
mean sending all over the country to get all manner of 
_people’s ideas. It would simply result in a Babel of counsel, 
and the Government would never get anything done. The 
Government had to act quickly, and although it sometimes 
operated a little harshly the method they adopted was, thev 
considered, the best. Quite recently he had appointed a small 
committee of business men whose business it was to advise 
the Priority Section of the Ministry of Munitions with res- 
pect to all orders, and so on, во as to occasion the minimum 
of hardship. He believed there were four gentlemen on that 
committee at present, and he would be very glad to afford 
that collection of employers’ organisations the оргону 
of appointing an additional опе or two members. The gentle- 
men they appointed, he warned them, would have to attend 
to the work all day. It was not a case of dropping in now 
and then, because the cases requiring their attention were 
continually occurring, and it must be an understanding that 
anybody who was appointed must be prepared to spend his 
whole time at that work. They had between 1,000 and 1,500 
applications every day, and he believed it would bring them 
to & nearer realisation of the Government's difficulties than 
perhaps some of them possessed at the present time, and 
might in that way have a wholesome effect. Let there be no 


misunderstanding. He did not want to have one coinmittee, . 


say, for the shipbuilders, another for the engineering 
employers, another for this, and another for that. It must 
be one committee to represent all concerned. That would be 
the only businesslike way of dealing with their complaints. 
Mr. NEVILLE CHAMBERLAIN (Director of National Service) 
said that it appeared to him that the discussion had really 
had very little reference to the department over which he 
presided. While he felt that it was extremely desirable that 
employers should be consulted upon matters in which their 
interests were concerned, he could see that, in war-tnne at 
any rate, there were a great many difficulties. They arose 
chiefly from the fact that there was not sufficient organisa- 
tion among the employers themselves. In war they had to 
act quickly, and they simply could not afford to wait and 
consult all the interests concerned whenever they wanted to 
inake an order. He desired to keep in touch with employers, 
and he was not only willing, but desirous of consulting any- 
body sufficiently representative of the employers. "The essen- 
tials were that they should have & body which was always 
get-at-able. Questions arose at a moment's notice, and to 
get at people living in different parts of the country would 
mean several days’ delay. Therefore, they must have a body 
domiciled in London, and representative of as many interests 
as possible. The representatives who came and consulted 
with them must be people of sufficient standing and able to 


speak without having to consult a lot of people behind them. 
Such a body would be of great assistance to the Government 
and of great use to the country. They would enable them to 
avoid mistakes which they might otherwise make, and do 
away with some of the frictión which had occurred in the 
past. If the Federation of British Industries could supply 
such a body he should be glad to consult it. 

Sir WILLIAM Peat replied, expressing the thanks of the 
deputation. He said that a body created in the manner re- 
commended by Dr. Addison might do a great deal to meet 
the difficulties which had arisen. But it could not do all 
that would be necessary, because when dealing with, say, 
shipbuilding, steel making, castings, or engineering, they 
were dealing with bodies entirely different from each other, 
and with interests entirely different from each other. Hence it 
would follow, it seemed to him, that it was desirable, if 
possible, that where their interests were affected some repre- 
sentatives, however small in number, should be co-opted to 
meet the needs of these special trades. 


Se OS ET EN ETT 


THE INDUSTRIES OF THE EMPIRE. 


THE following is a copy of the memorial which was pre- 
sented to the Imperial War Cabinet, signed by 81 associations 
of producers and manufacturers representing, 88 far as can 
be estimated, about £1,000,000,000 of capital. The industries 
concerned are distributed throughout the Empire. 

" We associate ourselves with the following principles which 
we believe now represent ideals appealing to the vast majority 
of the people of the Empire. 

"1l. That the deepened sense of our unity of interest in the 
face of national danger, as between various classes of the 
community, and as between the Dominions and territories 
of the Empire, must be recognised and maintained in all 
measures to be considered from the point of view of economic 
security and progress. | 

"2. That the first claim on Imperial statesmanship is that 
remunerative employment shall be made available for all 
under conditions that will crown with comfort and prosperity 
the freedom for which we are now working and fighting. 

. 3. That to this end the three great agencies of produc- 
tion, capital, labour, and science, should be systematically 
directed towards the development of the boundless resources 
of the Empire so that it may become more productive, not 
only of the prime necessaries of life, but also of the essential 
materials of industry and of all departments of manufacture. 

"4. That the resolutions of the Paris Economic Conference 
provide a sound basis for' national self-development, and for 
maintaining mutually advantageous and privileged commer- 
cal intercourse between the Allied Powers. : 

`“ 5. That after the institution of such a system of reciproca 
preferential arrangements as will give practical effect to the 
resolutions of the Paris Conference, which can best be settled 
m detail by conference with representative organised associa- 
tions of manufacturers and producers, our next Imperial duty 
18 to stimulate the employment of available resources of 
mechanical and chemical science for enhancing productive 
capacity, and so enriching the whole community. 

“6. That the system of general and technical education 
should be thoroughly revised to afford to all classes equality 
of opportunity for talent and industry. 

.' 1. That the state should, while facilitating general condi- 
tions, recognise and regularise the position of industrial 
organisations and give them additional responsibility for the 
efficient conduct Qf each section of industry. In conference 
with each other, with Labour, and with the Government, 
they may thus found a system of industrial security and pro- 
gress in true accord with the spirit of British enterprise as 
being capable of continuous adjustment to varying circum- 
stances, and giving opportunity for the exercise of individual 
energy and original endeavour. 

“1 15 in the light of these principles that we believe an 
Imperial economic system can be constructed worthy of our 
vast natural resources, and of a manufacturing capacity 
greatly enhanced in volume and variety as the result of war 
demands. Further, we believe that a consistent policy aiming 
at the efficient and bounteous production of the wealth of 
the Empiré by and for our own people will not only estab- 
lish all. British States on a higher plane of progress and pros- 
perity, but will confer material and social advantages on the 
rest of the world." 

The signatories to the memorial include the B.E.A.M.A., 
the British Engineers’ Association, the Cable Makers’ Asso- 
ciation, and the Electrical Contractors’ Association. 


Holland.— The Duteli Customs authorities have recently 
given a decision to the effect that the value to be declared for 
Customs purposes of transformers, which are dutiable at 5 per cent. 
ad ralorem, should include the value of the quantity of oil contained 
in the transformer. and forming a whole with this. The oil in 
that case need pot be declared, and subject to duty separately. 
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Brighton Tramway 
of the Brighton tramways has worked out an ingenious plan 
for releasing men employed on the Corporation tramways for 


military service by groups. There are 38 men on the tram- 
ways who hold certificates of conditional exemption. 
cipation of а review of the exemptions, the manager has pre- 
pared, and the Tramways Committee and the Military Repre- 
sentative have approved, & scheme by which the men will be 
called up by instalments according to fictitious ages arrived 
at on the basis of each man’s actual age with the addition of 
one year for each child and one-third of his period of service. 
Ti “youngest” men, according to this scale, will go first. 
—Times. 


U.S. and the War.—The New York financial correspon- 
dent of the Times states that at a conference of leading steel 
manufacturers it was agreed to sell to the Government plates 
and structural shapes at about 50 per cent. under market 
prices. The orders will be divided among the companies ac- 
cording to their capacity. A committee of manufacturers will 
take care of all Government requirements during the war, 
arranging prices and expediting production. 


To be Wound Up.—The Board of Trade has ordered the 
following to be wound up :— 

Tandem Smelting Co., Ltd., Christchurch Road, Merton 
Abbey, London, S.W.9, smelters and assayers. Controller : 
B. D. Holroyd, 6, Great Winchester Street, E.C. 2. 

Kroll & Co., Bayham Place, Camden Town, N.W., metal 
ee Controller: R. B. Tyler, 1, Queen Victoria Strect, 


Trading with the Enemy.—The “ London Gazette °° for 

~ April 27th contains particulars of further persons and bodies, 

in the following countries, with whom trading is prohibited : 
Argentina, Brazil, Chile, Netherlands, Norway, Spain, &c. 


Employment of Discharged Soldiers at Marylebone Elec- 
tricity Works.—In the House of Commons, recently, Mr. 
Anderson asked the President of the Local Government 
Board whether he had received % communication from the 
Marylebone and District Trades and Labour Council in regard 
to the employment of wounded soldiers at less than & standard 
mate of wages by the electricity department of the Marylebone 
Borough Council ; whether it was the view of his Department 
when discharged soldiers were employed by & local public 
body that their State pension should be taken into account 
in deciding what wages should be paid them; and, in view of 
his objections to such a practice, what steps he intended to 
take: NCC 

. The Parliamentary Secretary to the Local Government 
Board (Mr. Hayes Fisher) in reply, said :—“‘ I understand 
that a few disabled soldiers are employed 0} ici 
department of the St. Marylebone Borough Council on work 
which, notwithstanding their disability, they are able to per- 
form, and that they are paid a fair and reasonable wage and 
given the benefit of the Council's schemes as to sick pay and 
As my hon. friend is probably aware, % 
Trade Advisory Committee, consisting of an equal number of 
representatives of associations of employers and workpeople, 
has been formed jointly by the Minister of Labour and the 


tions relating to the training and employment - of disabled 
sailors and soldiers as electricity sub-station attendants; and 
I am informed that this matter has been considered by the 
Committee, who have reported that the rates of wages which 
are being paid by the Council to the men in question have 
been determined without regard to their pension and are the 
game as the rates that were paid in pre-war time, with an 
additional war bonus of 9s. In reply to the latter part of the 
question, 1 may point out that the matter is not one in which 
the Local Government Board would be empowered 

any action." — 


Belgian General Electric.—According to the ** Frankfur- 
ter Zeitung " of April 16th, quoted 10 the Daily Mail of 
Avril 25th, The General Electric Co. of Belgium, Ltd., branch 
of The General Electric Co., Ltd., London, is included in 4 
list of British firms whose liquidation has been ordered under 
decree of the German Government by the administrative 
authorities acting under the Governor-General of Belgium. 


Imperial Preference.— Mr. Bonar Law stated in the House 
of Commons last week that the Imperial War Cabinet had 
unanimously aecepted the principle that each part of the 
Empire, having due regard to the interests of our Allies, 


should give specially favourable treatment and facilities to 


There was no. intention to make any change during the war. 
The Prime Minister also referred to this matter ав а definite 
pert of future policy in his gpeech in the City last Friday. 


Post Office Electricians’ Clearance Certificates.—Three 
electricians temporarily employed by the Post Office, wiring 
the Glasgow Post Office, were only allowed to work 48 hours 
a week. If they were employed outside they could work for 


a 54-hour week and earn more—@ great consideration in these 


to take | 


_ trained for it. 


days when everybody in their particular trade is wanted to 
work as long as he can. They accordingly applied to the 
Glasgow Munitions Tribunal for clearance certificates. The 
Post Office opposed, and said that the wages question was 
settled by a Select Committee which fixed 48 hours per week. 
The men said that their engagement was temporary and at 
The Sheriff asked why 


“the men could not be allowed to work a 54-hour week with 


the Post Oftice, and the officials answered that they were 
working alongside others who had accepted the conditions. 


generally were working extra time. 
work more time, and being only temporarily employed might 
be dismissed any day on s week's notice. 
able that they should be kept from doing work outside and 
from earning more pay if they wanted. The Select Commit- 
tee's recommendations were made before the war. The 
Assessors concurred with him in the view that the clearance 
vertiticates should be granted. 


Exports Prohibited from. Other Countries.— The Supple- 
ment to the Board of Trade Journal of April 26th contains 
complete lists of articles which, according to the latest infor- 
mation received by the Board of Trade, are prohibited to be 
exported to various destinations from the Straits Settlements, 
Hong Kong, Nigeria, Gold Coast, Jamaica, Barbados, Trini- 
dad and Tobago, and British Guiana. 


Exemption Applications.—On Mondav, at the Northamp- 
ton Tribunal, Mr. J. T. Cameron, Corporation Tramways 
manager, appealed for several employés. Three months’ open 
exemption was granted to the chief clerk, the armature 
winder, the senior cash clerk and the foreman peinter, the 
V T.C. B section condition being attached in respect of the 
two clerks. | 

At Dewsbury, F. Thompson (18), an electrical tester, passed 
A 4, said he was studyang for an electrical examination and 
he would not be able to further attend the classes unless he 
passed. He was told that he would have two further medical 
examinations after he joined up, and his appeal was dismissed, 
but a month’s grace was granted. : 

At Oxford, the Electric Co., Ltd., appealed for exemption 
for Mr. John F. W. Pierce (40), chief assistant engineer and 
mains superintendent, two engine fitters, turners and deputy 
shift engineers, two switchmen and superintendents of sub- 
etations, and a shift stoker. For the company it was stated 
that since January three inen referred for substitution had 
been released, and they were prepared to release в fourth i 
a substitute could be provided. Reasonable substitution could 
not be provided for the chief assistant engineer and the two 
deputy shift engineers, and the awitchmen would be difficult 
to replace. The staff was cut down to its minimum, and any 
stoppage of supply would affect munition factories and hos- 
pitals. The Tribunal exempted Mr. Pierce, one depaty shift 
engineer, and the two switchmen for three months or until 
substitutes were found, and refused the other appeals, with 
a month's grace. 

Reigate Tribunal has withdrawn conditional exemption held 
by C. W. Read (34), shift engineer at the Corporation Elec- 
tricity Works, and given temporary exemption until July 24th. 

A& Taunton, the Taunton Electric Traction Co. appealed 
for V. L. Marshall (33), acting manager and traffic inspector, 
the only member of the staff liable for military service. He 
is responsible for fve miles of live wire, and it was most 
important for the safety of the public that a competent man 
should be retained. He had been twice rejected, and was 
now pa for general service. The appeal was disallowed, 
14 days’ grace being granted. 

Before the East Sussex Appeal Court, the Military appealed 
against exemption grante 
firm of electrical engineers. 
70 of their staff had joined up, and the man appealed 
signed for munition work, but was left with them because 
the Ministry of Munitions recognised that he was doing work 
of exceptional importance. The firm was doing è great dea 
of electrical work in hospitale, and the man had been specially 

+ The exemption was confirmed. . | 

At Tonbridge, on April 24th, Mr. WwW. G. Gilbert (31. in 
Class C 1), electrical engineer. appealed for exemption on the 
ground of his numerous engagements on works of public 
utility, but he was refused exemption. 

Conditional exemption has been granted to J. Burch, black- 
d appealed for by Mr. Harvey, tramways manager at 

ord. 

Southend-on-Sea Tribunal has granted until July Ist to a 
traffic inspector (35, in Class B1), appealed for by the Cor- 
poration electricity department; an to the same period to 
an armature winder (35, in B3), the only employé of this 
kind left with the Corporatien. 

At Oldham, Messrs. G. Buckley & Sons appealed for the 
man in charge of their electric motors, aged 30, and in Class 
A, but exemption was refused. | 
"H. Smallwood, electrical engineer, 


appealed for the retention of O. Landon, an apprentice, 1n 


Class C 2, and atated that he had a lot of Government con- 
tracts on hand. The Chairman said that. Landon was not 


ue military value, and he would be given until October 
st. 
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. DOUGLAS r.. CREASEY.. 


AT the West London County Court, on Monday, before Sir Lucius 
Selfe, Dr. Creasey, of Grafton House, Piocadilly, was sued by 
John Douglas, builder and decorator, of Exhibition Road, South 
Kensington, who claimed €12 15s. 2d., balance of account. 

Mr. Tetlow represented the plaintiff, and Mr. Henn Collins was 
counsel for the defendant. 

The plaintiff, it appeared, entered into a contract with Mr. 
Hamilton, agent for the landlord of the flat at Grafton House, to 
carry out certain decorative and electrical work for an inclusive 
sum of £117,to which was added a supplementary account for 
£6 78. Rd. for extra electric lighting work.. The contract contained 
a clause that the plaintiff was to “ provide, where necessary, new 
plugs and switches to 24 points to be indicated by the lessee," and 
as Dr. Creasey required plugs and switches to be placed in such 
positions that a considerable amount of re-wiring was necessary, 
the plaintiff, who had executed other work for the doctor, included in 
his bill a charge of £12 15s. 2d. for the re-wiring. The doctor 
refused to pay this, urging that the work was included in the 
arrangement between the plaintiff and the landlord's agent. 

For the plaintiff it was argued that the clause quoted meant that 
the lessee was entitled to choose the kind of switches and plugs 
he desired ; not that he could choose any part of & room for them 
to be placed, unless he was prepared to pay for the extra wiring 
required. 

His HONOUR gave judgment for the defendant, remarking that 
the only meaning he could see in the words was that the legsee was 
entitled to indicate the positions in which he wanted the switches 
and plugs fitted, and that the wires were to be carried to those 
рош a 


ELLIS vr. BIRKETT. 


AT the Southend County Court, last mofith, Н. H. J. Ellis, through 
his father, sued Robert Birkett. borough electrical engineer, 


Southend, for £100 damages for alleged breach of apprenticeship . 


indentures. There was also a cross-action for £50, said to be due 
under the indentures. For the plaintiff, it was stated that nothing 
was alleged against Mr. Birkett personally, but it was alleged that 
plaintiff had practically received no proper instruction whatever. 
After evidence had been heard, the case stood adjourned to 
мау id 


BUSINESS NOTES. 


i 
r 


"Biiltraptey Proceedings, — A. В. Crata, merchant, 
R. Well Street, Cripplegate, E.C.—The application of this debtor 
for an: order of.disoharge came before Mr. Registrar Hope, on 
April 26th, at,.the London Bankruptcy. Court. . The Official 
Receiver. reported that the debtor failed in November, 1915, with 
rovable debts £25,437 and assets expected to produce £25.858. 

he latter included a claim to £50,654 against the Occidental 
Syndicate, estimated to yield £8,000, and the debtor's share interest, 
in the company, which he anticipated would eventually bring in 
£30,000. The syndicate controlled the Sturgeon Falls (Canada) 
Electric Light and Power Co., Ltd., which was formed in 1898, and 
owned certain water-power rights which it had leased in an 
‘andeveloped condition to the Sturgeon Falls. Pulp Co., and the 
latter concern had agreed to supply a certain amount of power and 
light to the Power Co. There had been considerable litigation in 
Canada in regard to the properties, and, in the opinion of the 
Official Receiver, the debtor's estimate of the realisable value of his 
assets was excessive and unwarranted. Up to the present time, the 
trustee (Mr. S. R. Worley) had realised only £1,082; and with 
regard to the debtor's interests іп the Occidental _ Syndicate, they 
were very involved, and could not be realised until afterthe war. The 
ҮӨР was opposed by the Official Receiver, on the ground 

at the debtor had brought. on, or’ contributed to, his bankru ptey 
by rash and hazardous speculations. Mr. E. W. Hansell & 
in support of the application, and, after a lengthy baring the 
learned Registrar upheld the report, and imposed a suspension of 
three years. Order entered accordingly. ` 

Е. BRowN, electrician, 8, Stafford Street, Llanelly.—May 12th is 
the last dày for the receipt of proofs for dividend. Trustee. Mr. 
H. W. Thomas, 4, Queen Street, Carmarthen. 

E. W. BARTON 'WRIGHT. electrical therapeutic expert, Acton 
Park. ,— Composition. of 5s. in the £. payable May 4th, at Official 
` Recelvet'a office, 14, Bedford Row, W.C: 


Auction Sale,—On Wednesday, May. 9th, MESSRS. 
GODDARD & SMITH wil offer for sale by auction the stock of elec- 
trical applianves and fittings, &c., of the Magnetic Waves Inatitute, 
133 and 135, Oxford Street, W. ЫАМ appear in our 
Advertisement pages..." - 


Trade Announcetnent.- TRE FELLOWS | Muaéveto Co., 
LTD., of Park Royal, W.. have, it is announced, acquired the whole 
atook and effects, including the machinery and plant, of the Mea 
Magneto Co. Ltd., which was recently put up for sale under the 
Enemy Trading Regulations, 


‘total inerease of 20 | per cent ; 


Catalogues and Lists. — Messrs WARD & GOLDSTONE, 
Sampson Works, Salford, Manchester.—Supplementary price list 
(No. 103) of 22 pages. This is an instalment of what would have 
been. a large catalogue but for war conditions eausing printing 
restrictions and price variations. It contains illustrated particulars 
and prices of a wide range of electrical lines which are in 
constant use, particularly in munition and similar factories. 
Large stocks of insulators of British manufacture are held and 
these are listed. Ironclad switches and fuses, lampholders, com- 
bined switches and plugs, distributing switchboards. hand lamps, 
watertight fittings, cables and flexibles, &c., are among the 
accessories and materials included. 

MESSRS. LANDIS & GYR, LTD., Hampton Hill.—Supplementary 
price list of time limiters. 

GENERAL ELECTRIC CO., LTD., 67, Queen Victoria Street, London, 
E.C.—Revised price lists (April. 1917 )of Osram drawn-wire lamps— 
a four-page leaflet O.S. 2,110, and a folder O.S. 2,108. 

Messrs. М'віснт & Woop, LTD. Century Works, Halifax.— 
Catalogue of alternating: and continuous-current : motors. and 
dynamos and control gear. It comprises a number of sectional 
lists, some of which have been recently revised. These lists deal 
respectively (giving specification and tabulated prices and par- 
ticulars) with two and three-phase induction motors; two and 
three-phase alternators; two and three-phase crane motors; 
continuous-current motors; ditto starters; oil and air break 
starters, «с. 


Spain.—Under the style of the Industrias de Cobr 
Electroliticos Sociedad Anonima, there has been formed at Bar 
celona a company for the making of seamless electrolytic coppe 
tubes. The company owns certain foreign patente, and has lately 
purchased a large factory with up-to-date machinery equipment. 

La Maquinaria-Hispano-Inglesa is the title of a new company 
formed in Madrid to continue the business of the firm of Morgan 
and Elliott. the sale as machinery and the carrying out of electric 
installations. 


Liquidations.—C. H. BLUME, Western Road, Mitcham, 
varnish and enamel manufacturer.—The controller, Mr. J. W. 
Barrett, has applied for his release. 

CLIMAX STOPPER AND EBONITE Co., LTD.. Custom House, E.— 
The meeting of trade creditors summoned for May 2nd is 


postponed. 


CROMPTON & Co. LTD. (registered in 1888).—A meeting is 


‘called for June 4th at Salisbury House, E.C., to hear an account of 


the winding up from the liquidator (Mr. E. Reeves). This. of: 
course, does not relate to the existing company which was 
registered in 1913. 

HEINRICH TRAUN & Sons.—The Controller, Mr. J. D. Pattullo, 
has applied for his release. 


Wattmeter Charts.—The address of. manufacturers of 
these charts is wanted, . For particulars see dur advertisement 
pages to-day. 

The Tata Hydro-Electríc Works.—We haye received 
from MR. ‘ALFRED DICKINSON, the consulting ' engipeer, а 
brochure of some 60 pages, in which there appears a, very fine set 
of half-tone ;pictures of the works, pipe lines, lakes, dams, ducts. 


power house, transmission lines, &c., of the Tata Hydro- -Electric 
Power Supply Co.. 


Interesting group photo graphs. are given of 
eminent personages, directors and officials on the occasión of POTERE 
and other functions, also of a group of workers. 


r 


LIGHTING AND POWER NOTES. 


ПРОМ SANCTION,— The Electricity Dásunitie 
reports that the Secretary for Scotland has sanctioned loans for 
& 10.000 for electricity purposes.;- Aberdeen. Express. 


Blackpool.—PRicE INcREASE.— The Electricity Com- 
mittee has decided to increase the flat rate for lighting purposes 
from 4d. to 44d..per unit. For the maximum demand system, the 
oharge is to be raised from 6d. and 2d., to 7d. апа 2d agi unit, and 
for power purpòses it is proposed that the rate should be 8jd. and 
ld. as against 8d. and ld. For heating and cooking the 


. advance is from 1d. to 144. It is estimated that -the new tariffs 


will represent an additional annual income of about £ 3,500, on the 
assumption that the consumption of electricity is equal to that of 
last year. There is а 105$ of £900 on the working ‘of the under- 
taking for the past year, a in: the аы gear mere WAS & 
net profit of £2,497. 


Chester. —Loax SANCTION. The L.G.B. has informed 


the Council that it is prepared to sariction á loan of £4,500 for the 


proposed extension of electric cable to supply local warks. 


East Ham.—PRIcE INCREASE.— The charges. for current 
are.to be increased to general consumers (inclading public lighting) 
hy an additional 10 per cent. above pre-war charges making & 
tò thé tramway’ de rtakibj by an 
additional charge of 5 per cent. above: pre-war charges. making a 
total increase of 10 per cent. Such increases ate to be first 
charged in réspect of current supplies: anise the аш 
quarter, 1917, 
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Edinburgh.—The Magistrates have decided that all 
theatres, picture houses, and other places of amusement shall, in 
their application for a new licence, or for renewal. have a certi- 
ficate from the resident electrical engineer that the installation of 
electric light is in perfect order. 


Exeter.—STREET Licutinc.—The Lighting Committee 
has appointed a Sub-Committee to consider the desirability as a 
war-time economy of discontinuing the lighting of the majority of 
the public lamps during May, June, July, and August. | 


Halifax. WacrEs.—A Special Committee recommends 
the T.C. that the wages of all male employés (other than clerical 
staff), with the exception of men employed in the tramways depart- 
ment, be increased as from April Ist, 1917, to such an amount as 
will bring the wages, together with war bonus. to 8s. a week above 
the respective rates before the war; that the chairmen of the Gas, 
Highways and Health Committees, and the chairman or vice- 
chairman of the Tramways and Electricity Committee be appointed 
a Sub-Committee to consider the matter of overtime and Sunday 
payment, and that the Finance Committee be requested to endeavour 
to arrange a conference with representatives from the Corporations 
of Leeds, Bradford, Huddersfield and Halifax on the question of 
the wages of Corporation employés. | 

Iiford.—LoAN RErusaAL.—The L.G.B. has again refused 
sanction to the borrowing of £10,000, for the purposes of the elec- 
tricity undertaking. It suggests that the Council should consider 
the installation of converting plant at the Ley Street works. A 
Special Committee of the Council has instructed the electrical 
engineer, with the aurveyor, to report and estimate on a temporary 
scheme for the utilisation of the steam at the refuse destructor, 
also as regards the suggestion made in the Board's letter. 


London.—The Metropolitan Asylums Board is to pur- 
chase 12 electrical cooking mincers and mixers. It was reported 
at the meeting of the Board that these machines are made in the 
United States, and it is hoped that, in view’ of the saving in food 
and labour, facilities will be given for their importation. The cost 
before the war was about £70 per machine. 


L.C.C.—The Finance Committee has agreed to loans of £1,000 to 
the Battersea B.C. and £13.000 to the St. Pancras B.C. for electricity 
purposes, subject to the Treasury approval. 


FULHAM.—The B.C. has increased the charges for electricity on 
the Kw. system by the addition of ‘0075d. per unit for each 6d. per 
ton that the average price of coal exceeds 13s. per ton during the 
period of charge. | 

The Committee has received ‘an application from а local works 
for the supply of electricity, guaranteeing an annual payment of 
not less than £1,000 per annum. 


ST. PANCRAS.—Recently an application was made to the L.C.C. 
for sanction to borrow £5,000 for the purchase of a turbine, and 
its conversion. The L.C.C. questioned the necessity for the pro- 

expenditure at the present time. The Finance Committee 
of the B.C. is to communicate with the central authority, pointing 
out that the work has Government sanction. The staffs of the 
generating stations and mains department have applied for in- 
oreased wages and a Special Committee is to be appointed to consider 


^ the matter. 


LAMBETH.—The General Purposes Committee of the B.C. has 
agreed to the proposed bulk supply arrangement between the South 
London Electric Supply Corporation and the County of London 
Co., whereby the latter will install and maintain for seven years 
— the necessary converting plant, mains, &c., the former agreeing to 
take a minimum of 1,500,000 units for the year ending December 
31st, 1918, and to pay a fixed charge of £1,500 per annum, and, in 
addition, a running charge of '45d. per unit for the first. million 
units and “4d. for excess units, subject to certain provisos as to 
demand and to the price of coal. The agreement is subject to the 
approvals of the B. of T. and B.C. 


WESTMINSTER.—The Works Committee of the City Council has 
adopted a proposal of the Westminster Electric Supply Corporation 
to substitute modern incandescent lamps for the existing arc 
lamps for public lighting in the Parish of St. George, Hanover 
Square. The adoption of the proposal will affect a saving of at 
least 2,000 tons of coal and 250,000 pairs of carbons per annum, 
and the services of 10 men. The cost of the alteration will be 
borne entirely by the company. When all the lamps (962) 
have been altered, the rebate to the Council will be at the rate of 
£2,650 per annum. The lamp proposed to be used is called the 
" Dula,” and is stamped as `‘ made in Holland." The company is 
to be asked to undertake that the material and appliances to be 
used shall not be of enemy make and origin. 

On Monday the Standing Joint Committee of the London 
Borough Councils refused to agree with the total abolition of 
lighting during summer time, but agreed to make representation 
for & restricted, but uniform. system of lighting throughout 
London during May, June, and July. 


Lowestoft.—PRicE INcCREASE.—The Electricity Works 
Committee has recommended that the charges for electricity for 
lighting be increased by 4d. per unit. and for power and heating 
by 10 per cent. |. | | ' 


Nelson,—4À loss was incurred on tbe Council's electricity 
undertaking during the past year of £1,386. 


Preston.— The T.C. has appointed a Committee. to con- 
sider the question of the supply of electrical energy for power 
purposes in the town, and to receive the report of the borough 
electrical engineer, Mr. J. F. Simpson, on the subject. 


Manchester.—ReEpucep Rate, RELIEF.— The Corpora- 
tion Electricity Committee has decided that, owing to the excep- 
tional conditions, it will be able to make a grant of only 
£16,570 in relief of the rates, instead of £30,000, as a year ago. In 
addition, it will pay the whole of the income-tax charges, 
amounting to £36,000. This will represent an over-appropriation 
on the year's profit of £10,570. which will be withdrawn from the 
reserve fund. 


Rawtenstall.— Yrar’s WorkKING.—The Electricity Com- 
mittee reports a satisfactory year's working. The income is over 
£2,500 in excess of that of the previous year, whilst working costa 
and loan charges arg £2.100 in excess. The surplus amounts to 
£2,207, and will be utilised in payment of capital expenditure for 
which. no borrowing powers have been obtained. The Committee is 
committed to an expenditure of about £4.800 out of these surpluses, 
to be met within two years. 


Rochdale.—YEkAR's WonkiNG.—The troubles which the 
Corporation electricity works have passed through during the past 
year are reflected in the state of the finances, though the deficit is 
larger than most people expected. Although the total income of 
£62,035 showed an increase of £10,727, there is a deficit on the 
years working of £13,130. Working expenses reached the high 
figure of £54.574, an increase of £24,190. Оп coal, coke and 
removal of ashes the expenditure was £32,594, or £13,894 more ; 
repairs and maintenance, £9,450, showed an increase of £6,974 ; 
wages have increased by £1,243, and there is an advance of £250 
on water and engine-room stores. "These items, under the heading 
of generation, absorb £17,000, or nearly £22,700 more than & year 
ago. The gross trading profit is £7,161, but this is wiped out, and 
the large net deficit left, as interest and sinking fund charges 
amount to £20,164, against £17.686 last year, and there is £767 
for half-wages to men on service, and war bonuses. The Com- 
mittee has decided to take £7,395 from the reserye fund—the 
whole of the fund—and to carry forward the remaining £6,035 as 
a debit balance. A year ago there was a surplus of £2,537, and 
the previous year а loss of £330. The number of units generated 
last year was 16,500,000, an increase of 34 millions, and the 
number sold 14,809,985, an increase of over 3 millions. The 
total capital account is £241,721— £14,017 having been spent 
during the year; loans repaid amount to £22,119. including 


. £1,200; depreciation stands at £12,703, an advance of £2,417, and 


the sinking fund has been increased by £9,302 to £44,316. | 


Rotherham.— YEAR’s SuRPLUs.—There was a net profit 
of £5,324 on the working of the Corporation electricity under- 
taking ‘for the past year, as against a profit of £7,585 for the 
previous year. | 


 Salford.—PRorosED Loan.—IJt is proposed to obtain 
sanction for the borrowing of £8,000 to cover the'cost of supplying 
energy to the Manchester Ship Canal Co. | 


Southend-on-Sea.—PRoposeD LoaN.—The T.C. has 
decided to apply to the L.G.B. for sanction to the borrowing of 
£45,520 for additional plant, &c., at the electricity works. 


Stowmarket.—PR1cE INcREASE.—The Suffolk Electricity 


‘Supply Co. has notified “its consumers that, from May Ist, the 


price of current will be increased from 8d. to 10d. per unit. 


Surbiton.—PRIicE INcCREASE.—Messrs. Callender have 
informed the U.D.C. that the price of current for lighting is to be 
increased to the maximum of 8d. per unit for a year. Sir John 
Snell has informed the Council that existing conditions justify the 
increase. A UE 


Todmorden.—PRoPosED Loan.—The T.C. has decided 


о apply to the L.G.B. for sanction to the borrowing of £10,000 
for new generating plant for the electricity works. ' 


West Ham.—LocaL AUTHORITIES AND B. or T. Сом- 
'"MITTEE.— The Electricity Committee has passed the following 
resolution, a copy of which is to be forwarded to the President 
of the Board of Trade and to the various local authorities owning 
electrica] undertakings throughout the country :—" That we 
are of opinion, having regard to the important part at present 
played by local authorities in the supply of electrical energy, and 
the extensive character of their capital commitments in relation 
thereto, that local authorities owning electricity undertakings are 
inadequately represented on the: Committee appointed by the 
President of the Board of Trade to consider and report on the 
future supply of electrical power for all classes of coneumers in 
the United Kingdom, and strongly urge upon the President of the 
Board of Trade the necessity of incressed representation being 
given to such authorities." : 


Whitehaven. — The T.C. has decided to take two 
premium -free pupils at the electricity station. the candidates to be 
selected and recommended by the Borough Education Committee. 
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TRAMWAY and RAILWAY NOTES. 


Belfast.—At a special meeting of the Corporation, it 
was decided to shorten the tramway stages and increase the fares. 
Nothing was done at the meeting with regard to the new electrical 
station which is to be built at the Queen's Island. 


Blackburn.— YEAR'S Workinc.—The annual report of 
Corporation tramways shows a loss on the years working of 
£2.439, compared with a profit in the preceding 12 months of 
£1,756. The number of passengers carried was 11,562,343. which 
was 383.808 fewer than in the year before. The cash takings were 
£63,318. which was £1,060 below the figure for the previous year. 
Two hundred and five men from this department have joined the 
Forces: 10 have been killed or died of wounds, and one has won 
the D.C.M. At present, 12 females are acting as drivers, two as 
ticket inspectors, and six in other branches of the department. 
“ They have shown," states Mr. Cowell, the manager, “ great keen- 
ness and aptitude for the work, and the utmost good feeling 
prevails between male and female employés. The male employés 
deserve credit for the whole-hearted manner in which they under- 
took to initiate the females into the duties." 


Blackpool.— The Tramway Committee has adjourned an 
applieation for increased wages. 


Bolton.—The Tramways Committee has declined to con- 
sider a request by the Tramway Workers Association for an 
advance in wages of 10s. per week. 


Bournemouth.— YEAR's WonkiNc.— The annual report 
of the Corporation Tramways for the year ended March 31st last 
shows that nearly 18 million passengers were carried, being half a 
million more than in any previous year, though the car-mileage 
was 1,634,000, a decrease of 36,000. The net profit was £16,307, 
of which £3,000 has been allotted to the rates. Mr. Bulfin, the 
general manager, states that during the past six years the total 
profits of the tramways have amounted to over £066,000, or an 
average of over £11,000 per annum. Some £20.000 of this amount 
has been spent on the reconstruction and doubling of the lines in 
the Holdenhurst, Charminster, and Wimborne Roads and Winton, 
and the renewals fund will now stand at some £21,000, the 
reserve fund at over £5,000, and the working balance at close on 
£6,000. 

Continental. —СЕКМАМҮ.—А tax on the traffic receipts 
of privately owned railways and electric tramways and railways 
has been introduced. In those cases, however, where the cost of 
construction has exceeded £100,000 per km. the Federal Council ia 
authorised to exempt these particular undertakings from the im- 
post. Among the exemptions is the Berlin Elevated and Under- 
ground Railway Co., the chairman of which recently stated that 
the expenditure on this railway has amounted approximately to 
£250,000 per km. 

SPAIN.—The railway company. “ Caminos de Hierro del Norte de 
Espana," has decided to convert from steam to electric traction its 
line from Madrid to Gijon and the Port of Pajares, a distance of 
62 km., and is prepared, up to June 15th this year, to receive 
tenders for its construction and equipment. The company's head 
office is at Madrid. 


Doncaster.— It is understood that the Corporation is to 
advance the tramway fares on the Bentley route, 80 as to bring 
them into line with the other routes of the town. The Bentley 
route is the cheapest to the traveller and the most expensive to 
maintain. 


East Ham.— The lease of the section of the Barking 
Council's tramways, which expires on May 3lst, 1917, is to be 
renewed for a period of three years. 


Edinburgh.—The Admiralty will support the Corporation 
in any application for a Provisional Order or Bill for a tramway to 
South Queensferry, provided there is no actual construction carried 
out during the war. 


L. & Y. Railway Electrification.—It is stated on good 
authority that the principle of the electrification of the Man- 
chester and Oldham line of the Lancashire and Yorkshire Railway, 
as far as Oldham, has been fully accepted by the company. as the 
result of the excellent results experienced on the Manchester to 
Bury section. Only the difficulties of war time have prevented 
the taking in hand of the work of equipping the line for electric 
traction. 


London.— The London Electric Railways Co. has applied 
for an extension of time in which to extend the Charing Cross- 
Golder's Green line through Hendon to Edgware. 

L.C.C.—The chairman of the Finance Committee, Sir Georve 
Goldie, in submitting the annual estimates, stated the Council's 
tramways had done better than expected, as instead of an antici- 
pated deficiency of £74,000, a surplus of about £7,000 would 
result. Since the outbreak of war employés’ wages had increased 
by £154,000 per annum, and war service allowances amounted to 
£114,300 per annum, and it was evident that the fares fixed before 
the war were іпаде& цаќе to meet the additional expense. 

The current estimates showed a probable deficiency in net 
revenue account of £89,402. and a call would have to be made on 
the already depleted renewals fund, unless means were devised for 
overcoming the adverse balance. He was not. aware of any desire 
to adjust fares in order to contribute to the relief of the rates, but, 


on the other hand, it was generally agreed that the undertaking 
should involve no burden on the ratepayers. In the discussion 
which followed, it was suggested that a Committee on Recon- 
struction should be formed, but it was pointed out that the present 
Standing Committees were all doing something now in that 
direction. 

The Highways Committee of the L.C.C. has, during the three 
months ended March 31st, 1917, settled 894 claims against 
the Council in respect of accidents arising in connection with , 
the tramways, amounting to £7,624. In 24 other cases, actions 
were brought against the Council; in seven of these, an adverse 
verdict was given, and £642 and costs had to be paid ; 11 actions 
resulted in the Council's favour, and six were withdrawn; £526 
was received by the Council in respect of damage to tramway 
property. : 

The B. of T. has further extended the time for 12 months (to 
August, 1918) for the construction of certain tramways authorised 
in 1909-10 and 1914. ' 


Rawtenstall.-—The tramway undertaking requires £3,000 
from the rates for the coming year, which is £1,000 in excess of 
the amount required last year. The receipts from passengers are 
over £1,300 more than in the previous year, and out of the rate in 
aid (£2,000) £1,734 is utilised to clear the loss for the year. 


Southport.— The Tramway Committee has refused an 


application for a 10s. per week increase in wages. 


U.S.A.—ELEkcTRIC VEHICLE REVENUE.—According te a 
recent estimate, the revenue of the electric lighting undertakings 
in the United States from the charging of the batteries of electric 
motor vehicles amounts to at least £720,000 per annum. 


TELEGRAPH and TELEPHONE NOTES. 


Post Office Staff Bonus.—4A further war bonus to Post 
Office employés is granted in the first award issued by the Concilia- 
tion and Arbitration Board for Government Employés recently 
constituted by the Government. Including the previous war 
bonus, the general effect of the award is that adult permanent 
postal employés will become entitled, as from January Ist Jast, to a 
temporary war bonus at the followjng rates :— 

—--Per week — ~ 


Rate of pay. Men. Women. 
30s. а week or under ж» ist is a. 98. 68. 
Between 30s. and 40s. a week  ... T sees BB, 58. 
Between 408. and 60s. a week ... е ste. 7в. 4a. 6d. 
Between 60s. a week and £250 per annum  ... 68. 3s. 6d. 


— Daily Telegraph. 


The “Heterodyne” Receiver.—On April. 2nd, Judge 
Mayer, of the United District Court for the Southern District of 
New York, handed down an opinion in the suit of the receivers of 
the National Electric Signalling Co. v. the Atlantic Communication 
Co. in which he found for the plaintiffs. This suit was based 
upon a charge of infringement of United States letters patent 
1.050,728 and 1,050.441, being respectively for the method and 
apparatus employed in! а receiving station of a radio-telegraph 
system. These patents, issued January lith, 1913, cover the 
invention known to the art generally as the ‘‘ heterodyne,” or beats, 
method of receiving radio-telegraph signals. 

For receiving signals from a transmitting station in which the 
radiations are continuous, it is necessary to utilise at the receiving 
station some means of rendering these signals audible.  Con- 
tinuous waves, such as are sent from Nauen, Germany, for 
instance, having a frequency of approximately 30,000 cycles per 
second, are above the range of audibility, and cannot be nsed 
directly to operate a telephone. The “heterodyne” method 
of lrendering these signals audible consists of producing another 
set of oscillations, at the receiving station, of a frequency 
slightly different from that of the incoming signals, and com- 
bining these local oscillations with the incoming. oscillations 
in such а way as to compound their effects and produce. “beets.” 
These beats give a signal within the range of ihility, aid 
thus make intelligible the incoming signals. The local oscil- 
lations continue of uniform strength all the time, but beate - 
of course, are produced only during the time of existence of the 
incoming signals, and hence the periods of sound and silence 
employed in forming the dots and dashes are indicated by the pitch 
of the particular tone. This is generally chosen ef a frequency 
approximating to 1.000, so that in the example cited,- with Nauen 
transmitting at 33,000 cycles, the local oscillations being 32,000 or 
34.000, the beat frequency would be 1,000 per.seeond, and would 
give & resulting high-pitched, clear musical tone. 

The Court found that Reginald A. Fessenden. the inwentar of 
this system, had produced an invention of great merit. and thet 
the prior art cited by the defendants as anticipating the Fessenden 
invention had failed to teach the art anything in respect sf fhe use 
of beats. 

The Court also stated that Fessenden or his company. the 
National Electric Signalling Co., were the only ones to teach the 
art anything of value of this method of operation between the 
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date of application of his original patent in 1902 and the date 
of applications for the patents in suit, 1905. 

The ` heterodyne,” or beats, method of receiving is the one that ів 
now commonly used by practically all stations receiving signals 
from transmitting stations employing sustained waves.-- 7. and T. 
Age. 

United States.—The new directory of the New York 
Telephone Co. contains 410,000 names. It has 948 pages, and 
712,000 copies have heen distributed. During the year 1916, 
415 tons of silver and nickel coins were collected from the coin- 
box telephones in New York City. 

The Government has availed itself of the offer of the Marconi 
Wireless Telegraph Co. of America, placing the staff and stations at 
its service, and has taken over for the period of the war, not only 
the Marconi stations, but all other radio stations, for military 
purposes. The eligible operators will be enrolled in the Govern- 
ment service. Stations not required will be closed. The trans- 
Pacific stations will continue handling commercial traffic. but 
under Government supervision. No ship traffic will be permitted 
on the Atlantic and Gulf coasts and the Great Lakes, excepting for 
the Government, but it will continue for the present on the 
Pacific. Trans-Atlantic traffic ria Glace Bay will not be disturbed. 

The War Department has taken over the control of all telegraph 
and telephone lines, and the Navy Department has taken control of 
the cables. Henceforth only messages passed by the American 
censor wil) be transmitted abroad 


Wireless Telegraph School.—AÀt the Newcastle Rotary 
Club, last week, Mr. W. D. Owen, the recently appointed chief of 
the Municipal Wireless School at Rutherford College, Newcastle, 
gave an interesting paper on “ Wireless Telegraphy." Не stated 
that at present there was a great dearth of operators, and the 
demand greatly exceeded the supply. This trouble was intensified 
by the fact that the training of operators was left almost entirely 
to commercial schools. He confidently predicted that the Municipal 
Wireless School of Newcastle would eventually be recognised as the 
finest in the kingdom. The North of England Shipowners’ Asso- 
ciation had generously subscribed £2,000 towards the installation, 
and thus the school was able to provide the most complete equip- 
ment possessed by any wireless college in' the world. The Marconi 
system, the Poulsen system, and the Telefunken system were to be 
fitted. Ships taken from the Germans would have German instal- 
. lations on board, and someone would have to operate them ; that 
was why they were teaching the German system in addition to 
others. All men started as assistant operators, with the honorary 
rank of junior officer. 
found, and this salary automatically increased year by year until it 
reached £2 15s. per week, plus keep. А man who had not qualified 
for a higher position by that time was being overpaid. Coast station 
appointments were open to suitable men, but were only offered 
to men who could carry responsibility in wireless ; as in most other 
businesses, the trouble was not in finding higher positions for 
g od men. but in finding good men for the higher positions. — 
Newcastle Chronicle. 


CONTRACTS OPEN and CLOSED. 


_ OPEN. 


Farnborough (Hants).— May 7th. —10-B.H.P. semi- 
enclosed protected-type motor, with direct-driven 6-in. Stereophagus 
or removable disk type centrifugal pump, with pipes and acces- 
suries, for the U.D.C. Mr. J. 5 Hargreaves, Surveyor. 


Manchester.— May Lith. Electricity Committee. Stuart 
Street generating station. («) One hydraulic accumulator and elec- 
trically driven ram pump. (4) coal conveying plant. Mr. F. E 
Hughes, Secretary. Electricity Department. 


Sheffield.— Мау 8th. Tramways and Motors Committee. 
Carbon-filament lamps for ігатсаг lighting, for 12 months. Sec 
* Official Notices " April 27th. 


Spain. — The municipal authorities of Torrelaguna 
(Province of Madrid) have just invited tenders for the concession 
for the electric lighting of the town during a period of five years. 


Warrington. — May 22nd. 
Committee.  Underfeed mechanical stoker. See 


to-day. 
Wolverhampton.—May 4th. Electricity Committee. 


5,000-KW. . turbo-siternator, water-tube boilers, economisers. and 
indnced- draught plant. and mechanical stokers. See “ Official 


Notices " April 27th. 


Electricity and Tramways 
“ Official Notices ` 


— ee M MM 


CLOSED. 


Blackpoo!l.— Electricity Committee :— 


__Under feed Stoker Co., Ltd. 
Cant iron. pipes for cooling. -tower extensions.—Stanton Ironworks Со, 


The starting salary was £1 & week with all. 


. Derby.— C. Accepted tenders :— 
^ Edgar Allen & Co.— Tramwa points, £387. 


W. Rickard, Ltd.--Cable, £5 
Newton Bros., Ltd.-—Motors, £525. ` 


Glasgow. — Corporation. "The E.C. recommends Ше 
acceptance of the tender of the British Westinghouse Co. for one 
turbo-alternator set, &c., for £91,564. and that of Messrs. Fraser 
and Chalmers for another set for £94.678. , 


Halifax.—Corporation. — For the electricity works :— 

Babcock & Wilcox, Ltd.--One water-tube boiler, superheater, chain-grate 
stokers, &c., £5,140. 

E. Green & Son.—Fuel economiser of 320 tubes, £R42. 

Musgrave & Co., Ltd. -Induced draught fan, £200. ° 


Hull.—Corporation. Cooling towers :— 


Davenport Engineering Co., Ltd. reete) 
Premier Cooler and Engineering Co., Ltd. 
Lancashire Water Cooler Co., Ltd. "" ; s 5, ,378 


London.— L.C.C.— The Highways Caii mittee has received 
the following tenders for high and low-tension cables in connection 
with the additional supply of power for the Woolwich district :— 

Western Elec. Co., Pur zu accepted) rn 

Siemens Bros. & Co., Ltd. T 25,799 

Brit. Ins. and Helsby сала“ Ltd. ; 26, 493 
The general manager's estimate was £95, 000. 

The undermentioned tenders were received for H.T. switchgear for 
Greenwich generating station and Woolwich sub-station :— 

A. Reyrolle & Co., Ltd. "E a i .. £2,000 
B.T.H. Co., Ltd. . - ee ә - Sie 2,990 

The Committee has accepted the jose est tender, subject to 
certain modifications in the machinery to be supplied, which has 
increased the amount of the tender to £2,597. The general 
manager's estimate was £2,500. 

The Highways Committee has purchased about £34.000 tons of 
coal for use at Greenwich generating station, at a cost of about 
& 57.000, during the quarter ended March Ist, 1917 :— 

The following tenders were received for alteration to the switch- 
board gallery at the Greenwich generating station :— 

W. Downs. utd, : i веер! £361 
C. Wall, Ltd. oe 433 

The following fader ne bee дебе for the supply of 

tramway equipment, &c., 1916-17, Class T 6 B :— 


Cotton-covered copper wire. —Midland Electric Wire Co., Ltd. (items 
1, 2, and 3), approximately £1,257; London Electric Wire Co. and 
Smiths, Ltd. (items 4, 5, and 6), ‘approximately £1,041. 


Supply of tramways equipment, &c., 1917-18. 
Electrical equipment (motor and generator) spares : 


British Westinghouse E. and M. Co., Ltd. items 1 to 7, 8 (50 per cent. 
of estimated поа 10 to 17, 94; A. Clare & Co., items 9 (hb), 19 (b), 
' 25 i; Dick, Kerr & Co., Ltd., items 20 to 28, 26 to 30; Manchester 
Annature Repair Co., Ltd., R (50 per cent. of estimated quantity), 

18, 31 (six months only). 


Class T 2.- Electrical equipment, controller. circuit breaker, and 
other switch, &c., details and magnetic brake spares : 


British Westinghouse E. and M. Co., Ltd., items 1 to 17, 20 to 44 ; Dick, 
Kerr & Co., Ltd., items 18, 19. 


Class 3.—Contact fingers and parts, segments : 


British Westinghouse E. and M. Co., Ltd., items 1, 12, 21, 26, 32, 34, 37, 38, 
40, 45, 47, 48; Dick, Kerr & Co., Ltd. РЕ items 42, 4; E. Sho el, & Bone, 
Ltd., 2 to 8, 10 to 11, 13 to 20, 22 to 25, 27 to 21, 33, 35, , 39, 41, 49; 
Tramways Supplies, Ltd., 9, 48, 46 (six months only). 


Class T 6.—Electric cable, fuse wire, and cotton-covered copper 


£5,100 
5,240 


Class Т 1.— 


? wire :— 


Midland Electric Wire Co., Ltd —Items 1, 6, 9, 10, 11 (six months опіў). 

Liverpool Electric Cable Co., Ltd. —Items 2, 4 гіх months only). 

Callender's Cable and Construction Co., Ltd. — Пет 3. 

Hooper's Telegraph and India-Rubber Works, Ltd.—Item 4. 

London Electric Wire. Co. & Smiths, Ltd.—Items 5 to 10 (for six —— 
only). 

British Insulated andtHelshy Cables.—7, 8, 11. 


Class T 10.— Moulded insulators (other than rubber) :-- 

. British Westinghouse Electric and Manufacturing Co., Ltd —Item 2. 
Litholite, Ltd.— Items 3 to 22. 
Woodite Co.—Item 23. 


Class T 12.—Mica and micanite : - 
Micanite and Insulators Co., Ltd. -Items 1,2 (six months only). 


Class T 13.—Insulators and porcelains for electrical track- 
work :-- 
Bullers, Litd.-- Item 1. 
Gaskell & Grevett —Item 2 (six months only). 
Doulton & Co.—Item 2, for 2,000. 


(‘lass T 26. — Brake shoes :- - 
Pease & Partners. Items 1 to 3. 


Steel tires for tramcars :— 
1,900 driving wheel tires, £4,875; 750 pony wheel tires, 22,831.— Messrs. 
H. Bessemer & Co., Ltd. 


Maunchester.— Electricity Committee. Accepted tenders : 


Driving chains and wheels for cooling towers.—Hans Renold, Ltd. 

High-pressure steam valves.—J. Hopkinson & Co., Ltd. 

Cables.—Pirelli General Cable Works, Ltd.; British Ins. and Helsby 
Cables, Ltd. 

Turbo-alternator and condensing plant for Stuart Street station. — 
Richardsons, Westgarth & Co., Ltd. Sub-contractors: Alternator, 
British Westinghouse f. and M. Co., Ltd.; motors and pumps, 
Mather & Platt, Ltd. ; 011 coolers, Birmingham Condenser Co. 

Steel forgings.—Sir W. G. Armstrong, Whitworth & Co., Ltd. 

Cast-iron pipework for cooling towers.—Aiton & Co., Ltd. 


Salford.— Т.С. :— 


British Westinghouse Co., Ltd.—300-kw. rotary converter and transformer, 
for sub-station to be 'erected by Manchester Ship Canal Co. at Irwell 
Park Wharf, Eccles, £1,465; traction metal-filament lamps, &c., 
£568, 

New Conveyor Co., Ltd.—600 steel trays, for coal conveyor plant at the 
electricity station, Frederick Road, £253, 


492 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,058, May 4, 1917. 


Walthamstow.—U.D.C. Custodis, Ltd., £1,143 ; chimney 


at the electricity works. 


West Ham.—The T.C. received applications for speci- 
fications for a boiler from Messrs. John Thompson, Ltd. (specifica- 
tion returned, no tenders sent in); Stirling Boiler Co.. Ltd., and 
Messrs. Babcock & Wilcox, Ltd. The last-mentioned firm offered a 
marine type boiler identical with last two installed in the new 
boiler house, a few modifications in detail only being introduced as 
the result of recent practice. The Electricity Committee has 
accepted the tender of Messrs. Babcock & Wilcox (the lower 
received), at £10.734. 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, May 4th. At 7.80 p.m. At 
D. Victoria Street, 8.W. Paper on '' Pneumatic Tubes," by Mr. H. E. 
osgreave. 


Royal Institution of Great Britain.—Saturdays, May 5th and 12th. At 
З p.m. At Albemarle Street, Piccadilly, W. Lectures on “The Electrical 
Properties of Gases,” by Prof. Sir J. J. Thomson, Pres.R.8. 

Friday, May lith. At 5.30 p.m. At Albemarle ~trcet, Piccadilly, W. 
Lecture on '' Radioactive Haloes," by Prof. J. Joly, F.R.8. 


Chief Technical Assistants’ Association.—Saturday, May 5th. At 3 p.m. 
At the Tavistock Hotel, Covent Garden. Discussion on '**'The Distribution 
and Transmission of Electrical Energy.” 


Society of Engineers.—Monday, May "th. 
House, Piccadilly, W. 
by Lord Headley. 


Royal Society of Arts.—Monday, May 7th. At 4.80 p.m. At John Rtreet, 
Adelphi, W.C. Howard Lecture: “The National Shortage of Iron Ore 


At 5.30 p.m. At Burlington 
Paper on “The Goods Clearing House System," 


Барр ies: Oversea Iron Fields which Supply the British Market," by _ 


W. G. Fearnsides. 


Wednesday, May 9th. At 4.80 p.m. Paper on “ Works anisation 
and Efficiency,” by Prof. W. Ripper. E 


Institution of Civil Engineers of Ireldnd.—Monday, May 7th. At 8 p.m. 
At 85, Dawson Street, Dublin. Ordinary meeting. Á ; й 


Association of Su triciang.—Tuesday, May 8th. At 7.15 p.m. 


rvising Elee 
At St. Bride's азса Bride Lane, Е.С. Paper on “Motor Control . 


Gear," by Mr. J. T. Mould.’ 


Salford Technical and Engineering Association.—Saturday, May 12th. 
Visit to Messrs. H. Wallwork & cns works, Manchester. " d 


NOTES. 


Foreign Trade—THE Marcu Ficures.—The official 


returns,of imports and exports during last month contain the 
following electrical and machinery figures :— 


Three months, 


1917. 
March, Inc. or Inc. or 
IMPORTS. 1917. dec. dec. 
Electrical, goods, &c. 135,394 + 19,985 + 87,981 
Machinery is ... 668.790 — 16,717 - 103,875 
EXPORTS. MEME | 
Electrical goods e. 303,771 — 24,402 + 39,081 
Machinery 1,868,783 + 444,643 + 1,236,444 


Volunteer Notes,—FrnasT LoNpoN ENGINEER VOLUN- 
TEERS.— Headquarters : Balderton Street, Oxford Street, W. 


Orders for the Week, by Lieut.-Colonel Clay, V.D., Commanding :— - 

Monday, May 7th.—Technical for No. 8 Company, Right Half Company, at 
Regency Street. Drill No. 8 Company, Left Half Company. Signalling Claes. 
А паа. Мау 8th.—Lecture, 6.30. Physical drill and bayonet fighting, 


Leper nel May ои 9 1 Cee Сошралу, 6.15. 
rsday, Мау .—Drill No. m » Left Half Com . Amb 
Class^by M.O., 6.80. Signalling Class. end p ази 


Friday, May lith.—'Technical for No. 8 Company, Left Half Company, 
Regency Street. Drill No. 8 Company, Right Half Company. Reoruits’ Brill 


Saturday, May 12th.—N.C.O ’s Class, 2.80. Examination by Adjutant and 
E ce P 18th —Special work 
» May 18th.—Special work at Bombing School. Parade, Cla 
Common Station (City and 8.L. Tube Railway), 9.45 a.m. рр 
Armlets.—Armlets must be worn at al] plain clothes’ parades. 


(By order), MícLEoD YEARSLEY, Captain and Adjutant. 


Engineering Wages.—Speaking at the annual meeting of 
Fairbairn, Lawson, Combe, Barbour, Ltd., last week, Mr. J. Campbell 
Inglis (the chairman) gave details of the advances in wages for 
various kinds of engineering labour employed by the company. He 
said that their wage bill for the three branches for the year 1916 
showed an increase of more than £31,000 over the 1914 figures, 
and that the total for 1917 would be over £80,000 in excesa of the 
1914 figures. The advances were.all imposed upon them by the 
Committee on Production after hearing representatives of the 
Unions and of the Employers’ Federation. The special difficulties 
of their trade had been put before the Committee most forcibly. 
Nevertheless, these advances had been given, and the question of 
the ability of the employer to afford them seemed to have been 
given quite & back place. It was the duty of employers to take all 
the steps possible to cheapen and facilitate the process of output. 
The board had this point of view constantly before them, and 
during the present trying time they had all had in mind the making 
of adequate preparations for coping economically and efficiently 
with the rush of work they anticipated when the war was over 
and their men came back, With regard to the cost of materials, it 


was one of the factors by which they were restricted in the making 
of profits. They had in their business to work by contracts made 
a considerable time in advance of the actual execution of the work. 
The result was that, in cases like the present, when there were 
rising rates of labour and materials, they were under a considerable 
handicap. 

Electric Light Switching.—We have received from 


Messrs. A. P. Lundberg & Sons, 477-489, Liverpool. Road. Holloway, 
London, N., 7. a copy of a new Advanced-Grade Exam. Paper which 


- they will be pleased to send to all who desire to tackle this stage 


of the subject. A glance through the problems shows that they 
are all of quite a practical nature, and also that special tumbler 
switches have many other uses besides those connected with lamp 
circuits. Thus there is an application for ensuring the release of a 
motor-starting rheostat, one for starting and braking the motor of 
a small lathe, one or two relating to heaters, one for a magnetic 
chuck, and others of a similarly varied nature. The problems 
relating to lighting circuits are, nevertheless, by no means the least 
interesting. The firm's examiner, Mr. W. Perren Maycock, 
M.I.E.E., is to be congratulated on having put together such an 
illuminating set of problems ; those who have not tried their hand 
at this game will find it an absorbing pastime, as well as a useful 
study. We reproduce a couple of easy ones -— 

7. A voltmeter may be so connected through two two-way-off 
switches to a low-pressure three-phase line. that it may be put 
across any two of the three mains, or be entirely isolated there- 
from. (a) Make a diagram of the connections, and show that the 
arrangement is foolproof; (5) show how two similar switches may 
be used for connecting one side of a voltmeter to either phase of a 
three-phase, four-wire system, the other side of the voltmeter 
being permanently connected to the neutral. NL 

14. A 4-H.P. shunt motor driving a small lathe is required to be 
frequently started and stopped, the stopping to be very quick, as is 
necessary for expedition in certain kinds of work. Sketch a 
tumbler-switch control that will give electric braking. it being 
assumed that the field-winding of the motor can be left per- 
manently in circuit while the lathe is in use. 


British Science Guild.—The annual meeting of the 
Guild was held at the Mansion House on Monday last, the Lord 
Mayor presiding. Sir W. Mather announced that it was proposed 
to raise a sum of £100,000 to found Ramsay Fellowships for 
chemists and a laboratory at University College, in memory of Sir 
William Ramsay. | 

Lord Sydenham, the new president, read an address on “ National 
Reconstruction," in which he advocated the application of scientific 
method not only to our industries, but also to every phase of public 
life. He referred to the waste and misuse of our resources which 


. had been made evident by the war, and pointed out that great 


economies of fuel could be effected, and the injury done to the 
national welfare by negligence in the past could be alleviated 
by the adoption of & wiser policy in the future. New industries 
must be created &nd old ones developed; the resources of the 
Empire were almost inexhaustible, and we had only begun to make 
use of them. The lessons taught by the war should be laid to 
heart, so that when peace returned the ignorance and abuses of the 


_ past should be avoided and sound methods of government should 


take their place. 

Mr. H. A. L. Fisher, Minister of Education, said that we must 
look to the co-operation of science, industry, and education for the 
economic and industrial reconstruction that would follow the war. 
The practical teaching of science in our schools was as efficient 
as in the schools of Germany and France, but it had not awakened 
the interest of the general mass of the population, and he hoped 
that the Committee which was investigating scientific teaching 
would be able to put forward improved methods. | 

With regard to industrial reorganisation, he held thas we ought 
to think on a larger scale, and organise our businesses on scientific 
lines. Already the Imperial Trust for Scientific und Industrial 
Research was engaged upon many problems of urgent importance. 
There was no antagonism between freneral teaching in citizenship 
and technical training ; & form of scientific training conceived on 
broad lines might have the same influence on mind and character 
as used to be ascribed to the older discipline. 

Mr. H. G. Wells said that education was the fundamental 
question ; science was neglected, and the Greek shibboleth barred 
the way to thestudy of science and history. Classical teaching 
stuck like & cancer in the time table, and must be cut out. 


The Committee on Production.— The Times states that 
the completion of the agreement for general advances has enabled 
Sir George Askwith to retire from the Committee on Production, 
and to devote his whole attention to conciliation work. In order 
to expedite the hearing and settlement of cases, the Committee will 
in futüre be divided into two Panels. The Committee will meet at 
5, Old Palace Yard, and the secretary will be Mr. H. J. Wilson, to 
whom all communications should be addressed. 


The Irish Question.—We have recently had brought 
before us & case in which an electrical engineer in Ireland was 
"turned down" for an electrical contracting installation job 
because he was a Roman Catholic. This reminds us of other cases, 
which will also be within our readers’ memory, of Irish Councils 


„which have advertised for a borough electrical engineer whose 


primary qualifications were to be a knowledge of Irish history and 


" membership of the Roman Catholic persuasion. Electrical quali- 


fications, apparently, are of secondary importance for electrical 
work in some parts of Ireland. What deplorable bigotry: As 
electrical engineers, it. moves us to ridicule and to scorn. but. ae 
Englishmen eagar to see the Irish Quecation settled once and for all 
it fills us with despair. 


? 


Vol. 80. No, 2,058, MAY 4, 1917.) 


THE ELECTRICAL REVIEW. - 


498 


Institution aud Lecture Notes.—lIustitation of Civil 
Engimeers.—On Wednesday, the 25th "James Forrest Lecture" 
was delivered by Sir John Wolfe Barry, chairman of the Engineer- 
ing. Standards Committee, the subject being '''The Standardisation 
of Engineering Materials, and its Influence on the Prosperity of 
the Country." The author, after a feeling reference to the loss 
sustained by the Institution in the recent death of the founder of 
the series of discourses, outlined the history of the Committee and 
its work, since it was established at his suggestion in 1901; as 
showing the need for standardisation, he cited the case of tramway 
rails, of which there were at that period no fewer than 70 different 


sections in use, now replaced with advantage by five standard | 


shapes. The original Committee, consisting of only seven members, 
has grown to the present far-reaching organisation with a main 
Committee of 22 members, 64 Sectional Committees and Sub- 
Committees, and numerous Panels, dealing with standards relating 
to, practically speaking, the whole of engineering practice. There 
are now well over 500 members of the various Committees, giving 
their time and experience to this work of ever-growing national 
importance. The number of Specifications issued to date is 77. 
and others are under consideration. The total expenditure of the 
Committee has been about £51,000, or about £3,400 per annum, 
towards which the Government has contributed £10,397, the 
Indian Government £1,800, and the ongineering profession and 
industry—in addition to time and money devoted grattitously by 
members of the Committee to the work—£20,000. From 85 to 
95 per cent. of our output of steel sections, and 75 per cent. of 
tramway rails, are rolled to British Standard, and the proportion 
of bullhead railway rails rolled to standard is rapidly approaching 
90 per cent. Most of the telegraph material employed by the 
British Post Office, the whole of the tramway poles, and at least 
90 per cent. of the cables and wires for electric light, telegraph, 
and power purposes, are made to British Standard. Great economies 
in manufacture have resulted from the adoption of standard 
desig ua. { 

Lastly, Sir John referred to the steps which had recently been 
taken to assist manufacturers in competing successfully in foreign 
markets by the translation of the Specifications into French, 
Spanish, and Russian, with metrical equivalents for the British 
measurements and formule, the formation of Local Committees at 
12. important trading centres, and the reduction of the price of 
the Committee's publications to about 1з. per copy, and stated that 
cordial support had been promised by the Government towards 
the fulfilment of these proposals. The trades concerned had sub- 
scribed close upon £13,000, the Government had made a grant 
of £10,000 towards the expenses of the new departure, and the 
work had been commenced. 

Iron and Steel Institute. —The annual report of the Council for 
the year 1916 shows that the total membership on December 31st 
was 1,872 ; 86 members of alien nationality were struck off the 
roll, in accordance with а new by-law confirmed at the last annual 
meeting. The accounts show total receipts £4,767 and expenditure 
£4,208, leaving a surplus of £559. Five Technical Committees 
were appointed to deal with subjects of practical interest to the 
iron and steel industries. A new class of members, to be known 
as Associates, hss been formed. А system of co-operation with 
kindred Institutes has been inaugurated, and the question of 
securing joint accommodation . has been taken up with the Institu- 
tions of Mining and Metallurgy and Mining Engineers and the 
Institute of Metals. Steps have been taken towards promoting the 
study of science in schools. A list is given in the report of members 
on active service. 

Institution of Electrical Engineers.— The annual general 
meeting of the YORKSHIRE LOCAL SECTION was held on April 25th, 
at Leeds. The accounts were received and approved, and the 
chairman announced that the only nomination for the chair was 
Mr, W. Lang, who therefore took the office; the vice-chairmen 
elected were Mr. R. H. Campion and Mr. E. C. Wallis ; Mr. J. D. 

‘Bailie was unanimovysly re-elected hon. secretary. The filling-up 
of four vacancies on the Committee was balloted for, resulting in 
the election of Messrs. W. M. Rogerson, W. B. Woodhouse, 
J. Shepherd, and C. A. Hefford. At the conclusion of the business, 
Mr. C. Vernier read his paper on “ Wayleaves,” and a discussion 
took place thereon. 

The ballot papers issued last week-end for the election of the 
Council contain the following names :—President, C. H. Wording- 
ham ; vice-presidents (two' vacancies), С. W. Partridge, Dr. A. 

- Russell, W. B. Woodhouse; hon. treasurer, J. E. Kingsbury ; 
ordinary members of Council (six vacancies), Ll. B. Atkinson, 
W. A. Chamen, J. 8. Highfield, T. Roles, Lieut.-Colonel A. E. Le 
Rossignol, C.B., Sir W. Slingo, Lieut.-Colonel Н. C. Sparks, D.S.O., 
M.C., А.. P. Trotter, B. Welbourn. Like that of Мг. G. W. 
Partridge, the nomination of Mr. T. Roles, electrical engineer to the 
Bradford City Council, emanated from without the I.E.E. Council. 
The Council has issued a memorandum, pointing out that the 
articles of association do not contain any provision.for proxy 
vating, and explaining the procedure. It is proposed to adopt this 
practice, and a special general meeting has been called for the 
purpose of passing the necessary resolutions, to take place on May 
17th at the Institution of Civil Engineers, at 7 p.m., following 

the annual general meeting, which commences at 6 p.m. 

Royal Institution.—The annual meeting was held on Tuesday 
last, whén the report of the Committee of Visitors for, the year 

1916, testifying to the continued prosperity and efficient manage- 


ment of the Institution, was read and adopted. , Twenty-three new 


members were elected in 1016. The following gentlemen were 
unanimously elected as principal officers. for the ensuing year :— 
President, the Duke of Northumberland; treasurer, Sir James 
Crichton-Browne ; secretary, Colonel Edmond Н. Hills. 


On May lith a special course of evening lectuxee on “ Some a 


- 


nected in shunt to the testing voltage. 


“and mechanic. 


- to connect а condenser across its terminals. 


Industrial Applications of Electricity wil] be commenced at the 
Municipal Technical Institute, West, Ham. A notice respecting the 
ground to be covered by the course appears in our advertisement 
pages to-day. . 


. Wiring with Tough Rubber Compound Cables.— The 
following letter arrived too late for inclusion in our “Corres- 
pondenoe " columns :— 


" I have read with much interest the article by Mr. W. Ellerd- 
Styles, A.M.I.E.E.. on the above subject which appeared in your 
issue of April 27th, as I also have used ' C. T.S.' in my business as a - 
contractor, and appreciate many of its merits. Most of the fire 
insurance companies, however, appear to adopt the ' aitting-on-the- 
stile ` attitude towards its use in private houses and similar situa- 
tions, waiting for experience to be gained in time from reeults 
(from the fire insurance standpoint), and leaving all responsibility on 
the shoulders of the contractor who ventures to recommend the 
‘new system’ to the customer. 

^ They generally recommend, when asked, ‘screwed conduit,’ and, 
rightly or wrongly, seem to fear trouble in the event of a fire of 
its being extended with C.T.S., owing to the latter's sheathing not 
being fireproof. I have personally found that customers are very 
loath to accept a C.T.S. installation,-which does not seem to have 
the whole-hearted backing of the fire insurance companies, in 
spite of their general acceptance of the I.E.E. rules. 

" Where C.T.S. is run down the walls, flush in plaster, to switches, 
&c., I suggest that the best plan is. to enclose it in short lengths 
of light gauge steel conduit of ample size, which would act as a 
wire-way only, to enable the wires to be withdrawn or added to 
later (as, for instance, where an extra switch is required to control 
an existing electrolier), without disturbance to walls or decora- 
tions. Where C.T.S. wires are run below floor boards, I have 
found the best procedure is to thread them through holes, drilled 
in the joists, sufficiently low down to avoid risk from nails. 

" If the use of C.T.S. is to become general for house and similar 
lighting installations after the war. it is essential, I agree, that 
the manufacturers very considerably reduce their prices; and 
further, the fibre-covered junction box, which they supply for use 
in dry situations, should, in my view, be replaced by one of à more 
substantial and better design, preferably fireproof, and with ter- 
minals that will not be liable to loosen through vibration or when 
used with alternating current. | | 

“I suggest that a suitable four-way junction box, for fixing 
under floors or on the surface, of moderate cost, is material to the 
avoidance of waste of wire with the 'loop-in' system, and, to 
ensure & good mechanical job, the sheathing should be gripped in 
position when the cover is on, to prevent any strain on.the wires 
where fixed under the terminal screws. | 

* Тһе manufacturers do not seem to be keen on recommending 
C.T.S. (without special treatment) for use out of doors, where exposed 
to the sun’s influence, and I have heard that under such conditions 
the sheathing has been found to crack open in a very short time. 

" Some further information as to the use and limitations of 
C.T.S. in other situations, say, for power work in factories, under- 


ground work, and in connection with motor wiring, would be 


useful. I presume the I.E.E. rules permit of C.T.8. cables being 
' grouped ' with pressures upto ‘medium.’ (Home Office definition.) 
" If Mr. Styles would further favour us with the benefit of his 
experienoe in connection with the above, and similar practical 
details, he would add much to our indebtedness. P ч | 
“This lengthy reference to methods of switching and details of 
circuits, of course, applies equally to conduit systems, and does not 
appear to be peculiar tothe adoption of С.Т.8. 
" ANOTHER MEMBER OF THE E.C.A.” 


Navy Employment Agency.— This admirable institution 
devotes ita attention to finding employment for men of the Royal 
Navy and Marines on their leaving the Service, only men of the 
highest integrity being enrolled on its books; amongst the 
numerous trades concerned are those of stoker, engineer, eleotrician, 
Application for men should be made to the 
Seoretary, 26, Victoria Street, S.W. 1. - 


Manslaughter of Womau Tramcar Conductor: Sentence. 
—Alfred E. Ryman, engineer, Greenwich, charged with the man- 
slaughter. of Elizabeth Mitchell, tramcar conductor, by pushing 
her off the car, was at Lambeth last week sentenced to six months’ 
hard labour, the case being dealt with as one of aggravated 
assault.— Daily Mail. 


Medal for a Female Conductor.—A medal is to be 
presented to а woman tramcar conductor,’ of Blackheath, 
Staffordshire, who by promptly applying the brake on a runaway 
car averted a serious accident. She is the wife of .a wounded 
soldier. — Times. 


Puncture Voltage ludicator.—1n testing cables, &c., to 
breakdown, the occurrence of a puncture naturally causes. the 


- voltage to drop, and destroys the reading of the maximum voltage. 


To avoid this drawback, Dr. Clayton H. Sharp, director of the 
Electrical Testing Laboratories, New York. has patented the use of 
& Fleming valve in series with an electrostatic voltmeter, con- 
As the capacity of the 
electrostatic voltmeter may of itself be insufficient, it is desirable 
The instrument being 
ther charged unidirectionally, will indicate the maximum voltage 


of the wave continuously, but when puncture occurs with the 


accompanying drop of pressure. the voltmeter reading will remain 
near the highest point attained, the rate at which it falle depending 
upon the rate.pf leakage of the charge and the capacity of tbe 
condenser.—Zlectrival World. n 
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America at War.—Believing that electricity will play а 
very important part in the preparations for, and conduct of, the 
war, President H. A. Wagner, of the National Electric Light 
Association, has officially tendered the services of that Association 
to the Government. 


Mr. Paul M. Lincoln, commercial engineer of the Westinghouse 
Electric and Manufacturing Co.. East Pittsburgh. Pa., has been 
appointed a captain of the Engineers Corps in the United States 
Army. This announcement comes with that of the appointment of 
a number of prominent engineers in the country to positions in the 
- Army, all made by President Wilson in his appreciation of the 
importance of securing the ability and training of the country for 
use in national defence measures. Mr. Lincoln has for 24 years 
been associated with the Westinghouse Co. He is a past president 
of the American Institute of Electrical Engineers.— American 
Electrical Reriew, 


Decimal Coinage and the Metric System. — The 
following extract is significant of S. African opinion: Many times 
in these columns has been urged the need for the introduction of a 
decimal coinage and of the metric system of weights and measures. 
Perhaps that is the reason why the lately-formed Manchester and 
District Decimal Association—an influential body of manufacturers 
and other business men—has addressed us on the matter. , 
We reprint elsewhere the case as made out by the Association for a 
decimal coinage, and next week we hope to print the longer case 
for the adoption of a metric system of weights and measures. 
There is nothing we can add to the presentation of both cases, 
unless it is to say that nowhere is it more clearly recognised than 
in this country that if the British manufacturer is to hold his own 
after the war he must begin now to prepare by reforming his 
systems of currency and weights and measures. That is the reply 
of South Africa to the progressive people who are at the back of 
the Manchester and District Decimal Association. No more useful 
work could be done for the future of British overseas trade than 
the successful fruition of the task they have set themselves.— 
South African Mining Journal. 

Lord Balfour's Committee on After-War Trade has been 
strengthened by the addition of Sir William Pearce, Sir Charles 
Henry, Sir Archibald Williamson. and Sir William Priestley. The 
ommittee is now investigating the question of the possible sub- 
stitution of the metric and decimal systems for, our existing 
coinage, weights, and measures. It has already heard a great deal 
of evidence on the working of the metric and decimal systems in 
various countries, but hasnot yet come to adecision.— The Timex. 


Appointments Vacant.— Working foreman, for the 
Curragh Camp power station; senior charge engineer, for the 
North Metropolitan Electric Power Supply Co. ; assistant electrical 
engineer (£360) for the Government Electrical Department, 
Federated Malay States; switchboard attendants, teacher to train 
disabled soldiers (£4). for the West of England Joint Executive 
Committee, Bristol ; two switchboard attendants (37s. 6d.), for the 
borough of Burnley electric lighting department ; overhead line- 
man, for the Burnley borough tramway department ; power-house 
staff. for the Military Camps in the Western Command ; overhead 
lineman (158.), for the Walthamstow U.D.C. Tramway Dept. ; 
charge engineer (£130), for the Llandilo U.D.C. See our adver- 
tisement pages to-day. 


Inquiries.—A correspondent urgently requires flash- 
lamp bulbs, 24 or 3} volts, with flattened tops, V-shaped filaments, 
half opal glass, and miniature Edison screw caps; makers of the 
Hopkins speed indicator are asked for; also makers of " Mirror " 
electric lamps, and round tins of З to 12 lb. capacity. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Mr. С. W. HuM- 
PHREYS, chief engineer of the L.C.C., has accepted a com- 
mission in the Engineer and Railway Staff Corps, R.E. (T.F.). 

The Highways Committee of the L.C.C. has granted extra 
duty pay to the following officers for special services rendered 
during 1914, 1915, and 1916 :—Mr. Т. L. Horn (resident elec- 
trical superintendent) and Mr. J. Terry (district traffic super- 
intendent), £25 each; Mr. H. S. May (assistant rolling stock 
superintendent), £50; Mr. F. H. Wigner (second-class assist- 
ant), £20; Mr. H. R. Docker (second-class assistant), £35. 


General.—Mr. W. Haypon has resigned his membership of 
the L.C.C. Highways Committee. 'The Committee recom- 
mends the appointment of Mr. W. C. Bersey in his place. 

The Highways Committee of the L.C.C. has re-appointed 
the following special sub-committees in connection with the 
tramways department :—Tramways Organisation: Mr. G. M. 
‘Gillett, Mr. M. H. Gordon, Mr. Е. C. Harrison, Mr. Jas. 
Little, and Mr. W. J. Squires. Tramways Operation: Mr. 


Н. H. Gordon, Mr. F. C. Harrison, Мг. W. J. Squires, and 
Mr. H. Ward, together with the ex officio members in each 


At Werneth, Oldham, on April 16th, the marriage took 
place of Lieutenant Bertram Hoy ie, R.N.V.R., A.M.LE.E., 
and Miss Florence E. Dowd, of Oldham. 

Mr. THomas Pratt, head of the firm of Chr. Pratt & Sons, 
Ltd., electrical furnishers, Bradford, who is vice-president 
and chairman of executive of the National Chamber of Trade, 
and Mrs. Pratt, have had the unique good fortune to have 
their eight sons—seven soldiers and the other in charge of 
an aircraft department—and their daughter, a trained nurse, 
all home together. 

Mr. R. B. Риснек, Secretary of the Institute of Chemistry, 
has been presented with a silver rose bowl on the completion 
of 25 vears’ service. 

Dr. J. F. CkowuEv, who has for some time had charge of 
the textile department of Messrs.’ Siemens Bros. Dynamo 
Works, has been appointed to represent Ireland on the Board 
E pin Committee on Electric Supply. He is a native of 
о. Cork. 


Кон of Honour.—LroNaAnD STRUGNELL, who joined up in 
October, 1914, when he had just completed his apprentice- 
ship with Messrs. Laing, Wharton, Ltd., has been awarded 
the Military Medal for bravery at the Front, and has been 
recommended for a Commission. 

Second-Lieutenant Frep W. Corner, a former station engi- 
neer at the works of the Oxford Electric Co., Ltd., has fallen 
in action in France whilst with the Australian Light Infantry. 

Private Носн кутлу, who was formerly engaged at 
Siemens Bros.’ Works, at Stafford, has died of wounds re- 
celved in action. 

Private W. Fisuwick, North Staffs. Regiment, who was 
before the war with Messrs. Bullers, Ltd., electrical china 
manufacturers, of Hanley, has gained the Military Medal for 
gallantry. 

Sec.-Lieut. V. A. Hunt, South African Infantry, killed on 
April 9th, aged 25, was a member of the South African Civil 
Service, Department of Posts and Telegraphs. 

Major Howarp C. Symmes, South African Infantry, who was 
killed on April 9th, aged 43, was, according to the Times, 
Inspector of Machinery and Electricity for the Orange River 
Colony Government, Mines Department, and J.P., B.A. 
McGill University, Fellaw of the South African Institute of 
Engineers, and Assoc. Inst. of Mech. and Elect. Engineers 
(Eng.). He fought through the German South-West African 
campaign. on the conclusion of which he came to England 
with the South African Infantry. 

Sergeant-Major A. W. TINSLEY, an employé at Manchester 
Corporation electricity department, has been awarded the 
Medaille Militaire. 

Private H. Hampson, killed in action, was employed at the 
Liverpool Corporation electric power station, Lister Drive. 

Rifleman W. WiLkiNsOoN. Rifle Brigade, killed in action. 
D Cup at the British Westinghouse Works, Trafford 

ark. > 

Private Jous W. ScGbEÉN, killed in action, was employed 
at Messrs. Ferranti's Works, Hollinwood. 

Private W. WHITEHEAD, Lancashire Fusiliers, reported killed 
In action, was employed at the Lancashire Electric Power 
Co.'s station at Radcliffe, Lancs. _ 

Bombardier J. Wooprorp, R.G.A., who was injured whilst 
engaged in moving guns, and is in hospital at the base in 
France, was employed at the L. & Y. electric trains depot. 
Southport. 

Gunner Ewart ‘Doopson (19), who has been killed whilst 
making an adjustment connected with a ''Tank," was an 
employé at the Yorkshire Electric Power Co.'s station at 
Thornhill. 

Corporal W. E. Bass, R.F.A., who was severely wounded 
on Good Friday, and died the following day, was with Mr. 
E. Arthur Pinto, A.M.I.E.E.. of Hythe and Ramsgate, and 
enlisted early in the war. He was twice promoted for gal- 
lantry in the field, and won both the Military Medal and 
Bar, and had been previously wounded.. 

Miss Ivy 'THorRNcRorT, who was killed in last week's bom- 
bardment of Ramsgate, was employed at Mr. Pinto's Mar- 
gate branch. 


Obituary.—Mr. Rankin KENNEDY.—The death of Mr. Ran- 
kin Kennedy, which we briefly announced in our last issue. 
occurred somewhat - unexpectedly in his sleep from heart 
failure, after he had been in failing health for some time. 
though not confined to bed. He was 63 years of age. He 
served his apprenticeship in the engineering works of Messrs. 
Andrew Barclay & Sons, Ltd., Kilmarnock. He gained a 
Queen's Scholarship, and studied science and physics at South 
Kensington Science School, London. In 1880 he designed 
and constructed the first practical dynamo-electric machine 
in Scotland, which was installed in Clarke's Thread Mills. 
Paisley. In the following year he became chief engineer to 
the Railway & Electric Appliances Co., and in that capacity 
invented certain dynamos and motors. He also published 
the discovery of self-regulating electrical transformers, but. 
on the advice of Lord Kelvin, he did not patent it, Lord 
Kelvin holding that it was not subject matter for a patent. 
Tt is believed that had he done so it would have become ? 
valuable master patent. In these early days, Mr. Kennedy 
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un carried out many pioneer electric light. and power installa- CITY NOTES. 
bud tions in sawmills, ships, mines, factories, and engineering 
y A works. In 1888, to the order of Lord Kelvin, he designed 
1и, the dynamo for the electrical laboratory at Glasgow Univer- The report for 1916 states that large con- 
| sity. He installed the first electric light in the old Glasgow Brush tracts are 0 hand, the current order list 
ux Corporation Picture Galleries. The wiring was run on the `. Electrical being well above the average. The profit 
ae three-wire system, and Mr. Kennedy claimed that this was Engineering and loss account shows that after provid- 
uu the first use of that system, and that it anticipated Hopkin- Co., Ltd. ing for general charges, maintenance ol 
ee son's and Zipernowsky'8 patents. He paid two visits to the plant and buildings, and interest on the 
7 Gtates—once expressly for the purpose of inspecting the West- company's debenture stocks and loans, there remains & bal- 
WV 7 inghouse works, and on the other occasion he went as ELEC- ance of £21,685, and, with the amount of £9,321 carried for- 
| TRICAL REVIEW special commissioner to the Chicago Exhibi- ward from the previous year, a total available balance of 
ee tion. He contributed many articles to the technical Press, £30,956. " he directors recommend that £8,000 be applied for 
n especially the ELECTRICAL REVIEW, and raised many interest- ‘depreciation of property, patents, and goodwill, that £2,044 
| ing discussions. He also wrote many books, including " Elec- be applied in payment of the further 4 per cent. interest to 
nr trical Installations "" (five volumes), '" Modern Engines and which the holders of the company's 6 per cent. prior lien 
hz Power Generators ° (six volumes), and others on electrical participating second debenture stock are entitled out of the 
ae distribution, marie propellers, aeroplane construction, «c. first net profits available for dividend in any year, that £7,055 
CD In conjunction with his consulting work, and assisted by one be placed to general reserve, and that the balance of £13,851 
of his sons, he devoted himself assiduously to experimental be carried forward. The reserve account had been increased 
and research work extending over a wide field, including elec- during the year by £2,979, the profit on purchases of the 
av: tric meters, petrol motors, exhaust ejector-condenser gilencers, company's debenture stocks for sinking fund purposes, BP 
i ignition magnetos, and air-cooled petrol motors. For the past by £608, the profit on the sale of land at Cricklewood. The 
PS ten years he had not undertaken consulting work, but devoted further sum of £7,055, which the directors now recommend 
pem al his time to experimental work on marine hydraulic . jet be appropriated to this account, will raise the reserve fund 
propellers and flying machines. He believed that ultimately to £20 000.—F inancial Times. 
Wes the present design of aeroplane would be abandoned for the British Westin Mr. J. ANNAN BRYCE, M.P., presided, on 
е "helicopter" type. He carried out many experiments on Caan MMC April 96th, at Hamilton House, over the 
i this type of machine. He had been engaged recently per- aad anual meeting. He first dealt with the 
os fecting an automatic electric indicating log for ships, also a Manufacturi items in the balance sheet, and said that 
compass for aeroplanes, and a compass for submarines. On ju " id ng on the debit side the first item of capital 
the last of these he was engaged at the time of his death. " : remained unchanged. The item * sundry 
Mr. Kennedy leaves two 80n8, to whom we desire to express creditors and credit balances" stood at £621,113, showing an 
our deepest sympathy 10 their loss. increase of £212,046 over 1915, owing partly to increase in 


Mr. V. M. Doxsronp.—The Daily Mail records the death, on the volume of business and partly to the rise in the prices of 
May 1st, of Mr. V. M. Dunsford, Deputy Controller of the materials. The item '" reserve for employers’ liability °” had 
Central Telegraph Office, London. Mr. Dunsford began life been increased this year by £10,000, an amount double that 


as а telegraphist in 1881. appropriated last year. It was considered advisable to make - 
Wills.—Mr. Ernest RUFFER, chairman of the Spanish Tele- the larger appropriation in view, not only of the larger num- 

ber of persons employed, but of the present character of the 
The late Mr. James FORREST left £13,574 net personaliy. labour. The number of workpeople employed in the factory 
According to the Times he left to the Institution of Civil was at the outbreak of war 5,223, of whom 4,720 were men, 


Engineers a number of testimonials presented to him by and only 513, or about 10 per cent., women. At the end of 
ast presidents and others. and he asked the Council of the 1915 the number was 6,679, at the end of 1916, 7,284, and at 
Institution to have the articles exhibited every year om the present the number was 8,037, of whom 5,505 were men, 
oceasion of the James Forrest Lecture. He also left £500 to and 2,532, or about 314 per cent., were women. There had 
the Institution, to be added to the '' James Forrest Lecture thus, since war began, been an increase of 785 men and 9,019 
Trust Fund." women, making a total increase of 29,804. The old skilled 
| | labour had almost entirely disappeared, and the present per- 

— — | | sonnel, the result of continual dilution by less skilled, or 

Y entirely unskilled, elements, Was necessarily less experienced. 

As a consequence, accidents had unfortunately increased, 

NEW COMPANIES REGISTERED. though every, possible safeguard that could be devised was 


provided against them, and the number of accidents was 
Modern Electric Weldin Co., Ltd. (9,840).—Private nearly a third greater in 1916 than in the preceding year. 
company. Registered in Edinburgh. : pril 19th, Capital, £5,000 in £1 shares. His remarks on the character of the labour were made Wm 


‘To carry on the business of welders of iron, steel, and other metals, &c. relatio to | advis ili 1 TT ‚ Teserv _ 
The subscribers (each with one share) are: Wm. Slack, 119, Albert Road, п the a visabil ty of Increasing the reserve for еш 


Langside, Glasgow, engineer; John Maxwell, 113, St. Vincent Street, Glas- ployers liability, and п no Way involved any complaint of 
gow, solicitor. The first directors are: М, Slack, W. Stewart, H. Slack, the new labour itself in the abstract. Though it was at the 
und Jj. Maxwell. Solicitor : J. Maxwell, 113, 5t. Vincent. Street, Glasgow. outset entirely unskilled and inexperienced, it was anxious 
Russian Industries, Ltd. (147,167) .— Private company. to learn, and did its best. It was gradually becoming ex- 
Registered April 17th. Capital, £30,000 in 28,500 ord. shares of £l each and perienced and acquiring skill. The women had been most 
30,000 management shares of 1s. each. E carry on the business of engi- wiling even to tackle work requiring physical strength 
necrs, contractors, concessionaires, financial agents, merchants, shippers, ех- m f th : 
plorers, miners, financiers, &c., in relation to Russia and the British Empire. apparent y in excess O their powers, and they were becom- 
The subscribers (each with one share) are: H. W. Thornton, general manager, ing proficient in many kinds of difficult work. In addition 
Great Eastern Railway; A. D. Rutherford, 40, Queen Victoria Street, E.C., to the factory hands there was an office staff of about 9.000 
«49164 bank manager; L. Oury, 3, Thames House, Queen Street Place, EC., f Jl | G00) . i Th total mut f 1 bs 
director and manager, Mozambique Co. The first directors are not named. oi whom were women. e number of employes 
Solicitors; W. R. Russell, 3, Lombard Street, E.C. | was, therefore, about.10,000, of whom about one-third were 
М J 1 T " 1 LI М 

R. Armstrong & Co. Ltd. (147,182).—Private company. women. Special depreciation had been increased by 49,0! 
Registered April 18th. Capital, £5,000 in £l shares. To carry on the busi- to cover additional wear and tear due to the present condi- 
ness of merchants, importers, exporters, contractors, brokers, and suppliers tions of operating the machinery, such as the character of 
of materials in connection with the manufacture of cable and wire, electrical. the labour necessity for night shifts &e The item T stock 
telegraph. telephone, engineering, rubber, and rubber goods, &c. The sub- М SE M E 2n d bid 2 : E * 
scribers (each with one share are: Н. C. Rose, 193-5, Cannon Street, and material on hand” showed an increase of £158,597, due 
Е.С. 4, merchant, H. D. Douglas. St. Moritz, Ogmont Road, Sutton. Surrey, partly to the growth of the business, partly to the higher 
ошап. Une &e dime э Dr EE (tirman) and H. D. cost of material, and partly to the fact that, from the diti- 


Douglas he ud office: 3, Cloak Lane, Е.С. ae 

uglas. Registered оте с с ; ; culty of obtaining some particular material at the proper 
Railway Phonopores, Ltd. (147,251) .— Private company. time, work on_orders had to be suspended and their comple- 
Registered April 94th. Capital £5,000 in £1 shares, To carry on the busi- tion postponed often for a long period The item *' com- 


ness of electrical and mechanical engineers and merchants, manufacturers of Ta Я , 

phonopore and other ilusión sedis we. Ге. синге (each with one leted work on contracts showed the consi lerable increase 
share) tt p Tu HA E Hone Ru aeq dn тым: m М. of £60,000, owing largely to delivery being delayed by lack 

; xlev ола. Leyton, Pes ypist. e firs irectors are r. А , wat : LA ene А m : 
SM and С. i Solicitors Frank. Simmonds & Carters, Broad. Street of transport by rail or ship. This difficulty: was becoming 
House, E.C accentuated every dav. By the end of March, in the current 
а уеаг, there had been since January ist a further accumula- 
| epu UTER tion of completed goods awaiting dispatch of something like 
: 600 tons, e roughly M Aat This са 
| : | culty was likely to increase, and was en ailing a serious lock- 
OF FICIAL RETURNS OF ELECTRICAL up of funds. The French company had done well, but the 
COMPANIES Ttalian company had made some loss, due to the rise in 
Re | wages and materials since the contracts were taken. These 


factors affected both countries, but while the French Govern- 


U nderground Electric Railways Co. of London, Ltd.— ment recognised and made allowance for them, the Italian 


Trust deed “dated April 3rd, 1917, ‘to secure £700,000 5 per cent. three-year Government did not. In France recent legislation had im- 
secured notes, | erie £681,000 ро: Бен Railway 4 per cent. sed taxation on excess profits, but all the principles upon 
> c i ‘ent. etu: ^ stoc : : Р M a › a 1 "Qe 
а FON clear CE. and 218,00 London mare nok olihe Chy which it would be applic d c vet been settled in prac. 
cent. pref. Stock. Trustees for note holders: Union of London & Smiths tice, and the extent to which the company would be uffected 
Bank. - was therefore still uncertain. The Norwegian company had 

у. A. & R. J. Jacobs, Ltd.—1ssue on April 4th, 1917, of made a small profit. There was reason to believe that after 
£700 debentures. part of a series of which particulars have already been filed. the war there would be a good field for these companies, and 


er ers 


‘continual dilution of labour. : 
.possible.to increase the dividend if it had not been necessary 
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preparations were being made by reorganisation and recon- 
struction of buildings, in so far as was possible under war 
conditions, for taking advantage of an increased demand 
-which,. at any rate: іп. France, where- destruction had been 
so. great, was likely to be large. The gross profit. for the 
year was £311,193, an increase of £17,210. The net profit 
-was £199,346, an increase of £22,505. The relative. increase 
in the-net- profit as compared with that.in the. gross profit, 
viz., £5,355,- was mainly due to the smaller amount written 
off for ordinary depreciation. The tonnage output in 1916 
was 224 per cent. greater, and the value, owing to higher 
costs, 40 per cent. greater than in 1915, but the aggregate 
gross profit was jn 1916 only 5.8 per cent., and the aggregate 
net profit only 18 per cent. greater than in 1915. There had 
thus been a great fall in the rate of profit. There had been 
great advances in wages and materials which could not be 
foreseen when the orders were estimated for,*and their effect 
had been accentuated by the unavoidable delays in the com- 
pletion of orders, prolonging, as these delays did, the period 
during which the adverse causes were in operation. А fur- 
ther cause of the diminution of rate of profit had been the 
It would, however, have been 


to carry over a much larger sum than in 1915. With the 
still uncertain effects of the Munitions Act.and Excess Profits 
taxation i6 was absolutely necessary to provide a large suin, 
and the amount of the carry over, £89,735, was none too 
great, though he hoped it would prove adequate. During 
the year under review their orders had been more than main- 
tained, as, excluding the large railway contract mentioned 
last year as taken in 1915, the normal business of 1916 showed 
a considerable increase both in volume and value, while in 
the current year there was also a considerable increase in 
orders as compared with -the corresponding period of 1916. 
There had been a satisfactory addition to their trade with 


the Continent, particularly in France and Russia, while the . 


business with Australasia and South America had consider- 
ably improved. On the whole, their exports, in view of the 
difficulties of transport, must be considered satisfactory. He 
had referred to the constantly increasing lock-up of funds, 
and though at the end of the year the financial position was 
quite easy, it might be that before long, under present condi- 
tions of high wages, dear materials, delays in completion of 
orders with consequent longer and larger locks up of capital, 


and а growing business necessitating ‘fresh manufacturing 


facilities, they might have to contemplate an addition to their 
capital. Бо far they had been able to meet the position out 
of revenue, but it would probably not be possible to defer 
much longer & request for permission to raise fresh capital. 
He was not alone in thinking that the policy of the Trehsury 
in increasing the direct taxation of industry had gone far 
enough, and in one respect a great deal too far. He described 
fully last year the highly inequitable effect upon them of the 
Excess Profits Tax, and since then the injustice had been 
enhanced by the policy of the Treasury in the last Finance 
Act, in virtue of which it not only exacted an additional 10 
per cent.—that was 60 per cent. in all—of the profits, bat 
reserved to itself the right to claim either this 60 per cent. 
or. the 80 per cent., caleulated on a different svstem, exact- 
able from controlled establishments under.the Munitions of 
War Act, whichever might give a better result to itself. 
It was not, however, so much the injustice on which he had 
to insist. What he was quarrelling with at the moment was 
the policy of killing the goose which laid the golden egg, 
the policy which prevented an industrial concern from pro- 
viding. for expansion out of savings. How was industry 
going to provide after deinobilisation for the employment of 
the vast additional mass of labour which would be thrown 
on the market by the return of the troops, and the cessation 
of munition requirements? Remember, that to, meet the 
colossal t&xation to be borne by the present and rising genera- 
tions, there must be an immense increase in production. 
Where was the money to finance it to come from? There 
was much talk of trade banks and of industrial banks. They 
were excellent things, but even if they were to be provided 
in unimaginable numbers, who was to provide their funds? 
Not the income-tax payer, whom the late Secretary. of the 
Treasury menaced with 10s.,-or the super-tax payer, who 
already paid 10s., and was threatened with an increase. Not 
the excess profit taxpayer, who already, in inany trades, 
was being sucked dry so far as the chance of providing for 
expansion was concerned, and who also was being threatened 
with a rise to 80 per cent. Не could not believe that the 
present Chancellor of the Exehequer, who wus himself a 
business man, would fail to recognise the disastrous effecta 
of the excessive taxation of industry. So far, other belli- 
gerent countries had shown more consideration for industry 
than this countrv. Some of them had followed their ex- 
anple in imposing taxes on excess profits, but none of them 
were anything like so severe as Great Britain. In some cases 
they were graduated up to a maximum of 50 per cept., while 
ín others, as, for instance, in France, there was the wise 
provision—and this was the point he wished to emphasise— 
that profits devoted to expansion were allowed to escape 
aktogether. Germany, their principal trade, as well as war, 
enemy, had not, so far as he knew, imposed any excess 
profits tax. and had not even increased the income-tax. As 
a result, the great Gennan concerns in the electrical trade 
had accumulated vast sums in cash—it was true it might 


- 


‘pied Mr. Mensforth’s post. 


prove to be only paper cash—for the inevitable fight after 
the war. He had lately seen the balance sheets of three of 
these companies- for the -year 1915, the Allgemeine, the 
Sicuens-Schuckert, and the Bergmann. The- first had by 
that. time accumulated a eash reserve- of 74° millions, the 
second B4- millions; and the third 14 millions—sterling, not 
marks—funds which were expressly mentioned -ag available 
for operations: after the war ended. It seemed to be assumed 
by some well-meaning people that when peace was declared 
there would be an end of economic war alse, ама they depre- 
cated any measures tending to perpetuate it. They wished 
them to receive back Germany into the comity of nations—to 
kiss and be friends, as after a lovers’ quarrel. It was for- 
gotten that this war was as much a war for commercial and 
industrial as for military domination, and that there were 
no more enthusiastic advocates of it than the heads of the 
great German industries and financial establishments. It was 
forgotten that the military war was only the complement of 
the economié war, which, started half a century ago with 
the two hundred million indemnity robbed from France, 
had been waged ever since with the purpose, as they now 
knew, of dominating the trade of the world. He had before 


him lately a striking instance.’ A great German firm had 


maintained a factory in: England entailing’ for the last ten 
years an annual loss of some £100,000, with the express 
object of keeping prices in this country low and so preventing 
that particular industry from being able to compete abroad. 
The economic war Germany would renew more savagely and 
more unscrupulously than ever, if she could, and it must be 
their aun, if they were not to go under, to use every means to 


` defeat her. As it was, they were urged by the Government to 


capture her trade, but bereft by it of the wherewithal. The 
first essential was money. "Where was it to come from? 
Government had been taking the savings of industry, and 
the manufacturers of this country would have no means to 
undertake the immense business which the world would offer 
after the war, while the vast mass of labour set free-in this 
country would be short of employment. There must be a 
catastrophe unless Government, which had taken the manu- 
facturers' money, stepped in behind him with its credit. 
Take their own case—they had daily evidence of immense 
business open to them in every country where they traded, 
in France, Italy, Russia, Spain, and the Dominions, business 
demanding great extension of their Works and the employ- 
ment of masses of labour, but which they would be unable 
to undertake without large additions of capital. Meanwhile 
others were stepping into the breach. America, with her 
vast resources, had started & powerful organisation which was 
already securing business in every quarter. Happily they knew 
that she had no ulterior objects, and if they could not live 
alongside friendly competition which was the life of business, 
they did not deserve to survive. But they could not fight even 
friendly rivalry without money, and this brought him back 
to the point with which he started, that not only for their 
immediate necessities, but for post-war opportunities, if they 
were to avail themselves of them, they must obtain fresh 
capital, if they could get it. The Chairman next referred to 
the excellent progress being made with the company's educa- 
tional scheme under the able guidance of Mr. Fleming, and 
also dealt with the number of men who had joined the 
Forces. Up to the end of February 2,469 had joined, of whom 
168 had been killed. In conclusion, he said that while they 
were faced now and in the future by many and serious 
problems, they looked hopefully to the future, confident of 
the loyal support which thev had had iu the past from their 
staff and workpeople. Such labour difficulties as they had 
had it had been found possible to settle by tactful handling? 
and he was happy to say that in this respect their works 
manager, Mr. Mensforth, had ably continued the policy of 
Mr. Lang, now their managing director, who formerly occu- 
The future of British industry 
depended upon the loyal co-operation of emplover and em- 
ploved. The interests of the shareholder and of the workman 
were the same. The one could not be happy without the 
other. The directors would strive to maintain this identity 
of interest, and as they had surmounted many difficulties in 
the past, they loeked hopefully to the future. 

Mr. SKFEL pointed out that the board was doing the same 
thing as the Government. The company was making money, 
but it was putting it carefully out of the shareholders' reach. 
He hoped next vear the board would do better. for the pre- 
ference shareholders. ~ | 

Mr. Birks thought the shareholders were eminently satis- 
fied with the figures. At the same time the question of the 
return on the preference shares had an important bearing on 
the raising of new capital. | 

The CHAIRMAN said he entirely svmpathised with the re- 
marks made, but so long as they did not know what they 
had to pay the Government they must have a large carry- 
over. They could probably easily pay an additional 24 per 
cent. on the preferred shares if only they knew what sum 


they bad to pay the Government. 


Mr. J. C. РЕАСНЕ, presiding at the annual 
йыры ГЕ meeting held on April 2Ath, at Rugby, said 

: ° that it was proposed to рау a dividend 
of 10 per cent. on the small ordinary capital and, after carrv- 
ing £19,463 tó reserve, to pay a bonus of 2s. 6d, per £100 
"B" stock and 1s. per share on the ordinary shares. With 
£10,463 now added to the reserve fund that fund would stand 


Vol. 80. No. 2,058, May 4, 1917.] 


THE ELECTRICAL REVIEW. 


497 


at £34,812, subject to the payment due to the Government 
under the Controlled Firms Act. In addition to this there was 
the special reserve of £7,467 against the “А’ and “В’ prefer- 
ence dividend accounts. The energies of the company were 
still directed to special operations, and considerable extensions 
of plant and to the number of employés had been made. The 
necessarily increased expenditure had been partly provided 
for out of revenue and partly by o further advance from the 
company’s bankers. The value of orders on the books was 
sufficient to ensure full pressure of work for the rest of the 
year: Included in the orders were some for such items as 
turbines and Diesel engines, which, being items that formed 
the chief part of the company’s pre-war business, provided 
a valuable connecting link for the resumption of normal 
business after the war. It was satisfactory to note that the 
profit for the year, after allowing for excess profits, was 
sufficient to maintain the same rate of dividend on the share 
capital as in the previous year. About 300 of their employés 
were now serving with the Forces, and 21 had laid down 
their lives. To these must be added the name of the late 
Mr. Leslie Robertson, a director, who gave his life for the 
country at the sinking of H.M.S. Hampshire. 


Mr. J. Н. Tritton, presiding at the an- 

Indo-European nual meeting, -on April 24th, said that 

Telegraph owing to general postal delays and staff 
. Co.,Ltd, shortage they were at present unable to 
un submit the report and accounts for the 
past year. Having regard, however, to the figures that were 
available, they saw no reason why the final dividend should 
not be paid on the usual date. The accounts would be circu- 
' lated at the earliest possible date. They were pleased to be 
able to pay the final dividend and distribution for the year 
without encroaching upon reserves, and without diminution 
of the total amount, and they believed that there would re- 
main sufficient to allow of the provision again out of earnings 
of an adequate sum of money on account of depreciation. 
Their holding in British Government securities was large— 
58 рег cent. of the company's capital. The new arrangement 
with the Eastern Co., which would secure to the Indo-Euro- 
pean Co. a sufficient sum after payment of all expenses to 
provide a dividend of 7 per cent. on the share capital, did 
not come into force until August, 1916, and the company 
benefited very considerably by revenue derived from the first 
seven months of the year. At the last meeting he stated that 
the directors had decided to enter into a combination of in- 
terests with Creed & Co., Ltd. for the development of the 
wireless patents owned by the Indo and Galletti Companies. 
That arrangement had fallen through. It became apparent 
that the interests of Creed & Co., Ltd., were not compatible 
with this company's interests, and the agreements that had 
actually been entered into had, by mutual consent, been can- 
celled. "This did not in any way affect the future develop- 
ment of their wireless assets, and he hoped to give fuller 
‘information on the extension of the wireless side of the busi- 
ness next year. They had fulfilled important contracts for 
wireless material. The company’s telegraph through service 
remained interrupted owing to the conflict raging in Europe, 
but they continued to handle considerable local traffic, which 
was of great importance just now. They had done their 
utmost to assist the Russian Government, and believed that 
their assistance had been of considerable value to them. With 
the victorious conclusion of the war, and the restoration of 
their through communication, they would be able to offer to 
the Government and to the public as efficient a service as in 
the past. Thirty-seven of the company's English staff were 
serving with our Armies. Four had laid down their lives. A 
large proportion of the company’s Russian staff were with 
the Russian Armies. 

Mr. R. W. BLACKWELL presided at the 
annual meeting on April 25th. After 
going through the accounts, he said that 
| the board had considered it advisable, 
having in view the conditions prevailing at the present time, 
to carry £10,000 to general reserve, and to place a further 
£10,000 to special reserve account. They had also thought 
it best to reduce the book value of their patents by £2,575, 
Inasmuch as they had not been able to fully utilise their 
patents under existing circumstances, and could not clearly 
see when normal conditions of trade would be restored. It 
was the opinion of the board that it would be unwise to 
make any larger distribution than that recommended (5 per 
cent., free of tax). In their reserves, and in the. carry- 
forward, it was indispensable that they held a considerable 
cash reserve. The figures certainly demonstrated that the 
concern was in a thoroughly sound position. The gross 
Profit for the year under discussion was £13,000 less than 
that of the preceding year, although the nmount at their 
disposition was only some £3,000 less. The decrease was 
not & matter which need trouble the shareholders. It waa 
anücipated by the board, and justified the considerable carry- 
forward provided for at the last meeting. The fact was 
that their manufacturing and contracting business in times 
of peace had now been practically wholly shelved, and much 
of their more elaborate manufacturing plant was necessarily 
idle. For work of national importance they did not realise 
any great percentage of profit. Looking at the business in 
general, he could only confinn what he said at the last 
meeting. They had not been advantaged by the war; they 


Johnson and 
Phillips, Ltd. 


had merely held their own. They had had great difficulties 
to meet, and had met them with fair success. It had been 
no small matter to adapt their plant to meet the special calls 
that had been made upon them. They had had to Jay down 
much new plant:and, to & great extent, they had -run it to 
death. 'Phey had lost many of their experienced hands, and 
had had to bring in: substitutes and to considerably employ 
fernale labour. -Their costa had been greatly increased there- 
by, for, as they would readily appreciate, the wear and tear 
upon machinery, and the waste in manufacturing processes 
when teaching new hands, had been most substantial items 
of expense. Material had been difficult to obtain, and, in 
consequence, they had had to buy well ahead and carry 
much larger stocks than could possibly be required in normal 
times. To sum. up, under existing conditions they had no 
reason to complain. To the best of their ability they had 
accepted their share of the national responsibility, and he 
did not doubt but that the shareholders would be quite con- 
tent to accept a not excessive return from the year’s working 
of their property. | 

In reply to а shareholder, the CHAIRMAN said he was not 
a prophet, and therefore could not say exactly how they 
would stand when the war was over. However, he had not 
the slightest doubt that the position of the company would 
be certainly no worse than it was at the present moment, 
and he had every reason to suppose that 1t would resume 
the rate of improvement which it had shown during the 
few years prior to the war. The reserves that had been 
made, both last year and the.year before, had been made 
with a view of meeting any possible contingencies that might 
arise out of the war. 


— -— —À— ee ee ee 


Chiswick Electricity Supply Corpn.—The report for 1916 


States that the profits earned, after writing off £933, and 


paying sinking fund premium and trustees’ fees, were £7,647. 
Interest on first mortgage debenture stock amounting to 
£3,600 has been paid, leaving a balance of £4,047. The direc- 
tors recommend a dividend on the shares of the corporation 
of 5 per cent., less tax, and that the balance of £907 be 
carried to depreciation reserve fund account. The increase 
in the cost of production continues, consequent on the 
advance in the price of coal, of fuel oil, of other materials, 
and of labour. The directors have endeavoured to meet these 
adverse conditions by making an advance in the price charged 
for current. 


North of Scotland Electric Light & Power Co., Ltd.— 
Considering the conditions, the results for 1916 are satisfac- 
tory. At Montrose the connections decreased from 1,163 kw. 
to 1,091 Kw., owing to the closing of the Manure Co.'s works. 
At Brechin they increased from 776 Kw. to 815 kw. At Inver- 
ness they increased from 1,459 Kw. to 1,597 kw. Total con- 
nections for the three towns, 3,508 Kw. Gross profit £7,550, 
as against £7,038 for 1915. After meeting interest on deben- 
tures and loans amounting to £2,781, writing £138 off sus- 
pense nceount, and adding £2,046 brought forward, the net 
profit is £6,677. A dividend of 3 per cent. is to be paid, 
placing £2,000 to renewal reserve account and £1,000 to 
general reserve account, catrying forward £2,177. 


Woking Electric Supply Co., Ltd.—At the annual meet- 
ing recently, Mr. Аѕнву said that owing to the extra cont of 
fuel, the outlay for generation increased by £4,168; it would 
have been heavier but for the action of Mr. H. W. Bowden, 
a director. Rates and taxes—extraordinary to relate—had 
decreased. A shareholder asked the board to consider the 
new Labour situation that would arise after the war. It 
would be a serious matter, and workmen would not be satis- 
fied with what they were having to-day. After paying 5 per 
cent. dividend the workmen should have a certain percentage; 
there should be a sort of co-partnership in a limited way. 


Indian Electric Supply & Traction Co., Ltd.—The 
accounts for 1916 show that the surplus on working at Cawn- 
pore was £20,220, against £15,932 in 1915. The net revenue 
credit is £90,314. London expenditure was £2,410, deben- 
ture interest £3,900. Including £800 brought forward, the 
balance is £14,803. There has been placed to general reserve 
£3,000, to depreciation and renewals reserve £3,000, written 
off debenture issue expenses £1,000; a dividend of 7j per 
cent. ii the year is recommended, leaving £1,757 to carry 
forward. 


Kaministiquia Power Co.—The directors have declared a 
quarterly dividend of 13 per cent., or at the rate of 7 per 
cent. per annum, for the quarter to April 30th. 


Eastern Extension, &c., Telegraph Co., Ltd.—The direc- 
tors announce that in consequence of delays arising from the 
war in obtaining the necessary returns from foreign stations 
and administrations, it will be impossible to present the 
accounts and balance sheet duly audited in respect of the 
year to December 31st, 1916, during May, when it has been 
usual to hold the annual general meeting. Having, how- 
ever, satisfied themselves that the net earnings of the year 
will be sufficient for the purpose, the directors have decided 
to make an additional payment to the shareholders, free of 
income-tax, of 7s. per share (equal to a dividend of 14 per 
cent., and a bonus of 2 per cent.), making the distribution for 
the year 1916 8 per cent., free of income-tax. 
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Eastern Telegraph Co., Ltd.—The directors announce 
that, in consequence of delays arising from the war in obtain- 
ing the necessary returns from foreign stations and adminis- 
trations, it will be impossible to present the accounts and bal- 
ance sheet duly audited in respect of the year to December 
3186, 1916, during May, when it has been usual to hold the 
annual general meeting. The directors, however, having satis- 
fied themselves that the net earnings of the vear will be suft- 
cient for the purpose, have decided to make an additional pay- 
iment on the ordinary stock equal to a dividend of 14 per 
cent. and a bonus of 2 per cent., making the distribution for 
the year 1916 8 per cent., free of income-tax, the same rate as 
was paid for the previous year. The usual distribution at the 
rate of 34 per cent. per annum, less income-tax, on the pre- 
ference stock for the first quarter of 1917 will also be paid. 

Oriental Telephone & Electric Co., Ltd.—Owing to the 
delay in arrival.of the mails from the East, it was im- 
possible to complete and issue the annual report and accounts 
for 1916 by the end of April, as usual. These are now in 
course of completion, and the annual general meeting of the 
shareholders will be held about the middle of May. 


Ramsgate & District Electric Supply Co., Ltd.—Includ- 
ing £1,146 brought forward, the gross profit for 1916 is £3,878. 
After allowing for interest at 5 per cent. per annum on out- 
standing accounts due to contractors, the balance is £2,660. 
A dividend of 4 per cent. is recommended, placing £1,000 to 
reserve, leaving £860 to be carried forward. 

Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold. during the four weeks ended February 23rd, 
1917, amounted to 1,763,149, compared with 1,362,833 units in 
1916. Р (^ A 

West India, & Pancma Telegraph Co., Ltd.—Dividends 
for the last half of 1916: 6s. per share on the first and second 
preference shares, and 6d. per share on the ordinary (free of 
tax). | 


STOCKS AND SHARES. 


TUESDAY EVENING. : 

WRITING on the eve of the introduction of the Budget, it is 
difficult to steer clear of comment which the Chancellor's 
speech may render nugatory, if not ridiculous, before the end 
of the week. The Stock Exchange is closed to-day (May 
Day), and members are looking forward to a Budget that 
will introduce heavy taxation in ,various directions. i; 
Prices are comparatively little: affected. Buyers are cer- 


tainly holding aloof, pending the speech on Wednesday night; - 


and a slight weakening in the War Loan, Consols, and similar 
stocks is an omen of. what the House looks for. It is a plati- 
tude to point out that increased taxation spells a lowering 
of investiment prices and a corresponding improvement 
amongst speculative issues, although the present occasion may 
prove an exception, so far as the former are concerned, inas- 
much as there is so much money available for investment 
that the floating supply of stock is inadequate to meet it. and 
we see no reason why this state of affairs should change after 
the introduction of the Budget. 

One of the London electric lighting companies has recently 
made a new issue of capital in the shape of short-dated deben- 
ture bonds; and there is an aggrieved feeling in certain 
circles that the bonds should have been offered in a provin- 
cial city instead of the issue coming to London. It may be 
inferred from this that the terms are tempting, and probably 
would have attracted all the money that the company re- 
quires had the issue been made in London. 

f course, it was necessary to obtain the sanction of the 
Treasury to fresh money being raised; and we understand 
that the ground-floor price was 90 for 44 per cent. bonds, 
redeemable in 14 years, drawings to commerce very shortly 
at par. The complaint is that, being a London companv, 
the natural course would have been for the issue to be offered 
In London in the first place. 

The Home Railway market is dull and inert, and the 
reasons advanced are the proximity of the Budget, together 
with the increased destruction notified last week by sub- 
marines, and the persistent official warnings with regard to 
the food problems. The last two reasons have a direct bear- 
ing, of course, upon domestic stocks and shares; and the 
Underground division is dull with: the rest. Districts drooped 
to 16, but Underground Income bonds keep reasonably steady 
nt 81, the firmness being helped by the recent announcement 
with regard to the possibility of substituting coke fuel for 
petrol. The National Steam Саг Co. has just made a new 
issue of shares, partlv with the object of providing for this 
new departure, the development of which will be watched 
with great interest. 

Electric Lighting shares are uniformly good. For the órdi- 
nary there are buyers in nearly every case; and holders de- 
cline to sell, notwithstanding the advances Which have been 
inade in quotations. "The market is still a limited one, so that 
at one time it is difficult to sell, while at another time it is 
no easier to buy. But for the present, at all events, there 
1s a strong demand, with very few shares to meet it. Charing 
Cross, Metropolitans, City ordinary and preference, and 
County preference show rises ranging from 1s. 3d. to 5s. 

Mexicans are the star market in the Stock Exchange. The 
telegram in the Times on Monday, quoting the New York 
Tones, -to th q О у, quoting e New York 

i а efect that it would not be more than a few 


days before Mexico threw in its lot with the Allies, had a 
remarkable effect upon prices. Rises of 2-5 points were com- 
поп in the bonds of the utility and railway companies. Mexi- 
can Electric Light Fives rose 3 to 31. Pachuca Fives at 26 
were 2 points up. Monterey first mortgage debenture at 174 
gained 5. Mexico Tramways first bonds are 7 points up on 
the week. 

Not much stock has been tempted out by these viofent 
advances; and there. is a disposition to await eventa before 
believing entirely that Mexico has joined the Allies against 
the Central Powers of Europe. However, it is now possible 
to realise bonds which have been practically unsaleable for 
months past. Brazil Tractions, too, have recovered 34 points 
after their drop of 6 last week; the preferred at 844 are also 
better. Anglo-Argentine Tramways 5 per cent. debenture 
continues to improve, and other foreigners are generally firm. 

The telegraph market has no such long string of rises to 
its eredit as was the case last week, but the previous improve- 
ments are being well held; and Indo-Europeans are 95s. 
better, allowing for the dividend deduction. The reports of 
the various companies are almost uniformly good, and the 
payment of dividends free of tax by several of the leading 
companies again brings their stocks into prominence by 
reason of the new Budget. 

The manufacturing group is quiet. Brush issues are un- 
changed on the issue of the report, which is regarded as 
good; the ordinary stock is quoted about 25, and the three 
debentures at 80, 60, and 52, in the order of their precedence. 
Rubber shares gave way sharply on consideration of Budget 
possibilities, which brought in profit-takers. The armament 
group is hard, but business in most markets has been held 
in check by the uncertainties surrounding the coming speech 
of the Chancellor of the Exchequer, the details of which will 
have been digested before these notes are. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Homs ErmoTRIOITY COMPANIES. | 

Dividend Price 
1 80, Rise or fall Yield 


| 1916. 1916, 1917. this week, p.e. 
Charing Cross Ordinary sje b 5 84 + X 7 310 
do. do. do, 43 Pret., 4 4% 8} 2те 6 18 6 
Chelsea oe ee eo ee 4 3 —_ Ы 6 4 4 
City of London .. ča a 8 8 11 +è 617 8 
do. до. 6 percent. Pref, 6 6 10 +} 600 
County of London 060. 94 9 103 — 616 6 
" do. б cent. Pref, : ы [^ ti " 0 - 
ensington inary .. ©» — 
London Electrio .. ee - 8 8 1 — Nil 
do. do. 6 per cent. Pref. 6 4 at — 65688 
Metropolitan ee ee ee 8 8 а + NS 6 0 Q 
do. 4} por cent. Pref, 4 14} d — 7 40 
Bt. James’ and Pall Mall . .. 8 8 —‹ 9 8 0 
South London oe eo ee 6 5 97 "T 7 б 6 
South Metropolitan Pref, æ. 1 7 91. = 6 13 4 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel, Pref, ee ee 6 6 96 apa 6 6 2 
do. Det, .. .. 83/6 14 224 + 1 6 13 4 
Chile Telephone ee oe ee 8 8 7 — б 14 4 
Cuba Вор. Ord. .. "T T b b 84 -= 517 8 
Eastern Extension „ә T 8 8 14 — е5 14 4 
Eastern Tel. Ord. 5% oe 8 8 1414 — %13 1 
Globe Tel. and T. Ord. .. vk 7 7 123 — *6 14 8 
do. " x 6 6 10 — 600 
O- ropean ee ee ee X =» E 
Marconi ee ce [1 ee 10 10 9 — 8 9 7 
New York Tel. 43 is 42$). 4 101 — . 490 
Oriental Telephone Ord. oo’ 10 10 — 414 ! 
United R. Plate Tel. .. ae 8 8 == * 09 
West India and Pan, eo oe ва, 64. 1 = 9 10 0 
Western Telegraph ee ә 8 8 14 — 6 14 4 
Нома Rasta, 
Central London, Ord. Assented 4 4 60] = 680 
Metropolitan ae a <é 1 1 94 — 4891 
do. District .. .. Ni Nil 16 — Nil 
Underground Electric Ordinary Nil Nil 13 — Nil 
о, do, io A" ee Nil Nil у. = Nil 
do. do, Income 6 6 81 — à *6 8 
Forrian &о, 
зан тали, 
———— 
1914. 1916. 
Adelaide Sup. 6 per cent. Pref, 6 6 6 — 6 0 0 
Anglo-Arg. 'l'rams, First Pref, |. 8 — B16 0 
do. and Pref, ee 6 -— — 
do. 5 Deb... 6 b 68 42 460 
Brazil Tractions .. is iu 4 4 46 + 34 Nil 
Bombay Electric Pref, .. .. 6 6 10 == 600 
British Columbia Elec. ir ee Sc 6 6 61 — 840 
do. do, ferred — Nil 46 = Nil 
do, do, Deferred — Nil 803 — Ni 
do. do, Deb. 43 4} 64 +3 6 12 10 
Mexico Trams 6 per cent. Bonds — N 894 +1 No 
о. 6 per cent. Bonds — Nil 27 +2 i 
Merican Light Common "а NI Nil 124 — [| 
do. Pref. .. e Nil Nil 17 — 
do, lst Bonds .. Nil Nil 88 + ~ 


Babcock & Wileoz  .. .. 1 


4 16 — 64641 
British Aluminium Ord. ee 6 3 27 — 7 6 10 
British Insulated Ord. .. .. 15 1 1 — 617 3 
British Westinghouse Pref, .. A g 2,5 xd — 8 910 
Callenders ee se oe ee 15 90 18 — 1 11 0 
do. 6 Pref, T T b 6 4. — 8 50 
Castner-Kellner .. œ o 9 B зА — 6 19 0 
Edison & Swan, rat paid - Ni = = Nil 
do. do. ураіа ., Nil — 1 — Nil 
do. do. 4 percent. Deb, 4 4 — 615 3 
Electric Construction .. .. 6 18 1 — 710 9 
Gen. Elec. Pret. ee ee ee 6 6 == 6 3 1 
о, e ое ee eo 10 10 1 = 6 18 0 
enley ee ee ee ee 20 95 — 8 1 8 
do. 4 Pret. 90 ee ee €$ 4 4 — L] 19 6 
Rubber .. ee e 20 10 117 — *$ 8 4 
Telegraph Con .. 90 — eg 910 


1 
g 


ee ee 20 
* Dividends paid tr 
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PROMOTION IN ELECTRICITY SUPPLY 
. UNDERTAKINGS. 


[COMMUNICATED. ] 


THIS subject is one of great interest to every employé— 
manager or apprentice—in an electricity supply department. 


As viewed from the manager's chair, the question of filling-up - 


vacancies on the staff usually requires much time and 
thought, and hasty decisions are possible only in cases where 
it is obvious that a particular employé is the one man 
specially fitted to fill the vacant post. But this condition 
is the exception rather than the rule, as it is generally 
found that the claims of several members of the staff have 
to be taken into consideration before a final decision is 
arrived at. What, then, are the qualifications which weigh 
most in the selection of candidates for vacancies on the 


. Staff ? Naturally these will differ in detail depending on 


the nature of the post, but definite rules can almost be laid 


. down which are applicable to all appointments. - 


In the first place, the appointment should be made on 
equitable grounds after fair and reasonable consideration. 
The interests of the undertaking should be paramount, and 
all questions of kinship, favouritism, prejudice, and influence 
should be brushed aside. Social connections should have 
no weight, so far as is humanly possible. Assuming the 
candidates are honest and trustworthy—and no one is 
eligible for promotion who is not—the question becomes 
one of respective capabilities. 2 

General Manager or Chief Engineer.— Much discussion 
has taken place at Institution and Engineering Society 
meetings as to the relative importance of commercial and 
engineering knowledge in the conduct of an electricity under- 


taking. It is generally agreed that the head of a large 


electricity supply business should be a commercial man first 


-and an engineer afterwards, and in many cities and towns 


engineers have had their letter-paper designation altered 
fram “ chief electrical engineer ” or “ borough electrical engi- 
neer ” to “general manager ” or “ manager and engineer." 

. Electricity Committees also are becoming alive to the 
fact that the smart commercial man with a good know- 
ledge of electricity supply is of more use to an electricity 


department than the electrical engineer who has a first-class : 


training in turbine or alternator design and construction. 
In these days when power stations and distribution systems 
are lai@ out on stereotyped plans, the operation of an elec- 
tricity supply department is а matter of routine. But the 


^ getting of business and the general policy of the depart- 


ment are problems which require more than mere engineering 
training. Man¥ undertakings are suffering to-day from the 


Want. of. initietive-and- business acumen displayed ‘by their — 


chief engineers, while some of the largest supply systems 
have been built up by commercial men and by engineers 
who have developed their business instincts. | 
The suecessful head of an electricity undertaking should, 
therefore, be a good business man, possessing those qualities 
Which usually mark the business man—namely, organisa- 
tion, common sense, initiative, tact, personality, and a work- 
ing knowledge of the product he deals in. He must have the 
k of being able to choose the men who will be of 
most use to him. It might be said of the successful 
Manager of an electricity supply department that he could 
manage a soap factory just ав successfully. Не will leave 
8 assistants to carry out their allotted duties, and see that 
they do so, His principal concern will .be in regard to 
the consumers who take the supply. The organisation 


oe be such that, even if the head of the department 
ould be absent from business for a month, the work of | 


the department would be carried оп as if he were there. 


This, however, in no wise implies that his presence is not | 


necessary for ‘the efficient conduct of the business, but 
ee testifies to the care with which he has organised the 
Е. ertaking, Although he may not be in actual attend- 
ce at his post, his personality is still kept in view by the 
assistants, who carry on in the usual way. 
d isl Assisiant, —Regarding the choice of a chief assistant 
рз о manager, if the appointment ів left о the manager, 
will select the man whose qualifications befit him to 


take entire charge during the absence of the manager. 
The chief assistant must be absolutely reliable, and in 
matters of policy; his first consideration should be to follow 
the course which his superior would have adopted had he 
been present. The first assistant may be a good engineer, 
and be able to go into details with the station superin- 
tendent or mains engineer, but his greatest asset should be 
his capability of answering inquiries in the absence of ће 
manager, and his power of exercising control over the 
other members of the staff. Common sense and tact will 
go further than mere knowledge of engineering details. - 
The chief assistant must, of course, have the practical and 
technical training to enable him to be of service to the 
manager in drawing up schemes for the extension or improve- 


. ment of the undertaking. 


Station Engineer.—The station engineer should be a 
trained mechanical and electrical engineer, with good prac- 
tical and theoretical knowledge of boiler, turbine, and elec- 
trical operation. If he should have, in addition, some 
commercial training, he is the man who automatically steps 
up into the vacant position of chief assistant. While paying 
particular attention to the boiler house, where enormous 
sums of money may be wasted, he should at the same time 


. exercise a general supervision over all his staff. 


He should encourage his staff to talk over matters in 
connection with the efficient running of the station, and 
give consideration to any suggestions which may be 
advanced with the object of improving the conditions of 
operation or the reliability of the plant. He is not paid his 
salary for working with his hands, and it is his fault if 
there is no one under him who can be entrusted with any 
particular work. His duties are purely of a supervisory 
character, and his chief concerns should be the smoeth, 
economical, and reliable operation of all the plant under his 
charge. Great attention should be given to the question of 
stand-by plant in cases of failure, and every precaution should 
be taken beforehand to avoid breakdowns. Many trouble- 
some breakdown. repairs have been avoided by systematic 
inspection and proper maintenance of plant and auxiliaries. 
A good station engineer will endeavour to so arrange the 
duties and responsibilities of his staff that he will find some 
difficulty in knowing how to fill up his own time, and it. 
must be apparent to him that the manager, on visiting the 
works, would rather see him walking around with a 
placid air of contentment than discover him running round 
the works with a worried look in his face. To the manager, 
the first signifies efficient control, while the latter condition 
means trouble and anxiety. „Breakdowns are, however, 
often quite unavoidable, but the station engineer should 


anticipate them as far as possible by insisting on a sufficient 


reserve of plant being installed to cope with possible 
untoward events. The less anxiety he gives his superiors. 
the more is he efficiently fulfilling the functions of his 


position. е 


Boiler- House Superintendent.—The station engineer's 
most important assistant is the boiler-house superintendent, 
whose duties are to see that the boilers and boiler-house 
auxiliaries are in good working order. The. maximum 
efficiency should be obtained from each pound of coal, and 
the boiler-house superintendent must, besides being a good 
engineer, have a knowledge of chemistry. Careful attention 
should be paid to the calorific values of fuel, grate feeds, 
and conditions of draught for each boiler unit. "The boiler- 
house superintendent should have an assistant whose sole 
duties are the testing of coal, the reading and recording of 
draught gauges, CO, recorders, steam or feed meters, Lea 
recorders, temperatures of feed water, flue gases, superheat, 
and the tabulation and comparison of results from day to 
day. It should always be borne in mind that too much 
attention to these details is impossible, and a capable boiler- 
house engineer's wages—and those of his assistante—can be 
saved many times over by a strict and systematic check on 


all sources of waste heat in the boiler house. 


— Electrical Superintendent.— The electrical superintendent 
should have charge of all the electrical equipment of the 
power.station and sub-stations, besides having an interest in 
the working of the steam plant in the engine room. He 
should relieve the station engineer of the responsibility | 
of keeping the electrical machinery, switchgear, &c., main- 


tained in thorough order. All electricalfy-driven auxiliaries 
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‘should be inspected daily by his men, and attention called 
to weak points in any of. the various motors driving air, 
extraction, feed or circulating pumps, stokers, economisers 
scrapers, or coal and ash conveyors. — High-teusion switch- 
gear, control gear, relays, rotary converters, transformers, 
&c., should also be inspected daily by competent men who 
have the confidence of the electrical superintendent. Like 
his immediate superior in office—the station engineer—and 
his confrere (the boiler house superintendent), the electrical 
superintendent should remember that his particular sphere 
is the careful supervision of his men to ensure that they 
perform their allotted duties with precision. As a large 
amount of their work is of a routine nature, it 18 essential 
that its importance should be impressed upon them. 

Charge Engineers, Junior Engineers, d:c.—The efficient 
working of the plant—especially during night shifts—is 
left to the mercies of the charge engineers and their juniors. 
These members of the staff should, therefore, be selected 
very carefully. The charge engineer’s lot is not usually a 
happy one, and the remuneration for his services should be 
on a fairly liberal scale. A good charge engineer is worth 
his weight in gold, and sufficient notice should be given to 
his value to the undertaking. , From the ranks of charge 
engineers, capable boiler-house and electrical superintendents 
are recruited. It. should be the object of every engineer- 
‚ in-charge to qualify himself for promotion to one of these 
higher-paid posts. 

Mains Engineer.—The mains engineer's айе of pro- 
motion rest entirely with himself. In many undertakings, 
the mains engineer is also the chief assistant engineer, and 
his claims for the supreme position, when vacant, very often 
have the first consideration. In his dealings with con- 
sumers, he has the opportunity of acquiring that business 
intellect necessary for the successful manager of an electrical 
undertaking. But he must first of all be a successful 
, mains engineer, and his duties as such are most exacting. He 
should be conversant with the best methods of laying mains 
in widely-varying situations. His assistants should keep a 
record of maximum and minimum currents on the feeders 
and distributors of the system, and be in close touch with 
the work of the electrical superintendent in the' station. 
He must be fully alive to the possibilities of development 
iu any:section of the distribution system, with the view of 
being well in advance of increased requirements by any 
consumer or section of consumers. Additional demands on 
the feeders and distributors should be anticipated by the 
mains engineer, and the management should at once be 
acquainted with particulars of probable extensions to elec- 
trical plant in consumers’ premises, so that steps may be 
taken to fulfil the obligations of the undertaking by the 
provision of extra cables to cope with the additional 
demands. A record of costs of laying main cables should 
be kept, so that the work of estimating for cable require- 
ments can be undertaken with simplicity and ease. The 
mains engineer's assistants should be men whose training 
and experience have been on lines which render them fitted 
to take the post of mains engineer when the position becomes 
vacant. 


Consumers’ wow Боа, the commercial point of . 


view the consumers' engineer holds the most consequential 
position on the staff of the undertaking. Не is in imme- 
diate touch with the requirements of' the undertaking's 
clients. His duties are to advise consumers regarding the 
most efficient and economical methods of utilising the elec- 
trical energy supplied from the undertaking. He must be 
fully conversant with the economics of electricity supply, 
and the best means of driving machinery, lighting work- 
shops, heating and cooking. He must bé familiar with 
every application of electricity for power, lighting, heating, 
and cooking, and be able to explain lucidly the reasons for 
charging different rates per unit for different classes of 
supply. 

Knowledge of the electricity supply business is, of course, 
of the first importance, and an electrical engineering training 
is also essential; but the duties of the position require 


sound common sense, tact, and commercial experience, and | 


on these grounds alone the consumers’ engineer is the person 
whose qualifications befit him for the more onerous position 
of managing the whole electrical undertaking. As con- 
sumers’ engineer, hi#staff should consist of a meter super- 


intendent, an installation inspector, a foreman electrician, a 
public lighting foreman, and a showroom assistant. Sub- 
servient to these would be meter testers, meter repairers, 
meter readers, installation testers, wiremen, motor Inspectors, 
canvassers, and salesmen. 

Secretary, Chief Clerk, or Accountant.—The status of 
the chief clerk of an electricity department has greatly im- 
proved with the growth in size and importance of supply 
undertakings. This position, in the larger town and cities, 
now carries with it the title of secretary or accountant, -and 
in some cases, where the individual possesses a technival 
knowledge of electrical engineering, a new position, under 
the name of commercial assistant, is created. 

The duties of the chief clerk are very onerous indeed. 
The responsibility of the energy accounts rests with him, 
and all purchases, stores, &c., should come under his juris- 
diction. Organisation should be his watchward, and great 
care must be taken in the appointment of his assistants. 
He has many opportunities of advancing his position which 
are denied to the other heads of departments, owing to the 
frequent consultations which he has with the general 
manager or chief engineer. His views often carry mucli 
weight in matters affecting the poliey of the department, 
and it is possible to conceive that, in the light of present 
tendencies, the post of secretary to an electricity undertaking 
may be a stepping stone to the position of manager of the 
undertaking, just as it may be in other commercial 
enterprises. | 

_ General.—In the promotion of employés in any grade, 
certain maxims may be laid down which are applicable to 
almost every case. First consideratión is invariably given . 
to the person possessing, besides a fair knowledge of the 
business required, a large share of sound common sense. 


-© Other factors in the question are initiative—not necessarily 


originality—orderliness, and reliability. A man, however, 
may be most reliable and painstaking, and yet have very 
narrowed ideas, which lead him into spending a great deal 
of time in unnecessary detail. Originality and a mania for 
special systems often become a nuisance rather than a help. 
Some originality is necessary, and systems should only be 
adopted when they tend to simplification of routine work. 
A great point is the cultivation of a personality, so that your 
work and instructions carry some weight. Responsibility 
should be sought, not avoided. Special. commendation is 
always given to the man who can relieve his immediate 
superior of a part of the latter's responsibility, especially in 
matters of detail. It is a good plan, therefore, for a super- 
intendent to allow his principal assistant to become familiar 
with the whole wonk of the department, not only with the 
object of sharing his responsibility, but, mainly, to be ina 
position of recommending his assistant as his successor in 
office in the event of the superintendent's promotion to a 
higher post. Мапу а good superintendent spoils his chances 
of promotion by keeping information to himself in a selfish 
desire to improve his indispensability. The folly of his 
shortsightediess only becomes apparent when his claims to 
promotion are overlooked for lack of a suitable man t 
succeed him. 

It is a fact that a good workman generally proves a bad 
master, unless he has cultivated a talent for arranging work 
and supervising its procedure. The superintendent Who 
works himself cannot, at the same time, | exercise a proper 
supervision over his men. 

Promotion by seniority, or on account of long service, 
should, of course, be adopted where other consideratious are 
equal. But prior claim should always be given to the can- 
didate who has the faculty of being &ble to use his hrains 
to the best advantage, and who can cope with difficulties 
which arise. In positions of commercial responsibility and 
in the supervision of engineering work—whether con- 
structional or maintenance—a tactful manner, a quick 
understanding, and a good memory, are of great importance. 


4 


ЕЕГ new company has lately been formed in 
Barcelona, with & capital of £1,000, and the title La Sociedad de 
Cobre Electrolitico, to start works for the electrolytic production 
of weldless copper tubes. 


m 
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THE DETERIORATION OF CURTIS RATEAU 
TURBINE' BLADING. | 


A comprehensive paper on the above subject was recently 
read before the SOUTH AFRICAN INSTITUTION OF ENGINEERS by 
Mr. A. Fenwick, who is the turbine specialist to the Rand 
Power Companies The paper contains a great amount of 


valuable information which it is not: possible to reproduce 


in extenso in our pages, but the following is a summary :— 

The author classifies the various turbines* as follows :—(1) 
3,000 xw., 1908-10; (2) 9,600 kw., 1911-12; (3) 4,000 н.р. (com- 
pressor turbines). 1911-13; (4) 12,000 KW. ‚ 1914- 15; (5) 10,000 
H.P. (compressor turbines), 1914; (6) 300 H.P. (auxiliary), ]91I- 
13; (7) 550 н.р. (pump), 1919-14. Тһе majority of these 
operate with a stop valve steam temperature of 320-350 deg. C. 

Table I shows the inetals.in use on the various turbines; 
soine are only in the expérimental ‘stage. 


TABLE I.—SHOWING VARIOUS METALS 1N USE FOR BLADING. 


Class of turbine. 


Material. Wheel or guide blades. . 
+ % nickel steel 2 and 3 | Guide 
Siemens-Martin steel | 4. a, 4 and 5 | " 
5 % nickel steel 2. 3, 4 and 5 | Е 
· 3 % nickel steel 3 n 
Medium carbon steel 2,42 nod 5 | 5 
30 % 1032 % nickel steel | 1, 2, 3. 1 and 5 | S: 
25 % nickel steel 3 . Wheel and Curtis seg- 
| r | ment 
, 5 96 nickel steel All clusses ` Wheel and Curtis sta- 
| tionary segment 
Aluminium bronze 1.2. 3, 4, 5 & 6 | Wheel and Curtis sta- 
f , tionary segment 
Brass . All classes ! Wheel and Curtis sta- 
: tionary segment 
Nickel brass 3 | Wheel 
Monel metal S 5 | Wheel and Curtis sta- 


; tionary segment 
| 
| 


The author includes further tabulated data showing analyses 


of the steel and non-ferrous alloys in use. 


An examination shows a variation of some thousands of 
running hours in the life of blades of similar material and 
position in the turbine, and life here represents the yunning 
period up to the time reblading wus carried out; in some 
«ases the blades could safely have been run for a longer 
period, and in others blades have run much longer than was 
dictated by safety. 

3,000-kw. Turbines, Class 1.—Dealing first with the Curtis 
stage, and the first three low pressure stages, two materials 
have been tried. viz., aluminiuin. bronze and 5 per cent. 
nickel steel, and the superiority of the latter is upparent. 
Sets 5 and 6, Simmer Pan, were fitted with steel blades, and 
have been running for six years. In neither case has failure 
occurred, the running hours up to December 315t, 1916, being 
39.119 and 39 .298 respectively. 


The aluminium bronze blades are quite unsuitable for this | 


part of the turbine. The aluminium content disappears from 
the surface of the metal, leaving a very brittle layer of 
copper; where the section of metal is thin, as at the inlet and 
discharge edge of the blades, it breaks away like glass with 


Fig. 1. 


light tepping. With continued use, the outer layer cracks 
and flakes off, exposing the part underneath, which in turn 
flakes off until the blade is split up into several layers. Where 
the section of the blade is fairly heavy, as in the Curtis stage, 
the shape is gradually lost, but the body of the blade re- 
mains sound and seldom fails. What usually happens is, the 
portion which is riveted over to secure the shrouding chips 
off, allowing the latter to come adrift. 

Fig. 1 is a good example of this deterioration, and is from 


* The first five classes of turbines are apparently of German 


make.—Eps. Burc. Rev. 


the first row of Curtis moving blades, after being in commis- 
sion for about 24,000 hours. 

Fig. 2 is from the second row of Curtis blades on the sume 
machine; the deterioration is similar, but not &o far advanced ; 
the running hours are the same. 

The running time before reblading averages for the first 
four stages on sets 1-4, Simmer Pan, 26,700 hours. The 
Curtis blades have a shorter life in the later stages, duc no 
doubt to higher temperature in the Curtis casing. 

After leaving stage 4 deterioration is in the form of erosion 
or pitting on the back or convex portion of the blade; the 
inlet and discharge edges become thin and holed, and easily 
broken off. Fig. 3 shows typical examples. The blades (from 
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stages 5, | 6, 7, and S) ran for 33,665 hours before renewal. 
The following stages, 9 and 10, also of aluminium bronze, 
do not suffer. No appreciable improvement in steain con- 
sumption resulted from reblading. 

~The last two stages have running hours varying from 39,000 
to 46,500 at Simmer Pan, and up to 52,000 at Brakpan. The 
present practice 1s to fit the first four stages with 5 per cent. 
nickel steel blades, stages 5-8 with brass blades, and the Jast 
two stages with aluminium bronze. The author favours 


nickel steel for the first eight stages and aluminium bronze 


for the last two. 

9,600-kw. Turbines, Class 2.—The blading has with two ex- 
ceptions proved satisfactory on row 3 (Curtis stage); the 
aluminium bronze proved distinctly unsatisfactory, becoming 


- so brittle in some cases that the blades broke away from the 


wheel; in all cases the edges were very brittle. The bronze 
has been replaced with steel with satisfactory results. Fig. 4 
shows examples of the above aluminium bronze blades which 
were renewed after 15,000-18,000 hours. 

The aluminium bronze blades in stages 10, 11, 12, proved 
satisfactory, but in stage 13 breakages occurred, the fracture 
taking place across the neck of the tee-headed root. 

The stress is not excessive (three tons per sq. in), and it 
it probable that vibration 18 responsible for the failure. 

Some of these stage 13 blades have run from 20,000 to 30,000 
hours and are still sound; breakages in three cases occurred 
after 10,600, 23,800. and 94, O00)" hours respectively. 

4,000-h.p. Compressor Turbines, Class 3.—A 25 per cent. 
nickel steel was used for row 1 on the Curtis stage, and in 
a particular case failure occurred after running 17,700 hours. 
due, it is supposed, to brittleness acquired by use with high 
temperature steam and vibration; 5 per cent. nickel steel 
used for other sets has given gatisfaction. 

In the second row of Curtis blades, aluminium КОЗ апа 
5 per cent. nickel steel have been employed, the former prov- 
ing quite unsuitable and being replaced by the latter. In 


Stages 2, 3, and 4 the aluminium bronze has a similar record 


(specimens are shown in fig. 5), and has been replaced by 
brass; in stage 5 aluminium bronze stands well, the tempera- 
ture being low. Aluminium bronze was unsuitable in the 
stage 6, for mechanical reasons, the blades breaking off at 
the root after 5,000 to 7,000 hours. 

Five per cent. nickel steel fractured in the same manner. 
A material is required which is not so easily affected by vibra- 
tion. ''Monel" metal is being given a trial. Nickel brass 
is also being experimented with for stage 5. "The steel bladea 
for stage 6, just referred to, show a small amount of erosion 
on the inlet edge of the blades after 6,000-hours. 
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Turbines, Classes 4 and 5.—Three metals are in use, 5 per 
cent. nickel steel, brass, and bronze, arranged in the order 
given, starting from the H.P. end of the turbine. Steel is 
also. used for the last three wheels in one case, and for the last 
two wheels in the other case, at the exhaust end. The metals 
appear to be in the correct position for the best results, and 
up to the present no trouble has been experienced. | 

Erosion of the inlet edge of the steel blades at the exhaust 
end of the machine is noticeable in all cases after 5,000 to 
6.000 running hours; in the case of the compressor turbines 

-(Class 5) running at 3,000 к.р.м., with a blade velocity of 
720 ft. per second, the erosion is very pronounced, the edge 
of the blade being like & fine saw. 

Auziliary Turbines, Class 6.—These turbines have a Curtis 
wheel only, with four rows of blades. The first two rows of 


Fic. 3. 


blades were of 5 per cent. nickel steel, which has given good 
results, and the last two rows were of aluminium bronze, and 
where the blade section was small this proved disastrous. 

Fig. 6 shows typical examples of these blades, which 
would hardly be recognised as such, after 15,000 and 18,000 
hours respectively. | 

On the later sets installed brass has given ‘good results, 
being in good condition after 26,000 running hours. 

Auxiliary Pump Turbines, Class 7.—This type has also a 
“single Curtis wheel; in no case has the blade materia] shown 
deferioration, both steel and brass being in excellent condi- 
tion after a maximum running period of 26,000 hours. 

General.—From the foregoing remarks it is perfectly clear 
that aluminium bronze for use as a blade material in the high 
temperature stages of a turbine is totally unsuitable. While 
brass might do as well in the low ‘temperature stages, one 
would not expect as long a life owing to the soft nature of 
the material. 

Five per cent. nickel steel has given good*service. Experi- 
ence with brass blades covered 30,000 running hours, and no 
renewal owing to deterioriation has taken place; it is pos- 
sible that it may outlast steel due to absence of oxidation. 

Inlet Nozzles.—These are of cast’iron on all the turbines 
dealt with, and as supplied by thé inakers were quite un- 
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satisfactory. ‘Fhe nozzles are a series of ports divided by 
partitions, and the latter crack badly, large pieces breaking 
off and passing through the turbine, usually bruising the 
blades if no more. Blading troubles are not easy to locate, 
as а piece of metal frequently passes through several stages 
before becoming jammed. 

Tests showed that the damaged nozzles did not reduce 
the efficiency, and accordingly a V-shaped portion was cut 
out of the partition before fitting the nozzles, which has 
practically cured this tronble. | 

As an experiment steel divisions forged from mild steel 
bar and cast into an iron body have been tried on a large 
turbine with very good results. Two small turbines with 
steel nozzles gave quite satisfactory results; bronze castings 
Заб bam used by some makers; brass would probably be 

soft. 


Curtis Stationary Segments.—Four metals have been used 


as follows:—Aluminium bronze disintegrated rapidly owing 


to teinperature; 95 per cent. nickel steel becomes brittle ix 


time, and one breakage has occurred; 5 per cent. nickel steel 
is now used exclusively for all main turbine stationary seg- 
ment blading, and stands up very well. Brass is sometimes 
used for the second row of the auxiliary turbines, and always. 
for the third row; it stands well, the maximum hours in use 
so far being 30,673. 

Guide Blading.—The material in general use is 30-32 per 
cent. nickel steel. The nature of the deterioration is the 
same in all cases, but the results, taken over a given period, 
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are quite inconsistent. The first visible indication appears im 
the form of a fine crack on the inlet side of the blade, and 
frequently close to the outer retaining ring, but sometimes 
nedr the centre of the blade. Before these cracks are actually 
visible, they can be produced by a few light hammer taps. 
These cracks extend over the surface of the blade, cobweb 
fashion, until pieces become detached, and pass through the 
succeeding stages, severely bruising and closing up the wheel 
blading on the inlet side, but seldom causing a strip. Ulti- 
mately, the whole of the blades crack, and if not attended 
to the guide ring collapses, causing heavy fouling and serious 
damage to the wheels and blading. 


Ес. 6. 


There is little danger when the cracks first appear, as 


several months elapse before pieces of guide blade break 


away. Examination ut intervals of 3,000 hours allows one 
to follow the condition and judge when the ring should 
renewed. 

In the case of the guide blade diaphragms as fitted to Class 
4 and 5 turbines, they become unsafe as soon as cracks appear, 
and movement of the diaphragms in the direction of the fol-. 
lowing wheel has taken place on different occasions. This 
tendency to displacement of the diaphragm is probably dué 
to the circumferential pitch of the blades in the guide blade 
diaphragm construction being greater than in the guide ring 
ir da ов. with a consequent increase of diaphragm ares 
per blade. 
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ERE, \ 
Е, Experience shows the great disparity in the running hours which these" re-bladed rings are fitted 1 
p between the various stages at the same station, and the same the others of. similar type. is may be due to the rivet heads 
oe stages at two different stations. | and flanged portion of the blades, which project into the 
ш Influence of ‘Material on Deterioration.—The evidence 18 steam passage and obstruct the steam Bow- 
Б. hardly sufficient to state definitely the relative advantages O Other Stresses, Vibration, Impurities i" the Steam, dc.— 
Ша, high or low percentage nickel steel, but the results obtaine |f we assume the drop 10 pressure across each diaphragm to 
HET in No. 4 set, Rosherville, point to steel containing no nickel be 6 lb. per sq. 10., and the diameter of the diaphragm 
us as being more guitable. 7 60 in., the guide blades have to withstand & lateral force of 
Zur On the Class 4 turbines, steel, containing no nickel, has 84 tons, which divided between the blades may not be °X- 
dt 29 been supplied for some stages, and has so tar shown no cessive. A certain amount of vibration WI take place, due 
DI deterioration, while other stages, containing 30 per cent. ‘to the rotation of the parts, and passage of steam through 
nickel in the same machine have shown marked deterioration. the blading. his vibration acting on the guide blades while 
ne In the case of the guide ring renewed on No. 4 set, Vereeni- under stress from the diaphragm pressure, and perhaps at & 
ving (stage 10), some о the blades were badly cracked. critical temperature, may cause cracks to develop. and ulti- 
and others appeared to be in perfect condition ; one of each mately break down the material. Another factor is Impurl- 
. was analysed, and both were found to be 30 per cent. nickel ties carried over from the boilers with tbe steam. ‘or 1П- 
steel, the inference being that the presence of a high per- stance, on the 3.000 sets at Brakpan, where exceptionally 
centage of nickel does not necessarily cause the blades to long life has been attained, oil occurs as 3 greasy deposit on 
crack: ` the guide blades, and may have acted-as 8 protective cover- 
Mechanical. Stresses Imposed on the Blades by Expansion — ing. " | 
and Permanent Growth of the Retaining [11:08 and Dia- ( To be concluded.) 
phragms and by Sudden Changes of Temperature in the | | 
| Blades.—We have ample evidence © the exceedingly heavy —— 
Y stress imposed on the blades from this cause, particularly at —— 7 
^l the high tentperature end of the turbine. 3 | 
t . When the machines were first erected, the guide rings were 
- бй, to а groove ы casing, an oe thereto by means SOME POINTS IN CONNECTION WITH 
of screws; the 42.4. iaphragm, of dishe ormation, is groove , » 
round the periphery and fitted snug to the inner retaining ENGINEERING SPECIFICATIONS 
ring of the guide ring there being а corresponding tongue Sa 
fitting the groove of the diaghragm to prevent lateral move- THe paper by Mr. J. SHEPHERD Was read and discussed at d 
ment. The convex side of the diaphragm is toward the hig meeting of the -"orrisu LOCAL SECTION OF THE INSTITUTION 
ressure end of the machine, and is designed to resist tho or ELECTRICAL ENGINFERS at Glasgow. AE 
4 difference of pressure between the inlet and discharge side o Mr ARCH. PAGE ( Yasgow) agree with the author that in 
the guide rings. It 1s found that the clearance between the the majority б cases there Was great need for engineers 
д diaphragm boss and the preceding wheel gradually diminishes. specify thoroughly and exactly what they wanted when pur- 
| Tt, however, does mo Pet two [en sufficiently to prevent chasing, and he cited instances to show, that if a standar 
ШЕ ОЗОТ is seldom the blad с. b n B d the third id apparatus was bought the purchaser Was sometimes left with 
h e blades are 046 led beyond the ird guide undesirable features. He particularly instanced the necessity 
b АУ espadon о p guide Tings eo, unti a ^ кы for having steel fittings with 5 standard turbine on the high- 
exhaust end it 1s comparatively low seldom exceeding ) Pu RD e ui ai am TA Or “an 
deg. C. If we assume heavy pressure on the blades to be wits e ene ЕҢ БРЕТ 3 he rieti га р 
2m the cause of the cracking, it seems strange that where tbe mag e B they did п E a P ION тор 
pressure 18 heaviest the blades are least affected. It may be е hes Bes aie poster Eu nie: m to starting 
t gear, if they did not distinctly specify the fittings wante 


a contributory cause, 
to relieve of this stress as 
has been accomplished in the case 
machining а 3 mm, clearance between 


dinary brass-finisher's pr uct, 
Mr. Shepherd had advanced 


included in & specification a8 general conditions, 


detailed technical requirements, and bills of quantities. An- 


they would probably get the or 


diaphragm ал resting, e dan on two 
strips on the lower na. ew copper pins are fitted on other very im rtant heading was technical data. 
the upper half of the guide ring, with about .5 mm. clearance ought to bs supplie by the actor and asked for in the 
between the pins and diaphragms, 80 that the latter cannot specification, because otherwise they would probably require 
rise too much and foul the shaft gland. Tt i5 found that to spend a day with the contractor's representative before 
after а time these pins are crushed by the diaphragm, an they had any proper idea of what was being submitted. 
they are eased periodically. | | | General conditions had been а very thorny subject for several 
In the case of the guide blade diaphragms, these are SUs- years, and in the I.E.E. General Conditions, which Mr. Shep- 
pended on lugs at each side of the turbine casing, 9 mm. herd suggested should be more or less accepted, there were 
clearance being left all round the casing groove, 80 that the some points which required consideration. For instance, it 
that the testing should be done by the manufac- 


diaphragm 18 
growth of metal takes place. 


In the oase of the guide blade diaphragms on 


free to move when fitted, but gradually tightens 


| [ turbines, 
Classes 4 and 5, which were fitted to relieve blade stresses. 


- was not at all likely to accept a piece 
by the manufacturer 


or town. clerks draw- 


only. Another | | 
in Mr. Page's opinion 1t would 


ing up general conditions ; 


1 mm. clearance was left round the circumference by the 
erectors. This was absorbed during the first year of running, be better for ihe engineer to draft the specifications first. 
and, in addition, in some cases, very heavy distortion has and then give the legal experts their turn at improving mat- 
ters. There appeare be some contradiction in the des 
on & clear 


taken place. 


We have cases on record where long life has 


On one of 


been attained 
the 3,000-KW. 


and that the results would be 


without the rings being eased at all. 

sets installed at Brakpan some of the blading was renewed generally satisfactory, 1 the engineer was allowed to select 

after 46,890 hours (stages 2, 6, 7), and on the adjoining set a firm of known excellence. and ri experience. 

the blading was eased after over 40 hours, and is still in Mr. SHEPHERD explaine that his point was that if the 

commission and in good condition fter 59,000 hours, with engineer Was allowed to select a we -known firm of ripe 

the exception of the guide ring for stage 2, the blades of experience there “would be little doubt of the excellence of 
1 general гше at 


In both machines the blades are © the plant, though they might take 1t bs a 


which are 
the tender usually accepted 


30 per cent. nickel steel. Some makers use steel castings 
for turbine diaphragms, and this material is not subject to Mr. Pace pr ed to deal with the coal specification 
like cast iron. pointing out that the method which had worked all right in 
: which they were 


rmanent growth 


With regard to the sudden expansion of the -blades them- rience was to ОЧУ 

selves when starting up з set from a cold state, the blades in the habit of purchasing—the pits extending over large 

are thin and will temporarily attain a higher temperature areas, and the engineer making tests over considerable 
1 e contractor was usually i n i dark a8 


they will be subjected to compres- periods. The, 


' than the retaining rings; | 
what was considered the value of the coat. 
1 tested 


sion stresses on this account, althoug cent. nickel 
steel probably has a very low coefficient О expansion. 96 were received the calorific values were and compare 
per cent. nickel steel (Invar), used for instrument work, has with the calorific values of the previous tests, and the orders 
no coefficient of expansion. were placed accordingly. e disagreed with Mr. Shepherd 
In this connection, the number of starts over an extended that the duct system of cable laying was the best. Nowadays 
riod have been examined on the various 9,600-KW. sets, the procedure was not to work through a nest of ducts. but 
but this does not seem to have any bearing on the life of to carry, cables along routes around which they were likely 
the blades, and it is probable that these stresses are not во to pick up business. d 
serious as others which the blades are called upon to with- Mr. E. SEDDON (Edinburgh) gaid it seemed very necessary 
stand. = ~ for every engineer to define clearly the conditions and results 
It having been decided to cast these guide blade rings he wished to obtain with the plant, but, to try and design the 
locally, their manufacture presented some difficulty at first. respective. parts would hinder engineering generally. It was 
Ordinary steel plate, 9 and 3 mm. thick, was used, cu folly for the purchaser to be too definite 1n detail in specifica- 
shape and bent round & former. The blades were then tions, because then the manufacturer did not get а fair 
flanged and riveted between the retaining mings, & airly chance to experiment with his own particular kind of appa- 
Tt ig significant that the turbine in ratus. As to heat transformation, there was & wide field open 
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for the fuel engineer to secure a greater efficiency in. the 
relation of coal to the output from the generator. Не agreed 
with Mr. Page that if the colliery proprietors would not con- 
forin to the practice of selling by B.TH.U.'s the purchaser had 
sunply to get the values of the coals from each particular pit. 
He hoped the. colliery owners, however, would see the reason- 
ableness of selling on the B.TH.U. basis. 

Mr. MoRGaN (Glasgow) gave it as his experience that it 
was better to get coals from adjacent pits and strike the 
relative values between the different collieries. The солі 
which had the highest calorific value might not necessarily 
suit them best. 

Mr. M'LEgop (Glasgow) thought it was an extraordinary 
thing that, while most engineers recognised the importance 


. of drawing up a sharply worded specification for capital plant, 


\5 


there were too few who took the trouble to extend the svstem 
to cover consumable stores. Very often tbe purchaser of 
consumable stores was left with some non-technical clerk who 
might allow himself to be led away by а plausible traveller 
into purchasing an unsuitable oil for use in turbines which 
might lead to the ultimate wrecking of the plant. Sometimes 
specifications were purposely left vague, and some local autho- 
rities had reason to regret signing free wiring contracts which 
were sometimes drawn up in a very crude way. Many en- 
gineers in this country had been influenced by the supposed 
economy effected by using small coal. One could understand 
that attitude being taken some years ago, when the colliery 
owners were pleased to get md of this material at 5s. or 6s, 
а ton, but at the present price of 15s. it was not worth it. 
Greater economy could be effected ‘by purchasing large coal 
and crushing it suitably for their grates. ` Не suggested in 
cable laying the use of armoured cables laid direct in the 
ground as economical, particularly in rural districts, where 
transport was scarce and expensive. 

Mr. J. M. Mvusro (Glasgow) argued that every specifica- 


. tion, no matter how carefully prepared, provided openings 


for the contractor, who was at least as clever a man as the 
engineer, who desired, and perhaps was rather compelled, 
to find some way of escape from the position in which he 
found himself. In the end, client and contractor alike must 
trust the engineer. The ''lowest tender” was a fetish 
before which local authorities had bowed for years, and it 
had much superficially to recommend it; but, after all, it 
was an insufficient, insecure and shallow defence, and' one of 
the benefits in having a competent engineer was that they 
could come out into the open and accept any tender. What- 
ever any large number of consulting engineers might ask 
for, they should not cease to contend for a big measure of 
freedom when the choice of tender, not necessarily the cheap- 
est, came to be decided. In one case, out of nine or ten 
tenders he got for a generator, he accepted the dearest of 
the lot. He also supported the purchase of coal by the 
B.TH.U. principle as being the only sensible and practical one. 

In his reply, Mr. SHEPHERD said he would go further than 
Mr. Page, and say it was criminal to use cast-iron for super- 
heated steam for anything over 500 deg. for permanent work. 
He agreed that it was very necessary to go into details in 
specifying turbo-generators. . In the supply of motor starters 
there appeared nothing more iniquitous than the action of 
some contractors, who seemed to see how cheaply they could 
manufacture their apparatus without much regard to design, 
fitness, or robustness. He agreed with Mr. Page that trans- 
formers and other plant might be perfectly suitable when 
placed in small power systems, but when placed in large 
systems, with unlimited power behind them, such plant 
utterly failed, hence the necessity of detailed specifications. 
In his opinion, it was necessary to specify with some 
detail, so that they could accept the lowest tender with 
some degree of comfort. He agreed with Mr. Seddon that it 
was better to buy coal direct if they could get the mineral 
of a fixed value, but if they compared deliveries from the 
same colliery for the same year they would get anything but 
uniform value. He submitted the following figures in this 
connection actually obtained from analvsis:—Highest mois- 
ture, 14.1 per cent.; lowest, 9.5 per cent; highest small, 32.4 
per cent.; lowest, 13.5 per cent.; highest calorific value, 
13,500 B.TH.U.’s; and lowest, 12,294 n.rH.U.'s. If engineers 
were going to buy their raw material at.fixed prices, and 
varying so much in value, they were not buving economically. 
From his general experience, the accepting ofthe lowest 
tender was a coure which had seldom ended in difficulties 
when tendering to a proper specification. The question of 
how varving tenders and varying qualities of coal could be 
adjusted was answered if they put in the specification for 
coal of standard value, and that standard value a calorific 
value, of, sav, 12.500 m.TH.U., moisture 9 per cent., small 20 
per cent.. ash 10 per cent. Thev could then arrive at a 
point when they could say which particular coal was the 
cheapest. Sampling was an easy matter, and he never knew 
of a case where а contractor asked for an independent analysis 
during 10 years’ buying by this method. 


Birmingham Electricity Department. — FEMALE LABOUR. 
—The Electricity Supply Committee has decided to employ women 


in the power stations, particularly in the switch-rooms and engine 
and boiler houses. 


-NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED. | 


Compiled expressly for this journal by Messrs. W. P. PFieane sog. & Co, 
Electrical Patent Agents, 285, High Holborn, Lorden. W.C.. and at 
Liverpool and Bradford. 


5,315. ‘Sparking plugs for internal-combustion engines. A. G. FRANCE. 
April 16th, i 

5.433, '' Wireless receiving circuits," A. J. MARTIN. Aprn) 16th. 

5,349. '' Electric lamps." 1. W. Cox. April 16th. 

5,354. ''Construction and mancfacture. of electric incandescent tomps, caps, 
and sockets." К. Sasstiiez, April 16th, 

5,358, '' Electrical insulators,” Восак, Lyp., & G. V. Twiss. April loth. 

5.363. “ Audion or lamp relay or amplifying apparatus for wireless. tele- 
graphy and telephony." М. Latouk. Aprii 16th. (France, April loin, 1916) 

5,365. '' Thermostatic apparatus, especially applicable as relays nag circuit 
interrupters." Е. А. Granas А W. J. Rickets. April l6th. 

5,401. '' Transformers for alternating electric. currents," Ө, Loras., Apri 
th. (France, June 9th. P9016. 

5,410. '' Electric heating of metallic bodies for forging. Ае." D. F. 
CawrBELL. April 17th, í Е 

5,1311. ''" Magneto or. dynanvo-eb errie machines.” Soc, ANON. DE Масҹьто» 
ET APPAREILS ELECTRIQUES Same. April 17th... (France, May 17th, 1916.) 

5,412. '' Electric contact-brewker."" Soc. ANON. DE MAGNES Fi APPAREILS 
EvectRigues Sama. April 17th. i(Frartee, May 26th, 1916.) 

2,413. '' Storage batteries." Sir C. S. Forres. April 17th. 

5,431, ‘ Plug for telephone switchboards, &c.". P. P. Craven. Apri! 181. 

5,448. '' Manufacture of metallic tungsten and its „Поуѕ. Ө, J. Suy- 
WARD, April 18th. = 

5,451. “ Protective devices for electric apparatus." — Britis Fuossos- 
Houston Co. (General Electric Co., U.S.A). April 18th. 

5,481. “ Sparking devices." E J. Terguanp. April 19th. 

5,482. “Sparking plugs." В. D. Номактн. April 19th. 

5,494. '' Constant-current motor and dynamo without commutator.” M.C. 
Trarks. April 19th. 

5,503. “ X-ray tube, stand, and table." E. E. GkEVILUR, April 19th. 

5,519. “ Wireless sipnalling systems." British THomson-Houston Co. 
(General Electric Co., U.S.A.). April 19th. | ! 
Nb “Electric lamps." S. Yuvama. April. 19th. (ULS.A., April 19, 

) 

5,576. ''Spark control in combustion engines." J. G. Нклѕ_кт. Apri! Mth. 

5,988. ‘Ignition system ani starting apparatus for internal.combustios 
engines." G. Douce. April 20th. (Italy, July 4th, 1916.) 

5,617. “ Ignition magnetos for internal-combustion engines." Ё. MALtvert. 
April 21st. (France, April 28th, 1916.) i 

5,632. * Process for electrolytic deposition of metals." N. H. M. Dancer. 
April 21st, 
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PUBLISHED SPECIFICATIONS. 


А 1916. 
The numbers in parentheses are those under which the specification will 
be printed and abridged, and all subsequent proceedings will be taken. 


4,104. ROUTE INDICATING AND SIGNALLING DEVICRS FOR use ew адлу 
AND THE LIKE. R. G. Berry & H. W. Moore. March 20th, 1916. (104,902) 


4.138. Клоо Luminous Sichts. G. Panerai. March 20th, 1916. (Patent 


of addition not granted.) (104,905.) 


4,177. INDIGATOR OR SIGNALLING APPARATUS FOR INDICATING THE Товус CF 
Моток Venicces. H. O. Faulkner. March 21st, 1916. (104,908) 
4,275. BURGLAR ALARM Systems. С, A. Carpenter. March 2nd. 1916. 
(104,918.) | 
4,351. Lamps. Quarx-Lampen Ges. February 12th, 1915. (100,2. 
9,667. Motor PLovcis, CULTIVATING IMPLEMENTS, CABLE-LAYING MACHINES. 
AND THE LIKE. W. E. Martin. July 8th, 1916. (105,000.) 

9,861. Reckivars FOR WiRELESS. SIGNALS. Marconi's Wireles Telegraph 
Co. & F. P. Swan. February 25th, 1916.  (105,081.) 

4.407. TrLEGRAPHY. Muirhead & Co. and С. О. Squier. March 24th, 1916. 
(105,089.) 

4,596. Гоктавів Execrric Battery Lasers. H. F. Joel. March 29th. 1916 
(105,100.) 

4,629. Exscrric Icrition оғ ExriosivEs. R. Miller. March 29th, 1916. 
(105,104.) 

4,703. THERMOSTATIC CiRCUIT-BRKAKING APPARATUS POR Exvecruic HEATERS. 
J. E. Harvey. April 3rd, 1915. (100,253.) 

5.104. ENcLosuRE FOR Switencear. A. H. Curtis & Igranic Electric Co. 
April 6th, 1916. (105,124) 

6,121. Process AND APPARATUS FOR ErrFrcriNG CurmicaL Reactions BY MEANS 
oF ErrcrRiC. Arcs. А, V. Lipinski. April 28th, 1916. (105,135.) 

9,020. DyNANo-RLEcTRIC Macnines. Crompton & Со. and N. Pensabent. 
June 27th, 1816.  (105,165.) . 

10,920. MaGNETO-ELECTRIC Macuinys. F. R. Simms. August 900. 1916. 
(105 1 80.) | 

10,939. FircrRIC Моток-ѕтактімс Switcnks OR Сохткоцикв. F. Newton 
and Newton Bros. (Derby), Ltd. August 2nd, 1916. (105,181) | 

11,240. Mrans FoR Connectinc Pires, ErgCTRICAL Coxputts, AND ТИЕ LIKE 
F. W. Uren. August 9th, 1916. (105,182) 

14,767. Vapour ELECTRIC Systems FOR CONVERSION OF DIRECT саги 
CURRENTS INTO ALTERNATING CURKENTS. British Westinghouse Eleetic an 
Manufacturing Co. November 29th, 1915. (102.484.) 


Electrically-Propelled Battle Cruisers.—The 0.8. Navy 
Department has decided to build five battle cruisers with па 
propulsion machinery. The vessels will cost about $7 6,000,000 
hulls and machinery. There will be another expense 9 "Jl be 
$5,337,810 for arms and armament on each ship. These n 
the first battle cruisers built by the United States, and the iter 
equipped with electric propulsion, although the collier Jap! gm 
electrically driven, was built by the United Atates some time poi 
and has proved a great success from a naval viewpoint. ked 
details of the electrical machinery have not yet been WO 


out: several months' time will be needed for this work ie 
generators will be driven by steam turbines. Four d World. 


ships are aleo to be equipped with electric drive.— Alectriea 
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Vol, LXXX.] CONTENTS: May 11, 1917. [No. 2,069. THE publication of the annual report of the Institu- 
uu. | Гем tion marks the approaching termination of the ses- 

i. eee HS VA 
The port . "E SUN sion so far as meetings of members аге concerned, 


Engineering Labour and the: War "T 


Electro-Culture and Crop Production : Results during 1916 but by no means signifies the end of the year’s work 


illus.) ... 507 to the Council and ‘Committees. Last year, accord- 
High-Tension Overhead Transmission Lines, by С.У. Twiss te ing to the report, the Council met 16 times, and the 
ат Ао, 1911—1915 шуо s sn t. ENT Standing and other Committees held no fewer than 
War Items .. axe 512 122 meetings; as many of the members sit on seve- 
Reeent Investigations of Tractive Resistances to Motor Trucks ral of the Committees, and on the Council as well, 

ке gaia and Pavements оозе te . s it will be seen that service on these bodies is no 
le ee omo omn "бос" 0m ч" 7 gu Sinecure, but, on the contrary, calls for considerable 


Business Notes о. tee ш ш ee ee 515 personal sacrifice. While no very remarkable events 
have characterised the period covered by the Report, 
the Council is to be congratulated on the solid work 
accomplished during the year, and on the progress | 


Market Quotations ... | "T 

Electric Tramway and Railway Traffic Returns ‚м. 526 which it has made in the direction of serving the 
High-Pressure Electric Railway Systems i TET i interests of its members and of the electrical indus- 
Aa Apres tunel кшш о Magnet Coill C г ү T 2 try more effectively, under the energetic guidance 
. (concluded) EP eae an dg. 598 of the President, Mr. C. P. Sparks, whose term of 
Electrical Industries in China 529 office has been, perhaps, the most strenuous and 


New Electrical Devices, Fittings and Plant (Шш) ш... 529 exacting of any in the history of the Institution. 


Correspondence— А 
Wiring with Tough Rubber Compound Cables 581 Amongst the principal events of the past year 
Eleetric Vehicles ... ОН. have been the consummation of the movement to- 
The Institution of Electrical Engineers... ^. ш... ЭВ wards the expunction of the names of alien enemies 
New Patents Applied for, 1917 s.e ш. ase wee oe from the list of members; the lamented death o 
Abstracts of Published Specifications  ... oes oon з» 532 ега ed ath of 


Dr. S. P. Thompson, a misfortune that cannot be 
repaired; the appointment of the Committee on 
Electricity Supply; and the adoption of the import- 
ant series of recommendations submitted by the 
President on behalf of the Council to the Electrical 
Trades Committee of the Board of Trade. . 

- The Committee on Electricity Supply has been 
awaiting the publication of the report of the Elec- 
trical Trades Committee in order to ‘‘ work as far 
as possible along the lines which it was anticipated 
would be indicated therein." In this remark is 
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. Who is responsible for the delay? 


clearly.implied an expression of surprise at the in- 
explicable delay in publication of the report, which 
was understood to be practically ready weeks ago; 
veiled protests may be appropriate to the report of 
the Institution Council, but do not go far enough 
for us—we regard.it as extremely unfortunate that 
this important matter should be held up so long. 
It may be that 
some hidden influence is at work to hinder the 
publication of the report or to obtain some modifica- 
tion of its terms; and we trust that every effort will 
be made by the Council of the Institution and other 
bodies concerned to bring the matter to a head. On 
the other hand, we fail to see why the I.E.E. 
Committee should mark time so patiently; so far 
as we can see, while the National Electric Supply 


| Joint Committee appointed by the I. M.E.A. and the 


I.A.E.P.C. has been getting on with its work of 
organisation, and has set the machinery in. motion 
towards linking-up in various districts, the Т.Е.Е. 
Committee has apparently effected little beyond 
selecting standard frequencies for certain districts 
(50, 40, and 25, at a guess), and has now adopted 
the discredited ‘‘ Wait and see’’ policy which so 
nearly lost the war for us. The Committee will 
“proceed with their deliberations "—truly an apt 
expression; surely we may hope for something more 
definite, more energetic, than is suggested by the 
present attitude of the Committee. "This is a time 
not for ‘‘deliberation,’’ but for prompt and vigorous 
action. 

We congratulate the Council and the Committees 
of Local Sections upon the excellent work that 1s 
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being done towards enabling disabled sailors and 
soldiers to secure employment as sub-station and 
switchboard attendants. Our hearts go out to these 
brave fellows who have paid so heavy a price for 
the freedom of their country, and we are especially 
pleased to see that the efforts of our leaders are 
being so well supported by central-station managers 
that the applications for men out-number the candi- 
dates for employment by more than two to one. 
Before the return of peace the number of men to 
be provided for will be far greater, and increased 
facilities for training. them will be urgently re- 
quired. This is a work which deserves the heartiest 
encouragement from all who are in a position to 
assist in pressing it forward. | 

A We are glad to see, too, that the Institution took 
prompt action in the emergency created by the 
memorandum of the Reserved Occupations Com- 
mittee, which threatened to cripple the supplv of 
electricity to factories engaged upon the manufac- 
ture of munitions of war. It is, no doubt, difficult 
for laymen to appreciate the exceptional conditions 
obtaining in the electricity supply industry—the ex- 
tremely small number of men emploved in compari- 
son with the magnitude of the operations carried on, 
and the imperative necessity of their being highly 
skilled men who cannot possibly be replaced by un- 
skilled labour, still less by women, except in minor 
posts. An excess of zeal on the part of the mili- 
tary authorities might easily lead to irreparable 
consequences if not checked before the mischief was 
done, and it was fortunate that the Institution, in 


alliance with the I.M.E.A. and other representa- ` 


tive associations, was able to secure the reconsidera- 
tion of the Committee’s ill-advised decision. 
Lastly, we pay a tribute of respectful admiration 
to the 1,671 members of the Institution who have 
joined the Colours in defence of the Realm—more 
than a quarter of the total membership. This is 
indeed a' splendid record, which is enhanced by the 
long list of distinctions already awarded to mem- 
bers, and the sad but glorious Roll of Honour en- 


graved upon the memorial panels in the hall of the ^ 


Institution. 
Nosopy who is closely following 
Engineering the course of industrial controversy 
Labour and negotiation in these days of 


and the War. continued strain and anxiety antici- 
pates freedom frem unrest for long 
at a time. The ever-changing demands of the war 
give rise to new situations every few weeks or 
months, and all of these new situations have to be 
negotiated with tact and sympathy in order that we 
may avoid the ugly rocks. 
each new demand from Labour as an act of dis- 
loyalty, as a want of patriotism, or as treachery 
endangering our fighters in the field. Of course, 
there are, as always, even now, most unworthy ele- 
ments at work which seem to aim at causing disaffec- 
tion and in that way eridangering the Allied cause, 
but, on the whole, we believe that their influence is 
not extensive. Indeed, considering everything, and 
observing the worse conditions obtaining in other 
countries, we have reason to be thankful that things 
have gone on as satisfactorily as they have during 
the past two or three years. What are needed above 
all, in these very irritating days, are coolness, calm- 
ness, and composure; if we have not these qualities 
we cannot expect to keep our heads and deal 
reasonably with difficulties which, we suppose, are 
more or less inevitable under the unparalleled circum- 
stances of the times. Those who have been respon- 
sible for simultaneously maintaining the supply of 
men for the Forces, and maintaining or increasing 
the output of munitions, have had to deal with a 
host of problems, some of them very delicate in 


It is useless to regard: 


character, and possibly, when their wishes have in- 
clined them in one direction, they have felt it to be 
more judicious to take another course because the 
main interests of the Allies Were at stake. Step by 
step, as the situation has altered, has Labour been 
drawn from industry, and latterly workers on muni- 
tions have been called upon to take up the less 
remunerative, but more immediately necessary, duty 
of training for military service. The Trade Card 
system, introduced at one critical period to tide over 
an emergency, answered fora time, but its own in- 
herent defects were soon revealed, for they caused 
disaffection between the men themselves. And now, 
in connection with the call for the half-million men 
that must be with the Colours by July in order to 
maintain our fighting forces against the wastage 
that the attacks on the Hindenburg line have neces- 
sarily brought, the Trade Card svstem has had to 
be abolished and other measures introduced for 
protecting the reallv indispensable worker in the 
factory. The past ten days have not unnaturally 
been an anxious period in this respect. but we trust 
that, by the aid of British good sense and general 
determination to defeat the enemy speedily, the new 
arrangements will be found to work smoothly. 

Last Saturday night the Amalgamated Society of 
Engineers announced that its delegates had reached 
avreements, with the Government, and that arrange- 
ments had been come to in connection with the 
schedule of occupations providing adequate protec- 
tion for skilled men and apprentices. As a result. 
there has been no stoppage of work. In addition. 
the strike of engineers in South Lancashire, which 
was due to difficulties arising out of the dilution of 
private commercial work at a Castleton factory with 
female labour, and out of the question of the recog- 
nition of the engineering Trade Union, has also 
been settled. Whatever the terms of settlement in 
these cases, we suppose we must be thankful that 
the anxious period has again- been successfullv 
negotiated, so that we may get on with the war. 
recruiting the needed young men, and continuing 
the output of matériel. The engineering workers 


. are essential to the conduct of the war, and, of 


course, they know it. A hundred times has it been 
stated by our leaders. that the work being done in 
the engineering workshops is vital. Sir Edward 


 Carson's message to the London Association of 


Foremen Engineers last Saturday put the matter 
very forcefully. He showed once again how the 
dauntless gallantry of our sailors, soldiers, and mer- 
chant seamen was of no avail without the assistance 
of the shipyards and the engineering shops, and that 
the answer to the latest German barbarism lay m 
those yards and shops. His appeal to all to re- 
double their effort until victory is won was timely. 


.and very necessary at such a juncture, however 


familiar it may have become. '' Until Victory is 
won’’! But what after? The present anxieties. 
stress, and strain will have passed away, and the 
causes for irritation may be changed, but all of 
these experiences through which we pass now tell 
us very plainly that we may anticipate when there 
is Peace between the nations, new anxieties which 
will call for the most careful negotiation. Indeed. 
were it not for the strain of war-time conditions, and 
all that they mean to all of us, being largely respon- 
sible for prevalent disaffection, we should feel dis- 
posed to despair of a happy issue ever being arrived 
at in such a nfatter as Industrial Peace negotiations. 
The new spirit of the Trenches, of which we hear 
and say so much, does not seem to have reached 
Home yet. Will it arrive when ''the boys come 
Home"? We trust that it may, and in ortler to per- 
petuate it, if it does, we need to continue now all the 
useful schemes and negotiations that we can pro 
duce designed to prepare the way. We will hope 
and prepare for the best, whatever we may con- 
scientiously fear. | 
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ELECTRO-CULTURE AND CROP winds, and at such a distance that even with north-west 
PRODUCTION: RESULTS DURING 1916. winds it received practically no discharge. 


The difficulty of contining the discharge to the area to he 
| electrified is much reduced by keeping the wires low, and 
IN view of the more extended knowledge of the effect of ап earthed screen of wire netting was found unnecessary, 
overhead electrical discharge on plant growth, which careful ^ owing to the low position of the wires and the position and 
investigation has rendered available during the last year or distance of the controls. 
two, the results obtained experimentally at Lincluden Mains 
Farm, Dumfries, during 1916, are of particular interest : 


ULOVER-HAY CROP ON UNELECTRIFIED GROUND. 
ELECTRIFIED OAT CROP, AUGUST 8TH, 1916. 


^ : The overhead discharge was applied by means of a series 

| i of 21 wires running parallel to the short sides of a 

more especially is this so, in view of the excellent record of rectangular arca (88 yards x 55 yards), the wires being 

the previous year. Я about 45 yards apart, and supported at their ends about 
These 1916 results were recently described by Prof. I = 

V. H. Blackman and Mr. Ingvar Jorgensen in an article in 

the Journal of the Board of Agriculture, and the anthore 
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OAT CROP ох (UNELECTRIFIED) CONTROL AREA: 
AUGUST 8TH, 1916, 


ELEC REV 


acknowledge their indebtedness to Miss E. C. Dudgeon in 

the carrying out of the experiments. CLOVER-HAY CROP ON GROUND ELECTRIFIED THE YEAR BEFORE. 
he experimental crop, as in 1915, was oats ; the soil of | : 

the field was a sandy loam, and the field (of 9 acres) had | | 

п In pasture without manure for the three previous years, 7 ft. from the ground, though towards the end of the 
having been grazed over. experiment they sagged down to 6 ft. at the centre. 

One acre was chosen gs the electrified area, and two half- The current supplied through the primary circuit was 
ares ав controls; one control was near, but measurement about Ње same as in previous years, i.e, 3 amperes at 
showed that it received only a slight discharge, while the 50 volts, but owing to the lower level of the wires 
other control was out of the track of the prevailing westerly (7 ft. as compared with 10 ft. in 1915 and 15 ft. in 1914), 
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and the closer arrangement of the wires (134 ft., as against 
15 ft. in 1915 and 20 ft. in 1914) the intensity of the dis- 
charge received by the crop was much increased.” 

The crop was sown on March 27th, appeared above 
ground on April 13th, and the discharge started the next 
day ; by Мау 16th,the electrified plants were markedly 
deeper green in colour and taller, and later measurements 
of the average, heights of plants were as follows :— ~ 


Electrified. Control 1. Control 2. 
June 18th 19 in. lin. 12 in. 
June 25th 24 in. 19 in. 18 in. 
July 3rd 32 in. 21 in. 20 in. 


After the latter date it was not possible to obtain measure- 
ments without damaging the crops. NE. 

It was clear that the electrification extended some little 
distance from the trial area, for the. height of the crop 
round the area was above the average, and gradually 
decreased with distance. 

The discharge was continued until August 17th, being 
used only in the day time and discontinued during actual 
rain ; the discharge time was 848 hours during the season. 

It was generally agreed that the oats were the finest crop 
in the district ; unfortunately, heavy rain storms towards 
the end of August caused damage to the crop, and loss of 
grain occurred before harvesting. The yields obtained were 
as follows :— 


| Grain. . Straw. 
Electrified, 2,637 Ib. { Quality 1, 1,912 1b. 4 994 yp 
Area, 1 acre. ( Quality 2, 695 lb. "" : 
Control (1), 8401b.' Quality 1, 630 Ib. 1.218 Ib 
$ acre. | Qnality2, 21016. ^" d 
Control (2), 9241.1 Qualityl, 7141b. ‚уу, 
acre. ( Quality 2, 2101b. ` " 


The electrified area, as compared with the controlled. 


areas, gave an increased yield of 873 lb. grain, or 49 per 
cent., and 2,305 Ib. straw, or 88 per cent. 

The farmer who works the land estimates the loss from 
climatic conditions at 420 lb. ; if this is accepted, the grain 
increase works out at 73 per cent. In 1915, when the 
oats were subjected to a weaker discharge, a 80 per cent. 
increase occurred in grain, and a 58 per cent. increase in 
straw. 

The authors refer to the difficulty of accurately estimating 
the fianancial results ; but based on market prices in the 
district, the increased value of the crop works out at £6 78. 
per acre. orn 

The energy used, about 130 Kw.-hours, if reckoned at 1d. 
per unit, works cut at only 11s. 

The cost of an installation оп a large scale cannot be 
predicted at present, but the profit shown above would 
permit of а heavy expenditure on an installation. 

The authors conclude by pointing out that a new сапа 
important aspect of the problem has been disclosed by the 
discovery that the application of the discharge one year may 
increase the size of the crop the next year—i.e., there may be 
a marked after-effect. The difference between the crop of 
clover-hay produced in 1916 on ground previously electrified 
and that on the non-electrified area was very marked, 
and an increased weight of crop was obtained from the 
electrified area. Two views show the areas in question, 
with the second crop of clover on the hay stubble in 
September ; the first crop was cut in July. 

If in addition to an immediate increase of the treated 
crop a succeeding ed is benefited, it is obvious that the 
agricultural value of the application is very much enhanced. 

Much, however, still remains to be investigated in con- 
nection with the electric discharge ; the conditions under 
which the effect is produced—-its relation to light and 
humidity ; the most suitable.strength of discharge has to 
be discovered, as the experimenta suggest that with a greater 
intensity of discharge still bigger yields might be obtained. 
Manurial conditions and effect of soils have to be investigated, 
-also electrical engineering problems. The question of the 
manner in which the electric discharge influences the growth 
of a crop is still quite unsolved. 


* The intensity of the discharge received can be increased by (1) 
lowering the wires, (2) reducing the distance between the wires, 
and (3) reducing the thickness of the wires. No. 24 gauge silicium 
bronze wire was used, 


HIGH-TENSION OVERHEAD TRANSMISSION 
LINES. 


By С. V. TWISS, A.M.LE.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


SEVERAL recent large power schemes abroad embodying trans- 
mission lines of the highest voltages have been engineered 
from this country, and our share of such engineering is 
likely to increase. Moreover, in view of the necessity for 
conservation of the coal resources of this country, and the 
fact that we must hold our own in industry against countries 
possessing abundant and very cheap power—derived from 
water and transmitted by high-tension transmission lines—it 
is quite possible that we may yet have transmission lines 
working at 100 kilovolts or so in this country. The present 
movement in regard to.the linking-up of power stations may, 
indeed, necessitate transmission lines at voltages much higher 
than those used at present; and there is still the possibility of 
developments such as the transmission of power in bulk at 
high voltages from coal areas, as foreshadowed by Dr. Ferranti 
in his presidential address to this Institution. Hence the 
subject of transmission lines at the highest pressures is of 
increasing concern to us. | E 
Transmission lines abroad and in the British Dominions, 
including those engineered from this country, show marked 
differences from those at home, as is shown in fig. 1. The 


| 
| 


Fic. 1.—CoMPARISON OF TRANSMISSION. LINES AT HOME AND 
| ABROAD. 


respective voltages, whilst accounting for the length of cross- 
anp, do not entirely account for the other differences. If, 
therefore, a 100-kilovolt line had to be built in this ceuntry, 
upon which practice would the design be based? 


GENERAL DESIGN OF TRANSMISSION LINES. 


Arrangement.—Conductors may be arranged in any of the 
ways shown in fig. 2. The diagrams show arrangements for 
double circuits, but for single circuits half of each diagram 
may be read. 

The considerations which influence the choice of arrange- 
ment of conductors are as follows :— 

(a) Electrical considerations. 

(b).Mechanical considerations, such as:— 

Possibility of wires swinging together. 

Leverage on the cross-arms and poles. 

Snow, either unevenly weighing down the conductors, or 


falling off and causing the conductors to foul one another | 


or to come too close together. PN" 
From the electrical point of view, the A and B arrange- 
ments in fig. 2 are equally satisfactory.. In any case, how- 
ever, the maintenance of an equilateral triangle 18 not of the 
greatest importance, and on some of the largest modem 
transmission lines no attempt is made to obtain a triangular 
arrangement. | 
From the point of view of swinging together, Cl is tbe 


best, and Bl, B9, and B3 come next, whilst as regarde snow 


effects Cl is the worst, and the A arrangement is the best. 
The B arrangement, however, is equally good if the base of 
the triangle is tilted slightly as in B3. 2 i | 
It would appear, therefore, that the B arrangement with 
the base of the triangle slightly tilted is the best arrangement 
for double circuits, as it gives the shortest poles and the 
shortest cross-arms compatible with the absence of swinging 
together and snow effects, and incidentally maintaine the 
пип: arrangement—which is desirable if nothing is lost 
thereby. f . 
For pressures in the neighbourhood of 100 kilovolte this 
arrangement makes the top cross-arm somewhat long, аз 
shown in fig. 1. The triangular members to which the insu- 


МА tator ів fastened at the extreme end of the cross-arm are, how- TENSION 


ever, pivoted and form & sling* which, having no movement Comparison of Assumed Wind and Ice Loadings.—The 
laterally, is free to swing 1n the line direction ; hence, 1n the Boerd of Trade Regulations assume the maximum conditions 
event of a conductor being broken on one side, the sling an of loading to be a wind o 95 lb. per sq. ft. at a temperature 
the suspension insulator swing into the span, thereby of 22 дед. F. without snow or ice on the conductors; and a 
materially reducing the tension. | | factor of safety of 5 is required on the conductors under these 

м: For single-circult construction the horizontal arrangement conditions. 
(C2 in fig. 3) appears to have advantages, 85 the pole is the - Other countries make different assumptions and stipulate 
ч shortest possible, and there is no, possibility of the conductors other factors of safety. The factor of safety of 3 is the one 
MEE fouling owing to snow. It requires, however, the maximum most favoured on the Continent, in fact, by most countries. 
S length of croes-arm, and triangular spacing as A or B is more Economical Span Length.—In this country we find span 
| lengths of the order of 150 ft., with a maximum of, perbaps, 


frequently used in practice. 
Clearance between Conductors.—The considerations affect- 300 ft., while abroad we find a usual span length of 500 ft.. 


ing clearance between conductors are AS follows:— .  . and in America and Canada as high as 700 ft. This is, of 

1. Mechanical, t.e. the possibility of wires swinging into course, excluding abnormalities such aa crossing valleys, 

contact or dangerously close together. | | rivers, and the like, which are common to all, and require 

9. Electrical considerations, | which with the very high volt- special treatment. One can design to get equal safety with 

aged must include the possibility of corona loss. í any reasonable length of span, and economy should be the 
Thera seem to be no definite rules in regard to the clear- only consideration. ` 

ance necessary for mechanical reasons, and the following dis- A set of curves given in the paper fur different sizes and 


diferent tensions and loadings of conductors provides a defi- 
nite basis to work upon. From the curves it appears that :— 
| 1. The larger the conductor the longer is the economical 
б, span, and vice versa. | i 
| , 2. The higher the tension of stringing. the longer is the 
| economical span, and vice versa. 
t. d Ed 9. The larger the conductors the greater is the difference 
: “Ta gf between the economical span lengths for U.S.A. and Great 
"E P . Britain conditions respectively (this is due to the ice loading 
TEC : on the U.S.A. conductors). . 
n: 3 jc ded 4. Tbe higher the tension of stringing the less is the cost 
eh ок eo of the transmission line. 
| ne 5. The greater the number of conductors the ghorter is the 
economical span len h. 
6. The economical span length is never shorter than 250 ft. 
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F16. 8. —ABRANGEMENT OF Fic. 3.—CURVE OF 
CONDUCTORS. CLEARANCES. for the cases taken. — , | : 
| 7. A wooden pole 18 im racticable for an ultimate strength 
с i | ! T of 24,000 Ib. and over, w ereas for ultimate strengths up to 
cussion as given tentatively with a view to arriving at some соо lb. wooden poles have always the advantage over steel 
asis. | | poles. 
Clearance with Horizontal Arrangement.—Wind may blow 8. Wooden poies are the more economical up to the points 
at zm angle to the conductors, and with different, velocities of divergence shown on the curves. 
at diferent points 1n any span; hence a set of sagging con- -Span lengths of 600 to 700 ft. for U.S.A. and Canadian 
ductore of small weight relatively to their wind area (for ^ conditions are, in certain cases, shown to be justified. 
instance, Very small wires, especially if of light material, the other hand, spans of 150 ft. appear never to be justified 
such ай sluminium) will tend to swing irregularly, 1.6. out on economic grounds, even with the low tensions of stringing 


of phase, and might touch or come dangerously close unless used in this country. 
- well s d apart. Wires having 8 greater weight relatively Under Board of Trade requirements the cost of supports. 
to their wind area (i.e., large wires, especially of heavy mate- for spans of 150 ft. ia shown to exceed the eost of supports 
і те dead-beat action, and for the economical span lengths by as much as £100 per mile. 
tend to swing more synchronously, and consequently Similarly, for the economical span lengths the cost of sup- 
need not be spaced во far apart to obtain the same security ports under Board of Trade requirements is shown to exceed 
against ehort circuits. "n | zm the cost of gupports under Canadian and U.S.A. require- 
The curve of clearances shown 1n fig. 3 appears to give ments by as. much as £100 per mile. 

elearances which are comparable with the best practice. , Consequently, the cost of supports for spans of 150 ft. 
ith Vertical Arrangement.—Here the chief point d of Trad rements exceeds the cost of sup- 
to be taken into consideration is the possibility of the wires under U.S.A. require- 
being unequally borne down by ice or snom, or of the wind This is on the cost o 
lifting or depressing the wires unequally. The clearance will 
therefore bear а relationship to the span, and а clearance of 

1 ft: per 100 ft. of span would appear to be a good rule. 
Clearance with Triangular Arrangement.—lf the base of the 
:zontal the clearance would be settled a8 above 
for horizonfal clearance; if vertical, then the vertical clear- 
ance would gettle it, and for all other cases the clearance 


formuls are already available. Ua DA 
The final clearance chosen for а give a 1 


clearance between the conductors and the pole may 
necessitate & greater clearance between the conductors than 


that above obtained. " 

Clearance between Conductor and Cross-arms or Pole. Pin ' т | + 

Insulators —The clearance between 8 conductor and the crose- Fic. 4.—MBTHOD OF Fig. 5.—CLEARANCES WITH 
arm on & pin insulator is, of course, dependent upon the DETERMINING LENGTH OF PIN. SuspeNston INSULATORS. 


length of the pin. It is advisable that the distance from the 


conductor to the cross-arm sho d not be less than the dis- | | | | | 
+апсе from the conductor round the insulator sheds to the supports delivered, but the cost of erection will be partly 
ber of poles, and consequently to the 


pin. Fig. 4 shows how the correct length of pin to provide proportional to the num | 
! врап lengths, 80 that the above-mentioned differences in cost 


this clearance may be determined. , . | | e-menti 

Suspension Insulators.—As suspension insulators swing out when taken on such transmission lines completely erected 

of the vertical, the conductor may come close to the cross- will be ‘greater. ИН o, ‚ 

arm and &hereby reduce the clearance 88 measured from the From the foregoing it will be seen that it is expensive to 

conductor to the cross-arm over the insulator. ‘In order to obtain the factors of safety adopted in this country, especially 

maintain this clearance the sling previously referred to has on large conductors. ZA | 

therefore been used. Fig. 5 shows а mast with these slings If any change were made, we could do with a higher factor 

and the clearances thereby obtained. As 8 matter of fact, of safety than that required by the Board of Trade Regula-. 

however, on the majority of transmission lines where sus- tions for the smaller conductors, and a lower one for the 
sion insulators have been adopted no such refinement has larger. 

been used for the purpose of maintaining this clearance, and EARTH AND LIGHTNING WIRES. 

it is evidently considered that trouble from this source 18 99 The use of a wire oF wires to maintain a uniform earth 


е СД Ф š е N rev t А i Е 3 5 
unlikely aS ie largely anis Po tbe rovision to P sud Кое of a TH tho lino is desirable. Atmosphere je, 
always tend to strike in the path of the strongest electro- turbances may manifest themselves in the transmisso т 
stati ч feld, which would enerally be that over the insulator either as a direct lightning stroke or as an induced charge. 
c neig, | E y 9 . jn either case setting UD 8 surge in the wires. Earth wires 


ө This is attributable to Mr. C. W. Kay, and is patented. will never completely protect t 
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insulators may still be called upon to withstand surges due 
to lightning; nevertheless, they provide a considerable amount 
of protection. 

‚ On transmission lines with the design of which the author 
has been concerned, earth wires have usually been adopted 
as lightning shields, and in common with most transmission 
lines they have always been of galvanised, steel. The use 
of steel tor these wires, particularly when placed above the 


conductors, has been deprecated on the theory that owing - 


to the shorter life of steel compared with, say, copper, such 
wires may break and, by fouling the conductors, interfere 
with the supply. -The shorter life of stedl earth wires may 


‘be made still shorter by crystallisation. Steel is much cheaper 


than copper or bronze, and before abandoning it in favour of 
more expensive metals its hfe might at least be made a 
maximum by fixing the wire with the same regard to crystalli- 
sation as in ће case of any other wire. А flexible clamp for 
this purpose is described later. 


LOADS AT TERMINALS, ANGLES, AND INTERMEDIATE POSITIONS. 

The poles upon which a transmission line terminates must 
deal with the maximum load due to the tension in the wires 
under the severest conditions. Such load 1s, however, in the 
longitudinal direction, and the maximum load in the trans- 
verso direction is only that due to the wind on the wires 
under the worst conditions, which is generally very much 
less than in the longitudinal direction. à 

With wood poles the terminal pole is often designed for 
the transverse load and stayed in the longitudinal direction, 
this method dealing exactly with the stresses.  Lattice-steel 
poles used as terminal poles are generally designed to carry 
the maximum load in the longitudinal direction without stay- 
ing, and are almost invariably made of equal strength in both 
line and transverse directions—in other words, there is a 
waste of strength in the transverse direction. 

A transmission line generally deviates from the straight at 
various points, thus necessitating poles to deal with these 
angles. The load on these poles will, of course, be the result- 
ant of the maximum longitudinal loads due to the tension of 
the wires. The wind cannot be blowing in a direction normal 
to the wires in both the spans adjacent to the angle at the 
same time. Hence, when calculating the resultant angle load 
16 would appear that the longitudinal stress in the two adja- 
cent spans should be taken as the maximum stress that can 
occur in each adjacent span simultaneously. | 

At all points of the line other than terminals and angles, 
the stresses in the longitudinal direction are balanced, or very 
nearlv so, excepting when a wire breaks. It is therefore un- 
necessary to have poles capable of dealing with the maximum 
longitudina] loads—hence the use of a third class of pole, 
generally known as intermediate poles, capable of dealing 
with the transverse load due to wind on the wires. There 
is, however, a considerable divergence in practice as to the 
strength of such poles in the longitudinal direction. 

If pin insulators are used, the means of attachment to 
the insulators will generally permit of the conductors slipping ; 
and. if suspension insulators are used, then the insulator 


' string can swing out into the span, so that in the event of a 


break in either case the full tension in the conductor will 
not be transmitted to the support. Moreover, almost any 
pole will deflect to some extent, which will further reduce the 
stress. In fact, the remaining load would not be much more 
than, say, equal to the transverse load in the conductor. 
If provision be made for the breaking of one wire out of 
three, this would indicate that the intermediate poles should 
have a strength in the longitudinal direction of one-third that 
in the transverse direction. Thus, in the remote event of all 
wires breaking, the load would still be within the-strength 
of the poles by virtue of their factor of safety plus their 
ability to deflect. This is about the strength of the wooden 
A-pole upon which excellent results have been obtained, and, 


лп the author's opinion, it provides a good basis of design for 


all intermediate poles. 
(To be concluded.) |. 


DISCUSSION IN LONDON. 


Mr. A. P. TROTTER, in opening the discussion, said that 
after the war important developments in overhead t®ans- 
mission were probable, both at home and abroad. He thought 
that the author’s comparative diagram of transmission struc- 
tures at home and abroad was scarcely fair, as the large tower 
construction was dictated by considerations not applicable 
here; there was no particular advantage in the equilateral 
triangle spacing unless it was wanted, and arrangements of 
wires in a vertical plane were open to objection if the upper 
Wires sagged too much from any cause. The factors of safety 
аз between this country and abroad were as 5 to 2, and he 
thought this was probably the ratio of the class of work in 
the two cases. As regarded the Board of Trade regulations. 
m some cases à lower wind pressure had been admitted; it 
was distinctly stated that no allowance was made for snow or 
ice; the regulations were dictated by the special conditions 
obtaining in this country, and there was no limit to H.T. spans 
mentioned, while the 200-ft. limit for L.T. spans could be ex- 
ceeded if that course were justified. He found that 190 ft. 
was a standard span for Canadian L.T. wires, and in this 
country the standard was often 240 ft. for our pressures. 
There was no limit, however, and in one case a span of 1,496 
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ft. was in use. It did not necessarily result, that the long 
span was the cheapest constructionally. | 

Mr. ALFRED Dickinson deprecated the suggestion of the 
previous speaker that transmission work abroad, in the 
Colonies, was less efficiently carried out than at home. He > 
complained that the Board of Trade regulations were too 
inflexible, and it should be understood and stated that they 
were to be modified on occasion. It was not possible to lay 
down any hard and fast rule for factor of safety, and design 
must be dictated Бу ће conditionssto be met. 

Sir WM. SLiNGO said that heavy Post Office spans, with 40) 
to 60 wires, reached 180 ft. in length to-day, and shorter 
spans were rarely used, while 10 or 20 years ago spans of up 
to 300 ft. were used. In the recent gales over £300,000 worth 
of damage had been done to Post Office wires, but not a 
single wire of 600 Ib. weight fell through snow or ice. Where 
wires of over 400 Ib. weight fell, it was always due to the 
structure failing. There had been many cases where the 
accumulation of snow and ice was in the form of a flat 
horizontal band, which did not offer much wind resistance; 
it was also noted that the size of wire did not aflect the 
accumulation of snow, and 400-lb. wire or heavier would 
stand almost anything. 

Mr. А. Jacos said he quite appreciated the gradual growth 
of Board of Trade practice, but, on the other hand, American 
practice could not be ignored, and modern examples com- 
pared well as regarded breakdown with lines in this country. 
Countries dependent on hydro-electric power used overhead 
transinission lines to а far greater extent than here, and 
‘were dependent on such lines. No doubt ultimately long- 
distance transmissions would be adopted here. Ав the cost 
increased rapidly with higher factors of safety, he asked why 
in worse conditions abroad was it possible to employ a factor 
of safety of 3, while we required one 6f 5. - He thought. it 
was as much the business of the Institution as of the Board 
of Trade to frame the required regulations. The author had 
omitted all reference to aluminium; the latest development 
was the use of steel-core aluminium cables, which got over 
the trouble of excessive sag. As regarded the possible re- 
drafting of the regulations, he drew attention to the work 
of Mr. Evan Parry, for the New Zealand Government 
schemes, and suggested that it was well worthy of study. He 
also drew attention to the aluminium-reinforced steel cate- 
nary employed for traction purposes by the Canadian North- 
ern Railway at Toronto. 

Mr. J. S. IIiGHFIELD agreed with Mr. Trotter that it was 
well to err on the side of security, which he thought would 
become increasingly important. The cost would necessarily 
be higher, but the annual charges were always less, and he 
thought in the end the cost was no greater. The arrange- 
ment of wires in a vertical plane resulted in short cross-anns 
of similar length, and was satisfactory; if tubular poles were 
employed, the insides had to be painted to prevent corrosion, 
and the Cornwall Power Go.'s engineers had introduced a 
method of pumping the pole full of paint and letting 16 run 
out again. Long spans decreased possible trouble with land- 
owners, and excessive testing of material was a mistake; it 
was better to trust.in good material than to indulge in ex- 
cessive testing. | 

Mr. Ricuarvs asked what teniperature was taken by the 
author in his curves of sag; the whole question turned on 
this temperature. He thought Mr. Welbourn had taken d! 
deg. F. In connection with later curves, he noticed that 
the author took a temperature of 132 deg. F., and asked why; 
he (the speaker) usually took 122 deg. F. It was necessary 
to assume something to calculate the length of pole. The 
author's curves did not take into account maintenance and 
life; it was well known that in this country steel did not 
last as long as wood for poles. 

Mr. J. С. WiGHAM said the enormous tower shown as used 
abroad, for comparison with poles used here, did not seem 
to be justified by the data in the curves which appeared m 
the paper. It was not appreciated that the factor of safety 
must be higher with small wires; that was why the Post 
Office wires came down and the power wires did not. 

Mr. W. M. MonpEx asked for some definite information as 
to the comparative adherence of snow to copper and alumi- 
nium wires, and Mr. Jacob mentioned that the latter metal 
had a greasy oxide skin, and snow did not adhere to it fe 
the same extent as to copper. 

The Prestpent (Mr. C. Р. Sparks): remarked that tbe last 
two papers had been brought forward in view of the import 
ance which the Council attached to electric supply develop- 
ments in this country. Some 30 years ago he (the President) 
had assisted Dr. Ferranti in the Bond Street installation. 
where they were forced to go overhead because they could 
not go underground, and it was found that the wires wet? 
safer uninsulated. Dr. Ferranti was intending to use 10.0 
volts, but this was stopped by the 42 years’ franchise comin 
in, which made it possible to use underground cables, othe?- 
wise they might have had overhead wires through London 
to-day. He then referred to the electrical installation of t h^ 
Powell-Duffryn Co., which turned out some 75 million un1'* 
a year, and used а 30,000-volt, 3-phase overhead tranamissi*'" 
on the Merz-Hunter split-phase system. The average po" 
spacing was 350 ft., and the maximum spacing 750 ft.; the 
Kay type of steel pole was employed, with screens over га?” 
way, telegraph, road, or other power line crossings. ТЈ 
ends of the line were connected through 30,000-volt pape! 
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insulated cable, and no lightning arresters were used, the works at Walsall cost a little under £8 per KW. Whether 
transformers being specially designed for the work. the cost of energy Was actually less in à hydraulic works than 
eh The AUTHOR, 10 replying, said that high towers were em- in a steam works depended on the load factor and the utili- 

sation of the by-products from the coal. If the recommenda- 


a ployed because of the great span lengths. Despite the higher 
ko factor of safety adopted 1n this country, he could not agree 
"i that American and foreign transmission work was much less 
reliable; the Ontario Hydro-Electric Qominission were satis- ks would under all the circumstances be less 
fed with a lower factor of safety than usually adopted in than that produced by water power, and this country could 
American practice. The Board of Trade regulations did not compete with any country where there Was abundant water 
| result in an equal factor of safety with large and small wires. power, 80 that the author's paper would be found of great 
^: Мапу people were prejudiced against long spans under the . importance in the future development of home industries. In 
^ mistaken Impression that this lowered the factor of safety. discussing the potential gradients in a string of insulators j 
v. He agreed with previous speakers on the evil of over-testing the author alluded to the effect of series and shunt capacity ; 
1. materials, and pointed out that under some conditions ade- it was interesting to note that the influence of ehunt capacity 
i had also been found to constitute & difficulty in the go-call 
ppliances could not be 


tions recently brought before the Institution by Messrs. Paton 
and Cramp were carried out, the cost of 


“, quate insulation was almost im possible. 
Ш Mr. E. S. BYNG, in a written communication, drew atten- Wurtz lightning arrester. These 4 
tion to the latest development in reinforced concrete poles. used for very bigh voltages because the potential gradient 
| In the case of wood poles, the cost of timber was going Ир between the first few cylinders close to the line was ex- 
by leaps and bounds, and in view of the rapid depletion of tremely steep, and the addition of more cylinders at the earth 
ond of the series did not materially flatten it. This was due 
j Mr. Moligniano, 


the forests, particularly on account of the abnormal demands \ 
to the shunt capacity. An Italian engineer, l 
i ificially increasing the 


during the past two and a half years, it was exceedingly 

doubtful whether stout wooden poles above 45 ft. would be had overcome this difficulty by arti 
obtainable after the war at anything like a commercial figure. series capacity between the cylinders во as almost completely 
The weight of concrete had hitherto practically prohibited to swamp the shunt capacity. D: i j 
this system from being utilised more generally for overhead almost straight-line potential gradient, with the result that 


transmission routes. In the latest development of ferro- the Wurtz arrester could he used on lines of very high volt- 
The author advocated. the arrangement of wires shown 


concreto poles there were at least two or three manufac- ape. 
turers in this country who had adopted a hollow form of in fig. 2, B3, for duplicated three-phase lines because no Wires 
| were in а vertical line, presumably in order that in the event 
1 t should fall clear of all the 


pole. These were of various cross-sections, some being 


re, some round, and others triangular, but in each. ease of an upper wire breaking J 


broke generally under wind pressure and 


squa 
the object was the same, namely, to leave out the concrete others; à wire 
not required in the structure. The weight of then, 10 seemed to him, the broken end would be, blown side- 
would foul other wires whatever might be the 


where i6 was 
concrete as compared with a solid pole up to about 45 ft. wise ant 
was thereby reduced to approximately one-third, and in poles geometrical disposition. 
of greater height this reduction would be even more. Some he electrically preferable might be adopted, such as the 
three or four weeks ago he had an opportunity of inspecting hexagonal disposition, so frequently used in Switzerland. It 
some ferro-concrete poles at Fulham which had been erected had the advantage of shorter cross-arms and less inductance. 
in 1910. They had not depreciated in any way, ane, in fact, With the very high valtage for which the author's lines were 
appeared to have improved through age. The poles in ques- designed the reduction of inductance was not of much im- 
i h moderate voltages, this reduction, com- 


tion were of hollow, construction, 45 ft. in height, 16 in. portance, but wit 
i bined with the merease of capacity, had a beneficent effect” 


Hence. an arrangement which would 


square аё base, tapering to 8 in. square at the top. A similar : 

pole had been: tested to destruction, and withstood a hori- on the power factor of the line. . | 

zontal pull at {һе top of 90 cwt. before collapsing. One o Mr. А. GOLDIE ENGHOLM said thet it was very important 
that the cost of maintenance for. overhead transmission 


poles should he kept as low as possible. He had frequently 
found that Sherardising the iron fittings was better than 


galvanising, ав very often the metal was eaten away under- 


neath the galvanising, leaving only the outer skin, 80 that 
it was difficult by casual observation to detect such action. 
Dr. С. О. GARRARD said the subject would Ве of very 


the chief points about these ferro-concrete poles was the 
density and uniformity of the concrete. This was obtained 
by @ special method of manufacture, consisting of an oscilla- 
tory-vibratory motion applied to the moulds whilst the poles 


were being manufactured, but before the * initial se 
1e patentees of this system contended that the 


occurred. 
concrete was perfectly homogeneous and impervious to Mos- { 
ture, апі the pole after erection was practically indestruc- greatly increased importance m this country 10 the near 
tible. A further advantage claimed for hollow poles was that future. It- had been imagined by some people that trans- 
the design and construction allowed for any number of mission lines at very high voltages were only necessary OF 
brackets or arms to be attached after erection. ‘There would desirable in connection with water powers; with & rational 
appear to be no difficulty in. now obtaining poles to any use of coal, however. it was possible Phat we could produce 
height required for power transmission, as one firm (The electricity at a total works cost (excluding distribution costs) 
i of £2 per KW.-vear with a load factor of 60 per cent. B 
nder 


British Im proved Censtruction Co.) were preparing designs for 
wireless telegraph musts upwards of 700 ft. high for use after 
‘the war. Over 3 (KK) concrete telegraph poles had been re- 
cently erected in New Zealand, and had proved a great suc- 


although one objection to their extended use was the 


d the best results attained by water powers. | 
| j lines at high 


voltages woul be very numerous. ох t 
at the standardisation of British over- 


head equipment should be taken m hand by the Institution 


cess, 

question of transport. This difficulty had been overcome to 1 | | а 

коте extent by the reinforcement. being designed so that it and the Engineering Standards Committee, mM order tha 
while maintaming the British reputation for high quality 1n 


could be put together and the structure made on site. The 1 | t 
amount of steel reinforcement was approximately only one- this branch of engineering, a8 In others. the development of 
third of the weight of steel used in an equivalent pole of all- the industry should, not be hindered by the survival of obso- 
steel construction, therefore. the weight of material (steel lete official reguiations. With regard to the testing of line 
ient places for manu- Dr. rard directed attention to the method re- 
facture at intervals along the route would be considerably cently worked out in the United States by which the actual 
of an all-steel pole (either tubular or lattice- | insulators was measured. By this means 
te for the concrete could generally insulators having & slight degree of porosity, which woul 
he found in the immediate vicinity. and as this representec break down after several years’ service, Were eliminated be- 
v i р the material reqnired tho fore being put into use. 
freightage was thereby reduced to a minimum. In these cir- 
eumstances the initial cost of ferro-concrete poles now com- 
ared favourably with that of any other type of construction, 


p 

на this would pe be of a importance if the annual i ` 

charges were equate when working out the economics of Do 

the alternative proposals. Tn the case of the former. the NATIONAL INSURANCE ACTS. 191! 1915. 
maintenance and depreciation charges would be practically | 


nil, but in either е Е Ps work uas пе Ах application has been made to the Umpire for his decision 
e em. particularly in. = сае as to liability in respect of platelavers employed in establish- 


—M 


а а —— c — 


nat quite an apprec 
the latter, where the framework had to he painted at fre- . . . 
D ui i , À ments carrying on any insured trade involving reconsidera- 
uent intervels m 1 M тоё ү : дз ! 
а { order to pre en corrosion, W hich would tion of decision 1.419. 
Renresentations MAY be made to the Registrar. Office of 
on or before 


otherwise quickly occur. 


E) the Umnire, 47, Victoria Street, London. S.W., oF 
The decision will be given on or after May 


| Mr. G- V. "xv ISS'8 paper was read and discussed at а meet- Mav 16th, 1917 
ing of the BIRMINGHAM Loca SECTION of the INSTITUTION OF 14th. | 
ELrcrRiCAL ENGINEERS ОП April 25th, 1917. The following decisions have been given :— 
Dr. КАРР said it was very satisfactory to find from the P si 
naper that English engineers had heen so successful in extra- Contributions are payable in reapect of 
9183X. Workmen engaged in the manufacture of gas-test- 


transmission work. which subject had up to: the 
rally considered to be the special province 
He thought the author's allusion to 


high-tension 
present been gene 
of American engineers. 


ing annaratus. 
2185X. Stablemen or other workmen emploved in an estab- 
i trade insured under the National 


the so-called * cheap water power" required qualification : ag lishment carrying oD anv 
far as the cost of energy was influenced by capital outlay, Insurance (Part II) (Munition Workers) Act, 1916, and engaged 
s by no means cheap. The average of Italian in tending horses which are used mainly on the premises of 


the establishment.: 


water power wa 
ks was about £30 per KW. The new electricity ! . 
D 


hydro-electric wor 
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2,1S6X. Workmen employed in the manufacture of elec- 
trical appliances for railway signalling and for electric control 
of railway signalling installation. 

2,187N. Workmen employed in the repair of coke oven bye- 
product plant. . 

2,188X. Workmen engaged in making incandescent oil lamps. 

2,189X. Workmen engaged in adapting gas and candle fit- 
tings for electric light. 

2190N. Workmen engaged in making band saws and band 
knives. 

2,193N. Workmen engaged in making (1) steering indica- 
tors, (2) fire-control apparatus for large guns, and (3) stoke- 
hole indicators and danger signals. | 

2,194X. Workmen engaged in drilling, filing, and riveting 
small iron castings such as caster horns, wardrobe hooks, &c. 

2,.197X. Workmen engaged wholly or mainly in the work 
of making metal, leather or rubber cycle and motor acces- 
FOrles. | 

2202X. Workmen employed in the manufacture of metal 


barrels, drums, and‘tanks which are not intended to form - 


part of the structure of buildings, ships, or vehicles. 

2.217X. Workinen engaged in making and repairing steel 
barrows. 

2.2188. Workmen employed in the manufacture of taxi- 
meters. | 

2,920xN. Workmen engaged in the manufacture of brake 
blocks for cycles from vulcanised fibre, if intended for use 
in war. 

2,221 X. Workmen engaged in the installation in. buildings 
or ships of accumulators for use in connection with electrical 
machinery. 

9,229X. Metal workers engaged in the manufacture of kine- 
matograph apparatus. 


Contributions are not payable in respect of : 


2,204. Workmen (other than those included under decision 
A.2,084X) (Board of Trade Journal of December 7th, 1916) 
engaged in the manufacture of asphalte and bitumen at works. 

2,205. Workmen employed by a wireless telegraph company 
and engaged (1) in superintending and assisting in super- 
jutending the erection and maintenance of stations, and not 
employed wholly or mainly by way of manual labour, and 
(2) as works manager and assistant and foreman. 

2,207. Workmen employed in the repair of coke oven plant 
(other than buildings, machinery, or bye-product plant). 

2,208. Workmen employed by an electric supply company, 
and engaged in cleaning electric arc and incandescent lamps. 

2,212. Workmen employed by gas companies, and engaged 
in the repair of gas retorts and retort settings. 

2.213. Persons engaged in the manufacture of emery wheels 
which are not made in a mechanical engineering establish- 
ment solely for use in that establishment, and which are not 
for use in the manufacture of munitions of war. 


+ 
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WAR ITEMS. 


Exports to China.—The '* London Gazette "' for May 8th 
contains further names of persons in Siam to whom exports 
may be consigned. 


An American Searchlight Corps.—Fortv-eight of the 
students at the Bliss Electrical School in Washington, U.S.A., 
have been formed into a searchlight unit under the Engineer 
Corps of the U.S. Army. The Corps, located in Washington. 
has recently been equipped with nine motor vehicles, four of 
which are fitted with 36-in. searchlights, four are travelling 
electricity generating plants to furnish the current for the 
projectors, while one is a supply vehicle. - 


Information Concerning Traders in Neutral Countries.— 
It is announced that information is being collected by the 
Foreign Trade Department of the Foreign Office from Hia 
Majesty's Consular officers abroad relating to firme in neutral 
countries with whom British houses could trade in place of 
firms of enemy origin or association which have been placed 
on the statutorv list. The reports from His Majesty’s Con- 
sular ofticers will give the names of firms desirous of trading 
with the United Kingdom, with references, bankers, commer- 
cial reputation, general nature of business, method of trans- 
port, principal goods iminediately required, and whether the 
firm trades on own account or on commission basis. The fol- 
lowing bodies have agreed to disseminate the information :— 

The Association of Chambers of Commerce of the United 
Kingdow, Parliament Mansions. Orchard. Street, S. W. 1, and 
its associated Chambers of Commerce. 

The London Chamber of. Commerce, 1, 2, and 3, Oxford 
Court, Cannon Street, B.C. 4. 

The Federation at British Industries, 59, St. James's Street, 
Sow. | | | 

Certain approved trade associations апа federations not 
associate members of any ‘af the above organisations. 

Firms who аге ‘members of the associations enumerated 
above should apply for the information through one of these 
channels. The Foreign Trade Department reserves the right 
to refuse the information, in consultation with the Board of 


Trade, to any firm not British in character or dealing largely 
in articles competing with British manufactures. His 
Majesty's Consular officers have also been instructed to send 
duplicates of their reports to the Board of Trade, and the 
information. will therefore also be available at the office of 
the Department of Commercial Intelligence of the Board of 
Trade, 73, Basinghall Street, E.C. 2. 


Exemption Applications. - .&t Blackpool, the Military 
Representative asked for the review of exemptions given to 
10 employés at the Corporation electricity works, and the 
Mayor said the borough electrical engineer would have to 
make out а strong case for men between the ages of 31 and 
J6. Mr. Furness said he was not representing the men, but 
the service. The works had to run 24 hours a day, 365 days 


a year. The certificates of two switchboard attendants, one 
28 and the other 31, were cancelled (not to be called up until 
substitutes were found), and the others were allowed tem- 


porary exemption to June 30th. The certificates of two elec- 
trical fitters on the tramways were also cancelled, a month 
being allowed. 

Cambs. Tribunal refused exemption to H. J. Diver (41), 
electrician at Milton Hall, Milton, appealed for by Mr. W. B. 
Redfern. 

At Sevenoaks, the Electricity Co. appealed for P. H. Top- 
ping (27, Class B3), engineer; J. J. Wickenden (31, B 2). 
cable jointer; and J. A. Shaw (30, Class A), engine fitter. The 
manager stated that without the men they could not cov- 
tinue the work. Mr. Topping was refused exemption, and 
the others were given three months each. 

Hastings Tribunal has refused exemption to Mr. W. Р. 
Gower (34), electrician, in Class B1, who stated that he was 
voluntarily assisting in hospital radiographic work, and had 
enrolled for National Service. | 

Weybridge Tribunal has granted conditional exemption. to 
G. Whittle (40), second fireman, appealed for by the Urban 
Electric Supply Co., Ltd. 

Brighton Tribunal, on April 97th, reviewed the cases of 
98 men engaged on the Corporation tramways, those con- 
cerned being a traffic superintendent (39, Class B 1), three 
traffic inspectors, 26 motormen, seven skilled mechanics, and 
a night foreman. The exemption certificates were withdrawn. 
the Class A and B1 men were each given three months, and 
the others six months. A similar decision was arrived at in 
the cases of eight men engaged at the Corporation’ dust 
destructor. ` 

Nine men engaged in the Corporation electricity works were 
appealed for at Brighton. Two were given a final month, pro- 
vided they are classed up to B2, and the others were each 
allowed three months’ open exemption. 

At Aldershot, a renewed appeal was made by Mr. J. J. 
Vertue (37), electrical engineer and contractor, who stated 
that he had a large number of electric motors to keep in 
order, these being used by firms for industrial purposes. He 
also maintained fire alarms, and the electric light and bells 
at various public institutions. His. partner had been taken 
over for Government work in connection with work on the 
high-tension wires. A final month was granted. 

Southend-on-Sea Tribunal has refused exemption, with 14 
days’ grace, to seven tram drivers appealed for by the Cor- 
poration. Six are in Class A, and the other in B1. 

West Kent Appeal Court has refused exemption to W. H. 
Brown (36), and E. Wicks (27), electricians, appealed for 
by Messrs. Oswald Jones & Co., electrical engineers, of Maid- 
stone. Both are passed for general service. _ 

Messrs. Hill, Upton & Co., electrical engineers, Oxford. 
appealed to the County Tribunal for W. G. Payne (99). elec- 
trician. It was stated that 90 per cent. of the firm's business 
consisted of direct war work, and that Payne was engaged on 
work of national importance. At present he was engaged on 
installation. work at an aerodrome, and did no private work. 
Only four out of the pre-war staff of 30 remained, and women 
had been tried with success - The appeal was refused. 

At Chipping Norton, the Electric Light Co. appealed for 
the retention of Mr. W. H. Hellyar, manager of the under- 


taking. He was temporarily exempted for two months for 


a substitute to be obtained, there to be no further appeal 
without leave. 


RECENT INVESTIGATIONS OF TRACTIVE 
RESISTANCES TO MOTOR TRUCKS 
ON ROADS AND PAVEMENTS. 


AN experimental investigation was carried on in the researeli 
division of the clectrical engineering department. at the 
Massachusetts Institute of Technology, during the vear 1915. 
under a fund contributed for researches on motor trucks. for 
the purpose of determining the tractive resistance of a motor 
delivery wagon with four wheels and solid rubber tires on 
various level urban roads and pavemente. - 

Our contemporary Science, from whose pages we терпп 
this article, mentions that the complete report on this re- 
search was published in the Proceedings of the American 
Institute of Electrical Engineers, June, 1916. 


Ву “tractive | resistance " is meant the horizontal force 
necessary to apply to the truck in order to keep it at a con- 
stant speed in still air after deducting axle frictions an 
internal-wechanism losses. 16 18, therefore, the reactive force 
offered by the truck, assumed internally frictionless, 1n over- 
coming the road, tire and still-air resistances OD & level sur- 
face. It may be expressed either in pounds weight per short 
ton of total moving mass, OT in kilogrammes per metric ton, 
\ Thus a 1 per cent. equiva- 
lent grade tractive resistance means that a car without axle 
friction or other internal mechanism losses would require to 
d by & force 
of 20 lb, per short ton of 3,000 lb. in order to overcome the 
resistance of the tires, road-bed, and still-air displacement. 
This force would obviously serve to propel the same vehicle 
up al per cent. grade in the absence of tire, road-bed, still- 
air, and internal frictions. At & given speed, therefore, this 
tractive resistance depends upon the wheel, the tire, and the 
road, and also on the air-displacement resistance of the truck. 
! tested was & 1,000-1b. (450-kg.) electrically- 
propelled delivery wagon equipped with single solid rubber 
of the four wheels—the tire rating being 
The tests were made 
at, as nearly as possible, constant 
measured speed, in alternate directions, over selected lengths 
of standard roads in and near Boston. From the observed 
storage-battery outputs during these runs, the corresponding 
tractive resistances were evaluated after correcting for all 
losses internal to the truck mechanism, wind losses, grade. 
and incidental accelerations. 
mechanism from battery terminals to wheel spokes were 
determined from laboratory tests with the car raised from the 
ground on jacks, and by driving tested dynamos from the 
rear wheels. 

The following i8 & summary of the results obtained a8 
applying to urban roads with this truck between the gpeed 
ens of from 13 to 25 km. per hour (8 to 15.5 miles per 
our):— 

]. The over-all efficiency of the test-truck mechanism be- 
tween battery terminals and rear-wheel treads. reached a 
maximum value of about 78 per cent., under the most 

. favourable conditions. ш | i 

9. The mechanical efficiency of transmission from motor 
shaft to rear-wheel treads, for the truck tested, shaft-driven 
through a single-reduction worm gear, was found as high 88 


per cent. 

3. Under the conditions lof these tests, the tractive resist- 
ance on level roads, 1n the absence of wind, is compose of 
(b) impact resistance, and (с) 


By," displacemenb resistance’? is meant that portion of the 
tractive resistance which depends on the lack of resilience 
of & smooth. surface and of the wheel-tire material ; 
i.e., on the energy losses due to inelastic displacement of tire 
‘and. road-surface materials. | 

By “ impact resistance " is meant that portion of the 
tractive resistance which depends on the lack of smoothness 
of the road surface, and which is due to the impacts given 
to the moving vehicle by the irregularities of the road. 

By “аг resistance” is meant that portion, of they tractive 
resistance due to air pressure on the moving vehicle necessary 
to displace the air in the absence of wind. 

4. The displacement resistance varied from 0.85 per cent. 
equivalent grade, for a hard smooth asphalt or bituminous 
concrete, to 1.6 per cent. for a very soft tar-macadam road, 
and was practically constant, for all gpeeds considered, on 
any given road. | 

5. The impact resistance increases with the velocity, with 
the total weight of vehicle, and with increasing road-surtace 
roughness. In these tests, the impact resistance of good 
asphalt or. bitulithic or other smoot pavement was practi- 
cally negligible, and reached its highest values (about 1.5 
per cent. equivalent grade at & speed of 20 km. per hr.—12.4 
miles per hr.) on granite-block roads with sand-filled joints, 
and on badly worn macadam pavements. The rate of in- 
crease of impact resistance. With speed was most marked on 
the roughest гоа. * mM 

6. At the vehicle speed of 90 km. (12.4 miles) per hour, tbe 
air resistance for the vehicle tested, assumed to be dependent 

, was roughly 011 per cent. equivalent 
grade, i.e., from 4 per cent. of the highest to 12.5 per cent. 
of the lowest total tractive resistance. 

7. The following b pavements are enumerated in the 
order of their desirabi ity for. vehicle operation from the point 
of view of tractive resistance at 20 km. (12.4 miles) per hour, 
as found in this investigation : (1) asphalt, (2) wood block, 
(3) hard smooth macadam, (4) brick block, (5) granite block 
with cement-filled joints, (6) cinder, (7) gravel, (8) granite 
block with sand-filled joints. 

8. The equivalent grade at 20 km. (19.4 miles) per hour of 

a badly worn city macadam road was found to be nearly 
three times as great ав that of the best asphalt road tested. 
This means, at this speed, а consumption of energy at wheel 
treads of nearly three times 48 much on level poor macadam 
roads as on good level asphalt roads. 

9. Increasing the. gross weight of the. vehicle by 12 per 


cent. through lodd was- found to have no effect on - tractive | 


resistance within the observed speed limits. for. smooth roads 


in good condition ; but on rough roads a distinct increase in 


tractive resistance with this extra weight was observed. 


10. The presence of a layer of dust, вау, 1 ean. thick, on à 
fair macadam road was found to increase the equivalent grade 
of tractive resigtance, at a speed of W miles (12.4 km.) per 
hour, from 1.17 to 1.32 per cent. | 

11. A freshly tarred, and therefore very soft, tar-macadam 
road was found to. have an increased tractive resistance 
equivalent grade, at substantially all tested speeds, of about 
0.5 per cent. The tires in this case sank about 0.8 m. (2 em.) 
into the road bed, the gross car weight being 9,140 kg. 
(4,718 lb.). 

12. The total range of tractive resistance. equivalent grade 
covered in the tests was from 0.93 per cent. on the best 
asphalt road, at lowest speed, to 2.7 per cent. on the worst 
macadam road, at nearly the highest d | 

13. The results indicate, a8 has already been pointed out 
by other observers, the importance of constructing and main- 
taining smooth, hard, and clean roads from the point of view 
of tractive resistance. w tractive resistance means small 
gasoline consumption for gasoline trucks, and a reduced elec- 
tricity expense or greater daily mileage with electric tracks. 

14. Other problems which are of practical importance to 
vehicle designers and operators, and which require further 
investigation, are the following :—- ; 

(a) Tractive resistance on country roads. 

(b) Tractive resistances to vehicles with different wheel 


(c) Tractive resistances of urban roads at low speeds from 
0 to 10 miles per hour (16 km. per hour). 

(d) Tractive resistances at speeds higher than 15 miles per' 
hour (24 km. per hour). | 

(c) Tractive resistances for high-capacity trucks. 

15. The results of the tests here repo have been found 

to be in substantial agreement with those obtained by other 
observers employing somewhat different methods; but the 
analysis of tractive resistance into its components here pre- 
sented appears to be new, and is recommended for use in 
cimilar investigations ог tests. 
. The authors of the report, Messrs. A. E. Kennelly and O. 
R. Schurig. express their indebtedness to Mr. Thomas A. 
Edison, and also to the Gould Storage Battery Co., for funds 
by which the research was made possible. . 


— 


‘LEGAL. 


—— 


NORTH OF, SCOTLAND ELECTRIC LIGHT AND PowER Co., LTD., '. 
NoRTH OF SCOTLAND FISH Guano Co., LTD. 


Is the Court of Session, Edinbürgh, Lord Cullen llowedgproof some 
time ago in the action in which plaintiffs, of ontrdBe. sued the 
defendants, of Aberdeen, for £93 14s., said to be due and resting 
owing. and for £1.000 as damages for breach of contract. The 
pursuers stated that in April, 1913. they entered into an agreement 
with the defenders, who had a manufactory in Montrose, to erect 
certain plant for defenders in Montrose, and the defenders under- 
took ta pay the pursuers £500 for electrical energy in addition to 
charges for hire of plant. In December, 1915. the defenders inti- 
mated that they were closing their Montrose works. and asked the 
pursuers to dismantle and take away the motors. 3 
contended that the defenders had no power to terminate the con- 
tract in such a manner, and stated that, in order to carry out the 
contract with the defenders, they had found it necessary to increase 
their plant at a capital cost of £3,420. The defenders maintained 
that the difference between the parties fell to be decided by 
arbitration. | i 

was occasioned and justified by the aotions of the King's enemies 
and the existence of a state of war, in respect that the whole 
fishing trade of the North and East of Scotland and the import of 
raw material for the defenders works and buainess at Montrose 
had been stopped. It was, therefore. impossible for them to carry 
on business there, and the contract had become impossible of per- 
formance. The action has now been taken out of Court by jeint 
minute, having been settled by a payment to the pursuers of a sum 
in name of damages and expenses. | 


à 


MU с REA 


Laycock т. SOUTH LONDON ELECTRIC SUPPLY 
CORPORATION, LTD. 


Horace Scott Laycock made an application to the Lambeth 
Court to determine the nature and amount of security to be given 
by him to the defendants in respect of the supply of electrical energy 
to the premises known 88 Khaki Hall. Acre Lane, Brixton. 

Mr. Laycock said that he was leaseholder of the Khaki Hall. 
On March 12th, 1915, he entered into ап agreement with the com- 
pany for the supply of electricity on special terms. It was agreed 
that his account should be paid weekly, and no security was asked 
for, as under that arrangement the company had power to cut off 
the supply if he failed to pay. On April 18th last the company 
wrote to him demanding & deposit of £20, on the ground of the 
difficulty of obtaining payment of his accounts. 
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the weekly payments had been regularly made, and refused to is given to assist the purchaser in selecting suitable apparatus; 
make a deposit of £20, seeing that he had made a claim of £39 sample specifications are also provided. Тһе last chapter 
against the company in respect of alleged overcharges. The yearly briefly describes the use of wet air filters for cooling electricai 
consumption amounted to about £250, and that had been regularly machinery. We have no hesitation in commending this prac- 
paid for. After he refused to make a deposit the company cut off tical and instructive book to those who are concerned with 
the supply, and he had to deposit 420 under protest in order to get the subject of ventilation. 


it restored. ——— — -——— 
is шлш in tho Iker ли чое dim. Principles of Alternating Current Machinery. . By Клрн R. 
eulty which is always experienced in obtaining payment of your Lawkenck, Assoc. Prof. of Electrical Engimeering of the 
account." There are always two or three weeks owing. The com- Massachusetts Institute of Technology | and Harvard Uni- 
pany were only able to obtain payment of their accounts by versity. London: Hill Publishing Co. Price 185. Ud. 
threatening to cut off the supply, and Mr. Laycock was liable to be net. 
called up at short notice. Although the company did not ask for This is an excellent general text-book of the subject indi- 
any deposit when the agreement was entered into, they were cated by the title—indeed, the reviewer thinks it is, on the 
entitled to ask for one at any time they thought it necessary. whole, the best book of ‘the kind which has appeared for 
Mr. Laycock said it was nonsense to suggest that the company some years. 
were only able to obtain their money by threatening to discon- Too many of the text-books in general use are based on 
nect the supply. the types of machinery which were '' modern " 10 years ago, 
Mn. BIRON came to the conclusion that, in all the cireumstances, or even more, and, although they have perhaps been '' brought 
£20 was not an unreasonable amount for the company to require up-to-date '" by the addition of sections dealing with turbine 
as a deposit. —.Morning Advertiser. generators and commútator motors, the general plan is still 
the same as that which appeared to be the best to follow 
when the field to bo covered was much more restricted than 
BRITISH POWER, TRACTION, AND LIGHTING Co., LYD., г, it is at the present time. 


HopGson. Although the author modestly disclaims the use of new 
methods in his treatment, and only professes to have -col- 
lected ae vole existing sources, a work мек т og 
е nation for the Judgment used ш the selection of material an: 
last. the hearing of which was concluded before the Master of the in its excellent arrangement, which constantly displays a 
Tolis and rie Bankes and Warrincion on Tuesday last, ae {enim and a breadth ОГ view which males the book highly 
с ba i: и . instructive апа рери. 
е о ете р. наа x Md rd Prof. Lawrence has written a text-book on the principles 
x Motion еки: ER Bins ЭНА of dealings in ARAN їп of electrical machinery as 16 is at present developed. * In doing 
йде ег ДӨ the lam iba: defendant act up hia hankrüptoy and so, he has kept constantly before him modern developments, 
dischante: but the olante contended that (HE oMr AAL acuto was modern problems, and modern points of view. "Thus, even 
К р in the earliest chapters he has approached the subject with 


based on fraud, and therefore bankruptcy was no answer. only modern types of machines in. view, and with constant 


THE MASTER OF THE ROLLS, in giving judgment, said the PL n 
naiten was 20 -complicated as to. bo almost beyond. ейи ё. reference to the modern conditions which determine their 


ы : | output and performance. 
That Mr. Hodreon had no right to the money for which the com; A ood example ol how this method of treatment hus 
been established that it was agreed that the consent judgment р | е by pete А os hot м M one a t ` 
should be & judgment for a debt incurred by fraud or fraudulent оге ору ob ee еа E dad dx 
brenchoftzust. Korilab reason: Mr: Hodeeon-amust suceeed: end. of alternator armature reactions (Chapter IV). After a general 


THIS protracted litigation was settled on an appeal by Mr. A. E. 
Hodgson from a judgment of Mr. Justice Peterson of November 


lanation of the nature of armature reaction (or armature 
the appeal must be allowed in so far as the judgment of the Court CEP 
helow held the defendant outside the provisions of the Bankruptcy оа force), he proceeds to е, the dla: 
Act. or the case of an alternator with non-salient poles and a dis- 


: tributed winding. He is thus able to arrive at a result which 
Кыз Lords d usvices! concurred, апа Ите врре маа allowed is fairly simple and, at the same time, practically accurate. 


The consideration of the armature reaction in alternators 

having salient poles is next treated as a more complex ex- 
ample of the principles already explained. 

| | The induction of voltage in the armature, taking into 

REVIEWS. account the shape of the flux curve and the angle of em- 

Le brace of the coils, is concisely and clearly explained. This 

А : 

Some Modern Methods of Ventilation. By R. GRIERSON, sl aap e simple, a adeat раа 


. ? ў } ; ‘ 1 h И; 1 = 
A.M.T.Mech.E. London: Constable & Co., Ltd. Prio 9 0 алан armature uo a ee ree ee 


Ss. Gd. net. After discussing the principles of armature reaction, the 

The ventilation, like the heating, of buildings 1s a subject author deals with the calculation of the regulation of an 
which until recent years has not received a fraction of the alternator by the synchronous impedance, magnetomotive 
investigation that it undoubtedly merits. Heating and venti- force, Potier, American Institute, and Blondell’s two-react- 
lation are two of the three fundamental factors which make ance methods. | 
or mar our personal comfort, and, unfortunately, are by no Methods of obtaining values for the leakage reactance froin 
means easy to control; lighting is the third factor, but has the short-cireuit. test and zero power-faetor characteristic are 
heen 80 exhaustively studied that it presents no great difti- followed by the determination of effective armature resist- 
culties to the engineer who has provided himself with the ance. 
proper qualifications, and as for the minor features of our Further chapters deal with the experimental determination 
indoor environment, such as furniture and decoration, the: of losses and heating tests, and are followed by a detailed 
are comparatively elementary matters. Even ir the case of calculation of the constants of a 1,000-K.v.A. machine froin 
public buildings of the most modern construction grave the constructional data. 
errors are frequently met with in respect of the arrange- Altogether 150 pages are devoted to the alternator, and it 
ments made for heating and ventilation, errors, moreover, will be gathered that the most important principles of the 
which it is almost impossible completely to rectify when tho machine receive very comprehensive treatment so far as they 
building is finished and occupied. Hence, we cordially wel- are concerned with construction, behaviour, and operation, 
соте this book, based upon a wide experience. which should as distinguished from actual details of design. 
afford valuable assistance to architects and engineers respon- In completing our analvsis of the contents of the book, it 
sible for the design of ventilating systems. —— will be unnecessary to enter equally fully into the treatment 

The author begins bv pointing ont the illusion under which of other types of machines, as the treatment is carried out 
we have laboured ?n past times with regard to the supposed with the same thoroughness and judgment. 
deleterious effects of carbon dioxide, and ‘ays stress on the Transformers are next dealt with. After a description of 
fact proved by Dr. Leonard Hill and others that “ihe details of construction, the magnitude and wave-form of the 
physical effect upon the skin ir the supremely important magnetising current are dealt with, and the reason for the 
thing for us, not its chemical effect." He then gives data as current, rush on switching on is given, though the. stresses 
to the quantity, &e., of air required in stated cases, together set up in the insulation on opening or closing the circuit are 
with the principles to be followed in designing a system of not considered in detail. Vector equations and the "equiva- 
ventilation. He advocates the “balanced " system in which lent circuit” of the transformer are given. Here and else- 
one fan pumps fresh air inwards and another removes the where the notation employed does not distinguish between 
vitiated air. and shows how the apparatus and »ir ducts vectors and numerical values of the quantities expressed. 
should be arranged, with the aid of numerous plans an! This leads to absurdities such as (see p. 192)— 


half-tone illustrations. Tbe design of air ducts and registers 
is adequately dealt with, various types of fang are discussed, 
apparatus for ' conditioning ” air as regards humidity and 


Ie = Is (cos 6g == j sin 63). 
and on page 305— 


temperature are described. and methods of control are ex- — А = А (сов 0 — j sin 0), 

plained. The use and production of ozone forms the subject and other similar expressions. 

of a brief chapter, after which the instruments available for The synchronous motor is clearly treated by means of 
measuring the qualities of the air supply are described. and vectors, and the subject of the distribution of the load be- 

the tests to be made are discussed. For driving fans the tween parallel alternators ae affected by various conditions, 

electric motor is, of course, recommended, and: information e.g., the characteristics of the driving engines, is wel ex _ 
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plained. The main points characterising the synchronous 
converter are concisely given. 

The section on polyphase induction motors contains a very 
full analytical treatment by means of vectors, and is well 
calculated to give an insight into the principles underlying 
their operation. The induction motor is regarded as a special 
form of transformer, which enables the vector equations to 
be obtained in a simple manner. Here again, however, the 
notation appears to be much less clear than is desirable, and 
a student might easily be led astray by using it; for instance, 
in obtaining power as the product of a current and voltage, 
seeing that it is never very clear where a symbol used for a 
current or voltage denotes a numerical value or a vector. 

The single-phase induction motor is dealt with in rather 


` general terms without any very satisfactory diagram of its 


operation, though the student should be enabled to form a 
fairly clear idea of the main principles from the treatment 
given. 

The various forms of single-phase motors with a commu- 
tator are discussed in the last chapters. Here, again, a close 
analysis of the operation is not given, but the underlying 
principles of their working are clearly explained. 

In conclusion, we can congratulate the author on the pro- 
duction of an excellent students’ text-book, which is 
thoroughly sound and calculated to form a substantial general 
foundation of knowledge on which the student can develop 
a specialised study in any direction without feeling that he 
starts with only nebulous ideas lacking a definite basis. 
For students of electrical engineering in universities or tech- 
nical colleges the work ean be cordially commended. 


Eum х2 


The Calculation and Measurement of Inductance and Capa- 
city. By W. Н. Notrace. London: The Wireless Press, 
Ltd. Price 2s. 6d. 


This is a useful summary, in a condensed and handy form, 
of rules and formule for the calculation of the inductances and 
capacities of the various conductors used in wireless tele- 
graphy, followed by ‘brief descriptions of the apparatus and 
methods of measurement employed in the determination of 
these quantities. 

The book divides itself, naturally into two sections, the 
first dealing with the formule for calculation, and the second 
with measurement. 

The formule are derived from many sources, published 
papers, &c., and are generally clearly given in a form indi- 
cating the pur and limitations of their application, while 
the necessary taWes of constants are also appended. 
origin of the formule is generally stated (an important and 
valuable feature), and incidental examples of their applica- 
tion to actual problems are also interpolated in a number of 
cases. Tattle or no attempt is made to give the method of 
derivation of the formule, and, indeed, any such attempt 
would have completely altered the character of the book and 
necessitated its conversion into a theoretical treatise instead 
of a colleétion of formule. 

To give a general idea of the contents of this section, it 
Will be sufficient to enumerate a few of the principal formule 
Kiven. 

The inductance of a straight cylindrical wire and of a thin 
tape is followed by values for parallel conductors. Then fol- 
lowa the inductance of a coil (Nagaska’s formula), with deve- 
lopments for various forms of winding as given by Rosa, 
Butterworth, and others. Mutual inductance between con- 
ductors and coils is next introduced, including a simple 
fraphical method by the author for the mutual inductance 
of two single-layer coils. 

n dealing with the capacity of conductors of various 
orms, & similar procedure ів adopted, and the consideration 
of plates and simple line conductors is followed by that of 
Various forms of antenne, while the influence of the earth 
and of masts and buildings is also included. | 

While the author rightly employs absolute clectrostatic 
dits in his formule dealing with capacity, he makes one or 
T slips where other units are referred to. Thus, on page 
“N he boldly makes the statement that “the absolute unit on 

9 electromagnetic system is the farad, and the practical 
Kd the microfarad.’’ Of course, the farad ів 10-? (or one 
1o usand-millionth) of the absolute unit of capacity in the 
cai éromagnetic system. On the same page we read: ''In 
«s culating capacity, if all dimensions be in centimetres the 
»Pacity is given in electrostatic units or centimetres.” While 
whe 18 perfectly true of the formule which follow, it is some- 
Ri at misleading, seeing that the centimetre is the unit dimen- 
on applied to conductors of both electromagnetic and electro- 
a 1С systems, whereas it is the dimensions of the unit of 
: antity of electricity which is the real characteristic of the 
«a trostatie System, and which determines the unit in which 

Расу will be given. 
to th page 55 there is a mistake in the equation for V, owing 
stati. substitution of mmfds. (micro-inicro-farads) for electra- 
09 © unita of capacity. Seeing that опе mmfd. is equal to 
py ectrostatic unita, the error introduced is not large. 
Het second part of the book deals with methods of measure- 
alte.’ and the author has collected together a large number of 

Tnative methods for measuring inductances and capacities, 

which are not well known to the ordinary worker. 


The chapter on the measurement of inductances gives the dia- 
gram of connections and the ratios when balance has been 
obtained for a great many “ bridge" methods. The chapter 
on capacity measurement deals similarly with alternative 
niethods of carrying out capacity tests, while another chapter 
describes the methods to be used where high-frequency cur- 
rents are employed. The last chapter gives particulars of a 
number of special appliances used in mneasurement, such as 
standards of inductance and capacity, high-frequency genera- 
tors, wave-filters, vibration galvanometers, secohmmeters, &c. 

The summary of thie methods and appliances used in 
measurement which occupies the last chapters of the book is 
likely to prove useful and handy for reference. Little attempt 
is made to discriminate between the various methods or to 
point out their relative advantages, defects or limita of ac- 
curacy. Also, no detailed instructions or cautions are given 
for carrying out the measurement. This would have entailed 
considerable extension of the scope of the work and would 
have changed its character from that of a concise summary 
to that of a text-book. We may perhaps hope that at some 
future time the author may carry out this more ambitious 
scheme. 

On the whole, the diagrams are clear, though the curve on 
page 42 has been so much reduced that the figures indicating 
the scales have become quite illegible. Another minor criti- 
сїзїп is the use іп one part of the book of the symbol “ w` 
to denote the quantity z т » which is later always expressed 
as his 
As a compact volume of reference for those who. are con- 
cerned with calculations or measurements of inductances and 
capacity this modest work can be cordially commended. 


BUSINESS NOTES. 


Russian Exhibition in London.—We have received 
some literature regarding the Russian Exhibition which is being 
held this month at the Grafton Galleries in Bond Street, W. "The 
Exhibition has a Russian Commercial Bureau. under the care of 
Mr. R. A. Lenski, and a Russian Trade Section, where information 
can be obtained on matters affecting Russian commerce and indus- 
try. The Exhibition has the Royal patronage, and among the 
exhibits is a collection of Russian trade catalogues. The Russian 
Consul-General is daily in attendance, assisted by a staff of Russian 
commercial authorities. Мт. Lenski has issued a pamphlet on 
" The Russian Market, and How to Enter it." 


Book Notices.—We have received a copy of No. 1 of 
"The Channel.” a bi-monthly sixpenny "Clyde Shipbuilding. 
Engineering’ and Electrical Gazette,” which is published at- 
131, Newark Street, Greenock. It contains a good deal of useful 
and interesting matter on such subjects as : —Lost Time in Ship- 
yards, The Trend of Development in Marine Engineering, The 
Story of Petroleum, Electric Supply Costs (by Mr. F. H. Whysall), . 
Proceedings of Societies, Technical Queries, and во on. 

"Journal of the Institution of Electrical Engineers." Vol. 
LV. April 1917. No. 265.— This issue contains the following 
papers :~-Voltage Regulation of Rotary Converters, by Мг. G. А. 
Juhlin : Machine-Switching Telephone Gear, by Mr. F. В. McBerty : 
Determination of the Sequence of Phases from  Wattmeter 
Readings, by Dr. G. Карр; Chairman's Address to the Hong-Kong 
Local Centre ; al&o the Report of the Council and the Statement of 
Accounta for the year. 

We have received a copy of No. 1 of the " Windsor Works 
Magazine,” а twopenny monthly publication issued by Messrs. 
G. D. Peters & Co., Ltd.. of Windsor Works, Slough, manufacturers 
of rolling-stock supplies. 


Bankruptcy Proceedings.—J. С. S. CUNNINGTON AND 
Н. P. ALLISON (Laing. Wharton & Cunnington), electrical engi- 
neers and contractors, 7. Great Newport Street. London. Supple- 
mental dividend of 51d. in the £. ` 

JAMES BROCKIE, mechanical engineer, 41. London Road, Forest 
Hill.— Trustee released April 28th. / 


British X-ray Industry.—1t is announced in the Daily 
Telegraph that à section of the British Electrical and Allied Manu- 
facturers' Association has been formed enrolling British manu- 
facturers of X-ray and electro-medical apparatus, with the object of 
improving the status and prospects of the industry by co-operation 
and research. Mr. Dunlop writes to our contemporary :--" Since 
1914 great strides have been made by individual British manu- 
facturers, and it is hoped that the enrolment of its members as a 
section of this association will further help to place and maintain 
this important industry in a position where it can supply not only 
the home trade but the whole of the Empire. British manufac- 
turers have been at a serious disadvantage owing to lack of 
co-operation by which to meet the keen competition which existed 
in the world market. The section views most hopefully the future 
of the X-ray and electro-medical industry in this country; and 
earnestly invites the co-operation of medical men and hospitals 
with the object of supporting and strengthening the movement 
towards the exclusion of foreign-made apparatus.” ; 
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Catalogues and Lists.—Sckanpno Lamp Co. Lr. 
7, Blackfriars Street, Salford, Manchester.—Folder giving revised 
prices of " Sceando" half-watt and Axial lamps. The revision is 
due to increased cost of raw materials and wayes. 

Messrs. T. W. BROADBENT. LTD., Victoria Electrical Works, 
East Parade. Huddersfield. Leaflet No. 6. describing and giving 
weights, dimensions, and prices of their R type A.C. slip-ring induc- 
‚ {Чоп motors. Copies. will be sent on application. . 

Messrs. FERRANTI, LTD., Central House, Kingsw ay, London, W.C. 
— List Pa. 550[E. containing a description, with illustrations. prices, 
weights. and code-words of their standard H.T. interlocked. iron- 
clad switch cubicles. 


Liquidation. — KrLowaTT Punrnmurxa Co., LTD.—AÀ 
meeting is called for June 7th, to hear an account of the winding 
up from the liquidators, Messrs. A: Webster & E. A; Burnie. 


' British De-Tinning Progress.—We are pleased to learn 
that the British De-Tinning Co.'s scheme for dealing with old tins 
and the like is making satisfactory progress, despite many obstacles, 
mainly occasioned by war conditions. Not only does the project 
conserve wealth, as represented hy various valuable metals, but also it 
creates a new British industry in place of what was formerly aGerman 
monopoly, some forty or fifty thousand tons of waste metal having 
been annually exported in pre-war days. Some of the Depart- 
ments of the Ministry of Munitions are now showing considerable 
interest in the scheme, and arrangements are being made for the 
British De-Tinning Co. to utilise waste metals from the front and 
other military sources. : 

- The company has issued a booklet entitled “ Capturing a German 
Monopoly," which contains full. reports of the proceedings at a 
Conference held at the Caxton Hall, London, in December last, 
together with reprints from the Press and other interesting matter. 
There is also an introductory article which deals fully with all 
aspects of the subject. A copy of this work will be sent free 
to those interested. A Committee was appointed by the Conference 
to investigate the processes and report on the soundness of the pro- 
posals so far as they affect municipal authorities. А building for 
practical demonstrations has now been completed at Wandsworth, 
and we understand that the Committee will shortly be asked to 
visit this works. 

A subsidiary company has been formed with offices in Glasgow, 
and buildings have been acquired which will shortly be in full 
eperation. Its operations wil] be superintended by the parent 
company in London. 


LIGHTING AND POWER NOTES. 


Aberdeen.— With reference to the recent sanction for 
borrowing £40.000 for the electricity undertaking, this is for the 
provision of а. 5,000-K W. turbine plant. new buildings. gub-astation 
plant, cables, Xe. | 


Australia.— The Flinders Council (Vic.) has decided to 
apply for an Order in Council authorising the installation of 
electric light and power at Sorrento. 

The Melbourne City Council electricity undertaking proposes 
experimenting with Victorian brown coal for the production of 
power. 

Application has been made by the Lockhart Municipality 
(N.S.W.) for power to generate and supply electricity.— Zenders. 

The report of the working of the Footsdray (Vic.) electric light 
undertaking for the year 1915-16 shows & gross profit amounting to 
£6,154, and а net profit of £4,173; since the inauguration of the 
acheme the net profit has been £9,683. Of this £1,000 had been 
placed to the credit of the general revenue of the city. In addition, 
the Lighting Committee's credit balance, averaging £3,500 a year, 
had been used in the city’s general financial operations, thus 
reducing the usual overdraft.—.Ve/bourne Age. 


Baildon (Yorks.).— The Shipley Electricity Committee 
has recently been notified by the Baildon Council, in reply to its 
offer to supply electricity to Baildon, that it favours the terms 
offered by the Bradford Corporation, and has asked the latter to 
forward a draft agreement. 


Bradford.— The severely restricted lighting during the 
past year has occasioned much complaint, but some satisfaction is 
derived froin the fact that the past year's expenditure of the city 
has been £10,000 less than the estimates, chiefly due to reduced 
cost of public lighting. 


Burnley.—W AGESs.— The applications on behalf of the 
National Union of General Workers for an increase in the wares 
of electricity employés. bringing up the total advance to 12s. a 
week since the war. has been referred to a Sub-Committee. 
Similar applications are being made in other Lancashire towns. | 


Burton-on-Trent. — Subject to consent, au induced 
draught fan is to be fitted to increase the steaming capacity of 
three boilers. The cost of this is estimated at £100, und it is 
hoped it will meet. the anticipated demand for electricity next 


winter. 
Crewe.— Year's Workixe. — The — electricity depart- 


ment has sustained а losa of £1.173 on the year’s working, owing 
to the great increase in the cost ol fuel, wages, Ке, 


Continental.—NonwAv.—According to a report by the 
U.S. Consul-General at Washington, the Norwegian Government 
has recently been advised by the Committee of the Storthing not 
to allow foreigners or foreign companies to acquire waterfalls in 
Norway, except in special circumstances. The power contained in 
the Norwegian waterfalls has been estimated at from 6,000,000 to 
10,000,000 H.P., and the development of these falls has been accom- 
plished largely through the aid of foreign capital. 

The acquisition of water power’ by foreigners in Norway ia regu- 
lated by the Law of September 18th. 1909. by the terms of which 
only the Norweian Government or Municipalities or Norwegian 
subjects were permitted to acquire waterfalls of more than 1.000 H.P. 
without Government sanction for each individual case. This Law 


-Was made more stringent by the Law of August 4th, 1911, whieh 


providet, inter alia, for a tax payable to the logal authority and 
the State. 

A Royal Commission. which has heen at work fer several yeurs 
on а revision of concession legislation, has just submitted to the 
Storthing a new Bill. Under this Bill it will be more difficult for 
foreigners to invest capital in Norwegian industrial enterprises 
and other real property. It is also proposed that foreign subjects 
and companies shall not be allowed to acquire concessions except 
in special cases, as, for instance. when an industrial concern already 
in operation wishes to acquire or regulate a waterfall. Joint stock 
and other limited liability companies must in future have an 
entirely Norwegian board, with registered offices in Norway, and 
exclusively Norwegian capital, in order to obtain permission to 


acquire waterfalls.— Board of Trade Journal, i 


Darwen.—The loss on the year’s working of the Cor- 
poration electricity undertiking has been £2,889: the Daylight 


Saving Bill is stated to have reduced the revenue by over £1,000, 


Doncaster.—PRicE Reviston.—The Electricity Com- 
mittee has recommended the T.C. to revise the scale of charges in 
works where motors aggregating 100 KW. and over are installed, 
in view of applications received from several big firms for supplies 
of current for power. А sliding scale is to be charged, according 
to the load factor. from 60 per cent. down to 25 per cent., the price 
at 25 per cent. to remain unchanged. 


Halifax.—WaAcEs.— The Town Council, last week, 
adopted the recommendation of & Special Committee that the 
wages of all Corporation einployés of 21 years of age, except those 
of the clerical statf and the tramways department, be increased as 
from April Ist, to bring them. including war bonus. to 38. per 
week above the pre-war standard. 


Hull.—The Electricity Committee last week oiei 
the application of the employés of the Scgicgates Lane power 
station for increased wages. It was decided to refer the matter to 
the Board of Trade for arbitration. 


Lincoln.—Referring to some remarks passed at the 
annual meeting of a local firm, Ald. White stated that the Cor- 
poration had supplied them with 802.000 units in the year to 
March, 1915, 14 million units in 1916, and 34 million units in the 
year ended March, 1917. They had had to utilise some of their old 
plant, as they could not obtain the necessary permission to borrow 
money for new plant during the war. 


Liverpool. At a recent meeting of the City Council, 
Mr. Gates protested against an expenditure by the Electricity Com- 
mittee on two new cooling towers at Lister Drive power station 
and two rotary converters and switchgear. He complained that 
this capital expenditure. which he estimated at £30.000, was in 
contravention of Government policy, and alleged that the business 
of the Committee was settled without tenders being invited. The 
Committee's recommendations were approved. 


Londom.— The Battersea Electricity Committee recom- 
mends that an additional 5s. per week wages be granted to all 
employés, and 2s. 6d. per week to boys and women, the increase to 
date from April Ist. The recommendation will not apply to fitters 
and fitters mates whose cases were dealt with previously. 

HACKNEY.--The Electricity Committee has decided to recom- 
mend a genera] increase in the price of electricity for all purposes, 
except as regards slot-meter supply. 


New Zealand.—An interim report by Mr. Evan Parry 
on the hydro-electric development of the "North Island has been 
published. The best scheme involves three water-power sources to 
supply Hawke's Bay district, Auckland district. and Wellington 
district. For Auckland, the takiny.over of the Hora Hora works 
of the Waihi Co. was considered : but the best source of power, 
eight miles away from Hora Hora, is in the Arapuni Gorge, where 
190.000 H.P. could be obtained on а 50 per cent. load-factor basis. 
Mr. Parry considers that this scheme would be justified if only 
40.000 H.P. were developed in the first instance, and that the cost 
of such a plant, with transmissions for serving surrounding towns 
and districts. would amount to.£ 1,200,000. The most suitable source of 
power for the supply to Wellington is the Mangahao River, where 
25,000 H.P. can be obtained on a 50 per cent. lotd-factor basis ; in 
time, another source of power inthe Taranaki district might be 
developed to supplement this. The hydro-electric plant would 
cost about £420,000, while transmissions would bring the total up 
to £1,000,000. A modified scheme suggested would eost £443,000, 
It is propoxed that instead of providing spare hydro-electric plant, 
а portion of the existing Wellington steam plant should be 
utilised, Mr. Parry considering that this wonld have advantages 
in security aver water p'ant, which is subject to low-water 
difficulties. 
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Peterborough.—The T.C. has decided to extend the 


supply cable to the works of the Birmingham Wagon Co., who will . 


pay part of the cost. 


Rochdale.—The Electricity Committee is recommending 
that the price of energy for power and traction be increased by 
: ‘Sd. per unit instead of the present 15 per cent., and for lighting 
by 25 per cent., instead of the present 10 per cent. A coal clause 
is to be introduced in future contracta, and it is expected to obtain 
an extra revenue of £10,000 a year. 


Salford.—Y EARS Workina.—The following particulars 
have been given in the local Press as to the working of the elec- 
tricity undertaking during 1916-17 :—-The energy sold increased 
from 20,650,000 units to 24,456,000 units; the revenue increased 
from £115,847 to £133,764, the grosa profit from £50,807 to 
£63.625, and the net profit from £8,406 to £16,598, as compared 
with the previous year. This is the largest net profit ever earned 
in one year, and is due more particularly to the introduction of 
modern plant, which has led to the reduction in conl consumption 
from 48 lb. two years ago to 32 lb. per unit generated, which is 
equivalent to a saving of 15,000 tons of coal per annum. On thé 
other hand, increases have occurred in taxes, sinking fund, fuel 
cost, wages, &c., and increased rates of charge have been made, 
which brought in £4,700; but as the extra output was at power 
rates, the average rate received per unit had not increased. 

The modernisation of the plant was being carried out without 


increasing capital indebtedness ; a 5,000-Kkw. turbine plant recently _ 


added was being paid for from the renewals fund, and re-covered 
cables to the value of £14,500 last year, and £25,000 this year, 
would be set off against the cost of H.T. extensions which were 
being made. | 


Sheffield.—WowEN Stoxers.—The Electricity Com- 
mittee proposes to pay women stokers 63d. an hour for all time 


worked, exclusive of the war bonus of #d. an hour paid to all 
women workers. 


Application is to be. made to the L.G.B. for permission to raise 
£15,000 for the electricity undertaking, for sub-stations, &c. 

Sonthport,.—PRicE INcREASE.—An increase of 5 per 
cent. in charges for electrical current is recommended, to operate 
as from Midsummer Day. 


Stockport.—PRoPosED Loan.—The T.C. has applied, 


with official sanction, for permission to borrow a loan of £27,500. 


for the provision of a 5,000-KW. turbine set for the electricity 
works. 


Stoke-on- Trent.— PRICE жи же T.C. has 
decided to make a further advance of 5 per cent.. making in all 
25 per cent. since the war began, on the charges for current from 
and after the end of the June quarter. The B. of T. has sanctioned 
the supply of current to the premises of a firm in the area of the 
UI EDS. and to a works in the area of the Smallthorne 


Swansea, — LiNKiNG-UP. — The borough electrical 


engineer has reported on the suggested linking-up of Swansea, 


Llanelly, and Neath, which offers considerable possibilities aa to 
interchange of load, «с. It.is hoped td make some definite proposal 
within the next. few months. : 


York,—The Electricity Committee recommends an 


advance of ld. per hour in wages to the men employed at the 


generating station, who are not confined within the award of the 


Committee on’ Production regarding the engineering. and foundry 
trades. 


A С с | 


! 
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TRAMWAY and RAILWAY NOTES. 


Accrington, — ELECTRIC VEHICLE, — A new battery- 
driven dust van has been brought into use by the T.C. 


Ashton-under-Lyne.— Tramway PURCHASE ЎСНЕМЕ,— 
The Bill promoted in Parliament by the Corporation for the 
purchase of the Oldham, Ashton, and Hyde Tramways now awaits 
final sanction. The opposition of the Ashton Master Carriers 
Association and of the Hyde Corporation has been withdrawn. 
The Bill gives the Ashton Corporation power to purchase the 
tramways after six months’ notice. _ 


Australia.—The Premier of Victoria, Mr. W. Hutchin- 
зоп. Mr. McLeod, Chief Secretary, and the Railway Commissioners 
recently inspected the new power plant, &c., at Newport, installed 
for the electric working of the railways ; Mr. Jones, the Railway 
Commissioner, stated that the only cause of the delay in the com- 
pletion of the electrification scheme was the shortage of switch- 
gear, but he hoped to have everything in readiness for a start by 
the due date in January next. © — | 

TRAMWAY ARBITRATION AWARD.—The Melbourne Tramways 
Board has issued a summons for an order that the award of Mr. 
Justice Cussen in respect of the assessment of the property of the 
Melbourne Tramways Co. be set aside, on the ground that his 
Honour was wrong in law by giving effect to the principles 
enunciated in the award, and, alternatively, that Mr. Justice 
Cussen should: have stated a special case on the matter for the 
opinion of the State Full Court.—.Meibourne Age. LE 


Blackburn.—RaiL SHonTAGE.—The Т.С. has referred 
back a recommendation that the rails on the Cherry Tree section 
should be taken up, so as to replace the worn-out rails on the 
Preston Road route. It was pointed out, however, that the 
Committee saw по way of continuing the service unless some route 
was closed, and the rails utilised elsewhere. Councillor Higham 
said they could not get the rails, as they were not being rolled : 
Leeds had obtained a tender from America, at £22 a ton, with 
problematical delivery in 18 months’ time. | 

The Tramways Committee has decided against the request, of the 
Workers’ Association for an increase of 10s. per week in wages, 


Doncaster.—INcREASKD Fares.—The T.C. has adopted 
the recommendation of the Electricity and Tramways Committee, 
advancing the fares on the Bentley route (as mentioned in the 
ELECTRICAL REVIEW last week), Mr, Balmforth mentioning that 
the journeys were longer for the fares than on any other route in 
the town. i 


Glasgow.—REVENUE RETURNS. —For the third succes- 
sive week the revenues of the tramway department have reached 
record figures. Last week they reached £25,914, as compared with 
£23,174 in the corresponding week of 1916, while the passengera 
carried numbered 8,005,687 and 7,295,746 respectively. Since the 
beginning of the present financial year on June Ist, 1916, the receipts 


- Бате been £1,148,840, against £1,058,550. 


Leeds.—W AGES.— The Government arbitrator's award in 
a recent application by the Tramway Workers’ Union for increased 
wages:is as follows :—The war bonus for men over 21 years of age 
is increased to 78. per week all round ; such increase is in substitu- 
tion for all previous war bonus allowances.. As regards women, 
the award is half of the said bonus, after three months’ continuous 
employment, three-quarters of the bonus after nine months, and 
the full bonus after twelve months; this award to be in substitu- 
tion for any previous award as regards women workers made in 
October last year. The bonus is to be paid, and to take effect, as 
from April 1st of this year. 


Sheffield.—Arrangements have been made under which 
the work of car cleaning will be carried out by the extended use of 
female labour. The male car cleaners in the tramway department 
are to transfer their services to the cleansing department, on the 
understanding that they have the right to return to tramway 
work at the close of the war. The Tramways Committee reports 
that the estimated cost of war allowances granted to employés, or 
about to be granted to employés, for the current year amounts to 
£51,316; the estimated cost of allowances to dependents of 
employés on war service is £12,500, and the estimated increase’ in 
the cost of electrical energy for the current year is £15,600. In 
order to enable the Committee to deal with the foregoing, which 
make a total of £79,116, it. is intended that 3d. stages for adults 
on all the routes he abolished. | | 


South Africa. — The Johannesburg Municipal Council 
has prepared a scheme for extending the tramways to Newlands. 
Three methods have been considered : (1) Extending the electric 
tramway ; (2) using motor tramways: and (3) running a ‘bus 
service. he Committee explains that the motor tramway pro- 
posal involves the construction of a track without any electrical 
equipment, and the running of self-contained motor vehicles. The 
Committee said that there was no doubt that. with a suitable 


- type of vehicle and under certain conditions of running, the use 


of motor tramways would prove a success, and such vehicles would 
probably be run at less cost than heavy electric cars, The 
proposals are still under consideration 


South Staffordshire —Wacrs.—The Birmingham and 
Midland Tramways Co.—-including the South Staffs., Wolver- 
hampton and district. and Dudley and district branches—hus 
conceded an increase in war bonus to ita employés of all grades. 


St. Annes.—As the result of a meeting between. the 
Council and the Blackpool, St. Annes and Lytham Tramways Oo.. 
Ltd., a satisfactory basis for a new agreement for the supply of 
electricity to the tramways has been arrived at. The old ayree- 
ment, concerning which there was some criticism from Lytham 
some time ago, terminates at the end of June. 


Warrington. YEAR'S WorkKING.—The tramway depart- 
ment has made a net profit of £2.050 on the year’s working. as 
against a net profit of £2,620 for the previous year. The total 
income was £26462 and the expenditure £18,795, leaving a grosas 
profit of £7,667, 


Wolverhampton.—The Corporation has decided to submit 
the question of increased wages to the tramway employés to 
arbitration. ; 


York,.—During the year ended March 31st last, the 
number of passengers carried on the city tramways was 8,500,063, 
the car-mileage was 829,096, and the receipts 10°47d. per car-mile. 
The electric omnibuses carried 642,943 passengers, the car-mileage 
being 77,069, and the receipts 8'Old. per mile. The Committee 
reports that the cost of the electricity зей for the omnibuses has 
been £737, whereas if petrol had been used, the cost would have 
b2en considerably over £1,000, i 
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TELEGRAPH and TELEPHONE NOTES. 


German Wireless,— The Republic of Liberia has broken 
off relations with Germany. 


The adhesion of Liberia should bring about the complete removal 
of German trade and influence from West Africa and the final sup- 
pression of the transmission of German wireless news in that 
region, Liberia being the only region of West Africa not in Allied 
occupation. 


Holland.—1t is reported that, with the co-operation of 
the principal Dutch shipping companies, a company has been 
formed at Amsterdam under the title of the Dutch Telegraph Co. 
Radio-Holland, and with a share capital of £83,000. The object is 
to substitute apparatus of Dutch manufacture for the wireless 
equipment used on Dutch ships, and supplied and worked almost 
exclusively by the Société Anonyme de Télégraphie sans Fil, of 
Brussels. The work. is to be carried out on the expiration of 
existing contracta, in order to emancipate Holland from an external 
monopoly in its communication with the Dutch Colonies. 


Illicit Wireless Telegraphy.—At Portsmouth Police 
Court. on May 7th, an electrical apprentice named R. С. Н. Cole, 
employed in Portsmouth Dockyard, was charged under the Defence 
of the Realm Act with being in possession of wireless telegraphic 
apparatus without the permission of the Postmaster-General. On 
visiting the prisoner's residence at Sonthsea. a detective found 
attached to a 15-ft. clothes-pole, three tine wires similar to those 
used as aerials in wireless telegraphy. In Cole’s bedroom he found 
a table. оп which was apparatus attached to the aerials. and in 
working order. Prisoner, who said he could only receive messages. 
was remanded for a week in custody.- Daily Telegraph. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Keighley —May 15th. Electrical installation at the 
Ward block. at present in course of erection at the War Hospital, 
Morton Banks. Specifications from H. Webber, Borough Electrical 
Engineer. ; ' 


/ 

Manchester.—May 11th. Electricity Committee. Stuart 
Street generating station. (a) One hydraulic accumulator and elec- 
trically driven ram pump, (5) coal conveying plant. Mr. F. E. 
Hughes, Secretary, Electricity Department. 


Warrington. — May 22nd. Electricity and Tramways 
Committee. Underfeed mechanical stoker. See “ Official Notices ` 
May 4th. 


CLOSED. 


Bolton.— The Sanitary Committee has accepted the tender 
of the Corporation Electricity Fittings Department for the conver- 
sion of the plant at the laundry at the Western Fever Hospital 
from steam to electric power. i 


Bradford.— Electricity Committee. E. Green & Sons, 


Ltd.: Improved patent fuel economiser, in place of one at Valley 
Road Works, £2,086. ` 


Dewsbury.— Electricity and Tramways Committee. Coal. 
"awshaw & Warburton, Ltd., 2.000 tons: J. Longbottom & Sons, 
1.500 tons of Barnsley slack; J. Longbottom & Co., 500 tons of 
Barnborough slack. P 


Glasgow.—The Committee on Works and Stores recom- 
mends acceptance of the following offers for annual stores :— 


Ozokerite tape.—I.R., G.P. & Telegraph Works Co., Ltd. 
‘Trolley wire.—F. Smith & Co., Ltd. 
Axles and steel tires. —Brown Bayley's Steel Works, Ltd. 


Sheffield.—City Council. 


Willans & Robinson, Ltd.--Increasing the capacity of No. З turbo- 
alternator from 4,500 kw. to 6,000 км. 

G. Heathcote & Co.—14 steel ventilating shafts for coal store. 

Electricity Supply Department of the Corporation.—-22}-H.v. motor for the 
Health Department, £86. 

John Brown & Co., Ltd.—500 steel tramway tires, at 73s. 6d. per tire, 


Accepted tenders :— 


Swansea,— Ге Electric Lighting and Tramways Com- 
mittee has renewed the coal contract with the Main Colliery Co. 
for the ensving year at the same price aa paid last year. 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, May llth. At 7.30 p.m. At 

39, Victoria Street, S.W. Paper on ** Works Records," by Mr. F. D. Napier. 

Friday, May 18th. At 7.30 p.m. At 39, Victoria Street, S.W. Paper 

on “ Metric Weights and Measures and Decimal Coinage,’ by Mr. E. C. 
arton. 


Salford Technical and Engineering Assoclation.—Saturday, May 12th. 
Visit to Messrs. H. Wallwork & Co.'s works, Manchester. 


Royal Institution of Great Britaia.—Saturday, May 12th. At 3 p.n... At 
Albemarle Street, Piccadilly, W. Lecture on ** The Electrical Properties 
of Gases," by Prof. Sir J. J. Thomson, Pres. Н.Н, А 
Friday, May 8th. At 5.30 p.m. At Albemarle Street, W. Lecture on 
“The Complexity of the Chemical Eleinents," by Prof. F. Soddy, F.IR.5. 


Birmingbam and District Electric Club.— Saturday, May 12th. At 7 p.m. 
At the Swan Hotel, New Street, Paper on™ Electrie Furnaces for Nitrates 
from the Air," by Mr. К. Kilburn Scott. 


Hlluminating Engineering Society.— Tuesday, May 15th. AtSp.m. At the 
Royal Society of Arts, John Street, Adelphi, W.C. Annual meeting. 
Discussion on *'* Economies in Lighting in relation to Fuel Saving.” 


Institution of Electrical Engineers.— Thursday, May 17th. At the Insti- 
tution of Civil Engineers, Great George Street, SW. At 6 p.m. Annual 
general meeting. At p.n. Special general meeting to consider proposed 
additional Articles of Association. 

(Newcastle Local Section).--Monday, May 14th. At 6.15 p.m. At 
the Mining Institute. Annual general meeting. ‘ 


Institution of Mechanical Engineers.—Friday, May 18th. At6p.m. At 
the Institution of Civil Engineers, Great George Street, SW. Paper on 
t The Construction of Turbine Pumps," by Mr. A. E. L. Chorlton. 


NOTES, 


Volunteer Notes.—Finsr Lonnon ENGINEER VOLUN- 


TEERS.—Headquarters : Balderton Street, Oxford Street, W. 


Orders for the Week. Lieut.-Colonel Clay, V.D., Commanding :— 

Monday, May Mth.— Technical for No. 3 Company, Right Half Company, nt 
Regency Street. Drill No. 3 Company, Left Half Company. Signalling Class. 

Tuewiay, May 15th.—Lecture, 6.30, Captain Castell, * Knots and Dashing 
and Trestle Bridging." Physical drill and bayonet fighting, 7.30 to 8.30. : 

Wednesday, May 16th.—Drill, No. 1 Company, Right Half Company, 6.15. 

Thursday, Мау 17th.— Drill, No.2 Company, Right Half Company. Ambulance 
Class by M.O., 6.30. Signalling Class. 

Friday, May 18th.—-‘Lechnical for No. З Company, Left Half Company, 
Apu сср, Drill No. 3 Company, Right Half Company. Reeruits' Drill, 
6.30 to 8.90. 

Saturday, May 19tkh.—Commanding Officer's Parade, 2.45. Unifomn for Drill 
in Hyde Park. 

Sunday, May 20th.—Special work at Bombing School. 
Common Station (City and S.L. Tube Railway), 9.45 a.m. 

Armlets.— Members are warned that armlets must be worn at all plain-clothes 
parades. | 


Parade, Clapham 


(By order), MACLEOD YEARSLEY, Captain and Adjutant. 


Books for British Prisoners of War.—The British 


Prisoners of War Book Scheme (Educational) is thé only War 
Charity which provides educational books for the thousands of 
our men, now in enemy hands, who.are craving for solid literature 
with which to improve their minds and relieve the tedium of their 
eaptivity, in accordance with their expressed needs, and the con- 
tinued requests for books which daily reach the chairman from the 
‘camps, coupled with the regular acknowledgments of parcels, 
show that ite consignments reach their destinations, and that 
never was the work it is doing in this field more necessary or more 
appreciated than at present. Our readers are earnestly requested 
to send to the Scheme a list of any volumes they can spare. They 
will then be advised as to which hooks will be of use. The 
organisers have no need of fiction, and no use for out-of-date 
technical books, or books in bad condition ; they also have a &а- 
ciency of works in the dead languages. | 

Those who care to know something about the really great edu- 
cational work which is going on among British prisoners may be 
interested in reading a little booklet entitled " Student Captives,” 
which has just been published, and which may be had on applica- 
tion to Mr. Alfred T. Davies. chairman of the British Prisoners of 
War Book Scheme (Educational) at the Board of Education, 
Whitehall, S.W., 1, to whom all communications should Бе 
iuldressed. 


Education of Engineers.— 10 connection with the scheme 
of education recommended by the Council of the Institute of 
Marine Engineers, and noted in our paves, the following extract 
from the Glasgow Jlerald of March 25rd is quoted in the 7raus- 
actions of the Institute :—* Glasgow School Board, at their meeting 
yesterday. had an offer before them by an engineering firin, Mesars. 
Barr & Stroud, to co-operate in the education of their future 
apprentices by means of scholarships. In their letter the firm 
stated that asthey were of opinion that it would be to the advantage 
of apprentices that they should stay at the day schools until they 
were at least 15 years old, the firm, provided the year spent at 
school from 14 to 15 was devoted to subjects specially suitable for, 
and interesting to, engineering apprentices. had resolved to insti- 
tute scholarships on the following conditions :- (1) The scholar- 
ships would be 10 in number, tenable for one year, of the value of 
£10 each ; (2) they would be awarded to boys of the age of 14 
recommended by the headmasters of certain selected schools, certified | 
as medically sound, and approved by the firm : (3) they would be 
tenable at a school in which a course of instruction in mathe- 
maties and practical physics suitable for engineer apprenticer 
could be followed: (4) the boys, before taking up the scholarship. 
wonld sign an agreement to serve five years apprenticeship with 
the firm to the trade of instrument-making or of engineering." 
The proposal was remitted to a Special Committee for consideration 
and report. 


— 
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The Electrical Trade Position in South Africa.—The 
sudden stoppage of new electrical connections by the Johannesburg 
Municipality has given rise to the idea that relief may be obtained 
from the Victoria Falls Power Со. In the meantime, the Munici- 
pality is adamant. For example, an estate company. which had 
lwen negotiating before the stoppage, wanted four cottages supplied 
with electric light, and they were not only willing to pay the 
ordinary charges. but any extras owing to the increased cost of 
materials, but the several answers have been that the town's cables 
and transformers are loaded up to the full. The Municipal authori- 
ties had reached their limits in anticipation of the new power 
plant, ordered in Britain, arriving shortly, but now this has been 
refused a permit. therefore there is no alternative but to stop new 
connections. It stands to reason that the Johannesburg Munici- 
pality will not remain dormant, but will look around to see what 
can be done to obtain the necessary power plant from other sources, 
as the stoppage of electrical connections will hamper building 
operations very considerably, as no up-to-date shop or residence 
can be considerea complete without electric light. We cannot 
expect much relief from America, as their standard gauges for 
plant do not always fit in with those in use here. As regards Japan, 
they have not got over the initial troubles of catering for a new 
market. What happened over a year ago was that travellers 
offered our merchants a nice lot of Japanese assorted electrical 
ware, from samples. at prices that had never been heard of before 
in Johannesburg, but these goods have not yet materialised. How- 
ever. a Birmingham house has recently supplied Johannesburg 
with Japanese electrical goods, but the cost is about four times as 
much as originally quoted from Japan. However. there із а 
Japanese house of representatives established in Cape Town. and it 
is said that representatives in Johannesburg are now guaranteeing 
or promising direct deliveries from Japan. delivery c.i.f. Durban, 
which would soon enable our Municipality to carry on. much as 
usual. In the ordinary way, the engineering shops in Johannes- 
burg are doing a lot of electrical work, chiefly in re-fixing and 
re-making, rather than new work, although‘ quite a creditable 
quantity of the latter is made when specially ordered and paid for 
at a price about five times higher than the imported, but obviously 
when things are wanted. and must be had, the price is a secondary 
matter. Until about six months ago, the stocks of electric lamps 
were in plenty, but now the wholesale prices have risen. and the 
cheapest retail price for the ordinary house lamp is 2s. On the 
whole. supplies of ordinary electrical goods are plentiful, but the 
exceptions are always with us. and these seem enlarging of late. 
For example. 3/20 coils of wire have sharply risen to 30s.. but 
within two sizes different, viz., 3/22, which can be had at 21s. 6d. 
There is & great shortage of heavy copper wire and cables in 
merchants’ stores, but the mines have plenty. The smaller sizes 
of wire and cables, from a general standpoint. seem to be amply 
available.— South African Mining Journal, 

The same contemporary in a later issue just to hand says :— 
“Material is getting scarce through the absence of oversea 
supplies, which are not sufficient to fill up the absorption. All 
kinds of electrical tubing are so scarce that substitutes in the shape 
of water and steain piping are occasionally used to complete an 
urgent job. Keyholders and switches are also very scarce. Much 
was hoped for from Japan. but some of the optimistic anticipations 
have not yet been realised. However, from that source we are 
petting ceiling roses, lamp-holders, cut-outs. counter-weights and 
switches. Cables are yet to come, as a bad start was made in the 
first orders. as it was found that the Japanese standard was different 
to ours, but they are now making some strictly in accordance with 
our requirements. One reason of the stocks being scarce in town, 
is that the municipalities, railways, and other big users of elec- 
tricity secured quantities of stock at the first signs of a shortage. 
The mining companies were, however. first in the field some two 
years ago, when stocks were super-abundant, hence they have good 
general supplies, with the exception of lamps." 


Mobilisation of Chemical Industries.—Sir Charles Н. 
Bedford, secretary of the Association of British Chemical Manu- 
facturers, delivered an address entitled " Mobilisation of British 
Chemical Industries for After-War Conditions," to the members of 
the Birmingham and Midland Section of the Society of Chemical 
Industry, last week. The lecturer outlined the organisation which 
had been developed with & view to meeting after-the-war conditions, 
and which had resulted from the realisation by the experience of 
the war of the proved and urgent necessity for some form of 
combination among the chemical manufacturers. Having explained 
the organisation and membership of the Association. he snid the 
tendency was for the large firms to come more closely together, 
and it would only be through the Association that they would get 
the smaller firms to come into line. But when they did come into 
line. they would find there was a great deal to be said for the 
pooling of interests, and that on'the balance it worked out very 
satisfactorily, Manufacturers would come to see that other manu- 
facturers of their own nation were not to be regarded merely as 
rivals to be fought. and that the conditions after the war 
Would be so strenuous that they would be driven to combine 
against their common adversaries, particularly the Germans. 
O-operation would steady prices and reduce waste in production, 
and it must be conjoined with aiming at the highest technical and 
commercial standards.— Birmingham Daily Mail, 


Educational,— The Board of Education has issued the 
ee of the proposed revised regulations for continuation, tech- 
ical, and art courses in England and Wales, which it is intended 
un IDE into force after the war. The draft deals especially with 
Further Education,’ which falls outside the scope. of the 


» 


secondary school and the University, and relates in part to junior 
technical schools, “local and central colleges,” &c.; it aims to 
provide à complete and systematic plan of further education in 
each area, properly related to^elementary and secondary schools 
and universities, adapted to local needs, and particularly industrial 
needs, and offering to every student facilities for a yraduated and 
progressive course of instruction. The Local Education Authority 
will be the body responsible for formulating and carrying out such 
a plan, and upon it will be devolved many of the matters at present 
supervised by the Board. Theterm "Local Colleges " is a new title 
conferred upon the larger and more advanced schools in recognition 
of their distinctive status and position, and the higher technical 
and research work carried on in them will be developed. The need 
for securing the interest of employers and workpeople in technical 
instruction, and for obtaining teachers with trade experience for 
such instruction. is recognised, and the importance of continuing 
general education side by side with technical instruction is 
not overlooked. The advantages of co-operation between Local 
Education Authorities are emphasised, and the possibility of 
promoting the adequate and efficient provision of “further 
education " by the formation of joint bodies working in connection 
with two or more Local Education Authorities is looked upon with 
favour by the Board. 


Excess Profits Tax.—In his Budget speech the Chan- 
cellor of the Exchequer raised the Excess Profits Tax from 60 per 
cent. to 80 per cent. In replying to the Debate, he spoke as 
follows (according to the 7imes report) :— 

" As regarded excess profits, he had been surprised to find how 
little had been said by those who would have to pay the duty. He 
recognised that it was an extremely heavy tax, and one which 
would inevitably have bad effects on our trade after the war. But 
that was true of all taxation on this scale, and the problem which 
the Chancellor of the Exchequer had to face was this: Was the 
taxation necessary to get the additional revenue, and, if so. wimt 
was the best way of getting it both from the point of view of 
fairness and national interest? He had not the smallest doubt 
that it'was better from both points of view to take the money in 
the form of excess profits duty than to add to the income-tax at 
the present time. The hon. member who spoke first in the debate 
(Mr. Annan Bryce) contrasted the positian of companies after the 
war in this country with that of those in Germany. and had said 
quite truly that in Germany there was nothing like our excess 
profits duty, and assumed that German companies would be in a 
much better position than ours after the war. Why had Germany 
not been able to get taxation of that kind? Не thought the ex- 
nlanation was the same as the cause of the war—namely, that the 
German Government was in the hands of a small but vocal class. 
and they dared not apply to that class measures in the interests of 
the war which they applied freely to other classes which did not 
control the Government of the country. What was the effect ’ 
It was quite true that they did not put on excess profits, but the 
hon. member had mentioned the name of a company which had a 
surplus of several millions sterling. He was sure that that sum 
was lent to the German Government. After. the war our industry 
would mot revive unless there was credit, nor would the German 
industry, and the basis of the credit of firms ig this country would 
depend on the basis of the credit of the country as & whole. There- 
fore in his view it would probably be found that credit here would 
be better than in Germany, because we had had the courage to use 
our revenue to meet our expenditure. and therefore to improve the 
whole standard of our national credit. Dealing with the question 
of double income-tax, he said he had always thought that it was 
unfair as it existed now. and would have to be altered: but this 
was not atime to give up revenue. He had discussed the matter 
with the representatives of the Dominions, and it had been dir- 
cussed at the Imperial Conference. While the representatives of 
the Dominions urged that the question should be dealt with, they 
suggested that it should be put right immediately after the war. 
If he was in a position that enabled him to have any influence 
then,he should certainly urge that it was one of the ‘earliest 


questions to be considered." j 
i 


German Union of Technical Institutions. — The Union 
of German Technical Institutions (Deutscher Verband Technisch- 
Wissenschaftlicher Vereine). which will, doubtless, be organised 
and administered with characteristic thoroughness, and which will. 
therefore, constitute an important factor in .the coming industrial 
struggle. has lately been strengthened by the accession of five more 
institutions. The affiliated bodies are now :—Verein Deutscher 
Ingenieure (Union of German Engineers): Verband Deutscher 
Architekten und Ingenieur Vereine (Architects’ and Engineers’ 
Society) ; Verein Deutscher Eisenhuttenleute (Ironworkers' Associa- 
tion): Verein Deutscher Chemiker (Chemical Society): Verband 
Deutscher Elektrotechniker (Electrical Engineers) : Schiffbautech- 
nische Gesellschaft (Shipbuilders) ; Deutscher Verein von Gas und 
Wasserfachmannern (Gas and Water Engineers) : Verein Deutscher 
Strassenbahn und Kleinbahnverwaltunven (Tramways and Light 
Railways); Verein der Zeilstoff und Papierchemiker (Cellulose and 
Paper Chemists): Wissenschaftliche Gesellschaft für Luftfahrt 
(Aerial Traffic) : Gesellschaft Deutscher Metallhiitten und Bergleute 
(Metal Workers and Miners), The potentialities of a union . 
embracing the resources of these institutions are not to be under- 
estimated. The Administrative Committee consists of Geh. Reg.-. 
Rat Dr.-Ing. Busley (Berlin). and Kgl. Baurat Dr.-Ing. Taaks 
(Hanover), as president and vice-president ; Dr. Diehi (Berlin- 
Lichterfelde). ав managing director, and Prof. Klingenherg 
(Berlin), Geh. Baurat Saran (Berlin), Kommerzien-rat. Dr.-Ing. e.h, 
Springorum (Dortmund), as members, A ts 
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Central Station Employes.—W ith reference to the letter 
from Mr. W. J. Ebben, hon. general secretary of the Association of 
Electrical Station Engineers, appearing in our last issue, we under- 
stand from a correspondent that the national engineering awards 
have now been extended, and full particulars are given in a leaflet. 
which has been issued by the Electrical Trades Union. The London 
Power Station Engineers’ Branch of this Union is at 7, Levendale 
Road, Forest Hill, S.E., and Mr. H. H. Morton is its secretary, from 


"whom information may be obtained. The leaflet referred to prints 


in full the finding of the Committee on Production respecting the 


Union's application. for an advance, also the memorandum of 


agreement between the Engineering Employers’ Federation and the 
Electrical Trades Union, arrived at in February. 1917. There is. 
further, printed a copy of a letter received from the Ministry of 
Munitions, intimating that the Minister has decided that " he is 
prepared to take such steps as may be necessary to secure that any 
award given in the trade in question shall be applied to non- 
federated controlled establishments." From the foregoing it will 
һе obvious that the awards apply to power and sub-station 
members who are employed in controlled establishments, and those 
who are interested in the matter should apply to either Mr. Morton, 
аз above, or to any of the Electrical Trade Union's many Branches, 
of which there are 137 throughout the country. 


The New Trade Baok.—The Times states that the 
formation of the British Trade Corporation. the title of the British 
trade bank which is being floated under Government auspices, has 
reached an advanced stage, for copies of its prospectus have now 
been circulated among interested parties. The nominal capital 


of the institution has been fixed at £10,000,000, but the first . 


issue will be limited to a quarter of that amount, £2,500.000. 
Lord Faringdon, who presided over the Committee which recom- 
mended its formation, has been appointed chairman, and Mr. F. 
Dudley Docker, who has taken a special interest in the scheme, 
managing director. The Right Hon. F. Huth Jackgon is a member 
of the board, which also includes the names of directors of certain 
other large banks. Our contemporary says :—“ Al*hough bankers 
generally are sympathetic towards the new project on account of 
the benefits which it is expected to confer upon British trade 
yenerally, it must be said that they are rather apprehensive as to 
the effect of some features of the scheme. It is understood that 
the new corporation intends to make a special feature of the accept- 
ance business, a branch of banking in which considerable strides 
have been made by the existing banks since the outbreak of war, 
owing partly to the suppression of the German institutions. 
Bankers, therefore, are inclined to look upon the newcoiner as a 
possible formidable competitor, and though a number of them 
will probably subscribe a part of the capital required, the response 
to an invitation to do so would. no doubt, have been much more 
cordial had the scope of the corporation's activities been confined 
to those branches of finance which are outside orthodox banking 
practice.” 

In referring to the above scheme in the House of Commons on 
April 26th, Mr. G. Roberts said, according to the Times, that His 
Majesty's Government had promised the British Trade Corporation 
their sympathy and support. The Corporation had received a 
Royal Charter establishing it for a term of 60 years, and Clause 1 
of the Charter conferred on it the right under certain circum- 
stances to act as agent of the Government subject to the Govern- 
ment being entitled to appoint their own agent in any special case 
in which such a course might appear to be necessary or expedient. 
The corporation had been brought into being with the object of 
assisting British trade and industry, and failure on the part of the 
eorporation to give effect to that object would expose it to the 
liability of proceedings being taken to annul the Charter. The 
corporation was also under terms to remain British in character 
and free: from foreign control. There would be no snbsidy or 
guarantee, and no monopoly in any form. 

It is announced that the names of the first directors of the Cor- 
poration are :---Lord Faringdon, Mr. F. Huth Jackson. Mr. Arthur 
Balfour, Мг. F. Dudley Docker, Mr. W. H. N. Goschen, Mr. J. H. B. 
Nobel, and Sir J. Hope Simpson. 


‘The Boy in Industry.— Dr. Addison, M.P., the Minister 
of Munitions, states that the number of boys between the ages of 
14 and 18 engaged in various occupations in this country is 
approximately 1.250,000, and that "their young shoulders are 
gallantly helping to support the burden of war." But while the 
war has heightened the value of the boy in the labour market, 
it has intensified the problem of his welfare, and the Ministry of 
Munitions has issued a pamphlet on the subject, which Dr. 
Addison commends to the attention of parents, employers, social 
workers,’ and teachers, in the hope that the problem may be 
brought nearer solution, ‘The Boy in Industry ` (H.M. Stationery 
Office, Kingsway. London, W.C. 2. 3d. net) puts the case of the 
factory lad clearly and without concealment of unpleasing facts. 


The ordinary boy of 14 to 15 years, states the author. is " unstable, 
wilful, elusive: the age is a critical one in his career. and he is 
receptive to influences both good and bad--chiefly bud." To-day, 


various contributory causes make his position more precarious ; 
the fathers control is absent, and high wages are paid for his 
labour, *''The boy knows nothing of the part he is to play. either 
in the world or in his work,’ and finding himself regarded as a 
màn. he thinks that the sooner he apes man’s follies. the better. 
Various methods have been devised to stay this national waste. 
but the social and recreative apenciea at work are insufficient. 
"A more highly-developed system of engagement and control" 
from inside the industrial systeimn is essential. This could be 
uceomplished. the author insists, by the appointment in the 
factories of a syinpathetie supervisor, who would watch the 


personal interests of the boys. This officer would engage all the 
lade, would keep in touch with them at work and at play, and 
would encourage them in a wholesome outlook on life.’ The 
booklet is a very interesting and timely one, and does not take 
long to read—-an important consideration just now. We recom- 
mend those concerned with the position of boys in industry to 
study it, and to obtain the scheme for boy supervision in munition 
factories from the Welfare Department. Ministry of Munitions, 
6, Whitehall Gardens, London, S.W. 1. - 


Hydro-Electric Power in France.— The American 
Manufacturers’ Export Association appointed last year an American 
Industrial Commission to visit France for a first-hand study of 
present "ndustrial conditions and future possibilities. Dr. C. О. 
Mailloux, a past-president of the American Institute of Electrical 
Engineers, was the electrical member of the Commission, and 
during his stay of several months abroad, prepared extensive notes 
on hydro-electric developments in France, with special reference to 
the electrochemical and electrometalluryical industries. 

Before the war, the annual coal consumption in France was, 
in round numbers, 60,000,000 tons, of which amount about 
40,000,000 tons were obtained from French coal mines, leaving a 
shortage of about 20,000,000 tons to be made up by importation from 
other countries. About 45,000,000 tons are used for producing 
steam for generating mechanical power, aggregating about 
12,000,000 H.P., so that the fnll development and utilisation of 
6,000,000 H.P. of whter power would, theoretically, more than make 
up for the entire coal shortage in the whole country. This indicates 
the immense national importance of water- и developments for 
France. 

Dr. Mailloux states that the aggregate power capacity of all the 

water powers owned or exploited by the various power companies 
belonging to the Water Power Association is 660,000 H.P. Of this 
total, 412.000 H.P. represents power transmitted and distributed for 
general lighting and power purposes in cities, towns, and villages : 
the rest (248,000 Н.Р.) is power consumed by electrometallurgical 
and electrochemical industries, The distribution systems owned 
by the power: companies belonging to the Association constitute a 
network of 16,200 km., of which 13.400 km. are overhead lines, and 
the rest (2,800 km.) are underground. These distribution systems 
serve to supply electric current for light and power to communities 
aggregating between 4,500,000 and 5,000,000 inhabitants. The 
capital investment represented by all these plants exceeds 
600,000,000 fr. , — ' 

As there are many water powers in the Alps and elsewhere 
operated by companies and individuals not menibers of the Water 
Power Associatiog, the above statistics are incomplete.’ The com- 


plete statistics for January 186, 1916, for the region of the Alps 
are as follows :— 


Per cent. 
H.P. of total. 
Power used for light and power .. 291,000 394 
Power used for electrometallurgical works . 255,000 04'6 ` 
Power used for electrochemical works 147,000 19:9 
Power used for electric traction wee 16.000 22 
Power used for paper mills, sàw mills, &c. 23,000 Al 
Power used for various industries (lime and 
cement works, spinning, Kc.) — ... ni 6,000 Og . 
Total eos e. 538,000 10070 


The 1916 map of a Government. Commission charged with the 
work of estimating the hvdraulic resources of France, gives the 
following additional information for the same region :— Power 
plants under construction or for which contracts have been made, 
100.000 H.P.; water powers whose development is contemplated 
or proposed, 700,000 H.P. The two most important new water- 
power projects are the Durance and the Upper Rhone projects. ~ 

Interesting figures are given on the rates charged for electrical 
energy in France. with special reference to Lyons and St. Etienne. 
At Lyons the Kw.-hour is charged at 60 centimes for domestic 
lighting, at 55 centimes for stores, offices, and factories, at 
50 centimes for hotels, cafés, restaurants, theatres, churches; 
schools, &c., and at 40 centimes for small power consumers. Dis- 
counts from 2 to 20 per cent. are allowed, according to the ainount 
of the yearly bill At St. Etienne, 55 centimes are charged per 
K W.-hour for lighting for the first 1,000 KW.-hours, but the rate is 
50 centimes for the next 400 KW.-hours, &c.. and 30 centimes for all 
above 3,300 KW.-hours. The minimum price for metered power cur- 
rent comes down to as low as 5 centimes per KW.-hour in St. Etienne 
as well as at Lyons. This is a very low figure, which prevails only 
where hydro-electric power is available. At Bordeaux, where 
black coal is the only source of power, the power used for operating 
the coal and ore-handling and conveying system at the Bordeaux 
docks costs 12 centimes per KW.-hour. This is regarded as a low 
figure for electric power current derived from a steam station, 
even allowing for the advantage which a seaport city has of being 
able to get its coal supply at a lower rate than an inland city. 
Nevertheless, this very reasonable cost is still 2'4 times greater 
than the lowest cost of electric power at Lyons and at St. Etienne, 
which is a significant fact.— Electrical World. 


Excess Profits Duty: Electrical Cables.—On the appli- 
cation of the Cable Makers' Assoeiation for an increase of the 
statutory percentage in respect of the bnsiness of manufacturing in 
the United Kingdom insulated wires and cables for the trans- 
mission of electrical current, the Board of:Referees haa ordered 
that the statutory percentage shall be increased to 7 per vent. in 
the case of business carried on by a company or other body 


corporate, and to 8 per cent. in tbe case of any other trade or 
business, 
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Fatality,—Archibald Thompson, 33, was killed at the 
Wallsend power station of the Newcastle Electric Supply Co., on 
April 30th. Thompson, who was works foreman for Messrs. 

cAlpine, contractors, was standing near a beam, which was 
supported on a concrete pillar. The beam slipped off the pillar, 
and struck Thompson on the head and fractured his skull. - 
Newcastle Chronicle, 


. Poster Restrictions,— The following letter has been 
issued by Mr. H. C. Hill, chairman, Colour Printers’ Committee of 
the London Master Printers’ Association :— 

" There appears still to be some doubt and misconception among 
advertisers as to what is permitted under the above order as recently 
amended. May I, therefore, ask for a little of your space briefly to 
atate the present position with regard to posters :— 

“1. New postera may be produced up to 60 in. by X 40 in. size. 
or its equivalent in square inches. ? 

"2. Posters in any size—including those advertising goods 
offered for sale by retailers— with or without the retailer's address, 
the production of which was commenced before March 2nd. may be 
completed and exhibited on hoardings and elsewhere, as before. ` 

"3. There is no restriction on the exhibition of posters of any 
size or kind which were in stock on March 2nd. excepting those 
making an announcement with respect to a newspaper or periodical. 

“4. Posters for export can be printed in any size. : 

" Official confirmation of above appears in a revised explanatory 
note on the Paper Restrictions Order, issued on April l8th, a copy 
of which may be obtained at H.M. Stationery Office, Kingsway. 
London, W.C., 2, or other Government publishers." 


Institntion and Lecture Notes.—Association of Mining 
Electrical Engineers.—At a meeting of the Wrst OF SCOTLAND 
BRANCH of the Association at Glasgow last Saturday, Mr. J. P. С. 
Kivler read a paper on “ Some Aspects of Power Station Central- 
isation and Interconnecting Systems." A paper on “Electric 
Converting Machinery for Collieries” was read by Mr. C. S. 
Buyers. u 

Institation of Electrical  Engineers.—At a fully attended 
meeting of the MANCHESTER LOCAL SECTION the following reso- 
lution was unanimously passed :—'' The Committee of the Man- 
chester Local Section of the LE.E. desires to put on record its 
strong endorsement of the action of the Council in nominating 
Mr. C. H. Wordingham as president of the Institution for the 
session of 1917-18, and protests against the resulting attack which 
has been made on that gentleman jn a section of the electrical 
Press. Being convinced that Mr. Wordingham will uphold the 
highest traditions of the office, the Committee wishes to assure him 
of its full support during his presidency." 


Appointments Vacant.—Fitter-driver for the (Cl&cton- 
on-Bea U.D.C. electricity works : switchman (50s.) for the City of 
Birmingham electric supply department ; shift engineer (32s. 6d.) 
and stokers for the Borough of Gillingham (Kent) electric light 
and power department. See our advertisement pages to-day. 


Decimal Coinage and the Metric System.—The adoption 
bw thie country of a decimal coinage and the metric system of 
weights and measures is one of the most important measures 
п-есеѕзагу to promote the after-war expansion of our foreign trade, 
з well as our internal efficiency. With Sir Richard Burbidge as 
chairman of an influential Executive Committee, the Decimal 
Association—according to the annual report just issued—has made 
remarkable progress during the past year in winning favour for 
this much-needed .reform. Among the new members of the Asso- 
Clation may be mentioned Sir H. H. Johnston, the Lord Mayor of 
Mancheeter, Sir Leo Chiozza Money, and Lord Northcliffe, who 
have been elected vice-presidents; another new member of the 
Executive Committee is Sir Hedley le Bas. е 
Nearly 400 Town апа County Councils throughout the kingdom, 
ànd a number of Chambers of Commerce, and various important 
commercial and educational associations have come forward in sup- 
port of the reform : and in response to a questionnaire of 25,000 of 
the largest firms in.the kingdom, no fewer than 99 per cent. of the 
replies received were in favour of the metric system. Copies of 
the report can beobtained from the acting secretary of the Decimal 
Association, Finsbury Court, Finsbury Pavement, E.C., 2, from 
whom also may be had tickets for the meeting to discuss the 
reform, which is to be held at the Mansion House in June under 
the auspices of the Lord Mayor. / 
We have received from Mr. Harry Allcock, M.I.E.E., a reprint of 


^ the lecture which he delivered. on March 27th on the above-named 


Subject before members of the Institutions of Civil, Mechanical, 

and Electrical Engineers, the Institution of Naval Architects, and 

the Iron and Steel Institute. Being the most complete and up-to- 

date exposition of the problem, the lecture was of exceptional 

Interest and importance. Applications for oopies or for permission 

int should he addressed to the author at Radbourne, Hale, 
eBhire. ) 


- "Siciliam Sulphur.— The Minister of Munitions makes the 
a owing announcement :—In connection with the distribution of 
leilian sulphur, the Italian Government have allotted certain 
Rpeeified quantities to each of the Allied Governments, and 
requested that His Majesty's Government should purchase direct 
Tom the Italian Government the quantity allotted to Great 
Titain, and be responsible for its distribution. His Majesty's 
ш н have agreed to this course, and the following Com- 
b lee has been appointed to deal with the matter :—Mr. A. D. 
oper, Foreign Office; Mr. B. A. Collins, India Office; Mr. C. W. 
aude Colonial Office ; Mr. R. J. Thompson, Board of Agriculture 
Fisheries ; Mr. F, Goasling Board of Trade ; Mr. R. A. Alston, 


Ministry of Munitions ; Mr. H. S. Mingard (secretary), Ministry of 
Munitions. 

In view of the increased demand for sulphur in connection with 
the production of explosives, it was found necessary, after careful 
consideration, that the export of sulphur should be prohibited, but 
provided every care is exercised to avoid waste in the use both of 
sulphur and of products and compounds in the manufacture of 
which sulphur is consumed, it is anticipated that agriculturists 
and manufacturers will not experience any great difficulties. The 
Committee has decided to offer to supply imported sulphur in lots 
of not less than 5 tons for use in approved trades and industries. 
The prices for the present will be:—-Flowers of sulphur, £23 per 


‘ton : roll brimstone, £21 perton ; thirds, £12 10s. per ton, including 


delivery to the purchaser's nearest railway station. 

From the prices mentioned above a discount of 2j per cent. will 
be allowed to recognised sulphur merchants and dealers, but not to 
consumers. Applicants claiming this discount must furnish eatis- 
factory evidence that they were recognised sulphur merchants or 
dealers before the war. The Committee understands that 
"recovered " sulphur can be procured, in the ordinary way of 
business, from the home producers. Application for sulphur must 
be made on special forms, which may be procured from the 
Secretary. Sulphur Committee, Ministry of Munitions, Explosives 
Department, Storey’s Gate, S.W., 1. All applications must be 
accompanied by remittance of the purchase price in full. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 

, ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Last week, the 
Mayor of Dudley presented Conductress G. SLM, wife of a 
wounded Coldstream Guard, with the silver medal of the 
B.E.T. Co.,Ltd., for displaying presence of mind and re- 
source in (а trying emergency, the medal being accompanied 
by a gift of £5 from the company. The proceedings took 
place at the eflices of the Dudley and Stourbridge Tramways 
Co., at Brierley Hill. Mr. W. G. Bond, general manager of 
the Birmingham & Midland Tramways, mentioned that the 
medal was instituted 13 years ago, and only on about a dozen 
occasions had it been awarded to employés on the systems 
controlled by the B.E.T. Co. This was the ‘first occasion 
upon which it had been awarded toa woman. On March 3rd 
one of their cars began to run back down Canal Bridge gradi- 
ent, between Blackheath and Old Hill. Conductress Slim dis- 
played great presence of mind; she pulled down the trolley 
pole, applied the brakes, and, what was equally important, 
allayed panic, and prevented passengers jumping off. She 
generally did her best to prevent what might have been % 
disaster, with the result that no personal injury occurred. 

The Sheffield Electric Supply Committee has given to the 
Board of, Trade, Control of Mines Department, a loan of the 
services of Mr. W. M. Миз, analytical chemist, to assist in 
the preparation of a coal redistribution scheme. The Tram- 
ways Committee has loaned the services of Mr. Н. C. WAT- 
SON, chief assistant in the tramway department, to the' 
Director of ‘Shipyards’ Labour Department of the Admiralty 
in connection with the organisation of the staff of the depart- 
ment. | 

Whitby U.D.C. has increased the salary of Mr. J. Piaaorr, 
electrical engineer, by £20 per quarter. 

At Bingley, on April 30th, the marriage took place of Mr. 
Francis Ll. PRDLEY, manager of the Bingley District Council's 
electricity undertaking, to Miss Mary Read, of Bingley. 


General.—Prof. Joun TuRNER Morris, of East London 
College, has, on his marriage to Miss MacGregor, changed 
his surname to MacGregor-Morris. \ | 

Mr. T. C. Parsons, M.I.E.E.; of the finn of Kiltall & Par- 
sous, engineers, Glasgow, has been gazetted second-lieutenant, 


Roll of Honour.—Corporal J. Haminton, R.E., who has 
been awarded the Military Medal, was an employé of Mr. 
Т. C. Keay, electrical engineer, Dundee. 

' Rifleman С. W. A. Нллылтіхе, K.R.R., who enlisted from 
the staff of Messrs. Trollope & Alls, electrical engineers, of 
Dorking, has been wounded in action. | 

Private E. A. Eves, R.W. Kent Regiment, who enlisted 
early in the war from the staff at Bromley (Kent) electric 
light works, has died of wounds received in action. 

Private C. MANSFIELD, Essex Regiment, killed in action, 
enlisted whilst engaged at Marconi’s Wireless Telegraph 
Works, Chelmsford. 

Sergeant J. RyrLANDS, who was an electrical engineer, and 
joined the S. African Infantry whilst holding a lucrative 
position at the Johannesburg gold mines, has died of wounds. 
He belonged to Widnes, and was trained at the works of the 
Electrolytic Co., Middlewich. | 

Flight-Sergeant J. CHETWOOD, who was in civil life an elec- 
trieian, and belonged to Weston, Hawkestone (Salop), has 
been killed whilst making g trial flight with-a machine at a 
home station. : 
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Private A. SHorT, Trench Mortar Battery, killed in action, 
was prior to enlisting an assistant iu the Stockport. borough 
electrical engineer’s department. 

Private C. FRANKLIN, Oxford and Bucks laght Infantry, 
who was on the staff at the Chipping Norton electric light 
station, has been killed in action. 

Bugler A. E. WirkiNs, Rifle Brigade, who was engaged in 
the generator department of the B.T.H. Co., Ltd., of Rugby, 
hus been killed in action. | 

Private H. Wib, Devonshire Regiment, who joined up 
from the Rochdale Corporation tramway staff, has been killed 
at the Front by a shell. 

ufleinan. E. W. синам, Rifle Brigade, who was at the 
Wevbridge electric light works, has died in France of wounds 
received in action. 

Private А. K. Dorrity, Liverpool Scottish, who has fallen 
in action, enlisted in October, 1915, whilst engaged as an 
к engineer with Messrs. Campbell & Isherwood, Liver- 
pool. 

Air-Mechanie Bruce ANDREWS, R.F.C.. who joined up five 
weeks ago, whilst at Rugby with the B.T.H. Co., has died 
from pneumonia following an attack of measles. 

Second-Lieutenant E. L. Woop, Gordon Highlanders, who 
is wounded in a hospital near Manchester, was an engineer 
at the Arbroath electricity works. 

Private Horack GRANT, who was previously employed as a 
costs clerk by the Leeds City Tramways Committee, has 
been severely wounded. 

Sergeant JiM GAVINS, who has just been awarded the 
Military Medal for gallantry in the field, was a Leeds. tram- 
way inspector. 

Lance-Corporal NokMaAN. MARSDEN, King's Own Scottish 
Borderers, who has been seriously wounded, served hts appren- 
ticeship with Mr. J. T. Foggo, electrician, of Dewsbury, just 
before the war. 

Obituary.—ALDERMAN ISIDOR FnaxkExBURG.— We regret to 
record the death, which accurred on Saturday last, of Mr. 
Isidor Frankenburg, chairinan of Frankenburg & Sons, Ltd., 
india-rubber 4nd electrical cable manufacturers, Greengate, 
Salford. Alderman Frankenburg, who was 70 year of age, 
had.been thrice Mavor of Salford, and he had been proni- 
nently associated with public welfare schemes at Salford 
from the time of his joining the Borough Council in 1897. 

Herr Gustave KLrEIN.—We read in the Moto? that a report 
has been circulated that Herr Gustave Klein, late manager 
of e Bosch Magneto Works at Stuttgart, has been killed 
at the Front. ‘* Klein may be regarded as the moving spirit 
of the marvellous Bosch organisation, and it was he who 
was responsible for the Bosch premises in Tottenham Court 
Road, finished just before the war broke out.” 


NEW COMPANIES REGISTERED. 


Thames Electric Co., Ltd. (147,375).—Private company. 
Registered May 3rd... Capital, £250 in 5s, shares. To take over the business 
ol an electrical. and illuminating engineer, and wholesale and retail vendor 
of electrical and scientific woods and accessories curried оп by F, P. Sexton, 
at 48, London Road, Kingston-on-Thames, as the Thames Electric Co. The 
subscribers (each with one share) are: F. M. Sexton, Warwick Lodge, Hamp- 
tun Wick, Kingston-on-Thames, civil servant; F. P. Semon, Warwick Lodge, 


Hampton Wick, Kingston-on-Thames, electrician. The. first. directors are 
К. M. Sexton and F. P. Sexton. Registered. office: 48, London Road, 
King ston-on-Thaimes, 

Express Lift Co., Ltd. (147,366).—Private company. 


Registered Мау Md, Capital, £10,000 in £1 shares. Manufacturers. of and 
dealers in hydraulic, clectric, and. steam elevators and lifts, &c. The. sub- 
seribers (each with one share) are: F. Samuelson, 7а, Queen Victoria Street, 
KE.C., solicitor; R. C. Мес, Poulter, Ла, Quern Victoria Street, EC., 
solicitor, The first directors аге: E. W. J. West and J. A. Phelps. 
tered office: 17, Victoria Street, S.W. 


British & Allied Electrical Agency, Ltd. (147,350).—Pri- 
vate company, Registered Мау 23nd. Capital, £1,000 in £1 shares. To carry 
өп the business of electrical engineers and contractors, manufacturers of and 
dealers io railway, бау, telephone, and other apparatus, &e. Agreement 
with F. W. Dennis and ДА, W. Pollock. The subscribers (each with one 
share) are: А. W. Pollock, 5-6, Palace Chambers, Bridge Street, Westminster, 
electrical engineer; St. John. Bennett, 16, Devonshire Square, E.C., incor- 
porated accountant, The first directors are А. W. Pollock (permanent. manag- 
ing director. and chairman) and F. W. Dennis. Reyistered office : 5-6, Palace 
Chambers, Bridge Street, Westminster, S.W, 


Leon Cornelis, Ltd. (147,354). — Private companv. 
Registered. May 2nd. Capital, £1,000 in £1 shares. To take over the busi 
ness of a manufacturer. of electrical appliances and accessories carried on bv 
L. Cornelis, of 5, Newcastle. Place, Clerkenwell. Agreement. with A. R. 
Robert. The subscribers (each with one. share) are: L. Cornelis, 5, New- 
castle Place, Clerkenwell, manufacturer of electrical accessories; A. R. 
Robert, 265, Strand МС. ә, company director; Captain C. L. Robert, 265, 
Strand, МОС. д. The first directors are L. Cornelis and А. R. Robert. Regis- 
tered ofice: 265, Strand, W.C. 2. 


Regis- 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Sun Electrical Co., Ltd.—A memorandum of satisfaction 
to the extent of £275 on April 28th, 1917, of debenture stock dated March 
lst, H911, securing £7,000, has been filed. 


Enfield Electric Cable Manufacturing Co., Ltd.—4A 


memorandum Of satisfaction. їп fall on April 17th. 1917, of mortgage, and 


further charges dated 1914, 1915, and 1916, securing £15,000, £11,250, and 
€2,750, has been filed. 


British L. M. Ericsson Manufacturing Co., Ltd. (79,061). 
x-Capitul, £200,000 in 99,990 pref. and 100,010 ord. shares of £1 each. Return 
dated March 28th, 1917. All shares taken up. £l per share called up on 
50,010 ord., 8s. оп 90,000 ord., and. £1 on 99,990. pref. ; £170,000 paid; £30,000 
(2s. per share) considered. as paid on 50,000 ord. Mortgages and charges: 
£50,000, 


Johnson & Phillips, Ltd.—land registry charge on free- 
hold property at Charlton, dated March 23rd, 1417, to collaterally secure 
£102,948 (part of £175,000 owing to London General Investment Trust, Ltd.). 


Altrincham Electrical Supply, Ltd.—Issue on April 30th, 
1917, of £5,000 debentures, part of a series of which particulars have already 
been filed. 


Montreal Tramways & Power Co., Ltd.—Particulars of 
£1.202,054 (5,850,000 dols.) pold notes created March 30th, and secured by 
trust deed dated April 2nd, 1917, filed. pursuant to Section 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the amount of the. present issue. being 
41,009,315 (5,350,000 dols.). Property charged: (а) 6,000,000 and (sic) 5 per 
cent, mortgage debenture stock of Montreal Tramways Co., (b) 16,000 fuilv- 
paid common shares of 100 dols. each of said company, and (c) 5,333 similar 
shares, 10 per cent. paid. ‘Frustees: Guaranty Trust Co. of New York. 


~ 


CITY NOTES. 


The report for 1916 states that the total | 
revenue from all sources, including the 
amount represented by sale of current to | 


Bombay Electric 
Supply and 


Tramways the tramways, amounted to £373,467, un і 
Co., Ltd. increase of £62,697, or 20.17 per cent. The 


| total expenditure amounted to £156,035, an 
increase of £14,597, or 10.27 per cent. The net receipts from 
the year’s working aggregated £216,779, an increase of 
£48,100, or 28.52 per cent. over those for the previous year. 
After deducting debenture interest, depreciation, &c., there 


remains £114,373, and. £9,602 was brought in, making 
£123,976. The directors now recommend a dividend for the 


year on ordinary shares at the rate of 10 per cent. per annum. 
They propose writing down securities to the extent of £6,666, 
and to pay & bonus of one month's pay to the company's 
ollieers and employés, leaving £5,214 to be carried forward. 
The gross receipts from the traction branch amounted to 
£198,765, against £172,051, an increase of 15.53 per cent. The 
working expenses amounted to £87,826, against £79,665, an 
increase of 10.24 per cefit. The balance of receipts over ex- 
penses in respect of the year's working amounted to £110,939, 
against £92,387 for the previous year, an increase of 20.08 per 
cent. The gross receipts of the supply department, including 
the amount represented by sale of current to the tramways, 
amounted to £171,167, against £138,021. The working ex- 
penses amounted to £62,293, against £58,132. The net re- 
celpts aggregated £108,874, an advance of 36.98 per cent.— 
Financial. Times. 

The revenue for 1916 was £67,011, and 
the expenses were £47,770, leaving £19,241, 
plus £4,041 brought forward, less £4,600 
interest on debentures. After paying the 
preference dividend, putting £6,500 to 
| . reserve for depreciation and renewals, 
writing £1,534 off wining consumers’ premises, &c., and £569 
off investments, £3,915 is to be carried forward. Lighting and 
power business continues to show progress, the year’s addi- 
tional connections totalling 557 Kw., against 405 Kw. for 1915. 
The revenue for the vear increased by £3,106, lighting and 
power bemg up by £2,480, traction by £661, and other items 
down by £35. The expenses increased by £5,354, largely due 
to operating under war conditions (coal prices, war bonuses, 
&c.) Тһе net revenue shows a still further reduction, and a 
dividend on the ordinary shares cannot’ be recommended be- 
cause it is desirable to carry forward a larger sum than usual 
to provide against still further increase in the price of coal- 
and other materials during the current year, and the carry- 
ing out of repairs to rolling stock, &e. which could not be 
executed owing to lack of skilled labour and difficulty in 
obtaining materials. The lighting and power tariff was again 
raised on July Ist, but the additions represent a very small 
percentage of the increased cost of operating. Capital expendi- 
ture during the vear was £11,668, for the Curtis turbine and 
generating plant, house services, and cables. The 1,250-Kw. 
Curtis turbine mentioned in the previous report was put into 
commission in September, and has already effected substan- 
tial economy in coal consumption. 


At the arnual meeting in London, on 
May 4th, the CHAIRMAN said that the year's 
results were very creditable to all con- 
cerned, and testified to the ability and 
energv of the staff in Cawnpore. 'The new 
capital expenditure of £8,919 on additiong 
to generating station, car-shed and mains, was chiefly in con- 
nection with the municipal electric lighting and mills, which 
absorbed some 80 per cent. of the figure, and the balance 
represented. extensions to power house and machinery, includ- 
пиг £2,000, cost of new boiler now working. There had been 
difficulties in getting deliveries of coal, although they were 
among those who сате in Class ‘' А ”' for supply as an essen- 
tial undertaking. One of the wavs in which they felt. the 
inability to get the coal delivered under their contract waa 
that they had to make up with coal of an inferior quality, 
hut in spite of this the (generating) cost per unit sold had 
fallen from .414. to .36d. The net revenue account showed 


Cork Electric 
Tramways and 
Lighting 
-Co., Ltd. 


Indian 
Electric Supply 
and Traction 
Co., Ltd. 
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marked improvement, the total for 1916 being £120,220, as 
against £15,932, the expenses, including debenture interest, 
£6,311 for 1916, as against £5,588. The number of units sold 
had increased by 478,418, and the revenue had risen Rs. 67,598, 
or about 21 per cent., and the average price realised had risen 
from 1.82d. to 1.87d. per unit. The total connections were 
82,701 8-c.P. lamps, against 72,607 in 1915. The cost pre- 
viously stated was slightly lower at .714. against .73d. The 
position of the tramways remained practically unaltered; that 
was to say, the improved earnings were offset by higher costs. 
The increase in the passengers carried of some 300,000 was no 
doubt due to the improved earnings of the labour classes. In 
addition to prohibitive cost of all plant and muterial, they had 
great difficulty in arranging shipments to India, but in spite 
of this they had been able to dispatch a 500-Kw. turbine, 
which they hoped very shortly to learn had arrived safely. 
They were forced to adopt the policy of waiting until after 
the war for any serious attempt to extend or widen the 
business. Thev looked forward with confidence to the future. 
In proposing the re-election of Mr. К. A. Scott-Moncrieff as 
director of the company, the chairman said that a committee 
had been formed to represent companies such as theirs, regis- 
tered in. London, and operating in India, and Mr. Scott- 
Moncrieff had been appointed the first chairman. 


At the annual meeting, held on April 


River Plate 30th, Mr. Martinson, K.C., who presided, 
Electricity said that the progress imade by the eom- 
Co., Ltd. pany was gratifving, the balance. before 


deducting depreciation being £5,878 better 

than for 1915. The increase in profit was due partly to the 
growth of business, but mainly to the economy with which 
the up-to-date plant enabled them to handle it. Last year 
he remarked that the dominant factor in the running of an 
electric power company anywhere, especially in South 
America, was the price of fuel. In South America the local 
supply of fuel, whether coal or oil, was almost negligible, and 
in these times of enormous shipping freights they could 
readily imagine that the cost of imported fuel was very great. 
Last vear he spoke of coal being £5 to £6 in Buenos Aires, 
but to-day he had to speak of even higher prices. Coal was 
£" in Buenos Aires, and oil bore its relation to this price. 
Profit in the running of an electric station would not be 
possible at these prices. The results of the company were to 
be largely attributed to the fact that during the past vear they 
had had the benefit of a favourable oil contract entered into 
before the prices mentioned prevailed. That contract would 
also run throughout 1917, but, although so far this was re- 
assuring, circumstances had now arisen which would make 
their fuel position in the current year much less favourable 
than in the past vear. In the first place, the Argentine Gov- 
erninent— pressed like every other Government for money— 
had imposed an import duty upon oil which fell upon them; 
m the second place, the source of theif oil supply was the 
United States, and with the United States an actual partici- 
pator in the war new complications had arisen which would 
further materialfy enhance their contract price. They must 
therefore be prepared for a substantial addition to their fuel 
cost during the present vear. But what about fuel in 1918? 
t was necessary in such а business— where they had large 
bulk contracts, which must be carried out whatever the cost, 
like the supply for the public lighting of La Plata, and the 
tramway system of La Plata, and Armours’ great packing 
establishment at Ensenada—to look ahead and. if possible, 
contract a year ahead. The war might or might not be still 
I^ progress in 1918, but no man of common prudence was 
Justified in committing himself to any serious business pro- 
Position. on the basis of peace being established before 1918. 
loreover, he could not help thinking that. so serious was 
the shortage of tonnage, and so great was likely to be the 
demand upon it in the period immediately after the close of 
hostilities, that the vear 1918, at any rate the first part of it, 
was not likely to bring any amelioration of prices. That was 
» the view which prevailed in business circles, and they were 
only able some months ago to renew their fuel contract for 
1918 upon terms substantially in advance of the existing con- 
tract, Since then there had been a further great advance, 
and gt the present time they could not contract for 1918 at 
зрур like the prices obtained. As they would кее this 

"yad and still more in the following vear, they would have 
br meet enhanced costs of working which would be reflected 
in the net profits. Their interest in the Tucuman Tramway, 
Light & Power Co. was limited to debentures.. That com- 
Pany had fallen upon evil days. They were making a special 
allocation of £8,000 towards possible depreciation of invest- 
ments, and when he reminded them that the war had caused 
or three years a suspension of all interest payments and 
amortisation upon their large holding in the German Trans- 

€anic Electric Co., and that no human being could be 
certain how the war would leave anything. he did not sup- 
Pose anyone would question the wisdom of this precautionary 
measure. | ; 

The gross earnings for 1916, including 
dividends and interest from subsidiary 
companies, amounted to £133.991, plus 
£2.044 fees received from subsidiary com- 
panies and £15.467 brought forward. The 
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working expenses, maintenance, &c., were £44,493, deprecia- . 


tion of securities £250, interim dividends, debenture interest, 
and redemption charges £18,306. After paying the final pre- 
ference dividend, and a final dividend of 6 per cent, tax free, 
on the ordinary shares, making 10 per cent. for the year, 
655.000 is to be transferred to general reserve account, £2,000 
to the staff pension fund, and £19,494 is to be carried for- 
ward. All the company's exchanges and those of the subsi- 
diary companies continue to show improved revenues. The 
underground cabling extensions at Madras and Singapore have 
been completed. The Singapore exchange was destroyed hy 
fire on December 9th, 1916. Asa result of prompt measures 
to establish temporary communication, the number of ex- 
change linea working on February 3rd was 700 out of a total 
of 1,850, and it was expected that the whole of the sub- 
scribers' service would be resumed by April 30th. The ex- 
change is to be reconstructed in accordance with the most 
modern practice, but owing to the prevailing trade conditions 
there will be delay in manufacturing and installing the neces- 
sary equipment. The Indian companies again report a sub- 
stantial increase in the number of subscribers to their ex- 
changes, with correspondingly improved revenues. The Bom- 
bay Co. has paid 12 per cent. on shares of Rs. 50 each, as 
against 20 per cent. on shares of Rs. 95 each. The Bengal 
Co. has paid 7 per cent., as in 1915. The Telephone Co. of 
Egypt, Ltd., and the China and Japan Telephone & Electric 
Co., Ltd., have both paid 10 per cent., as before. Sir H. 
Babington Smith has joined the board as chairman in расе 
of the late Sir George Franklin. Annual meeting : May 16th. 


The annual meeting was held on Mon- 


Brush day af 1, Kingsway, Mr. E. GARCKE pre- 
Electrical siding. He said that the gross profits 
Engineering were £65,540, compared with £61,356 in 


Co., Ltd. 1915. The general charges showed a small 
increase. They. had put £8,000 to depre 
ciation, the same as in 1915, they placed £7,054 to reserve, 
compared with £5,000, and they had a net balance of un- 
divided profits of £13,856, compared with £9,32L brought in. 
At a former meeting of the company the shareholders agreed 
with the suggested policy of not commencing the payment 
of dividends on the share capital during war-time, and they 
were, therefore, allowing the undivided balance to accumu- 
late. As a matter of fact. the money could not be spared for 
distribution as dividend, for they had during the past three 
years expended £41,141 on additional plant and buildings 
without any increase of capital in the form of either deben- 
tures or shares. It was suggested two years ago that they 
should make a further issue, and the consent of the Treasury 
was obtained to such issue being made, but they! had thought 
it better policy to utilise their undistributed profits and other 
resources instead of increasing the capital. The stock account 
‘In respect of goods in hand and in process of manufacture 
stood at £182,000, an increase of about £72,000, due 
to the greater volume of work on hand. The deben- 
tures were gradually heing reduced by the operation of 
sinking funds. . General reserve stood at £90,000, com- 
pared with £9,358, and the amount owing to creditors and 
on loan account showed a reduction of about £15,000. Alto- 
gether, therefore. the profit and loss account and the balance 
sheet for the past year showed improvement in most of the 
itens. The effect of the Munitions Act and Excess Profits 
taxation in respect of the year 1916 was still uncertain, and 
for this reason also the amount carried. forward must be 
ample. It was a inatter for regret, he ventured to think, not 
only from a particular point of view, but on national grounds, 
that the Chancellor of the Exchequer had found it necessary 
to increase the excess profits tax from 60 per cent. to 80 per 
cent. No one was in favour of large and exceptional profits 
being earned by individuals or by companies by reason of 
war activities, and all excess profits of this character rightly 
accrued to the community. Moreover, 16 was recognised by 
everyone that the great cost of conducting this unparalleled 
war to m successful issue must involve heavy taxation all 
round ; but it was also evident that after the war the nation 
would be badlv in need of reproductive capital, not onlv to 
replace the accumulated capital, which was unavoidably 
destroved by the war, but also to provide for expansion of 
industrv. The President of the Board of Trade had told 
them that an employer should not be satisfied with carrying 
his business to a certain point of expansion—that there could 
be no standing still in business: that they must go forward. 
Every man, he said, who was interested in a great business 
had to make that business as big as conditions would permit. 
This could not be done without the constant renewal and 
increase of capital. Practically the only source of new capital 
was the surplus provided by production in excess of con- 
sumption. and to take that surplus at the source by wav of 
taxation to the extent of destroving the fund out of which 
future capital was obtained was like eating the seed and 
foregoing the fruit. It might appear presumptuous to give 
expression to these opinions in view of the statement of the 
Chancellor of the Exchequer that it was better to take the 
money in the form of excess profits duty than to add to the 
income tax, but he was not alone in being sceptical as to the 
correctness of this economic policy. The President of the 
Association of Chambers of Commerce had expressed the 
view that our Government was at present squeezing 
the reserves out of the producers that they ought to have 


hunc CM Mw ls MM RR RR RR ERR MR A bnt 


524 | 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,058, May 11. 1917. 


\ 


available for business after the war. If this policy was con- 
tinued, he said, the responsibility for unemployment must 
rest upon the Government, and not upon the manufacturers. 
American manutacturers had been able to accumulate enor- 
mous reserves 1n their businesses; the German Government 
had deliberately abstained from an excess profits tax in order 
to leave their industries in the strongest possible position after 
the war. He (Mr. Garcke) feared that at the present time. 
when the indispensability of labour was being so strongly 
impressed upon them, they were apt to lorget that capital 
was equally necessary, and, what was more, that labour could 
not be employed without it. That there would be a large 
demand after the war for new work and more commodities 
was undoubted, and tbat there would be abundant labour 
and willingness to work Was also evidenced, but were they 
quite sure that they would have the other resources neces- 
sary for production? ‘That was a big economic question which 
could not be too fully discussed. Every man who was, or 
had been, in business knew that he could not convert a little 
business into a big business without capital, and he 
knew, too, the difficulties of raising that capital, and vet when 
they discussed that question in its large national aspects 
they frequently spoke and acted as if capital were unlimited. 
The orders secured during 1916 were satisfactory in volume, 
and the same could be said of the order list as it stood to-dav. 
During the past vear the whole resources of their establish- 
ment:-had been engaged. In the engineering shops their 
production had been very inuch on the usunal lines, 
owing to the great demand for generating plant, motors, 
transformers, and other apparatus. In their rolling stock 
department, the character of the work had entirely 
changed from pre-war standards. The urgent demand for 
other work, coupled with the difficulties of shipping, had 
brought their ordinary industrial and export business to a 
standstill, but, wherever possible, they were arranging with 
their customers to allow their orders of this class to go on 
a waiting list, to be dealt with as soon as circumstances per- 
mitted. At previous meetings he had spoken of the success 
of the Ljungstróm turbine, and confirmatory evidence was 
available today Notwithstanding the present very unusual 
conditions, they had a larger number of orders for turbines 


of this type on hand than ever before, and there were many. 


others in prospect as soon as the position became more 
normal. The female labour at the Loughborough works now 
represented a very considerable proportion of the total. 
There was one aspect of the labour question to which he 
would like to refer. They were familiar with the demands 
for higher wages made by all classes of employés in order 
to accommodate themselves to the increased cost of living, 
and he would be the laet to suggest that such increases, by 
way of war bonuses, were not necessary, or had not in every 
way been deserved. Latterly, however, the Government, in 
order to expedite a settlement of such demands, had made 
direct awards bringing the advances granted into practically 
immediate operation. Now. in cases, like their own. where 
firms were engaged on contracts nt fixed prices, which ran 
. into large sums of monéy, and often took many months to 
complete. it might, he thought, not be unreasonable to expect 
that such Government awards should be accompanied by 
"regulations for the purpose of automatically reimbursing 
manufacturers for the increased cost they were put to in 
respect of contracts which were unfinished at the time the 
increased wages became payable. That, unfortunately, was 
not the case; and although manufacturers might be able in 
some instances to obtain an advance on their contract prices, 
that was always a matter of difficultv, and there must be 
many cases where, so far as unfinished work was concerned. 
the bonus paid to employés came out of the manufacturers’ 
small margin, and not out of increased prices. That was a 
matter which, he submitted, should be well considered bv 
the Government departments concerned in dealing with simi- 
lar applications in future. ` i 
Mr. B. S. BROADHURST seconded the motion. 
Replying to Mr. MarcuMmont, the CHAIRMAN said thev were 
all big shareholders in the company, and would like a divi- 
dend, but 16 would Һе a very uneconomics! thing at the 
present juncture to make anv distribution. They must have 
a littl more patience. and wait until after the war, when 
conditions might enable them to pay and maintain a moderate 
dividend. 
The report of this солрапу for 1916 
General Electric shows that the extraordinary demand for 
Со. (U.S.A.). its various products mnde it necessary to 
operate its manufacturing and: other facili- 
ties to the limit of their capacity. The value of orders for 
electrical machinery and supplies was $167.169.000, or 70 per 
ееп. more than in 1915. and 50 per cent. more than the 
corresponding orders for the largest previous vear, 1913. (Tho 
orders for specia] war munitions received during the vear. 
amounting to $2,416.000, were merely supplementary to pre- 
vious contracts. The sales billed amounted to $134.949 290, 
and the net resnlt was a profit of $15,994.001. plus $3,866,889 
income from. other sources. Interest on debenture bonds 
ahsorbed $571.445, and dividends (8 per cent.) on stock 
$5.121.646, leaving $10.467.889 carried to surnlus. The num- 
her of employés in factories and offices of the company and 
ite subsidiaries was 79,000 at the end of 1916. The company 
followed its customary practice in writing off against income 


its total expenditures during 1916 for patents, applications 
for and licences under patents, and other outlays relating 
thereto, amounting to $891,880. The patent account is car- 
ried at $1.00, as in previous years. The increase in mer- 
chandise inventories was due not only to the greater volume 
of business, but to the necessity for carrying, at the existing 
high prices, larger than normal stocks of all kinds of material 
as a safeguard against uncertainties of delivery. Urgent 
pressure upon the management for immediate and extensive 
additions to the manufacturing facilities involved the expendi- 
ture of $8,828,255 for plant account during 1916. ‘‘ This out- 
lay, as compared with ordinary costs, was abnormal and 
excessive, in view of which it has seemed wise to write off 
against income an amount substantial equal to the year's 
disbursement. The cost of all the special tools, jigs, dies, 
drawings, and patterns was thus disposed of, and also the 
greater part of the cost of the large machine tools and appa- 
ratus. Advantage was taken of the opportunity to reduce the 
book value of building accessories, such as piping, wiring, 
&c., covering additions for a period of years, which will ex- 
plain the fact that the amount written off for ' real estate and 
buildings" was larger than the expenditure thereon for the 
year." The total capital stock issued is $101,512,500. 


The net profit for 1916 was £438.323, 
plus £42,125 brought forward. After pav- 
ing the dividend on the 6 per cent. and 5 
| per cent. preference shares, from which 
iIncome-tax is to be deducted, and 15 per cent. (free of tax) 
on the ordinary shares, there is placed to reserve £150,000, 
and to staff pension fund £10,000, leaving £56,495 to be 
carried forward. The, increase in reserves for estimated fur- 
ther expenditure on orders invoiced is required hecause of 
the greater cost of materials and labour, &c., which affect 
the completion of contracts taken into the accounts. A larger 
reserve for fall in value of investments is also necessary, 
owing {д the diminution in value to which trustee investments 
have been subject. The company's investments in War Loan 
have been, by conversion and additional subscription, in- 
creased to £520,000 nominal of the new 5 per cent. War 
Stock. In view of the prevailing increased rate of income- 
tax and the directors' desire to pay the ordinary dividend 
free of income-tax, as has hitherto been the custom, the 
sharcholders are in reality receiving the equivalent of an in- 
creased rate of dividend. 


The Kabel Fabrik A.G.. of Pressburg, 
reports net profits of £38.000 for 1916. as 
compared with £29,000 in the previous 
vear. The directors recommend the pav- 
ment of a dividend of 15 per cent., as contrasted with 11 per 
cent. in 1915. 

The Felten & Guilleaume Kabel, Draht und Drahtseil Fabrik, 
of Budapest, reports net profits of £30,000 for 1916, as eam- 
pared with £90,000 in the previous year. It is intended to 
pav a dividend at the rate of 15 per cent., as compared with 
124 per cent. in 1915, on share capital of £83,000. 

The A.E.G.-Union  Flektrizitats. Gesellschaft, of Vienna, 
after apportioning £19,000 to depreciation in 1916, as against 
£17,000 in the previous year, reports net profits amounting to 
£75,000, as compared with £46,000. Tt is proposed to distri- 
bute 8 per cent., as contrasted with 6 per cent. in 1915. 

The Elektrizttata A.G. vorm. Kolben £ Co., of Prague, 
reports gross profits amounting to £169,000 for 1916, as com- 
pared with £136,000 in the previous year. After meeting 
general expenses and making provision for depreciation. the 
accounts indicate net profits and balance forward of £72,000, 
as contrasted with £69,000 in 1915, the rate of dividend being 
f) ner cent., as against 9 ner cent. in the preceding year. 

The report of the Felten & Guilleaume Co.; of Vienna. states 
that the value and volume of the turnover in 1916 were 
almost twice those in the preceding year, the strenuous 
activitv rendering necessarv substantially greater provision for 
depreciation than in 1915. After allocating £36,000 to this 
purnose in 1916, as against £18,000, the accounts show net 
profits amounting to £153,000, as compared with £105,000. It 
is proposed to pay a dividend of 20 per cent., this contrasting 
with a rate of 124 per cent. in 1915, on ordinary share capital 
of £354 000. 

‘The Neuhausen. Aluminium Co.—The report for 1916 of the 
Aluminium Industries A.G.. of Neuhausen, whose financial 
results were recently published, states that it was possible to 
keep the works very active and in uninterrupted operation, 
as in the previous year. Аз a result of great exertions, the 
works were supplied with raw materials for a certain fime. 
and sale conditions were favourable. The installations at Neu- 
hausen and Rheinfelden remained withont change. whilst 
those at Tend-Lauris experienced an unimportant expansion. 
In the case of the Vallais works, a fresh expenditure o 
£177,000 was incurred, chiefiy for the extension of the Chippis 
Aluminium Works. and for the completion of the hydro-elec- 
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‘tric works on the Borgne. The installations in France were 


unchanged: the sequestration was sustained, and the com- 
pany was only permitted to provide money for the mginten- 
ance of the mining concessions. Of the auxiliary companies 
which served for the production of alumina only, the Gold- 
echmieden-Trotha Co. showed an increase in’ expenditure. 
The Martinswerk was largely extended. and the Hungarian 


Bauxite Co. worked satisfactorily. 
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British Ever-Ready Co., Ltd.—For the year ended March 
31st, 1917, the amount available for appropriation, after writ- 
ing off depreciation, payment of Excess Profits Tax for 1914-15 
and 1915-16, and after making reserve for Excess Profits Tax 
for 1916-17, is £98,656. After paying 10 per cent. on the pre- 
ference shares, and 10 per cent. and a bonus of 5 per cent. 
on the ordinary, £2,906 is to be carried forward. The amount 
of Excess Profits Tax payable for 1914-15 and 1915-16 was 
higher than was anticipated at the last meeting, owing to 
the tax having been raised by the Finance Act, 1916, from 
50 per cent. to 60 per cent. for the latter year. This increase 
represents approximately £4,000. The full amount of the 
tax for these two years has been paid. -Provision has been 
made for Excess Profits taxation for the past year, which, 
but for the high rate of taxation, would have been a most 
successful one. The directors consider the above distribution 
satisfactory having regard to the increased taxation. 
meeting: June Ist. 


Midland Electric Corpn. for Power Distribution, Ltd.— 
The report for 1916 states that the balance to the credit of 
the net revenue account, after payment of debenture interest, 
is £33,182, plus £8,932 brought forward, making £42 10. 
Out of this the directors recommend à dividend of 5 per 
cent. on 30,000 ordinary shares, leaving £11,802 to be carried 
forward, subject to excess profits tax. The net capital ex- 
penditure in respect of plant, mains, transformers, &c., was 
£36,916. To provide for this outlay debenture stock to a 
total nominal value of £45,600 was sold. The increasing 
demand for power continued to such an extent that it became 
necessary to again order additional plant. Accordingly a 
contract was placed for a new generating set of 3,000-kw. 
capacity, and the erection completed at the end of December 
last. Since that date still further applications for supply have 
been received, amounting to several thousands of horse-power, 
which the company is, unfortunately, unable to accept at 
present. i 


Bath Electric Tramways, Ltd.—Mr. J. B. HAMILTON 
presided at the annual meeting recently. He said it was 
refreshing to find that at Bath the cost of tramway travelling 
had not been disturbed, notwithstanding thht the cost of 
practically everything that one had to buy had been increased 
by 50 to 100 per cent. At the present time, however, many 
tramway undertakings were seriously considering their posi- 
tion, and it might become necessary to ask the Board of 
Trade, in consideration of the extraordinary state of affairs, 


Annual 


to authorise rates of fares in excess of those which their | 


statutory powers allowed to be charged. Notwithstanding 
many adverse conditions, the traffic and other receipts were 
up £1,157. Mr. A. A. C. Swinton seconded, the adoption of 
the report. E 


Craigpark Electric Cable Co., Ltd.—The net profit for 
the year ended March 81st. 1917. was £7,966, after making 
provision for excess profits tax, plus £900 brought forward. 
It is proposed to put £2,000 to depreciation of buildings and 
machinery; £500 to reserve; to рау the 6 per cent. prefer- 
ence dividend, and 6 per cent. on the ordinary. shares, carry- 
ing forward (subject to directors’ fees) £1,266. The volume 
of business done was aatisfactory. althougb production had 
been handicapped by shortage of labour and scarcity of raw 
materials. Annual meeting: Glasgow, May 10th. 


West India & Panama Telegraph Co., Ltd.—The report 
for last half of 1916 states that the amount to credit of 
revenue is £49,118, as compared with 38.553 in the corres- 
ponding half-year of 1915, and the expenses have heen £32,189, 
against £22,987. The directors have placed £4,000 to reserve, 
and it is proposed to pay on the ordinary shares 6d. per share 
(free of income-tax), leaving a balance of £2,885. The traffic 
receipts show an increase, due to prices of produce being 
favourable to the planters. 


' Brisbane. City Electric Light Co., Ltd.—The credit bal- 
ance (for the year ended January 31st, 1917, was £25.711. 
The interim dividend and dividend duty paid in September, 
1916, absorbed £10,884, and a further 3 per cent. on the pre- 
ference. and 5 per cent. on the ordinary shares, together with 
dividend duty and an allowance for Federal income-tax, will 
abeorb £14,279, leaving £2,117 to be carried forward. 


Clevedon, Portishead & District Electric Supply Co., Ltd. 
—The annual meeting was held recently. In spite of very 
difficult conditions, the gross revenue was more than double 
that of the previous year. The receipts were £3,955, against 
£1,737 last year. Notwithstanding the increased cost of fuel, 
&c., the gross profit was £884, compared with £696. 


Oriental Telephone & Electric Co., Ltd.—IJt is proposed 
to pay 6 per cent. per annum on the preference shares for the 
half-year ended December 3lst last, less income-tax, also a 
final dividend of 6 per cent. on the ordinary shares. free of 
income-tax, making a total of 10 per cent. for the year. The 
annual meeting is called for May 16th. 


. Melbourne Electric Supply Co., Ltd.—Interim dividend 
on the consolidated ordinary stock at the rate of 10 per cent. 
per annum, free of income-tax, for the half-year ended Febru. 


ary 28th. . 


Calcutta Tramways Co., Ltd.—Final dividend on the 
ordinary shares of бк. 6d. per share, less tax, or 5s. Od. per 
share net, making 94 per cent. for 1916. 


Shanghai Electric Construction Co., Ltd.—<A dividend of 
o per cent. Is announced, making 10 per cent. for 1916. 


STOCKS AND SHARES. 


| ТпЕзрАҮ EVENING. 

Stock Exchange markets and business are on the quiet side. 
Prices hold their own with a good deal of steadiness, but 
two factors combine to restrain the investor from opening 
his purse-strings. One of these is the situation in Russia; 
the other. is the submarine activity. Neither is regarded as 
an obstacle that will not be overcome sooner or later; but, 
for the time being, they plant restraint in Stock Exchange 
allotments, and there are comparatively few changes of 
moment on the week. ` 

The principal movements are again in the Mexican group. 
While there has been nothing fresh up to the present to add 
to expectations that Mexico will come into the war on the 
side of the Allies this week, inquirers are bidding for bonds 
which holders do not care to,part with. Therefore, we have 
the anomaly of Mexico Tramways 5 per cent. first mortgage 
bonds standing at 374, although the last bargain marked in 
the Stock Exchange Official List was at 243; and the 6 per 
cent. mortgage bonds, quoted at 274, were last dealt in. at 
231. Mexican Light & Power Firsts, now standing at 374, 
marked 294 a few days ago. The company's common and pre- 
ferred shares stand at 134 and 224 respectively. Monterey 


- debenture stock and Pachuca 5 per cent. first mortgage bonds 


ee been advanced without any stock changing hands 
of late. 

Other foreign bonds are mostly firm. Brazilian Tractions 
have been erratic, rising to 464 before they eased off a little,. 
the reaction coming about in consequence of a slight weaken- 
ing in the exchange. Melbourne Electric consolidated ordi- 
nary stock, which has been standing at 156 since the middle 
of February, gave way to 1474 on a slight pressure to sell; 
stock changed hands at 145, which is 47 points lower than 
the middle price at the outbreak of war. i 

The Argentine group of tramway stocks keeps fairly steady ; 
and attention is being drawn to the 5 per cent. debenture. 
with interest payable on June Ist and December Ist, the 
yleld being a trifle over 73 per cent. on the money, without 
making allowance for the five months’ accrued dividend. Of 
its kind, the stock looks a very fair investment. 

The British Columbia Electric Railway sextet is depressed. 
in consequence of. the impression that competition is going 
to be set up in Vancouver. Whether this materialises or not 
remains to be seen, but a scheme is on foot to this end, 
though we understand that it is meeting with considerable 
opposition from holders: of the British Columbia Electric 
Railway stocks. | 

Para Electric Railways ordinary are rather firmer at 31, 
and the ‘preference at 44, these having sympathised with the 
decidedly better tone for Brazilian issues generally, which 
has been a feature in the Stock Exchange during the past 
fortnight. 

The telegraph list is unusually devoid of change. Indo- 
Europeans are just below 50 again, and New York Telephone 
bonds, now ex dividend, stand at 99. Chili Telephones eased 
off to 6 15/16; while amongst cable shares, apart from Indo- 
Europeans, no alterations at all have occurred. Direct United 
States Cable shares are a shade better at 6. Eastern Tele- 
graph preference changed hands last Friday at 62. West 
India. and Panama ordinary have been done ав low as 18s. 6d. ; 
but business in the list as a whole has been far to seek. 
Marconis show 1/16 fall; Americans, after drooping to 14s. 
6d.. recovered to 15s. bid. 

The catalogue of home electricitv shares is also colourless 
as regards changes.. Apart. from Cities and Counties, there 
is little going on amongst the London shares. Urban 5 per 
cent. preference were dealt in two or three days ago at 
37s. 6d.. and the ordinary shares are quoted at 3s. 6d. Vic- 
toria Falls preference are a little better at 21s. 9d. Edmund- 
son's remain at 3s. 9d. for the ordinary, 50s. for the prefer- 
ence, and 10s. for the non-cumulative preference. The four 
Brush Electric stocks are quoted at 25 for the ordinary, and 
79, 60. and 52 for the three debenture stocks in their order 
of priority. Manufacturing shares as a whole are as quiet 
as those of the supply companies. British Aluminium 5 per 
cent. debenture stock has risen 2 points to 88. 

Babcock & Wilcox hardened 1/16 to 2 15/16 on the fine 
report, and manufacturing shares hold their prices firmly. 
In regard to controlled companies, the Chancellor of the 
Exchequer's announcement that excess profits duty is to be 
substituted for the munitions levy has aroused livelv atten- 
tion, and the general opinion in the Stock Exchange seems 
that tha. alteration will be all to the good of the companies. 
Several of the iron and steel shares are therefore better. 
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The rubber market gave way àt first on discussion of the 
Budget's intention to raise the excess profits duty from 60 
per cent. to 80 per cent., though recovery followed in most 
cases. Business, however, runs on quiet lines; and the same 
remark will cover Stock Exchange markets with scarcely an 
exception. 


a 


SHARE LIST OF ELECTRICAL COMPANIES, 


' Home ELECTRICITY COMPANIES, 


Dividend Price 
p May 8, Rise ог fall Yield 
1916. 1916, 1917. this week. p.o. 
Brompton Ordin s .. 210 9 63 — 6 18 6 
Charing Cross Ordinary - Уз б Б 83 — 7 210 
do. d do. do. 43 Pref.. 44 44 ч — 6 18 6 
Chelsea ee ee ae oe 4 8 i — 6 4 4 
City of London .. we МЕ 8 8 11 — 6 17 8 
до. do. 6 per cent. Pref, 6 6 10 — 6 00 
County of London ae . 1 1 10i — 616 6 
do. 6 per cent. Pref. 6 6 10 — 0 0 
Kensington Ordinary .. no 7 10 Б} — 511 7 
London Electric ee se ee 8 8 1 — Nil 
do. do. 6 per cent. Pref. 6 4 af — 568 
Metropolitan oe ae ee 8 8 2 — 6 0 0 
do. 44 per cent. Pref. 44 4h Bk — 740 
8t. James' and Pall Mall m 8 8 63 — 6 8 0 
South London * о oe ee 6 5 21 — 1 5 6 
South Metropolitan Pref. èe 1 7 91/- — 813 4 
Westminster Ordinary .. . .. 1 1 5B - 6 6 9 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Те]. Pref. ee ee 6 6 95 MS 6 6 9 
do. Def. ee ee 88,6 14 324 E 6 18 4 
Chile Telepbone ee ee oe 8 8 6.8 = уц 5 15 4 
Cuba Sub. Ord. ee ee ee 6 5 84 — Б 11 8 
Eastern Extension is oe 8 8 о 14 — 965 14 4 
Globe Tel. and T. Ord. .. "e т 'П 12$ -— *5 11 8 
do. Pre * es 6 6 10 — 8 0 0 
Great Northern Tel, .. - 99 22 88 — 515 9 
Indo-European ee ee ee 18 18 493 —] M 6 11 4 
Marconi eo N ee os 10 10 213 — 8 1L 2 
New York Tel. 44 zè zs 44 44 99 xd — 411 0 
Orienta) Telephone Ord. .. 10 10 24 — 414 1 
United R. Plate Tel. .. E 8 8 GÈ = *8 0 9 
West India and Pan. oe ee ва, ва. ] — 9 10 0 
Western Telegraph  .. SQ. 8 8 14 — B 4 
Home RarLs, E 
Centra! London, Ord. Assented 4 4 601 == 6 8 0 
do. District .. .. Ni) Nil 16 — NI 
Gaderecond Electric Ordinary Nil Nil lj c — Nil 
O. do. "A" .. Nil Nil B/- — Nil 
do. do. Ineome 6 b 824 — i *6 4 В 
Forgrew Trame, &o, 
Dividend 
г quicum 
1914. 1916. 
Ande .6 рой ptor 6 5 — 600 
-Arg. Trams, Firs a 8 — 816 0 
do. 2nd Pret. .. si ^i 2 > — 
do. 6 Deb... 5 5 68 — 760 
Brasil Tractions .. ss 4 4 45 +3 Nil 
Bombay Electric Pref... .. 6 6 10 = 600 
British Columbia Elec. Rly. Pfce. 5 b 60 — 1 8 6 8 
do, do. Preferred— Nil 44 — 2 Nil 
do. do. Deferred — Nil 874 — 2 Nil 
do. do. Deb. 4i a 64 — 6 12 10 
Mexico Trams б per cent. Bonds — М 874 44 Nil 
do. 6 percent. Bonds — Nil .97 + 3 Nil 
Mexican Light Common vs Nil Nil 18 s +1 Nil 
о, Pref. ee oe Nil Ni 21 + 5 Nil 
MANUFACTURING OOMPARIBA. 
Babcock & Wilcox o 5 14 16 ata + А 6 2 0 
British Alaminium Ord. se 6 7 .. 97,8 — 7 610 
British Insulated Ord. .. с 15 17 193 — 617 8 
British Westinghouse Pref. .. 7% 1 2/4 xd — 6 9 10 
Callenders ee ae ee oe 15 20 134 — q 11 0 
do. b Pret. ee ео 5 4 — 6 6 0 
Castner-Keliner .. v - 2 22 8А, — 6 18 0 
Edison & Swan, £8 paid , Ni — А — Nil 
до, do. fully paid .. Nil — ii — Nil 
do. do. 4 percent. Deb. 4 4 694 — 515 2 
Electric Construction .. Ae 6 7) -— t — 710 Q 
Gen. Elec. Pref. .. we” wk 6 6 9: == 6 3 1 
do. Ord. .. "m .. 10 10 14 — 618 0 
Henley ве ee ee ое 20 95 164 — 8 1 8 
do. 44 Pref. .. s - 4j  4à 4 — 519 6 
India-Rubber .. .. . 10 10 lij — 8 B 4 
TelegraphiCon .. .. . WV 9 87 — *6 910 
* Dividends paid free of income-taz, 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
| Month | Receipts for ЗЕ Route 
Locality. ended | the 6 2| Total to date, miles 
(4 wks.) month. AB open. 
1 
| | 
| £ £ | & Е 
Bristol (Trams) .. April 27 | 20,480 |+ 9:0 ;.. | T8948 Bb | .. 
Cork .. а Ba » 28. 1,985 |. "34 7,655 5:89 | .. 
Dublin ae M » 97 24,598 | -5,096 | 17 | 99,740 54'25| .. 
Hastings  .. ei „ 29 | 4,162 |+ B?! 16,587 19:8 | .. 
Lancashire United » 25 | '8,598 «1,026 || 17 | 8,6 2 42 vè 
Llandvdno-Col, Bay „ 27| 1,107 |- 324 || 214] 4,167 65 | .. 
Angio-Argentine .. „ 29 407,501 | $1,168 | 17 | R68,C55 se Кох 
Auckland... = » 6 | 21,178 | + 411 | 40 | 214,586 96°59) .. 
Caloutta . ee es ,9 28 17,499 = 198 е ae Ы ео 
RAFOOFHO, W.A. .. Jauuary 2,431 T | Я 2,481 20.5) .. 
as ee ee es ee aes ae es ee ee 
Montevideo ^  .. | April | 99,930 |+ 938 || 36 | 186,629 е 
Dubiin-Lucan Rly, |April 26 660 |+ 17 | 17 | 9,088 У 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary acoording to quantities and other circumstances. 


Wednesday, May 9th. 


— ————— Е ЧИРЕН: ~~ ee ———————— — 


Latest Fortnight's 
CHEMICALS, &c. Price. Inc. or Deo, 
a Acid, Oxalic ee ee es ee per lb. 1/6 ee 
a Ammoniac Sal T vis .. per ton £75 ös 
a Ammonia, Muriate (large crystal) 5 £64 \ ө 
а Bisulphide of Carbon ee eo LIT] £28 oe 
a Borax oe ee oe ee oe LET oe 
a Copper Sulphate .. x ds $5 . £61 10 a 
a Potash, Chlorate .. i .. per lb. 2/6 is 
a [1 Perchlorate oe e» » 3/- ee | 
а Shellac ae T га .. percwt 216/- 10/- inc. 
a Sulphate of Magnesia ... .. рег ton £16 T 
Sulphur, Sublimed Flowers  .. i £35 £8 inc. 
» Lump .. ze - jo. eh £26 £2 inc. 
а Boda, Chlorate ee es ee per lb. E ee 
a » Crystals ме АР .. per ton 120/: fe 
a Sodium ichromate, casks ee per lb. ee °з 
METALS, &c. | 
с Brass (rolled metal 2° to 12" basis) per lb. as we 
c LT] Tubes (solid drawn) ee [1] ee ee 
c Т] Wire, basis $t . ee » ee we 
с Copper Tubes (solid drawn) .. P 1/84 to 1/9 id. dec. 
g » Bars (best selected) .. рег ton 185 £3 dec. 
g » Bheet es os ee Т £165 £3 dec. 
g Т) Rod oe oe ee oe "n £165 £8 dec, 
d , (Electrolytic) Bars 25 ij £112 £8 dec. 
d » "E Sheets... i £167 £3 dec. 
d , s Wire Rods i £150 £3 dec. 
d ws $i H.C. Wire per lb. 1/54 tad. дес. 
f Ebonite Rod .. " ee ee os "n 8/- ee 
f ИП Sheet eo ae ee 8 2/6 ee 
n German Silver Wire oe ee n 2/8 ‘ee 
h Gutta-percha, fine T ee " 6/10 35 
h India-rubber, Para fine .. ә " 8/04 id. deo. ' 
i Iron Pig (Cleveland warrants) .. рег ton Nom. si 
tad Wire, galv. No. 8, P.O. qual, LET £40 ee 
g Lead, English Pig os ee ee )) oo oe 
s Merc e. ee ee ee r bot. Nom. on 
e Mica (in original cases) small .. per Ib. 64. to BJ- dd 
€ wn " » medium T 8/6 to 6/- se 
e ' [T] Т] large ee ” 716 to 14). & up. . 
d Silicium Bronze Wire ..  .. per Ib. 1/93 44. dec. 
r Steel, Magnet, in bars  .. .. per ton Sa v: 
g Tin, Block (English) ee oe [T] ee ee 
n » Wire, Nos.1tol6 .. ee per lb.. 8/6 Bd. inc. 


Quotations supplied by— 


g James & Shakespeare. 

A Edward Till & Co. i 

i Bolling & Lowe. 

i Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons. 

v W. Е. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. . 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


W^ . 
London Chamber of Commerce.—At the annual meeting 
of the Chamber, on Wednesday, May 2nd, the following report of 
the Electrical Section was submitted :— 


At the annual meeting, Mr. W. L. Madgen's resignation as chairinan of tijo 
Section was received with much regret, as was also that of Mr. A. M.Gillar, 
deputy chairman, and a vote of thanks was passed to these gentlemen for their 
services. Mr. Stuart A. Russell was unanimously elected to the office of 
chairman, and it was decided that the position of deputy chairman should not 
be filled for the time being. 

New Electricity Bill.—Consideration was given to a Bill introduced by the 
Incorporated Association of Municipal Engineers which would enable local 
authorities to open showrooms to sell fittings and wirings, and practically to 
carry on the business of ordinary electrical contractors, and the Section 
reaffirmed previous resolutions protesting against interference on the part of 
the municipal authorities with the business of making and selling fittings and 
wiring premises in competition with electrical contractors. 

Trade After tha War.—The Section considered the various reports of the 
Special Committee of the Chamber on Trade During and After the War, and a 
discussion took place as to the attitude of the Electrical Section on the question 
of proposed tariffs in connection with goods of encmy, allied and neutral 
nations. It was left to the discretion of the chairman to express the views of 
the electrical trade on this matter to the Special Committee on which he 
represented the Section. - 

Government Committees on British Trade.—In view of the appointment by the 
President of the Board of Trade of & Committee to consider the position of 
the electrical trade after the war, especially in regard to international compe- 
tition, a communication was addressed to the Committee asking for pome 
indication of the points upon which they would desire evidence, and the lines 
on which they proposed to conduct the inquiry. The Section being of opinion 
that it was desirable to offer evidence, a Special Committee was appointed to 
consider the evidence to be given, and two members were asked to prepare 
drafts of evidence, one on the legislative side of the question, and the other on 
the commercial, industrial, and international side. After further considera- 
tion, the member of the Committee appointed to give evidence on the 
legislative side of the question decided that such a course would be 
undesirable, and Mr. Stuart A. Russell, chairman, prepared & draft of evidence 
on the commercial, industrial, and international aspect, which was duly 
forwarded to the Government Committee, and acknowleged by the secretary, 
but up to the end of the year no appointment had been given for the evidence 
to be heard orally. ' | 

Electrical. Ezportations Committee.—The Section offered to assist the War 
Trade Department in furthering its efforts to prevent the export to enemy 
countries of those essential insulating materials which entered into the 
manufacture of electrical apparatus now so largely used in the manufacture 
of munitions of war. After а conference had taken place with representatives 
of the War Trade Department, the Admiralty, and the War Office, & Committee 
of members of the Electrical Section was appointed as an official Advisory 
Committee attached to the War Trade Department. Various kindsof material 
captured by the military and naval authorities have been submitted for 
examination, and reports have been forwarded to the War Trade Department. 


| 
i 
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HIGH-PRESSURE ELECTRIC RAILWAY 
. SYSTEMS. 


ONE of the most interesting electric traction developments 
within recent years has been the employment of high-tension 
direct current as utilised on the Bury to Manchester line 
of the Lancashire and Yorkshire Railway, and on the Shildon 
to Newport line of the North-Eastern Railway. The most 
remarkable high-pressure direct-current scheme is the 
Chieago, Milwaukee and St. Paul installation, which works 
at a pressure of 3,000 volts. | | ` 

It is not so much the high pressure that makes the 
undertaking notable as the fact that the locomotives are 
larger than any other locomotives, steam or electric, hitherto 
built ; and, furthermore, they are designed for regeneration. 
As a result of the high track pressure, the spacing of. the 
sub-stations is wide, but the efficiency of the machines which 
these sub-stations contain must be appreciably lower than 
that of the converters usually adopted. Motor-generators 
composed of a synchronous motor coupled to two direct- 
current dynamos, permanently connected in series, are not, 
of course, so efficient as rotary converters. If rotaries 
could have been installed in the sub-stations, the overall 
efficiency of the system would have been improved, although 
the smaller number of sub-stations required, as the result of 


the high track pressure leads, of course, to economy in other . 


directions. А 3,000-volt rotary has not, so far as the writer 
is aware, been built even for a 25-cycle circuit, and as the 
eurrent for the Milwaukee and St. Paul system is taken 
from power stations built originally for general lighting and 
power supplies, the need for motor-generators in the sub- 
stations is scarcely to be wondered at. 

Even on the Shildon to Newport lines of the North- 
Eastern. Railway, where the track pressure is only 1,200 
volts, each converter unit in the sub-stations consists of two 
600-volt rotaries connected in series. On the Bury to 
Manchester lines of the Lancashire and Yorkshire Railway, 
however, where the pressure is 1,500 volts, each rotary is 
designed for the full working pressure. High-voltage 
rotaries are also running in America, apparently with 
success, but a 3,000-volt, 60-cycle rotary has still to be 
developed. | 

Another new system, equally attractive from a technical 
standpoint, is the **split-phase " system, as adopted on a 
section of the Norfolk and Western Railroad. In this case, 
single-phase current at a pressure-of 11,000 volts is 
collected from a single overhead wire, but it is converted 
on the locomotives, by means of a phase converter, into 
three-phase current, which is supplied to the driving 
motors,’ | 

Like the direct-current motors on the Chicago, Mil- 
Waukee, and St. Paul Railway, those on the Norfolk and 

estern ‘system are regenerative. The advantages of the 
"Split-phase " system are that it posseses all the good 
Ponts of the three-phase system and it only involves the 
use of one overhead wire. When regeneration is desired, the 
ordinary three-phase system is distinctly advantageous, 

‘ause the motors will, when the rotor revolves slightly 
above the speed of the revolving field, return current to the 
line without the tse of special ‘arrangements on the 
omotives. But in. yards and at crossovers, the two 
Conductors make the overhead equipment complicated, and 
Pressures as high as those used on single-phase lines are 
not, as a rule, adopted. - 

On the Italian State Railways, the three-phase system 


ав been adopted as standard, but the working pressure is 
only 3,000 volts, With a“ split-phase " system, a pressure . 


?! 15,000 volts or more can be employed with the same 
ie and safety as with a single-phase system, and when the 
tharos descending gradients, the motors return current 
Si line through the phase converter. The latter, which 
sembles an induction motor so far as ite general con- 
See is concerned, does not introduce much additional 
the È ication or expense, and its use is amply justified by 
б act that it enables three-phase current to be supplied 
» Xe driving motors whilst single-phase current is drawn 
™ only one overhead conductor. For conditions such as 


trouble due to the high voltage. 


those which are met with on the electrified lines of the 
Norfolk and Western system, where the gradients are severe 
and the trains hauled are heavy, the “ split-phase ” system 
is undoubtedly advantageous. | 

When regeneration is required, the single-phase system 
has little to recommend it. True regenerative single-phase 
locomotives have been designed and constructed, but 
they are distinctly inferior ‘to locomotives equipped 
with three-phase motors. The most interesting tests 
which have been carried out with single-phase locomotives 
within recent years are probably those made on an 
experimental line of the Midi Railway in France. All 
kinds of single-phase motors were tried, und it was specified 
that the engines submitted for trial should be capable of 
regenerating when descending gradients. Some of the 
engines fulfilled these conditions, but, owing to the special 


. exciting arrangements which had to be provided for making 


the motors act as generators, the engines were more com- 
plicated than others that have been built for service where 
regeneration is unnecessary. One firm that built a loco- 
motive for this experimental line came to the conclusion, 
after many trials, that regeneration with single-phase- 


. -current was too troublesome to warrant its adoption, and, 


instead of designing the locomotives to return current to 
the overhead conductor, the company's engineers fitted 
the engine with resistances to absorb the regenerated 
current. 

It would be wrong to assert that single-phase motors 
cannot be made to regenerate, but it is certainly true that 
they do not lend themselves to it nearly so well as three- 
phase motors. Although single-phase motors have been 
considerably improved within recent years in some respects, 
they still remain, and will always remain, inferior to 
machines which work with direct and polyphase alternating 
current, An American engineer who is an ardent advocate 
of single-phase traction mentioned sóme time back, whilst 
describing some experiments with mercury vapour rectifiers, 
that on fitting one of these rectifiers to a single-phase 
locomotive the power of the engine was materially in- 
ereased, which proves pretty clearly, if proof is needed, that 
a motor of given dimensions and weight will develop more 
power when supplied with direct current than when sup- 
plied with single-phase alternating current. p 

The difficulty of obtaining high-tension direct current 
for traction purposes from generators and converters is one 
of the obstacles in the way of the development of really - 
high-pressure direct-current systems. If the revolving 
machinery at present utilised in sub-stations could Бе 
replaced by some form of static apparatus, such as mercury 
vapour rectifiers, commutation troubles would vanish and 
direct-current pressures considerably in excess of 3,000 
volts might be applied to the track, provided, of course, 


+ 


that the motor and control equipments could be built; to 


work at these pressures. The highest pressure that has 
been used „оп a direct-current railway is 5,000 volts. An 
experimental 5,000-volt line associated with the Michigan 
United Traction Co.’s system has now been working for 
some time without a breakdown in the insulation or any 
The track, in this case, is ` 
not fed through rotary converters, but through mercury 
vapour rectifiers. | 

Hitherto, it has been customary in experiments of this 
kind, to place the rectifiers on locomotives, and to collect 
alternating current from the overhead wire; but in this 
case the rectifiers are placed in a sub-station, and high- 
pressure direct current is fed into the system. Whether this 
scheme will ever be practicable on a large scale, remains to 
be shown ; but in any case, the scheme is, to say the least, 
extremely interesting. In some ways, a high-pressure direct 
current on an overhead wire is preferable to a high-pressure 


alternating current, especially when there are telegraph and 


telephone wires in close proximity ; but whereas alternating- 
current pressures can be reduced with static transformers 
placed on locomótives and motor coaches, direct-current 
pressures can only be changed with revolving machines. 
But as. motor equipments have been made to work 
satisfactorily on this short experimental 5,000-volt- 
line, there is no very obvious reason why the system 
should not be developed on a larger and more elaborate 
scale. : 
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AN APPROXIMATE FORMULA FOR MAGNET 
| COILS. « 


a 


[COMMUNICATED. | 


ELECTRICIANS and engineers who only occasionally want to 
make approximate caleulations, may find that the employ- 
ment of. Ше formula usually given in text-books is not 
infrequently a little inconvenient and unhandy. The 
writer finds a formula reduced to simple expressions for 


approximating readily the léngth of wire in, or the ohmic _ 


resistance, current, oy ampere-trrns of, shunt field coils can 
easily be obtained as follows :— 


In a magnet coil, the approximate number of turns per . 


layer per inch of length of winding is4 -- dia. (inches) of 
wire, and the number of layers per inch of depth of winding 
is also 1 —- dia. of wire ; the number of turns per square 
inch of winding space is (1 — dia. of wire)’, and the 
number of turus for a given winding space is approximately 


equal to the area of winding space in square inches 
multiplied by (1 + dia. of wire)’. E 

The total length in feet of wire in a coil will, therefore, 
be :—Area of winding space x length of mean turn (fect) 
x (1 — dia. of wire)’. 

The resistance of the coil will be :—Area of winding 
space x length of mean turn (feet) x resistance per foot 
х (1 dia. of wire)’. — 

The current (amperes) in the coil will be :—Volts across 
coil — (area of winding space x length mean turn (ft.) x 
resistance per ft. x (1 — dia. of wire)?). 


The ampere-turns will be :—Volts across coil + (length 


of mean turn in ft. x resistance per ft.) | - 
Formulæ derived from the above reasoning may be 
simply stated :— ` i / 


: Length (ft.) of wire ір сои = A X T X Ix 
Resistance (ohms, cold) =AXT X Rx 
Current (amps. ) = V x САТ, 
Ampere-turns = V x emit, 


when— a = Area (a x б) of winding space around magnet 
pole in square inches, as indicated in fig. 1. 
T — Length of mean turn in inches, ` | 
v == Volts across coil, and 
Ly, Ry, Ск, and C Ty are constants. 


Constants may easily be worked out for any size of wire ;- 


values for Nos. 10 to 26 gauge D.C.C. wires are shown in 
the table below :— | 


Wire Dia. 
gauge No. D.C.C. Lx. Ех. Cx. » CT,. 
10 "14 4°25 ‘00266 378 19,100 
11 128 510 "0039 260 15,650 
12 "116 02 0059 170 12,600 
13 "104 riri "0093 108 9,850 
14 0%) 10°3 0166 605 7,450 
15 082 124 "0247 407 6,040 
16 074 152 "0380 263 4,775 
7 "066 192 *0630 15:9 3,650 
18 '058 2470 '110 9:1 2,680 
19 '050 — 3330 "212 4°72 1,860 
20 - ‘042 4T2 "375 . 2'675 1.510 
2) 038 57:5 58 172 1,190 
22 034 720 '945 1:06 913 
23 "030 — 920 1°65 "605 670 
24 "028 106 2:26 442 563 
25 026 123 3'175 '315 465 
26 "024 144 4°6 "217 376 


The constants shown were calculated on the slide rule, 
and are not given as absolute values; they are, however, 
sufficiently near for obtaining fairly accurate results. 


THE DETERIORATION OF CURTIS RATEAU 
TURBINE BLADING.” 


( Concluded from page 503). 


Two final cases are interesting on account of the rapidity 
with which deterioration takes place, and also because the 
machmes are of later design than those previously described. 
The first of these is one of the 12,000-kw. generator turbines 
installed at Brakpan, containing 11 guide blade diaphragins. 
The first five stages on this set have been subjected to heavy 
pressure, so much so that displacement of the diaphragnis 
has occurred. It would appear that steel, containing no 
nickel, З mm. thick, will give bette? results than the 2 mm. 


‚30 per cent. nickel steel, although it is strange that in dia- 


phragms 2, 3, and 4 the latter material shows no cracks. 

The other case is on the three large compressor turbines 
of 10,000 н.р. installed at Rosherville. 

The following table shows the: arrangement of blades and 
condition when examined after the number of running hours 
specified. * H” signifies steel containing no nickel, and “J” 
30 per cent. nickel steel :— 


10,000-H.P. COMPRESSOR TURBINES. 


No. 8 | No. 9. · 


Я No. 7. . 8. 

Diaphragm. 10,862 hours. 11,543 hours, | 5,994 hours 

xd кзз! * | - 
No.l  .. “H.” steel good. | “ H.” steel good. | “ H.” steel good. 
No. 2 20 ; T | ЫЕ 
No.3 ... | “J.” cracked. "J." badly | "Н good. 

| cracked. | d 
No. 4 Н." good. “J.” badly “J.” slightly 

| . eracked. | cracked 
No.5 ...' “J.” good. J.” cracked | eJ.” good 


! 


The above results point to ‘‘H”’ steel being a much more 
suitable metal for guide blading than '' J” steel. 

Conclusions.—In summarising the behaviour of the inate- 
rials used in blading these turbines, it will be seen that there 
is no difficulty in choosing a material for moving blades 
which can be depended on to give fairly satisfactory results 
in particular stages. Five per cent. nickel steel, brass and 


aluminium bronze in suitable stages will have a life of 40,000 


hours, and, perhaps, 50,000 or more, which, if the turbines 
are run continuously, means five or six years. 

Nozzles with thin cast-iron vanes should be abolished, but 
if cast-iron is used the design should be such that there is no 
possibility of pieces becoming detached. 

The guide blading in use on these turbines is clearly un- 
satisfactory; three years or more must often elapse before 
this is discovered, and an equivalent time is taken to prove 
the success or otherwise of any alteration. | 

While the author feels that mild steel is preferable to the 
high percentage nickel steel in use, it must be admitted that 
the latter has given good results in many cases. _ 

High percentage nickel steel has been more extensively 
used and for a much longer period than non-nickel steel. 
The evidence is, however, very much in favour of mild steel. 

Blades made from brass sheet and carefully fitted to retain- 
Ing rings have been used for small turbines. The cast-in 
method of attaching blades is very simple, and requires a 
minimum amount of machining and fitting, so that it would 
be preferable to retain this design if satisfactory results can 
be obtained. 

The author believes that the position can be much im- 
proved by the use of thicker blades of mild or low percentage 
nickel steel, say, 3/16 in. or X in., tapered, perhaps, on the 
outlet side to } in. Unfortunately, an alteration of this kind 
on в ring designed for 2 mm. blades reduces the area.for 
steam passage somewhat. 

In the case of the guide blade diaphragms for the 10,000- 
H.P. compressor turbines, the blades have been increased in 
thickness from 2.25 mm. to 3 mm. in three diaphragms on 
one turbine without affecting the efficiency or output. 

On the 12,000-k&w. generator turbines at Simmer Pan and 
Brakpan, six stiffening blades of mild steel, 3/16 in. thick, 
have been cast in each half. А 

On the same class of turbine cast-iron stiffening blocks are 
being cast between adjacent guide blades on the horizontal 
and vertical diameters of the diaphragm. This blocks up 
four ports in the complete ring, and should stiffen up the 
diaphragm very considerably. i 

The Presipent (Mr. BERNARD Price) said, whilst the 
statistics given were conflicting in some respects, he thought 
the following facts stood out as definitely proved :— . 

l. In the case of some blading materials high temperature 
contributes to deterioration. 

The behaviour of aluminium bronze and high percentage 
nickel steel running bladea in various stages pointed clearly 
to the fact that these materials were unsuitable for use at 
the higher temperatures. 

2. The guide blading for the first three or four Ratenu 


—————— ————— ———X————————A—' Do""JOC!onn e —— i ——APÜüÓ À— 
* Abstract, from the Proceedings of^the SourH AFRICAN 
INSTITUTION OF ENGINEERS. 
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stages is relatively immune from the deterioration so notice- 
able in subsequent stages. 

This was, to his mind, a most striking fact; it appeared 
fair to argue that this cannot be attributed in any appreciable 
degree to the influence of temperature. 

3. The first indication of the cracking of guide blades is 


always at the inlet side of the blade, and these cracks then 


extend cobweb fashion over the surface of the blade. 

He ventured to suggest that the above-mentioned facts all 
pointed to axial movement of the diaphragms as being the 
primary cause of the loss of nature of the blading material. 
It would seem that the designer had relied upon the blades 
alone to withstand the forces acting on the diaphragms, and 
as these forces varied with the load on the-machine a variable 
stress was set up in the high percentage nickel steel of which 
the blades were made. At the high pressure end of the 
Rateau stages the blades were relatively short in length, and 
it seemed reasonable to assume that up to about the fourth 
stage these blades were sufficiently strong and stiff to pre- 
vent any appreciable axial movement of the diaphragm, but 
beyond that stage this no longer held good. 

There was a considerable amount of evidence to show that 
deterioration wag more rapid on those machines which took 
a fluetuating load. Movements due to fluctuations in -the 
load occurred continuously and rapidly, and their effect upon 
the molecular structure of the blading material would be 
many hundreds of times that caused by starting up and 
shutting down. 

The Vereeniging machines ran steadily night and day, and 
the load they carried was a very steady one. The longer 
life of the guide blading at Vereeniging as compared with 
Rosherville was quite consistent with the argument he had 
put forward. 

The farge machines at Simmer Pan and Brakpan had been 
fitted with nozzle governors of a type which was much more 
senaitive than that in use on the other turbines. These 
machines, therefore, took up the major portion of the fluc- 
tuations of load, and this might very well have accentuated 
the trouble experienced on these sets. 

The fact that the blades started to crack at the inlet side 
seemed also to support the theory that axial movement was 
responsible for the trouble. The shape of the blades was 
such as бо place the inlet side in tension. 

The cure for these guide blade troubles would, therefore, 
appear to lie in designing the diaphragms and*ffuide blade 
rings вө that axial movement was impossible. 

It seemed to him that with suitable design deterioration 
should be confined ‘to the effecta of wear alone, and the 
problem appeared to be to find the hardest material which 


will withstand the temperatures existing in the Curtis and - 


Rateau stages. Some of the metals at present in use appeared 
to withstand these temperatures quite satisfactorily, but they 
were relatively soft, and when iron alloys were used ‘vere 
subject to alight rusting at stages where the steam became 
wet. He had no knowledge of the molecular theory of alloys, 
but i6 .seemed to him it should be possible to decide from 
theoretical considerations those combinations which were 
likely to be subject to molecular change under the influence 
of temperature, and, having eliminated these, selection could 
he made according to hardnesa and ability to withstand mois- 
ture. "There seemed to be very little evidence of chemical 
action of gases in the steam; if it could be shown that, when 
Using @ given class of feed water, this danger was present, it 
might be necessary to elininate also those alloys which 
would be expected to suffer from such chemical action. 

In his opinion, the most important conclusion to be drawn 
from €he paper was that the particular troubles dealt with 
were primarily due to axial movement. 


ELECTRICAL INDUSTRIES IN CHINA.* 


ACCORDING. to the Japanese journal, the Zaisei Keizai Jiho 
(Financial and Economic Review) for December, quoted in 
the February issue of the Shanghai British Chamber of Com- 
merce Journal, the electrical industry of China is as yet in 


its infancy, and, as is natural, existing enterprises are con- . 


fined almost entirely to large towns and open ports, seldom 
extending -béyong urban districts. An idea may be gained of 
the state of her electrical industries from the fact that the 
aggregate capacity of electric motors in China is stated to be 
only 70,000 xw. ts 
The number of electrical undertakings throughout China is 
87, of which 62 are located in China proper, and 25 in 
Manchuria. Eighty of those enterprises are light or power 
services, or the two combined; four are such services carried 
on In conjunction with electric railways, while three аге 
devoted to the manufacture of electrical apparatus and sup- 
plies, As- for electric tramways, China proper (includin 
ong-Kong) has only three cities (Shanghai, Hong-Kong, and 
tan) where these are maintained. The South Manchuria 
allway Co. operates street railways at Dairen and Fushun, 
Mes are the only towns having such services in Manchuria. 
ccording to the latest data, the electric energy supplied for 


* Board of Trade Journal. 


power and light throughout China totals 33,000 н.р. and 
1,975,000 с.р. respectively. For purposes of comparison, it 
ау be mentioned that the Hokkaido alone uses 35,000 n.P., 
while the city of Tokio and suburbs are served with 1,900,000 
C.P. As а prime mover, steam power is almost exclusively 
employed in China, water power being utilised only in the 
Province of Yünnan. 

Out of the 87 Chinese electrical undertakings, six are 
Chinese Government enterprises, 53 are managed by Chinese 
private individuals, while the remaining 25 are foreign under- 
takings. Some of the Chinese private businesses, however, 
are run with foreign capital, so that the enterprises really 
under Chinese private management are reduced to 41. Out 
of the 98 foreign undertakings Japanese interests number 10, 
seven of which are located in Manchuria. The number of 
kilowatts represented by the Chinese (both Government and 
private), foreign (Japanese excluded), and Japanese enter- 
prises are 22,000, 31,000, and 17,000 respectively. Ara rough 
estimate, for accurate figures are difficult to obtain, the 
capitalisation of the industry amounts to 36,000,000 ‘yen (ven 
= 2s. O4d.). Of this, foreign investments amount to 14,000,000 
ven, and Japanese investments to 5,000,000 yen. Electrical 
enterprise in China has not yet attained such a stage of 
development as to yield satisfactory returns on the capital, 
only 13 businesses declaring an annual dividend of 5 per 
cent. There must, however, be room for economy in the 
cost of operation and maintenance, and with the general 
development of industrial and economic resources in that 
country this branch of enterprise is bound to expand. 

The entire telegraphic service is controlled by the Ministry 
of Communications. At the end of 1913, telegraph lines ex- 
tended over 37,403 miles, with 51,129 miles of wire. Sub- 
marine cables, with the exception of the Woosung-Canton 
line opened in the early part of 1915, are all under foreign 
control. The telephone service, inaugurated in 1903, consists 
of Government (both central and provincial) and private 
undertakings. The control of ‘both telegraph and telephone 
systems is practically in the hands of foreigners, from the 
circumstance that these systems were constructed by the aid 
of foreign capital. 

The electrical apparatus and supplies branch of the industry 
is almost non-existent, with the result that there is severe 
competition in the Chinese market for the sale of apparatus 
and supplies. Before the war Germany occupied the first 
position, the United Kingdom the second, and Japan came 
third in the value of goods of this class imported into China. 
Since then a considerable change has taken place, with a 
consequent increase of imports from Japan and the United 
States. The following figures show the early effect of the 
war on imports in this line from different countries : — 


IMPORTS OF ELECTRICAL APPARATUS, &C., INTO CHINA. 


From 1913. 1914. 1915. 
Hk. taels.* Hk. taels.* Hk. taels.* 


596,472 135,870 403,851 


United. Kingdon 


Germany 845,499 135,884 1,412 
Japan 392,74 : 685,140 845,053 
Hong-Kong 173,980 243,976 259,602 
United States ... 179,079 134,733 285,010 
Belgiuin у; 10,515 10,633 8,498 
Othet countries 148,873 185,181 231,683 

Total 2,407,070 2,794,417 2,085,039 


The growth of electrical industries, no less than other 
enterprises requiring the introduction of foreign capital, 15 
hampered by the scarcity of funds occasioned by the war. 
On the return of peace, however, severe competition 18 ex- 
pected to ensue in regard to electrical development in China. 
The activity of United St&tes capitalists in China is remark- 
able, and they have formed, it is said, a combination for 
exploiting the light, power, and tramway services in the prin- 
cipal towns. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


‘Readers are invited to submit particulars of new or improved 


devices and apparatus, which will be published if considered of 
sufficient interest. | 


The “ Kingsway " Miners’ Electric Hand Lamp. 


THE GENERAL ELECTRIC Co., LTD., of London, have introduced 
an.electric hand lamp for use in mines, which has been approved 
by the Home Office. The chief points considered in developing 
this lamp have been efficiency of illumination over the full run of 
9 or 10 hours, together with strong construction, durability of 
parte, and freedom from corrosion. 

The aceumulator is of the absolutely non-spillable type, and the 
lamp can be put in any position for any length of time without 
the least chance of acid escaping. 

The terminals and switch arrangements have been specially 
designed to minimise corrosion, particularly during charging. and 

*The average value of the Haikwan tael was 3s. Old. in 
1913, 9s. 83d. in 1914, and 2s. 744. in 1915; 100 Haikwan 
taels = 111.40 Shanghai taels, for which exchange quotations 
are made. : 
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there are no springs of any kind attached to the accumulator, the 
terminals of the accumulator being made of solid pieces of non- 
corrodible material. | 

The spring-controlled switch contacts are also of robust con- 
struction, consisting of strong flat springs with the upper ends 
screwed to the lampholder, the lower ends having the switch 
knobs riveted into them. No celluloid is used in the switchgear. 

The lampholder is provided with an adjustable conical reflector 
to come below the lamp, and another conical reflector is supported 
on top of the lamp bulb. These reflectors are of polished nickel, 
and are so shaped that they considerably inerease the illumination 
in the horizontal direction. 

In addition, a patented external reflector can be fitted, consisting 
of a curved nickelled reflector, which, when not in use, snaps on to 
the lamp case, and when in use partly surrounds the globe, 
concentrating the light over an angle of about 90°. The use of 


FITTED WITH DOME GLASS 


Fig. 2.—-SECTIONAL ELEVATION 
OF LAMP. 


Fic. 1.—THE KINGSWAY 
MINERS’ LAMP. 


i 
this external reflector has also the advantage, when lamps are being 
carried to the working face, of shiclding anybody walking behind 
from the glare of the lamp. : 

The leaded steel case is fitted with a strong threaded sleeve, 
which screws into the head of the lamp. The head is built on a 
strong brass casting, and is provided with a magnetic lock of. 
simple construction. No parts of this lock are accessible when the 
head of the lamp is screwed on, but when it is off, the removal 
of one screw allows the bolt and controlling spring to be removed 
and examined, the total umber of parts for the lock being the 
bolt, the spring, and the aforementioned screw. The general 
- arrangement of the lamp:is shown in figs. 1 and 2 herewith. 


Copper-Plating Propeller Biades. 


Wooden propeller blades for aeroplanes, &c., are now being 
coated with a thin layer of copper. This process of electroplating 
copper on wood (or other materials if desired) is by no means 
new, but has never before been used for the above purpose, and 
the work is only in the experimental stage. 

The advantages of copper-plated propellers are numerous. 
They are stronger and give a better cutting surface, they will 
not become ragged-edged, they are protected from brush. Xc., 
upon landing, and they possess many other advantages of less 
importance. 

Excellent results in  copper-plating wood are attained as 
follows :—Render the wood impervious to fluids by saturating it 
in а solution of wax or stearine varnish, then give it a coat of 
thick linseed oil varnish. Repeat this process until the mould 
is considered sufficiently impervious. Now coat the wood with 
a thickly fluid solution of shellac in alcohol and allow it to 
become thoroughly dry: then place it in a silver nitrate 
solution of four parts water and six parts alcohol. Drain off 
all excess nitrate solution. Place the article for a few minutes 
in a closed vessel containing hydrogen sulphide fumes. This 
coats the article with a thin coat of silver sulphide. Repeat 
this process twice. 


After having performed the above preliminary work, proceed 


to copper-plate in the usual manner. The following solution 
mixed with water to make 100 quarts gives best results :— 
41 lb. copper sulphate, 
| 18°2 lb. sulphuric acid at 66° Be’. | 
Use about 20 amperes at start, working gradually up to about 
75 amperes at 4 or £5 volts.— Scientific American, 


The Cambridge Thermo-Couple Potentiometer. 


The accompanying illustration, fig. 3, shows the latest form of the 
thermo-couple potentiometer made by the CAMBRIDGE SCIENTIFIC 
INSTRUMENT Co., LTD., of Cambridge, for the accurate measure- 
ment of small differences of potential not exceeding 90 millivolts. 
It is intended specially for use in temperature measurement by. 
means of thermo-electric couples; tke value of the unknown 
potential difference is determined by comparison with the E.M.F. 
of a Weston standard cell, readings being obtained directly in 
millivolts and fractions of a millivolt. Each division on the slide 
wire corresponds to 0'005 millivolt and is approximately 1 mm. 
long, so that by estimation readings can be obtained to one 
microvolt. 

An accumulator cell supplies the current to the main circuit, 
which includes the adjustable resistances В; and Rz, two resistance 
coils, the graduated wire & s, the resistance coils rharked M v С, and 
the graduated slide wire v v. The plugs D; and D, in this circuit 
enable ranges of 0—30, 30—60, or 60—90 millivolts to be obtained. 

The wire ss is graduated so that the reading shown at any 
point N on its length is equal to the potential difference between 
that point and a point M in the circuit, provided the. fall of 
potential in the main circuit is exactly 1 volt per 100 ohms circuit 
resistance ; by moving the slider N along the wire вв the potential 
difference between M and N can be adjusted to correspond to the 
E.M.F.'s of different Weston normal cells. With the aid of a 
standard cell the resistance of the main potential cireuit can be 
varied by means of R, and Rg until the fall of potential in the 
main circuit is exactly 1 volt per 100 ohms cireuit resistance. 

Thecoil Mv C is a continuous coil in 29 sections, each of which 
has a resistance of exactly `1 ohm. On the basis of 1 volt per 
100 phms the fall of potential in each section is thus 1 millivolt. 
Similarly, the resistance of the slide wire v v reing '12 ohm, the 
fall of potential along its length is 1'2 millivolts. Thus in the 


Fic. 3.—CAMBRIDGE THERMO-COUPLE POTENTIOMETER. 


portion of the circuit including the millivolt coils and the slide 
wire there is an available fall of potential of 30'2 millivolts. 
Therefore the E.M.F. of a thermo-coup!e, or other source of E.M.F. 
less than 30 millivolts in value, can be measured in millivolts given 
by the reading on the millivolt coils M v c, and the fraction of a 
millivolt determined by the graduation on the slide wire. 

If it is desired to measure a potential difference between 30 and 
60 or 60 and 90 millivolts, the plugs Dı D» must be moved into the, 
positions corresponding to this range. ` 

The double key K is designed so that the galvanometer can be 
put in circuit either with the standard cell or the unknown 


* potential difference ; by pressing the contacts at e the circuit of 


the cell is completed through the galvanometer, and by pressing 
the contacts at x the circuit of the source under test is similarly : 
completed. It is thus possible when measuring the unknown 'P.D. 
to test the accuracy of the fundamental adjustment- for: the: 


standard cell without disturbing any of the connections ; it ів also 


possible by locking the contacts at +r to follow the variation of a 
variable P.D. 


Improved Finger-Contacts for Electrical Apparatus. 


The usual way of making finger-contacts is to fix a carbon 
contact block rigidly in the free end of a spring finger, whose other 
end is securely held in a fastener. The requisite yielding 
pressure of the carbon block on a co-operating contact-piece is 
thus obtained by the resilience of the finger carrying the 
block. In practice these fingers may break, or else the block-end 
of the finger may bend up, causing bad connection, heating, and 
arcing. Mr. С. 8. HASLAM, of Balmoral, Cranleigh Drive, 
Leigh-on-Sea, has sent us particulars of a contact-finger which, 
he claims, is unbreakable: the carbon block is carried on tle 
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free end of the finger. and is hinged to its support. The 
requisite pressure is obtained by a separate steel spring bearing 


on the finger, _ А flexible copper connector bridges the hinge . 


to ensure conductivity. 
These fingers, of which one is illustrated in fig. 4. are easily 
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taken apart from the front of the rheostat and a new spring 
can be fitted in a few moments. They have been thoroughly 
tested, and have proved very satisfactory. The inventor has 
applied for letters patent. | 


CORRESPONDENCE, 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the а d week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


$ 


Wiring with Tough Rubber Compound Cables. 


Your readers, after perusing the article contributed by 
Mr. W. Ellerd-Styles, A.M.I.E.E., and also the letter by 
Another Member of the Е.А.С., on the above subject, may 
now be interested in the views of one with a wider per- 
spective, Any suggestion for improvements that will tend 
to increase the business of the supply undertakings, without 
impairing the efficiency of the installation, will be heartily 
Welcomed by central-station engineers responsible for its 
development. It is very generous of your ‘contributor to offer 
instruct the supply authorities’ representatives, and no 
doubt there are many who will avail themselves of his 
generosity—when there is some indication that he can do so. 
In advocating any system, one would think that the first 
essential is a varied experience to enable the advocate to 
discriminate where and how it could best be adopted to meet 


` certain conditions, where other methods have failed. There 


may be several classes of work where it would be advan- 
fageous to use it;' cannot these be specified? To suggest 
*eriously that by its use a permanent waterproof system may 
be effected is trifling with the intelligerice of your readers, 
especially when it is stated that this can be accomplished 
na € Insertion of rubber washers in the nipples of switches, 


Another Member, &c.," suggests "that the best plan is 
to enclose it in short lengths of light steel conduit of ample 
bot and also that a junction box of more substantial and 
etter design, '' preferably fireproof,” be provided, for fixing 
ins floot , &c. He has also heard that ‘‘ where exposed to 

6 sun's influence . . . . the sheathing has been found to 
crack Open in a very short time." If this be true it is suffi- 
nent justification for the attitude adopted by “most of the 
insurance companies," and more especially the engineers 
responsible to the supply undertakings, who тау be excused 


‘from the list of members. 


if they conclude that the suggestion, to use this cable for all 
purposes, is a sort of ‘‘curate’s еро’ counsel, prompted by. 
the limitations of the ostrich’s vision. 

Without detracting from the many advantages of this cable 
for the uses for which it was originally intended, it cannot 
be accepted as good practice to increase the bulk of the 
dielectric to replace the mechanical protection so often neces- 
sary throughout the widening field of electrical application. 
The best preservative for all cables is discrimination applied 
only by those who have acquired it in the field of experience. 


Consumers' Engineer. 


This article, in your issue of 27th ultimo, is very interest- 
ing, both from the '' wiring system " and from the switching 
points of view. | ; 

The only fault we can find is the use of turn switches on 
some of the circuits. The superiority of the tumbler as com- 
pared with the turn method of actuation is so obvious that 
it 1s needless to explain it. And in the cases under notice 
tumbler switches are available which will do all that the turn 
switches accomplish. | 

Passing by the fact that the American names ''9-point 
switch," ''3-point switch," are more or less meaningless, 


A. P. Lundberg & Sons. 
London, N., May 2nd, 1917. | г 
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Electric Vehicles. 


The letter published last week from Mr. Rowley would 
seem to indicate that the electric vehicle is in an experi- 
mental stage, and that no thought has been given to any 
question of standardisation of its parts. 

The fact that this is not so cannot be too often stated, even 
if it is only to ensure that such men as Mr. Rowley shall 
not write to the Press on matters which they are evidently 
not familiar with, and thereby damage the free development 
of. the electric vehicle. : 

. The battery for use in electric vehicles has been standardised 
now for over three years, both with regard to number of 
cells (i.e., charging voltage) and external dimensions. So far 
as capacity goes, this cannot be standardised, nor is it wanted, 
for the capacity js fixed by the load to be carried, and the 
class of work done, as well as by the mileage to be covered. 

The list given, in the publication of the Electric Vehicle 
Committee, of electric charging stations indicates that at least 
batteries can he charged at quite a number of central stations 
throughout the country, and, as the charging plug has been 
standardised for years, any ''electric " can get attention for 
the asking at fixed and published rates. 

Mr. Rowley talks of his big car, and a tour from Avon- 
mouth to Newcastle; does he realise that ‘‘ electrics '' зге not 
made for touring, and the conditions which he specifies ought 
not -to occur at all, but that he should either travel by train, 
or, if he wishes to see the country, take a petrol touring car? 

His idea of the * electric" wants bringing up to date, and 
he could not do better thàn take a tour to Birmingham, 
Bradford, London, or any other big town, and learn what an 
"electric" is, and what it will do; he would probably be 
surprised to find that hundreds of ‘‘electrics’’ are in use, 
and that they can show operating costs which give neither : 
the horse nor the petrol truck a ''look-in " for short hauls 
up to about 100 miles per day ; above this figure, except under 
special conditions, the petrol van, or the railway, is the 
better means of transport. 


Semper Ipsi Este. 
Manchester, May 7th, 1917. | 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


ANNUAL REPORT. 


THE report of the Council, to be presented at the annual 
general meeting of the Institution on May 17th, is printed in 
the Journal for April. It shows that the membership at April 
lst numbered 6,618, a net reduction of 63 on last year's total; 
in addition, 26 candidates for Associate Membership have been 
approved by the Council during the year, subject to their 
satisfying the examination regulations. Under the new 
Articles of Association 41 alien enemies have been removed 
Numerous military distinctions 
have been awarded to members during the year, including 
58 decorations and 108 mentions, and 39 members have lost 
their lives in the service of their country. 

The following premiums for papers have been awarded by 
the Council (value £10 each) :— Mm 

Ayrton Premium: G. V. Twiss, ‘‘ High-tensyon Overhead 
Transmission Lines.” 

Fahie Premium: F. R. McBerty, 
Telephone Gear.” | 

Paris Premium: C. Vernier, ‘“ Wayleaves.’’ 


'* Machine-switching 
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Extra Premium: F. Gill and W. W. Cook, “ Principles 
Involved in Computing the Depreciation of Plant." 

Extra Premium: S. P. Smith, '' The Theory of Polyphase 
Armature Windings.” g 

A number of suggested alterations in the Wiring Rules 
have been submitted for the consideration of the Committee, 
but it is not proposed to undertake a further general revision 
until after the war. In the meantime, a sub-committee has 
been appointed to collect evidence with regard to the use of 
lead-covered conductors for house wiring. A committee was 
appointed last May, under the chairmanship of Mr. C. H. 
Wordingham, to draw up regulations for electrical installa- 
tions on ships other than warships, and the regulations will 
be published in the course of a few months. The Standard 
Specification for Street Lighting will also be published 
shortly, as a majority report of the special committee ap- 
pointed for this purpose. 

The research on the heating of buried cables has continued, 
the expenditure during 1916 being £960, ọf which £840 was 
provided by the Government Department for Scientific and 
Industrial Research. Tests on insulating oils are also in pro- 
gress, the outlay having been £356, of which £250 was pro- 
vided by the Research Department. Schemes of research 
have been prepared in respect of various insulating mate- 
rials, with a view to drawing up standard specifications; the 
B.E.A.M.A. will collaborate in this research, dealing mainly 
with its industrial aspect, while the Institution will carry 
out the scientific part of the work. The Committee on Elec- 
tricity Supply has held six meetings, and has kept in close 
touch with the Joint Committee appointed by the I.M.E.A. 
and the J.A.E.P.C. The Institution Committee has arrived 
at a decision with regard to the adoption of standard fre- 
quencies for certain large areas, and is considering the volt- 
ages that should be recommended for transmission and dis- 
tribution, and the question of obtaining reasonable facilities 
for wayleaves. The Committee has been awaiting the publi- 
eation of the report of the Electrical Trades Committee of 
the Board of Trade, with & view to working along the lines 
which the report is expected to indicate, but when the report 
wil appear is uncertain, especially in view of the recent 
appointment of an Electric Power Supply Committee by the 
Board of Trade, and it is considered likely thát some time 
will elapse before definite recommendations can be made by 
the I.E.E. Committee. 

The number of members serving, or having served, in the 
Forces since the outbreak of war is 1,671. During last year 


- the President, at the request of the Authorities, nominated a 


ж 


' fuel effected by the use of electric power. 


number of electrical engineers for commissions as Lieutenants, 
R.N.V.R., for electrical duties on battleships and as equip- 
ment officers in the Royal Flying Corps. The classes which 
have been in progress at the Northampton Polytechnic Insti- 
tute since June last year have been attended by 111 disabled 
sailors and soldiers, of whom 91 have been placed in situa- 
tions and 96 approved for employment. Over 230 applica- 
tions for men were received from employers. The Commit- 
tees of Local Sections are co-operating, and men are under 
instruction in Manchester, while progress has been made at 
Birmingham, Leeds, and Newcastle. On the invitation of 
the Ministry of Labour, the Council has appointed a special 
committee to assist in carrying out an investigation with 
regard to openings in the electrical engineering industry for 
disabled figbting men. 


The issue of a memorandum by the Reserved Occupations . 


Committee with regard to substitution in electrical generat- 
ing stations led the Council to point out the risk to the 
nation that would be involved by failure to maintain the 
supply of electricity through the skilled operating staff being 
reduced below a safe limit, and the Committee invited the 
Council to organise a deputation of representatives of supply 
undertakings to discuss the position with it. The deputation, 
consisting of 14 members, on March 28th was introduced by 
Mr. C. P. Sparks, and drew attention to the small amount 
of labour emiployed bv supply undertakings compared with 
the number of employés working in factories depending upon 
electric power supplied bv them, as well as the economy of 
The Chainnan of 


. the Committee stated that although some of the undertakings 


might have done all that was possible, the Committee wished 
to bring all into line, and requested the deputation to con- 
sider what additional classes could be replaced by women, 
to ascertain to what extent substitution had been made, and 
to be prepared to attend another conference in three months. 
The accounts show an excess of income over expenditure 
сЁ £3,777, compared with 21.847 in 1915. Mortgages, re- 
duced by £772, stood at £32,719. The Life Compositions 
Fund stood at £5,257. "The assets were valued (less deprecia- 
tion) at £120,799, and the liabilities at £42,610, leaving a 
balance to the good of £78,189, an improvement of £4,454. 


- 


Electric Zinc, —Mr. Hughes, the Commonwealth Prime 
Minister. states that the electrolytic spelter works at Hobart will 
cost £ 1,000,000, Great Britain lending half. There will he suffi- 
cient zinc concentrates retained in Auatralia to keep the works 
employed at full pressure.— The Times. 
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NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED), | 
Compiled expressly for this journal by Messrs. W. P, ThoMrsw & (n, 


Electrical Patent. Agenis, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


5,644. ''Lanterns or casings for incandescent electric lamps." — WARDIE 
ENGINEERING Со. & Н. T. WILKINSON., April 23rd. 


5,663. '' Dynamo-electric machin s. C. L. Breeprn & Н. Lucas. Apik 
23rd. "NE | a 

5,693. “ Magnetometer for measuring weak magnetic fields." ^ VALENTE ВА 
Cruz, J. L. April 23rd. А 

5,706. ‘‘ Sparking plugs." Т. F. Вск ву & Н. Coxon. April 24th. 

5,738. '' Wireless signalling systems." British THomsox-Houston Co. AND 
GENERAL Evectric Co. April 24th. | ° 

5,778. “ Heating elements for, electric radiators, &c." О. Batnke. Apri? 
24th. 

5,788. “ Reflectors for electric flashlamps, hand lanterns, pocket: lamps, 
&с." W. D. Fox. April 25th. 

5,801. '' Electric light fittings." B. Tuomas & E. Tuomas. April 25th. 

5,804. '' Apparatus for detecting and magnifying minute electric impulses.'" 
T. Harvey. April 25th. 

5,811. ''Dynamos." W. KixcstaND. April 25th, 

5,815. ‘ Switches for miners’ electric. lamps.” W. Н. Davis asp J. Davis 
AND Son. April 25th. 


devices." Brittss WasiING- 


5,825. '' Centrifugally-actuated short-circuitin 
иһ. (U.S.A., May 3rd, 1916.) 


носѕЕ ELECTRIC & MANUFACTURING Co. April 


5,843. '' Magneto-electric machines." Т. H. CLKATHERO & F. Srurr. April 
25th. 

5,973. ''"Arrangement and construction of aerial propellers for driving 
dynamos, &c., on aircraft." A. H. Stark. April 26th. : 


' 5,898. “ Means for cleaning sparking plugs of internal-combustion engines, 
&c." J. H. ANDREW. April 26th. . 

5,941. “ Electric switches," H. В. Burcer. April 27th. 

5,984. '' Electric lamps for projection apparatus.” British Тном$ок- 
Houston Co. (General Electric Co., U.S.A.). April 27th. 

5,993. '' Electromagnetic detecting or indicating apparatus," F. W. Dopp. 
April 27th. | i 


6,019. ‘Section insulator for overhead electrical equipment." H. Burrow 


AND J. WhHkLAN. April 28th. | 

6,023. '' Electrophones." 5. M. Hyman & Sroiz ELECTROPHORE Co. April 
38th. : 

6,036. “ Electric multiple switches," Е. А. лолу. April 28th. 

6,046. '' Plates, slabs, &c., for electric insulation." P. J. Pysus. Aprid 
38th. 


6,050. “ Electrical arrangements for facilitating starting of internal-com- 
bustion engines." W. T. Cavett & C. Percy. April 28th. 


—— 
PUBLISHED  SPECIFICATIONS. 


1916. _ * 


The numbers in parentheses sre those under which ihe specification wilt 
be printed and abridged, aud all subsequent proceedings will be taken. 


4,780. Process FOR THE ELECTROLYTIC Derošryox OF ZiNC ON METALLIC 
D 5.) 
$ е 


Surfaces. Р. Marino. March 3ist, 1916. (105 

4,827. ELECTROMAGNETICALLY-OPERATED. Swittu, A. Р. Turnbull, April 1st, 
1916. (105,257.) 

5,325. SeMI-auTOMATIC ТЕ ЕПОХЕ EXCHANGE Systems. Western Electric 
Co., G. Deakin & L. Polinkowsky. April lth, 1916. (105,966.) 

5,875. INTERCOMMUNICATION TELkrnoxk. Systems. J. W. Dungey. April 


25th, 1916. (105,272.) 

8,334. DETONATORS OR FUSES FOR USE WITH GRENADES, SHELLS, Mines, OR 
THR LIKE, AND EXPLOSIVES GENERALLY. F. S. Denison. June 13th, 1916. 
(105 ,283.) 3 ; 

8,453. Guass-woRKING Macuines. — British. Thomson-Houston Co. (Genera 
Electric Co., U.S.A.). June 15th, 1946. (105,285.) 


8.551. MEANS FOR SECURING GLOBES, SHADES, REFLECTORS,- AND THE LIKE 


on ELectric AND oTNER Lawrs. J. Cook & J. Clegg. June 17th, 1916. 
(105 ,288.) | 
8,736. Exvectric Switcnes. Т. P. Casotti. June 21st, 1916. (105,291.) 


9,608. METHOD OF AND ÅPPARATUS FOR EVACUATING THE BurBs оғ ELscrRIG 
INCANDESCENT LAMPS AND OTHER Grass VesseLs. Deutsche Gasglublicht Akt. 
Ges. (Auerges). September 27th, 1915.  (101,621.) 

16.144. CONSTRUCTION OF MAGNETO-ELECTRIC MACHINES. 
ember 10th, 1916. (105,310.) 

77,206. ELECTRIC CIRCUIT INTERRUPTING SYSTEMS. British Westinghouse 
Electric & Manufacturing Co. (Westinghouse Electric & Manufacturing Co.. 
U.S.A.) November 30th, 1916. (105,314.) 

18,553. ELECTROLYTIC PRopvcrioN or OxycEN AND Hayproces. б, 
bert. December 29th, 1915. (102,974.) 


Nove 


G. F, Cooke. 


F. jau- 


p aa 


Technical Study.— According to the Birmingham Daly 
Post, an interesting experiment is being made by the Austin Motor 
Co. by the formation of a technical society at the works, having as 
its object the promotion of the study of engineering and other 
branches of applied science, and to provide a means for the inter- 
change of ideas and information between its members. It is 
proposed to hold frequent meetings, at which papers of special 
interest will be read and discussed, and lectures illustrated by the 
works lantern and kinematograph will also be arranged for. 


Engineering Organisation.— mire Trade Notes says 
that a further stage in the formation of plans for the furtherance 
of British engineering interests after the war is marked by the 
decision of the British Engineers’ Association to affiliate to the 
British Empire Producers’ Organisation, which has strong con- 
nections amongst associated industries of the Dominions and 
Colonies. The alliance between the great Oversea producere and 
the British engineering manufacturers is stated to possess reciprocal. 


advantages. 
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WAYLEAVES 


8 


THE statement which we publish elsewhere in this 
issue, emanating from Mr. W. A. Chamen in his 
official capacity as Chairman of the Joint Committee 
of the I.M:;E.A. and the I.A.E.P.C., is of excep- 
tional interest and importance. It will be observed 
that the Committee proposes to introduce a Bill at 
the first opportunity, which, amongst other provi- 
sions, is intended to secure compulsory powers 
for the erection of overhead or underground 
cables across private property with or with- 
out the consent of the owners, subject to 
the issue of a certificate by the Board of 
Trade declaring the construction of such lines to be 
desirable on the ground of public utility. Owners 
desiring to oppose the grant of the certificate will 
be given one month in which to lodge their objec- 
tions, after which the Board may issue or withhold 
the certificate with or without a local inquiry. The 
right of the-owner to compensation, agreed upon or 
determined by arbitration, is conserved, and the 
appointment by the Board of Trade of an arbitrator 
"sitting continuously " to settle such questions 
is provided for; the possible establishment by Par- 
liament of a new authority to take over from the 
Board the handling of wayleaves and other matters 
is foreseen, but would be dealt with in the Act 


' appointing such new body. 


The right of veto at present possessed by the local 
aüthority is also to be modified, in a separate 
clause, which limits the veto to electric lines along 
or across a street, and, further, enables the Board 
of Trade to override it if consent is unreasonably 
withheld, a not uncommon occurrence. 

It was suggested in the course of the discussion 
on Mr. Vernier's paper that a short Bill should be 
introduced conferring upon electricity supply autho- 
rities powers similar to or identical with those 
secured by the Post Office last year; not onlv the 
author, Биё also other speakers, doubted the possi- 
bility of inducing Parliament to deal with the matter 
effectively during the war. However, the Joint 
Committee shows a commendable optimism in 
bringing forward proposals which appear to cover 
in the fighting 
spirit that is required if progress is to be made, to 
press on with them as quickly as possible. There 
is the “will to victory”! We congratulate the 
Committee on this evidence of well- directed energy; 
the draft clauses appear to cover all requirements, 
so far as can be foreseen, and we trust that success 
will attend the efforts of the promoters to place 
them on the statute Book as soon as possible. 

Our only regret is that Mr. Chamen's communica- 
tion was not presented during the discussion on 
Mr. C. Vernier’s paper, in which he so admirably 
set forth the case for compulsory wayleaves before 
the Institution of Electrical Engineers. The unani- 
mous endorsement which was accorded to his views 
in the discussion which followed, and the timely 
action of the Joint Committee, give good grounds 
for hoping that at last something will be done to- 
wards the removal of the chief. "obstacle, the off- 
spring of greed and ignorance, which has so long 
hindered the development of electricity supplv in 


Н. д | the rural districts of this country. Manv of 
' ALABASTER, GATEHOUSE & KEMPE, the more enlightened of our landowners have 
4, Ludgate Hill, London, E.C. 4. learnt to realise that their land is^ held in 
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trust for the public weal, and that to treat it as 
a chattel over which they exercise sovereign rights 
is to betray the trust reposed in them. Unfortu- 
nately, however, the laws by which we are 
governed: were cast in the feudal mould, and it is 
still within the power of any selfish landowner 
absolutely to forbid the' erection of electric lines 
across his land, or to compel the payment of extor- 
tionate fees for the concession, with the result that 
some other member of the community must either 
pay more for a supply of electrical energy or go 
without, in either case suffering material injury at 
the hands of the despotic owner. What is demanded 
is not in any way oppressive to the land- 
owner: it is only the right of access to other pro- 
perty across his fields, subject to the payment of a 
fair rate of compensation for the privilege, a prin-. 
ciple which has been recognised by Parliament in 
connection with some other public services, and 
which 1s implicitly included in the principle under- 
lying many Acts of Parliament, that all lands and 
goods, and even the person of the citizen, are ulti- 
mately owned by and at the disposal of the. State. 
In the period of commercial stress which will in- 
evitably follow the war, our industries cannot en- 
dure the handicap to which they will be subjected 
if a cheap supply of electricity is not at their dis- 
posal; and if that cheap supply is to be made avail- 
able, one of the most important factors in bringing 
it to pass will be the coupling up of neighbouring 
generating stations, in order to economise fuel, 
plant, and labour. Further, our farmers must be 
supplied with cheap power, which can only be 
accomplished by carrying the lines overhead and 
across country. The securing of facilities to run 
overhead lines wherever they may be necessary is 
therefore one of the most urgent conditions that 
must be fulfilled to assist in the maintenance of our 


industrial supremacy and the provision of remunera-- 


tive employment ‘for our millions of workpeople. 
Public opinion in.these times is pliable, and can be 
moulded as never before; our Government is more 
nearly wide awake than any of its predecessors 
within the past half-century, and the grant to the 
Post Office of powers similar to those sought by 
the electricity supply industry constitutes a useful 
precedent. It remains only for words to be fol- 
lowed, as Mr. Williams put it, by action. It is up 
to the Institution of Electrical Engineers, the In- 
corporated Municipal Electrical Association, the 
Associated Power Companies, and other bodies 
. concerned, such as the British Electrical and Allied 
Manufacturers’ Association, &c., to come together 
and agree to bring their united weight to bear, in 
order to induce Parliament to grant the necessary 
powers with the least possible delay. Already the 
Board of Trade has taken definite and positive steps 
towards the development of cheap electricity sup- 
ply, and without doubt this department could be 
depended upon as an invaluable ally. We hope that 
the leaders of the industry will lose no time in devis- 
ing means to exert the utmost possible pressure 
upon Parliament to secure this long-needed reform. 


WHEN the Minister of Munitions 

The Complete and the Director of National Ser- 
Union. vice received the important deputa- 

tion of manufacturing industries in 

March (see Erec. Rev., May 4th, p. 486), it was 
stated that some of the difficulties of manufacturers 
had been greater than perhaps they would have 
been had the employers been sufficiently organised. 
It seemed that in its dealings with organised Labour 
negotiations had sometimes been more easily con- 
ducted because of representative Union commit- 
tees being able to advise Government depart- 
ments concerning various questions affecting 
Labour. The difficulties of conducting negotiations 


with Labour have, however, been great, and at 
times not followed by success, as; unfortunately, 
we have had evidence during the past fortnight. 
For a long time past when such problems have been 
under discussion it had been widely recognised that 
in order to ensure satisfactory conduct of nego- 
tiations both sides must be equally well organised. 
but it has again been proved to demonstration, with 
the sad consequence that the production of muni- 
tions has been interfered with, that even unions:.and 
organisations fail us unless there is cohesion in 
their ranks. Mr. Hodge, the Minister of Labour, 
in moving the second reading of the Trade Union 
(Amalgamation) Bill, on Monday last, expressed the 
belief that if there had been such a measure as this 
on the Statute Book earlier, a great deal of trouble 
would have been saved during the war. Lord 
Henry Bentinck, M.P., deals in a letter to the Times 
(May 16th) with what he describes as the causes of 
the present engineering labour trouble. He con- 
siders that it 1s born of two causes: first, tactless 
and clumsy handling of Labour by the Government; 
secondly, a deep-seated .discontent continually 
aggravated by measures of coercion and by over- 
work. Mr. Hodge showed that Government 
Departments knew how difficult it was to deal 
with trades which had many separate unions to re- 
present their interests. As matters stood, it was 
almost impossible for crafts to join together be- 
cause the law required the support of a two-thirds 
majority of members before amalgamation could be 
effected. Не instanced a particular industry in 
which there were no fewer than nine unions all 
catering for the same class of worker, with the 
result that nine arbitration cases had had to be lis- 
tened to where, with complete organisation, one 
would have sufficed, for the ultimate award was 
practically the same in all cases. Delays naturally 
followed, and delays cause friction, and a little 
friction in a number of places may easily spread 
until comparatively small demands or grievances 
may involve armies of workers. The Bill was read 
a third time on Tuesday, Mr. Hodge accepting 
slight amendments as to the strength of vote and 
ballot required in order to effect amalgamation. In 
the iron and steel trades, he mentioned, there was 
a general agreement in favour of amalgamation, and 
the masters also favoured it. After the war there 
would be a great revival of those trades, and any 
points in dispute between Capital and Labour could 
be more easily handled if there were only a few - 
unions instead of the present 15. It may be thought 
by some that strong Labour organisations may have 
great power for evil, when they are quite united' in 
spirit and in demands, but it 1s to obviate some of 
the possibilities of evil that follow from their dis- 
organised state that the new Bill is introduced. We 
have long supported the view that our manufactur- 
ing organisation must be as efficient and representa- 
tive as we can make it, so that it may deal authorita- 
tively with the changing aspects of industrial situa- 
tions, and may assist the Government of the day. 
But we also fully agree with Mr. Hodge that 
when the great problems of demobilisation and re- 
construction have to be dealt with it will be un- 
doubtedly in the interests of workmen, as well as 
of employers, that they should meet in large units. 
The sentiment of the manufacturer has undergone 
a change in recent years, and to-day, speaking 


generally, he would far rather deal with the men's 


organisations than with scattered groups of 
workers. The day has passed, we believe for ever. 
when recognition of Unions can be refused without 
discussion. The experiences of the coming years 
will show how far the Trade Union (Amalgamation) 
Bil, which to-day seems in theory to be a most 
desirable and even necessary measure, will justifv 
itself by securing complete unity in Labour's ranks 
and a loyalty to leaders among the members of 
individual Unions; 
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ELECTRIC WINDING ' 
AT VICTORIA COLLIERY, EBBW VALE. 


Owrxa to the very large area of the coal workings, the Ebbw 
Vale Steel, Iron and Coal Co., Ltd., proprietors of this and 
other mines in Monmouthshire, recently decided to enlarge 


THREE-PHASE WINDER AND, DRIVER'S PLATFORM, VICTORIA COLLIERY, EBBW VALE. 


an old shaft at their Victoria Colliery, taking for this 
purpose the old “ No. 5,” and widening it to 18 ft. diameter 
clear and 20 ft. towards the bank opening. An entirely 
new electrical winder and operating plant was arranged for, 
not only with a view to dealing more efficiently with the 
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THREE-PHASE WINDING PLANT, AIR COMPRESSORS, &C., VICTORIA COLLIERY, EBBW VALE. 


valuable Black Vein and Gwarycae seams, but also on 
account of the fine source of power available at the com- 
pany’s Victoria Works, with its near-by power house. Since 
the completion of this shaft, with its substantially designed 
45-ft. headframe with 15-ft. sheaves, the old “No. 1” 
steam-driven shaft equipment has become a secondary outlet. 


The wind at the пем (or enlarged) opening is by single- 
deck cage, with two trams to the deck, the winder being 
rated to deal with a net unbalanced load of three tons of 
coal, with an output of 240 tons per hour, from a depth of 
564 ft. А rope drum of cylindro-conical type has been 
adopted as most, economical in practice; the diameters being 
8 ft. on the small end and 13 ft. on the large part. 

The winding motor is of A.I.F. West- 
inghouse A.C. type, 400 B.H.P. continuous 
rating, designed for a maximum full 
load speed of 360 R.P.M., and drives the 
drum through a Citroen speed reduction 
gear with a ratio of 8°6 to 1, an oil- 

etight gear case being fitted. Specially 
built for winding service, the motor is so 
. designed as to be capable of with-standing 
heavy overload peaks. Here the electric 
winder possesses very marked advantages 
over the steam winder, for the latter, 
when faced with serious overloading, 
simply would not start, or, even if 
sufficient boiler pressure were available, 
would be very materially reduced in rate 
of acceleration. The motor is fitted with 
two bracket bearings, and, in addition, 
a third pedestal-bearing accommodating 
the journal for the driving-pinion shaft. 

Renewable treads are fitted to the 
brake paths, while the drum is carried 
upon a powerful shaft, this, in accord- 
ance with the requirements of the Mines 
Act, being bored throughout its length. 

| The post-type brakes are weight-operated 
and regulated by means of an 8j x 12 in. air-brake engine, 
fed by a motor-driven compressor. Ап auxiliary trans- 
former is installed, in order to supply the power for the- 
compressor and controller-pump motors, also the emergency 
brake solenoid. It should here be noted that, in this case, 
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the compressor is started and stopped automatically by 
means of àn air governor switch, so that the receiver 
pressure is maintained within the proper working limits. 
'The control apparatus for the rotor is of the Westinghouse 
liquid-resistance type, regulation being effected by the 
following means :—The apparatus consists of two tanks, 
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mounted one above the other, a small motor circulating 
pump, an oil-immersed main reversing switch, also a main 
emergency switch for use if required. In the upper tank 
are three fixed electrodes and a movable sluice gate, the 
electrodes being connected with the main rotor slip rings. 
The supply of resistance liquid is contained within the 
lower tank, in which are fitted coiled pipes through which 
cooling water is circulated. A small motor-driven pump 
near the tanks lifts the resistance liquid to the upper 
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ќо ће higher level, a certain maximum motor acceleration 
(due to rate of decrease of rotor circuit resistance) cannot 
be exceeded, although lower accelerations may be obtainable. 
The amount of maximum acceleration is easily adjustable 
by means of a stop-valve in the pump delivery pipe. 

In addition to the auxiliary action of the controller 
pump, and as a further precaution against possible mis- 
handling of the winding gear, the well-known Westing- 
house overspeed device is ‘fitted, which not only limits 
the maximum winding speed, but also 
prevents excessively quick accelera- 
tion. | 

А small p.c. generator, driven from 
the motor shaft, ‘maintains a constant 
current through a tripping relay so 
long as its voltage rises only in pro- 
portion to the amount of resistance 
switched into the circuit during ac- 
celeration, and also provided that after 
acceleration its speed does not exceed 
the designed speed. Should at any 
time the current limit be exceeded, the - 
no-volt coil circuit of the main oil 
switch is broken, thus causing the : 
brakes to operate and bring the winder 
to rest. The main control switch i 
pillar is mounted on the driver's plat- 
form, and fitted with an automatic oil | 
switch having overload and no-volt | 
trips. There is also fitted a mechanical 
trip, this being connected by means of 
rods to the overwind tappets on the 
depth indicator, so that in the event of 
an overwind the plant is shut down, and 
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рр ЕЛЕ pem ES Fs 7 automatic braking also effected. By 
: NM 2 the foregoing, it will be seen that 
фо C 2 both control and safety devices are 

| — — —(Ó К сс КҮ. 2 amply provided for. The current avail- 
: у ыы UU [Ad able is supplied at 2,000 to 2,200 


Tot temm = m momo omo өз ч» = э ж mm mmu mm m m p m ce өү 


о» 


й 
х4 


i * 
| Ji. * 6 Four PIA 
, 


M el’ =f 


= -— o сь ей ae же a» am ewe тз ча o oom aw 


eee =» ч» а 


woes «5 а» «ар өө этч» ч» а» “р ч» Фф» аза» ue 


| Wib ol Wieder Home 28 ft 


М 


Ы 


VIEWS SHOWING GENERAL ARRANGEMENT OF ELECTRIC WINDING PLANT, 


VICTORIA COLLIERY. 


tank, whence it returns to the lower one over the sluice 
‘gate, which reaches its lowest position when the drjver's 
operating lever is at “off.” Movement of this lever 
throws the main reversing switch on the motor circuit in 
one or other direction (according to drum rotation), and 
raiges the sluice gate. The latter in turn causes the level 
of jiquid in the upper tank to rise, consequently decreasing 
the resistance between slip-rings. The gate may be left in 
any position, or immediately thrown to the highest point, 
this depending upon manipulation of the operating lever. 
As, however, the liquid obviously cannot follow the gate- 
raising operation quicker than the pump can raise the liquid 
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volts, three-phase, 50 cycles, and iron- 
clad switchgear is fitted throughout 
the installation. 
This interesting winding plant was 
installed by the British Westinghouse 
Electric and Manufacturing Co., Ltd., | 
the sub-contractors for the mechanical 
. parts being Messrs. Douglas & Grant, 
Ltd., Kirkcaldy, and the installation 
being supervised by Mr. Walter Dixon, 
of Glasgow, consulting engineer to the 
colliery company. We also learn that 
arrangements are being made for the 
installation of two Sulzer-Westinghouse 
pumps, each ‘capable of delivering 
100,000 gallons per hour, which 
will replace the Cornish pumps now 
used for the three working levels, the 
intention being to equip a general 
“pumping station which will deal with 
the whole area (some 1,700 acres) of. 
this portion of the Ebbw Vale Co.'s 
property. 
For the drawing showing the 
arrangement of the winding plant we 
are indebted to the J/ron and Coat 
Trades Review, which journal mentions 
that three-phase 50-cycle energy is 
supplied to the plant from the Victoria 
Works power station at 2,200 volts by overhead mains, and 
that all the large surface \motors are operated at this 
pressure, while underground and small surface motors are 
supplied with 500-volt current and the líghting circuits 
with 110-volt direct current. 

The two main haulages below ground are driven, one by 

a 150-H.P. motor and the other by a compressed-air engine, . 
two electrically-driven Belliss compressors being installed 
alongside the electric winding engine to give the necessary 
air supply to the pit. А new electrically-driven Sirocco 
ventilating plant capable of exhausting 175,000.cb. ft. 
of air per minute is also a feature of the installation. 
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s * MAKING DO." 


à 


By “Р. B”. 


THERE is so much that a poor contractor cannot get 
nowadays, in these hard times of war-affected industries, 
that he is often hard put to it to make do with the 
unaccustomed materials upon which he is able to lay his 
hand as substitutes. He is forbidden to use some things, 
and others are unobtainable, or only obtainable in small 
quantities at exorbitant prices and after month-long delays. 

On the other hand, his activities are restricted too, and 
such work as he gets is for munition or “ essential " 
factories (which bring priority certificates in their train to 
ease the troubles they cannot remove), or for maintenance 
work and small alterations. 


‘Now, most means of ‘making do" аге atavistic— . 


reversions to early practices of RURAL ins electrical 
pioneering. The appeal from the Cable Makers’ Association 
to use single wires in place of three and. seven-stranded 


In 


1, Winder motor; 2, Winder drum; 3, Stator cable; 4, Rotor cable ; 5, Controller cable ; 6, Incoming cable ; 7, Trifurcating 
box ; 8, Disconnecting plugs; 9, Neutral point box; 10, Main oil ub aad PLATE switch; 12, Reversing switches; 
e trip switch ; 


13, Three-pole knife switch ; 14, Two-pole knife switch ; 15, ише, 
17, Solenoid operated switch ; 18, Ammeter; 19, Voltmeter; 20, In 


transformer; 35, Isolating plugs; 86, Earth; 37 
10, Nluminating lamps; 41, Compressor motor; 
pump motor ; 45, Pump dissi d 
drive; 49, Overspeed fleld revers 


KEY DIAGRAM OF ELECTRIC WINDER CONNECTIONS (see facing page). 


cable is a case in point. In other cases, too, he may find 
help by looking backwards; but let none forget that, 
however necessary such makeshift ways and means are 
to-day, they are not the best, and therefore can and must 
be only temporary expedients for the period of the war. 

. After using steel conduits for two and a half decades, he 
IS told that steel has more important uses than conduit 
construction, and he must, ration his consumption ; he falls 
back with happy memories on the wood casing and capping 
that he found so adaptable and infinite-testable (in the dry) 
in his apprentice days, only to be told that timber is scarce 
and cargo space more needed for other things ; he must 
curb his appetite for wood. But if he cannot enclose he 
tan cleat; if dry wood helped his tests, dry air will help 
More. Wires strained between insulators, cleats or other 
types, are unsightly but effective ; the danger of damage is 
all patent to the passer-by, and so the risk is discounted ; 
the work is cheap and quickly fixed, and low-insulation 
Wire is quite good. Many an early installation worked for 
years, at high voltage too, with cotton-covered (and even 
bare) wires not only cleated, but in some cases clipped 


. covered. 


cating wattmeter ; 21, Integratin 
22, Power factor indicator; 28, Time switch ; 24, H.T. bus-bars; 25, L.T. bus-bars; 26, No-volt coil; 27, 
Relay ; 29, Solenoid three-phase; 90, Fuses; 81, Shunt ; 82, Shunt transformer; 88, Seri 
Air governor switch; 88, Comp 
, Liquid controller; 49, ша controller pump; 44, Liquid controller 
valve ; 46, Cooling coil water valve ; 47, Overspeed generator; 48, Overspeed generator 
ng switch ; 50, Variable speed switch; 51, Resistances; 52, Depth indicator; 53, Depth 
indicator drive ; 54, Rheostat faceplate; 55, Instrument arm; 56, Limit switch; 57, Depth indicator pojnter. 


tight to the roof purlins and rafters; and bare wires in 
teak casing were not unknown. We are not likely to return 
to that stage, but porcelain-cleated work is common enough, 
and if glaged porcelain is difficult to procure we can turn 
to wood, slate, or. marble. 

For larger cables, which would ordinarily be drawn into 
steam or gas barrel, say.from 2 in. to 5 in. diameter, there 
is cast-iron pipe to fall back on—flanged, spigot and socket, 
or Richardson's * P.R.J.," such as heating engineers use. 
For suspended work the flanged type has undoubted advan- 
tages, but the spigot and faucet holds its own under- 
ground, with joints lead-caulked for watertight work, or 
run in with cement if the cables themselves be lead- 
Steel-tape armouring can be avoided in this 
manner, besides the large sizes of screwed tubing, which 
are, of course, themselves mild steel. A further very useful 
container for big cables, when it is not necessary to keep 
them absolutely watertight, is the cast-iron troughing with 
removable cast cover, of which one sees so many miles 
along the lines of London’s electrified railways. 

The use of copper 
and brass being re- 
stricted by request, 
these will naturally be 
replaced by iron in the 

cage of wood screws, 
even in situations 
where the latter would 
be objected to norm- 
ally, either fom their 
discolouring the paint- 
work or eventually 
rusting. Wecan think 
‘about beauty again 
later on. 

Another return to 
almost  pre-historic 
methods is the sub- 
stitution of. iron for 
copper in lightning- 
conductor work. We 
are not so short of the 
softer metal that there 

` is any move in the 
direction of pulling 
down  old-established 
conductors or digging 
up earth-plates to melt 
for other purposes; 
but iron strip, iron 
collecting-points, aud 
iron earth-plates or 
10ds are all installed 
to-day as they were in | 
the time of Faraday. 

It is a more cumber- 
some material to work 

with, stiffer for equal 

size, and bulkier for 
equal conductivity, but it will safeguard effectually for a time, 
and its principal danger is that the condition of points and 
plates and joints may not be examined and attended to in 
some future year of peace, and so lightning danger be 
increased instead of decreased. We must look to the needs 
of the moment, however, and if posterity should neglect to 
guard itself by due attention to maintenance details, it will 
be over its own head that the sword will hang. 

For the sake of economising in accessories, it is now 
advisable to light buildings, as far as possible, by a small 
number of large candle-power lamps in preference to a 
large number of smaller lamps, even in cases where such a 
course departs from the best illuminating engineering - 
standards. By so doing, economy in fittings, in lampe, and 
in labour will be effected, and the last will be considered 
far from the least of the three items. In a similar way, the 
grouping of a number of lamps on one switch, where this 
can be done without much increasing the length of wiring, 
is desirable ; should it lead to increased current consump- 
tion (which it quite possibly will not, for most people 
entering a large room with several switches grouped at the 
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16, Air pressure trip switch ; 
watt-meter ; 
verload coil; 
transformer ; 34, Current 
ressed-air pipe; 89, Lighting circuit; 


, permatent that they are danger-breeders) 


-= stretch a point in the emergency. But 
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door will switch on the whole lot), the cost of this, between 
now and the declaration of pedce, is not likely to equal the 
saving on first cost. 

At the same time a reduction in current consumption is 
to be striven for whilst the difficulties in obtaining fuel are 
so great, and therefore the most efficient of lamps and 
apparatus should be installed when obtainable. Consumption 
has, fortunately, been much curtailed in the lighting 
department, owing to the police restrictions after the air 
raids, and the adoption of “ daylight saving " in the summer 
time ; otherwise, increasing demands for power purposes, 
synchronising with shortage of colliers and difficulties of 
transport, would have produced an even more serious 
situation. Not only coal, but other forms of fuel also are 
hard to obtain, and the contractor will think sorrowfully of 
certain tonntry customers of his who paid in good, rich 
gold for sundry small generating sets driven, on his recom- 
mendation, by that now-forbidden luxury, petrol. In the 
case of fuel shortage, however, instead of looking backward 
to wood in place of coal, or water and wind to supply a 
more direct energy, we must look forward : not to large 
schemes of tide-driven or sun-driven dynamos which would 
take years to develop (we have no years to spare for that 
now), nor even to the utilisation of our moorland peat-beds, 
but to the linking-up of power stations and the elimination 
of the inefficient small and isolated plant. This is no 
* making do” with something worse for the time ; it is the 
times making us do something better for the time to come. 

To return to smaller things: some reversion to the 
“tree” system of wiring seems permissible at a time like 
this, for there is not the slightest doubt that it.is very 
economical in the length of wire required. In steel-conduit 
work it is, of course, very difficult of application ; but in 
the case of wood-casing or cleated wiring, many yards run 
of wire can usually be saved by tapping extra lights on to 
adjacent mains instead of carrying the leads back to distant 
distribution boards or. looping-in points. By this means 
many short ends of wire, otherwise mere scrap, may be 
brought into u&eful service, especially for the small addi- 
tions and alterations needed in ordinary maintenance work. 
The shorter pieces may be useful for tee-ing off mains, the 
larger ones for splicing into more useable lengths. If solder 
is scarce for this work (but it is hardly 
as bad as all.that), it will be necessary 
to fall back on clamp connections : 
even in «vbsolutely temporary jobs (so 
many temporary jobs become semi- 


the dry joint is possible. "The fire- 
insurance inspector, thesupply authority 
engineer—these cannot be ignored ; but 
if consulted beforehand, and with the 
case placed „before them reasonably, 
there will be: but few who will not 


—no return to early methods without 
early safeguards : if the tree system, 
then the local fuse; the one without 
the other is unthinkable. | 

The obsolescence of the arc lamp 
before the war prevented the upset that 
*would have occurred a few years earlier 
owing to carbons being almost unob- 
tainable in the first few months, but 
this trouble is now almost forgotten. 

Another wire-saving device, now but little used, is that 
of the earth-return. There is no suggestion of a return to 
early practice in lighting work here, such as existed ‘in 
utilising the stem of an electrolier or the ironwork of a 
ship in the primitive ages, bat for bell work and telephone 
work there are many places where its adoption would be 
economical. | 

Simplicity in lamp fittings is imperative for the time, 
and the batten-holder presents this feature in excelsis. 
Failing that hermaphroditic combination of ceiling-rose 
and lampholder, some type of plain conduit, straight or 
bent on the job, is desirable; and in this connection the 
need for a stock lampholder, suitable for screwing direct on 
to 1-in. conduit without the use of a reducing connector, is 
much felt. 


There are many instances of ~ making do” which will 
occur to all—the use of metal shades in place of opal, of 
painted metal in. place of enamelled ones, the painting 
instead of galvanising of other metal, the substitution of 
women for men (the elertricienne has arrived, not only in 
the office, the showroom, and the battery-charging station, 
but in the realms of the wireman too). In some cases we 
are delighted with the new order of things, in others we 
just make them do for the time, and hope for the end of 
the time to come quickly. This way or that, by one means 
or another, we have gone on, we do go on, and we have 
every intention of going on till we can pick and choose once 
more and strive in the old strenuous way after perfection. 


BO'NESS ELECTRICITY WORKS. 


Tur Bo'ness electricity undertaking was started during 
1904, when the generating plant consisted of two 100-Kw. 
Davey, Paxman engines, coupled to Lancashire Dynamo 
Co.'s D.C. machines. Three years afterwards it was found 
necessary to provide additional plant; a Davey, Paxman- 
Lancashire Dynamo Co.’s 300-Kw. set was then installed. 
During subsequent years the load has increased, so that at 
the start of the war the station was often loaded to the full 
capacity of 500 kw. Various temporary measures were 
suggested to deal with the increasing load, but eventually 
it was decided to put in a high-pressure turbine with an 
additional boiler and a separately fired superheater, and to 
fit mechanical stokers to the existing Heenan & Froude 
water-tube boilers. When the Secretary for Scotland was 
asked to grant the loan, he decided that the estimated 
expenditure would have to be reduced by £3,000 until after 
the war, and it was decided to delete the boiler and 


. superheater, also the spare armature, ‘ind to put in Ferguson 


superheaters for the existing boilers. 

The new plant, which consists of a 500-KW: Fraser and 
Chalmers high-pressure turbine, coupled to a Brush 
venerator, was started up and put ou test on April 25th, in 


500-KW., D.C., GEARED TURBO-GENERATOR. 


the. presence of Mr. J. M. M. Munro, the Council's con- 
sulting engineer, and Mr. F. E. Stanley, the chief engineer: 
to the contractors, the National Electric Construction Co., 
who lease the station from the Council. This test was 
satisfactory in every way. The turbine runs at 4,000 R.P.M., 
and is guaranteed not to take more than 16°1 lb. cf steam 
per KW.-hour at full load. The gear reduces this s 

from 4,000 to 600 в.р.м., at which speed the generator 
is run. The latter is & compound-wound machine with 
interpoles, and is fitted with the Brush Со. = latest 
commutator, which is designed to prevent the mica between 
the copper segments from rising. On test, the full-load 
efficiency of this machine was 94'8 per cent. The con- 
densing plant was supplied by Messrs. Cole, Marchent and 
Morley, and consiste of a contra-flow condenser, to which 1$ 
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coupled a Rees Roturbo rotary set, the rotary air pump 
taking its water from a connection on the salt-water 
circulating pump. The complete set is driven by one 
19-H.P. motor at 2,000 R.P.M. The superheaters are of 
Messrs. Ferguson's standard type, and the chain-grate 
stokers were supplied by Messrs. Babcock & Wilcox. A part 
of the scheme was the laying of two *60 T.s. and s.T. cables 
toa distant part of the town. The work was chiefly done 
by women, and, we believe, was the first instance of the 
employment of females on this class of work. 

The installation has been carried out under the super- 
vision of Mr. H. C. Babb, the engineer and manager. 


THE SIMPLIFICATION OF LINE TESTING. 


— — —À 


Bv GEO. F. TANNER, A.M.LE.E. 


[THE following useful note appears in the current issue of 
the Post Office Engineers! Journal. The author informs us 
that the method is universally applicable ; it is independent 
of assumed constants and corrections ; it is equally of value 
to the mains engineer in dealing with an earth fault on a 
twin conductor, and D may be in as low a unit as yards with 


+ 


equal accuracy. | 


In-every case where a Varley loop test is made, the ques- | 


tion which at once arises to the orthodox is,“ what is the 
weight per mile of the conductor under test?" In the 
generality of cases, as, for instance, in testing over a peper 
cable where the conductors are of the same gauge, or where 
it is possible to obtain similar conductors, this knowledge 
is not only unnecessary, but frequently contributes to a less 
accurate result. 

There is no originality abont the following method, yet, 
as it appears to be seldom used, it is perhaps excusable to 
bring it under notice. 

Provided the conductors comprising the loop under test 
are of the same gauge, the only known factor required is the 
distance between the two testing points. 

Assuming the conditions of the ordinary Wheatstone 
bridge test for an earth fault, then calling the result of 
the resistance of loop test, London to Birmingham, 1, and 


result of distance test /, and distance to.Birmingham D- 


miles, the distance of fault in miles— 
= р х kror?2 р x JL. 


That is, the result of the first test divided by the result of 
the second test, multiplied by twice the distance over which 
the test is made, gives the distance of the fault in miles. 

It will be seen that the result of expressing the distance 
of the fault as a fraction of the loop itself is to fractionise 
All inaccuracies due to slight variations in weight per indi- 
vidual mile. It is independent of temperature correction 
ala. The method produces a truer result than by slavishly 
working out the problem on a resistance-per-mile basis. 

It came under the writer's notice that the weight-per- 
mile principle was not quite good enough, as manufacturers 
not infrequently supply slightly more copper than the speci- 
fication calls for. In short, without going into details, 
Variations do occur from various causes in actual practice. 
À method was, therefore, sought to combat this source of 
error, and the foregoing suggested itself. I may add that 
в application has yielded more successful results in practice 
than the older and more general method ; it also has the 
alvantage of being much simpler. 


а 


Thawing Water Pipes by Electricity—During the 
past winter à petrol motor wagon was put to a somewhat novel use 
at Spokane, U.S.A.. by the Water Department of that city- that of 
thawing the public water mains, which had become frozen up 
Owing to the excessive cold. Mounted on the platform of the 
Wagon 15 а 40-H.P. petrol engine coupled up to a 300-ampere. 
60-volt generator. the current from which. is conveyed to the water 
Pipes by a 4-in. flexible conductor. It is stated that the machine 
has gyven moet satisfactory. results, and -has done away with the 
steam thawing arrangement pteviously employed,-at the same time 
rendering the water authorities indepéndent' oF the electricity 
supply companies’ mains, which were not always available for 
water pipe thawing purposes, 


IMPROVEMENTS IN MAGNETIC IRON 


ALLOYS. 
(From Genie Civil: Abstract.) 


IT is not generally realised how great is the potential saving or 
waste in annual expense associated with the quality of the materials 
used in electrical machinery, and, in particular, with the niágnetic 
quality of the iron. Formerly it was thought that the magnetic 
properties of iron depended simply on its degree of purity, and 
Swedish charcoal-iron was the standard of excellence. A new еги 
began with Sir Robert Hadfield's discovery that a small proportion 
of silicon or aluminium improved the magnetic properties of iron. 
Even 4 per cent. increase in the efficiency of a 5,000-KW. trans- 
former, due to reduced iron losses, represents 25 KW. increase in 
output, and (with energy at 4d. a unit) an annual saving of £456. 
It is estimated that the saving due to improvements in the magnetic 
quality of iron since 1889 exceeds £2,000,000 per annum in the 
United States alone. The principal stages in recent progress are 
summarised in Table I, page 540. 

Until 1910, 21 years after Hadfield's “key” discovery, the 
maximum permeability did not exceed 8,350. Then a notable 
advance was effected by Terry's experiments with electrolytic iron, 
and, yet more recently, Yensen (Illinois), has attained still more 
remarkable resulta by thermal treatment in racuo.* So far as 
Yensen's experiments concern electrolytic iron, they have no 
immediate application in practice, because it is not yet feasible 
to produce electrolytic iron in bulk. It appears, however, 
that commercial iron, treated i» racuv, acquires magnetic pro- 
perties far superior to any hitherto at the disposal of the electrical 
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Fic. 1.—SECTION OF ARSEM FURNACE FOR HEATING 
IR@N IN VACUO. 


designer. Directly the vacuum treatment can be accomplished on 
an industrial scale iron losses will be, roughly, divided by five, and 
the annual saving in the 5,000-KW. transformer mentioned ahove 
would be £4,560 per annum. The significance of such possibilities - 
in connection with the better utilisation of materials, and the 
cheapening and more extensive use of electricity supply, needs no 
emphasis. | 

Increased permeability permits the use of a lighter and cheaper 
magnetic circuit for a given flux—i.e., for a given machine output. 
Eddy-current losses are small in comparison with hysteresis losses, 
but it is worth while to reduce them by using high-resistance 
material in thin sheets. The mechanical and thermal treatment of 
iron has little influence on its electrical resistance, and in practice 
it is only necessary to consider its chemical composition. Hyste- 
resis losses diminish with temperature for constant H, but in prac- 
tice Braz must be kept as nearly as possible constant, hence the 
hysteresis losses increase with temperature." | 

Experience shows that maximum permeability in iron corres- 
ponds to minimum hysteresis losses. Also, many of the conditions 
for high mechanical strength are also conditions for high perme- 
ability. For instance, any material of lower permeability than 
pure-iron, and. especially air or. gas- inclusions, reduces the per- 
meabilíty of the sample, and also- reduces its mechanical strength. 
The crystalline structure is also & matter of importance. the mag- 


* See ELECTRICAL REVIEW, April 14th; 1916. 
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netisation of iron crystals not being the same in all directions. 
Large crystals and low reluctance are desirable. 

The purest iron is that obtained electrolytically. On an industrial 
scale. iron containing C, 0'004 ; S, 0'006 ; Si, 0:007 ; and P, 0:008 
рег cont. has been obtained from a cast containing C, 2°35 ; 
S, 0°07: Si, l'31 ; P, 1°07 percent. By using electrolytic iron. the 
utilisation of material in transformers is increased by 33 to 40 per 
cent.; in A.C. motors, the output is increased 50 per cent. for 
equal size and temperature ; in D.C. motors, 16 per cent. reduction 
may be effected in the weight of active iron. Yensen's specimens 
of electrolytic iron, which were yet further improved by treatment 
in racuo, were prepared as follows :—The electrolytic deposit was 
crushed, chemically purified, dried іл ravuo, and then placed in a 
magnesia crucible in an Arsem vacuum furnace (fig. 1), where the 
metal was melted under a pressure of 0°5 mm. mercury. Thus 
prepared, the iron contained no trace of oxide, and less than 
Q'Ol per cent. of carbon and of silicon. The treatment ix racuo 
more than doubled the permeability of the iron, and reduced the 
hysteresis losses in the same ratio. 

Carbon has an unfavourable effect on the mavnetisation curve 
and on the hysteresis losses ; it is very difficult to eliminate com- 
pletely, but is less injurious in the form of graphite than in 
combination. Pearlite (FesC) and cementite (FesC) are magneti- 
cally inferior to ferrite (pure iron). Boron exerts a somewhat 
similar effect to that of carbon on the magnetic and mechanical 


properties of iron-cobalt alloy and of pure iron are compared in 
Table II. 

Aluminium, being non-magnetic, may only be used in small 
quantities, not exceeding 0'1 per cent. ; its effect is then useful. 

Influence of Chemical Composition on Magnetic Properties.—- 
The properties of ferro-silicon alloys have been investigated exten- 
sively by chemists, metallurgists, and physicists since Sir Robert 
Hadfield first discovered the superiority of some of these alloys for 
electrotechnieal applications. The addition of silicon reduces 
hysteresis losses and increases permeability, the effect commencing 
at about 2 per cent. silicon, and continuing to the limit at which 
forging becomes impracticable (about 7 per cent. Si). The action 
is due not to the direct influence of the silicon (which reduces the 
intensity of magnetisation at saturation), but to neutralisation of 
the effect of carbon. The carbon in a ferro-silicon alloy. though 
present to the extent of 3 or 4 per cent. or more, is neither com- 
bined nor in solution, but is entirely in the form of graphite, 
which is the least injurious form, so far as concerns magnetic 
properties. 

From Yensen's investigations on 33 alloys containing from 0°068 


‘per cent. to 4°39 per cent. Si, and about 0°01 per cent. carbon, with 


oxygen as the only impurity, it appears that silicon first reduces 
the oxide of iron, before combining with the iron. In this respect 
it differs from carbon but resembles boron, although the oxidising 
effect of the latter is more energetic. On plotting the magnetic 


TABLE I.—RECENT PROGRESS IN ELECTRICAL IRONS. 


Coercive force in gilberts | Hysteresis loss, ergs per 


: per cm. for cb. cm. per cycle for 
Maximum EORUM OBI E РАКАТ 
Year and investigator. Material tested. rmea- 
bility. Bmax = Вах = Bmaz = Buex = 
10,000 gauss. | 15,000 gauss. | 10,000 gauss. | 15,000 gauss. 
а DE UN ыам тм et PERS С 2 р EM M | 
' | 
1900—Hadfield ... bee E Swedish iron  ... dux "a sea 4,000 · 0'92 10 2,700 | 5,500 
1900---Hadfleld ... n sd 2°5 per cent. Si alloy ... d iis 5.100 0°72 0'79 2,200 | 4,400 
1901—Gumlich and Schmidt |... Forged iron T © iss Vis 8,350 — 0*6 — ; — 
1903— Baker es vis 4'9 per cent. Si alloy ... А T — — 1:2 — |. 6.200 
1910— Terry ia абв... ARs ... | Electrolytic iron ; 11,000 ~~ — — -— 
1912—Gumlich and Goerens ... ... | 4 per cent. Si plate 11,600 — 0'54 — e 
1912— M РУ uos "S - a ToS ae id 9.400 -— — — | — 
1912— Paglíanti ... T 1°75 per cent. Si alloy ... Mis M — 0'6 0°75 1,650 3,500 
1913— Yensen  ... Vis inh ... | Pure iron treated in vacuo was 19,000 — 0°29 813 1,640 
1915-- — bes vas dai ... | Pure iron + 0°15 per cent. Si... ane 66,500 0°09 0°16 286 916 
1915— — вез Pss ids .. | Pure iron + 3'4 per cent. Si... T 63,300 0°08 016 282 1,023 
1916— — ак ө Pure iron + З рег cent. Si... $us 72.000 0°09 0'16 254 . 926 


-^ 


1916— — ...  ..  .« se | Commercial iron treated in vaow ... | 20,900 030 "| ozi S65 | 1,760 


TABLE IL—MAGNETIC PROPERTIES OF IRON-COBALT ALLOY AND PURE IRON. 
A = Pure iron melted in vacuo* 


B = Fe4Co* 


C = Standard transformer steelt 


D = 4 per cent. Si-steelt 


E = Wood charcoal Swedish iron* 


Commercial irons. 


F = Pure iron, melted in racuo] 


G = FeCof 
A B С р Е Е G 
Maximum permeability X = iia au 22,800 13,200 3,850 3.100 4.850 21,300 8.800 
Induction corresponding to ditto (gauss) 10,000 ‹ 8,000 7,000 4.000 6.500 . 8,500 8,000 
Hysteresis loss, іп 1,000 ergs per cm. cube per 
cycle for Bmaz = 10—15,000 gauss ive ius 08 17 015—332 33—59 23—30 2'5—4'5 07—17 272—414 


Coercive force, in gilberts per cm. for Ba, = 


10—15,000 gauss  ... 285 T "E `27-—33 `'48-—65 1°2-—1°33 "88 "RR— 9A 22-26 `75—Го 
Remanent magnetism. in 1.000 gauss for Bmaz = . 
10——15,000 gauss neu rn ne 9'5.—14 91—12 7`7..-9'9 54 6'9- 8'0 93--13 93—123 


———— - — -~ —e- 


properties of iron. If a small percentage of boron be added to 
iron melted in vacuo, part of the boron reduces iron oxide and 
improves the magnetic properties, but the rest combines with the 
iron and produces an opposite effect. The presence of boron is 


tolerable up to 0°05 per cent. ; it increases the electrical resistance 


by about 0'62 microhm-cm. per 0°01 per cent. of combined boron. 
There is still a difference of opinion as to the exact effect of 
sulphur and phosphorus on magnetic properties, but it is certain 
that more than 0°03 per cent. of these elements produces bad 
resulte ; and, in view of their detrimental influence on mechanical 
properties, it is desirable to eliminate them as completely as 
possible. 

Quite unexpected results have been obtained with the iron-cubalt 
alloy Fe,Co. Its magnetic properties are distinctly superior to 
those of pure iron, the gain in saturation density being 10 to 13 per 
cent. With fields between 50 and 200 gilberts per cm. the magne- 
tisation of the alloy is bout 25 per cent. greater than that of iron : 
it is lower than that of iron only for fields below 7°5 gilberts 
per cm. The hysteresis losses of Ее;Со are considerably below 
those of the best transformer irons for inductions below 10,000 
gauss, and nearly equal to them for inductions above 15.000 
gauss. The alloy is brittle, but has the same tensile strength as 
pure iron when both are annealed, and twice as great tensile 


` strength in other cases ; in order that it may be used advantageously 


in field cores or the like. it is necessary to cheapen its production, 


. and to reduce ite fragility by further alloying. 'The.magnetic 


* Annealed at 900? C. f Subjected to standard industrial treatment. 1 Annealed at 1,100? C. 


properties of this series of alloys against the percentage of silico», 
there are seen to be two maxima in the curve of maximum per- 
meability, corresponding to two minima in the curves of hysteresis 
loes and coercive force. The first of these corresponds to 0°15 per 
cent. Si, and the second to 3'ó per cent. Si as regards maximum 
permeability, or to 4 per cent. Si as regards minimum hysteresis 
loss. The discrepancy between the Si contents corresponding to 
the second permeability maximum and hysteresis minimum is due 
to the hysteresis loss depending much more on the coercive force 
than the permeability. The existence of a marked permeability 
maximum and hysteresis minimum with a very small silicon 
content is, doubtless, due to the silicon eliminating the traces of 
iron oxide previously present. In other words, the result is due to 
purifying the iron, and not to the formation of an alloy. The 
quantity of silicon necessary for this purpose varies with the 
amount of oxide in the iron. and regular variation of magnet: c 
properties with percentage of silicon can only be expected after the 
iron oxide has been eliminated. Formerly the good magnetic: 
qualities of 2°5 to 4 per cent. Si alloys were attributed solely to 
conversion of the combined carbon to graphite, but Yensen's iron. 
containing only 0°01 per cent. of carbon, could not require anythimjr 
like 3 or 4 per oent. of silicon to neutralise it, hence we are driven 
to the conclusion that the second permesbility-maximum and 
hysteresie- minimum mentioned sbove is due to no direct action of 
silicon, but to its combination with iron. . 

The purity of the iron used in preparing a ferro-silicon alloy im 
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most important. For instance, the permeability of a 34 per 
cent. Si alloy using electrolytic iron melted i» racuo, is about 
20 times as great (at 6,000-7,000 gauss) as that of a similar 
alloy using commercial steel. For a maximum induction of- 
10,000 gauss, the hysteresis loss is eight times as great; and for 
15,000 gauss, three times as great in the commercial alloy as in the 
pure iron-alloy. The electrical resistance is practically the same 
in both cases, and is about five times greater than that of pure iron. 

Of two pure iron-alloys. one containing 0°05 per cent. and the 
other 444 per cent. Si, giving equal hysteresis losses with a 
maximum induction of 10.000 gauss, the high-silicon alloy is 
characterised by low remanent magnetisation and maximum 
permeability to low flux densities, whereas the low-silicon alloy 
has very high remanent magnetism and great permeability at high 
and medium flux densities. Silicon, itself indifferent from the 
magnetic standpoint, diminishes permeability in the first case, but in 
the second case it plays the part of a molecular lubricant diminishing 
the friction which opposes orientation of the. molecules in the 
magnetic field. The fusion ix vacuo method has furnished two 
alloys, one with a low-silicon content, hard, ductile, of high 
permeability, low hysteresis loss and low resistance. suitable for 
dynamo plates; the other with high-silicon content, hard, 
moderately strong, of high permeability, low hysteresis loss and 
high resistance, suitable for transformer plates. The properties of 
these alloys are summarised in Table III. :— 


TABLE Ш.—Тнь® Two Best VAcUuUM-MELTED FERRO-SILICONS. 
Silicon content (per cent.) 015 34 


Tensile yield point (1b. per sq. in.) oe ... 19,800 57,800 
Breaking strength (1b. per sq. in.) TA ... 36,700 76,000 
Extension (per cent.) ... Ns 50 we . 56 21 
Reduction in area (per cent.) ... МР ee 90 28°5 
Maximum permeability... ts id 66,500 63,300 
Induction corresponding thereto (gauss) ... — 6,500 6.500 
Hysteresis loss (erga рег cm. cube per cycle) : 

Bmax = 10.000 gauss... is .. 286 280 

Bmax = 15,000 gauss... ake e. 916 1.025 
Resistivity (microhms-cm.) "ED e.  dE8 185 


Diverse opinions are held as to the effect of Si in the presence of 
other elements in iron alloys, probably owing to the different 
methods employed by various investigators and the different 
conditions under which tests have been made. Матепіпе published, 
last summer. the results of tests made in the Technological 
Institute of Petrograd, from which it appears that the action of 
Si in the more complex alloys is analogous to its effect in ferro- 
silicon. According to this investigator, the chemical composition 
of plates used for electrotechnical purposes should be :—C, not 
more than (08 to O'l per cent. ; Mn. 0°1 to 0'3 per cent. ; Al. not 
over 0°1 per cent. ; S and P, traces; Ni and Cu, less than 0°05 per 
cent. : Co. probably desirable in large quantities ; Si, 0'5 to 0°7 per 
cent. for dynamos, 3'5 to 4'5 per cent. for transformers. 

Mechanical Treatment. — Ingot iron has normally a coarse 
erystalline structure, but, during subsequent mechanical treat- 
ment, these crystals are crushed and intermingled. The longer the 
mechanical treatment, and the lower the temperature at which it 
is given, the more profound the changes in the crystalline structure. 
The iron is rendered more or less amorphous, and the magnetic 
properties are affected adversely. Similarly, iron subjected to 
repeated blows (even if only light). suffers in magnetic quality. 

Heat Tı eatment.— The ill-effecte of mechanical treatment may bo 
corrected by annealing at about 1.000* C., followed by gradual 
cooling. The result of such treatment is to eliminate internal 
strain set up by mechanical treatment, and to induce the forma- 
tion of large crystals. For best results the annealing must be con- 
tinued long enough. and the cooling must be gradual enough, for 

all the desired changes in structure to be effected. There are 
great possibilities in combined thermal and magnetic treatment, 
such, for instance, as cooling the annealed iron in an alternating 
field. When the iron passes from the В to the a state, its particles 
are momentarily polarised, and as much as 50 per cent. increase 
may be obtained in the maximum permeability. This treatment, 
however, is not yet beyond the laboratory stage. 

The well-known ageing of transformer plates, by which their 
losses are materially increased, is more rapid the higher the 
working temperature. The phenomenon is due to changes in 
erystalline structure, the stability of which varies with chemical 
composition. The structure of ferro-silicon and electrolytic iron 
is во stable that deterioration by ageing is very gradual. 

Melting in racuo.—The possibilities of this process are certainly 
immense, but it is not possible to foresee their exact scope. Elec- 
trolytic iron is not yet available on a commercial scale, but, as 
shown by Table I, commercial iron treated in racuo has magnetic 
properties superior to those of electrolytic iron, so that the more 
urgent desideratum is to develop electric vacuum furnaces on an 
industrial scale. | 

Yensen finds that samples of purest commercial steel, re-melted 

. İn racuo, annealed at 1,100? С, and cooled at the rate of 30? C. per 
hour. are given two or three times their former maximum per- 
meability by this treatment; at the same time, the hysteresis 
losses are reduced. Chemical analysis shows no change in the 

- Composition of the metal. but micrographic examination shows the 
crystalline structure to Le much larger in the iron which has been 
treated in vacuo. Also, this metal is free from the tiny cavities 
caused by gases in the commercial iron. Further investigations 
are needed urgently, since there are possibilities of immense annual 


saving by teducing the iron losses of electrical machinery and 
Dparatus of all kinds. ' 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited. to suhmit particulars of new or improved 
devices and apparatus, which will be published if considered of 
sufficient interest, 


Ironclad Switch. 


We have received from MEssRs. S. BILL & Co., LTD.. of Queen's 
Road, Aston, Birmingham, a sample of their new pattern ironclad 
60-ampere double-pole switch, with side handle and interlocked lid, 
to comply with the Home Office rules. 

The switch, which we illustrate in fig. 1, is of substantial design, 
with a separate porcelain interior for each pole, the terminals being 
shielded by porcelain partitions. A special feature is the cranked 


Fie. 1.—D.P. [RoncLAD SWITCH WITH SIDE HANDLE. 


- spindle of the lever handle which is attached by a loose coupling 


to the coupling bar of the switch blades, this arrangement getting 
over the trouble arising from the different thicknesses of china 
bases which it is impossible to avoid in manufacturing, and which 
would otherwise disturb the alignment of the lever spindle. The 
arrangement is, we understand, provisionally patented. This type. 
of switch is supplied with either solid or laminated blades ; the 
brass and copper work is substantial and the connecting leads are 
led in through bushed holes direct into the terminals which have 
double screws. Fixing lugs are provided to the case, and a bolt 
and wing-nut secures the lid. 


Magnetic Chuck Switch. 


Messrs. Donovan & Co. of 47, Cornwall Street, Birming- 
ham. inform us that they have recently introduced a new type of 
switch for rapidly and conveniently energising and de-energising 
magnetic chucks. The necessity for such a switch has long been 
realised by manufacturers who use magnetic chucks on their 
machines, and the switch in question has been introduced with a 
view to making tho operation as simple and rapid as possible. 
When operating the switch an arm is pushed on to the “on” 
position, which energises the vhuck, and it remains in that position 
until it is desired to de-energise, when the handle is pushed in the 
opposite direction to the reverse position, and as soon as it is 
released by the operator it automatically returns to the "off" 
position. These switches have been throughly tested by manu- 
facturers in practical use, and have been found to be perfectly 
satisfactory, and a great improvement upon the former practice. 
The makers will send illustrations and a full description of these 
switches upon application. | 


LEGAL. 


MUNITIONS COURT CASES. 


At the Bradford Munitions Tribunal 10 employés of a dynamo 
manufacturing company were charged with failing to work 
regularly. Two of them had been released from the fighting line 
to take регі -in urgent aeroplane work, and, at their special request, 
had been allowed a day and-a-half extra holiday at Easter. The 


. main reason for the prosecution was that similar liberties were 
. taken after the Christmas holiday. The offence of all the men was 


the same. The Admiralty were pressing urgently for completion 
of orders, and this was impoesible if men absented themselves for 


days and half-days without very good reason. —This was the first 


time the firm had prosecuted for time-breaking, and. they did it 
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now with regret. One man's defence was that his wife was ill. 


Other men said that they had been away to Weymouth, Mid- 


Cornwall and Devon. and had been unable to get back in time. 
Two apprentices admitted that they had left work because others 
had done so. It was mentioned that the other apprentices in this 
husiness had submitted themselves to the works tribunal and been 
fined Is. each. The Chairman of the Tribunal said the importance 
of this prosecution was obvious to anybody. The work of these 
men was of the greatest possible urgency in the national interest. 
He warned the offenders that further offences would be very 
severely dealt with. One man was fined 4Us.. four were fined 20s. 
each, two 10s. each, and the two apprentices Is. each. Опе case 
was withdrawn. 

At the Nottingham Munitions Tribunal Court, an emergency driver 
in the service of the Nottingham Corporation Tramways. applied 
fora leaving certificate, on the ground that he was dissatisfied with 
his wages and could obtain work of a character more useful to the 
country. He already hada situation offered him. Mr. J. Aldworth, 
the manager of the tramway undertaking. explained that it was 
certified as being necessary for munition workers. Applicant 
entered the service last year, and was trained to drive. The man's 
earnings, with the bonus, during the past 13 weeks, had averaged 
£2 0s. 9d., including one week of four days. Hoe drove one of the 
cars for munition workers. and it was impossible to replace him. 
The Tribunal granted the certificate. believing that the work he 
proposed to undertake was of greater national value than that in 
which he was engaged at present. 

BritisH THOMsSON-Houston Co., LTD.. v. CORONA LAMP 
WORKS, LTD. 


Мк. WALTER. K.C., on May 10th, laid before Mr. Justice Younger : 


in the Chancery Division a motion for an injunction in this patent 
action. 

He stated, however. that the matter was not one that could be 
satisfactorily dealt with on motion, and, following a precedent of a 
case before the Court of Appeal, he had arranged with Mr. Kerley, 
K.C., who appeared on the other side, that there should be no order 
upon the motion, except that the costs should be costs in the cause, 
the defendants undertaking until the trial to keep an account. 

MR. KERBY stated that this was the great Half-watt lamp case, 
and that there would be a full-dress debate later. 

His LORDSHIP assented to that course being adopted. 


——M —— 


GRUBAN v. BOOTH. 


Ox Monday last the hearing of this case, which had occupied the 
attention of Mr. Justice Coleridre and a special jury in the Kings 
Bench Division for some days, was concluded, the jury awarding 
plaintiff £4,750 damages. The plaintiff was Mr. J. G. W. Gruban, 
of East Molesey. who caine to this country in 1803 from Saxony, 
and was naturalised after the outbreak of war. He was managing 
director of Messrs. Haigh. Gruban & Co. Ltd. tool makers, of 
Oldham, into which business he put £10,000. The defendant was 
Mr. F. Handel Booth, M.P., whom Mr. Gruban introduced to the 
business as a co-director in 1915. Plaintiff claimed damages for 
alleged fraud, stating that defendant represented that he held the 
authority of the Ministry of Munitions and other officials for 
stating that the plaintiff would be interned unless he handed over 
his position and property to defendant, who agreed to be trustee for 
the plaintiff. Though plaintiff agreed to defendant's proposal, he 
was interned a week later. Subsequently the Advisory Com- 
mittee inquired into the matter. and plaintiff was liberated. 
Mr. Booth denied that any such agreement as referred to, was 
made, and repudiated liability. 

The questions put to the jury after Mr. Justice Coleridge had 
summed up, and their replies to same, were as follows :— 

1. Did the defendant falsely and fraydulently represent to 
plaintiff that he (the defendant) was in a position to protect 
plaintiff from attacks if plaintiff obtained for him the appointment 
of chairman of the company ?— Yes. 

2. Did the defendant falsely and fraudulently represent that he 
had been informed by the Minister of Munitions (Dr. Addison) 
that plaintiff would be interned unless he resigned › — Үеѕ. 

3. Did defendant maliciously, and without reasonable and 
probable cause, cause the plaintiff to be interned ’—No. 

The damages awarded on question 1 were £2,250, and on 
question 2. £2.500—total, £4,750. 


WAR ITEMS. 


Trading with the Enemy.—The ‘ London Gazette °” for 
Mav Hth contains further lists of persons and bodies in the 
folowing countries with whom trading is prohibited :— 
Argentina, Paraguay and Uruguay, Bolivia, Brazil, Chile, 
Columbia, Netherlands, Netherland East Indies, Norway, 
Spain, Sweden, &е. 

For Our Blinded Heroes.—We have received a copy of 
the report of St. Dunstan's Hostel for Blinded Soldiers and 
Sailors for the past year. Few of the beneficent efforts fol- 
lowing upon the horrors of war make so pathetic an appeal 
as doég that on behalf of the man for. whom everything 
is so greatly changed because he had laid. upon the altar 
of the Allied cause that priceless treasure, the sight of his 
eyes At St Dunstan's. Regent's Park, there are 354 blind 
inmates, and aceómmodation is now extended во as to double 


‘bers of the female sex. 


that number. The men learn to live new lives, are taught 
new ways of doing old things, learn useful occupations, and 
80 on, amid surroundings which are designed to make life 
as happy and bright as possible. The familiar fate of blind . 
leaders of the blind does not find fulfilment here, for in the 
workshops the instruction is mainly given by men who are 
themselves blind. The whole story is a very fascinating and 
very touching one, and we are sure that the generous-hearted 
who have it in their power to support so splendid an object 
will not turn a deaf ear to the appeal for subscriptions and 
donations. These may be sent addressed to the Secretary. at 
the Hostel, as above. 


Female Labour at Bristol.—The military necessities have 
made big demands on the staff of the electricity undertaking 
at Bristol, so that, as in the case of similar undertakings, 
the substitution of female labour for those members of ће 
staff and employés who could be released for military service 
has been resorted to. "The training of women for rotary sub- 
station work has been looked upon with some trepidation 
owing to Bristol's multiplicity of systems, but it is hoped &hat 
they may be found suitable for this work also. Female labour 
has been introduced into the laboratory, generating station, 
meter department, and sales department. In addition, the 
depletion of the general oflice staff has been filled by mem- 
The following tabulation shows 
Dristol's record in this direction prior to and since the war :— 


-At present. Prior to war. 


Switchboard operators in training... | 8 nan — 
Cleaners at generating station... | E — 
Meter readers ·... ipu Suet ege. edad T^ оа — 
Sales department (showrooms) .. e — 
Clerks and stenographers  ... "EN аа 1 
laboratory assistant ... a iis d ш — 
Exemption Applications.—Before the Somerset Appeal 


Court, exemption was claimed by the Taunton Electric Trac- 
tion, Co., Ltd., for Mr. V. Ia. Marshall (33, in Class A), acting 
tramway manager and traffic inspector, taking the place of 
the regular manager whilst in the Army. Mr. Marshall was 
appointed because he was medically rejected, and on April 
O)th his conditional exemption was cancelled by the Taunton 
Tribunal. It was claimed that he was not fit for general 
service, and that he was doing practically three men's work. 
and had liberated five men for service. The Court dismissed 
the appeal, but allowed an appeal to the Central Tribunal. 

At Colchester, the borough electrical engineer appealed for 
the retention of F. E. Rodwell (32), stoker at the electricity 
works, and stated that the demand for power was now greater 
than ever, and that it had been found impossible to secure a 
substitute. The Tribunal decided that the time had arrived 
when a substitute should be found, and they respited the 
appeal for à month with this in view. | " 

Barnstaple Tribunal, on May 9th. considered & Military 
appeal against exemption held by M. Y. Andrew (18, in Class 
В 1), premium pupil at the Corporation electricity works. 
The manager said that the conditions imposed when exemp- 
tion wis granted were being observed. The Military Repre- 
sentative (Mr. H. P. Woodcock) said that he believed that 
some instructions had been issued to electric light stations 
that women could be employed on the switchboards, and 
asked if any attempt had been made to train anyone else 
so that Andrew could be released. Mr. Hadfield (the mana- 
ger) replied that he had been training this man for 18 
months, and the Chairman of the Electric Light Committee 
(Ald. H. Barrett) said that if the Military could supply them 
with a competent substitute the man could go, but Mr. Had- 
field could not devote the necessary time to training anyone 
else. “Mr. Woodcock said it was not for the Military to supply. a 
substitute, and added that he knew of one switchboard atten- 
dant who had applied to the Tabour Exchange for a post, 
and they had none for him. Mr. Hadfield observed that he 
believed the man referred to picked up his knowledge of elec- 
tricity, and he would require capable supervision, which he 
had not the time to devote. The application was refused, 
and the exemption confirmed, and the Military gave notice 
of appeal. : 

At Worcester. Messrs. J. Ward, Ltd., appealed for the 
retention of A. E. Shrimpton (39), electrical engineer. who 
has the oversight of work at a number of controlled and 
munition factories. The Tribunal conceded conditional ex- 
! on. / | | 
ИА оп Мау 9th, the сіу electrical engineer (Mr. 
Purse) appealed for R. Boyle, a handyman at the works, 
discharged as medically ot ло the R.F.A. in 1914. Condi- 
ional exemption was conceded. | 
К Twenty Innes were appealed for at Houghton-Je-Spring 
by the Sunderland District Tramway Co. Mr. G. Stratton 
dated that several of the men were on the repair staff, and 
ther found it very difficult to keep a sufficienev of care run 
ning owing to the lack of qualified men: 129 employes had 
joined the Forces. The Tribunal granted six months exemp- 
tion; on the understanding that if opportunity offered substi- 
tutes would be’ engaged. HN 

Sheffield Tribunal has granted exemption until the end .of 
Julv to S. Gray, electrical or appealed for by Messrs. 
. Booth & Co.. who is in Class Do Е -— 

: ро the Surrey Appeal Court. the Miltary Representa- 
tive appealed against conditional exemption held by Mr. T. 


mE а e Áreas a ol ion EE ——Á—MÁMMM—ÁÁ 


= ` Z Ё | 


Vol. 59. No. 2,060, May 18, 1917.] 


THE ELECTRICAL REVIEW. 


543 


Hill (37, in Class B 1), electrical engineer, of Farnham. The 
appeal was upheld, and three months' exemption substituted. 

The Surrey Appeal Court has granted three months' ex- 
emption to Mr. W. E. Baker (34, in Class C1), electrical 
engineer, of Ashtead. 

An appeal was made to the Sussex Tribunal by an electrical 
engineer at Burgess Hill for himself and a motor attendant. 
He stated that he contracted for the supply of electricity 
for lighting at Burgess Hill, and ran the plant at several 
munition factories. He had lost 35 men, and his present staff 
consisted of 19 women, inen,:and lads. The employer was 
given three months’ conditional exemption, and the other 
appeal was rejected. | 

At Bexhill-on-Sea, Мг. R. W. Waitt appealed for J. Bloor 
(6, in: Derek E Ceu the only man left in two 
shops. ree months were given on t joining Sec- 
tion B of the Volunteers. i ае 
Before the Hants Appeal Court, Mr. F. Bruce Holt (32 
passed for general service), electrician, Ryde, appealed as 
owner of & one-man business. He stated that he had light- 
ing installations to complete. His last man had been taken 
and һе пох had only the assistance of a boy and girl. His 
husiness, the only one of its kind in the town, wonld have 
to close if he went. The appeal was disallowed. | 

At Woodbridge (Suffolk), further exempfion for their elec- 
trical engineer was applied for by the Electric Light Co 
who stated that the engineer had charge.of the works at 
| een огон. ane months, with leave to appeal 
f , were granted, and an ap ras | 
Military S BEDS ppeal was threatened by the 

Bath Tribunal has, on the appeal of the Military, with- 
drawn conditional exemption held by G. N. Shipp (22 m 
Class В 1), stoker at the works of the Bath Electric Tram- 


"ways, Ltd. 


At Oxford, the Military appealed against conditio 
emption granted on September 14th last to A. a 
(33, passed for general service), electrical fitter to Messrs 
Barlow & Alden. Exemption cancelled, with a month's grace. 

Salisbury Tribunal has given exemption until September 
Ist to an engine driver and electrician, in Class B1 applied 
for by the Electric Light Co., whose manager stated that it 
was Impossible to obtain another man. 

Hitchin Rural Tribunal has granted three month 


tion to A. Edwards (30, “ме 


in Class C3), electrician at Lilley 


. Manor, apphed for by Mrs. Sowerby.-: 


At the Shoreditch Tribunal, Mr. James Hind of 6, Eld 
Street, E.C., electrical and general merchant, made a’ Second 
applieation on business grounds. He said he had a turnover 
of about £45,000 a year, and dealt chiefly in small electrical 


` articles, such as torches, &c., which he got from Switzerland. 


His trade had been proved to be satisfactorv to the Gover 

ment, as they had granted him permission to import a number 
of prohibited articles. His profit was a little over £1.000 a 
year, but he explained that mostly he sent the orders abroad 
and they sent direct to the customer. Despite this, however, 
lie carried stock worth £4,000. A member said it was clearly 
: ү ош business. Applicant was granted four months, 
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CORRESPONDENCE. 


Letters received by us after 5 Р.М. ON TUESDAY cannol appear until 
the following week, Correspondents should forward their communis 

a cations at the earliest possible moment. Nou. letter can be published 
dress in our possession, 


unless we have the writer's nume and adi 


Wiring with Tough Rubber Compound Cables, 


Secing that several letters have appeared in your “ Corres- 
Pondence" columns since the publication of the article '' Wiring 
with Tough Rubber Compound Cables,” 1 venture to seek 
space in which to briefly reply to the points raised. 

" The letter in your issue of May 4th, page 493, signed by 

Another Member of the E.C.A.," is much apprecmted. In 
the first paragraph he deals with the attitude of "fire insur- 
ance companies " in respect of the adoption of C.T.S. cables. 
I attribute this to their usual sluggishness. They are always 
slow in recognising new methods. 

The suggestion to use light conduit in plaster for runs to 
switches is, no doubt, a good one where alterations are likely 
= be required, but for many situations it is quite unneces- 

ry. А 

There is certainly room for a good type of joint-box, aa 
your correspondent suggests, although I have not had anv 
trouble with the existing designs. With a little scheming it 
13 possible to dispense with joint boxes by employing multi- 
plate ceiling roses, which fulfil the requirements stipulated, 
heing fireproof, and cede: ample terminal accommodation. 

As regards the sun's influence, there is no doubt that the 
surface of.any kind of rubber is affected to a certain extent, 
but so long as the makers know that a C.'T.S. cable is to be 
used in strong sunlight, they can always treat it in such a 
Way as to prevent even the superficial cracking mentioned 
In the letter under consideration. 

I should be pleased to give information of the nature sug- 
Gested, but could not do so in the space at my disposal, as 


"the uses of C.T.S. in various situations would require to be 


dealt with at length. 

Certainly the methods of switching and details of circuits 
could be applied to other ''wiring systems." The object of 
including them was to conform with the wishes of. many 
contractors, and also to demoustrate how the twin cable and 
triple cable simplified the wiring. E 

With regard to the letter written from the '' Consumers’ 
Eugineer's'" dugout, I aim sure that ‘‘ Another Member of 
the E.C.A.," in addition to myself, will not object to your 
correspondent's claim to possess & wider perspective than our 
humble selves, particularly when 16 becomes so blurred as to 
miss the vital points. I also admit that if all supply authori- 
ties’ representatives were like ''Consumers' Engineer ” it 
would be a hopeless task to attempt to instruct them on new 
methods. As a matter of fact, although I quoted only three 
instances to demonstrate the little knowledge possessed by 
some supply representatives of C.T.S. cables, if space per- 
mitted I could instance a score more. 

Continuing, he states that in advocating any system, the 
first essential is varied experience; just so, hence the article. 

With regard Фо trifling with the intelligence of your 
readers re the watertight system (I always avoid the use 
of the term ‘‘ permanent "), I have sufficient confidence in 
their experience and memory to venture to quote the well- 
known Mr. D. S. Munro, M.I.E.E., who recommended the 
use of C.T.S. cables with conduit boxes as far back as 1913. 

I will pass over the misread suggestions of '' Another Mem- 
ber, &c.," and the allusion to '' poultry " in order to reach 
the concluding paragraph. My 18 years’ experience in the 
electrical contracting industry brings me to heartily endorse 
the two concluding lines. _ 

In conclusion, I venture to allude to the letter from Messrs. 
A. P. Lundberg & Sons. Seeing that they are specialists, I 
appreciate their interest. I do not agree that the tumbler 
switch has а marked superiority over the turn pattern for 
several reasons. In the ‘‘ Diamond Н switch” we have a 
very rapid and long break. It has “four positions," whereas 
I do not know of a tumbler switch that has more than 
'" three," and for this reason there is one control, that of the ' 
‘‘ billiard room," which could not be controlled by one 
tumbler switch. The turn pattern can be used on ‘600 
volts," and is used on many railway systems, especially where 
shops are supplied with current from the system at 600 volts. 
The turn pattern can be obtained up to 40 amperes capacity. 

As to the American names being more or less meaningless, 
if we consider the definition of the term ''point" in the 
I.E.E. Rules, and then deal with the two-point switch, the 
title seems appropriate. One turn of the switch closes the 
circuit to one pair of terminals (or point), а second turn 
closes the circuit, at another pair of terminals or point in 
addition, & third turn disconnects at the first point, leaving 
the second point still on, a fourth turn switches all off. 

Apologising for the length of this reply, and thanking you 


for your assistance, 
" W. Ellerd-Styles. 
London, E.C., May 14th, 1917. 


r————————— M — = 


Both Mr. Ellerd-Styles and “Another Member of the 
E.C.A.” appear to have emphasised the critical point regard- 
ing C.T.S. cables, viz., the price. It is difficult to believe that — 
the difference between the cost of the sheathing and the cost 
of taping and vrang is so great as to make the finished 
“cab tire” cable roughly twice as dear as C.M.A. taped and 
braided V.I.R. cable. —— | ( 

From а: contractor's point of view C.T.S. is an interesting 


proposition, but it is hard to convince a customer that he 


should pay as much or more for a C.T.S. job than a screwed- 
tube one. It does not look reasonable. Of course, I refer to 
an ordinary installation, and not one where corrosion troubles 


‚ have to be guarded against, for in the latter case the advan- 


tages of ©.T.S. are obvious. | 

If, however, the makers insist that the price is justified, I 
would say why only make the cable in C.M.A. grade? Why 
not in N.A.? How many installations are carried out in 
C.M.A. compared with N.A.? An extremely small percentage. 

[n any case, it seems to me that the makers are likely to 
miss their opportunity if they maintain their present policy. 
Tt is a ease of killing the goose that lays the golden egga. 


Practical. 


, 


As '* Consumers’ Engineer " suggests in his communication 
published by vou last week, no doubt your readers welcome 
“the views of one with a wider perspective °; in fact, as the 
writer of the letter which you kindly inserted in your pre- 
vious issue, signed '' Another Member of the E.C.A.," I may 
say that it was with this very object that I ventured com- 
ment upon Mr. W. Ellerd-Styles’s article. | 

Without doubting for one moment ''Consumers' Engi- 
neer's" ''wider perspective," I cannot help wondering on 
what grounds he bases his comparison. I certainly have only 
been an installation engineer for about 20 years, but I under- 
stood that Mr. W. Ellerd-Styles wrote with an authority 
based upon some experience. 

I do not see that it is ‘‘ trifling with the intelligence of your 
readers” for Mr. Ellerd-Styles to have seriously suggested 
thet ә '" permanent waterproof system may be effected '' with 
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| tion i , ' icles i tteries varying in the 
C.T.8., provided a reasonable construction is put on the word enced. Vehicles in our garage have ba Г 
E pennaa "ав used, that proper care is taken, and suitable number of cells from 40 to 44. To be able to deal with such 
types of fittings used for such an installation. Variations a properly designed charging switghboard is, of 
E Consumers' Engineer's ” quotation from my previous course, Necessary, ; 
letter tends to mislead, seeing that he ignores the reason that | кш Ау ов, | 

: I gave in suggesting '' short lengths of light steel conduit of | | р | (гоп. Decretary. — 

ample size” for enclosing C.T.S. where run in plaster; it The Electric Vehicle Committee of Great Britain. 
was surely clear that it was not primarily as a mechanical Ipswich, May 10th, 1917. 
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Again, who claimed that it is '' good practice to increase 


the bulk of the dielectric to replace the Videre Ped The Deterioration of Turbine Blading. 
trical application "Уо ош, the widening fe The cale The interesting and instructive paper on the above Subject 
tire sheathing is claimed to be the mechanical protection of сое ntly reud before tta South African о ot SUAE 
low insulation resistance, neers by Mr. A. enw ick, has justly received a wi a 
In order that I may fully appreciate your correspondent's ^ the technical Press of this country, and it 18 to be hope 
reference to “the use of this cable for all purposes," I will that our manufacturers and users of turbines will take advan- 
risk“ buying” the “ curate's egg ” analogy if he will favour tage of such a complete and thorough statement of working 
me with the “answer” pole cds 2 usce gunt isi A шс case ol 
: : А А А аА ose who аге no loroughly familiar With a e circum- 
e mesi by ang ЖООМ ДА a and fears as to the ташышы Ш Su 
о Е Мг. W. Ellerd-Styles, nor am I interested in any turbines ur; Prise, which will tend to unjustly discredit this 
manufacturer of “OTS. "butaa achve contractor, вее some type of turbine ag built in thia country. In the hope that 
of the possibilities of this material, and hoped to gain by a Vern werd M Sd = pied e we, as the in Чы. 
healthy discussion if such appealed to vour readers. or the Curtis turbine patents for land purposes jn 
: country, may be allowed to piace before your readers a few 
; Another Member of the E.C.A. words of explanation and in ormation. | 
[We have not been able to find any reference toa '' perma- In the first place, it should be noted that elsewhere it has 
nent" waterproof system in Mr. Ellerd-Styles’s article.— Kips, been stated that all the turbines referred to In Mr. Fep. 
Erec. Rev.) i ` Wick’s paper are of one particular firm'g make, and that the 
; "eee эа : failures recorded are not due to the type of turbine described, 
Tn reference to lettera on this subject that have appeared in ' but to the use of improper materials or design. 
your recent numbers, may we Suggest that it would be more When we took up the manufacture of Curtis. turbines, 
satisfactory if the writers signed their names to their letters, ^ about 14 years ago, the blades were cut from solid Fings— 
This would help matters in two ways: First, by enabling us the material Was mild steel, and was found to be serviceable, 
to give, what information js required to the inquirer direct, particularly in the high-pressure stages. Towards the ex- 
Possibly in а fuller wav than can be dealt with in your haust end, owing to an increasing amount of moisture in the 
columns; and, mecondly, by preventing persons interested in steam, erosion would commence after some 6,000 hours’ work- 
other wiring methods, or those who rely upon hearsay evi. тү: „This deterioration was ohio ented in some cases by 
dence only, from expressing criticism of an unfair character ; ordinary rusting taking placé while the turbine was out of 
which is not always appreciated as such by your readers in in vice, and due to leaky stop valves, the blading standing 
anonymous communications. n a warm, damp atmosphere. Many of these early turbines 
St. Helens Cable & Rubber Co Ltd are still running, and have suffered less in efficiency than 
| : ROOKING, General Mana ie would be expected from the appearance of the blading, thus 
Warr May 141] 1917 | элчи dis confirming Mr. Fenwick's observations. 
Varrington, May 14! 5, IHE. * - It was early recognised that a more suitable material war 
man ME wanted d the blades, and Systematic Investigations were 
| — ^ started by us to find a material possessing the followin, 
The І.Е.Е. Wiring Rules, | characteristics :— | ! Б в | 
The recent paper by Mr. Rawlings, abstracted in your 1. Non -corrosive in steam and water. 


nuinber ‘of Apri] 27th, page 475, is of much Importance, It 9 | osive aoti foh - “slack 
may interest Mr. Rawlings to know that in 8 large town |. 3. nes ju ү" oF high steam ve ша 
Several leading members of the EC.. · Are using slip-joint 4. 


tubing which the I.E.E. Rules Specifically forbid, On pro- Retention o ital physical р aiia 


2. Adaptability for manufacture. 
easonable cost. 
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that they paid little attention to the [. LE. Rules, and also 


declared that no one had power to enforce thein. Tt will not be necessary here to relate the methods em- 
This attitude ja unfortunate, as it naturally opens the door ployed, or give all the resulta of our Investigations, Those 
Wide to the jerry Wireman. Interested may be referred to a paper read by our chief 


One can only hope that the T.E.E.. will take steps to obtain — chemist, Mr. W, В. Parker, F.T.C., before the Institute of 
Powers to have their rules enforced, which would be greatly Metals (Journal of the Institute of. Metals, 1915, Vol. XIV), 


to the advantage of both consumers, electricity undertakings, Written for the Purpose of soliciting the active assistance of 

and contractors. metallurgists towards getting the most suitable material for 
further useful step would be to set Up in ‘large centres turbine blading. i ; 

committees forme from all parties concerned, such as supply Among the non-ferrous allovs we have found that high- 

undertakings, contractors, Insurance companies, &e., which — rade phosphor bronze best filled the Above given require. 

committees could arbitrate all disputes between partien. There ments, and after severa] ve ехрегіепсе we have found 

is little doubt that jf such an arrangement were undertaken hone better. This alloy has initially a yield point of 12 tons, 

it would greatly improve the quality of the work, and elimi- ^ and tensile strength of 24 tons, Alter being exposed to high 

nate that curse to everybody—the inefficient contractor. steam temperature the alloy ages, te., the yield point is 

lowered, and somewhat in Proportion to the temperature to 

Wiring Rules, | Which it is exposed. This reduction in strength is, fortu. 

m natelv, not important, as the shortest and least stressed blades 

Electric Vehicles, Y are exposed to the greatest heat. We believe that the 

I note the letter in your issue of the 4th inst. from Mr. phosphor bronze has lately been adopted for impulse marine 
Е. F. Rowley, As to the matter mentioned in paragraph turbines, and with satisfactory resulta, 

o. l, ie., standardisation, my committee, acting in co- The output of Steam turbines for a given R.P.M. ig gradually 
Operation with the B.E.A.M.A. (Accumulator Makers' Sec- growing, and the blading stresses have correspondingly in- 
tion), have already Secured standardisation of plate 812е8, | creased, and to such values that the . phosphor-hronze allov 
filler holes and plugs, and the maximum overall sizes of con- is not strong enough for the requirements at the low-pressure 
tainer jars for lead-plate batteries. They quite recognise the end of the turbine. Where this greater strength is required, 
desirability of going further, and 1 can assure your corres. steel, or steel alloys; are used. t 
pondent, whose Suggestions will be noted for consideration in To avoid Corrosion high-percentage nickel-stee] looked most 
the future, that these matters have been frequently discussed promising, and was experimentally tried by most turbine 
nt our Meetings, Owing, howev r, to all battery makers builders. Two machines which we built were provided with 
having to concentrate almost wholly on war work—in most 25 per cent. nickel-stee] blading, which came to grief after 
vases with depleted gtaffs jt is impossible, while the War — less than a year's service. The behaviour of this alloy is 
lasts, to do anything more in the direction of standardisation. most mysterious, as pointed out by Mr. Fenwick, and we 

As to the Proposals made under (2) in Mr. Rowley’s letter, believe there is no satisfactory explanation to-day as to the 

e ls aiming at an ideal which T ope we shall some day real cause of failure, our own investigations being inconclu- 
achieve. Ag, however, capital will probably be scarce for sive. Even with s0 low а percentage of nickel as 3 to 5 per 
some vears after the war, I fear some time must elapse be- cent. trouble may Бе experienced owing to the tendency of 
fore such a scheme could be launched. Mr. Rowley speaks of nickel to Regregate when Pouring the ingot, and we have ә 
the difficulty of charging seven or eight batteries of different therefore for some time past been using a high-grade open- 
Voltages. Allow ine to кау, ав опе having had Some two hearth carbon steel (having a higher percentage of manganese 
years’ experience of running а public charging Station and than usual), so aa to obtain a material of great tensile 


Earage, that in the case where the number of cells ia in line Strength, dependable and giving constant results. Thia steel 
with the recommendations o my Committee, i.e., not in ex. 18 not affected by corrosion to any greater extent than steel 
cess of 44 lead-plate cells, no particular ditticulty ig experi- containing a permissible amount of nickel, and we find that 
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eorrosion ів not appreciable if the feed-water is pure and no 
deleterious compounds are introduced into the boiler, and, 
further, if the turbine is kept dry while standing. 

[t would be desirable, however, if a non-rusting blading 
material, having great tensile strength, could be obtained. 

Experiments are in progress in this direction with what is 
known in the cutlery trade as ''rustless steel," but it is too 
early yet to say if this alloy will stand the test of time. 

With regard to nozzle and guide blade material, there 18. 
по doubt that the serious troubles described by Mr Fen- 
wick are mostly due to the employment of 30 per cent. nickel- 
steel alloy, and partly to too thin guide blades.  First-stage 
nozzles exposed to high pressure and temperature with cast- 
iron division walls, as mentioned by Mr. Fenwick, could only 
be expected to give the trouble experienced. Bronze alloys 
have been found most satisfactory for this purpose, especially 
when used for extra high temperatures, and the extra cost 
involved is well justified. The most suitable material for 
guide blades, according to our own experience, is а good 
grade of- mild steel.- If a non-rusting steel can be obtained 
for the longest rotating blades, this material will be equally 
useful and welcome for the guide blades. 

The drop in pressure across a diaphragm is considerable in 
the first stages of a turbine. Mr. Fenwick mentions a drop 
of 6 Ib. across the diaphragms of turbines in classes 2 and 4. 
It should be pointed out that this is the average pressure 
difference, and in the case of the first diaphragin ihe drop 
is about four times this amount, increasing the stress per 
blade to four times that given in Mr. Fenwick’s table. We 
believe that cast-steel diaphragms should be used where the 
pressure drop is great, the diaphragm being provided with 
suitable port holes, and having separate nozzle segments 
holted to the diaphragm. With this construction, all serious 
bending stresses in the guide blades are avoided, and the 
extra expense, we think, is justified. Where cast-iron dia- 
phragms are used, the metal should be carefully selected so 
‘as to avoid excessive growth, which is mostly due to the 
presence of too much silicon. 

In conclusion, we would express the hope that the proposed 
national investigation of blading material will be taken in 
hand without delay. 

For The British’ Thomson-Houston Co., Ltd. 
FREDERICK SAMUELSON. 


Rughy, May 15th, 1917. 


_I have read with interest the articles appearing in your 
issues of May 4th and 11th on the paper contributed by Mr. 
A. Fenwick to the South African Institute of Engineers re 
the above. 

. Although you draw attention to the source of manufacture 
in a footnote, the fact that the turbines described are wholly 
of German manufacture is not disclosed in the extract, and 
I write to draw attention to this point to prevent British 
manufacturers being prejudiced. 

From experience of -plant manufactured by the leading 
British makers extending over the last 12 vears, deterioration 
only takes place where unsuitable boiler feed is used. 

The greater success of: the British turbine builders is no 
doubt due to design and careful selection of material used 
in construction of the turbine blading. 


Charles P. Sparks, M.I.E.E. 
London, E.C., May 15th, 1917. 


BUSINESS NOTES. 


The Australian Association of British Manufacturers 
and their Representatives.—The report for 1916 of this Association 
has been received from Melbourne, and it includes a statement of 
the activities of the Executive Council, which controls the Associa- 
tion in the Victorian capital, and of the Sydney Council, which 
Operates in New South Wales. Both sections of the Association 
have been enaged on the question of the Federal income-tax, and . 
they display a very natural pleasure at the success of their 
endeavours to bring about the repeal of Sec. 15 of the Income-Tax 
Assessment Act, of 1915. | 

Urgent representations were made by the Association to the 
Prime Minister, as well as to all members of both the Australian 
Ouse of Representatives andthe Australian Senate, that the polic 
Of Australia should be, firat, to protect Australian industries ; a d. 
second, to promote trade between Australia and the United 
Kingdom, and that, as far as the latter trade was concerned, such 
Policy would be materially assisted by encouraging direct repre- 
sentation of British manufacturers in Australia. The effect of the 

ion falling under $he Section in question was directly to dis- 
courage such direct representation, because the manufacturer who 
employed a local agent was made liable to pay tax on all his sales 
к Australia, while his competitor who carried on business by means 
кы correspondence or catalogues, or through a London, New York, 
d Other buying house, escaped taxation altogether. This in itself 
uta tuted a glaring iniquity in penalising one manufacturer and 

ting ynother go “ scot free.” Ра Of 


` 


P 


'increase the Australian business. 


‘Casea had occurred in which overseas manufacturers had 
cancelled their Australian agencies in order to avoid payment of 
this taxation. The Association asked that the Government should 
bear in mind that agents paid both Federal and State income-taxes 
on their commission, or profit on their transactions, and also 
employed labour in their business, so that the closing down of such 
agencies not only robbed the agent of his livelihood, but deprived 
the Governments of tax payable on his earnings, and also reduced 
employment. Another point driven home by the Association 
provides incidentally an interesting commentary on the exhorta- 
tions addressed to the home manufacturer to employ- resident 
agents or open actual branches abroad, rather than rely upon 
catalogues, correspondence, and occasional visits. One of the 
reasons put forward by the Australian Association of British 
Manufacturers and their Representatives for the repeal of this 
Federal income-tax was that the British manufacturer did employ 
resident agents, whilst the foreign manufacturer contented him- 
self with sending an occasional traveller, who, nine cases out of 
ten, would get away without paying tax on behalf of his principal. 
Through this difference of method, a direct preference accrued 
to the foreign in competition with the British manufacturer. 
Moreover, as many British manufacturers had taken up the 


position that such taxation must be borne by their Australian 


agents as part of the agency expenses, it was feared that such 
agencies would become unremunerative, and be relinquished. 

As the result of this very clear and emphatic statement of the 
case, the Council of the Association take justifiable credit to them- 
selves for having, as already described, obtained the repeal of the 
objectionable section. Its repeal means that British manufacturers 
will not now be liable to pay Australian income-tax on goods sold 
by them to buyers in Australia, merely because they have an agent 
or representative in Australia who receives a commission or remu- 
neration in connection with such sales. Under the original section, 
which was law and remained in force from November, 1915, when 
it was passed by the Federal Parliament, until its repeal in Decem- 
ber, 1916, British manufacturers were liable to pay income-tax in 
most cases at the rate of ls. 6d. in the £ on 5 per cent. of the 
invoice value of all goods sold to persons in Australia if any per- 
son in Australia received a commission or remuneration in respect 
of the sale of the goods. The success of the Association in this 
respect will result in a considerable direct monetary benefit to all 
British manufacturers carrying on business with Australian 
customers by means of an agent in Australia. 

It is satisfactory to learn from the report that: the Association 
intends keeping a careful watch on behalf of the home trade on 
the new import duties legislation when it is introduced again. In 
the meantime, they have successfully approached the Prime 
Minister of the Commonwealth and the Prime Ministers of the 
various States, with a view to preference being granted to goods of 


British manufacture when purchases are made by departments of 


their respective Governments, such preference to be in addition to 
the ordinary preference obtained by goods of British origin under 
the Customs Tariff. In concluding their report, the Council allude 
to the great difficulties experienced by British firms trading with 
Australia, not merely on account of shortage of labour and raw 
material, but also due to lack of freight. It is admitted that 
American and Japanese competitors have been taking every advan- 
tage of these circumstances, and doing everything possible to 
The Council have therefore 
invited members to co-operate by doing everything possible to assist 
Great Britain to triumph in the trade war which must be fought 
after the termination of the present hostilities. 

Cumpetitire Import«.—The Association has forwarded with its 
report a tabular statement, compiled by H.M. Trade Commissioner 
in Australia, showing statistically the share of the United 
Kingdom, British Dominions, and the United States respectively, in 
Australia's imports of competitive manufactured merchandise. 

The totals for 1914-15 and 1915-16 are shown below :— 


Imports of competitive 


> 


manufactured 
merchandise. 1914-15. , 1915-16. 
` From United Kingdom .. £81,782,974 649% £84,602,821 62°18 % 
» Brit. Doms. & Possns. 1,899,075 3:8 % 9,478,470 4°45 
» United States 7,430,170 1572 % 594,798 19°06 $ 
» Allothercountries.. 7,804,792 16:1 96 ,948,185 14°81 96 
Total .. £48,867,011 100 % £55,579,269 100 % 


The following figures in respect of metals (manufactured) and 
machinery for 1915-16 will be of interest :— 


Preference. Non-preference. 
Imports of metals manufactured .. Total  £13,539,115 £26,808 
From United Kingdom z a ра ,683, 26,71 
» British Dominions & Possessions. . 607,215 2 
» United States .. e T 8,730,228 14 . 
Machinery .. zk p ee .. Total £3,209,297 — 
From United Kingdom Н» Дд m 1,485,153 -— 
» British Dominions & Possessions. . 181,523 — 
31 United States ee os oe ь 6 1,389,158 — 


Plant for Sale.—The Wolverhampton B.C. Electricity 


. Works has for disposal one 500-Kw. Belliss-Parker 500-volt D.c. 


generator set, and опе 500-Kw. Willans-E.C.C. 500-volt D.C. 
generator set, both complete, with surface condensing plant. Full 
particulars are given in our advertisement pages to-day. 


Patents and Alien Enemies.— Тһе CHESHAM SUPPLY 
Co., LTD., have applied to the Board of Trade to avoid, or suspend, 
the seriea of patents from No. 23,132/05 to No. 4,692/13, granted to 
the makers of the Bosch magneto, for details of the mechanism. 

Messrs. EDWARD BENNIS & Co., LTD., have decided not to pro- 
ceed with their application in respect of Patent No. 5,041/13, 
granted to L. & C. Steinmuller.. 
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Meter Prices.— THE WALSALL ELECTRICAL Co., LTD., 
announce increases in prices of meters, both large and ama, as 
from May loth. 


Lamp Manufacture in Spain.—" Thales,” Sociedad 
Espanola de Lamparas Electricas is the name of a new concern 
which has recently been organised in Barcelona, witha capital of 
£ 2.000, to carry on the manufacture of electric lamps. 


Openings in Italian Markets.—In its latest list of 
trade openings, the British Chamber of Commerce for Italy (Inc.) 
(Genoa) includes the following inquiries : — 


No. 1,276. Rome agent seeks connections in rubber, colours, sulphates, coal, 
iron, chemicals, electrical machinery, instruments and apparatus, woollen 
piece-goods. R. A. G. Q. 

No. 1,279. Party at ‘Genoa would represent on COD On manufacturer of 
chemicals, machinery and engineering sundries. G. А 

No. 1, 289. Agents at Florence would handle on шай: hardware, iron- 
mongery, and metals. F. D. D. ` 

No. 1, 210. Engineer at Genoa wouk l buy on commission or for own ac count 
machinery and metals for shipbuilding. G. I. R. M. C. 

No. 1,204. Party at Naples would buy for his own account, hardware, iron- 
mongery, tire- bricks, machine tools. N. E. В, 

No. 1,296. Rome firin would handle coals, pig iron, tin, copper, lead, flre- 
bricks, &e. А. D. L.C. 

No. 1,299. TAPER agent would represent shippers of chemicals, metals, 
coals, *с. І. Сб. Е. 

No. 1,300. Genoa agent would represent on commission, exporters of coal, 
fire-bricks, &c. G. L. B. C. 

No. 1,312. Firm at Genoa would buy for own account, or represent en com- 
mission, chemicals, caustic soda, soda ash, silicate of soda lass), colphony, 
paraffin wax, iron, pig-iron, steel, oils, engineering articles, electrical 
sundries, &с. G. D. B. B. 


Patent Application.— Application. has been made for 
leave to amend Patent No. 12,867. of 1914, granted to Mr. С. O. 
Bastian, for "Improvements in, or relating to, electrical resist- 
_ ances.” Particulars appear in our advertisement pager to-day. 


Italy.—Accidierie Ellettriche is the style of a joint stock 
company launched at Sesto S. Giovanni for the establishment and 
working of an iron foundry and steel] works, and trading in the 
products. The capital is fixed at 300,000 lire. 


Catalogues and  Lists.—CoNsoLiDATED PNEUMATYC 
Тоог Co. LTD. 9, Bridge Street, Westminster, S.W. 1.—46-page 
electric tool catalogue (No: 8E) ; new edition. Descriptive matter 
and tabulated sizes, weights and code-words appear relatigg to D.C. 
drills and А.С. drills, single, two and three-phase drills, rail drills, 
portable generating plant and air compressors, grinders, coal and 
ore borers, electric hammer drill, portable electric blower, drilling 
stands, couplinga for connecting cables. Xc. The pamphlet is fully 
illustrated, some of the pictures showing the works; there is a 
code-word index and a thumb index to sections. 

- BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING CoO., 


LTD., Trafford Park.—New series of illustrated leaflets, showing a . 


number of their recent awitchgear installations. The switchgear 
at the L. & N.W. Railway Co.'s power station at Stonebridge Park, 
also the sub-station switchgear at that company’s sub-stations at 
Willesden and Dalston. are clearly shown. also a 35,000-volt A.C. 
switchgear equipment at the works of Det Norske Nitridaktiesel- 
skap; L.T. switchgear at the Clydebank Works of the Singer 
Manufacturing Co., Ltd.: and sub-station switchgear for the 
Walsall Corporation. 


Dissolutions and Liquidatious.—Dna1rTHWArTE & Kirk, 
117, Victoria Street, London, S.W.—Mr. A. E. G. Braithwaite is 
retiring from the partnership for health reasons, and the business 
has been taken over by Messrs. J. H. Humphryes & A. Anderson, 
and will be continued by them as Braithwaite & Co. They will 
attend to all debts due to and liabilities of the late firm. 

COLLINS & PRICE, electricians and electrical engineers, 35, Moor- 
fields, Liverpool, and Hoylake.—Messrs. F. Collins & C. E. Price 
have dissolved partnership. Debts of the Liverpool branch will 
be nttended to by Mr. Collins and those of Hoylake by Mr. Price. 

HARMAN ELEcTRI[C Co., Ltp.-—Creditors must send particulars 
of their debts, &c., to the liquidator, Mr. P. F. Huddleston, 72, 
Finsbury Pavement, E.C., by June 30th. 

PUMP AND POWER Co., LTD.—4À meeting is called for June 18th 
at 38, Victoria Street, S.W.. to hear an account of the winding up 
from the liquidator, Mr, L. R. Sankey. 


Trade Announcements.—On the 21st inst., MESSRS. 
W. Т. HENLEY's TELEGRAPH WoRKS Co.. Ltp., will remove their 
Birmingham branch offices and stock rooms to Broad Street 
Chambers. The new premises will afford facilities for carrying 
much larger stocks of electric wires and cables, flexible cords, 
jointing materials, boxes, tapes, &c., to meet war demands for 
urgent delivery. New telephone number: Midland 790. Tele- 
graphic address unaltered :-" Henletel," Birmin rham. 

The new English carbon black and paint works of FULLER'S 
CARBON AND ELECTRICAL Co., LTD., are now in operation, und 
the company are in a position to supply orders for the electrical 
and engineering trades and War Office and Admiralty specifications. 

Mr. J. M. DERING announces that he is continuing the business 
of his father, the late Mr. J. M. Dering, sen., electrical engineer, 
of Anglesia Place, Gravesend, 


Book Notices.—'' Elementary Principles of Wireless 
Telegraphy " (Part П). By R.D. Bangay. London: The Wireless 
Press, Ltd. Price 2s. 

" Science Abstracts” (А and B). Vol. 20, Part IV. April 32th, 
1917. London: E. & F. N. Spon, Ltd. Price 18. 6d. each net. 

Actions Physivlogiques et Dangers des Courants ! Klectriques. 
By J. Rodet. Paris: Gauthier-Villars. Price З fr. 25 c.-—In this 
work the author discusses the various physiological effects pro- 
duced by electric currents upon the human organism, the nature 
of accidents due to electric currents, and the conditions under 


which death may result. One chapter is devoted to experiments 
on horses, and another to accounts of a number of accidents to 
persons. In the remaining chapters the precautions which should 
be taken to prevent such accidents, and the methods.of treatment 
recommended for sufferers from electric shocks and burns, are 
detailed. The book is practical, and deals ably with a subject 
which is of great and increasing importance. 


LIGHTING AND POWER NOTES. 


Blackpool.—Mr. Charles Furness, the borough electrical 
engineer, estimates a surplus of £2,000 this year on the electricity 
undertaking, largely due to the increased charges just sanctioned, 
as against a loss of £857 last year. Some economies are expected 
in the working expenses, and there will be about £2,000 capital 
expenditure at the works on contracts accepted last year in con- 
nection with the condensing equipment. 


Bradford. —NTREET LIGHTING.—At last week’s meeting 
of the City Council the discontinuance of public Street lighting 
during May, June, and July was agreed to. 


Continental.—FRANckE.— The Government has approved 
the scheme, as & project of public utility, for the establishment of 
a hydro-electric power station at Fontpedrouse (Pyrenees Orientales) 
to utilise the water pewer of the River Tét and its tributary 
Riberolle to provide the electrical energy for the operation of the 
railway between Perpignan aud Villefranche. 

It is reported that the Société Electrometallurgie de Dives has 
acquired a large area of land, and also the right to utilise certain 
waterfalls in the district of Limoges, with the object of establishing 
a large new hydro-electric generating station. 


Epsom.—PrRovisionaL OrpER.—The В. of T. has 
granted a provisional order for electric supply in the parishes oi 
Cuddington and Ewell, in the area of the Epsom R.D.C.. to the 
South Metropolitan Electric Tramways and Lighting Co. 


Harrogate. —YEAaR’s WonkiNG.—The total income of 
the electricity undertaking for the year 1916-17 was £19.546, an 
increase over the estimates of £435. The expenditure was £19,540, 
leaving a debit balance of £75, which was better than the estimate 
by £379. In the previous year the Committee had a surplus profit 
of £1,730, but the extra cost of сові has been £900, and the loan 
charges and income-tax have increased, while the income has 
been "less. 


India.—The Government of India has had under con- 
sideration the question of the obligation laid on licencees under 
Clauses 6 and 7 of the schedule to the Indian Electricity Act of 
1910 to supply energy on receiving requisitions in due form, in 
view of the ban placed on the supply of plant, &c., for the extension 
of industrial undertakings otherwise than for war purposes, as it 
is realised that it may be impossible during the war to fulfil this 
obligation where the existing plant is fully loaded, but in view 
of the protective phrases (occurrences beyond his control, Schedule, 
Clause 6 (1). and without reasonable excuse, the burden of proving 
which shall lie on him (Sec. 42B), it is not considered necessary at 
present to make any emergency provision in the matter.— /»diun 
Engineering. 


Leigh (Lancs.).—Prick INcREASE.—Owing to the 
increased cost of materials, the Electricity Committee has decided 
to increase the price of electricity for lighting purposes by 15 per 
cent., as from July Ist. 


London.—SouTHWARK.—At a meeting of the B.C, 
Councillor Hewitt drew attention to a proposal contained in the 
accounts to pay £8,000 out of the general fund to meet the 
deficiency in the accounts of the electric light undertaking. The 
annual accounts had not yet been presented, and therefore he main- 

tained that the ptoposal was most irregular. He moved that the 
item be referred back tothe Finance Committee for reconsideration. 
It was pointed out that the bank had asked the Council to reduce 
the overdraft on the electricity account of £13,000, and the 
borough treasurer suggested £8,000 as the amount which would 
have to come from the general funds of the Council to make up 
the possible loss on the electric lizht account. The proposal to 
refer the matter back to the Committee was carried. 

PoPLAR.-—The Electricity Committee reports that it has further 
considered the report of the engineer on the provision of genersting 
plant t» meet next winter's demand. The Government adviser has 
had the position before him in relation to Poplar and adjoining 
boroughs, and is prepared to sanction the erection of a new 
5,000-KW. generating set at Poplar provided an additional cable is 
laid to Stepney. The Committee recommends the provision of an 
additional 5.000-K W. generating set and the laying of an additional 
E.H.T. cable from the generating station to Stepney boundary, at a 
cost of £30,500. 


Morocco.— PRoPOsED EXPLOITATION OF WATER POWER. 
— According to the local Press, a consortium, comprising the 
French companies and firms of Schneider (Creusot). Pavillier, Giros 
and Loucheur, Compagnie Marocaine, Compagnie Générale, and the 
P.L.M. and Orléans Railway Companies, has been formed to 
exploit the water power of Morocco. The consortium, it is stated, 
proposes, in the first place, to utilise the falls of the Oum-er-Rebia 
River. and probably later the river heads in the Atlas Mountains, — 
Board of Trade Journal, 
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Newcastle (Co. Down),—StreET  LiaHrING.—Àt a 
meeting of the Urban Council, a letter was read from the Irish 
Towns Electric Light and Power Co., offering to renew the contract 
for atreet lighting for three years for £240 per annum, an increase 
of £38—this increase to be a set-off against rates payable in 
respect of plant—the cost of private lighting, 6d. per unit, to 
remain unchanged. The Council was of opinion that, in view of 
the restrictions on lighting, the ratepayers were not getting 
adequate value for outlay. and decided to postpone consideration of 
the matter. 


Richmond (Surrey).—The Richmond Electric Light 
and Power Co., Ltd., is applying for an Act covering a number of 
electric supply provisions, alteration in price for electricity, amend- 
ment of agreements, &c. | 


Rochdale.—PRick INcREASE.— The T.C. has approved 
the Electricity Committee's recommendations that the prices 
for current should be increased as from the l6th inst. The 
reconimendation to impose a further increase of 15 per cent. on the 
charge for current supplied to the tramway department was 
defeated by 20 votes to 14 ; members of the Tramways Committee 
said the proposed inereased charge of £1,720 was nearly equal to 
last year's profit, whilst the tramway reserve was only £24,000, 
instead of the £70,000 which it ought to be. The chairman of the 
Electricity Committee said the total estimated increase in receipta 
from the new charges would be £10,126, including £2,000 as a 
result of the coal clause now in operation with several firms. 


Sunderland.— The T.C. has received a communication 
from the I.M.E.A. calling attention to the need for more adequate 
representation on the Committee appointed by the B. of T. to con- 
sider the report on the further supply of electrical power, and 
asking the Council to pass a resolution urging the matter. Alder- 
man Bruce moved accordingly. adding a proposal that the town clerk 
should bring the matter before the Corporate Municipal Associa- 
tion. This was agreed to. In reply to a question whether the 
Committee was getting higher prices for current than formerly. 
Alderman Bruce stated that the bulk of the supply was furnished 
under contracts entered into 10 or 15 years ago. The flat rate 
price of current for householders had been increased about a 


Jear ago. i 
Wolverhampton.— Loan Sanction.—The  L.G.B. has 


sanctioned the borrowing of £2,410 to lay electricity mains to local 
works. 

At the monthly meeting of the T.C., a resolution urging that 
municipal electrical authorities should have more adequate repre- 
sentation on the B. of T. Committee on Electricity Supply. was 
adopted. 


Worksop.—PRicE IxcREAsE.— The U.D.C. has decided 
to advance the charges for current by 2. per unit. 


TRAMWAY and RAILWAY NOTES. 


Bingley. — In reference to the recent consultations 
between the Bingley and Keighley authorities with a view to the 
possible extension of the tramway service, so as to link up com- 
pletely Bradford, Bingley and Keighley, the Bradford Tramways 
Committee has now intimated that it is prepared to consider laying 
а line from Cross Flatts to Keighley, provided the widening and 
improvement of Stock Bridge is first satisfactorily settled amongst 
the authorities concerned. 


Blackpool. REVENUE EsTiMATES.— The receipts from 
the Corporation tramways are estimated this year at £80,000, as 
against £94,000 last year, with a surplus of £5,000, as against 
£19,300 last year. Income-tax in 1913 was £876, but it is esti- 
mated at £6,000 during the present year. War allowances and 
interest and sinking fund charges iaake the war responsible for 
over £19,000 extra expenses. a ; 


Darwen.—The Tramways Committee has sustained a 
loss of £2,720 on the year's working. 


. Keighley, —W AR BoNus.— The condnetresses on the Cor- 
poration tramways have sent in an application for a war bonus, 
bnt the Committee, considering the matter last week. felt that the 
Women were receiving wages equal to those paid to women workers 
generally in the town, and that many of them, in addition, were 
receiving allowances as soldiers’ wives. The women conductors 
have been in service a little over a year, and their average wave is 
#1 7s. per week. apart from the ticket bonus system, which, 
according to the April returns, yielded them about 9s. each for the 
month. Some of the women are members of the Tramwaymen's 


Union, but the application has not come from the Union ; the women 


number about 30. 

The tramway service was suspended on Saturday morning, owing 
to a strike of the women conductors with a view to obtaining the 
füll war bonus ; the men also supported the women. The Tram- 
ways Committee points out that a loss of £168 resulted on the 

year's working, and that the prospects are that a much greater 
deficiency will result from the present years working. У 


London.—L.C.C.— The Highways Committee reports 
that. as a result of its nezotiation in connection with the arbitra- 
tion award for the purchase of the portion in London of the 
undertaking of the London United Tramways. terms have now 
been agreed which the Committee considers will provide for a 
satisfactory settlement, both as regards purchase and the working 
of thetramways. The lines affected are situated in the Metropolitan 
Borough of Hammersmith, are about 54-route miles in length, 
worked on the overhead trolley system, and include the London 
termini at Hammersmith Broadway and at Shepherd's Bush Green 
of the system of the company, which extends to Hampton Court, 
Hounslow, and other points in the county of Middlesex. The 
arrangements now proposed include provision for running arrange- 
ments between the Council and the company. The amount to be 
paid by the Council for the lines about to be acquired is 
£235.000, and. in addition, £12.000 towards the company's costs of 
the arbitration and subsequent proceedings. The Chiswick power 
station. including the whole of the plant, will be transferred to 
the Council. The Finance Committee, reporting on the matter, 
states that the total capital expenditure involved will be £320,899, 
including. in addition to the £247,000 paid to the company, £10.000 
fur counsel's costs, and £63,899 for reconstruction of part of the 
purchasable lines; In addition, further expenditure will be 
necessary for junction lines, &c., necessary to give effect to the 
proposed through-running arrangements. The Finance Committee 
understands that it is expected that this will be recouped by the 
increased traffic due to through-running arrangements, and that. 
on the basis of an annual mileage of 1,200,000, it is estimated that 
the balance of receipts over working expenses (including renewals, 
but exeluding power, which will be supplied by the company free 
of cost) will amount to £22,917 a year. The total debt charges in 
the first vear will be about £26,870, decreasing annually by £545. 
The Council is to complete the purchase not earlier than the 
declaration of peace, and not later thaù 12 montha afterwards. 
я approved the capital estimate at its meeting this 
week. 


Newcastle.— WAn Bonts.—The Tramways Committee 
has reconsidered the increased war bonus given to motormen a 
fortnight ago. and, after hearing a deputation of the men, increased 
the bonus from 4s. to 5s. weekly. 


Wolverhampton.— Amended terms for the tramway service 
intercommunication between Bilston and Wolverhampton and 
Willenhall and Wolverhampton have been agreed to. 

ACCIDENT.—Two cars, proceeding in the same direction, collided 
at Dudley, on Thursday, last week ; one passenger was slightly 
injured. 


TELEGRAPH and TELEPHONE NOTES. 


Australia. — In the matter of an industrial dispute 
between the Marine Radio-Telegraphists’ Institute of Australasia 
and the Amalgamated Wireless Association and others, the parties 
have arrived at an agreement, which provides for the payment of 
wages to wireless operators, who are required to hold first-class 
certificates of efficiency, if they are members of the union, at rates 
per month as follows :—First year, £9 a month ; second year, £10; 
third year, £11; fourth year, £13; fifth year, £14; sixth year. 
£15; seventh year, £16; eighth and subsequent years. £16 a 
month ; every operator, excepting when on leave, to have meals. 
and proper living accommodation provided on respondents’ vessels, 
or to be allowed, when temporarily ashore, 5s. a day at a home port 


Or тв. 6d. per day at any other port. When permanently on shore, 


an extra allowance to be given of £43 perannum. Thirty-eight 
days’ leave of absence on full pay to be allowed annually. Ordinary 
duty Хо be eight hours in every 24.—Sydney Morning Herald. 


Illicit Wireless, — The Portsmouth magistrates have 
committed for trial at the Hants Assizes R. G. Cole, electrical 
fitter, apprentice in the dockyard, on a charge of having apparatus 
for receiving messages by wireless telegraphy, as mentioned in our 
last issue. The desendant was released on bail of £10. 


United States Censorship.—On May Ist an executive 
order signed by President Wilson was published, providing for the 
censorship of cable telegrams out of the United States and of 
telegraph and telephone messages into Mexico. 


Wireless Litigation, — The United States Court. of 
Appeal has piven a unanimous decision in favour of the Marconi 
Co. with reference to the Fleming valve patent. The appeal was 
from a judgment given by the Court of First Instance in favour of 
the Marconi Co. in an action for infringement of this patent which 
it brought against the De Forest Telegraph & Telephone Co. The 
Fleming valve is the most sensitive detector of wireless waves so 
far discovered, and its value, especially in respect of long-distance 
wireless teleyraphy and telephony, is difficult to over-estimate. 
The De Forest Co. included among its contentions a counterclaim 
for the alleged infringement of seven of its own patents. The 
Court of Appeal has, however. decided that there has been no 
infringement of six of these patents. and that the seventh 
invalid.— Financial Times, ; 
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Wireless Spies in Norway.—It is reported that sig- 
nallers at a fort near Bergen recently set up a wireless station, 
with the surprising result that the first message received consisted 
of the name of a ship and the time of her departure. The message 
had obviously been sent from a secret station by a spy. "The ship 
mentioned was attacked a few hours after her departure, but 
escaped by & lucky accident. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,.—^ Y bNEY.— August 22nd. N.S.W. Govern- 
ment Railways and Tramways. Thirty-six induction motors 
(Specification No. 488). September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

MELBOURNE. — July 25th. Victorian Railways. Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway.  Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street. | | 


Manchester.—May 25th. Corporation. Electricity Com- 
mittee. Various stores for 12 months. Mr. F. Е. Hughes, 
Secretary, Electricity Department, Town Hall. | 


Spain, — The municipal authorities of Finisterre 
(Rrovince of Corunna) have lately invited tenders for the con- 
cession for the electric lighting of the town until the end of 1919. 


Warrington. — May 22nd. Electricity and Tramways 
Committee. Underfeed mechanical stoker. See " Official Notices ` 
May 4th. 


Winchester. — Corporation. Coal for the electricity 
works. Electrical Engineer. 


CLOSED. 


Farnborough.—U.D.C. — Pulsometer Engineering Co., at 
£112 10s. : motor and pump for the sewage works. The tender of 
the Aldershot Gas Co., at £74, for laying the cable and fixing the 
transformer, has been accepted. 


Gillingham (Кепе). — T.C. Transformer : British Elec- 


tric Transformer Co., £137. 


London. — L.C.C. — Highways Committee. Six auto- 
transformers in connection with the süpply of additional power in 
the Woolwich district, £596 : British Electric Transformer Co., 
Ltd. (the only tender received). 

WAR PENSIONS BoaARD.— Electric bell and fire-alarin installation 
at Duke of York's Schools, Chelsea : Napier, Kimber, Ltd. 


Malvern.—U.D.C. Meters for a year: Electrical Appa- 
ratus Co. 


Southend.— T.C. Accepted tenders :-— 


Worthington Pump Co.-- Centrifugal pump for the supply of ‘water to the 
* electricity works, £53. 
John Вада & Sons. -Meter boards, £48. 


Spain.— With reference to the projected underground 
electric railway system in Madrid, H.M. Consul there reports that 
the contract for the construction of the earth and masonry worka 
of the line No. 1 of the Metropolitan Railway in Madrid has been 
awarded by the concessionaires of the railway to a Spanish firm.— 
Board of Trade Journal. 


Sunderland.—Council. Tenders accepted :— 

F. Smith & Co.— Copper rod. 

Stewart & Lloyds, Ltd.—Steam and water pipe work, &c. 

J. Blakeborough & Bons.—C.I. sluice valves. 

Wolverhampton.—T.C. Staveley Iron & Coal Co., Ltd. : 
cast-iron condenser pipes, at £825, 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, May 18th. At 6 p.m. At 
the Institution of Civil Engineers, Great George Street, SSW. Paper on 
“ The Construction of Turbine Pumps," by Mr. A. E. L. Chorlton. 


Royal Institution of Great Britain.—Friday, May 18th. At 5.30p.m. At 
Albemarle Street, W. Lecture on ''The Complexity of the Chemical 
Elements," by Prof. F. Soddy, F.R.8. Us 

Saturdays, May 19th and 26th. At 8 p.m. At Albemarle Street, 
Piccadilly, W. Lectures (III and 1V) on “The Electrical Properties of 
Gases," by Prof. Sir J. J. Thomson, Pres. R.S. 


Junior Institution of Engineers.— Friday, MNT ]Bth. At 7.90 рт. At 
39, Victoria Street, S.W. Paper on “ Metric Weights and Measures and 
Decimal Coinage,’ by Mr. E. C. Barton. 


Institution of Mining and Metallurgy.— Thursday, May 24th. At 6.30 p.m. 
At the rooms of tne Geological Society, Burlington House, Piccadilly, W. 
Paper on ''Shal! Great Britain and America adopt the Metric System? "' 
by Мг. W, R. Ingalls. Membera of the Institution of Electrical Engineers 
Нуса engineering societies are invited to attend and take part in the 

on, 
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NOTES. 


Foundations at Dalmarnock Power Station.—1n a 
paper read before the Scottish branch of the National Association : 
of Colliery Managers, Mr. Sneddon described the method of piling 
adopted at the new Dalmarnock power station. Difficulty was 
experienced through river water boiling up during excavating opera- 
tions; Sinfplex steel sheet piling was employed in place of timber, 
the method of jointing and interlocking assuring an efficient and 
water-tight construction. These piles are driven by a steam 
hammer, which rests on the top of the piles and drops with them : 
by a slight rearrangement of the apparatus and the use of a grip 
the piles can also be withdrawn by the hammer. In constructing 
the inlet culvert, which is 11 ft. wide and 34 ft. deep, considerable 
difficulty was experienced owing to a lake of mud being found 
immediately below the desired depth. Piles which pierced the 
crust of the mud began to move downward of their own accord. 
Тһе depth of this lake proved by means of piles was some 60 ft. ; 
some 24-ft. diameter oak trees recovered from this part were quite 
fresh, and were considered to be over 1,000 years old. 


The Tramways and Light Railways Association.—The 
annual Congress of this Association will be held at the Institution 
of Civil Engineers in London on Friday, June 29th, at 2.30 p.m. 
After the annual meeting, Mr. A. Norton will read a paper on 
"The Manufacture, Life, and Maintenance “ої Tramcar Tires,” 
illustrated by diagrams and lantern slides. Among the subjects to 
be discussed will be :—" Standardisation of Conditions of Labour 
and Rates of Pay," by Mr. E. H. Edwardes (S. Lancs. Tramways 
Co.), and " Fares," by Mr. A. V. Mason (S. Metropolitan Tramways 
Co.) Some of the members will dine together informally and 


' simply in the evening. 


The Decimal Association.— The report of the Executive 
Committee for the year 1916 has been issued. It states that in no 
previous year since the formation of the Association has there 
been such a magnificent response to the efforts of the Committee, 
resulting in a largely-increased membership, while resolutions in 
favour of the decimalisation of our coinage and weights and 
measures have been passed by numerous important public bodies. 
A long list of the latter is given. from which we select the 
following examples :— . 

The Executive Council of the County Councils Association and 
361 County and Town Councils ; Associated Chambers of Commerce. 
and Chambers generally ; Association of Trade Protection Societies : 
British Imperial Council of Commerce; Council of Manchester 
Association of Importers and Exporters; Court of Common 
Council of the City of London : East India Association : Incorpo- 
rated Associations of Head Masters and Assistant Masters ; National 
Chamber of Trade; National Farmers’ Union : National Federation 
of Building Trade Employers of Great Britain and Ireland ; Silk 
Association of Great Britain and Ireland ; Committee on Decimali- 
sation of the British Science Guild. 

The Associxtion of Chambers of Commerce of the United. 
Kingdom, at its annual meeting, requested the Executive Council 
to arrange for the introduction of Bills to decimalise the currency 
and to substitute the metric system for the existing system of 
weights and measures, and to urge the Government to make 
representations to the Governments of the Dominions with the 
same end in view. 

One of the recommendations submitted by the President of the 
Institution of Electrical Engineers tothe Board of Trade Com- 
mittee on the Electrical Trades, was "that the use of the metric 
system be made compulsory after a reasonable period, and during 
this period all trade catalogues make use of both the British and 
the metric systems." | 

At the annual general meeting of the London City and Midland 
Bank, the chairman, Sir Edward Holden, spoke very strongly in 
favour of the decimalisation of coinage and weights and measures, 
and supported the system of coinage advocated by the Association. 
At the annual meeting of the Institute of Chartered Accountants, 
the President, Sir H. Woodburn Kirby, in outlining what was 
essential in equipping ourselves to win back our foreign trade from 
the Germans, emphasised the importance of establishing the metric 
system of weights and measures and a decimal system of coinage. 
Of the replies received in answer to a questionnaire, kindly sent out 
by Messrs. Geo. S. Smith Dalby Welch, at their own expense, to 
25,000 of the largest firms in the United Kingdom, asking if they 
were in favour of the decimalisation of the coinage and the adop- 
tion of metric weights and measures, 99 per cent. were in favour. 
Of the replies received in answer to a similar questionnaire sent out 
hy the British Engineers’ Association, 90 per cent. were in favour 
of the early adoption of a decimal system of coinage, and 85 per 
cent. in favour of the compulsory use, after a short transition 
period, of the metric system of weights and measures. 

Manchester, which was formerly a stern opponent of the pro- 


| jected reforms, is rapidly becoming & decimal stronghold, and 


possesses a Decimal Association of its own. | 

Various methods of decimalising the coinage were put forward 
for consideration, and were also very fully discussed in the Press. 
Whilst admitting that there was something to say in favour of 
each, particularly the dollar and cent: of the United States and 
Canada as being the coinaye of the largest section of the English- 
speaking people, and most readily adaptable owing to the cent 
being equal to our halfpenny, the Committee came to the conclu- 


-sion that the most practical scheme for British use would be one 


that would permit of our maintaining our sovereign subdivided 
into 1,000 mils, or the sovereign as 10 florins, with the florin sub- 
divided into 100 cents. Of these, the latter was preferred, as it 
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possessed the advantages of the former whilst being simpler for 
accounting and general use. 

Owing to the almost universal use of the metric system, no 
alternative system of decimalisation could be put forward with any 
chance of support ; there were some associated rather more with 
the works side than the sale side of business who, whilst admitting 
theadvantage of decimal calculation, felt that the decimalisation 
of the foot or yard, or some other British measure, would meet the 
desired change, but the Committee thinks that even these are now 
convinced that there is no alternative to our mystifying methods 
of to-day but the metric system. 

The recommendations of the Dominions Royal Commission on 
the desirability of introducing metrical weights and measures, and 
a new style of coinage based on the decimal system, state that 
there is clearly in the Dominions a considerable bodyof opinion in 
favour of this change. The members of the Commission are of 
opinion that the termination of the war will bring with it an 
unequalled opportunity for securing this much-needed reform, and 
recommend that the Government, and, the Governments of the 
Oversea Dominions, should then co-operate to establish through- 
out the Empire a uniform coinage based on the decimal system, 
and uniform weights and measures based on the metric system. 

Our Consuls have continually drawn attention to the necessity 
of adopting the metric system of weights and measures and cata- 
loguing and invoicing in the language of the country in which 
trade is sought, and have emphasised time after time how contracts 
and orders have been lost through neglect of these essentials. Our 
allies in this world war are also most anxious that we should 
adopt the metric system of weights and measures, with a view to 
increasing our trade with them after the war. 

The Committee strongly commends to the notice of educational 
authorities and public bodies the formation of a Central Institute 
of Commerce in London, with a Sub-Institute for each country or 
group of countries speaking the sameJanguage, in which young 
men could qualify as representatives to such countries, or for posi- 
tions in firms trading with such countries at home. not only by 
learning the language, but also by obtaining a thorough knowledge 

of the traditions, customs, and manners of the country, in addition 
to up-to-date methods of introducing business. In such institutions 
should our aspirants for Foreign Office, Legation, and Consular 
appointments graduate, and from such institutions should our 
manufacturers and shippers be able to obtain not only their accom- 
plished men, but all necessary information to assist them in 
successfully competing in the world's markets. 

Pending the formation of such institutions and the adoption of 
the reforms of coinage and weights and measures, the Committee 
advocates the use of the metric weights and measures, and the 
language of the country in which business is being sought, in all 
catalogues, estimates, and contracts now being prepared. 

Owing to the extent of propaganda work projected by the Com- 
mittee in 1916, it was decided to delegate the arrangement of it to 
a Sub-Committee composed of the following members :—Sir Richard 
Bubridge, Bart. (chairman), Mr. G. F. Garnsey, Dr. W. W. Hard- 
wicke, Mr. A. J. Naughton, Mr. Theodore McKenna. 

The large number of lectures given in various parts of the kingdom 
during the year were most successful, yenerally resulting in a vote 
in favour of the projected reforms. Most of these lectures devolved 
upon Mr. E. C. Barton. who, being an Australian, was in & position 
to speak as to the disposition of some of the Dominions whilst 
advocating the adoption of the reforms by the Mother Country. 
He has recently been elected a member of the Executive Committee. 

The accounts show income £606, expenditure £518, surplus £88. 

A meeting will be held at the Mansion House, under the presi- 
dency of the Lord Mayor of London, about the middle of June, to 
further the movement towards the adoption of decimal coinage 
and metric weights and measures. Full particulars may be obtained 
from the secretary of the Decimal Association, Finsbury Court, 
ЕС. 2, by whom the meeting is being organised ; application for 
free tickets of admission should be made as early as possible. 


Volunteer Notes.—Cotnty or LONDON ENGINEER VOLUN- 


TKERS (FIELD COMPANIES). 

Orders for the Week. By Lieut.-Colonel C. B. Clay, V.D., Commanding :— 

M mday, Мау 2lst.— Technical for No. З Company, Right Half Company, at 
Regency Street. Drill No. 8 Company, Left Half Company. Signalling Class. 

Tuesday, May 29nd.— Lecture, 6.30, Company Commander Castell, ** Knota 
and Lashings and Trestle Bridging." Physical drill and bayonet fighting, 
7.90 to 8.30. 

Wednesday. May 23rd.— Drill, No. 1 Company, Left Half Company, 6.15. 

Thursday, May24th.—Dril, No. 2 Company, Left Half Company. Ambulance 
Class by M.O., 6.30. Signalling Class. 

Friday, May 25th.— Technica) for No. 2 Company, Left Half. Company, at 
Regency Street. Drill, No. З Company, Right Най Company. Recruits’ Drill, 
at 6.30 to 7.80. 

Saturday, May 26th, and Sunday, May ?'Tth.- -See Special Orders. 


(By order), MacLRoD YRARSLEY, Company Commander and Adjutant. 


Foreign Trade. —THur Арки, FrauRER.— The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures : — 


; April, Ine. or. 4 months, 1917. 
IMPORTS. 1917. dec. Ine. or dec. 
Electrical goods, “с. ... 106,177 — 42.898 + 45,583 
Machinery... 597,511 — 40376 — 144,251 
EXPORTS. 
Electrical goods we 220,705 — 52.69 — 13.518 
Machinery 1,281,165 — 2.583 + 1,233,861 - 


The Board of Trade Committee on Electricity Supply 
and the 1.M.E.A.-The Council of the I.M.E.A., on May 4th, 
resolved that the President of the Board of Trade should be urged 
to give more adequate ‘representation to local authorities upon the 

mittee appointed by him to consider and report on the supply 
of electrical power in the United Kingdom, and circularised the 


members, requesting that each local authority should adopt resolu- 
tions on the lines of those passed by the City of Bradford on 
May 3rd, and transmit the same to the President of the Board of 
Trade and to their local members of Parliament at the earliest 
possible date. 

The Bradford resolution was almost identical in terms with that 
passed by the West Ham Electricity Committee. and reported in 
our issue of May 4th; it sets forth that the Council is of opinion, 
having regard to the important part at present played by local 
authorities in the supply of electrical energy and the extensive 
character of the capital commitments in relation thereto. that local 
authorities owning electrical undertakings are inadequately repre- 
sented on the Committee appointed by the President of the Board 
of Trade to consider and report on the future supply of electric. 
power for all classes of consumers in the United Kingdom, and 
strongly urges upon the President of the Board of Trade the 
necessity of increased representation being given to them, in the 
interests of both the ratepayers and the consumers of electrical 
energy. 

In a letter to Sir Albert Stanley, dated May 7th, the hon. secre- 
tary of the L.M.E.A., Mr. H. Faraday Proctor, emphasised the 
inadequate representation of the loca] authorities, and stated that 
the interests which the local authorities have at stake, and the 
services which they render in the supply of electricity, far out- 
weigh those of all other undertakers, the energy supplied by them 
being more than double that supplied by companies. 


L.C.C. Employes’ Wages.—Thlie Rolling-Stock Concilia- 
tion Board of the London Council's tramway department has 
granted an advance of 5s. a week, to be regarded as war wages, to 
the undermentioned employés at cas-sheds : Bodymakers, brakes- 
men, brakesmen's mates, controller repairers, controller and motor 
cleaners, fitters. g reasers, plough repairers, re-wheelersand truckmen ; 
to employés at the central repairs depot : Armature winders. body- 
makers, coach painters, colourmen, brush hands, controller repairers, 
magnet and coil winders, crane drivers, engineering labourers, lorry 


‘drivers, plough repairers. writers, tire-setters, wheelwrights and 


wiremen. Armature winders : The advances to commence as from 
and including April Ist, 1917. 

The Highways Committee reports that requests have been received 
from wiremen and wiremen's mates in the electrical section of the 
tramway department for an increase of 2{4. and 2d. an hour 
repectively in their rates of pay; also from persons employed in the 
traffic section of the tramway department, for an increase in 
wages of 1s. 8d. a day, or 10s. а week, and payment at the rate of 
time and a half for overtime. The Committee récommends that 
both applications be referred to the Conciliation Boards. 


Fixation of Atmospheric Nitrogen. — The Scientifir 
American gives an account of an address delivered by Prof. J. E. 
Bucher, of Brown University, U.S.A., at the recent annual Con- 
ference of Chemical Engineera in New York, in which he announced 
the fixation of nitrogen from the air by a purely chemical process 
involving no electric power consumption. 

À mixture of soda ash, powdered iron or iron ore, and powdered 
coke is subjected to ordinary furnace heat, and air is passed over 
the heated mixture. This results in the production of sodium 
cyanide, the iron remaining unchanged after acting as a catalytic 
agent. The cvanide produced is treated in one of three ways :-- 
(1) Treated with steam to produce sodium carbonate and ammonia, 
the latter of which serves as the basis of the nitrogen products 
used in the manufacture of fertilisers, explosives, dyestuffs, Ac. ; 
(2) treated with the carbon dioxide from tlie furnace to produce 
urea, a substance three times as rich in nitrogen as nitrate of soda, 
and twice as rich as ammonium sulphate, and which is, conse- 
quently, a highly concentrated fertiliser having. the added 
avricultural advantage of non-acidity ; or (3) decomposed electro- 
lytically to produce metallic sodium and cyanogen. The former of 
these products has great commercial value, while the latter, by 
absorption by hydrochloric acid, yields oxamide, which is an 
invaluable fertiliser containing 30 per cent. nitrogen,.but hitherto’ 
unavailable on account of its high price. 

The production of artificial nitrates by the fixing of atmospheric 
nitrogen has for 20 years been hindered as a commercial process by 
the necessity for cheap and unlimited electric power, and the 
industry has heen, consequently, confined to Norway, the United 
States of America, and other countries possessing abundant water 
power. The present urgent demands for these products. both for 
munitions of war and in agriculture, make Prof. Buchers 
announcement of great interest. and the successful commercialisa- ` 
tion of the process, which is still in the laboratory stage and 
undergoing large-scale trials, would have far-reaching results. - 

The matter is of importance to the electrical industries in view 
ef the threatened competition with. the electrical processea at 
present employed. | 

Parliamentary.—1n the House of Commons, on Monday, 
the West Kent Electric Power Bill was read a third time. The 
Lancashire Power Construction Co.'s Bill and the Nottinghamshire 
and Derbyshire Tramways Bill were read a second time. 


Export Standardisation Rules.—Mr. D. N. Dunlop. 
secretary of the B.E.A.M.A., writes as follows :—" The recent 
announcement in the technical Press to the effect that the Council 
of this Association have issued a set of British export standardisa- 
tion rules for electrical machinery having. unfortunately, given 
rise to misapprehension, I am desired to state that these rules are 
in no way intended to replace the British standardisation rules for 


electrical machinery which are issued by the Engineering Standards 


Committee to cover British made plant for home and export trade, 
and in the drafting of which the Association is closely and 
cordially co-operating.” 
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Canadian Water Powers Report.—We have received 
from the Canadian Department of the Interior, Water Power 
Branch. the annual report for the year ending March 3lst, 1916. 
A summary of the year's work is as follows :— 

1. The amendment to the Dominion Lands Act to prevent the 
disposition in any other way, except under the Water Power 
Regulations, of lands valuable for water-power purposes. 

2. The re-purchase for $100,18851 by the Government of the 


land dominating Silver Falls site on the Winnipey River, thereby . 


ensuring for all time to come the control by the Government of 
all the natural fall on the Winnipeg River between Lac du Bonnet 
and Lake Winnipeg, representing a total power capacity, under 
regulated flow, of 190,000 continuous 24-hour H.P. 

3. The commencement of investigations of the water-power 
resources of the Province of Nova Scotia, under co-operative 
agreement with the Nova Scotia Water Power Commission. 

4. The eompletion and installation of the water power exhibit 
in the Canadian Pavilion at the Panama Pacific International 
Exposition, and the participation by Canadian engineers, in co-ope- 
ration with the engineers of this branch. in the proceedines of the 
water-power section of the International Engineering Congress, 
held at San Francisco during the Panama Pacitic International 
Exposition. 

5. Completion of the extensive power and stor ave investigations 
on the Winnipeg River. 

6. Satisfactory progress of the presentation of the water-power 
case before the International Joint Commission in the Lake of the 
Woods Reference. 

The report is of an interesting character, and replete with views, 
diagrams, maps, &c., and is fully in line with the Government 
policy of making Canadian water-power resources known throughout 
the world. In this connection it is interesting to note that one 
suggested method of attaining this end is the use of moving 
pictures, films for which it is considered would be welcomed by 
engineering professional societies and most of the American 
Universities—the States being the country most likely to assist in 
the financial and commercial development of such water resources. 

One section of the report on the prospects of electrical 
fixation of nitrogen deals with a subject which is much in 
evidence at the present time. although the author apparently 
holds out no very favourable prospects for such development for 
Canadian use in the near future, due, so far as fertilisers are con- 
cerned, to the possibilities of continuous cereal growing on the 
prairies at the moment. and the negligible amount of such fertiliser 
which would be needed with this soil if judicious rotation of crops 
were adopted in the future. 

In summarising the position as regards the supply of nitrogen, 
the author points out that before the war Chile produced 2i 
million tons of sodium nitrate a year, of which 23 millions 
were exported. and appearances indicate that 50 years may pass 
before this source becomes short, and therefore the price of Chile 
saltpetre will for years regulate the market value of combined 
nitrogen. 

As regards industrial sources, in 1913 the ammonium sulphate 
produced from coking plants was 1,365,700 long tons: the world 
production of cyanamide for the same year was 114.093 tons, and 
of Norway nitrate, 79,000 tons. 

Combined nitrogen is important in more valuable forms as a 
constituent of coal-tar dyes and other coal-tar derivatives, explo- 
sives, collodion, celluloid, and other pyroxylins, prussiates, суапідев, 
nitrates, хс. 

The electrochemical methods of obtaining atmospheric nitrogen 
consist principally of the Birkeland-Eyde, Schonherr, Pauling. and 
cyanamide (Caro-Franck)-— which have been described at various 
times iu our pages. Data is given showing that 2,000 lb. of 
nitrogen produced by the cyanamide process, only require 2:44 H.P. 
years, as against 9°52 H.P.-years for a similar production by the are 
process, 

Of the artificial sources, coke ovens have been mentioned : there 
is also the Haber process (not electrical) of combining hydrogen 
and nitrogen in the presence of a catalytic agent to form ammonia, 
which is largely employed in Germany at the present time. 

[ The author makes no reference to the Ostwald process -which 
is being exploited in this country by the Nitrogen Products and 
Carbide Co.—in which nitric acid is manufactured from ammonia, 
the latter being derived from calcium cyanamide ; it is reported 
that plants are projected for 36,000 tons per annum in this country. | 

The author concludes that arc processes are inefficient, and can 
only prove commercially successful when power ean be cheaply 
obtained nnd the cost of marketing the product is low. The 
cyanamide process is successful, and is being developed in Canada 
by private interests ; the Haber process is not electrical, and is 
possibly the most successful of all. [Again no reference is made 
to the Ostwald process. ] 

The author concludes that present action should be confined 
to securing an option on large blocks of power where required. 
und considering the question of establishing an experimental 
works. 


Russian Electrification Project.—A semi-official journal, 
the Zerg. Prom. Gazeta, says :—Some large Moscow capitalists 
have for some time been turning their attention to the mining 
and metallurgical industries of the Donetz Basin, and now these 
gentlemen have taken up the provision of electrical energy for all 
the metallurgical industries of South Russia. for which purpose a 
share company. under the style of Ugletok (Coal Current). with a 
capital of 120.000.000 roubles. is being formed. The statutes of 
the Ugzletok concern. according to an official Russian paper, have 
already been drawn up and submitted to the proper authorities for 
confirmation. The erganisiug bureau of the Ugletok has been 


installed in Kharkoff, and leading engineers and leading authorities 
are taking part in its operations. 

In the explanatory report accompanying the statutes it is shown 
that the war has brought Russia face to face with a series of 
problems of first-class Imperial importance. Amongst these 
problems the most pressing js certainly the supply of fuel 
and metal. At the close of the war the country's needs in 
these respects will increase rather than diminish. "The Ugletok Co. 
undertakes the execution of all the work of electrifying the 
national industry in regard to the wide region commonly known as 
metallurgical South Russia, which includes the Donetz coal and 
anthracite industry, blast furnaces, and metallurgical factories. the 
Krivoirog and the Nikopol manganese and iron mines, the salt 
industry, and a great variety of manufactures ; besides a rapidly 
developing and extensive agriculture and quickly growing towns, 
all of which are making a continuonsly growing demand for 
electrical energy. 

A preliminary estimate of the total power of the electrical 

stations in the collieries of the Donetz Basin gives the figure of 
159.000 KW. If we take as a basis the possible maximum con- 
sumption of electrical power in the coal and anthracite concerns 
of the Donetz Basin. the total quantity of power used there would 
be 173,000 KW., that is almost two-and-a-half times greater 
than at present. 
. Besides the coal mines, the metallurgical concerns of South Russia 
are large consumers of electrical energy. amounting to about 
287,000,000 KW.-hours per annum, and using, in most cases, blast- 
furnace vas for its generation. If the metallurgical works were to 
approximate their consumption of electrical energy to the propor- 
tion that has been attained in some individual factories in South 
Russia, the total annual consumption of energy might rise to 420 
million KW.-hours, The difference between this and the above- 
mentioned figure represents the excess which apparently cannot 
he provided by the existing electrical power-producing plants in 
the metallurgical districts of South Russia, and offers a ready 
market for the disposal of the energy to be produced by the 
generating stations of the Ugletok Co. 

Further. one of the serious results of the present war is the need 
for the development of the agricultural industry ; and in that 
respect, the cheap electrical energy of the Ugletok may prove of 
invaluable assistance. The application of electricity for ploughing, 
for local transport, for the carriage of agricultural products, &c., 
constitutes a problem the solution of which lies within the province 
of electrical stations. Finally. the central stations of the Ugletok 
will be able tosupplv town factories and populations with electrical 
energy very much more cheaply than at present. - 

The Ugletok proposes to assist the mine owners in the electrifica- 
tion of their equipment by offering credit, by installing machinery. 
and purchasing such abroad, and so on. Finally, to emphasise 
the importance of the matter to the coal and anthracite industry 
of the Donetz Basin, it may be pointed out that, with the existence 
of the central stations of the Ugletok, new concerns from the 
very beginning would have all the advantage of. the application of 
cheap electric power for the production of fuel and its transport 
to the railway stations. They would be freed from the need of 
finding good water for steam raising; and, what is particularly 
essential. they would be in a favourable position regarding labour, 
as the electrification of the mines effects a great economy in the 
use of man power. The normal annual increase in the production 
of mineral fuel in the Donetz Basin, calculated moderately at 10 per 
cent. makes a quantity of 150,000,000 poods a year, which is 
sufficient to occupy one main line in normal times. In other 
words, in order that the lack of railways may not choke the 
normal development of the production in the Donetz Basin, it is 
necessary to construct а new railway every year. It is hardly 
practicable to calculate on such a rate of construction ; and under 
auch circumstances, the róle of the Ugletok, which-will reduce the 
unnecessary wear of rolling stock, vives it a character of Imperial 
as well as local importance. . 

Cheap electrical energy supplied by the Ugletok will save the 
town the trouble of finding coal for its own electrical stations, and 
make it possible even for poor people to use electrie lighting ; 
whilst electric tramways with cheap power will assist in solving 
the question of dwellings, which is now acute. 

To accomplish all the purposes mentioned above, the Ugletok 
proposes, in the first place, to erect in the coal-producing districts 
of the Donetz Basin three large electric stations of 75,000 H.P. 
each. "The current from these stations it is proposed to supply to 
the mines and factories in the basin itself. as well as to the towns 
and villages and industrial concerns in the governments adjoining 
the basin. But in the opinion of the founders of the Ugletok, the 
project can only be carried out if it is recognised as of Imperial 
importance ; for the basic idea of '" central" stations presupposes 
the laying of conductors over great distances, which means the 
expropriation of proprietorial rights, and the alienation and use of 
property belonging to others. 


Central Station Employes—With reference to our 
note of last week, Mr. H. H. Morton writes to say that it is 
impossible for him to reply to all requests for particulars of the 
National Engineering award, but anyone interested can obtain 
particulars at any meeting night of the 16 London Branches of the 
Electrical Trades Union, or direct from the General Secretary, 
137. Great Clowes Street, Broughton, Manchester. The London 
Station Enyineers’ Branch (No. 1), meets every Monday at " The Old 
Queen's Head," London Road, Eiephant. London, S.E.; Station 
Branch (No. 2) meets every Tuesday at " The Cross Keys ` Hotel, 
'Theoubald's Кові, Clerkenwell, and on Tuesday, May ?2nd, a special 
meeting, to which all station engineers and switchboard attendants 
are specially ir vited, will be held st >The Cross Keys ` Hotel. 
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Electrical Trades Union.—The following is a copy of 
the award of the Arbitrator inthe matter of the National Federated 
Electrical Association and the Electrical Trades Union :— 

“1. A difference arose between the National Federated Electrical 
Association (hereinafter referred to as ‘the Association’) and the 
Electrical Trades Union (hereinafter referred to as ‘the Union’) in 
connection with an application for an advance of wages made hy 
the Union on behalf of electrical wiremen, electrical fitters, and 
their assistants employed by the firms in the Association. The 
difference not having been settled by the parties was duly reported 
td the Chief Industrial Commissioner’s Department of the Ministry 
of Labour, who referred the matter for settlement by a single 
Arbitrator and appointed me, the undersigned, one of His Majesty's 
Counsel, to act as Arbitrator therein. - á 

“2. I heard the representatives of the parties at No. 5. Old 
Palace Yard, Westminster, on March 12th, 1917. 

"8. Since the outbreak of the war the electrical wiremen and 
electrical fitters in-the London district have received two advances 
—namely, by an award of August 13th, 1915, an advance of 3d. per 
hour, and by an award of July 15th, 1916, а further advance of 
44. per hour, with pro rata advances to their assistants. 

" 4. The normal week is one of 53 hours. 

“5. Including the above-mentioned advances, the present rate 
for electrical wiremen and electrical fitters is 11łd. per hour, and 
for assistants 84d. per hour. 

“в. The Union claimed a further advance of 2d. per hour. 

"T. Having examined and considered the evidence, the con- 
tentions of the parties, and the various circumstances of the case, 
I determine and award :— "m 

“That on and afterthe first full pay in April, 1917, the electrical 
wiremen and electrical fitters shall receive an advance of Id. per 
hour, calculated as from and including the first day of April next, 
with & pre rata advance to their assistants, that such advances 
shall be regarded as war wages, and to be recognised as due to 
and dependent on the existence of the abnormal conditions now 
prevailing in consequence of the war, and that the said rates as 
increased by this award shall remain in force without alteration 
until August Ist, 1917, and thereafter subject to four weeks 
notice by either the Association or the Union after. the said 
August Ist. 

| " (Signed) 

“Dated March 17th, 1917. 
" 9, King's Bench Walk, Temple." 


In reply to an inquiry by the Electrical Trades Union as to the 
meaning of the term “boys and youths" in the finding of the 
Committee on Production of March Ist for the Engineering and 
Foundry Trades, Sir G. R. Askwith says that thc Committee had 
in mind that the 5s. per week having been granted to meet the 
increased cost of living, should be given generally to all male 
persons of 18 years of age and upwards. The intention of the 
Committee was that apprentices should be included in the term 
"boys and youths," and the 2s. 6d. per week awarded to them 
should be paid to all boys and youths under 18 years of are, in 
addition to any increases or bonuses. whether these were granted 
prior or subsequent to January Ist, 1917. 


WILLIAM W. MACKENZIE, 


Science and Industry.—1t has already been annonnced 


that the estimates for the Board of Education contain a grant of - 


£1,000,000 towards the establishment of a new and permanent 
Department of Scientific and Industrial Research. This money 
will be paid to the account of the Imperial Trust for the encourage- 
ment of buch research, and the Committee of the Privy Council 
will be authorised to order grants for an agreed period to approved 
trade associations, by way of supplement to the funds of these 
associations. An item of £7,250 appears in the Civil Service 
Estimates for the creation of the staff of the department, £1,500 
being for the salary of a secretary and an assistant secretary. Men 
of science desire an explanation of the meaning and use of the 
new venture, and to this end Sir Joseph Larmor, Unionist member 
for the University of Cambridge. has given notice of his intention 
to move the reduction of the vote by £4,000.— Daily Telegraph. 


National Insurance (Unemployment) Acts, 1911 to 
1916.—Contributions are payable in respect of :—- 

2.224 X. Workmen who are employed in an establishment carry- 
ing on any trade insured under the National Insurance (Part II) 
(Munition Workers) Act, 1916, and who are engaged in shunting 
railway. vehicles which are used.mainly on the premises of the 
establishment. 

2.226 X. Workmen engaged in the manufacture, installation, 
and repair of instruments for sending or receiving sound under 
water. ; 

2,237 X. Workmen engaged in the manufacture of electrical 
cooking and heating apparatus. 

Contributions are not payable in respect of :-— 

2,248. Workmen (other than those engaged in sawmilling or 
machine woodwork) engaged in the work of handling. preparing, 
and creosoting telegraph poles and other timber. 


Bill Relating to Company Directors.—In the House of 
Commons, on Tuesday, Sir Albert Stanley (President of the Board of 
Tradey presented a Bill to provide for the disclosure of certain 
оши respecting the directors of companies, and it was read а 

ime. | i | 


British -Empire Producers’ - Organisation.— At the 
Uüncheon meeting of this organisation, on May 24th, at the Savoy 
Hotel,- Sir Edward Carson: will be the guest, and Admiral Lord 

esford will preside. 


Institution and Lecture Notes.—llluminating Engi- 
neering Society. — The seventh annual report was presented at the 
annua] meeting on the l5th inst. The Society, dealing with the 
scientific and the industrial aspecte of a wide subject, unites on 
common ground electrical engineers, yas engineers, manufacturers 
of lamps and shades, physicists, ophthalmic specialists, architects 
and surveyors. This branch of engineering has been recognised by 
the appointment under the Department of Scientific and Industrial 
Research. of a Joint Committee on Illuminating Engineering. The 
successful union of these various interests is largely due to the 
efforts of the hon. secretary, Mr. Leon Gaster, during the last 10 
years. Mr. Gaster is a British subject of Roumanian origin, and is 
thus doubly associated with the cause of the Allies. All the male 
members of his family in Roumania and in England who are of 
military age are fighting in this cause, and one of his nephews was 
recently killed in Roumania. 

The Aeronautical Institute of Great Britain.—A paper is to be 
read by Mr. E. A. Alleut, of Messrs. W. & T. Avery, Ltd., on “ The 
Testing of Materials for Aeronautical Construction," before the 
Institute on May 24th, at 8 p.m., in the Central Hall (facing 
Westminster Hospital) Our readers are invited by the Institute 
to attend the meeting. ; 

Institution of Electrical Englueers. —The NEWCASTLE LOCAL 
SECTION Committee has addressed the following letter to Mr. C. P. 
Sparks, President :—'"'The members of the Newcastle Local 
Section Committee beg to send greetings to you on the occasion of ` 
the annual general meeting of the Institution in London, and. to 
convey their appreciation of the progressive measures which the 
Council have entertained during the period of your presidency. 
They realise that a very large amount of your valuable time 
must have been devoted to this work, and are confident that this 
wil have a most important bearing upon the immediate and 
future development of the electrical profession. On behalf of this 
Local Section, they wish to thank you for the attention given to 
proxy voting, and other steps having for their object a closer touch | 
between the Council and the provinces. 

" In their desire to be of more assistance to the Council, they 
welcome your proposal to advise the Local Sections periodically by 
letter of any matters of moment which the Council consider 
opportune to confide in the Local Section Committee. 

‘The members of the Committee also beg to tender their loyal 
support to your successor in office, Mr. C. H. Wordingham, and 
respectfully to declare their whole-hearted approval of his nomina- 
tion as president." T | 

The result of the election of Council of the Institution, 
announced last night at the annual general meeting. was as 
follows!:—President, Mr. C. H. Wordingham ; vice-presidents, 
Messrs G. W. Partridge nnd W. B. Woodhouse; hon. treasurer, 
Mr. J. E. Kingsbury ; ordinary members of Council, Messrs. Ll. B. 
Atkinson, W. A. Chamen, J. S. Highfield, Sir W. Slingo, Licut.- 
Colonel H.C. Sparks. and Mr. A. P. Trotter. 

Institution of Mining and Metallurgy.—On Thursday next. 
May 24th. at 5.30 p.m., a paper by Mr. W. R. Ingalls, on the 
question "Shall Great Britain and America Adopt the Metric 
System?" will be read, and discussed, at the rooms of the 
Geological Society, Burlington House, Piccadilly. The presence ‘at 
the meeting. and participation in the discussion of the paper. of 
members of the Institution of Electrical Engineers and other 
engineering societies will be welcomed by the Council of the 
Institution of Mining and Metallurgy. Mr. Ingalls is the President 
of the Mining and Metallurgical Society of America, and of the 
American Institute of Weights and Measures, which was recently 
formed expressly to combat the rapidly-growing movement towards 
the adoption of the metric system in the United States ; the tenor 
and purpose of his paper may, therefore, be easily predicted. 


Appointments Vacant.—Assistant for mains testing, &c., 
and electrician-in-charge, for the Borough of Hornsey Electricity 
Works. See our advertisement pages to-day. 


Electric Chicken Brooding.— he Journal of Electricity, 
in the course of a short article on the above subject. states 
that the electric brooder is built in round, square, or oblong shape, 
in capacities from 50 to 1,200 chicks. The tops of the hovers are 
usually made of wood, insulated inside with asbestos, and supported 
on short legs. Strips of canvas or oilcloth reach to the floor and 
retain the heat, the strips being cut into small flaps to allow the 
chickens to pass in and out. The circular-top hover has a central 
heater in the top; the other types have coiled elemente arranged 
round the top. The air, when heated. banks against the insulated 
top, and settles down upon the backs of the chickens ; suitable air 
vents are also provided for ventilation, and a thermostat for 
automatically regulating the temperature is fitted a few inches 
below the top. 

A well-constructed brooder is usually provided with about 100 
watts capacity per 100 chicks, and the energy consumption 
averages about 20 KW.-hours per 100 chicks. 

The electric brooder has almost all the advantages of the electric 
incubator. being a time and labour saver, and producing stronger 
chickens than those brooded by fuel heat. | 

Statistics show that an average of less than 50 per cent. of the 
chicks are raised to the roosts with many brooders now in use, 
while actual tests over 18 months with a large number of electric 
brooders show that the proportion with them has been raised to 
above 85 per cent. 

The relative cost of producing heat per 100 chickens, with 
600 B:TH.U. gas at $1 per 1,000 cb. ft., is 3100 ; with distillate, at 8c. 
per gallon. $45 ; with electricity. at 2c. per KW.-hour. $40. 

The improved results obtained with electricity would. in any 
case, warrant a higher heat cost. 
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Electric Invalid Chair Appeal Case.—Some months ago 
we drew attention to the proceedings before the Hampstead 
magistrates when Mr. Elieson was summoned, and a nominal fine 
imposed. for using an unregistered motor-car and for driving a 
motor-car without being licensed—the " motor-car" in question 
being the little electrically-driven bath chair for invalids, of which 
he is the inventor. Notice of appeal was given, and, according to 
the Times. the Lord Chief Justice. in the Divisional Court, on 
Tuesday last, dismissed the appeal, Justices Ridley and Avory 
agreeing. 

From this it follows that users of these little vehicles, requiring 
about } H.P. to drive them at a speed of from 2 to 3 miles per 
hour, will have to secure both a licence and registration, as, 
according to the Lord Chief Justice, it was impossible to say that 
this vehicle was not a vehicle impelled by mechanical power 
according to the definition of “light locomotive,’ and therefore it 
was within the statute ! 

Really —one wonders how the glow worms have so long escaped 
the lighting restrictions. 


Fatality.—4A Dudley electrician named Joseph Beaumont 
was on Saturday showing two officials of his firm round a trane- 
former house, and explaining the 5,500-volt switchgear, when he 
accidentally touched a live wire and was killed, death being 
The body was badly burned, and holes were burned 
in the sheet iron casing of the switchyear. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected, with the 
technical or the commercial side of the profession and industry, 
alse electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.-—The salary of 
Mr. NEVILLE APPELBEE, borough electrical engineer at Ashton- 
under-l,yne, has been increased by £50 per annum, as from 
April Ist. Three years ago it was suggested that an increase 
of £100 be given, but owing to the war Mr. Appelbee agreed 
to the withdrawal of the application at that time. 

The Southend-on-Sea T.C. has appointed Mr. J. T. Faye, 
traffic superintendent of Leyton Corporation Tram ways, to be 
traffic superintendent of the tramway system at Southend, 
at £3 10s. per week, rising by annual.increments of 5s. to 
£4 per week. Мг. J. DANIELS has been appointed driving 
Instructor to the Southend tramways, at £3 3s. per week. 

At Erith recently, Mr. H. A. Munpay, chief clerk in the 


. electricity and tramways department, was presented with a 


case of cutlery on the occasion of his marriage. “Mr. J. C. 
Williams, engineer and tramway manager, made the presen- 
tution. Mr. F. J. Griffiths presided. 

General.— Мт. [ко SUNDERLAND, of Messrs. Teo Sunderland 
and Co., has just received the Freedoin of the City of London 
as Livery man of the Worshipful Company of Glaziers. 

Captain T. PnEsTIGE has resigned his membership of the 
Electrical Conciliation Board of the Т.С.С. Tramways. The 
Highways Committee recommends the appointment gf Mr. 
W. H. P. Giso to fill the vacancy. 


Roll of Honour.—-Private R. W. SaiNsBURY, a member of 
the staff of the Bristol Corporation electricity department, 
who has been serving in the R.A.M.C. in France for two 
vears, has been awarded the Military. Medal. 

The death is announced of Mr. JouN MArRsHALL McCurnLocH, 
of Litherland, Liverpool. He was employed as an electrician 
on board a hospital ship which was torpedoed. 

Private F. C. Stanrorp, Northumberland Fusiliers, who war 
employed in the permanent way department of the Leeds 
City Tramways, has been killed in action, aged 26. 

Private H. A. LEACH, R. A.M.C.. who has fallen in action, 


enlisted after many years’ service on the Brighton Corpora- - 


tion Tramways. 

Lance-Corporal L. P. Croucu, who has been severely 
wounded in action, was until his enlistment last vear articled 
e Mr. Hesketh, at the works of the Folkestone Electricity 


Private C. BATCHELOR, who Joined the Royal Warwickshire 
Regiment four months ago, whilst in the turbine department 
of the B.T.H. Co., at Rugby, has been killed in action. 

The Times states that Captain Суви W. К. Hook, Man- 
chester Regiment, who was killed on April Brd. aged 21, 
was the second son of Mr. J. J. Hook, engineer of the Tata 
Hydro-Electric Co. When war broke out he was with Messrs. 
Mather & Platt, in Manchester. 

Private Frank Scotron, Oxford and Bucks Lizht Infantry. 
о was on the Rugby staff of the B.T.H. Со., has fallen in 
action. 

Private H. JoxEs, Oxford and Bucks Light Infantry, 
was in the machine shops at Rugby of the B.T.H. Co.. 
been killed in action. 

Rifleman M. Burtox, K.R.R.. who has fallen in action, 
was engaged at the B.T.H. works at Rugby. 

Private FnaxK Poore, Royal Warwickshire Regiment, en- 

Haee at Rugby with the B.T.H. Co., has fallen in action. 

P.O. J. ARMstRoNG, R.N.D.. who has fallen in action, joined 


the service whilst an apprentice in the electrical department 
of the Carlisle Ташта. Со. a 


who 
has 


Private G. W. Carron, Machine Gun Corps, who was an 
electrical engineer with Messrs. Longdon & Co., Ltd., of 
Derby, has fallen in action, aged 27 years. 

Bomb. F. A. Atcock, R.F.A., who was. in the Corporation 
electricity department at Sheffield, has been killed in action, 
aged 24 years. 

Private G. T. Crank, who was with Messrs. E. J. Philpot, 
electrical engineers, of St. George's Street, Canterbury, has 
fallen in action. 

The death in action, 
Vise, R.B., 
Co., Ltd. ' 


in France, is reported of Sapper R. 
who was on the staff of Messrs. Dick, Kerr and 


CITY NOTES. 


Following upon the speech Of the chair- 
man (Mr. J. ANNAN Bryce, M.P.) at the 
recent annual meeting (ELEC. Rev., May 
4th, p. 495), it 18 now announced that 
extraordinary meetings of the company are 
to be held next week (21st inst.) to con- 
sider resolutions increasing the capital 
from £1,150,000 to £1,395,000. It is proposed to create 110,000 
pref. shares of £2 each, and 500,000 deferred of 18. each. The 
ee is explained in the following interesting extracts ' 
rom a circular issued to the shareholders, and published in 
the Financial Times :— 

“You are doubtless aware that the Westinghouse Electric 
and Manufacturing Co., of Pittsburg, U.S.A., and its connec- 
tions, control a majority of the preference and ordinary shares 
of. our. company. 

"In view of the sentiment produced in this country by 
the war, and of the possible changes which may result in 
international economic relations, your directors have for some 
time been desirous that the control of the company should 
be transferred to Great Britain, and with this object your 
managing director went last autumn to America. Our Ameri- 
can friends fully appreciated the reasons for the proposed 
change, but, as you may imagine, the difficulties were great, 
and it was only after lengthy negotiations that a basis of 
settlement was reached. This took the form of an agreement 
of option exercisable on or before June 1st, 1917, to pürchase 
the whole of their preference and ordinary shares, together 
with their debenture stock, of which also they hold a 
majority. 

" Tho agreement provides that a holding company shall be 
formed in Great Britain to buy the shares and debenture 
stock belonging to our American friends, and that this hold- 
ing company shall issue to the American sellers in payment 
approximately £1,250,000 five per cent. first lien bonds, re- 
deemable in 10 years. creating a first charge: upon all the 
property, present or future, of the holding companv. 

“The holding company will. have a capital of £500,000; 
divided into 300,000 six per cent. preference shares of £1 each, 
and 200.000 ordinary shares of £1 each. It is at present pro- 
posed to issue only 200,000 preference shares and 100,000 ordi- 
пагу shares. One-half of the ordinary shares issued are to 
he allotted to the American vendors in part payment of the 
pure hase consideration. 

‘Your directors consider this stipulation — The 
American company's holding in shares cost them nearly 2) 
years ago about £1,175,000, on which they had no return till 
the last four years, while their debenture stock cost them 
about £645,000. For their net cash investment of £1,820,000 
they are to receive slightly less than £1,250,000 in 10-year 
bonds and half the profit beyond 6 per cent. of the holding 
company. The transaction is not of their yroposing—the y 
had no desire to part with their holding, and it is fair that 
they should retain some interest in an investment which, 
after having for so long given no adequate return, is just 
beginning to be profitable, Moreover, your directors are of 
opinion that it is for the advantage of your company that 
our American friends should retain such an interest in its 
profits as will make it worth their while to continue in the 
future to assist in its development, as they have done in the 
past. Our relations, extending now over nearly 90 years, havo 
always been, most harmonious and for our mutual benefit. 
They have taken a broad-minded view of these relations, as 
is shown by their willingness to fall in with the present pro- 
posals, and have always been ready to advise us and give ug 
the benefit of their immense technical experience, without 
using their control to interfere in our management or limit 
our activity. Your directors are therefore anxious to have 
the benefit of their continued co-operation. 

"It is provided that the holding company shall, in oder 
to give additional security for the first lien bonds, acquire not 
less than 110,000 preference shares of £2 each in the British 
Westinghouse Co.. and it is for the purpose of sanctioning 
the creation of these shares that you are now called tegether. 

"Since the option agreement was made in December of 
last year there have been continuous negotiations with a view 
to putting vour directors in a position to exercise the option, 
hut vou will easily understand that under the conditions pro- 


British 
Westinghouse 
Electric and 
Manufacturing 
Co., Ltd. 


duced by the war it.has been difficult to bring them to frui- 


tion. Under British law it is not possible for a company to 
buy its own shares, and while it would, of course, be possible 


- iå EE M 


Т 


Vol. 80. No. 2,060, May 18, 1917.] 


THE ELECTRICAL REVIEW. t58 


for individual shareholders to combine to do so, such a com- 
bination was not possible under present circumstances. 

- " Under these conditions the only method was to find a 
financial group which would furnish the large sum necessary 
to carry through the provisions of the option agreement. 
Your directors are glad to inform. you that a powerful group 
has now expressed its willingness not only to find the neces- 
sary funds for the holding company, thus enabling it to sub- 
scribe for the 110,000 new preference shares. of your com- 
pany, but also to give an undertaking to subscribe, as and 
when required, £500,000 in second debentures of vour com- 
pany on condition of an immediate issue to the holding com- 
pany at par of 500,000 deferred shares of Is. each, entitled to 
a. dividend at the rate of 74 per cent. after pavinent of divi- 
denda at the rate of 15 and 30 per cent. respectively on the 
preference and ordinary shares respectively, and carrying one 
vote for each share. 

'* Ав the proposals to be submitted to vou possess the two- 
fold advantage of the transference of control to this country 
and of the provision of a substantial and much-needed addition 
of about £750,000 to your capital, your directors strongly re- 
commend their acceptance.”’ 


During 1916 there were 23,575,211] units 
Calcutta Elec: sold, as against 21,081,928 in 1915; number 
‘tric Supply of houses connected increased by 693) to 
Corpn., Lu 9.461. The gross revenue increased from 

... 994.206 to £237,353, and the net revenue 
from £162,922. to £167,370, exchange being calculated at 1a. 
4d. per rupee. Including the amount brought forward and 
interest received on money at deposit, the profit is £199,847. 
After paying the preference dividend, putting £40,254 to 
depreciation and renewals, £2,500 to reserve, and paving 9} 
per cent. on the ordinary shares, £2,500 is allocated to direc- 
tors’ extra remuneration, and £65,150^i8 carried forward srub- 
ject to demands in respect of excess profits duty. The reserve 
for depreciation and renewals is increased to £215.835, and 
the reserve stands at £131,528. The expenditure on capital 
account during the vear was £91,055, making the total 
£1.406,938. Fhe demand for energy continues to increase 
steadily. Under the terms of its licence the company is 
hound to meet any. demands for supply of current that may 
be made, but, on account of the difficulty in procuring addi- 
tional plant, it has been found necessary to publish a notice 
that the company regrets its inability to accept applications 
in excess of the capacity of the available plant. Units gene- 
rated 30,493,038, sold 93,575,911. used on works 5,900,355, not 
accounted for 1,009,372. Maximum supply demanded 3,750 Kw. 
The public lamps number 196, and the public lighting units 


687,955. | 
| In their report for 1916 the directors 
Kalgoorlie state that. operations in Kalgoorlie have 
Electric Power been continuously maintained, and all im- 
and Lighting portant customers are still taking current, 
Согра., Ltd. though, in some cases, in less quantity 
than formerly. The continuation of the 
war has accentuated the shortage of labour, and from this 
shortage the most Important of thetr difficulties, and largely 
those of the whole of the goldfield, have arisen; it has also 
caused a further increase in the cost of supplies and in taxa- 
tion. The result of these unfavourable factors is shown in 
the decrease of gross profit for the vear of £4,167, and (due 
to heavier taxation) tn the net profit of £4.96. Мовут 
standing the reduced profit, the dividend of 4 per cent. has 
heen paid on the preference shares. £7,000 has been added 
to the debenture redemption fund, and £2,000 depreciation 
has been written off the value of the property. £1.007 is to 
he carried forward. The payment of the debenture issue falls 
due on December 31st next. Arrangements have been made 
to repay £31,900 of the amount upon the due date, and the 
|alance by annual payments of £7,500. These deferred pav- 
ments carry an additional I per cent. interest. The property 
has been maintained in good condition, and notwithstanding 


some difficulty in getting renewals and supplies, the machi- | 


М is im thorough working order. Annual meeting: Mav 
The accounts for 1916 show a profit. of 
Shanghai 248.193 (plus £1,387 brought. forward), 
Electric against £31,084 for 1915. There has been 
Construction put to reserve for renewals £10,000. and to 
Co., Ltd. reduction of preliminary yxpenses account 

k £5,000. Dividends on the ordinary shares 
amount to 10 per cent. for the year, less income-tax, and 
2.510 is’ to be carried forward. The loss hy exchange on 
subsidiary coinage was £38,751 (19.11 per cent. on the capi- 
tal). Transactions in Shanghai have been converted into 
Sterling at an average rate of 9s. to the Mexican dollar, эв 
against 1s. 9d. for the preceding vear. During the year the 
genera] tendency of sterling exchange was favourable, owing 


^to the rise in the price of silver. The percentage of loss bv 


depreciation of subsidiary coinage has been sensibly lower 
during the vast six months than the average rate experienced 
їп 1916. The traffic and net receipts for the first four months 
of 1917 show improvement. :15 trailers have been added, mak- 
Mg 70. Including seven railless cars, there are 167 passenger 
Vehicles. Railless cars continue.to operate successfully on one 
Mile of route. А considerable expansion of business would 
result from an extension of this form of traction, and powers 
are being sought from the Municipal Council, which may be 


exercised when financial and construction cost conditions are 
more favourable. A site has been purchased on Soochow Road 
(cost Tis. 53,000) for the erection of new offices. 
The report for 1915-16 gives the follow- 
Buenos Aires ing results:—Gross receipts, | $5,583,262; 
Lacroze Tram: decrease $217,380 п/п. The working ex- 
ways Co., Ltd. penses amount to $3,895,787, an increase 
of $135,005. The causes which have had 
a decided influence m these results are the large. number of 
persons who have left the country owing to. the European 
war, and the stoppage of works in general, which has re- 
sulted in thousands of workmen being unemployed. These 
have caused a decrease in the number of passengers, not- 
withstanding the liberality of services afforded. The figures 
cited leave a working balance of $1,987,475, from which 
must be deducted the amount of debenture interest and 
amortisation of municipal concessions, paving accounts, &c., 
leaving $644,519, plus $83,688 brought forward. Five per 
cent. of the total goes to the reserve fund, $39,995; 5 
per cent. to the directors, $32,225; 4 per cent. to the svndic., 
$3,222; to the shareholders, $625,000; and there is to be car- 
ried forward $35,683. d 


Peel-.Conner Telephone Works, Ltd.—The net profit for 
the year ended March, 1917, was £16,233, of which £2,000 
has been put to reserve for depreciation. After adding £3,959 
brought forward, paying the preference dividend £5,000, and 
a dividend of 2s. per share on the ordinary shares, £5,188 
remains to be carried forward. The result for the year does 
not compare favourably with previous years, owing to. the 
works having been mainly engaged on special work of a 
varied nature, with the result that a number of departments 
have at times not been fully emploved. This conditions of 
affairs is likely to continue until the company can resume 
the manufacture of its normal productions. Annual meet- 
ing: Мау 2lst. 

South Wales Electrical Power Distribution Co.—The re- 
port for 1916 states that‘ business showed an increase. the 
units sold amounting to 30,058,461, an inerease of 1,000,505 
units. After payment of all working expenses and interest on 
prior Len debenture stock, and making provision for depre- 
ciation of new plant, there was a surplus of £85,554, as com- 
pored with £6,756. This surplus, together with £3,999 in 
hand, enabled payment to be made of the full vear's interest, 
£10,000, on the old debenture stock, and leaving £2,553 to be 
carried forward.—Financial Times. 

Kidderminster and District Electric Lighting & Traction 
Co., Ltd.—The net receipts of the lighting undertaking for 
1916 were £2,900, plus £2,782 dividends received in respect 
of investments, and £1,457 brought forward, making £7,141. 
After deducting administration and general expenses, interest 
on temporary loans and debenture stock, and providing £50! 
for renewals, there remains £2,499. There is to be put to 
reserve £500, the preference dividend absorbs £1,500, and 
£499 is to be carried forward. 

Ane PIECE AR Telegraph Co., Ltd.—For the year ended 
March, 1917, the dividend payments absorbed altogether 
£262,500, being the rent paid by the Western Union Tele- 
graph Co. for the vear, equal to 32 per cent. on the ordinary 
stock, 6 per cent. on the preferred stock, and 134 per cent. on 
the deferred stock. The balance at credit of revenue account 
( £69,456) includes £3,830 interest received, and £65,625 is avail- 
able for the dividends for the quarter to March, 1917. Mort- 
ng: Mav 25th. 

Merthyr Electric Traction & Lighting Co., Ltd.—The re- 
port for 1916 states that the revenue from all sources amounted 
to £237,179. as compared with £26,285. After deducting all 
expenses chargeable to revenue (including £3,456 for deben- 
ture and other interest), and providing £2,000 for renewals, 
the available balance. including £907 brought forward, is 
£5,408. A dividend of 6 per cent. per annum is to be paid 
on the ordinary shares, carrying forward £507. 

Italy.— According to recent statistics, the capital invested 
In new Industrial companies and additions to capital of exist- 
ing companies in 1916 amounted to 438,100,000 lire. Of the 
companies in question, electrical concerns stood for 60,600,000 
lire, @Ghemical and electrochemical undertakings for 37,500,000 
lire, and metallurgy (in which, presumably, electrometallurgzy 
is included) for 132,600,000 lire. 

Lewes & District Electric Supply Co., Ltd.—Total 
revenue for 1916, £3,338; expenses, £92,078. Interest pro- 
duced £40, and there was brought forward £303. Debenture 
Interest absorbs £440. there is to be put to renewals fund 
£600, and to be carried forward £595. 

Calcutta Electric Supply Corporation, Ltd.—Final divi- 
dend on the ordinary shares at the rate of 12 per cent. per 
annum, for the six months enfed December 31st, 1916, mak- 
ing, with the interim dividend paid in November, 1916, 9; 


‚ per cent. for the vear. 


Kidderminster & Stcurport Electric ara Co.. Ltd. 
—The profit for 1916, after providing for renewals, is £2,655, 
plus £99 brought forward. £500 is nut to reserve, 34 per cent. 
dividend requires £2,002, and £256 is to be carried forward. 

Taunton Electric Traction Co., Ltd.—The receipts for 
1916 were £2.900. £250 has been placed to renewals (savs 
the Times), and £19 is to be carried forward. 
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STOCKS AND SHARES. 


TURSDAY EVENING. 

THERE is not much going on in the Stock Exchange. Russia, 
the industrial disturbances, the age limit, the submarines, 
and the daily expenditure upon the war make up a quintet 
of factors not exactly conducive to commercial enterprise. 
The British Government loans keep steady, and hold the 
other investments markets in firmness. In most first-class 
securities, the principal complaint still is that there 15 no 
stock to supply buyers when the latter come along, though 
these have shown a dwindling quantity of late, and there 
are some people putting their money on deposit instead of 
diverting it into Stock Exchange channels or subscribing to 
the Exchequer Bonds that are on offer. 

The atmosphere is charged with uncertainty; and the ques- 
tion of the moment—from the financial point of view, at all 
events—is the length of time it will take the United States 
to become an effective force in the fighting lines. Judged 
from the many experiences of officers and men home from 
the Front with whom one comes into contact, there is more 
‘cheerfulness in the B.E.F. than there is at home. 

Electric railway stocks are heavy, and in some cases lower, 
in consequence of the threatened strike of the 'bus drivers. 
Rumour had it on Monday that the tubes, trams, and ‘buses 
would suspend running at six o'clock on the evening of that 
dav; and although this turned out to be exaggerated, the 
situation was sufliciently unpleasant to lead to a little selling 
of Underground income bonds and Metropolitan consolidated 
stock. Optimists profess that the industrial unrest is the 
direct outcome of the fine weather, claiming that most men 
have been overworked for some tine past, and that the run- 
shine offers them irresistible temptation to play. According 
to this theory, the various difficulties will adjust themselves 
in the course of a few days. | | | 

The engineers’ strike is in part averted; hut, in this parti- 
cular section, dissatisfaction has been increasing, and want 
of tact on the part of some of tbe masters certainly aggra- 
vated the position. Engineering shares in the Stock Ex- 
change lista have been scarcely affected at all. except in the 
negative way that when they come to market they are not 
quite so easy to place as they were a month or two back. 
Babcock & Wilcox hold their rise of 2 15/16. British Alumi- 
mums are a trifle lower at 26s. 9d. Henleys 4} per cent. 
debenture stock has risen to 81, an improvement of 9 points. 

London shares keep good in the electricity supply group. 
Counties have further hardened to 10}. Cities are & up at 
113. The rest of the list is very hard, although there is not 
much doing. General Electric ordinary at 15 is 10s. up, and 
the preference have been changing hands during the fast few 
days at 9. | 

Marconis are showing marked activity in consequence of 
the success of the company in its recent lawsuit. The price 
of the shares hardened to 9j. Тһе preference rose to 9 5/16: 
but the: principal performer in the group. so far as business 
is concerned, is the Marconi International Marine, the price 
of the shares spurting from 37s. 6d. to 45s. Some of the 
demand responsible for this improvement is stated to emanate 
from the United States; and American Marconis have been 
good as well, with business done as high as 16s. 3d. Canadian 
Marconis remain neglected in the neighbourhood of 8s. 6d.; 
s Spanish & General Wireless Trusts keep about the same 

igure. 

Cable shares are steady. Eastern Extensions are nominally 
10s. down at 134. but the dividend accounts for 7s. of this. 
Eastern Telegraph ordinary stock at 138 is 34 lower, this. 
however, representing the dividend of the same amount. At 
138, Eastern Telegraph ordinary pays. £5 16s. on the money: 
and as the dividend is distributed free of tux, this is equal 
to 7i per cent. gross. 

Eastern Extension pays slightlv more; and having regard 
to the scarcity of good industrial investments, the recoverv 
of the dividend is more than probable as soon as general 
conditions grow more favourable again. The Anglo group is 
firm, with a rise of 14 in Anglo-American preferred. The 
ordinary stock has improved to 5641. Direct United States 
ordinary, at 6, were ex 2s. dividend last Friday. 

Mexicans again stand out as one of the few bright spots 
round the markets, and the bonds of the Tramways Co. are 
hoth up 2j points, the Firsts rising to 40. the Seconda to 30. 
Mexican Light & Power common has advanced to 144, and 
the rest of the issucs in this-section are very firm, notwith- 
standing the lack of confirmation that Mexico had thrown in 
her lot on the side of the Allies. The weak tendency of the 
British. Columbia. stocks has made further progress, the de- 
ferred giving way 3 points, and a fall of 2} occurring in the 
preferred, 

Brazilian "l'ractions and Rid Tramway bonds. on the other 
hand, are better, thanks to the steady wav in which the 
exchange advances. The Brazilian Traction directors. it may 
na recalled. decided to pay ne more dividends this year, 

rause of the drop in the rate of exchange. Since the com- 
pany в report came out, however, the Rio rate has been 
mounting daily, with scarcely a break: and, from a little 
prm T Hus risen to 133d. It is scarcely hoped that the 
SA eee es pound will change their decision in regard 
yment of a dividend at present, but the rise in 


the exchange will enable them to put the finances of the 
company upon a much more solid foundation, and this is 
justly held as a strong bull point. The preference shares rose 
to 90, and at the present price the return comes to £6 13s. 4d. 
on the money. | 

The British Westinghouse Co. has issued an important 
cireular to its shareholders, eonvening meetings for the. pur- 
pose of reorganising and increasing the capital of the com- 
pany. The first meeting will be held next Monday, when no 
doubt further information will be given than is contained 
in the present circular. Put very brietly, the idea is to secure 
control in this country from the Westinghouse Electric Co. 
of Pittsburg, which at present holds a majority of the prefer- 
ence and ordinary shares of the British Westinghouse. А 
shrewd estimate of the reason for this might be that the 
company, as at present controlled, cannot expand as freely, 
in view of the Defence of the Realm Regulations, as 16 might 
be able to do under purely British control. No change has 
taken place in the price of the shares, which remain. at 
2 5/16. They are, of course, of the nominal value of £2 
each, fully-paid. 

British Aluminium fell 6d., but other shares of similar 
character remain firm. Armament shares are mostly better. 
Much interest and little business have attended the latest 
Jump in the price of tin, the metal. The rubber market is 
quieter altogether. How the incidence of the excess profits 
tax will fall is still a matter of speculation, although it ia 
capable of Беле estimated with more accuracy. than on the 
occasion. when the principle was brought into being. The 
general conditions which are militating against activity in 
Stock Exchange things as a whole play their part in the 
rubber market also; so that, while prices keep firm, the 
volume of daily business has substantially declined. 


SHARE LIST OF ELECTRICAL COMPANIES. 
: HonwrQELECTRIOITIY COMPANIES, 
Dividend Price 


А May 16, Rise or fall Yield 
1916. 1936, 1917. this week, р.о. 


Brompton Ordinary  .. .. 10 9 63 — 46 18 6 
Charing Cross Ordinary id Б b 84 — 7 210 
ас. dc. do. 44 Pref.. 44 44 Bt — 618 6 
Ch el ea ee ee ee ee 4 3 24 а, 6 4 4 
City ot Lonuon .. ws - 8 8 Wy + Ф 616 2 
do. do. 6 per cent, Pref. 6 6 10 — 6 0 0 
County of London Er «ә 7 1 104 + { 613 4 
‚ do. 6 per cent. Pref, 6 6 10 = 6 0 0 
Kensington Ordinary .. æ 7? 10 5i — Б 7 
London Electrio .. sa ss 8 B 1 — Nil 
do. do. 6 per cent. Pref. 6 4 of — 6 6 8 
Metropolitan Ба т T B B ‚9 — 6 0 0 
do. 4$ percent. Pref, 44 44 d — 7 40 
St. James’ and Pall Mall es 8 8 — 0 8 0 
South London ee oe oe b b 22 = ` 1 Б 6 
South Metropolitan Pref. e 1 7 21. „= 7 613 4 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. és 6. 6 {6 4 14. 6 4 3 
do. 6 е oe ee 83,6 14 ттн 6 13 4 
Chile Telephone .. ce E 8 8 6; -— 616 4 
Cuba Bub. Ord. oe ee oe 6 5 8 c 5 17 E 8 
Eastern Extension ix ee 8 8 13 xd — фа 6 
Eastern Tel. Ord. s s 8 8 188 xd — *% 16 0 
Globo Tel. and Т. Ord. .. 9 1 7 123 — *6 14 8 
do. P [] ee 6 А 6 10 2. R 0 0 
Great Northern Tel... 23 21 88 — 515 9 
Indo-European .. ee - 18 13 4 -— 611 4 
Marconi oe oe ee ee 10 10 3 + їх 8 9 6 
Oriental Telephone Ord, .. 10 10 2% — 414 1 
United R. Plate Tel. .. id 8 8. 68 — *ó 0 9- 
West India and Pan. ee oe 6d. 6d. 1 -— 9 10 0 
Номи RAILS, 
Central London, Ord. Assented 4 4 60) = вво 
Metropolitan 2 ee ee . ө 1 1 тетә, 3 4 4 0 
do. District  .. .. Nil Nil 16 — Nil 
Underground Electrio Ordinary Nil Nil 1j — N]1 
dc, do. "A" ., Nil Nil 6/- — Nil 
dc, do, Income 6 b 19 —1$ '66 7, 
: FonBE!Gw Trams, &c, 
Dividend 
А л 
i 1914. 1916, | 
Adelaide Sup. 6 per cent. Pref, 6 6 5 — 600 
Anglo-Arg. Trams, First Pref, 84 — 816 0 
do. 2nd Pret... b 93 —` — 

: do. ~ 5 Deb. .. 5 b 69 + 750 
Brazi! Tractione .. m 8 4 4 47 +1 Nil 
Bombay Electric Pref. .. "i 6 8 10 — 6 00 
British Columbia Elec. Rly. Pfce. Б Б 60 — 8 6 8 

, do. do. Deb. 4 4 64 — 6 19 10 
Mexico Trams 5 рег cent, Bonds — WN 40 + 24 Nil 
‚ do. 6 per cent. Bonds — Nil 80 7 494 N 
Mexican Light Common 5% Ni Nil ] +1 
do. Pre О ee ee Nil Nil 2 = x i] 
do. lat Bonds ee Nil Nil 374 UT ин 
Manvcracrornme ОомрлАйтия. 
Babcock & Wiloox zu 14 16 2} — 520 
British Aluminium Ord. — б 7 268 — 64. 7? 710 
British Insulated Ord. .. oe 16 17 12 — 617 8 
British Westinghouse Pref, .. 7% { 2 —_ 8 910 
Callenders oe ee ee ee 15 90 18 — 1 11 0 
do. 5 Pret. oe ee 6 6 4 -— 6 6 0 
Castner-Kellner .. oe wwe V 22 — 618 0 
Edison & Swan, £8 paid S, Ni =æ ` — Nil 
do. do. fully paid .. Ni — | 1 — Nil 
do. do. 4 percent. Deb. 4 4 — 515 9 
Electric Construction ., T 6 1% 1 — 710 0 
Gen. Eleo. Pref, oe ee ee 6 6 93 TM 6 8 1 
do. Ord. .. x . 10 10 ` 15 +4 618 4 
Henlay oe D ee eo ee 20 96 154 — 8 1 І 8 
do. 4 Pref, ee ее ee 44. 44, 4 — 6 19 8 
India-Ru ber ee ee ee 10 10 К 114 ттт *8 8 4 


ee ee 20 
* Dividends paid free of income.-tax. 
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WAYLEAVES. 


In connection with the discussion on Mr. VERNIER’S paper, 
Mr. W. A. CHAMEN has addressed the following important 
communication to the Journal of the INSTITUTION oF ELEC- 
TRICAL ENGINEERS :— 

As chairman of the Joint Committee of the Incorporated 
Association of Electric Power Companies and the Incorporated 
Municipal Electrical Association appointed for the purpose of 
drafting & Bill which it is hoped may be presented to Parlia- 
ment at the earliest opportunity, I may say the question of 
wayleaves has engaged the attention of that Committee to a 
very considerable extent, and the following clause (No. 11) 
appears in the draft Bill :— 

"MH. The undertakers may within their area of supply or 
any extension thereof under section 6 of the Electric Lighting 
Act, 1909, or otherwise construct maintain repair alter and 
remove electric lines either over ground or under ground 
across over or under private property or common lands, rivers, 
railways, canals, tramways, aerial ropeways, pipelines, water 
channels, and the like, subject to the consent of the 
owners thereof, or without such consent (notwithstand- 
ing the provisions of section 7 of the Gasworks Clauses 
Act, 1847, as incorporated with the Electric Lighting Act, 
1882, by section 12 thereof, and of section 10 proviso (b) of 
the Schedule to the Electric Lighting (Clauses) Act, 1899) 
subject to the issue of a certificate of the Board of Trade 
declaring the construction of such lines to be desirable on 
the ground of public utility and authorising their construction 
subject to terms and conditions as are hereinbefore provided. 
Any undertakers requiring to obtain such certificate shall 
make application therefor to the Board of Trade. Such 
application shall set out the purposes of the lines, the advan- 
tages of the routes proposed over any routes available by the 
exercise of their existing powers, or that there are no such 
routes, and shall be accompanied by а map showing the 
route or alternative routes proposed to be followed, the ease- 
ments required for access thereto, the lands and other pro- 
perties concerned, a schedule of such lands and their owners, 
and a certificate that copies of the map and notices of applica- 
tion have been served upon all such.owners. Copies of any 
agreements which may have been made with any of the 
owners concerned in the construction of any part of such 
lines or of any consents given by such owners may be sub- 
mitted with the application, or at any time thereafter until 
the Board of Trade shall have decided to grant or withhold 
the certificate. - 

Upon the receipt of any such application the Board of Trade 
shall notify the owners concerned, other than those last 
above mentioned, and invite them to forward to the Board of 
‘rade in writing within one calendar month, any observa- 
tions which they may wish to offer upon the construction of 
the lines or the routes proposed so far as their own properties 
are concerned.: The Board of Trade, if it sees fit, may therc- 
after hold a local inquiry, or may decide to issue or withhold 
the certificate without such inquiry. The certificate issuéd 
shall be accompanied by a plan showing the route or routes 
approved by the Board of Trade with or without limita of 
eviation, but such routes or limits of deviation shall be 
confined to the properties scheduled by the undertakers in 
their application. The undertakers: shall within six months 
of the receipt of the certificate serve upon all the owners 
concerned notices of their intention to construct such lines, 
showing the proposed course thereof, and of the easements 
or access thereto, and at the same time serve notices to treat 
for the determination of the compensation to be paid where 
that has not been previously agreed upon. | | 

The Board.of Trade shall make regulations prescribing the 
Scale of the maps, the forms of notice and observations, and 
the information to be submitted with applications and notices. 

When the Board of Trade has decided to withhold the 
Certificate, the undertakers shal not for twelve months, or 
for such period as may be determined by the Board of Trade, 
repeat their application, and then only subject to such regula- 
tions as the Board of Trade may make. | 
: e exercise of the powers conferred by this certificate : 
Issued by the Board of Trade shall be subject to the following 
Provisions numbered (1) to (6), and failing agreement be- 
‘Ween the undertakers and any owner of any lands, &c., as to 

e matters set out in the provisions of this section, the 
Question shall be heard and determined by a single arbitrator 
© be appointed by the Board of Trade, and so far as possible 
All questions arising in respect of the line or lines authorised 
Y any certificate of the Board of Trade shall be heard and 
etermined by the same arbitrator sitting continuously. 

(1) Payment by the undertakers to the owners of the pro- 
Perty by ‘way of lump sum or annual rent charge of such 
Sums as may be agreed upon or awarded as compensation 
for the reduction in value of the lands by reason of the ease- 
Ments for the construction maintenance and repair of the line 
and access thereto. — | 

(2) Payment by the undertakers to the owners of such 
compensation as may be agreed upon or awarded for damage 
done in the course of construction maintenance repair and 
alteration of such lines at any time arising. - 

.. (3) In.arranging whether any wayleaves shall be granted 
19 perpetuity or for any term of years due regard shall be 


had to the liability of the undertakerg to continuously main- 
tain any supply of electricity once given by them. 

(4) Alteration from time to time of the route followed by 
any line on across over or under any lands upon such ternis 
and conditions as may be agreed upon or awarded, but so 
that the alteration shall not cause any interruption to the 
supply of electricity. 

(5) In making any award it shall not be competent for the 
arbitrator to decide against the express wishes of any land- 
owner or occupier that any electric line shal] be run overhead 
across any ornamental park garden or pleasure ground so as 


. to spoil the amenity thereof. 


(6) The Board of Trade may at any time revoke any certifi- 
cates granted by them under this section upon such terms 
and conditions as they may determine, having due regard to 
the liability of the undertakers to continuously maintain the 
supply given by them.” 

It is not proposed under the Bill to proceed in any other 
way than through the present existing authority to whom all 
such matters are referred by the Electric Lighting Acts, 
namely, the Board of Trade, but if any other authority should 
be set up by Parliament for dealing with this question of 
wayleaves and/or any other questions at present dealt with 
by the Board of Trade, the transfer of this matter, along with 


any other such matters, to any other body, would of course 


be provided for in the Act appointing such new body. The 
procedure with regard to wayleaves in other countries has 
been considered, but it has been deemed advisable to pro- 
ceed with the drafting of this clause on lines which fit in 
with the least possible trouble or alteration with the existing 
conditions in the United Kingdom. The Committee hope 
that the provisions of this clause give such power to under- 
takers and to the Board of Trade as it is reasonable to expect 
that Parliament wil give, while at the same time safe- 


guarding the interests of property owners, especially in in- 


stances where it might, from a purely utilitarian point of 
view, be desirable to run overhead lines across ornamental 

arks, gardens, or pleasure grounds in such a way as to dis- 
Route and spoil the beanty of any such lands. Experience 
seems to show that the bare fact of the existence of such 
powers as those set out in this draft clause would suffice in 
nine cases out of ten, if not, indeed, in 99 cases out of 100, 
to cause the property owner to make reasonable agreements 
without the actual powers contained in the clause having to 
be called into operation at all. In present circumstances it 
is possible for one landlord possessing only a small amount of 
land to completely upset a scheme for the construction of any 
electric line not only overhead, but also underground, be- 
cause he will not allow it to cross his property, or, if he is 
willing to allow it to cross, the conditions under which he is 
willing to do so render the scheme impracticable. 

There is another point altogether, which has been referred 
to by the author, namely, that of the alleged right of veto bv 


. а local authority against the construction of any lines what- 


ever overhead, even on private property. This alleged right 
of veto І do поё think was ever intended -by Parliament. It 
ia not contained in section 14 of the Electric Lighting Act, 
1882, and it is really only brought into section 10 (b) of the 
Schedule to the Electric Lighting (Clauses) Act, 1899, in- 
directly, and I cannot believe for a moment that the Com- 
mittee of whichever House of Parliament first passed this 
wording intended that it should give to a local authority the 
power to prevent overhead lines being constructed on private 
property, where the public safety and convenience 18 in no 
way concerned. Section 1 of the Schedule to the Electric 
Lighting (Clauses) Act, 1899, states clearly that the provisions 
of the Schedule are to be read and construed subject in all 
respects to the provisions of the Electric Lighting Acts, which 


. means the Electric Lighting Acts 1882 and 1888, and 1% is 


quite unreasonable to suppose that it was the deliberate inten- 
tion of any Parliamentary Committee to place any further 


restrictions upon the erection of overhead wires than those 


contained in section 14 of the Electric Lighting Act, 1882, so 
far as the consent of local authorities is concerned. The word- 
ing of section 10 (b) of the Schedule to the Electric Lighting: 
(Clauses) Act, 1899, is, of course, unfortunate, and if taken 
literally, as lawyers in these days seem to insist upon taking 
things, 16 may be held to give these very wide powers of veto 
to local authorities, but if the question were taken before any 
judge who would take a broad, intelligent, and common-sense 
view of the whole situation, I cannot think he would decide 
that this clause gives power to local authorities to prevent the 
erection of overhead lines’ across moorland or agricultural 
land or other tracts of country. As, however, the Board of 
Trade have maintained that section 10 (b) of the Schedule to 
the Clauses Act, 1899, does give an absolute veto to local 
authorities, without appeal in any shape or form, the Joint 
Committee have added the following section to the draft 
Bill :— Ж | 

б 619. Notwithstanding the provisions of section 14 of the 
Electric Lighting Act, 1882, and of section 10 proviso (5) 
of the schedule to the Electric Lighting (Clauses) Act, 1899, 
the consent of the local authority shall not be required for 
the placing of any electric line above ground, excepting along, 
over, or across any street, and such consent for the placing 
of any electric line о e or а апу о! shll not 
be unreasonably wit . Any question whether such con- 
sent is ünreasonübly withheld shall be decided by the Board 


of Trade. 


Fia. 6.—A PIN AND A SHACKLE © Fic. 7.—STRAIN INSULATOR 
INSULATOR OF EQUAL INSULATION. 
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"This section shall only apply to the works of authorised 
undertakers carried out by them, remaining their sole pro- 
perty, and in regular use by them." nu 

The effect of this is to take away all possibility of any claim 
by the local authority to have any power of veto over the 
construction of overhead lines on private property, and at 
the same time it provides that the consent of the local 
authority shall not be unreasonably withheld to the erection 
of any electric,.line above ground, along, over, or across any 
street, and provides a right of appeal to the Board of Trade, 
to decide whether any refusal to give such consent by any 
local authority is unreasonably withheld or not. It must 
always be remembeted that there is no necessity for the 
local authority to set themselves up'as guardians of the public 
safety, because the Board of Trade are already charged with 
that duty, which they carry out very scrupulously and effec- 
tively. If any local authority should know of any overhead 
electric lines being erected in such a way as to endanger the 
public, all they have to do is to draw the attention of the 
Board of Trade to the matter, and the Board of Trade will 
very effectively and efficiently do the rest. Many people may 
ask why these powers of which we complain should not be 
given to the local authorities as representatives of the public, 
who, they may say, can surely be relied upon to use them 


with all fairness and moderation. But the experience of many - 


of us has proved only too clearly that these powers may be, 
and are, very grossly misused. For instance, a local authority 
owning & gas undertaking may, and sometimes does, make 
use of these powers to hamper the development of electric 
light, or even electricity supply generally for power purposes, 
within its district, being under the impression, apparently, 
that by so doing it is best serving its own ratepayers’ in- 
. teresta by preventing competition with its gas undertaking. 

en, again, any councillor having a grudge against an electric 
power company or other electricity supply undertaker, may 
so influence the council of which he is a member, as to cause 
that council to refuse to give the necessary consent. It is, 
therefore, quite wrong that these powers of veto, without 
appeal, should be placed in the hands of any local authori- 
ties. No one asks or wants free powers to electricity under- 
takers to run overhead mains along or across streets without 
reasonable and proper safeguards in the interests of the public 
as represented by the local authorities, or across private pro- 
perty without safeguarding the interests of the property 
owners. But I think that these two clauses in the draft Bill 
give the necessary relief to electricity supply undertakers, 


whilst at the same time amply safeguarding the public and 
the property owners. 


HIGH-TENSION OVERHEAD TRANSMISSION 
LINES. 


By G. V. TWISS, A.M.LE.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


(Continued from page 510.) 
CHOICE ОЕ Type OF INSULATOR. 


Pin insulators necessarily transmit their load to the struc- 
ture at a more or less long leverage. The proper function of 
pin insulators is, therefore, to support conductors in positions 
where comparatively small loads are to be dealt with, e.g., 
on intermediate poles where the load is merely that due to 
the wind on the conductors. They may, however, also be 
used on small angles, the resultant load of which is of the 
same order as the transverse load. Where heavy loads are 
to be dealt with, such as at the termination of the line and 
at large angles, insulators which transmit their load direct 


oF Disk ТҮРЕ. 


without leverage, such as.the shackle or straining type, should 


o used. й 

The shackle insulator, whilst sound mechanically, becomes 
excessively large, even at comparatively low voltages, owing 
to the fact that the upper and lower halves of its insulation 
are in Varius so that it is only equal to a pin insulator of 
one-half its size (see fig. 6). This is often lost sight of, with 
the conséquence that the ‘straining points of some lines have 
only about one-half the insulation of the remainder of such 


ines. 
Comparable insulation can, however, be readily obtained 
by the use of strain insulators of the disk type (see fig. 7), 


‚ Fig. 8.—SPREADER. 


which can be made up of one, two, or more disks as required; - 


and this practice is rapidly superseding the use of shackles. 
The economical limit for pin insulators is 66,000 volts. 


"MEnz-HUNTER SPLIT-PHASE SYSTEM. 


The two conductors of each split phase are sometimes sup- 
ported on separate insulators as if they belonged to separate 
circuits, but more often they are supported on the same insu- 
lator specially made with two side grooves. This necessitates 
insulators having specialy deep heads, and whilst this is 
Күш with the smaller sizes, it is questionable with 

rge sizes, for the reason of expansion and contraction 
stresses referred to later. 

When suspension insulators are used, the split conductors 
art attached to reél insulators attached to the lowest unit. It 
is important to short-circuit the insulation of one of the reels 
er to make it of a conducting material, otherwise the effect 
is that of a small capacity in series with the larger capacity 


- of the disk, and the reel may be in a state of continuous flash- 


over even at working voltage. ` 

When the two conductors making one split conductor are 
mounted on one insulator it is necessary to provide insulating 
distance pieces, known as spreaders, in the span. The usual 
spacing of these is from about 30 to 40 ft., depending upon 
the size of, and tension of stringing, the conductors. The 
form of spreader now largely adopted consists of a porcelain 
ring with two grooves in the periphery for the conductors. 
which are fastened thereto by means of small “stirrup” 
clips of copper (see fig. 8). In view of the vibration the 


. bolts and nuts are locked by a soft copper locking device, 


which is pressed over the head of the bolt. 

It is necessary that the two conductors making one splii 
conductor should be strung with as nearly the same sag as 
possible, otherwise the result is unsightly, and the split con- 
ductors may ''capsize," causing touching. It has been found 
difficult to obtain this exact adjustment of sag by ordinary 
means, and on some recent lines the strain insulators have 
therefore been provided with an adjusting device, as shown 
in fig. 9. 

POLES. 


It seems to be the general idea that wooden poles are not 
efficient for spans of more than 200 ft. or so, but in some 
cases they can be used at their greatest efficiency for much 
longer spans. Moreover, it has been considered that on pres- 
sures in the neighbourhood of 100 kilovolts, the length of the 
cross-arm necessary prevents the use of wooden poles. It is 
therefore of interest to note that one recent 100-kilovolt 
transmission line (the Montana Power Co., U.S.A.) is erected 
on wooden poles, the pole structure consisting of two 45-ft. 
wooden poles connected together by a single horizontal cross- 
arm from which the suspension insulators depend. 

Poles made of single metal tubes are employed for tele- 
graph and telephone lines and small electrical lines of the 
nature of overhead distribution lines, but they are not as a 
rule economical at loads approaching those which come upon 
an important transmission line. 

There is a special type of tubular pole, namely, the Kay 
pole (fig. 10), which is a British invention, and is capable 
of being applied to transmission lines of the highest voltage. 


: The facilities offered by this class of structure, particularly 


in regard to ease of transportation and erection, merit careful 
consideration, especially when a pole line has to be erected 
on the side of sloping ground or mountainous country. 
Lattice Steel-work Poles (usually called masts).—Most of 
these structures fall within one or other of two classes, 
namely, narrow-base structures and broad-base structures. 
Narrow Base.—In this class of structure the load is trane- 
mitted to the foundations by the lift on the one side and 
the thrust on the other side of the base, forming relatively 
to the structure an inverted T (see fig. 11). This class of 
structure is usually designed to transmit its load down to 
the horizontal base members and thence to the ground. There 


Кв. 9.—StTrRain INSULATOR 
WITH ADJUSTING DEVICE. 


is, therefore, slight movement and considerable horizontal 
force at the ground-line, point A, and if this slight movement 
be resisted very considerable stresses will be introduced in 
the bracings B far beyond those which they would otherwise 
have to carry. ' 

It would seem to be sound practice to design the baee 
members as for the assumed condition of the structure acting 
about the point A, which, of course, would require the intro- 
duction of a suitable strut at the ground-line C. The design 
із not as a rule very efficient, and it is only justified where 
conditions of space prevent a broader base. EY, А 

Broad Base.—With this design of structure, owing to the 
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wide spread, there is usually little horizontal reaction at 
.the ground-line, and the base members, i.e., stub ends, have 
merely to take thrust and pull (see fig. 11). This type lends 
itself to efficient design, but owing to the long lengths of 
bracings, &c., it is desirable that the ratio of the length to 
the radius of gyration for struts should be limited to a 
reasonable figure (say, 100 or so), otherwise a design which 
shows its full theoretical factor of safety may fail at a lower 
figure owing to the weakening of long struts by slight bends 
ned in transit, or even due to sagging under their own 
weight. 

Tension Members and Struts.—With а strut under an in- 
creasing re rae e load there is little change until it 
cripples, which it does quite suddenly, and it would develop 
its full theoretical factor of safety before crippling. 

With a tension member under an increasing tension load, 
however, аз soon as the elastic. limit is reached it begins to 
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Fio. 10.—Kay Ро. Ес. 11.—-Lattice STEEL MASTS. 


t 


stretch, and the point of the structure which such tension 
member should hold is no longer held in the manner intended. 
Hence an entire redistribution of the stresses takes place 
throughout the structure, which consequently fails at a lower 
load than that calculated. 

It would therefore appear that when designing structures 
such as lattice steel-work masts, as the factor of safety for 
struts is taken upon the crippling load, the factor of safety 
for tension members should be taken upon the elastic limit, 
and not upon the ultimate strength. | 

Testing.—The usual practice is to test lattice steel-work 
poles by applying a pull at the top representing the load in 
the wires + the wind load on the pole itself equated to the 
top. The wind load is naturally distributed over the structure, 
and the design of a mast, to be correct, must therefore deal 
with this wind load as it occurs. : 

Fig. 11 shows & mast with a wind pressure of 10 lb. per 
sq. ft. equally distributed over it. The wind load on the 
lower bays will obviously be greater than that on the upper.* 
If we equate the wind load by taking moments round the 
hase of the mast, we find that it equals a load of 740 lb. 
applied at the top. If, however, bending moments are taken 
round the point X, it is found that the designed bending 
moment at this point = 7,000 ft. lb., whereas the equated 
load of 740 lb. gives a moment at this point of 22,000 ft. 1b., 
or over three times more than the structure at this point is 
designed for. Hence the mast similar to that shown in fig. 
ll, tested with an equated wind load, failed at 25 per cent. 
less than its designed load, in one of Ње higher bays (near 
the point X), owing to such bays carrying not only their 
own load, but the equated increment of the large bays below. 
To equate the wind load in this way for the purpose of test 
would therefore seem to be unfair to the structure. 


LINE INSULATORS. 


À line insulator from. the electrical point of view must be 
regarded as a more or less complicated electrostatic con- 
enser with dielectric plates of porcelain (a dielectric of high 


Specific capacity) and air (a dielectric of low specific capacity), - 


the condenser plates being the conductor and its fastening, 
the pin or other attachment, and perhaps the layers of cement. 
All laws relating to condensers must be reasonably observed 
under what amounts to changing size and shape of the con- 


enser plates due to rain, dirt, &c., and under frequencies | 


ranging from normal to possible surge frequencies.: At the 
same time, the insulator must sustain more or less heavy 

anical stresses caused by outside loads, and by inside 
col ses due to expansion and contraction under heat and 

d-of the different materials, individually and relatively. 

дек; *9 comparatively recent times it was the practice to 
andan insulators merely to give certain flash-over tests dry 
Dd wet, and with sufficient thickness to ensure that under 
аы flash-over should occur before puncture.  Cónsiderable 
Таротфадсе has also been attached to the leakage distance 


х 
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_ ав, for instance, the pin. 


over the surface. Such figures are of little value, as the 
surface resistance given by such leakage distance will vary 
with the width of the leakage path, which, of course, varies 
considerably with different sizes and shapes of insulators. 
Insulators have also been specially designed with extra long 
leakage paths to work in situations exposed to deposits of 
dust, salt, &c. It would веет better to obtain the additional 
surface leakage distance required by using a correctly designed 
insulator of larger size than by altering & correct design to 
make it give a greater surface leakage distance for the same 
size. 

Ability to withstand a flash-over test without puncture is not 
necessarily a criterion of good design in an insulator, as an 
insulator of indifferent design may still give such tests. An 
indifferently designed insulator may have badly balanced shells 
and air spaces, causing some portions to be unduly stressed 
electrically. ^ Under increasing test pressure the air con-. 
tiguous to such over-stressed portions breaks down, t.e., be- 
comes ionised and glows. Such ionised air, being a con- 
ductor, tends to increase the capacity of such portions and 
decreases the over-stressing, so that when the insulator is at 
its flashing-over point, it may be quite well balanced, not 
by its design, but by the corrective balancing action of the 
ionised air. Air, however, takes a definite (though minute) 
period to ionise, and a steep wave-front condition may not - 
give time for the corrective balancing action of the ionised 
air, and the over-stressed part may break down and result 
in the puncture of the entire insulator. It would seem, 
therefore, that an insulator should be designed for surges 
with steep wave front rather than for normal conditions. 

Lightning may directly strike an insulator and shatter it 
as by a mechanical ЬУ, with or without electrical effects 
such as puncture or flash-over. Suspension insulators are, . 
however, largely protected by the cross-arms, and pin insu- 
lators are generally somewhat protected by the poles or 
earthed metal-work projecting above them, so that an actual 
stroke on an insulator is fortunately not very frequent. 

A lightning stroke though appearing to the eye to be one 
discharge, may be several separate discharges, each inducing 
in the wires a potential which may rise to almost any extent 
—only limited by the pressure necessary to arc from the line 
to earth—and the rate of rise may be of almost any magni- 
tude, as, for instance, equal to that of a X cycle of a fre- 
quency of a million per second. 

Switching and arcing surges may rise to a potential of 
twice the line voltage, and will set up oscillations with a 
frequency depending upon the constants of the line or, say. 
1,000 to 5,000 periods per second, which indicates the steep- 
ness of the front; but whereas the switching surge may only 
continue long enough to permit of two or three wave-trains, 
the arcing surge may continue for much longer, depending 
upon how quickly the arc is suppressed. | 

The first requirement is to balance the parts of the insu- 
lator so that under steep wave-front conditions it does not 


. depend upon corona to relieve the over-stressing. To obtain 


correct balancing the following considerations must be taken 
into account :— : 

The mutual capacity of the parts. 

The concentration of flux upon a relatively small electrode. 
(This tends to increase the potential 
gradient on the shells near such small electrode.) 

The capacity of parts to earth. .(This increases the capacity 


. Fic. 13.—Hewtett ТҮРЕ 
ОЕ INSULATOR. 


FiG. 12.—COMPARISON 
or INSULATORS. 


current, and hence the potential gradient on the shells nearest 
to the line.) | 

In addition to being balanced, the insulator should be pro- 
portioned to withstand the surges and oscillations of limited 
potential and frequency as sef up, by switching and arcing 
with, an adequate margin against flash-over or puncture, and 
also so that when the almost unlimited rises of lightning 
surges occur, the insulator will bé protected therefrom. This 
protection may be obtained by making use of the low 
dielectrie strength of the air surrounding the insulator as a 
protecting gap or safety valve through which it may arc 
to earth and thus relieve the stress before damage can occur 
to the porcelain. 

All well-designed insulators will be recognised under test 
by the sinall amount of corona formation prior to flash-over. 

Pin-type insulators were first designed many years ago with- 
out great regard to the balance of dielectrics and their ability 
to withstand surges. These designs are generally ,tall, small 
headed, and elegant looking. If, however, these requirements 


. ing the electrical characteristics of the insulator. 


` 
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are regarded, , the resulting design becomes more squat and 
wide to obtain the protecting air path and free arcing charac- 
teristic, whilst maintaining electrostatic balance, and thicker 
in the head to obtain the puncture strength and reduce the 


ux. 

Fig. 12 shows a comparison of the earlier design of insu- 
lator with an insulator primarily designed for balance and 
ability to withstand high frequency, and the comparative 
behaviour of these insulators under test is characteristic. 

Suspension insulators are usually of ene or other of two 


' types, viz., the Hewlett or interlinked type, and the metal 


hooded or cemented' type. 

Hewlett Typc.—From the electrical standpoint the inter- 
linking of the fittings causes & concentration of flux at the 
point where the interlinked fittings come closest together, 
i.e., at the point of crossing. Practice has proved, however, 
that provided the insulators are made of high-quality porce- 
lain, as, for instance, English porcelain, they give satisfactory 
service. The insulators as supplied in this country are fitted 


with endless steel-wire grummets connected together by an 


S-shaped fitting devised by the author (see fig. 13). The 
grummets are made on the insulator itself, and then cemented 
In to prevent the wearing of either the porcelain or the grum- 
met. The cement being hygroscopic also has the effect of 
what amounts to increasing the area of the electrodes, and 
thereby reducing the flux density, and consequently apro: 

8 pre- 
viously stated, this type of insulator is eminently suitable for 
us in conjunction with pin insulators on the straining points 
of the line. This design of insulator is also used on very high 
voltages, as, for instance, on the 88,000-volt lines of the Vic- 
toria Falls and Transvaal Power Co., and those made of 
sound porcelain, e.g., the English ones, have given good 
service. On the very high voltages, however, the metal- 
hooded insulator is more generally used, presumably owing 
to its better electrical characteristics. 

The Hewlett insulator as used for working in the horizontal 
position at straining positions has two flanges which cause 
Jt to have an excessively high flash-over voltage dry, which 
reduces the margin against puncture. As the result of experi- 
ments, the author has found & means of reducing the dry 
test by short-circuiting one flange in a position on the peri- 
phery opposite to the midway point between the two grummet 
holes (see fig. 13). The position is important, otherwise the 


spray test is also reduced, which vitiates its use. The follow- 


ing are comparative tests with and without the short-circuit- 
ing of the flange or '' over-pressure release.” 
HEwrETT [INSULATORS (SINGLE 6-1n. Disk). 


Ordinary without With over- Comparison with 


ever-pressure pressure usual rating ot 
release. release. pin insulator, 
; Kilovolts. Kilovolts. Kilovolts. 
Working ... vis ЕЕ 6 6 6 
Flash-over under spray ... 35 35 37 
Flash-over dry ... ТРА 80 56 54 
Puncture (uncertain) ... SO 80 80 


Metal-hooded Type.—The characteristic of the metal-hooded 
or cemented insulator is the concentric arrangement of the 
parts and the even distribution of flux, which makes the insu- 
lator very good from the electrical point of view. Considered 
individually, the suspension insulator is of very simple elec- 
trical design, but when arranged in a string in series, as for 
working at high voltages, some interesting features arise. 

That the distribution of potential along a string of suspen- 
sion insulators is not equal is well known, but it is desirablo 
briefly to refer to it here in order to lead up to other matters. 
Suspension insulators arranged as a string have a capacity to 
one another which might be called '' series capacity," and a 
capacity to earth which might be called “shunt capacity.” 
The unit nearest to the line has therefore to carry the 
"series capacity "" current, which is uniform throughout the 
string, plus the “ shunt capacity " current of the unita above 
it. Each successive unit above has a less amount of “ shunt 
capacity " current to carry. The voltage gradient will there- 
fore be steepest on the line unit, and less on each successive 
unit, the topmost unit nearest to the cross-arm having the 
least potential across it. The unbalancing will be the greater, 


the greater the ratio of shunt capacity to series capacity. . 


Insulators, therefore, with large thicknesses of porcelain, 
such as а double piece ог an extra-thick single piece, will have 
the smallest series capacity; and though such insulators may 
be of excellent design considered individually, yet a string of 
them in series may have very bad characteristics. 

Such extra thickness becomes necessary with poor qualitics 
of porcelain which have a relatively low dielectric strength, 
but such porcelain has a relatively low specific inductive 
capacity, so that the effect of bad porcelain in increasing the 
out-of-balance is cumulative. Inversely, the better the porce- 
lain the higher the су due to the material itself and 
the thinner it can be for a given strength. With English 
porcelain which has high dielectric strength a 10-in. sus- 
pension disk, $ in. thick, has a flash-over value of 70 kilo- 
volts, and & puncture strength of 156 kilovolts, and such a 
unit will give a much superior balance than, say, a two-piece 
Insulator or_an insulator 1 in. thick, particularly if of poorer 

rcelain. It will be noticed that whereas with the pin insu- 
ator 16 was desirable to get a thick dielectric, with the sus- 
pension insulator the opposite appears to be the case. With 


pin insulators, however, the shunt capacity is smaller in 

respect to the series capacity, and in any case the shells аге. 
readily proportioned (i.e., graded) to suit; whereas with sus- 

pension insulators the effect is greater, and though feasible 

it is not very practicable to grade the units to provide for 

this. The series capacity can, however, under certain condi- 

tions be slightly increased by reducing the spacing. 

One effect of the uneven potential distribution is that the 
flash-over of a string of, say, n units is less than the flash- 
over of one unit X n. The ratio of these two figures has. 
been called the ''string efficiency ratio," and is an indication 
of the out-of-balance of the string. It is to be noted, how- 
ever, that just as with pin insulators, the effect of corona is 
to increase the capacity of the most stressed shells or auto- 
matically to grade them, so that under test at normal fre- 
quency the string efficiency ratio may indicate a better poken- 
tial balance than is actually the case under normal working 
voltage. If the units are spaced over a certain length apart, 
flash-over wil take place between the metal-work of each 
unit (fig. 144), and further spacing apart will not materially 
alter the flash-over of the string. If, however, the spacing 
is reduced, the flash-over will take place over the entire string 
(fig. 148), and when this condition 13 first reached tho flash- 
over of the string might be slightly increased due ta the 
better flux distribution. The spacing can, however, be fur- 
ther reduced up to the limit of the minimum spacing required 
by the fittings, and if this 1s done, the flash-over will be de- 
creased, thereby lowering the string efficiency ratio. 

Fig. 14c shows the effect of these movements. The spacing 
of the units closer together will have the following effects :— 

1. The flux distribution will be better, due to the shorten- 
ing of the path for such parts of the flux as pass through the 


_ air between the units. 


2. The arc will be thrown out from the porcelain instead of 
үш in, and so will reduce the possibility of shattering the 
shells. 

3. The stresses on each unit will be reduced. 

The last. reason is a very important one. Under pin insu- 
lators it was shown that it is desirable to reduce the air gap 
or increase the thickness of the porcelain. The necessity for 
not increasing the thickness of porcelain in the suspension- 
type insulator has been discussed, so that the only course 
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: Spacing wn inches 
Fia. 14.—Errect or SracinG on FLASH-OVBR. 


open 15 to reduce the air gap, and thereby the streaa whiclr 
can come on any unit, including the line unit, and at the 
same time to reduce the time lag under high-frequency con- 
ditions. Yet that which provides the above important advan- 
tages and efficiency is to be stigmatised as bad efficiency, as. 


judged by the string efficiency ratio. 


Tho string efficiency ratio appears to be a reasonably accu- 
rate guide to the out-of-balance of a string up to the point of 
maximum flash-over for a given string; beyond that point, 


- however, the string at least maintains its previous string eff- 


ciency, but gains im security by the reduction in potential 
which can come on to any unit. : 
This factor might be termed "' string security factor ” 
maximum flash-over of string 


flash-over with reduced spacing. 


Under rain conditions the balance of the string ia improved 
owing to the increase of series capacity due to the wet con- 
ducting surfaces, and also due to the leakage current over 
such surfaces, which adds itself to the series capacity eur- 
rent. In consequence, after a certain number of units are 
added to the string. the tlash-over under spray may beeome | 
even greater than the dry. 


(To be continued.) 


Electroculture in Cheshire.— Lord Tollemache, of 
Peckfordon Castle, Tarporley, Cheshire, has taken up the system 
of electro-culture with enthusiasm, and with the professional 
assistance of Mr. S. E. Britton, borough electrical engineer, Chester 
(Chairman of the I.M.E.A. Committee on Electricity in Agriculture), 
is applying the system to a 14-acre plot. The apparatus is now in 
course of erection. We understand that Mr. Britton has also made- 
all arrangements on behalf of his Corporation to experiment on a 
lj-acre plot within the city, in connection with which he will 
have the assistance of the Corporation's horticultural and chemical 
experta, and that in Cheshire farming circles the idea of applying 
electrical methods to agriculture is being very favourably received 
the only real hindrance beiny the difficulty of obtaining equipment. 
under present conditions. 
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ELECTRICITY SUPPLY IN SHANGHAI. 


Wa have received from Mr. Т. H. U. Aupripce, M.I.E.E., 
engineer-in-chief and manager of the electricity department 
of the Shanghai Municipal Council, à copy of his report for 
1916, which states that, notwithstanding the shortage of gene- 
rating plant and trunk cables, a large expansion of business 
took place during the year. The plant being overloaded in 
the winter of 1916, the full supply for ordinary lighting, heat- 
ing, and power could not be maintained without placing some 
of the more recently connected power users on а restricted 
supply between 4 and 10 p.m. There being few opportunities 
to clean or overhaul the boilers at the Riverside works, owing 
to the excessive demand for electricity, difficulties were met 
with in keeping them in working order, to which was added 
the breakdown of the No. 3 A.E.G. 5,000-kw. alternator (re- 
ported in our issues of July 21st and December Ist, 1916), the 
third of the four German machines to fail. The units gene- 
rated at Riverside amounted to no less than 692 millions, an 
increase of nearly 15 millions, and at Fearon Road to 73 mil- 
lions, an increase of 318,000 units, the whole of the avail- 
able plant being run with practically no spare plant: at all. 
A slight reduction in works costs was effected, the cost per 
unit sold being 0.5814. The plant capacity totalled 19,600 
kw.; the load factor was 38.2 per cent., and the units gene- 
rated 774 milhons. The units sold were distributed as fol- 
lows: Private lighting, 14,285,888; public lighting, 1,058,772; 
heating and cooking, 899,585; power, 42,042,853; traction, 
3,573,698. While lighting showed little increase, the con- 
sumiption for heating and cooking increased 32.3 per cent., 
for power 37.2 per cent., and for traction 14.1 per cent., the 
all-round increase being 24.9 per cent. . 

During the year 1443 miles of overhead cable were erected, 
and 20 miles of extra-high-tension cable laid underground. 
Transformers of 10,507 Kw. were installed, and of 8,991 KW. 
disconnected, mainly owing to the substitution of three-phase 
for single-phase supply. The reinainder of the public are 
lamps were replaced by half-watt lamps. 

A record number of motors was connected during the year, 
the total reaching 20,340 H.p.; the new connections repre- 
| sented an increase of 240 per cent. upon the H.P. connected 

during thé previous year, and the aggregate increased by 25 
per cent. : 

Electric vehicles were first introduced into Shanghai in 1916, 
the electricity department having purchased four light cars, 
a two-ton truck, and a 700-lb. truck. These have all proved 
so satisfactory that two more trncks have been ordered. Care- 
ful records show that the cars effect a saving of 9 per cent. 
per annum compared with cheap petrol cars, on a basis of 
25 miles run per day: with a daily mileage of 50 miles the 
saving is about 30 per.cent. There are three private cars in 
the city, and more are on order. | 
1 After meeting all interest charges, special depreciation on 
the old Fearon Road generating station (the steam generating 
plant in which will be scrapped in a few years), reserve for 
had and doubtful debts, brokerage, and other special charges, 
in all amounting to £47,318, and after writing off £43,178 for 
depreciation, there was a net profit of £48,250. The result 
of the year's working was to yield a gross profit of 8.9 per 
cent. on the capital outlay. 

The four 22,000-volt split-conductor trunk mains, made 
by the British Insulated & Helsby Cables, Ltd., con- 
necting Riverside with the Fearon Road power station, are 
nearly completed. Preparations are being made for installing 
two 1Q000-KWw. turbo-alternators, the new 92,000-volt B.T.H. 
Switchgear, &c., the designs for the concrete foundations, and 
buildings having been made by the staff of the department. 
Tn spite of the difficult conditions, the General Electric Co.'s 
(U.S.) 10,000-kw. turbo-alternator has been delivered, а simi- 
lar set by Messrs. Parsons is well advanced, and a 5,000-Kw. 
turbine by Messrs. Fraser & Chalmers is nearly ready for ship- 
ment; a quantity of the auxiliary machinery has already 

. arrived. ifficulty: has been experienced in obtaining steel- 
work for the building from the United States. Mr. Aldridge 
compliments the British manufacturers on the progress made 
with the new plant in view of the restrictions and difficulties 
under which they are labouring. 

e report is illustrated with a number of half-tone views 
of the newer plant, &c.. and curves showing the progress of 
the undertaking. 
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RESERVED OCCUPATIONS. 
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ELECTRICITY Works EMPLOYES. 
On Apni 24th Mr. H. Faraday Proctor, the hon. secretary 
of the I.M.E.A., wrote to the Secretary, Badges and Pro- 
tected Occupations Section, Ministry of Munitions of War, 
6, Whitehall Gardens, London, asking, on behalf of the 
- Members, whether it was desirable at this stage to apply for 
a) protection, (b) substitution, for men over the age of 32 
Кш (oM January Ist, 1917), such as engine drivers, stokers, 
t ali &c., who were essential to the operation of certified undor- 
ings, but who were not referred to in the Schedule of Pro- 
tected Occupations (M.M. 130), or whether opportunity would 


be afforded for doing so when the calling up age was raised 
above 32 years. 

In reply, Captain C. B. Joyner wrote under date May 1st : 
—‘‘I am to inform you.that as men over 32 in works en- 
gaged on munitions are not at present to be called up for 
Military Service, it will not be necessary for any applica- 
tions to be made for their protection in cases where they 
are not included in the Schédule of Protected Occupations! 
If, however, it should in the future prove necessary to set 
free such men for Military Service claims may be made for 


their retention upon Form М.М. 81, as stated in paragraph · 


12 of Circular Letter M.M. 18. If substitutes will be re- 
quired for such men in the event of their release at any 
future date, claims should be entered in column (P) of M.M. 
929 in accordance with paragraph 9 of the directions for 
filling in that form." 

Under date May 9th, Mr. Faraday Proctor communicated 
with members of the I.M.E.A., replying to the large number 
of inquiries that hé had received on the above matter. Copies 
of the letters referred to were distributed with his communi- 
cation. We quote the following extracts from the latter :— 

'* Sir Stephenson Kent informed our representatives on April 
26th, 1917, that engine drivers and stokers in electrical gene- 
rating stations are not protected under the code numbers 
1601, 1604, and 1605 (White List M.M. 130). Protection will 
presumably be given under ‘Professional Occupations and 
Administrative Staff, code numbers 9001 and 9017, and has 
actually been given in at least one instance." 

On careful perusal of the documents, it will be observed :— 

"l. That ‘Scheduled Occupations Certificates’ Army Form 
3476a, will be issued to every man entitled to protection under 

f the White List, M.M. 130. 

“2. Temporary protection will be issued to those men of 

military age who, although not covered by the White List, 


, are not to be called up for the present. 


“3. If а man is called up who is not protected, a claim 
may be made to the Dilution Officer on form M.M. 81 for 
his retention, provided always that 
= “" 4, Special claims should be reduced to the absolute mini- 
mum, 

">. It is inen under 32 vears of age who are to be called up. 

'* 6. If, in the event of any man being liable to be called 
up either now or at any later date, a substitute is necessary, 
the claim for a substitute should be filled in now on form 
M.M. 828. | | 

“7. The claim for a substitute should be made; whether 
a п you are of opinion that an efficient substitute can be 
ound. 

“It is probable that the reason why the schedule of pro- 
tected occupations is not wider is that in some exceptional 
cases it has been found possible for the work in these occupa- 
tions to be carried out by men over age, or wholly or in 
part by female labour. This justifies the exclusion from pro- 
tection of the male employéa as a class, even though it be 
found necessary in nearly every case to protect such employés 
as individuals, as groups of individuale, or according to 
locality. Some of our members have refrained from claiming 
substitutes for men who should be protected although not 
coming under the White List, on the grounds that they are 
sure efficient substitutes cannot be found. In my opinion 
column (p) should be filled in in every case where the work 
of а man is necessary and it is not clear that means will be 
forthcoming for the carrying out of that work in the event, 
however reinote, of that man being called up. I consider that 
‘it is better to claim even the impossible than to have no 
claim outstanding. In the event of the man in question not 


. being protected or substituted the alternative is then for the 


man to remain at work, although unprotected." 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


UNION OF SOUTH AFRICA.—In the Budget speech which 
was delivered in the Union Parliament on March 30th, it 


‘was stated that the Customs duties for the. year 1917-18 re- 


main unchanged. D. 
A recent decision by the Commissioner of Customs places 


the rate of Customs duty on electric starters for motor cars 
as follows: 


i Rate of duty. ' Rebate for U.K.’ | 
and reciprocating 
Colonies. 
Chains T .. 20 p.c. ad val. 8 p.c. ad val. 
Adjusters and parts — 3 p.c. ad val. Whole duty. 


SWEDEN.—The exportation of the following, among other 
articles, has been prohibited as from the dates mentioned :— 

March 18th: Accumulator plates, and wooden boxes for 
accumulators, lined with lead; insulating — tubes—steel 
armoured tubes and other kinds, and bends for conduits, also 
boxes for insulating pipes. March 31st: *Соррег and alloys 
thereof with zine, tin, or other non-precious metal, also 
aluminium and nickel, &c.; electrical , machines—such аз 
generators, motors, converters, transformers, and damping- 
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coils, also stators, rotors, current collectors, magnet coils, 
brush holders, and armature coils exported separately—pro- 
vided that they are composed mainly of materials (other than 
iron) of which the exportation is prohibited; *zinc, unmanu- 
factured, and manufactures of zinc. 


* Extension of existing prohibitions. 


NETHERLANDS.—The exportatión of metals (except iron 
and steel) in any form has been prohibited as from April 10th. 

By a recent decision the Customs duty on electric blowing 
machines for organs has been determined at 5 per cent. ad 
val. The value to be ‘declared, for Customs purposes, of 
transformers (dutiable at 5 per cent. ad val.) should include 
the value of the quantity of oil contained in the transformers. 
This oil need not then be declared and subjected to duty 
separately. | 

ITALY.—A Royal Decree was published in the Official 
Gazette of April 4th prohibiting the importation of all foreign 
goods with the exception of (a) goods for account of the State; 
and (b) foodstuffs and raw materials for industries—to be 
designated by decree of the Minister of Finance. Provision 
is made for the issue of licences in respect of goods affected 
by the prohibition. The Royal Decree was to take effect on 
April 19th, i.e., the day following that upon which the 
Ministerial Decree referred to in (b) was published officially. 


SWITZERLAND.—A Federal Decree, dated March 28th, 
fixed April lst as the date of coming into force of the new 
statistical tax on goods passing over the Swiss Customs fron- 
tier—see the ELnEcrRICAL Review of March 16th. ` 


UNITED STATES OF AMERICA.—The Supreme Court of 
the United States gave a decision on March 6th the effect of 
which is to annul the ''5 per cent. rebate " clause of the 
United States Tariff Act of 1913, under which a discount of 
5 per cent. of all duties imposed by the Act was to be 
allowed on such goods as were imported in vessels admitted to 
registration under the laws of the United States. The Court 
held the clause to be inoperative because it conflicts with 
existing treaties. | 


AMERICAN WEST INDIA ISLANDS.—An Act of Con- 
gress, dated March 3rd, provides for a temporary govern- 
ment for the West India Islands recently acquired by the 
United States from Denmark. Section 4 of the Act states 
that, until otherwise provided, all laws: now imposing taxes 
in these Islands, including the Customs laws and regula- 
tions, shall in as far as compatible with the changed sove- 
reignty, and not otherwise provided in the Act, continue in 


force and effect except that articles of United States growth, | 


product, or manufacture shall be admitted free of duty. 
PERU.—According to the official Peruano, an additional 


: duty of 2 per cent. will be levied on all merchandise im- 


ported through the Custom House at Pisco, with the excep- 
tion of imports in transit to the interior. The proceeds from 
this duty are to be devoted to the installation of new water 
supply and sewerage systems for Ica, Pisco, and Chincha 
Alta. The duty will continue to be levied until the comple- 
tion of the project. = 


ERRITORY KNOWN AS "GERMAN EAST AFRICA." 
--It has been officially announced at Mombasa that until it 
is possible for the Administration in the territory known as 
“ German East Africa ” to establish its own Customs stations 
at Lake ports, all duties, &c., on goods imported from, or 
exported ‘to Bukoba and Muanza (the only ports now 
opened) through the port of Kisumu, must be paid at Kisumu. 
On presentation:of drawback specifications showing marks, 
numbers, description, and contents of packages exported to 
" German East Africa," and the number of the East Africa 
import entry on which the import duty has been paid, such 
specifications being duly certified as to the actual landing at 
Bukoba or Muanza pf the: goods covered by them, and after 
payment of the “German East African” import duty, re- 
fund of East Africa import duty will be granted. No draw- 
back of duty will be allowed on goods from open stocks. 

All duties on goods consigned under the regulations by the 
Voi-Military Railway must be paid at Mombasa, refund of 
?East African import duty being payable at Mombasa only. 

Further official announcements notify that the ports of 
Bagamovo and Pangani have been opened as Customs sta- 
tions. Hitherto these ports have been open for coastwise 
traffic only, no direct foreign trade being allowed (see the 


REVIEW for March 16th). 


NEW PATENTS APPLIED FOR, 1917. 
(NOT YET. PUBLISHED). 


Compiled expressly for this journal bv Messrs. W., P. Tnowrsos & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


6.053. '' Working signals, &c., by electric currents." J. Jon & W. J. 
Joun. April 30th. : 


6,054. '' Intercommunication telephone systems." J. W. Duxcey & C. B. 
Kerstinc. April 30th, 


6,081. “ Electric torches." R. Fauows. April 30th. 


6,094. * Systems of electric motor control." BRnisn Tn »os-Hocs 
` А р MSNON- TO 
Co. (General Electric Co., U.S.A.) April 30th. Hai yu 


6,098. ''Ignition magnetos." Е. C. R. Marks (Soc. А d 
lissements L. Blériot). April 30th. M a 


6,110. "Electric ignition apparatus for internal-combusti i к 
apparatus ' -combustion engines. " 
A. ATHERTON. April 30th. x ud a 


6,132. ‘* Electric cut-outs, leakage detectors, &e ” RW 
May lst. cakage detectors, с.” J. Jonn & W. J. Јонм. 


6,150. '' Secondary batteries." D. P. Battery Co. & B. M. DRAKE. May lst. 
6,164. “ Electrodes.” Е. E. GREVILLE. May lst. 


6,177. '' Magnatically-controlled apparatus and methods of operating same.” . 


C. O. Bastian, av Ist. 
Mayr. Combined electric switch, plug, and socket devices.” V. Поре. 


6,196. “ Electric irons, &c." CABLE ACCESS ax ae - 
Reeves. May 2nd. ( SSORIES Co., P. W. Davis & F. H. 


do sui Spark plugs for internal-combustion engines." ]. А. DE VILBISS. 
a 5 04 : е 

ЕЕ ои granie Electric Co. USA). May з Сотли. Нлмывя Maxo- 

UE Co o DAE ЕА BRrrisi Тномѕох-Носѕтох Со. (Gene- 

n ood ‘we apparatus." W. J. MruLERSm-JacksoxN. & T. E. 

Pci NM E Eg ne H ЕН ТЕ PIE May $га j 

ie " Sparking plugs." T. E. Powsor. May 3rd (France, June 36th, 


6,308. “ Electromagnetic lock-out switcl Boxe 
West & Cb. May S iten Lor contactor. V. Breeze & A. 


6,309. “ Electric motor-control systems." — CurigR-HANMER. MANUFACTURING 


Co. (Igranic Electric Co., U.S.A.). May 3rd. 
6,320. '' Electric heating apparatus.” А. Е, Berry. Мау Srd. 


ME. Cooling appliances for engines and dynamos." G. E. Bnra»suaw. 


6,335. '' Detector for wireless telegraphy." M. L. LANCASTER. May 4th. 
6,341. '' Receivers for wireless telegraphy.” M. L. LANCASTER. May 4th. 
6,343. “ Electric switches." С. O. Donovan & W. Donovan. Мау 4th. 


6,344. “ Electrical apparatus for detecting, measuring, indicating, or re 
А е , , < ec - 
ing deviation of boreholes." H. Briccs. May 4th. Б 6, record 


6,364. '' Means for automatically recording calls i . » 
A. E. Woops. May 4th. | у & calls in telephone systems. 


6,383. '' Electro-medical apparatus." K. E. Grevie. May 4th, 
6,399, “ Insulation for switches." H. H. Berry. May 4th. 


6,437. '' Automatic micro-telephones." Н. Symes. Мах oth, iNew Zea- 
land, June 26th, 1916.) А . iNew Zea 


Ea P a E Ц 


PUBLISHED SPECIFICATIONS. 


1916. 


The numbers in parentheses urs those under which the specificati i 
| i s А ^ spes ons will b 
printed and abridged, and all subsequent proceedings will be taken i 


245. RECEIVERS FOR WiRgLEss Stenas. Marconi's Wireless Telegraph 
and G. M. Wright. January 6th, 1916. (102,891) кз graph Ce. 


246. RECEIVERS FOR WIRELESS SIGNALS.  Marconi's Wire! Telegraph 
cand G. M. Wright. January 6th, 1916. (109,829) - LA 


247. Receivers FOR WIRELESS іа х. Marconi's Wireless Telegraph C 
and G. M, Wright. January 6th, 1916. (102,623.) кышның 


484. Macnetic SEPARATORS. Fried. Krupp Akt. Ges, Grusonwerk. Febru- - 
? 


ary 6th, 1915. (100,062.) 
(102 406) DvNaMO-ELECTRIC. Macuines. G. Schroeder. February llth, 1916. 
9,376. MAGNETIC SsPARATORS. А. Davies and E. All & Co. а 
i916. doean" | s en o. March 7th, 
3,566. Protective DEVICE FOR ALTERNATING-CURRENT Systems, A. E. McColl. 
August 17th, 1916.  (105,356.) | ` 
3,603. MetHoDps OF AND Means FOR OstaIninc Нн Vacra. British Thom- 
son-Houston Co. (General Electric Co., U.S.A.). March 10th, 1916,  (105,357.) 
4,775. CARBON BRUSHES FOR DyNAMO-ELECTRIC MACHINES. J. E. ant and 
Morgan Crucible Co. March 315, 1916. (105,361.) : д 

9,442. MEANS FOR CONNECTING ELECTRIC LINES, ESPECIALLY SUITASI FOR USE 
n ae р Relay Automatic Telephone Co. & L. С. Bygrave. April 4th 
316, (Patent of addition not granted.  Cognate applicati n, 14,029/16. 
10s 983} g g pplicatio ,029/16 
4,983. ELECTRICALLY-CONTROLLED APPARATUS FOR INDICATING LioutiD .LrvkLs, 
AND THE Rise AND FALL oF Gas-noipERS АХО CONTENTS THEREOF. L. V. 
Bourne. April 5th, 1918. (105,366.) ! 

5,014. Foc SIGNALS AND Course SOUNDERS FOR Vessecs. D. Jones. April 
oth, 1916. (305,369.) 


9,004. MEANS FOR PROTECTING THE IGNITION APPARATUS OF INTERNAL-COMBUS- . 


TION ENGINES. Sunbeam Motor Car Co. & L. Coatalen. Aprit @th, 1916. 
(105 374.) 

9,092. :Метнорѕ оғ AND MEANS ror EvECTRICALLY BONDING R uL-ENDs. J. С. 
Lincoln. April 6th, 1916. (105,378.) 

5,194. Accumucaror CELLS AND Simar Vessens. C. C. Rattey. April 8th, 
1916. (105,385.) 

9,458. TELEPHONE Receivers. Soc. Franmise Radio Electrique. December 
28th, 1914. (100,281.) 

5,477. ArPaRATUS FOR DispLAvING ILLUMINATED PICTURES, ANNOUNCEMENTS, 
OR OTHER MATTER, W. С. Rider. April 13th, 1916. (105,410.) 

9,921. TuBULaR Бактиѕ FOR Exvectrica. Сохосстовѕ К. W. Hedges. 
April 14th, 1916. (105,411.) 

9,933. Exvectkica, SwirCHES. L. С. Caunter. April 25th; 1916. (105,492 у 

6,476. VIBRATING MAKF-AND-BREAK. DEVICES FOR USE IN ELECTRIC. SIGNALLING, 
A. C. Brown. May Sth, 1916. (105,432) i 

7,026. Means ror LockiNG Execrric Lamps iN tuem Ногрекѕ. J. R. Clay. 
May 17th, 1916. (105,440.) i | : 

7,303. Snape Ногрекѕ FOR Amrricta, Licits. A. Hague. May 33rd, 1916. 
(105,443.) 

7,963. CowrRO;LERS ок Switcues кок ELECTRIC MOTØRS AND TNE LIKE. 
F. J. Decker. June 5th, 1916. (105,453.) 

$,625. DisrRIBUTORS FOR HIGH-TENSION MaGnetos. Morgan Crucible Ce. 
and G. S. Holland. June 19th, 1916. (105,462) | 

10,184. INSULATING SLEEVES FOR ELECTRICAL TRANSFORMERS. Haefcly et Cie.. 
E. October 20th, 1915. (101,861.) E 

16,145. ELECTRIC CoNTACT-BREAKERS OR l]wrERRUPTERS. G. F. Cooke. Nev- 
ember 10th, 1916. (105,519.) | 

17,539. Exectric Conpensers. G. Giles, /De@ember 9th, 1915. (1@2,619.) 
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CO-OPERATION IN THE ELECTRIC 
VEHICLE BUSINESS. 


ee 


Last month a meeting of the leading manufacturers of 
electric vehicles in the United States was held in New 
York, at the instigation of the Electric Vehicle Section of 
the N.E.L.A., with a view to arriving at some definite 
co-operative action with the’ central-station interests, in 
order to assist the electric vehicle movement in the States.. 
Four papers were read, dealing generally with the problem 
of marketing the electric vehicle, and a resolution was 
submitted, and unanimously approved, which will be 
presented for further action to the Council of the N.E.I.À 

As this resolution is of considerable interest to central-' 
station managers in this country, we briefly summarise its 
contents on another page. Essentially it is a proposal to 
finance an educational and organising campaign throughout 


the country, and for the vehicle manufacturers and central 


stations jointly to subscribe to the expense; it also em- 
braces the preparation of a pamphlet for distribution to 
central stations: which will contain such information as will 
faeilitate the introduction of electric- vehicle business. 

The success which has attended the efforts of our 
American friends to promote the popularity of the elec- 
trie vehicle up to the present has been so pronounced, 
that we are liable to overlook the immense territory 
which is still awaiting development in the States ; ap- 
parently consideration of this, coupled with the possibility 
of expanding the electric vehicle business iu existing 
markets, has led to the movement for closer co-operation by 
all concerned. | 

We, in this country, have good reason for being satisfied 
with the progress of our own electric vehicle movement 
despite the difficulties introduced by the war; with well 
over 900 vehicles and a large number of industrial battery 
trucks in use, and battery charging arrangements provided 
over an extensive area—as shown in the map published in 
our issue of April 6th last—the nucleus of an imposing 
business after the war has been formed, though we, too, can 
profitably look round with a view to taking the necessary 
steps to reap the fullest possible benefit from the prelimi- 
nary work already accomplished. | 

At the present time we have an Electric. Vehicle Com- 
mittee representative of, in addition to the municipal 
electrical fraternity, through whose foresight it was formed, 
some 17 other bodies, all more or less (and some apparently 
but very slightly) interested in the future of electric 
vehicle work, and comprising 30 members ; we have also 
some 180 supply authorities who. officially cater for the 
charging of electric-vehicle batteries, together with a few 
garages which undertake similar work. 

We have also the increasing goodwill represented by 
public appreciation of the merits of the electric vehicle, - 
which should, in the ordinary course of events, lead to a 
great expansion in its use after the war. On the other 
hand, it is pertinent to ask whether, in the event of greatly 
increased business arising, our electric vehicle manufac- 
turing resources are likely to be in any way adequate to 
meet the requirements on a price and time-of-delivery 
basis. | 

British electric vehicle makers are few in number— 
say half-a-dozen at most ; and while this number of factories 
organised for the production on a large scale of standard 
vehicles would probably be the best commercial solution of 
the vehicle supply problem, there is no present indication 
of such conditions, and, so far as one can see, no probability 
of the home manufacturer meeting the situation. 

. And failing him, we shall presumably have recourse to 
imported American vehicles as in the past, if’ they are pro- 
curable and if our fiscal arrangements allow of their im- 
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portation at a price which will compete with the home-grown 
petrol variety, which is at least a matter for speculation. 
The American manufacturers may themselves be too fully 
oceupied at home on the resumption of normal business, 
and even before that time if a considerable commandeering 
of petrol vehicles takes place, while even if it were possible 
as an alternative for them to organise factories here after 
the war, despite their proverbial hustle, their products 
might arrive somewhat late in the day. - 

Then, again, given a considerable increase of vehicle 
users we shall inevitably be up against the garage and 
charging questions, which more or less hang together, and 
may becoine acute in the more rapidly developed areas. 

This is a branch of the vehicle movement which, so far, 
appears to have yielded nothing to the enticement of pros- 
pective business, though it is obvious that electric vehicles 
without adequate public charging and repair facilities will 
be at a discount for many possible users. No doubt the 
Electric Vehicle Committee is fully alive to these matters, 
though the actual position of affairs is by no means clear, 
and it may be that representation on the Committee does 
not necessarily: imply co-operation in its work. where 
influential rival interests are threatened. 


Bv the adoption of the resolution 

Articles. introducing the system of voting by 

; proxy, last week, the Institution of Elec- 

trical Engineers marked. the proximate completion of 
another long stage in its progress towards increased efficiency 
and usefulness, The need for some means: by which. the 
provincial members could participate directly in the decision 
of important questions without attending general meetings 
in person has long been keenly felt, and became particularly 
conspicuous when the new Articles of Association were 
brought forward in 1911 : in our issue of December 8th of 
that year we suggested that some form of postal referendum 
was desirable, but nothing was done in that direction beyond 
providing for the election of Council by postal hallot. 
However, the lively discussions which took place last year 
over the expulsion of alien enemies from membership of the 


The J.E.E. 


Institution brought the matter to a head, and the Council . 


wisely decided to take the necessary steps towards removing 
the disability under which the vast majority of the members 
laboured. z 
That a meeting of a few score of members should be 
charged with the responsibility of interpreting the wishes 
of some thousands of absent members was obviously a 
highly anomalous condition, aud the system was liable not 
only to eror but also to abuse. As Mr. Ll. B. Atkinson 
remarked in the discussion last week, up to the very last 
moment a determined and coherent. group of 100 members 
could hav: prevented the expulsion of alien enemies in 
defiance even of the expressed desire of the overwhelming 
majority. Mr. J. S. Hightield suggested that the Council, 
having been elected. by the members, ought te be charged 
with the whole responsibility of deciding such questions.” We 
believe, however, that the Council as a whole has no desire 
to undertake this burden. The tendency of the age is 
emphatically away from autocracy and towards democracy : 
electel representatives are expected not so much to act on 
their own discretion as to voice the desires of their con- 
stituents, and in the case of so widely dispersed a member- 
ship as that of the Institution it is obviously very difficult 
for the members of Council to keep themselves by their 
own efforts in close touch with the feeling of the general 


ELECTRIC VEHICLE NOTES. 
A RESOLUTION recently passed by the American mann- 
facturers of electric vehicles, and referred to in our leader, 
embraces a proposal for co-operation between the central- 
station interests, electrical vehicle, battery, ард accessory 
manufacturers for the development. of the electric-vehicle 
business in the States. 

It sets forth that whereas a meeting cf the N E.L.A. 
central-station interests, in February last, expressed its 
confidence in the future of the electric vehicle movement, 
the manufacturers recommend that a combined fund be 
raised to defray the expenses of a competent man, operating 
under N.E.L.A. headquarters, to visit central stations 
throughout the country, and secure their support for the 
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electric vehicle movement, and to inaugurate electric 
vehicle bureaus. The man would represent both the 
central-station and manufacturers’ interests, and bis 
expenses are estimated not to exceed $20,000 a year. towards 
which the manufacturers would contribute 75 per cent, and 
the stations the remainder, through the N.E.L.A. 

It is considered that the arrangement should be for two 
years, їп ordér to give the plan a thorough trial. It is 
further recommended that a booklet be prepared for distri- 
bution to central stations, dealing with methods of develop- 
ment now employed, plans for establishing electric vehicle 
bureaus, advertisements for local use, information as to 
charging apparatus with suggestions as to supplying outfits 
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directly to each member was necessary. While the Council 


favoured the postal vote as the most satisfactory system, it " К ч У " 
UE WE Еи ARS AND BATTERIES, MONTHLY MILEAGE AND 
was constrained by the provisions of the Companies Act to UM PERG ОЕ ' z 

an as : ENERGY CONSUMPTION, Hartrorp E.L. Сов ELECTRIC 
be content with voting by proxy ; we strongly sympathise i 


VEHICLE DEPARTMENT. 

with the views of those members who advocated the former, 

but in view of the statutory conditions there was no choice, — to public and private garages on deferred payment, also as 
and we believe the meeting acted wisely in accepting the Чо local co-operation with dealers, and as to emergency 
proxy system, which had already been cordially approved of charging at sub-stations. Other recommendations relate to 
by the Local Sections, in spite of its inherent disadvantages. — the creation of electric vehicle departments ; the chai ting 
In future. the members, wherever they may be domiciled, of towns, showing the situation of charging stations ; 
will have the satisfaction of taking an active part in information as to battery exchange methods, and the adoption 
deciding all important questions of general policy. of uniform methods by garage men. 
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It is also recommended that the central stations be made 
familiar with the value of electric vehicle charging as an 
off-peak, long-hour, low-demand department of their busi- 
ness, with a view to rate revision. 

A recent issue of the Electrical World contained an 
interesting article on the well-known battery exchange 
system of the Hartford Electric Light Co. (U.S.A.). 
The incentive to establish the system arose from the 
‘apathy of local. dealers in promoting electric vehicle 
business; it consists in the customer purchasing from 
the company a truck without a battery, which latter 
is supplied by the company fully charged in return for a 
‘flat sum for service plus an amount for operation deter- 
mined on the mileage and size of the truck. 

From two to two and one-half minutes: are usually 
required to exchange a battery at the station, which is less 
- than the time required to replenish the petrol in a petrol 
truck. : 

The batteries are charged during off-peak hours, and the 
“exchanging " peaks occur between 6.45 and 8.30 a.m., 
and round about noon. 

It has been found that 1:4 batteries are needed per car, 
and 88 commercial trucks of various sizes are now operating 
under this scheme. | : 

In addition to the company's own exchange station, which 
is part of a sub-station, the service includes a garage owned 
. by the Commercial Electric Garage Co., with whom an 

arrangement has been come to for garaging cars, repairs, 
ie-charging, &c., from 11 p m. to 7 a.m. 

The garage company owns the building, but all the elec- 


trical equipment is owned and operated by the electric light - 


company, whose employés undertake the repair work at night. 

Rates are divided into two classes, for cars merely 
exchanging batteries and for cars in which the batteries are 
charged in the truck at night, and the truck garaged by the 
Commercial Co.—the latter class of charge being lower, on 
the principle that a smaller number of batteries are required. 

Efforts are being made by the Electric Light Co. to 
introduce a mechanical maintenance contract system, under 
which, in the event of the customer paying more than the 
actual repair cost, 60 per cent. is returned to him, 20. per 
cent. going іо the Electric Light Co., and, if the owner 
approves, 20 per cent. to the truck driver as a bonus ; on 
the other hand, if repair costs exceed the contract rate, the 
eustomer agrees to refund 50 per cent. 

Only 15 of the 88 trucks are maintained on tliis plan, 
nost owners believing that they can do better by under- 
taking maintenance themselves. Since the battery exchange 
system was stated in June, 1912, and to the end of January, 
1917, the total mileage has been over 2 millions. 


The average mileage per car per month has been 678. 


(varying from 309 to 810). 

The total cnergy consumption to the end of January last 
was 2,252,162 Kw.-hours, averaging 1°12 Kw.-hours per 
car-mile, with a maximum in the winter months (Febrnary, 
1916, 1'9. Kw.-hours). Ordinarily the rated ton-mile 
consumes about 1:3 Kw.-hours. ` 

The energy used is measured by wattmeters, and includes 
all losses incurred in transformation and stepping down. 

The Edison batteries used in the exchange service at the 
end of the first 4} years represented 6,936 cells, and their 
service was equivalent to 226,812 cell months. Only 
225 cells were returned for repairs, 51 being on account of 
leaks or broken seams, and the rest for other causes, such 
as ffilure to charge up or broken terminals. Our con- 
temporary says that, in spite of high first cost, electric 
vehicles have proved economical, aud goes on to suggest 
that they would sell more rapidly if excess cost over that 
€f the petrol vehicle could be distributed as an operating 
сові —which the battery service does in part. 

The largest electric vehicle garage in this country, which, 
curiously enough, is ran by the Hertford Street Motor Co., 
in London, houses 120 vehicles, and an important feature 
of its organisation is the “ battery interchange system," in 
regard to which we must refer readers to the interesting 
“article in our issue of January 19th last, by Mr. R. 
Borlase Matthews. The methods adopted by this concern, 
as a result of 15 years’ experience, might well serve as a 

is for the electric garages which will of necessity be 
established in the near future. ` 


In conclusion, it may be of some interest to draw 
attention to the recent decision of the Appeal Court, 
mentioned in our last issue, under which Mr. Elieson’s 
little electrically-propelled chair falls within the definition 
of a “ light locomotive,” necessitating both registration and 
the obtaining of a driver's licence. 

Those who have seen the Elieson chair will realise the 
incongruity of the legal view, which, moreover, threatens to 
destroy a promising trade development in its initial stages, 
as well as to deprive our seaside and other health resorts of 
an additional means of recreation. | 


HUSTLING AND TEAM WORK. 
By “TRAMP ROYAL.” 


As the liner enters New York harbour, the Englishman 
who crosses the Atlantic for the first time receives a gentle 
awakening from his dream of a hustling America. The 
slow, deliberate manner of examining him and his Customs - 
declaration papers becomes quite irritating. Ponderous 
ferry boats, ploughing the harbour waters in all directions 
and hooting continuously, give him the impression of Boine- 
thing old-fashioned, of the nature of sluggish amphibjans. 
Even the “ L”-Road and “ Underground” only appear 
calmly active, rather than hustling. A series of annoying 
delays will make themselves felt until the new arrival has 
learnt something of the methods of our Yankee cousins. 
'There will grow up within him, in the early days, contempt 
for the ** ich ka bibble " attitude of the American, together 
with his boasts of “ getting a move on." 

The fact is, when an American speaks of “ hustling,” he 
has a different conception from the Englishman as to the 
meaning of the word. As an interesting comparison, I 
should like to give just two experiences. | 

When I arrived in the States for the first time, some 15 
years ago, I spent three days of office hours doiug an 
English hustle along the length, and across from east to 
west, of Manhattan Island, in a weary, but interesting, 
search fcr work. I interviewed managers and others at 
their dens in avenues, and in streets numbered from units 
to hundreds, and also outside amidst the upheaval of 


Broadway, which: was having its bowels rearranged by 


means of noisy engines, banging rock drills, and energetic 
blasting charges. Eventually I found rest and quiet in a 
drawing office, where I could recuperate from the expendi- 
ture of three weeks’ energy in three days, and I felt very 
satisfied with the fruits of my hustle. ` 

The other experience was learnt some two years ago. А 
relative of mine, who had got the lay of American methods, 
completed some work at the San Francisco Exposition. He 
went to his “digs,” and slept in peace. Next morning. һе 
sat at ease in his room, keeping the telephone at his side in 
constant employment. By lunch time he had fixed up 
work for 8 a.m. next day, and then strolled round to my 
bungalow. | 

То the American, the latter modus operandi is hustling, 
but to ui 16 is laziness. We English seem to insist upon 


-the difficult way of going about things; short, simple 


methods of working and learning impress us as being quite 
immoral. Yet we talk of efficiency, and believe ** motion 


study " worth adopting. 


In an office building, not so very far from Westminster 


‘Abbey, I was once told that my legs were young enough to 


climb the stairs instead of occupying space in one of the 
four lifts. Yet in America I know fellows who have been 
fined for using the stairs instead of the “elevator,” and 
thus wasting energy which the firm was buying. Strenu- 
ousness calls for extra effort, while efficiency means the 
conservation of human energy. | 

I am not endeavouring to prove here that the methods of 
our cousins across the pond are superior to ours, because I 
ar) not convinced that they are; but upon the issue of . 
efficiency and team work [ am sure they score. Why, team 
work is almost unknown over here, and yet most engineers 
were sportsmen in their early days. As I was a football 
plaver, 1 will now go to the football field for my analogy. 
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А man can get a considerable amount of exercise by hustling 
around the field from side to side in a futile attempt to 
keep to the ball. But that's not football. 

I can close my eyes and see my old favourites of Aston 
Villa ¢oming up the field with the ball. Centre passes to 
outside right, two opponents are negotiated, and the ball is 
dribbling in front of the inside left ; then over it swings to 
the inside right, and next second it is on the toe of the 
centre forward, and then—yes, goal! That's team work. 


Every man in the place best suited to him, awaiting his turn, 


with energy in reserve and the interests of the whole team 
predominating over selfishness. 

That is team work in sport; in industry it is just the 
same ; and I have met it in America in the office and in 
the field. Every man at ease, but turning out his portion 
of work quickly and correctly. American industry is a big 


thing, and this esprit de corps is not; met with everywhere, | 


but it is growing. 

All this sounds as though one man is to be capable of 
only one job ; but it must be recognised that, as а captain 
may find it necessary to change the position. of a man 
during a match, so a captain of industry may find it to 
advantage to vary a man's employment; and the man 
should be equal to the occasion. 

We are learning many things during this war, and not 
least are those concerning efficiency—viz., that hurried 
action is not a substitute for speed of action ; that speed 
and dexterity are based on habit, and that, in accordance 
with the Law of Diminishing Returns, long hours and 
overtime defeat their own object. While one cubic yard 
per hour of excavation in a certain soil may be effi- 
eient, to increase the amount to three cubic yards is 
strenuous, because, after an hour or so, the worker is 
exhausted. 

Who of my readers has not experienced waste of time in 
rectifying errors, such as in bedplate drillings, cable box 
borings, steel structural work misfits, or the like, caused 
through rush work in the drawing office or workshop ? 
System and time-saving devices are the safest roads to 
speeding-up. ‘* Haste makes waste.” 


ры 


SOME NOTES ON ELECTRIC FIRES. 


t 


By G. W. STUBBINGS. 


ELECTRIC fires have formed the subject of a ‘number of 
articles in the technical Press from time to time. The 
so-called: efficiency of the radiator type has been con- 
trasted with that of the convector, without, as far. as 
can be discovered, any definition of efficiency having been 
formulated. The statement that, in a sense, all electric 
heaters have 100 per cent. efficiency, in that all the 
electrical energy absorbed is ultimately converted into 
heat, has been frequently referred to, sometimes with the 
apparent idea that, it settled the question once for all, and 
by other writers with some degree of suspicion, as if it were 
only theoretically, and not practically and actually, true. 
It seems desirable, therefore, that a closer inquiry should 
be made as to the way in which a_ heater of the radiator 
type is of superior efficacy to that of the convector, and 
as to what constitutes this superiority of the one over the 
other. 

It may first be useful to interpret the statement that all 
electric heaters have 100 per cent. thermal efficiency. It 
should be noted that, althongh it is stated that all the 
electrical energy is converted to heat, no mention is made of 
temperature. < The following is a practical illustration :— 
Suppose two heaters—one a radiator and the other a con- 
vector designed to be maintained at a temperature of 
10° C. above the surrounding atmosphere—be placed each 
in а room of the same size-and shape, and at the same 
temperature, having walls of the same material, and both 
being hermetically sealed : the 100 per cent. efficiency 
principle states that, if the two heaters absorb equal 
amounts of electrical energy in equal times, the tempera- 


ture rie m the two rooms will be equal, This is 


> 


standing its 100 per cent. efficiency, and perfect suitability: 


d 
accurately true, and, moreover, the temperature rise of the- 
dir of any room will be approximately the same whether it 
be warmed by either of the two heaters in question, provided 
conditions of ventilation be the same. Tt is, however, quite 
obvious that the convector, being at an excess temperature 
of only 10° C., would be a most unsatisfactory heater for 
an ordinary sitting room, although such a device might be 
suitable, or even essential, in a drying chamber for some 
special process. 7 

The above considerations lead to the conclusion that the 
practical efficacy of an electric fire has very httle to do 
with its thermal efficiency, and that the statement that all 
electric heaters have 100 per cent. efficiency is irrelevant. 
There is obviously another factor to be considered. The 
function of the ordinary fire is to warm the person sitting 
or standing near to it, and its practical efficacy. will be 
estimated by the ordinary person by the purely physiological 
effect of comfort and warmth, and not. by a careful inspection 
of a delicate thermometer hung in the room. | 

A person, or, indeed, any body, can be warmed in two 
ways, First, by contact with a hot body, and, secondly. 
by the absorption of radiant energy. The first method is 
obviously unsuitable to the human person except- by 
contact with warm air, when the process will be slow,. 
unless the temperature of the air be fairly high. To 
maintain a high air temperature in an ordinary room in 
whieh proper provision is made for ventilation would be 
a very costly matter bv electrical means, The second 
method is independent of the temperature of the air, as 
radiant energy—which, it should be remembered. is not . 


" heat—can pass freely through air without appreciably 


raising its temperature, and the process can be made as rapid 
as desired by increasing the absorption. "These two con- 
siderations can be illustrated by the following examples :— 
It is à well-known fact that the sun can warm the human 
person in the winter to such an extent as to make a heavy 
overcoat uncomfortable, uotwithstanding that the tempera- 
ture of the air may be iu the neighbourhood of 0° C. 
Again, a person coming from a very cold atmosphere, and 
in a thoroughly chilled condition, would, by remaining in a . 
room at a temperature of 17 C., in time get warm, but 
would greatly miss the genial glow and ample radiation of 
a coal fire. ` 

It, therefore, appears that the time element enters into - ы 
the consideration of what constitutes the practical efficiency 
of an electric fire, and such efficiency could be roughly 
described as depending upon the time taken for a person 
coming throughly chilled from a cold atmosphere, to get 
comfortably warm by standing at a given distance from it. 
As has been pointed out, the process of. warming by contact 
with slightly heated air is very slow." Cold people coming 
into a room choose a seat by the fire, and, when thoroughly 
warm, usually change to one further away от it. The 
type of electric fire that will satisfy the condition of rapidly 


` warming a cold person will obviously be one of the radiator 


class, the radiant energy from which may be rapidly 
absorbed-by the cold person and converted into heat. The 
radiation from the convector at an excess temperature of 
10° C., referred to above, would be negligible, notwith- 


for some special purpose. 
It is also clear that an electric fire with exposed elements ` 
will give the greatest radiation. The old-fashioned lamp | 
radiator, although primarily producing a large percentage of 
radiation, had an appreciable proportion of such radiation 
absorbed in the glass of the lamps. and converted into heat. ; 
A thoroughly efficacious radiator will, moreover, be as light 
as possible, for a bulky device, which is maintained at a 
moderately high temperature, is partly a convector, and. 
therefore loses in practical efficiency. In fine, 16 should be = 
remembered that all the electrical energy that reappears - 
directly as heat at a fairly low temperature is not usefully 
employed, as such heat can only be communicated to cold 
persons by convection and contact. 
The above notes, while not being so rigorously reasoned 
as to be worthy of being called scientific, yet may, 16 is 
hoped, assist in giving a rational explanation to what has 
always been known to, and appreciated by, practical men— 
the vast difference in the practical efficiencies of electvic 
heaters of the radiator and convector types. 


` ! 
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FACTORY REPAIRS AND RENEWALS IN 


, WAR TIME. 


-— 


. LFROM A LEGAL CONTRIBUTOR.] 


Wuat is the present position of those who are under 
covenant, to repair factory and other premises which they 
hold on lease ? 

This is a question which must of necessity give some 
anxjeby to tenants who desire to carry out their legal 
obligations. No doubt many landlords are ready and 
wiling to make due allowance for the difficulties of the 
times, but others may not be so complacent. The matter, 
too, must sometimes be regarded from the landlord's point 
of view. Some tenants are in possession under agreements 
entered into before the war. They are paying rent at 
pre-war rates, and by no possibility can the landlord 
inerease the rent ; yet he must pay his income-tax аб war 
rates. It is notorious that, owing to necessary stagnation 
in the building trade, house property has materially 
increased in value. Must the landlord stand aside while 
the tenant, who is paying a low rent, is allowing the 
premises to оо, to rack and ruin—pleading, as an excuse, 
lack of labour and expense of materials ? 

As the war goes on the cost of labour, and therefore the 
cost of repairs and renewals, will in all probability increase. 
The tenant, therefore, who is subject to a repairing 
covenant may do well to obey the homely maxim that “a 
stitch in time saves nine." | 

Repairing covenants, of course, vary considerably. Some 
are much more onerous than others. It is proposed to 
cliscuss the average covenant. | 

Take the case of a mill or factory which, when let 10 
years ago for а -period of 14 years, had already been built 
30 years. Assume that the tenant was put under covenant 
to “ well and substantially repair, paint, glaze, cleanse, and 
keep in thorough repair and good condition all the said 
premises thereby dismissed," and so yield them up at the 
end of the term. "This mass of legal verbiage comes to 
this. The tenant must repair the premises. What. does 
the word “repair” really mean? = | 

It is plain, at the outset, that before considering the 
amount of repair which the tenant must effect, the standard 
of excellence must be ascertained. It is one thing to keep 
. & brand new building in repair; it is another to repair 
premises which have been in existence 50 years. Time and 
the elements have operated upon all the perishable parts of 
- the structure. Every particle of wood may have become 
rotten. Must the tenant replace every joist and every floor, 
and so—in effect, give the landlord a new building ? 

. One rule has been firmly established— namely, that, where 
a house as a whole, or the subject matter of the covenant as 
a whole, has by lapse of time fallen into such a condition 
that it is necessary to rebuild it, the covenant to repair does 
not apply. р, 

. To take a fanciful illustration : Oliver Wendell Holmes, 
in his poem called “The One-Hoss Shay,” describes how a 
Certain vicar, in building a shay, decided to so construct it 


that no one part should perish before another. АП the 


Wearing parts were so proportioned that the whole erection 
should come to an end at once. In the result, having been 
driven ip fine weather and wet by the vicar and his descen- 
dants through certain centuries, the shay suddenly col- 
apsed in a heap on the road. It ceased all at once to exist 
as a shay. Had its then owner been under covenant to 
repair it, he would not (according to the above principle) 
ave been bourid to rebuild it. So in the case of a house 
or factory—if, say, the whole interior woodwork, after the 
apse of time, were to suddenly collapse, so as to leave 
nothing but the four external walls standing, the house 
Could not be said to exist as a house, and the tenant would 
not be liable to rebuild. Similarly, if all the walls were to 
Suddenly~vollapse, so as to leave nothing but a heap of 
runs, the liability of the tenant would be at an end. — - 


But short of giving the landlord a new house, the tenant - 


Must repair and renew individual parts which give out 
Owing to the lapse of time—it being a question of degree 
whether the failure is so extensive as to really necessitate a 
Complete rebuilding. 


The law was laid down very clearly by ‘the Court of 
Appeal in Lurcott s: Wakeley & Wheeler (1911) 1 K.B. 
305. There a wall forming part of a house 200 years old 
became so dangerous, that it was pulled down in compliance 
with an order of the London County Council. It was taken 
down and rebuilt in accordance with modern requirements. 
The condition was caused by old age, and the wall could 
not have been repaired without rebuilding it. The tenant 
contended (1) that he was not bound to give tlie landlord 
a new wall; (2) that the damage having been occasioned by 
the age of the premises, he was not liable. The Court held 
him liable. | 

The Master of the Rolls said :—* Given an old house 
which in the course of the term, though still a habitable 
house, is rendered worse by mere lapse of time and the 
effects of wind and weather, then the loss falls on the land- 


lord. . .-. [But] (at page 914) if a tenant nnder a... 


repairing lease finds that a floor has become so rotten that it 
cannot be patched up; that it is in such a condition that 
itcannot bear the weight of human beings or of furniture upon 
it, can it be said that the tenant is exempt from the liability 
of replacing that floor, and repairing it in the only way in 
which it can be repaired, in order to make the house 
habitable, merely because the state of the floor is due to 
time and the elements? I am unable to follow the argu- 


ment. . . . [n such a case it is the duty of the tenant, > 
Af he cannot patch up the floor so as to make it a floor, to 


replace that which is no longer a floor by something which 
is a floor.” - | 

Lord Justice Fletcher Moulton said (at page 916): 
* We must bear in mind that, while the age and mature of 
the building can qualify the meaning of the covenant [to 
keep in good condition], they can never relieve the lessee 
from his obligation. If he chooses to undertake to keep in 
good condition an old house he is bound to do it. whatever 
be the means necessary for him to employ in so doing." 
He emphasised the fact that the covenant extended not only 
to repair. but to keeping in good condition, and said :— 
* Suppose the case of a ship. А man who covenants to 
keep the Mauretania in good condition must, of course, 
keep her in the perfection of condition by reason of the fact 
that she is a vessel of her class and new. Suppose a man 


‘covenants for a year to keep in good condition a tramp that 
. has been at sea for 15 years, he must perform the covenant 


just as much as the man who covenanted to keep the 
Mauretunia in good condition. But the keeping in good 
condition in the second case will mean something very 
different from that which it meant in the former case ; it 
will mean in good condition for a vessel of that age and 
nature." — — 

Applying these principles, the following propositions may 
be advanced :— 

1. If a floor gives out it must be replaced. | 

2. If the window frames become so rotten that they will 
no longer hold panes of glass, they must be replaced : but 


if the frames were originally of deal, the tenant need not , 


replace them with oak. | 

3. If an outside wall perishes through lack of pointing, 
&c., it must be rebuilt—if it cannot be repaired. 

Finally, it should be noted that if the tenant, in carrying 
out his repairs, gives the landlord the benefit of the methods 
of 1917 as against those of 20 years ago, that is the land- 
lord’s advantage. The tenant can make no claim upon 


.him. For instance, if he were to build a pillar of reinforced 


concrete, instead of brick, he could not recover the extra 
cost. 
a ney 


The German Electricity Supply  Federation.— The 


. second general meeting took place recently in Berlin of the Federa- 


tion of Electricity Supply Undertakings, which was founded about 
a year ago to represent the economic interests of company-owned 
and other privately-owned supply works. It was reported that in 
the meantime the membership had increased, and now comprised 
all the works of any importance, the invested capital represented 
by the constituents being £125,000,000, Among the subjects dis- 
cussed was the question as to how to transfer to consumers the 
financial burden arising from the introduction of a tax on the sales 
of coal at the pit mouth, and the problem of charges for supply of 
energy. It was mentioned that production and working costs in 
general of supply works had advanced through the war to such an 
extent that ways and means must be devised for obtaining com- 
pensation. 


- 


566 | THE ELECTRICAL REVIEW. 


‘[Vol. 80. No. 2,061, May 25, 1917. 


THE DETERMINATION OF THE SEQUENCE 
OF PHASES FROM WATTMETER , ' 
READINGS. 


By DR. GISBERT KAPP. 


(From the Journal of the INSTITUTION OF ELECTRICAL ENGINEERS, 
Abstract.) | 


THE so-called " two wattmeter method " of measuring the power 
flowing through a three-phase line may be used to determine the 
power factor according to the well-known iormula 


(d+ D24 dd — r + 7?) 


where » is the ratio between the two readings. This ratio has to 
be determined by dividing the smaller reading by the larger, and 
the power factor may then be read off from a chart such as is used 
in every test-room. The same chart may be used if the two readings 
are obtained by the well-known modification of the “two watt- 
meter method" where both readings are taken on the same 
wattmeter by using a change-over switch for the pressure circuit 
of the wattmeter. 

The chart tells us what the power factor is, but nothing more. 
It does not tell us whether the current is leading or lagging, nor 
the sequence of phases. This can only be found if we know, not 
only the ratio of the two readings, but also their signs aa deter- 
mined by the sequence of phases. Before we can tell whether any 
particular power factor read off on the chart means a lagging or & 


cos ф = 


leading current, we must know the sequence in which the phases . 


follow each other. 

By tracing back’ the circuit to the generator it is possible to 
interpret the chart reading as regards the sien of the phase angle ; 
positive fora layging and negative for a leading current. But it 
is not always convenient, and is frequently impossible, to trace the 
circuit back from the point where the power measurement is made 
" to the generator. There may be a distance of miles between the 
two points, and there ‘may be various transformations within that 
distance. In such cases some other method purely local must be 
employed.  . 

The following method is quite practicable: it does not interfere 
with the power supply to the loud, and the additional cost is 


Fic. 1. i 


confined to the provision of a paper condenser of a few microfarads 
capacity. The arrangement of apparatus is shown in fig. 1. w is 
the wattmeter as ordinarily used, s is the change-over switch, also 
as ordinarily used, and K is a’ condenser which can be short- 


circuited by inserting the plug G. When the plug is inserted thé 


sum of the wattmeter readings gives in the usual way the total 
power. If the plug is withdrawn, the condenser is in series with 
the pressure coil of the wattmeter. and the current through this 
coil is slightly advanced. as compared with the usual test. The 
two readings will, therefore, be different from those obtained with 
the condenser short-circuited, and by analysing the two sets of 
readings it is possible to determine whether the sequence of phases 
is A—B--C or C—B—A, and also whether the current supplied to 
the load is lagging or leading. 

If P. and P, are the wattmeter readings when the switch is con- 
nected to C and B respectively, and P'e, P'a the corresponding 
readings when the plug is withdrawn, the following table 
applies :— 
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Readings taken in 


the usual way give P.-P, P,>P. 

If readings taken 

with condenser | 

give e se [BP 5 PP, PP e> P'e 
Then sequence is... | A—B—C С -B—A | A—B—C ! C—B---A 


And current .. ! Tags leads | leads © lags 


> 1 
i 


In using this table, care must be taken to insert the powers with 
their proper sign; thus if P, ia numerically smaller than r',. but 
the latter is negative whilst P, is positive. then P's must be con- 
sidered to be smaller than Py. 

The same table may be used if the mensurement is made by two 
wattmeters in the usual way. In this case the free terminals of 
the pressure ooils must be connected through condenser and plug 
to the phase line labelled А. and the wattmeter must be inserted 
into the phase lines labelled B nnd c. 


THE INSTITUTION OF ELECTRICAL 


ENGINEERS. 


¢ 
ANNUAL GENERAL MEETING. 
On Thursday last week, at the Institution of Civil Engineers, 


the annual general meeting of the Institution of Electrical 
Engineers was held, the President, Mr. C. P. Sparks, in the 


- chair. 


At the outset, after announcing the result of the election 
of Council, the President proposed that a telegram of 
congratulation should be addressed to the American Institute 
of Elettrical Engineers on the entry of the United States 
into the war. In seconding the resolution, Mr. C..H. Worp- 
INGHAM, President-Elect, said that many industrial Americans 
had long wished to take part in the war, and these two great 
nations, after purging themselves of the foul cancer of Ger- 
man influence, might some day form part of a great federa- 
tion. The proposal was unanimously agreed to. 

Moving the adoption of the report, the PRESIDENT drew 
attention to the account of the doings of the Council and 
Committees, which were now set out for the information of 
the members. Students’ premiums had not been awarded 


. during the past year, but were being accumulated so that at 


the end of the war those’ who were now on war service would 
be able to share in them. With regard to street lighting, 
it was impossible to arrive at a unanimous decision, but the 
majority report would be published in order to place valu- 
able data at the disposal of the members. 

Mr. C. Н. WonDiNaHaAM seconded the adoption of the 
Report, which was agreed to nem. con. 

The Hon. Treasurer (Mr. J. E. Kinassunry), in briefly pre- 


. senting the Accounts, pointed out that the previous year's 


results were printed in the margins of the pages, as suggested. 
at the last annual meeting. The President congratulated the 
Institution on having attained the largest surplus on record, 
for whieh special thanks were due to the Finance Com- 
mittee and the Secretary, and the accounts were adopted 
unanimously. 

Votes of thanks were awarded to the Hon. Secretaries of 
Local Sections, the Hon. Treasurer, Solicitors, and Auditors. 

А special general aneeting followed for the consideration 
of a resolution altering the Articles of Association, in order 
to enable members who were unable to be present at annual 
or spesial general meetings to record their votes by proxy, 
in accordance with the practice of limited companies. 

In moving the resolution, the PRESIDENT stated that the 
question arose out of the proceedings in connection with the 
alien enemy members last year. At the suggestion of the 
Manchester Local Section, a committee was appointed to con- 
sider the matter, and decided in favour of the proxy system. 
In order to safeguard its operation, when a controversial 
question was under discussion meetings would be held at 
local centres in advance, at which the matter would be fully 
explained to the members, so that they could decide how to 
make use of their proxies. Several suggestions for other . 
alterations of the Articles had been received, but the Presi- 
dent thought it would be better first to amend the constitu- 
tion of the Society; his successor could then proceed with 
further alterations on the new basis. 

Seconding the resolution, Mr. WoRDiNuHAM stated that he 
held the strongest possible views on the necessity of enabling 
ali the members to express their opinions; it was absurd 
that a small meeting should make fundamental changes in. 
their constitution. In future, any alterations in the Articles 
would be iihde by the whole body of Corporate Members. 

Mr. A. A. CAMPBELL Swinton pointed out the differences , 
between the Institution and limited companies, and expressed 
preference for voting by post, regarding the proxy system 
as a most dangerous suggestion. 

The PRESIDENT replied that while the Committee preferred 
the postal vote, it was not possible under the Companies Act 
E make that system effective: hence they had no option but 

to adopt the proxy system, of which, he believed, the Local 
Sections fully approved. 

Mr. J. S. HIGHFIELD agreed with Mr. Campbell Swinton, 
holding that the proxy system was undignified, and that as 
every possible provision had been made for electing a repre- 
sentative Council. the whole responsibility for decisions should 
be placed upon it. 

Further discussion followed, in which Mr. A. M. TAYLOR, 
Mr. Lr. B. ATKINSON, Mr. C. A. Baker, and other members 
took part. 

At the invitation of the President, Mr. J. H. CLOTHIER and 
Mr. R. A. CHATTOCK expressed the desire of the provincial 
members to take a more active part in the proceedings о 
the Institution, and to have the power of voting, though 
unable to be present at general meetings. Mr. WorRDINGHAM 
and Mr. E. T. WitLiAMS further emphasised. the necessity of 
complying with the earnest desire of the country members 
to secure a Voice in the proceedings, and the resolution was 
carried bv 28 votes to 4. 

A special general meeting will be held on June 14th, at 6 
p.m.. at the temporary offices of the Institution, to confirm 
the resolution. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. 
Headers are invited to submit particulars of new or improved 


йегісех and apparatus, which will be published if considered of 
sufficient interest, i 


Electric Power in a Cotton Mill. 


The Dunlop Tyre Co. have erected a factory—the D.R. Cotton 
Mills— at Rochdale for the purpose of manufacturing their motor- 
tire fabric direct from the raw material, and have equipped it on 
the most up-to-date lines, with, of course, electric power trans- 
mission. The works are divided into two sections, one making the 
yarn from the cotton, and the other manufacturing the fabric 
from the yarn; they occupy an area of 33,000 sq. yards, and are 
driven by Witton motors aggregating 2,500 H.P., while the lighting 

Ay 


Fig. 1.—MoTOR CORRIDOR, SHOWING WiTTON MOTORS WITH | 
CHAIN DRIVE. | 


is effected by about 1.360 Osram lamps with an average of 40 c.P. 
each. Electrical energy is supplied by the Rochdale Gorporation 
at 6,000 volts, three-phase, and is distributed through the works at 


400 volts for power and 200 volts for lighting. Isolated machines | 


are driven by separate motors, but where large numbers of 
machines have to be driven in the same room the group system is 
employed. In most cases the semi-enclosed type of induction 
motor has been installed, but wherever possible the motors driving 


groups of machines are housed in special motor-corridors running 


| Fig. 2.—GRovPs ОЕ MACHINES DRIVEN BY TWO 10-H.P. 
WITTON MOTORS. 


parallel with the length of the room, as shown in fig. f, chains 
heing employed for driving the shafting ; the motors are started 
with auto-transformer starters or rotor starters, according to 
circumstances. The largest motors are of 150 Н.Р. f 
Every opportunity is taken of reducing labour costs by the use 
of electric power. The bales of raw cotton and the finished goods 
are handled by 7-cwt. electric hoists driven by 6-H.P. motors ; the 
hopper feeders are also driven by 6-н.Р. Witton motors, and the 
roken cotton is conveyed to the next machine by a current of air 
produced by a 6-H.P. electric fan. The bale-brenkers are driven by 
LE motors. In one of the corridors are installed two 150-H.P., 
Our 40-H.P., and two 20-H.P. Witton motors, driving the groups of 
carding machines, stubbing, intermediate, roving and ring spinning 
rames, &c, The humidifiers are separately driven by 6-H.P. motors, 


and the fabric-stretching and examining machine by a 20-H.P 
motor. х | 
The whole of the electrical plant, lamps, cables, &c., was sup- 
plied by the GENERAL ELECTRIC Co., LTD., of Witton, Birming- 
ham, through their local office at Victoria Bridge, Manchester. 


A Novel Primary Cell. 


We have received from Mr. J. W. WARR, of 100, Prescot Road, 
St. Helens, Lancs., a sample of his new primary cell, to which 
provisional protection has been accorded by the Patent Office. 
The cell will be made in three sizes: No. 1, 1ё іп. diam.; No. 2, 
2 in. diam. ; and No. 3, 24 in. dia.—all 54 in. high. 

In this particular sample, which is No. 1 size, and a modification 
of the Leclanché cell, the active material and depolariser are 
packed in & dry state, under heavy pressure. round the central 
electrode, with a perforated electrode outside. The cell has a very 
low internal resistance and high capacity. To make the cell active 
it is only necessary to stand it in a glass or earthenware jar (the 
familiar Leclanché glass jar or an ordinary jam-pot will do) and 
add water up to { іп. from the black varnish round the top. 
Within a few minutes the cell is ready for use, and after a few 
hours the short-circuit current will be between 12 and 16 amperes. 

The active material, depolariser, and zinc have been proportioned 
so that exhaustion of all three is nearly simultaneous : but if there 
is.further life in the zinc, the cell can be revived by standing it in 
a solution of sal-ammoniac. There is no crystallisation on the zinc 
of a cell that has been in use many months. 

In order to prevent a humid atmosphere from attacking the 
absorbent medium and tending to make the cell active, a perforated 
celluloid separator is interposed. This makesthe cell keep indefi- 
nitely in stock, and will be found most effective for cells required 
for export. A glass jar will, of course, be supplied with the cell 
when required. The E.M.F. is 1°5 volts. The.same principle is 
adopted for bichromate cells (over 2 volts), -Daniel cell (9 volt), 
and Lalande (1'4 volts). 

The Leclanché type is the one that will be most used for signal- 
ling work, and in particular it will be found especially useful in 
indicating the height of water, or giving an alarm when water 
reaches a certain height in sump-holes in collieries, basements, 
trenches, and excavations. For ships’ holds, or where there is 
likely to be flooding in ships’ bottoms, it will be found useful. 

After the cell has been lifted out of water, in a few minutes it 
will be found to be inactive; on the other hand, if it comes in 
contact with water it will become active. | 

The inventor points out that by consolidating the active salts, 
depolarising and conducting material, and electrodes into one unit, 
and placing the whole in water, greater utility of materials, higher 
efficiency, and low internal resistance are obtained. The stocking 
of chemicals, porous pots, zincs, &c., is unnecessary. 

Another type of cell is being made to be used in place of the dry 
cell. After immersing in watet, the cell will hold sufficient 


moisture to keep it active over long periods, and this can be | 


repeated until the cell is exhausted. 
Arrangements are being made for manufacturing the cell, but 


‘ communications for the present should be sont to Mr. Warr. ' 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's nume and address in our possession. 


Wiring with Tough Rubber Compound Cables. 


Writing under the above heading, in your last issue, Mr. W. 
Ellerd-Styles wrongly assumes that the ‘Consumers’ Engineer” 
writes from a "dug-out," whereas his vantage point is a conning 


tower, from which he surveys the efforts of many good, very good, 


excellent, and other electrical contractors, and his responsibility 
does not finish with that of the contractor, but continues until the 
new method of to-day becomes old, reveals its defects, and gives 
place to the new methods of to-morrow. His claim to a wider 
perspective is easily established, both with regard to latitude and 
longitude, as he was remedying defects on new methods a decade 
before your contributor claims to have entered the electrical arena ; 
and his range extends from pole to pole. 

It can very well be left to your readers to decide for themselves 
what is meant. by the terms “ water-tight" and “ water-proof,” 
and also whether work so specified should not be done in a per- 
manent manner. Your contributor uses both terms on page 452 
of your issue of April 27th when he said :—" The writer favours 
the use of flat section cable when the system is not required to be 
water-tight. . . A water-proof system is obtainable by using 
ordinary screwed surface boxes and outlets, as made for }-in. 
conduits, adapted by the employment of externally screwed grip 


nipples. The circular section multicore cable is used, and stout — 


rubber rings effectively bind the cables in the nipples." 

Do Mr. W. Ellerd-Styles, “Another Member, &c..” and the 
Editors still contend that when a water-tight system is required, no 
attempt, is made to provide a permanent job? The only meaning 
that can be applied to the word “ water-tight,” is that associated 
with water-tight bulkhead, water-tight door, water-tight joint, &c.. 
If the word was wrongly used by your contributor, surely it is 
easier and far more graceful for him to admit it, than to waste the 
time of your readers in trying to defend a positian which is 
untenable. | E a 
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If his real object is to " obtain a very cheap and reliable method 
of wiring which would rapidly popularise the use of electricity in 
directions at present monopolised by ' penny slot meters," then 
the thing to aim at is to interest the " supply authorities’ repre- 
sentatives,’ and not abuse them.. Concerted action is necessary if 
progress is to be achieved in this direction, and any project on these 
lines will benefit by the inclusion, amongst its promoters, of all 
those whose experience and judgment entitles them to be 
contemporaries in a similar capacity to 

Consumers' Engineer. 

[We did not “ contend " anything; our comment was intended 
to confine the discussion to the levitimate channel, for too much 
emphasis has been laid upon the word “ permanent." which was 
not used by the author of the article. Personally, with an experi- 
ence which rivals that of our correspondent in length, if not in 
breadth, we are of opinion that no wiring system ever was, or ever 
will be, " permanently waterproof." What the wireman should 
aim at is to do his work so that it will remain waterproof as long 
as possible.—Eps. ELEC. REV. | 


LEGAL. 


JOHN WALSH, LTD., r. WEBSTER. 


THIS action, which was brought by John Walsh, Ltd., of Sheffield, 
to recover money alleged to be due for electrically fitting the 
defendant's house. came before Justices Rowlatt and Shearman, 
on May 17th, on a motion by the plaintiffs to set aside an award 
made by Mr. Wm. Bradley Woodhouse. 

Mr. HUME WILLIAMS, K.C., in opening the case for the 
appellants, said that the appeal arose out of the interpretation of 
the law ‘by the arbitrator. he having come to the conclusion that 
if the contract was not completed. the defendant was at liberty 
to repudiate it in' its entirety. Mr. Webster. a solicitor, was 
desirous of having an electric light installation put into his private 
house, and a contract was entered into between him and John 
Walsh, Ltd.. on March 2nd, 1915, under which the appellant 
company were to do the work fora total sum of £388. It was, 
said counsel, a lump sum contract. The defendant alleged that 
the work was done improperly, and was incomplete. Messrs. 
Walsh brought an action to recover the amount of the contract 
price. and the matter was referred by Master Bonner to Mr. 
Woodhouse, as arbitrator. The arbitrator gave his award on 
October 25th, 1916, in which he stated that. in his opinion, the 
work under the contract was unfinished and incomplete, and 
in certain particulars insufficient and unsatisfactory. and not in 
accordance with the specification ; and that being so, the defendant 
ought not to be required to accept it. If, however, the defendant 
were to accept it in its then condition, the arbitrator was of 
opinion that £50 would be a reasonable sum to be allowed from 


the total sum to make it complete and satisfactory. The defendant’ 


thereupon intimated that he would not accept, and called upon 
the plaintiffs to take away the installation they had put up, and to 
pay for the damage done to his house. Counsel submitted that 
the defendant was not entitled to repudiate the contract. 
He could only do that where the contractors had failed to do a 
substantial part of the work, or had neglected it to such an extent 
that it could be said there was nothing like a fair execution of the 
contract. That was not the case here, as the arbitrator had found 
that there was only a failure as to a small part. which £50 would 
put right. Under those circumstances, he submitted. Mr. Webster 
was not entitles to repudiate the whole contract. 

MR. GREER, representing the respondent, said the real issue 
hetween the parties, when before the arbitrator, was that the con- 
tractor was suing too soon for his money, especially when the 
employer was ready and willing at that time that he should com- 
plete the work. Mr. Webster was at firat quite willing that Messrs. 
Walsh should finish their contract. 

Мк, JUSTICE ROWLATT, in giving judgment, said the real 
question was, what was the meaning of the words unfinished and 
incomplete in the award? They felt they did not know one way or 
another. It was, of course. possible that £50 might put the whole 
thing right; but, on the other hand, something vital to the instal- 
lation might be missing. or it might only be bad workmanship. 
The arbitrator had, however. not told them. and therefore the 
award must go back to him to state whether the installation was 
still incomplete in the sense that some substantial part had not 
been done, or whether it was only incomplete in the sense that 
some of the work was badly done. 

Мк. JUSTICE SHEARMAN concurred, and the matter was referred 
back accordingly, the costs of the application being reserved. 


ELLIS vr. BIRKETT. 


ACCORDING to the Esser Weekly News, the hearing of the action in 
which Montague August Ellis. manufacturer of refrigerating 
machinery, Southend. and H. H. J. Ellis, his son. claimed £100 
damages trom Robert Birkett, electrical enzineer to the Southend 
Corporation. for alleged breach of an indenture of apprenticeship, 
was resumed last weck at the Sonthend County Court. The jury 
found for plaintiffs in the action, awarding £50 to the father and 
£25 to the son. They also found for Mr. Birkett for £50 in the 
стозх action. the Judge having advised them that there was no 
defence to this claim. the contract not having been cancelled. 
Judgment was given in accordance with the jury's findings, 


LONDON ELECTRIC RAILWAYS. 
COMPULSORY ACQUISITION OF WESTMINSTER PROPERTY. 


ARBITRATORS having failed to agrec, Mr. A. Virgoe Buckland, 
Е.Б, as Umpire, sat at the Surveyors’ Institution to hear a claim 
for compensation, payable by the London Electric Railways Co. to 
the trustees of Mr. John Nmith, in respect of certain property 
situate near Victoria Street, Westminster, on the exercise by the 
Railway Co. of their compulsory powers. The property consists of 
Nos. 29 and 31. The Broadway. which is leasehold. and of freehold 
land in Maundy Place. 

Mr. Eustace Hills was counsel for the claimants, while Mr. 
Szlumper appeared for the Electric Railways Co. ' 

The hearing of the claim was concluded, and the Umpire will 
announce his decision in due course. 


- 


THE BoscH MAGNETO PATENTS. 


— Gre Controller of Patents, Mr. Temple Franks and Sir 
'ornelius Dalton, the Chesham Supply Co., Ltd., applied in the 
Patents Court on Friday for licence to use 11 German Bosch 
patents for magnetos:—23,132 of 1905, 24.288 of 1907, 25,855 of 
1908, 24,686, 24,687. and 27,168 of 1910, 8,224, 25,880, 26,925, and 
28.518 of 1911, and 4,692 of 1913. | 

Mr. W. P. Carpmael appeared for the applicants. 

Мн. О. IMRAY. for the patentee, opposed the application. Не 
stated that the patents had been worked in this country by the 
Bosch Magneto Co.. Ltd.. of Tottenham Court Road, where a sale 
of the good will. the very large premises, and the effects had this 
week been effected to Messrs. Vickers, Sons, & Maxim, who were 
going to carry on the business through the Wolseley Car Co. He 
thourht the hearing should be adjourned to give Vickers, Sons. and 
Maxim the opportunity to attend. The Controller of the Bosch 
Magneto Co. had just written him that he himself did not need to 
be represented at the hearing. 

The CONTROLLER OF PATENTS observed that the sale of the 
Bosch Magneto Co.'s premises and goodwill was made explicitly 
without the patents. ; 

"Мв. IMRAY replied that he believed that was in order that the 
purchaser might apply for a licence in the Patents Court. He 
&gugested that Messrs. Vickers, Sons & Maxim should have a prior. 
claim, as they had bought the goodwill. 

The CONTROLLER said that Vickers, Sons & Maxims chance of 
getting a licence would not be imperilled. 

MR. IMRAY explained that he was not acting for Messrs. Vickers, 
Sons, & Maxim, and the Bosch Magneto Co. was not in a position 
to transfer the patents, because all the patents stood in the name 
of the German Bosch. 

Presenting the application. MR. CARPMAEL said the company was 
all-British, and gave financial support to the various cab com- 
panies, including Unic Motors. Ltd. The firm also had a manu- 
facturing branch at King's Cross, known as Motormeters, which 
would manufacture the magnetos. Theenemy Bosch company held 
an extraordinary number of patents, about 100, be gathered. 

Evidence was then called. Mr. P. C. MIDDLETON, applicants’ 


` managing director. reported that their capital was £500,000— 


250,000 preference and 50,000 ordinary. At the present moment 
they were making aeroplane parts. Before the war Messrs. Bosch 
and Co. supplied 90 per cent. of the magnetos in the British trade. 
The applicant's private demand before the war was 2,500 a year. 
They wanted them for the Unic taxicabs, of which there were 
4,000 on the streets at the present moment, and they proposed to 
put up works to manufacture the magnetos. A great many of the 
Bosch patents were really patents of ideas of Richard, the inventor 
of the Unic cars, and the ideas were Richard's in the magneto 
the applicants wished to use. They proposed to pay a royalty of 
5в. or 5 per cent. on each magneto made. They would not use all 
the patents. They might use only one contact breaker. The 
armature was not covered by the patents. In his opinion, there 
was no patent in it that was not used nearly 30 years ago in some 
instrument or other. It was the combination that seemed to supply 
“пем matter. The thing that frightened the manufacturers of 
this country was that there was no protection for the manu- 
facturer. 

Mr. JAMES ARTHUR LINNEY, manager of Motormeters, said 
they had 40,000 sq. ft. of site available, which could be added to, 
and upon this they intended to put up buildings for making 
magnetos. They would also erect automatic machinery. After 
the war, millions of magnetos would be wanted in this country. 
and at least a dozen respectable firms could find a ready sale for a 
good magneto. The applicants, in the meantime, had to face the 
scarcity of machinery and get in jigs and tools necessary to turn 
out. the magnetos at low prices. His instructions were to make 
preparations to meet a demand for 2,500 magnetos, to start. with. 
At present, the Army, Navy. and Air Services were claiming every 
available magneto. There was an enormous demand for the public 
Rervices. 

The CONTROLLER: But not for the service of the public? We 
have to make that distinction. . 

MR. LINNEY said they did not propose to meet the public 
demand immediately. The authorities had advised them to ask 
for these patents. since they were applying for contracts, and 
promised, in that case, to give them permits to get machinery. 

In concluding the hearing, the CONTROLLER announced that a 
case had been made out for granting the licence. 

MR. CARPMAEL remarked that when the war began the Bosch 
Co. set up а factory in Springfield, U.S.A.. and these magnetos had 
been imported from America since then. 

The CONTROLLER went on to say that the Court had been some- 


Ld y А 
Р А 
e 
- 


Yol. 80. No. 2,061, May 23, 1917.] THE ELECTRICAL REVIEW. | | 560 


what surprised that other applications for licences to use thesc 
patents had not been forthcoming during the three years of the 
war. If other applicants came forward it might be that the Court 
would have to ро into the question of royalty again. No doubt 
there would be other applicants. 


`N 


WAR ITEMS. 


Engineering Indnstry After the War.—We have received 
from the London Association of Foremen Engineers a report 
of a debate which was opened in October, resumed in Nov- 
ember, and concluded in January, on "' The Position of the 
Engineering Industry After the War." j 


Lighting Economy at Copenhagen.—Reuter’s agent at 
Copenhagen, quoting the Berlingske Tidende, states that 
owing to the reduction of electrie light to a minimum in the 
Copenhagen theatres, Herr Max Reinhardt’s company has 
given up its intended visit, although all arrangements had 
been made for it. 


To be Wound Up.—The Board of Trade has ordered the 
following company to be wound up under the Trading with 
the Enemy Amendment Act :— 

Cedes Electric Traction, Ltd.. 112, Great Portland Street, 
London, W.1, manufacturers of motor vehicles. Controller : 
Н. E. Burgess, Official Receiver in Companies’ Liquidation, 
JJ. Carey Street, W.C. 2. 


Coal and Metals: Enemy Shortage.—hHeuter's correspon- 


dent at Zurich states that owing to luck of coal the Stuttgart 
Gasworks have shut off the supply from 1 p.m. to 6.30 pain, 
and from 8.30 p.m. to 5 a.m. This restriction of рав to 10 
hours a day is a catastrophe to many factories using gas 
power, and is causing Intense’ inconvenience to the whole 
population. : 

The Austrian military authorities will requisition in June 
all brass and copper door-handles and door-plates in every 
town containing over 2,000 inhabitants. Owners will be 
given Iron substitutes, but no monetary compensation. The 
authorities expect to obtain 9,000 tons of metals. 


German Commercial Preparation for Peace.—According to 
the Times, the Frankfurter Zeitung calls attention to the deli- 
berate preparations of German companies for the period of 

| transition from war to peace. It is observed that special 
reserve funds for this purpose are making their appearance 
in numerous balance-sheets, and that important concerns are 
increasing their capita! by large amounts, although for the 
| present they are only calling up: a small percentage of the 
| new capital. The newspaper says :— 
| "The fact that the companies are now, while the war is 
still proceeding at full расе, making such large additions to 
i capital, shows confidence concerning the future and the def- 
‚ nite expectation of adequate activity not only during the war, 
but also in the coming time of peace.” 


English Cyanamide Interests in Germany.— It is reported 
froin Berlin that the Government has ordered the compulsory 
administration of the assets in Germany belonging to the 
North-Western Cyanamide Co., Ltd.. of London. the Societa 
Italiana per 1] Carburo di Calcio, of Rome, the Sociét^ des 
Produits Azotes, of Paris, the Nitrogen Fertilisers, Ltd., of 
London, and the Aktieselskabet North-Western Cyanamide 
Co., of Одда. The latter is apparently identical with the 
first company mentioned. 


The King's Tour of Industrial Works.—In the pro- 
gramme of His Majesty's series of visits to industrial areas 
last week, the works of Messrs. Vickers, Ltd.. at Barrow, 
held an important place. The King was received by Mr. 
Albert Vickers, the chairman of the company. In reply to 


a loyal message sent to His Majesty by Mr. Vickers on behalf - 


of the company and its workmen at Barrow and at the 
Lancashire factories, the King telegraphed from the Royal 
Train as follows :— 

1 wish to assure vou and the members of vour staff and workmen who 
joined with you in the message 1 have just received, how much the Quren 
and І appreciate the patriotic sentiment to which it gives expression. We 
were delighted to have this insight into the everyday hfe of the men and 
| women of your shipyard and factories, and we were much pleased. by the 

loval and friendly welcome accorded to us. 

| shall, indeed, be happy if the outcome of our visit to Lancaster and 
Barrow results in further efforts on the part of those employed in these 
Important works to increase the fighting value of my Navy and Army. 
| am confident that British workmen will never fail their. fellow-countrymen 
who are fighting our battles on sea and land, but will continue to assist 
them by every means in their power. GEORGE, R.I. 
E & national shell factory in the neighbourhood of Carlisle, 
Captain F. W. Purse was among those who had the honour 
of receiving the Кіпр апа Queen. 

The King 8 visit to the works of the British Westinghouse 
Electric & Manufacturing Co., Ltd., will long live in the 
memory of the workers, who were afforded an opportunity 
= seeing the Sovereign during the progress of an hour's tour 
of these vast factories. His Majestv “clocked on” on bis 
arrival at 10.10 a.m., and “clocked off" on his departure at 
Pare Our readers are familiar, afer reading the speech 
of the chairman delivered at the recent annual meeting, with 


> 


the vastness of the company's operations, its large percentage 


of female labour, and so forth. 

The following gentlemen were presented to His Majesty's 
during his visit to the works:—Messrs. Annan Bryce, M.P. 
(chairman), W. W. Blunt, Norman B. Dickson, A. Spencer, 

: A. Lang, Sir Edward Goulding, M.P., Messrs. A. E. 
Scanes, H. Mensforth, M. A. Maclean, J. H. Tearle, P. N. 
Rand, J. S. Peck, G. H. Woods, A. G. Seaman, and F. M. 


Rogers. 


On entering the offices, His Majesty raw an excellent 
exhibit of interesting manufactures by the company, and 
also the Roll of Honour of over 2,500 men who have joined 
H.M. Forces. He then proceeded on his tour of the works. 
He first entered the coil-making, insulation and transformer 
department, the superintendent, Mr. Fleming, being pre- 
sented. His Majesty was extremely interested in the work- 
ing up of copper and mica in this department, Incidentally, 
Mr. Fleming is responsible for the works school for training 


apprentices in special theoretical and advanced ‘studies. His 


Majesty's was much interested in this work. Passing on to 
the other section of the works, His Majesty's entered the 
switchgear section, where Mr. Randolph was presented. Pass- 
ing on to the electrical machines department, Mr. G. H. 
Nelson. superintendent, was presented. In the engine depart- 
ment, Mr. G. E. Bailey, superintendent, was presented. 

- During the tour there were presented the Chairman (Mr. 
Radcliffe) and the Secretary (Mr. Brooks) of the Committee 
of Representatives of the Workmen, who help to deal with 
many problems brought up by the men. Other gentlemen 
presented to His Majesty were Mr. Allbut, superintendent, 
iron. foundries; Mr. Livesav, Mr. Whitmover, Mr. Summer- 
hill, sales managers. © Miss Wilson, superintendent, women 
workers, was also presented to the King, who expressed his 
appreciation of the work being done by the women. His 
Majesty completed his tour of the works at the south end, 
and proceeded to the offices at the north by wav of the main 
road in the works. To either side of the road the workpeople 
had gone after His Majesty had passed through the depart- 
ments in which they worked, and hearty cheers were 
given as he passed along, the road being kept clear by 
members of the Volunteer Defence Corps. At the offices, 
His Majesty partook of light refreshments, afterwards being 
presented with a beautiful album, bound in purple morocco, 
containing photographs of the works, and the workpeople at 
work, mounted on vellum. 


Exemption Applications. — At Westminster Tribunal - 


(according to the Daily Telegraph), the cases of 144 men in 
the tramways department of the London County Council 
came up for consideration. Mr. P. W. Brock, for the County 
Council, said he could not spare a man. The Ministry of 
Munitions had been pressing them to put on 25 per cent. 
more cars. In reply to & question as to what would be done 
if the men went on strike, Mr. Brock said that after the last 
strike about 1.300 men went straight into the Army, as the 
County Council refused tos take back any man of military 
age unless he was rejected. It was decided that eight men 
should be released, the others being protected as being in 
certified occupations. MM 

At Rochdale, conditional, exemption was granted to R. 
Bentley, chief trattic assistant, Corporation tramways, and 
temporary exemption to July 3lst to A. Clegg (41), driller, E. 
Kershaw (35) and E. Kendall (37), motormen, and J. Cross- 
lev (36). overhead electric wireman. 

At Morecambe Tribunal, the case of Mr. Annette, the 
borough electrical engineer, was considered very briefly, and 
the conditional exemption was renewed. 


Application was made on behalf of A. Darnborough (32), 


electrician, class B 1, and H. L. Bentley (36), foreman fitter, 
class A, both employed at the borough elebtricity works. 
The Military Representative (Dr. Watterson) thought there 
would be little difficulty in finding substitutes, and the mih- 
tary felt the men would be of greater service in the Army, 
and that substitutes could be got. Mr. Annetts, borough elec- 
trical engineer, said he had lost six men, and at the present 
time the works were being run by himself, 11 men, and a 
girl. He had advertised for substitutes, without success. If 
these two men left the sewerage works would stop, and the 
lighting would have to be cut down. The men's conditional 
exemption was withdrawn, and they were given temporary 
exemption to August 815%. | | | 

East Kent Appeal Court has granted six months’ condi- 
tional exemption to Mr. Colin Campbell (41). managing direc- 
tor and secretary of the Whitstable Electric Light Co., Ltd. 

Cambridge Tribunal has granted three months’ exemption 
to. W. O. Pilgrim (89). electrician, appealed for by Messrs. 
Bailv, Grundy & Barrett, Ltd., electrical engineers. 

At Ilfracombe, the Electric Light Co. appealed for exemp- 
tion for R. Lerwill (18), charge engineer at the generating 
station, until someone could he secured to take his place. 
Temporary exemption gntil September Ist was given. 

At Winchester. a firm of electrical engineers appealed for 
the only man left in their repair shop. The firm are respon- 
sible for much electrical work for hospitals, the military, 
public bodies. and private customers, and they also help at 
camps with field and other telephones, &c. The Tribunal 
granted conditional exemption unless and until a substitute 
is found to their satisfaction. - | 


At Brighton, a firm of electrical engineers appealed for the . 
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manager of a branch business аб .Eastbourne, aged 33, in 
Class B1, and for three fitters. In each case a short term 
of final exemption was granted. . , 

Gloucester Tribunal has granted exemption until Au 
9th to a storekeeper appealed for by the manager of the light 
railways on the around. that he is indispensable to the run- 
ning of the cars. 

Weybridge Tribunal has conceded conditional exemption to 
J. Wheatley (24, in Class C 2), electric Wireman, appealed for 
by the Urban Electric Supply Co. 

At Hereford, exemption until September Ist was granted 
to Mr. E. R. Harding, electrical engineer, of, Messrs. Harding 
pies and Mr. C. J. Windgate, director and secretary of the 

rm. 

At m s у. Messrs. Mackrill & Sons appealed for T. 
Pearce (39, Class A), electrician. It was stated that they 
were the ы firm of electrical engineers left in the town, and 
that their work included the repair and maintenance of elec- 
trical machinery for munition works. Three months’ tem- 
porary exemption was granted, on the ground that the man 
is engaged on work of national service. 

Messrs. E. O. Walker & Co.. electrical engineers, of Man- 
chester, appealed at Wrexham for Mr. C. A. Gaffney. in Class 
C2, manager of the firm's branch in Queen Street. Final 
exemption until July ИЕ was granted. | 

At Tlford, exemption has been refused to H. Cross, mator- 
man on the Ilford U.D.C. Tramways, and two months allowed 
before the calling up. Exemption, with one month's grace, 
has also been refused to W. H. Myers, iron and wire worker 
with the Sterling Telephone Co., of Dagenham. 

At Aldershot, the Traction Co., Ltd.. appealed for two 
fitters, and temporary exemption for substitution was granted. 

Bath Tribunal, with the assent of the military, has, on the 
ground of certified occupation, given conditional exemption to 
a driver (40, in Class B 1). and a body builder (41, in Class 
C1), appealed for by the Electric Tramways, Ltd. 

At York. conditional exemption, on the ground of indisfens- 
ару, has been renewed to a young electrician on the Cor- 
poration staff, and similar certificates held hy five employés 
in the Corporation telephone department have been with- 
drawn on a review at the instance af the Military. 

Melton Mowbray Rural Tribunal "has granted conditional 
exemption to an electrical engineer in bnsiness at Cold Over- 
ton, on condition that he works two davs per week for a 
neighbouring tradesman’ who has lost a man. 


d '* J— REVIEWS. 


Depreciation and Wasting Assets. By P. D. Leakk. London: 
| Sir Isaac Pitman & Sons, Ltd. Price 10s. 6d. net. 


The published printed matter on the theme of depreciation 
has been mainly of a sectional and fragmentary nature, but 
the volume before us appears to be the consummation of an 
attempt to present the subject to the reader in a concrete 
forin. To what extent success attends the effort is a matter 
of individual opinion, which must be left to the knowledge 
and Judgment of the reader. Without, however, exposing 
the reviewer to any charge of carping criticism or grudging 
_ estimate, it may be stated at once that there is in the book 
much that is distinctly good without being new, and much 
that is academic amid considerable observation and less pene- 
tration. In the writer’s praiseworthy effort to uplift, he often 
fails to get underneath. There is a vast difference between 
the interpretation of de facto and de jure, which is often 
reflected and accentuated in practice. Howewer, the book is 
interesting, and will repay perusal. 

It seems to us that the writer and compiler of the work, 
without incurring any disadvantage arising from poverty of 
illustration and the type of condensation that so often results 
in futility, could have compressed his discourse into much 
less space than it now occupies, whilst certain elimination 
and substitution would have added to its value. Moreover, 
he nught have avoided imposing on the reader, as he does 
with wearying frequency and pertinacitv, the use of the 
somewhat grandiose expression of expired or unexpired capital 
value and other terms. 

The preface contains some sweeping generalised statements 
which, as such, are unsupportable, though we can readily 
concur in the view that they may be truthfully applied to 
specific CASES, 

In referring to some remarks of the peasant of the Engi- 
neering Section of the British Association, the question ap- 
pears, "but do the dividends paid reflect the true annual 
profits of industry? " Generally. the answer in the formal 
language of the members of the National Gas House is in 
the negative: but each instance must be considered in the 
light of its surrounding circumstances.. Economically, the 
payment of: dividends (so-called) out of capital is of common 
We are unable to'discern any particular 
: virtue or commendation іп the statement that the views of 
the Ministry of Munitions as to the proper treatment of depre- 
‘ciation of plant coincide with those advocated in the work. 

The writer js somewhat. dul! and obvious in parte. Under 
the heading of ‘Natural Raw “Material and Recurring 
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Crops," quoting the capital applied for by шо for | 
mines, oil, rubber, estate and land, the writer proceeds: '"The 
greater part of all this capital will be laid out in the pur- . 
chase of natural raw material, or in the cost of planting and 
developing estates to yleld recurring crops, and the lives of 
such classes of property are finite. Payments made for the 
purchase of all this property are without exception payments 
inade in advance on revenue account. The property is in 
each case wholly dedicated to the purpose of earning profits 
or increase. 16 is not intended for resale in its existing 
form, and therefore, as has been pointed out, subsequent 
marked fluctuations due to the, operation of law of supply 
and demand cannot affect ihe question of the annual amount 
of depreciation necessary to bo provided out of revenue re- 
ceipts of each year to replace the expired outlay or cost of 
this perishable property.” 

Again, ‘іп preparing such a scheme it should be borne in 
mind that the outlay of planting and developing assets of 
all kinds falls under several heads, each having perhaps a 
varying degree of permanence. The original cost of елге 
jungle land and draining and road making, for instance, may 
in some cases be considered of so permanent a nature as to 
entitle it to be placed in the same category as the site value . 
of the land, so that, therefore, no provision for expired 
capital outlay need be taken back out of revenue receipts of 
each year; but this, at best, is a doubtful policy." We can 
only conclude that the writer's practical knowledge of estates 
generally is unimportant. 

The author points out the inconvenience of repaying capital : 
in the form of ordinary dividends, and he recommends an 
alteration in the English statute law to enable undertakinga 
of the character named gradually to repay the capital of the 
shareholders by annual instalments. There is a widespread 
poor opinion of much of the legislation that is already in 
existenco in regard to limited liability companies, which, 
inter alia, it seems to us, is chiefly designed to swell ever- 
increasing on cost, and to benefit the pockets of lawyers, 
accountants, and mortgage lenders in particular at the ex- 
pense of labour and of shareholders. We may add, however, 
that we believe that all French companies are required to 
state in their Memorandum the period for which they intend 
fo pursue the objects of the company. This period, however, 
may be extended by resolution. 

Apart from providing for depreciation, French com pios 
are required to place at least 5 per cent. of the annual net 
trading profit to reserve, more appropriately called the 
réserve légale. 16 is not uncommon for French companies to 
pay off by drawing some of the capital out of cash repre- 
senting accumulated profit. When this is done, the share 
certificates or other documents are surrendered in exchange 
for the nominal amount of cash paid up on the shares, the 
shareholders receiving concurrently certificates for ‘a similar 
number of shares, these latter shares being termed actions 
de jouissance. Such actions de jouissance: are entitled to the 
same rate of dividend as those of the same class that may 
be unredeemed ; but they are not entitled to receive the annual 
interest of 5 per cent. (commonly paid by French companies) 
on the unredeemed shares as well as the dividends declared. 

With regard to electric tramways and electric lighting and 
power, the author appears to us not to advance anything that 
is not already well known to those engaged in those indus- 
iries. 

The writer reviews under the heading of ' The ‘then value ' 
of Plant” the case of the National Telephone Co. and Н.М. 
Postmaster-General. The problem to be solved was as under : 

"The value on the 3lst December, 1911, of all plant, land, 
buildings. stores and furniture purchased by the Postmaster- 
General in pursuance of the provisions hereof shall be the 
then value (exclusive of any allowance for past or future 
profits of the undertaking or any compensation for compulsory 
sale or other consideration whatever) of such plant, land, 
buildings, stores and furniture, having regard to. their suita- 
bility for the purposes of the Postmaster-General's telephone 
service, and in determining the value of any plant no advan- 
tage arising from the construction of such plant by leave of 
the Postmaster-General upon any railway or canal over which 
the Postmaster-General possesses exclusive rights of way for 
telegraphic linea shall be taken into account." 

The Postmaster-General adopted what is called the straight 
line method of calculating depreciation, contending that the 
depreciation was properly measured by the ratio which the 
expired life bore to the whole life of the plant, or that the 
value on the 31st December. 1911, was represented by the 
proportion which the life still anticipated bore to the whole 
life. The company's mode of estimating depreciation war hy 
wav of a sinking fund. They submitted that when the life 
of a clase of plant was as far as possible ascertained. a sinking 
fund should he formed hv the investment етегу six months 
of an amount which accumulating at compound interest would 
produce at the end of the estimated life an aggregate sum 
equal to the original value of the plant when new. At anv 
point in the life they contended that the difference between 

the original value and the amount which had at that point 


“accumulated in the sinking tand was the value which should 


be paid. by a purchaser, e.g. 
Cost of plant, £100. Life, 40 years. . 
. Annual revenue, £8 a year for the whole of its’ life! 
Plant sold at end of 10 years. 
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Assume that both vendor and purchaser borrowed the neces- 
sary capital. The vendor having borrowed the £100 to install 
the plant, his annual revenue of £8 is allocated :— 

Interest on £100 (5 per cent.) .................. £5 
Sinking fund to produce £100 in 90 years 
at 5 per cent. ................................... £9, 

At the end of 10 years the sinking fund amounts to £38. 
If the purchaser pays £62 (borrowed)'for the plant, the 
vendor gets, with the £38 in the sinking fund, the original 
£100 to discharge hia debt. TE 
. The purchaser is then in possession of plant. yielding an 
annual revenue of £8, which he allocates :— "s 


. Interest on £62 (5 per cent.) ........ onn WS 
Sinking fund to produce £62 in 10 years 
at 5 pet cent. ione ciii ete Ment £5 - 


and on the expiration of the life of the plant the purchaser 
can renew the plant costing £100 to enable him to continue 
the business by reborrowing the £62 yielded by the sinking 
fund and borrowing a further £38. He is then in the posi- 
tion of the vendor when the original plant was installed. 


Alternating Currents: Their Elements Explained and their Cal- 
culation Effected Without the Use of Hyperbolic Functions. By 
Н. R.: Kempe, M.Inst.C.E, M.LMech.E, M.I.E.E. London: 
Crosby Lockwood & Son. Price 3s. 6d. net. 


_ In this handy little volume the late Electrician to the British 
Post Office shows how some of the fundamental formule connected 
with alternating currents may be produced without having recourse 
to hyperbolic functions, but simply;by the methods of algebra and 
trigonometry. If it be wondered why Mr. Kempe chooses this 
particular method in preference to the other, his answer is ready : 
. “Т have put together in the present handbook some notes which I 

had made from time to time dealing with certain problems which 
had interested me, and in reference to which I had been unable to 
find any sufficient explanations. The fact that in certain 
problems the application of ‘complex quantities ' enables correct 
formule to be obtained, may be all-sufficient explanation. It has 
not, however, satisfied me, and I know that it has not satisfied many 
others." The student, therefore, who opens this book will be under 
no illusions as to the author's attitude towards the works of such 
writers as Steinmetz, Kennelly, Drysdale and others. 

The volume comprisea nine chapters, which deal with alternating 
eurrents and inductance and capacity, effect of angle of lag, joint 
resistances, combinations of resistance, inductance and capacity, 
telephonic transmission, reflection, and the practical measurement 
of alternating currents. 

The first five chapters eall for little comment, extept to poinj 
out that the statement on page 13---“the maximum value к is 
attained before (i.e, in advance of) the maximum value E; is 
reüáched " is not in accordance with the curves shown on раке 11, 
if the time axis is towards the right. | 

Chapter VI is, perhaps, the most interesting in the book. After 
restating the main portion of the paper by A. B. Kempe (Journal 
Soc. Tel. Engineers, 1875) on “ The Leakage of Submarine Cables," 
the author adapts the results obtained under steady, continuous 
current conditions to those which obtain when the current is alter- 
nating. Long algebraical simplifications have no terrors for Mr. 
Kempe, as those who have gone through his “ Handbook of Elec- 
trival Testing " know, and here he is at his best. Time seems only 
to have quickened instead of dulled his ingenuity in this respect ; 
and. as he works his way towards the flnal expression for the 
" attenuation constant," one cannot repress a feeling of admiration 
as опе is led step by step through the several 8tajres of the working. 
For this chapter alone, if for no other, the book should be in the 
poesession of every student of alternating-current phenomena, 

, ‘The problem.of Reflection on Telephonie Lines is somewhat 
briefly dealt with, but sufficient is given to enable the student to see 
how it may be calculated, and how closely the observed agree with 
the calchlated results. 

In Chapter IX the author, apart from a passing reference to the 
hot-wire ammeter and the electro-dynamometer, confines himself 
to proving by simple integration that the effective value of an 
alternating current is\°707 of its maximum value. 

Unfortunately, there are a number of typographical errors, 
which will, no doubt, be eliminated in subsequent editions. On 
page 31, in the numerator of the second expression, “ 7? (a? + ¢%)” 
should be d (a* + c9). On page 36, line 4, “L = 0" should be 
I4 = 0, On page'39, “ х, for insulation resistance," should be “s, for 
the reciprocal of insulation resistance." On page 42, equation (1), 

| bs Ri bb) 

the right-hand member ^ . mg 

Rj + 9 


form is correct. Оп page 52, у (cos? z — sin? 5 should be 


is inverted, although the final 


32 (cos? — віп? r)? On page 55, the square bracket is omitted at . 


the tnd of the aixth line. Ор page 56, "Lc? /?" should be L єў 
On page 59, “u H” should be u F. On page 61, 280 mc” should 
be "2804. On page 75, "hot air" should be hot wire.’ The 
‘expression, ‘conductor resistance,” is also used in places where 
impedance would be the more correct; and non-inductive 
Teaistances are shown diagrammatically throughout by spirals, 
Instead of zigzag lines, according to present-day convention. 
th n recommending the book to all students who are approaching 
€ subject of alternating currents, we would congratulate the 
author on the consistency of method which has characterised his 
Work from the firat contributions on Electrical Testing in the old 
telegraphic Journal "—the ELECTRICAL REVIEW of to-day—right 
up to the présent time А. F. | 
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THE FUTURE OF THE X-RAY INDUSTRY. 


AT the May meeting of the Rontcen Society the discussion 


‘on *‘ The Future of the British X-ray Industry," which had 


been started at the previous me¢ting,. was resumed. Captain 


‘THurstaN HoLLAND, the President of the Society, said that 


lu his view there must first be an amalgamation of manufac- 
turing interests. Our present X-ray firms were small, far too 
small to offer any chance of success. when competing with the 
large: concerns found in Germany and America. · In the next 


.place, there must be standardisation of apparatus. In one 


London finn's catalogues he found 76 different X-ray tubes 
listed, and he counted also 18 kinds of valve tubes, and this 
was by no means a complete list-of all the different varieties 


. of tubes on the market. Every practical X-ray worker whose 


opinion. was worth -anything could reduce this list to, say, 
half-a-dozen tubes and two or three valve tubes. Personally, 
he would not object to reducing it to three varieties of tubes 
and no valve tubes at all. The reorganisation of industry so 
that standardisation of apparatus and manufacture of tubes 
went hand in hand, and the very best form of X-ray machine 
(coil or transformer) was combined with the best form of 
tube, would go far to lessen the expense of production, to 
put a really workable instrumentation in the hands of medical 
men, and, incidentally, to improve X-ray work. Other things 
which were necessary, although subsidiary, were research 
work. and facilities for teaching. It was necessary that the 
education of radiologists from the technical point of view 
should be insisted on. Indirectly, this teaching would have 
its effect on the X-ray industry, as the men demanding and 
using X-ray apparatus would know what was required, and 
what they wanted. At present the man contemplating X-ray 
work did not know either, and this had led to all sorts of 
anomalies in equipment.. In one catalogue might be found a 
description of about 20 more or less elaborate pieces of appa- 


. ratus for the localisation of foreign bodies, and in addition 


innumerable bits of apparatus recommended as convenient 
and suitable for assistance in this work. Anything more 
absurd, and more tumbersome and costly, than most of them 


.for doing what could be done with equal precision by the 


simplest apparatus it мав impossible to perceive. It was not 
by putting all this senseless variety of рн on the 
market that they were going to capture the 

to a tariff on goods coming into this country from other coun- 
tries, this was a two-edged sword. If by this means the 
manufacturers thought to bolster up inefficient goods it would 
not work. Nothing would keep out better and more efficient 
apparatus, and the user would pay the extra price for the 
best stuff. If, on the other hand, it was meant to put a stop 
to, or, at any rate, a drag on, unfair methods of competition, 
then it might be of use. ‘The speaker also went on to suggest 
that the working-man should be taken more into the confi- 
dence of his employers. . .. 

Several manufacturers and their representatives took part 
in the discussion. Mr. S. H. Morpay suggested that a com- 
mittee be formed, combining representatives of manufacturers, 
physicists, and medical men, to thrash the whole matter out, 


- and outline the steps that should be taken by the society. 


Early attention was required for (1) the drawing up of stan- 
dard specifications for? hospital outfits, (2) standardisation of 
tests and arrangements for carrying out these tests, (3) general 
publicity for X-ray work, (4) the setting up of an X-ray 
с and (5) the encouragement of research and publication 
thereof. | 

Мг. W. E. .SonaLL referred specially to the absence of 
courses of instruction in X-ray work. In Germany, before 
the war, the most important firms held courses of lectures on 


_ X-ray apparatus and technique at regular intervals. Physi- 


cists on their technical staffs dwelt on the construction and 
management of the apparatus, and X-ray specialists lectured 
on technique. An exact copy of the system would not be 
possible here, owing to the different conditions, but he thought 
that something similar might be taken in hand. Then they 
must, he thought, rely far more on the individual efforts of 
medical men and technical men. Once the British School of 
Radiology had become a respected entity whose work was 


studied and whose advice was sought, the British X-ray in- 


dustry would stand so firmly on its legs that it need not fear 
competition, no matter whether tariffs and prohibitions existed 
or not. and it would produce its own patterns and inventions, 
instead of relying largely on what was done abroad. And, 


 conversely, an X-ray industry which was not connected with 


a school of radiology, productive of ideas, of invention, and of 
sound work, would not flourish. no matter how high a tariff 
or how stringent a prohibition to import might be placed 
around it. ` 

Mr. А. E. Dean asked how British radiology found itself 
to-day cut off from “its spiritual home." Had it succumbed 
to pernicious anemia? He thought not. He had never seen 
finer work in any of the hospitals in Berlin, Vienna, Ham- 
burg. or Freiburg than that produced in some of the clearing 
hospitals {n France. And where did the apparatus come from 
to satisfv the enormous Army demand? From the-works of 
the insignifieant little British manufacturer. This it was 
which was installed in the field ambulances. the casualty 
clearing stations, the base hospitals, and the hospital ships. 


' It was often abused, and very often misused, by aspiring 


-ray trade. As 


i 
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amateurs and by experts, but it was carrying on, and the 
job was done. The keynote was not protective tariffs nor 
State-aid, but Chauvinism. Let them lay their cards on the 
table, and inaugurate à war exhibition of British radiology. 
Let the medical men tell them where they fell short, and the 
academic people tell them in plain language how to put it 
right. Then they would be doing good to British radiology 
and, incidentally, to themselves. | | 

Mr. P. J. ЇЧЕАТЕ considered that the commercial remedies 
for the present condition of things were à reform of the 
tariff, and combination and standardisation; scientific reme- 
dies were the establishment of central research institutes; a 
recognised journal edited at the central institute, and sup- 
ported by the trade in the shape both of communications and 
advertisements, the latter to the exclusion of all other, forms 
of advertising, except trade circulars; active support of more 
equitable patent legislation, especially in limiting the rights 
of foreign patentees to the rights given to British. patentees 
in this country; and extension of the foreign origin marks 
legislation so that it covered parts as well as aggregates. In 
his own work he had always paid careful, attention to his 
customers’ scrap heaps, on the principle that however suc- 
cessful a machine might be, there was no positive indication 
that it might not be better. «Every ounce on that scrap-heap 
told a tale of failure, definite, positive, and capable of rectifi- 
cation, and therein lay the road to useful research. 


Dr. F. W. METCALFE said that one weakness of British in- 


dustry was an indisposition to give a client just what he 
desired, apart from the predilections and prejudices of the 
firm. No small part of the commercial success of the German 
was due to his greater power of accommodation. Another 
thing which he thought would be necessary was that cata- 
Jogues should be printed in the language of the people to 
whom they were ineant to appeal, and not only in the lan- 
guage, but with the weights and measures and the moneys 
usual in the country to which they* were sent. 


The discussion was асату adjourned to the June meeting of 


the Society. : 
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BUSINESS NOTES. 


Timber for Packing Cases.— Те attention. of the Board 
of Trade has been drawn by the Director of Timber Supplies to the 
large quantity of wood which is consumed in the manufacture of 
packing cases, intended for the transport of goods both in the home 
and export trade. They wish to point out that, in view of the 
necessity of restricting imports and at the same time of supplying 
essential war requirements, it is absolutely necessary to observe the 
strictest economy in the use of wood. Great assistance could be 
rendered by traders, if the use of wooden packing cases and crates 
were abandoned altogether, or where this is not possible, if crates 
were substituted for packing cases. The Board of Trade have had 
under consideration the issue of an absolute prohibition on the 
export, except under licence, of wooden packing cases containing 
goods, but they hope that the response of the trading community 
to the appeal for economy in the use of wood will prove so 
satisfactory, that the necessity for taking this step may be avoided. 


é 


. Electrical Trade in Australia.— The Executive Com- 

‘mittee of the Electrical Employers’ Association of New South 
Wales, in their &nnual report, congratulate members on the fact 
that, in spite of the continuance of the war, the electrical industry 
in that State has not suffered any considerable diminution of trade, 
though, in view of the serious falling off in the building trade, 
they suggest that it would be as well not to expect quite such a 
volume of trade in the near future as in the past. ` In this country, 


at any rate, the electrical industry is a young industry. end one | 


that should expect to grow under almost any circumstances, and it 
is for this reason that the trade in this State. while it does not 
benefit from the existence of the war, has not suffered & serious 
setback." — Australian Mining Standard. 


Price Advances in Germany.— The principal makers of 
wire lamps, including the A.E.G.. Siemens-Schuckert, the Auer Co., 
the Bergmann Co., and Julius Pintsch, have made a further in- 
crease in prices as from May Ist, the advance averaging 20 per 
cent. The makers of machines, switchboards, &c., have also raised 
prices by 10 per cent. as compared with April, and orders are only 
being aecepted for piecework month by month, whilst prices are 
to be adjusted at the date of delivery, or when ready for delivery, 
according to the prices then prevailing. 


Electrical Industry.— The annual report of the Wolver- 
hampton Chamber of Commerce states that the demand’ for elec- 
trical plant during the past year has been heavier than ever, 
although exportation, except for Government work, has been pro- 
hibited. and great difficulty has been experienced in obtaining raw 
material. Local factories have had their share of the electrical 
business poing. 


For Sale. —On June Sth, Mr. F. E. Tunbridge will offer 
for sale by nuction, on behalf of the Swansea Corporation, the 
whole of the electrical plant and machinery formerly used by the 
Swansea Improvements and Tramways Co. Particulars will be 
found among our advertisements to-day. 
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Liquidations.—Exckr WATER CIRCULATOR Co., Гр. 
—A meeting is called for June 26th, at 3, St. Helen's Place, E.C., 
to hear an aceount of the winding-up from the liquidator, Mr. F. E. 
Smith. | 

KENT ELECTRIC POWER SYNDICATE, LTD.—-A meeting is called 
for June 21st, to hear an account of the winding-up from the 
liquidator, Mr. A. E. Salmon. d 


Bankruptcy Proceedings.—CUNNINGTON & ALLISON.— 
A supplemental dividend of 5{4. in the £ on £6,565 has been 
paid to the creditors in this case. Prior to the release of the 
trustee, dividends amounting to 5s. 554. in the £ were paid to 
unsecured creditors. 

HaAwDbON. A. F., electrical engineer, Gosforth.— Trustee (C. 
Woollett) released, March 23rd. 


Russia.—The Electrical (K. Ya. Shmulevitch) Armature . 
Co., Moscow, began operations in February. 


Catalogues and Lists.—Messrs. F. Huspann, LTD., 
Craven House, Kingsway, London, W.C.— Price leaflet of electric 
fans. 

S. G. LEAcH & Co, LrDb. 26-30, Artillery Lane, E.C.—- 
Illustrated list, LF 7, of 12 in. --60-in. diameter exhaust fans. being 
one of a standard series of fan lists (LF 1 to LF 3), dealing with 
all types of fans. and containing full particulars of D.C. and A.C. 
electric fans fitted with Beedle and ordinary box blades ; energy 
consumption, air displacements. speeds, ке ; numbered fan arrange- 
ment, pluns for convenience in ordering, prices, weights, dimen- 
sions, shipping, specifications, and telegraphic ordering code. 
Both fans and accessories аге illnstrated.and curves given showing 
the superior efficiency of the Beedle blade fan. 

STURTEVANT ENGINEERING Co., Lro.. 147, Queen Victoria 
Street, London. E.C.--Leaflet illustrating and describing a new 
patent automatic bag filter. 


^ 

Italy.—A company has been formed at. Rome, under the 
style of the Società Anonima per la Fabbrica di Isolatori in Livorno, 
for the manufacture in Leghorn of insulators and other electrical 
material. Its capital is 2.000.000 lire. 

Book Notice.—‘ The Range of Electric Searchlight 
Projectors.” By Jean Rey. Translated by J. H. Johnson. London : 
Constable & Co. Price 12s. 6d. net. | 


LIGHTING AND POWER NOTES. - 


Aylesbury.—Loan Sanction.—The T.C. has received 
from the L.G.B. sanction to a loan of £6,000 for extensions to plant 
at the electricity works. 


Ayr.— Loan Sanction.—The Secretary for Scotland has 
given his consent to the borrowing of a further sum of £10,000 
for the execution of capital works under the Ayr Electric Lighting 
Order, 1890. 


Belfast.— The Tramways and Electricity Committee 
reports that 150 applications had been received for the position of 
mechanical engineer at the electricity works. The Committee has 
been notified that in the case of applications for the supply of 
electricity a special permit must be obtained from the Government 
department for the cable required, giving proof of the urgency and 
importance of the supply. : 


Birmingham,— W AG Es Ixquinv.— The B. of T. arbitrator 
held an inquiry last week into the application of the employés of 
the gas, water. electric supply and tramways departments of the 
City Council, for an advance of waves of 5s. 6d. per week, in 
addition to the 6s. 6d, already granted. 


Continental. Russra.—In the Caucasus “ white coal ” 
is used for generating current for electric lighting, to the extent 
of 2,500 H.P. only, or less than 1-10th per cent. In various parts 
of the Caucasus, particularly recently, claims have been sent 
into the Water Department for the right to use '" white coal" for 
the production of electrical current for industrial purposes. Claims 
registered are as follows :—Stuart, for 50,000 н.р. ; Urbanovitch 
and Palashkovsky on the Rion, 18,000 н.р. ; the French Peroune 

%о., 8,000 H.P. ; the landed proprietor, Nikolenky, 18,000 to 20.000 
H.P.: and various others. A number of these requests fer con- 
cessions is being examined by the Viceroy. 

At a conference of the Petrograd T.C., it was decided to suppress 
the Town Lighting Committee and the Committee for Purchasing 
Electrical Enterprises. It is proposed to replace both these bodies 
by a Special Council under the guidance of a member of the 
Government, and with the assistance of four representatives of the 
T.C. and four representatives of the servants and workmen of the 
gasworks. The engineer, amongst the Town Councils repre- 
sentatives, will be Arshauloff. 


Coniston.—PRicE INcREASE.— The Electric Supply Co. 
has notified its consumers that the price for current is to be 
advanced from 6d. to 3d. per unit. which is the maximum charge. 

Coventry.— YEAR'S WonkiNG.—The electricity depart- 
ment has made a profit on the year’s working of £27.814, of which, 


it is recommended, £6,000 should be allocated towards the relief of 
the rates. eo 
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Ealing.— It was recently mentioned that the overdraft of 
the electricity undertaking amounted to £9,000, due to shortness 
of staff, late meter readings, and puyment of accounts ; the reserve 
fund of £11,000 will be drawn on to meet the contingency. 

The Willesden Council has agreed to a request by the Ealing 
Council that a conference should be held to discuss the question of 
a combined bulk generating station to servethe areas of several 
West London authorities. 


Grantown.—An electric equipment, including X-ray 
outfit, is to be placed in the " Ian Charles " cottage hospital as a 
public memorial to the late Mrs. Hutchinson. 


India.—Good progress has been made with the Andhra 
Valley hydro-electric scheme for generating electricity in the 
Western Ghats, the storage dam being placed on the Andhra River 
at Tokerwadi. The power house will besituated near the village of 
Bhivpuri, and the energy will be transmitted by overhead cables 
running parallel to the G.LP. Railway line to Budlapur, from 
which point they follow the road and terminate at Mahim on the 
northern part of the Island of Bombay. where the receiving station 
will be situated, and from which the electrical energy will be 
distributed. А tunnel 14 miles in, length is being driven 
through the face of the Ghats for the supply of water to the pres- 
sure pipes above the power house. The driving of the tunnel is 
to be carried out by electric power obtained from the Khopoli 
generating station of the Tata Hydro-Electric Power Supply Co. 
Every portion of the work is well up to time and progressing satis- 
factorily, іп spite of the difficulties at present generally experienced 
in obtaining plant and machinery.— Timex of India, 


Itchen.—E.L. PRorosans.— The U.D.C. has resolved to 
invite Messrs. May X Hawes to meet it as early as possible to 
consider an E.L. scheme for the district. 


_ Japan.— The proposed municipalisation of the electrical 
undertakings in Kobe has at last been approved by the Kobe 
Electric Co., and confirmation by the Municipal Assembly may be 
expected shortly.—Japan Weekly Chronicle. 

The electrical energy capable of being generated by hydro-power, 
according to the investigations of the Department of Communica- 
tions, is estimated in horse-power at 3,100,000. The amount easy 
of access is 2.147,700 H.P. At present another 2,339,000 H.P. is 
supplied by water power, thus making the whole country's capacity 
something like 5,440,000 H.P. 

Considering the distribution of water-power sites, there 
are 400 on the shores of the Pacific between Ibaraki and 
Shizuoka Prefectures. The shores of the Japan Sea rank next, 
followed by Hokkaido, at a little less than 200. "The rest in the 
order of districts are around the Bay of Ise, and comprise Kyoto, 
Osaka and Kishu, Shikoku, Sanyo, Hokuroku. and Sanin. all 
~ numbering less than 100. | 


Lancaster.— he T.C. has passed a resolution Aging 


that municipal electrical authorities should have greater repre- 
senation on the B. of T. Committee on Electric Supply. 


Leeds,— Yrak’s WorkKING.—A summary of the revenue 
statistics of the Corporation electricity undertaking for the year 
ended March 31st last, shows that the total receipts amounted to 
242.589, as against £187,724 in 1915-16. A great incresse occurred 
in power revenue, from £91,886 in the previous year to £141.099 
in the year under review ; lighting and heating receipts also in- 
creased, while traction revenue declined. The rosa profit amounted 
to £133,135, and after meeting Active Service allowances, income- 
tax, interest and redemption charges. a net profit of 417,286 
remained, or some £200 more than in the previous year. This 
amount was reduced by £13.125 contributions to capital expendi- 
ture, leaving a surplus of 64.161. e 


London.— The Stepney Electricity Committee recom- 
mends the B.C. to support the .resolution of the West Ham 
Corporation, that local authorities owning electrical undertakings 
are inadequately represented on the Committee appointed by the 
B. of T. to consider and report on the future supply of electric 
power. i 

The Hammersmith B.C. Electricity Committee also concurs in 
the spirit of the resolution, and considers that the Electricity 
Committees should combine for the purpose of demanding that 
the Committee as at present constituted should be dissolved, and 
that a new Committee, conisting of a small number of competent, 
unbiassed persons not directly interested in electrical matters, 
should be constituted in lieu thereof. 

L.C.C.--The Finance Committee recommends the sanction of 
the Council to the borrowing of £31,810 by the Shoreditch B.C. 
Tor electricity purposes. 

The Hammersmith Finance Committee recommends that appli- 
cation be made to the L.C.C. for sanction to the borrowing by, and 
advance to, the B.C. of £7.575 for electricity purposes. 


Redditch. THREE-PHASE SUPPLY | DEVELOPMENTS.— 
In September last the new three-phase plant at the Council's 
electricity works was brought into use. The installation, which 
resulted from the recommendation of Messrs. Handcock & Dykes 
in favour of remodelling the old 2,200-volt, single-phase, 70-cycle 
system of supply, consists of two 1.000-Kw. Parsons turbine sets. 
running at 3,000 R.P.M., and generating three-phase, 5U-cycle 
current, which is supplied to a four-wire distribution with 2,200 volta 
between each phase and neutral. Two E.C.C. motor-alternators of 
140 and 300 KW, capacity respectively are installed to couple the 


\ 


single-phase and three-phase plant, also a new three-phase Bertram 
Thomas switchboard, with a Brown-Boveri voltage regulator. 
A new cooling tower and a Babcock boiler of 13,000 lb. per hour 
evaporative capacity are also installed. The original underground 
sub-stations have been replaced by five main sub-stations in brick 
buildings, one being at the generating station ; these contain B.T.H. 
high-tension and British Insulated low-tension switchgear, con- 
trolling Ferranti oil-cooled transformers. The four-core H. and 
L.T. distribution cables were supplied by Messrs. Glover, and laid by 
the Council's engineer, Мг. R. N. Mayne. It is anticipated that an 
output of 3,000,000 units per annum will shortly be reached. 


Rochdale.—The Electricity Committee has interviewed 
a deputation from the D.R. Cotton Mills. who desire to increase 
their power supply; it was agreed that some increase would be 
given as soon as possible. The company proposes eventually to ex- 
tend its works capacity by 75 per cent., and to carry out a housing 
scheme for its employés. 


South Africa.— The Johannesburg municipal authorities 
have issued another notice to electricity consumers asking them to 
economise in the use of electricity between 5 p.m. and 9 p.m.. 
especialiy on Friday and Saturday evenings. This arises, as men- 
tioned previously in these notes, from the difficulty of obtaining 
plant on order in England, which leaves the electricity department 
short during the winter months. | 


Tasmania.—A report has been prepared by Mr. К. Н. 
Garvie, engineer for the Launceston Marine Board, in regard to the 
proposed works at Bell Bay. which site has been decided on for the 
deep water port for the Tamar. Amongst the works forming the 
first section to be carried out are. the following :—Wharf equip- 
ment, consisting of electric cranes and capstans ; a power station 
for generating the electricity required to operate the cranes, cap- 
stans. lighting. and other electrical appliances.— Tenders. i 


West Ham.—Loan Sanction.—The L.G.B. has sanc- 
tioned a lðan of £12.100 for the provision of a water-tube boiler 
and accessories at the Corporation electricity works. 

B. or T. COMMITTEE AND MUNICIPAL SUPPLIES.—The following 
authorities have agreed with the resolution of the West Hanı 
Council protesting against the inadequate representation of 
municipal undertakings on the Committee appointed by the Board 
of Tr to inquire into the question of electrical supply :— 
SouthenU, Kettering, Sunderland, Norwich, Battersea, Walsall, 
Redditch, Wednesbury, York, Luton, Newport, Gillingham, Clacton, 
Bradford, Watford, Bath. Other Councils are expected to take 
similar action.' The matter has also been brought under the notice 
of the Municipal Tramways Association, the Urban District 
Council's Association, the Association of Municipal Corporations 
(which has referred the matter to jts Law Committee), and the 
Incorporated Municipal Electrical Association (which is in agree- 
ment with the action taken by the Council, and had circularised 
its membership). 


| beer prae ee — 


TRAMWAY and RAILWAY NOTES. 


. Austraiia.—Iu the course of a recent speech on Melbourne 
tramway matters, the Minister of Publie Works mentioned. that 
there were eight separate bodies controlling tramways in the 
metropolis - five municipal trusts, a Railway Board controlled line, 
the Central Tramway Board. and a private company. He added 
that it was the intention of the Government to introduce a Tram- 
way Bill, with a view to appointing a Board of 14 delegates, 12 of 
whom would be appointed by the municipalities and two nominated 
by the Government, one of the latter being chairman. This body 
would have the exclusive right to manage and control the present 
tramways ang all future extensions sanctioned. All the tramway 
undertakings would be divided into systems, and the whole of the 
revenues paid into one account, and, after meeting charges pro- 
perly chargeable to the general fund, profits would be distributed 
amongst the municipalities on a car-mileage basis. The control of 
electricity supply, according to the proposal, would also be taken 
over by the new body eventually : this was held over until the 
questions connected with the use of the brown coal deposits of the 
State were settled. ' 


Birmingham.— YEAR’s WonkiNG.—The result of the 
working of the Corporation Tramways for the year ended March 
31st last. shows total receipts amounting to £838,725, and a surplus 
of £76,290, as compared with £107,749 for the previous year, a 
decrease of £31.459. Of the net profits £66,205 was carried to 
reserve fund and £10,085 was applied in wiping off the expendi- 
ture on motor-omnibuses. The decrease was mainly due to the 
frequent stoppage of the tramway services occasioned by the 
failure of the electricity supply department to maintain an ade- 
quate supply of electricity for the working of the cars. The 
number of passengers carried was 171,445,020, as compared with 
163,258,584 in the previous year. an increase of 8,186,436. 


Blackpool.— On Thursday, Jast week, the employés in the 
tramway and electricity departments of the Corporation threatened 
to strike immediately unless applications for war-bonuses, some of 
which were made in February and March, were considered, CA 
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deputation from the employés was heard, with the result that an 
offer, as from April 5th, was made of 3s. additional war bonus to 
men, and 2s. to women and youths under 21, thus increasing the 
bonuses to 7s. and 4s. 6d. respectively, except that workers with 
over 308. a week will receive a total bonus of 5s. 6d. An increased 
expenditure of £6,500 a year is involved, bringing war allowances 
and bonuses up to £23,000 a year. At a midnight meeting of 
the men, addressed by the Mayor, the offer was accepted, 
conditional upon outstanding matters in the tramway department 
being settled. | uL 

The Improvement Rill before Parliament authorises £35,382 for 
new tramways, on 30 years’ repayment, and £6,954 for their 
electrical equipment, on 20 years’ repayment. 


Brighton. Year's Workina.—The working of the 
Corporation Tramways shows a surplus of £7,521, after payment 
of £3,538.in war allowances and £1,615 in war bonuses. THe total 
number of passengers carried was 13,678,251, as compared with 
12,295,198 in the previous year. The engineer states that £12 5s. 
per ton was received from the sale of old tramway rails, being 
nearly double the price paid for them 16 years before. 


_ Continental.— Norway.—Owing to the growth of traffic 
towards the outskirts of Christiania, it has been decided to extend 
the existing underground railway by a length of 21 km. The 
tunnel will be fitted with a single track at the beginning, but later 
a second tunnel will be built for the second track. Continuous 
current will be picked up at 600 volts from a third rail. 

SPAIN.— À company has been formed at Zaragoza for the building 
and working of a projected rural electrie tramway from Zaragoza 
to Osera, to serve in its course some віх villages and their local 
industries. | 

The title of the projected underground metropolitan railway 
in Madrid is changed, by a Royal Order, to Metropolitano Alfonso 
III, the company taking over the concession being authorised to 
vary its title accordingly. 2 


Employment of Women Drivers.— The annual con- 
ference of the Amalgamated Association of Tramway Workers, 


held at Leicester last week, adopted a resolution insisting on the 


employment of discharged soldiers in lieu of women drivers. 


Huddersfield.— Year’s Workinc:—At the T.C. meeting, 
last week, the annual financial statement of the tramway under- 
taking showed that the income had increased from £143,210 to 
£162,436, an advance of £9,226. The expenditure had increased 
from £79,892 to £90,749, a difference of £10,768. The passengers 
carried had increased on the previous year by 2 millions. The 
reserve fund stood at £44,562, but Mr. Sellers, moving the adoption 
of the minutes, said more than that'would be required to put 
the system into a proper state when that could be done. The 
statement was approved. 

. ! \ 

Keighley.—The tramway strike, owing to a demand by 
the female conductors to be placed on the same footing as the men 
in the service, is unsettled. The tramway service was suspended 
on May 11%. The Corporation Tramways Committee received 
representatives of the workers on Tuesday, last week, but refused 


to consent to arbitration ; the local Trades and Labour Council has . 


passed a resolution protesting against the refusal. During the 
week the Tramways Committee took advantage of the opportunity 
. to lay some new points on the track. 


Lancashire, —TRAMWAY WacGks,—The Tramway Com- 
mittees of Rochdale, Burnley, Bolton, and other towns, have been 
notified by the Association of Tramway and Vehicle Workers of 
its decision to withdraw its members in 21 days, unless an advance 
in wages of 108. per week is given ог the case referred to arbitra- 
tion. For Bolton such an increase would entail.an increase in 
expenses of £10,000 a year. 


Leeds.— Substitution from the Army has been com- 
menced on the Leeds tramway service, soldiers in khaki, unfit for 
general service, being now engaged as car drivers iÅ the streets. 


After a fortnight's trial the men are sent back to tHeir unit for ` 


discharge from the Army, so that they may take the place of 
drivers suitable for general service. There are at present 25 
category “ A " men on the Leeds tramways. 


London.—The L.C.C. is recommended by the Highways 
Committee to suspend the halfpenny fare stages and the issue of 
ordinary return tickets on the Council’s tramways; the general 
manager estimates an increase in revenue of £60,000 as a result of 
the suspension of the halfpenny fare stages, and £45,000 from the 
suspension of return tickets. The Committee considers that if the 
Council agrees to the recommendations, the duties of the condüctora 
will be simplified, and an improvement .in fare collection will 
result. | 

The Finance Committee, in its report on the question, points out 
that the chairman of the Finance Committee, in referring to the 
estimates for the current financial year, informed the Council that, 
althouzh the financial result of the year 1916-17 would be more 
satisfactory than was anticipated 12 months ago, the estimates for 
the current year showed a probable deficiency in the revenue 
account of £59,402, and urged the necessity of steps being taken 
to increase the revenue of the undertaking, in order to prevent it 
becoming a burden upon the ratepayers. 

Since the estimates were prepared additional liabilities have been 
undertaken, particularly in connection with increas of wages 
under decisions of Conciliation Boards, 


The Committee considers it desirable to refer to the matter, in 
order that the Council may realise the importance of agreeing to 
the present suggestions for increusing the revenue of the under- 
taking ; and adds that the present proposals are to be regarded as 
only an instalment on account of a comprehensive scheme for 
placing the undertaking on a sound financial basis. 

The proposals have since been adopted by the Council. 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,—Sy DyEY.—August: 22nd., N.S.W. Govern- 
ment Railways and Tramwayk. Thirty-six indvotion motors 
(Specitication No. 488). September 19th.—One 225-R.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

MELBOURNE.— July 25th. Victorian Railways.  Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway. Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street. 


Dublin. — June 2nd. Corporation, Опе, two or three 


years supply of coal for the electricity works (12 months’ supply 
approximately 40,000 tons). Specification from Town Clerk. 


Fleetwood.—May 26th. Council. 2,000 tons of rongh 
slack coal for the electricity works. Mr. A. Cottam, Clerk to the, 
Council. | 

Kingston-on-Thames.—Corporation. Опе 5-ton steam 
or “lectric wagon. Mr. R. H. Clucas, Borough Surveyor. 


Manchester.— Мау 25th. Corporation Electricity Com- 
mittee. Various stores for 12 months. Mr. F. E. Hughes, 
Secretary, Electricity Department, Town Hall. . ^ 

Stoke-on-Trent, — Corporation electricity works. Coal 
and slack for a year. Borough Electrical Engineer. 


pees 


CLOSED. 


Government Contracts.—List of new contracts placed 
during April, 1917. :— 9 

| War OFFICE. 

Electric cable.—G.E. Co., Ltd.; W. T. Glover & Co., Ltd.; C. Macintosh 
and Co., Ltd.; Siemens Bros. & Co., Ltd. 

Electric cells.—I.R., G.P. & Telegraph Works Co., Ltd.; Siemens Bros. 
and Co., Ltd. 

Stoneware conduits.—Albion Clay Co., Ltd. NE 

Ebonite.—C. Macintosh & Co., Ltd.; Siemens Bros. & Co., Ltd. | 

Electric light fittings and accessories.—Cable Accessories Co., Ltd.; 
General Electric Co., Ltd.; H. J. Gray & Son; 8. Heath & Sons, Ltd. ; 
S. & F. Hodgetts & Co.; Jowett Bros., Ltd.; 8. D. Page & Sona, Ltd. ; 
G. Roe & Sons; T. Saveker; Simplex Conduits, Ltd.; Sun Electric Co., 
Ltd.; Leef, Sundt & Co. 

Electric lamps.—B.T.H. Co., Ltd, ; Cryselco, Ltd.; General Electric Co., 
Ltd.; Pope's Electric Lamp Co., Ltd. ; Siemens Bros. & Co., Ltd. 

X-Ray plant.—Austiu Motor Co., Ltd. 

Hand switehes.— Edison Swan Electric Co., Ltd. ; G.E. Co., Ltd. 

Works services.— Electrical plant: Cavendish Electrical Co., Ltd. 

Electric torches aud lamps.— Edison Swan Electric Co., Ltd. ; Efandem 
Co., Ltd. ; G.E. Co., Ltd. ; Westwood Electrical Co., Ltd. 

Tin wire. —B.I. & Helsby Cables, Ltd. ; P. Ormiston & Sons, Ltd. 


Inpia OFFICE Stork DEPARTMENT. 


KEleients.—G.E. Co., Ltd. | 
Exchange. - Automatic Telegraph Manufacturing Co., Ltd. 
Wire.—London Electric Wire Co. & Smiths, Ltd. 


*^ Post OFFICE. 


Protective apparatus. — British L. M. Ericsson Mfg. Co., Ltd. 

Repairing wire appuratus.—G. Plumpton, Ltd. 

Telegraph ditto. —I.R., G.P. & Telegraph Works Co., Ltd. 

Telephone ditto.—Gent & Co.; Peel-Conner Telephone Works, Ltd.; 
Siemens Bros. & Co., Ltd. ; Western Electric Co., Ltd. 

Air-line arms.-—T. Gabriel, Sons & Burtons. 

Galvanised cup arms.—Bullers, Ltd. 

Arm buj]ts.—Guest, Keen & Nettlefolds, Ltd. 

Battery boxes.— W. D. Tucker & Sons, Ltd. 

Cast-iron brackets. — Bullera, Ltd. 

Submarine cable.—Telegraph Construction & Maintenance Co., Ltd. 

Telegraph cable.—B.I. & Helsby Cables, Ltd.; G.E. Co., Ltd.; W. T. 

Henley's Telegraph Works Co., Ltd. ; Union Cable Co., Ltd. 

Dry cells.—Siemens Bros. & Co., Ltd. 

Telephone cords.—Sicemens Bros. & Co., Ltd. 

Extensions and moditleation of telephone equipment, Edinburgh.— 
Western Electric Co., Ltd.  . . 

Galvanoineters,—I.R., G.P. & Telegraph Works Co., Ltd. 

Head-dresses.—R. Burley, Ltd. 

Insulators, Taylor, Tunnicliff & Co., Ltd. 

Zine ruds.— Eyre Smelting Co., Ltd. ; 

Telephone storage-battery repairs, Glasgow.-— Tudor Accumulator Co., Ltd. 

Bronze wire.— T. Bolton & Sons, Ltd.; B.I. & Helsby Cables, Ltd. ; 
F. Smith & Co, (incorporated in the London Electric Wire Co. and 
Smiths, Ltd.). | 

H.D. copper wire.— T. Bolton & Sons, Ltd. ; B.I. & Helsby Cables, Ltd. ; 
Elliott's Metal Co., Ltd.; R. Johnson & Nephew, Ltd.; Shropshire 

. Iron Co., Ltd. ; F. Smith & Co. (incorporated in the London Electric 
| Wire Co. & Siniths, Ltd.) : J. Wilkes, Son & Mapplebeck, Ltd. 

Tinned-copper wire.— В.І. & Helsby Cables, Ltd. 

Enameled and flne: proof wire.—C. Macintosh & Co., Ltd. 

Galvanised-iron wire. - Donnan, Long & Co., Ltd. ; R. Johnson & Nephew, 
Ltd.: Rylands Bros., Ltd. ; Shropshire Iron Co., Ltd.; F. Smith and 
Co., Wire Manufacturers, Ltd.; Whitecross Co., Ltd. 


Australia, — QUEENSLAND.—The P.W.D. las uccepted 
the tender of the Brisbane Electric Co. for high-speed engines and 
eleotrical plant for the Goodna Hospital, at £4,050 ; and that of 
the Edisou Swan Electric Co.. Ltd,, for a storage battery pat £1.281. 


| 
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К * 
SyDNEY.— Four electrically-driven induced-draught fans at Ryde 
шашын Btation, for the Metropolitan Board of Water Supply and 
erage :— 


Ferrler & Dickinson .. eo. 0 oe (accepted) £1,960 
H. P. Gregory & Co. es ee es ч ee es ee 1,480 
Noyes Bros, Ltd... .. ..* .. 7... .. ... 1,780 
Ditto .] я (alternative) — 2,010 
R. Wildridge & Co. si .. 4,89 


| Отсе estimate, £1,360. 
P.M.G.’s Department, N.S.W. Accepted tenders :— 


100 miles enamelled-wire cable, £17 15s. per mile.—Western Electric Co, 
(Aust.), Ltd. 

100 miles. tinned-copper No. I8 wire, £11 17s. 6d. per mile.—Noyes Bros. 
and Co., Ltd. 


Victorian Railways Department :— 
. - Btorage-battery freight truck, with Edison battery, spares and accessories 
£137. Knox, Schlapp & Co. ? "o —Tenders, | 
Aylesbury.— T.C. Accepted tenders :— 
Premier Gas Engine Co.—Gas plant for the electricity works. 
General Electric Co.—Dynamos. 


Leyton.—U.D.C. Accepted tenders :— 


pier rient чен ере ше Apparatus Co., Ltd., and the Reason Mig. ` 


ey / 


London.—5T. PaNcRas.— Tenders for 50,000 pairs of 
carbons for use in open arc lamps :— 


General Electric Co., Ltd. 


(accepted) £505 0 
Crompton & Co., Ltd А .. 6562 10 


British Central Electrical Co.,Ltd. .. |.  .. #90 0 
Geipel & Co. |... ws .. .. у uo io 60315 
Wells Electrical Co. . x > vs ,. "68 15 


Engineering & Arc Lamps, Ltd. А e T 
HAMMERSMITH.—The Electricity Committee has received the 
undermentioned tenders for induced-draught plant at the gene- 
rating station :— 


usgrave & Co. Ea "a e . (accepted) £1,564* 
ames Keith & Blackman, Ltd. ae ee Lx .. 2,720 

Matthews & Yates, Ltd. io cs s 2: ..  2,200* 
Davidson & Co., Ltd. .. es CN RSS e. e. 2,946 


Underteed Stoker Co. .. - ey "m ss 0. 8,2] 
* Not including the cost of electric motor for driving the second fan. 
One steam-driven turbine with reducing gear for driving the fans, £650.— 
R. J. Hodges & Co. | 


STEPNEY.—Electricity Committee. Accepted tender :— 


Four motors and starters, in connection with the new fans at the Lime- | 


house generating station, £1,044.--Mawdsleys, Ltd. 


* 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, May 25th. At 8 p.m. At 30, 
Victoria Street, S.W. т. William Wilson, F.R.8., will exhibit and 
describe a Tellurion. | 


Royal Institution of Great Britain.—Saturdays, May 26th and June 2nd. 
At 8 p.m. At Albemarle Street, Piccadilly, W. Lectures (1V and V) on 
“The Electrical Properties of Gases,” by Prof. Sir J. J. Thomson, Pres. R.S. 


r 


NOTES 


Volunteer Notes.—County or LONDON VOLUNTEERS | 


ENGINEERS (FIELD COMPANIER).— Headquarters, Balderton Street, 
Oxford Street, W. | 
Orders for the Week. By Lieut.-Colonel C. B. Clay, V.D., Commanding :— 
Monday, May 28th.—See Special Orders. А 
$30 toe iA May 29th.—Lecture, 6.90. Physical drill and bayonet fighting, 
| Wednesday. Мау 80th.—Drill, No. 1 Company, Right Half Company, 6.15. 
Thursday, May 81st. —Drill, No. З Company, Right Half Company. Ambulance 
Class by M.O., 6.90. Signalling Class. 
аи ie ааа for No. ET Сай any, Left Half Company, at 
enc t. Dr o. 8 Compan t Half Company. Recruita' Drill 
тив ; pany, Rig pany а , 
Saturday, June 2nd. - Commandant’s Parade, 2.45. Uniform for drill. 
Bunday, June Brd.—Parade Clapham Common Station (Tube Railway), 
945 a.m., for work at Bombing School. Uniform. Rations must be carried. 


(By order), MACLEOD YEARSLEY, Adjutant, 


Institution and Lecture Notes.—Physical Society of 
London.—At the meeting -held on April 27th, a paper entitled 
À Note on the Derivation of the General Equation for Wave 
Motion in an Elastic Medium" was read by Prof. J. A. Fleming, 
F.R.S. The paper explains a simple method of arriving at 
the general differential equation for. wave motion in a manner 
Which would appeal to students not very well versed in 
hydrodynamics ог the theory of elasticity. A paper on “Cohesion,” 
hy Prof. Herbert Chatley, D.Sc., was taken as read. One of the 
objects of the paper was to re-state and add further evidence in 
favour of an electrical theory of cohesion. 

Society of Engineers (Inc.).—A paper was read by Lord 
Headley, on May 7th, dealing with the “Goods Clearing House 
System” introduced by Mr. A. W. Gattie and Mr. A. G. Seaman 
some eight years ago. ‘Electromagnetic sorting and distributing 
machinery is employed, with the view of doing away with the 
waste of time, space, and money inseparable from the clumsy 
methods of loading, unloading,shunting, &c.,at the termini of all our 
Kreat railway systems. The actual loss to this country due to the 
antiquated methods at the railway terminals has been estimated at 
over £1,000,000 a day. The system was described in our issue of 
July 8th, 1910. 

Victorian Institute of Engineers.—In a presidential: address, on 
Aaroh 22nd, Mr. H. R. Harper. electrical engineer to the Melbourne 

ity Council, quoted figures illustrating the rapidity with which 


a 


electricity is coming into use in factories throughout Victoria. In 
1915, there were 1,915 factories using electricity, the actual H.P. 
used being 26,385. Assuming that the population of Meibourne 
in 1925 would be 925,000, the estimated consumption would 
average out at 260 units per capita ; and assuming that 130 million 
units would be generated by the Railways Department for the 
operation of the suburban railways, the total consumption per 
capita for all purposes would be 400 units. In view of the 
necessity for larger plant, absolute bed-rock costs of fuel, and 
unlimited water for cooling purposes, it would be necessary to 
provide in the near future one, and later on perhaps two, large 
power houses for light, power, and tramway requirements in the 
metropolis. Before any scheme for a new power house for the 
Melbourne area could be decided upon, the question whether brown 
coal could be economically used would have to be given very careful 
consideration. The most serious handicap that brown coal in 
Victoria had been burdened with was the comparatively low price 
at which superior imported black coal had been available, but the 
greatly increased price in recent years of black coal gave the 
brown coal a great opportunity to compete with it. He estimated 
that, without any of the benefits derivable from by-producta, 
electric power pro@.ced at the Morwell field could be delivered in 
Melbourne in the form.of 20,000-volt energy at about one-third of 
a penny for each unit, with a load factor of 40 per cent. For a 
21 hours' daily supply, the cost for each high-tension unit would 
be about a farthing. These prices were based on a limited output 
of 50,000 Kw. "The cost.of power from Altona would be equivalent 
to ‘35d. a unit. It would be practicable, with the aid of 110,000- 
volt overhead transmission, to convey electricity considerable 
distances throughout the State. The production and distribution 
in bulk of electricity would seem a reasonable activity for the 
State Government to undertake, allowing the retail distribution of 
electricity to remain in the local hands, imunicipal.or private.— 
Australian S. and Mining Standard. 

Institution of Electrical Eugineers.-—The annual meeting of the 
NEWCARTLE-UPON-TYNE LOCAL SECTION was held on May lith. 
The report of the Committee stated that the membership had 


increased from 240 to 250, and an unusually diversified programme. 


of papers and discussions had been gone through during the year. 
The officers and Committee for the ensuing year were elected as 
follows :—Chairman, A. H. Marshall ; vice-chairmen, À. P. Pyne, 
W. Cross ; past chairmen, C. Vernier, P. V. Hunter, H. W. Clothier ; 
Committee, power supply undertakings, E. Fawssett, J. W. Jackaon, 
W. F. T. Pinkney ; manufacturers and contractors, L. H. A. Carr. 


T. Carter, W. G. Gunn, J. Н. Holmes, M. G. S. Swallow ; Post | 


Office, F.C. G. Baldwin ; universities and pechnical colleges, F. О. 
Hunt, W. T. MacCall, Dr. W. M. Thornton ; borough electrical 
engineers, C. Turnbull: consulting engineers, J. R. Beard, W. C. 
Mountain, G. Stoney, F.R.S. : North-Eastern Railway Co., C. E. 
Taylor ; hon. treasurer, C. Vernier; hon. secretary, J. R. Andrews ; 
assistant hon. secretary, R. W. Gregory ; hon. auditors. H. S. Ellis, 
G. L. Porter ; students’ representatives, J. Rosen, A. W. Crompton. 
The report and the financial statement were formally adopted. and 
Mr. J. H. Holmes then gave an address on the early days of the 
telephone, phonograph, and electric light. 

Hluminating Engineering Society.—The report of the Council 
for the session 1916-17 states that, in accordance with a suggestion 
made at a recent meeting, a Committee has been appointed to draw 
up a pamphlet explaining the nature and use of the “lumen.” 
The Society has been actively engaged on work of public import- 
ance, haying been invited to be represented on the London Safety 
First Council, and to co-operate with the Cinema Commission 
Inquiry, while Committees of the Society have been engayed in 
special investigations for Government Departments in connection 
with the war. A deputation also waited upon the Department for 
Scientific and Industrial Research, and requested it to form a Joint 
Committee on Illuminating Engineering; this was done. the 
following being the names of the members : — Mr. A. P. Trotter 
(chairman) : Sir Maurice Fitzmaurice, Mr. J. S. Highfield (repre- 
sentiug the Standing Committee on Engineering) ; Prof. H. Jackson, 
Prof. C. V. Boys (representing the Standing Committee on Glass 
and Optieal Instrumenta) ; Dr. C. Carpenter (South Metropolitan 
Gas Co); Mr. Leon Gaster (illuminating engineer); Mr. F. W. 
Goodenough (chairman of Council. Illuminating Engineering 
Society); Captain J. H. Parsons, F.R.C.S. (ophthalmic surgeon) ; 
Sir John Snell (electrical engineer). The formation of this Com- 
mittee is regarded as an important recognition of the aims of the 
Society. .. : | 


M. I à 

Protected Occupations.—The Ministry of Munitions of 
War has now issued a useful leaflet (MM 139), which forms a short 
guide to the Schedule of Protected Occupations (MM 130). Copies 
of the schedule, to which we referred some weeks ago, are in the 
hands of Trade Union secretaries and employers, and can be 
obtained from any bookseller for one penny. By means of a series 
of 15 paragraphs given in the form of question and answer. any 
man may discover whether he is or is not protected and what he is 
to do under given cireumstances. 


Parliamentary.—Royat AsskgNT.—The Royal Assent 
has been given to the West Kent Electric Power Act, 1917. 


Protection from Lightning.—A correspondent, with the 


pseudonym "Erg," who has omitted hfs name and address, is | 


informed that the measures he proposes to adopt ought to prove 
quite satisfactory and efficient. | 


The Huns and Cockerill's,— Reuter reports that- almost 
all the machinery of the Cockerill establishment at Seraing has 
been removed by the Germans, and the management has conse- 
quently been obliged to close the works. 


а 
-— -t.m 
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Fatalities, — An inquest was held at Dudley concerning the 
death of J. C. Beaumont (28), an electrician employed by ‘Messrs. 
Bean & Son, who was killed in one of the transformer houses of the 
firm. Deceased had been employed by this firm 17 months. He 
was one of three electricians engaged in tbe night shift to attend 
to the repairs and, maintenance of the plant, and one morning. 
shortly before finishing shift, he invited two friends, who were also 
employed at the factory. into the transformer house. He opened 
the cubicle, and almost instantly his friends noticed his right 
sleeve amoldering. Опе of them, who tried to pull the deceased 
clear, himself suffered shock and burns. Mr. J. L. Chalmers, the chief 
electrical engineer of the firm, said that the only purpose deceased 
would have in the transformer power house would be to put in the 
high-tension switch. It was ayainst the regulations foranyone, except 
an authorised person. to enter the transformer house. From what he 
had seen of the man's injuries. he concluded that he must have 
opened the cubicle and touched two copper wires, and would have 
the full force of the 5,500 volts А.С, through him, so long as the 
current held him there. They had an automatic wear that caused 
the switches to trip out, and it would not be untiFthe two switehes 
at the Smethwick station (five miles awhy) and the two 
switches at Oldbury (three miles away). and the one at the works 
tripped out, that the man would drop*o the tloor. The whole of 
the regulations of the Home Office were complied with, and certain 
extra precautions taken, but it wasimposalbleto wrap to the very ends 
the copper wire which deceased appeared to have taken hold of. Arti- 
ficial respiration was tried for a considerable period. In addition to 
holding the wires, deceased was apparently leaning against the 
cubicle, which would account for the burns to the man'a left ley. 
Verdict, " Accidental death." 

An inquest has been held on the death of a labourer killed by 
being taken round a shaft when putting on a belt at the Blackpool 
Corporation electricity works. | 

BIRMINGHAM.—" Accidental death“ was the verdict arrived at 
in the inquest on the death of D. R. Hinge (19). an electrician in 
the einploy of, Harpins & Co.. who was repairing an electric light 
cable on a lift at 114. New Street. Deceased was found on the top 
of the cave with his neck pinned between the cave and the lift 
wall. 'l'he foreman electrieal engineer said that his assumption 
was that Hinge had been trying to work the switeh from the top 
of the cage-—A thing that he should not have done. 


Welsbach Appeal to the Privy Council Dismissed.— 
The 7imes for May.18th contains a report of the hearing before the 
Judicial Committee of the Privy Council of the appeal of plaintiffs 
in the case of the Welsbach Light Co. of Australasia, Ltd.. r. the 
Commonwealth of Australia and the Attorney-General for Australia. 
The petition was for leave to appeal from a judgment of the High 
Court of Australia. Under the Trading with the Enemy Act the 
Attorney-General for Australia on August Sth, 1915, acting under 
the Proclamation of the Governor-General, declared that certain 
companies, including Falk. Stadelmann & Co., were, in his opinion, 
managed or controlled, directly or indirectly. by or under the 
influence, or carried on wholly or mainly for the benefit, of persons 
of enemy nationality or resident in an enemy country. On Sep- 
tember Isth the Attorney-General inwle a similar decfaration 
against the Welsbach Light Co. of Australasia The petitioning 
company’s affairs were thus brought to a standstill, and they insti- 
tuted an action against the Commonwealth and the Attorney- 
General, alleging that the provisions of the Trading with the 
Enemy Aet were ultra vires the Commonwealth Parliament, and. 
in any case, that the Proclamation, and the declaration under 
which they had suffered, were unlawful. They denied the 
allegations as to enemy intlnence or control. 

The Commonwealth demurred to the action, and the demurrer 
was argued before the High Court of Australia, which, by a majority 
of six Judges avainst one, allowed the demurrer, and entered 
judgment for the Commonwealth. 

The petitioners now applied for leave to appeal. They urged 
that the prerogative of declaring what persons were enemies 
belonged to His Majesty alone, and that it was beyond the powers 
of the Parliament or the Governor-General of Australia to declare 
or proclaim that a person or company was to be regarded as an 
enemy throughout ‘Australia. Even if the Trading with the Enemy 
Acts of Australian were, in all respects, within the powers of the 
Parliament, they did not authorise or justify either the Proclamation 
ог the Attorney-General's declaration. The petition. was dismissed, 
without costs. 


The Engineers' Strike.— Matters connected with the 
strike of engineers and other munition workers in different parts 
of the country came to a head at the week end, and as the result of 
conferences and intefviews, in one of which Mr. Lloyd George 
personally took part, an understanding was arrived at which may 
eventually clear up the misunderstandinzs and grievances which 
have in part contributed to the trouble. Thousands of men 
returned to work during Monday and Tuesday, but others remained 
out pending the result of the proceedings at Bow Street on 
Wednesday concerning the strike leaders who were arrested in 
London, Manchester. Sheffield. &c. There has been talk of a strike 
of electricians, acting in sympathy with the engineers. and in some 
places matters went further than talk. At the time of writing we 
understand that asa result of a meeting of the men’s representa- 
tives with the Minister of Munitions on Wednesday, the electrical 
atrikers returned tu work yesterday morning. 


Telephone Operators for the Front.—Seven Liverpool 
telephone girls between the ages of 25 and 30 have been selected 
for telephone work in France. They are now receiving special in- 
struction for the work they are destined for on the Army field 
telephone apparatus. — Manchester Dail y Dispatch. 


The Sperry Anti-Submarine Device.—It is reported 
from Washington that the United States Navy Consulting Board is 
testing an invention developed by Mr. E. A. Sperry to combat the 
submarine menace, and tests are expected to be completed in a few 
weeks. The device requires no extraneous machinery. and can be 
utilised against the enemy this summer ; it is expected not only to 
render merchant ships immune from danger, but also to make 
them strong in offence, and to wipe out the U-boats altogether. 
Mr. Sperry is well known as the inventor of the Sperry gyroscopic 
eompass and stabilisers and the Sperry searchlight arc lamp, and 
as a founder of various electrical companies. We wish him all 
success in his new venture. 


Appointments Vacant.— Meter and electric light wiring 
inspectors (£2): shift engineer, for Eccles electricity works. See 
our advertisement paves to-day. 


Pre-War Contracts.—The Committee appointed lm the 
Board of Trade to consider and report on the position of British 
manufacturers and merchants after the war in respect of contracts 
entered into by them prior to the war with persons or companies 
in the United Kingdom or in Allied or neutral countries, the 
fulfilment of which has been prevented or impeded by the war, and 
as to the meastres. if any, which are necessary or desirable in this 
respect, has begun its sittings, and is ready to receive evidence. 
Secretary, Mr. L. F. C. Darby, Board of Trade. 7, Whitehall 
Gardens, London. S.W. 1. Communications should be made 
through firms, their Chamber of Commerce or their Trade 
Association. 


The I.E.E. Wiring Rules and the E.C.A.— The following 


letter was received too late for insertion in our “Correspondence ^ 
columns ;- - 


The letter in your issue of May 18th. over the signature ' Wiring ` 


Rules.’ is an instance of the insidious form of attack electric wiring 
contractors have been subject to for the past ten years or so. The 
suggestion is that the wiring contractors push a cheap class of 
wiring, whilst the supply authorities endeavour to maintain a 
higher standard. 

" Your correspondent says :—-' In a large town, several leading 
members of the E.C.A. are using slip-joint tubing. which the I.E.E. 
rules specifically forbid, On protest being made by a supply autho- 
rity. the contractors stated that they paid little attention to the 


LE.E. rules. and also declared that no one had the power to 


enforce them.’ 

"I contend that it is the wiring contractors who have con- 
tinuously pushed for a better and more permanent class of wiring, 
but have been hindered from first to last by the attitude of the 
supply authorities. During the time this has been going оп, con- 
tractors have been assailed by statements that their work is bad, 
and that the public should be protected by the granting of muni- 
cipal wiring eae aes It was expressly to combat these statements 
that the E.C.A. devised the *“Gunrantee of Work ' scheme by which 
it indemnifies the employer of any member of the E.C.A.. subject 
to certain conditions. against workmanship below the I. Е.Е. 
standard. Unfortunately, the scheme was delayed by the inter- 
ference of the Board of Trade, who pointed out that it benefited 
members of the E.C.A. in preference to the remainder of the trade, 
and was inconsistent with the articles of incorporation, ' 

“The E.C.A. therefore promoted a company under the title of 

N.E.C.T.A.. Ltd. expressly for the purpose of carrying out this 


.indemnity. and your correspondent will be pleased to learn that 


the guarantee will come into force as soon as the necessary arrange- 
ments can be made, which are expected to be completed within 
the next few months. 

“The E.C.A. is satisfied with the work of its members, and is 
prepared to back this opinion with its pocket. I think this should 
be a sufficient answer to your anonymous correspondent. 


H. MARRYAT. 


“London, E.C., Мау 22nd, 1911.7 


Electric Power Supply.— The Electric Power Supply 
Committee appointed by the Board of Trade, under the chairman- 
*hip of Mr. Huth Jackson, to consider what steps should be taken 
to ensure an adequate and economical supply of electric power 
for all classes of consumers in the United Kingdom, particularly 
industries which depend upon a cheap supply of such power for 
their development, has unanimously come to the following con- 
clusions :— 

1. That the success of British industry after the war will depend 
upon the adoption of the most efficient methods and machinery, во 
as to reduce manufacturing costs as much as possible. 

2. That a highly important element in reducing costs will be 
the general extension of the use of electric power supplied at tbe 
lowest possible price, and it is by largely increasing the amount of 
power used in industry that the average output per head, and, as a 
consequence, the wages of the worker. can be raised. 

3. That the supply of electricity in a large number of small 


“areas by separate authorities is incompatible with a technically 


sound system. 

4. That the interconnection of existing electric supply stations 
recommended by the Board of Trade in their letter of May 25th. 
1916, cannot alone meet the requirements of the situation. 

б. That a comprehensive system for the generation of electricity. 
and where necessary reorganising its supply, should be established 
as soon as possible. 

It has been decided to invite represéntative associations through- 
out the country to give evidence before the Committee with regard 
to the best methods of giving effect to these кошо ACH 
Telegraph, 
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Ап Industrial Bank Charter. —It is not so very long ago 
that there was a tendency in more or less influential public circles 
to throw cold water upon the efforts of those who desired after- 
the-war preparations to фе made іп good time. Those who knew 
from lengthy observation and experience how great was the leeway 
that we needed to make up in certain connections, saw only too 
plainly that the task before us would involve most minute and 
patient investigation of facts, conditions and situations, in order 
‘that appropriate remedial measures and enterprising policy might 
be adopted. Not many months after the war broke out such 
subject pressed to the fore irresistibly, but, as the records show, 
we proceeded very slowly indeed in those dark days, and it was a 
long while before some of the necessary inquiries and investiga- 
tions were properly begun. ^Of late we have been trying to make 
up for lost time, and, in addition to waging war on such an 
enormous scale, we are trying to settle all the great controversies of 
the past generation. This speeding-up process may help us win the 
war earlier than we should otherwise have done, and it may leave 
the way clear of some of the old political controversies which 
turned our fathers’ grey, so that we may concentrate out minds 
and energy upon the problems of the new age. But it is not to 
be wondered at if some things attempted in a hurry, or advanced 
without receiving sufficient consideration from those concerned, 
are not in their early stages all that could be desired. Amony 
industrial authorities there has for many years been a conviction 
that something must be done to assist financially in the development 
of our foreign trade. Lord Faringdon's Committee found no 
difficulty in accepting that view, and in elaborating a schere. 
But when all seemed to be plain sailing for the corporation which 
had been formed. and had received its charter, hostility of a kind 
developed, apparently unexpectedly, in the Commons, and the Board 
of Trade vote, which carried with it the scheme in question, had to 
be adjourned, so that the scheme might be further enamined in the 
light of the criticisms that had been offered. Sir Albert Stanley's 
speech explained the objeets of the British Trade Bank or Cor- 
poration clearly enough, but it was unfortunate that he should have 
had tc deal with it on the Board of Trade vote, when his speech 
had to cover that great host of matters for which, as President, he 
has to act as spokesman. The whole of the discussion seemed to 
centre round this particular section of the Board's activities, and 
the criticisms may prove to be in a large measure inapplicable, but 
the whole matter seems to bear evidence of hurry. It would 
almost appear that some of the criticism offered could with 
fairness be attributed more to annoyance than to anything else. For 
the time being, the scheme is still awaiting Parliamentary sanction. 
. The latest announcement is to the effect that the terms of the 
' Charter are being considered by the Solicitor-General on questions 
of Law. Further Parliamentary discussion is deferred until after 
the holidays. | 


The National Alliance.—The Hon. F. Huth Jackson, 
P.C., presided on Tuesday at 64, Victoria Street, S.W., at & meeting 
of the General Committee of the National Allianoe of Employers 
and Employed. Representatives of a number of Unions were pre- 
sent, together with leaders of industry, and the new constitution 
was adopted, after discussion. The chairman, after referring to 
the gravity of the prevailing unrest, emphasised the necessity for 
the Alliance to extend and strengthen its organisation as rapidly 
за possible. so that employers and employed might together assist 
the Government in the present difficult and invo.ved situation. 
They should be able to deal with the questions affecting labour 
and employment before they reached the stage of acute controversy, 
and they must all co-operate to promote generally the welfare 
of the workers and the efficiency of British industries. Another 
of their objects would be the facilitating of the reinstatement of 
soldiers, sailors, and munition workers in employment at the end 
of the war. 'lhe Committee decided to urge the Government not 
to interfere in industrial disputea until every form of direct nego- 
tiation had been exhausted, 


Electrical Trades Union.—At a meeting held at the 
White Horse Hotel, Birmingham, last week, it was decided to form 
a Birmingham Station Engineers’ Branch of the Union. It was 
stated that the Uniori membership in the district had reached 
nearly 1,000, and was continually increasing. According to a 
Birminghain paper, Mr. J. Kinniburgh, the general organiser, said 
that the Union desired to include all grades of electrical workers. 
"One of the speakers declared that he was tired of running a 
power statipn for 8d. per hour while turnip-tops were costing 5d. 
per lb. and his war bonus amounted to only 14d." 


- OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical ox the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—The Brighton 
Orporation Tramways Committee has granted leave of ab- 
Bence, with an undertaking to increase his salary at the proper 
time, to Mr. W. Marsu, the engineer and manager, who has 
been ey boned to assist the Director of Labour at Admiralty 
Ipyards, fe : 
The Kilmarnock T.C. has granted an increase of £100 on 
the salary of the electrical engineer, Mr. BEXON. 

Reading T.C. has increased the salary of Mr. CRAVEN, 
General manager and engineer of the tramways, from £600 to 


£500 a year, by £100 from April 1st, and two subsequent 
yearly increments of £50 each; and that of Mr. J. MCLENNAN 
CALDER, chief assistant engineer, from £250 to £300 by two 
yearly advances of £25 each. 

The Highways Committee of the London County Council 
recommends that Mr. P. J.. RIVIERE, engineer on the staff of 
Messrs. Kennedy & Donkin, consulting engineers to the Coun- 
cils tramway undertaking, be appointed electrical engineer- 
in the Council's tramways department under the reorganisa- 
tion scheme at a salary of £1,200 a year, rising to £1,500; 
there were 45 applications for the vacancy. 

St. Pancras B.C. has altered the titled of Mr. T. H. Mun- 
FORD, mains foreman, to inains superintendent (outdoors). 
Mr. A. WALTERS, formerly first draughtsman, is to be styled 
in future mains superintendent (indoors). N 

The Heston and Isleworth U.D.C. Electricity Committee 
has agreed to lend the services of Mr. P. E. Rycrort, its 
electrical engineer, to the Controller of Coal Mines (Board of 
Trade), " probably only for a few months, and not exceeding 
the period of the war," to assist the Department on the 
technical side of the proposed redistribution scheme for coal, 
subject to payment of part of his salary. 


General.—It is announced that the office of Sir GEORGE 
AskWwiTH, Chief Industrial Commissioner, has been trans- 
ferred from Old Palace Yard. The new address will be 
Ministry of Labour, Montagu House, Whitehall, S.W. 1. 

At a meeting of the South African Institute of Electrical 
Engineers on April 19th, Mr. W. H. Perroll, the President, 
welcomed  Lieut.-Col. J. H. Dosson, D.S.O., on his return 
from’ active service in German East Africa. It was an- 
nounced that Mr. BERNARD Prick had joined the Government 
Industrial and Scientific Commission, and was in Cape Town. 

The London Coke Committee have consented, upon the 
request of the Controller of Coal Mines,. to their engineer and 
fuel expert, Mr. E. W. L. Nicol, Assoc.I.E.E., assisting and 
advising him in the matter of coke supplies and use, with a 
view to-realising the greatest possible advantage through it 
in furthering the cause of coal economy. 

Mr. R. E. MovNiHaN has been appointed works manager to 
the Electro Bleach and By-Products, Ltd., of Middlewich, 


Cheshire, and he has taken up his duties. 


The Telegraph and Telephone Age states that the retirement 
of Mr. Joser Furze from the management of the Commer- 
cial Cable Co., at Liverpool, a position which he had occupied 
since the formation of the company 33, years ago, was cele- 
brated in Liverpool recently, when a goodly company, com- . 
prising members of the local telegraph and cable world, 
assembled to do him honour. Mr. J. Wilkinson presided, 
and among the guests were Col. H. A. Schrank (late Lanca- 
shire Fusiliers), Col. A. de Vere Alexander, D.S.O., Col. J. P. 
Sparling (both late of the Indian Army), and Capt. J. H. L. 
Richards, R.N. Mr. W. Steventon, assistant manager, pre- 
sented to Mr. Furze a silver tea and coffee service on an 
engraved salver as a mark of esteem from the staff of the 
Commercial Cable Co. at liverpool, while а walking-stick, 
subseribed for by officials of the Western Union Cable ser- 
Vice was also presented to Mr. Furze. Mr. W. Steventon, 
assistant superintendent. has been advanved to the position 
of superintendent in place of Mr. Furze. 

According to the Daily Telegraph, the present-chief of the 
Universities Department at the Board of Education, Mr. H. 
F. НЕАТН, iseto be the head of the new Science and Indus- 
trial Research Branch provided for in this year's Education 
Estimates. The salary is £1,500, and there will be an assistant 
at £1,200. 

Rolt of Honour.—We regret to learn of the death from 
wounds received in action, on May 13th, of Dovaras CUTLER 
BoxNNRLLA, son of Mr. A. J. ВоппеПа, of Messrs. D. H. 
Bonnella & Son, Ltd. He was educated at St. Paul’s School, 
Hammersmith, and matriculated in 1913. On leaving school 
he joined the above-named firm, and remained there until 
he enlisted in the London Scottish at the age of 18. 

Private E. V. Batt, Cheshire Regiment, killed in action 
on May 9nd, was employed at the Chester electricity works. 

Lance-Corporal H. H. NicHoLL, West Yorkshires, reported 
inissing, was in the service of Messrs. Tate, electrical engi- 
neers, Bradford. > 

Private RicuaARD A. Dooney, who has been killed in action, 
was employed at the British. Westinghouse Works. 

Sergeant G. H. Crank, West Yorkshire Regiment, late of- | 
the York Corporation eléctricitv, staff, has died. of wounds 
received in action, aged 47 years. A i 

The Military Medal, for bravery in conveying food to 
gunners under heavy shell fire, has been awarded to Driver 
C. EpMoNDs, R.F.A., formerly on the staff at the Torquay 
Corporation electricity works. 

Sapper E. CLARKE, R.E., formerly engaged in the elec- 
tricity department of the Warrington Corporation, has died 
whilst on active service. 

Gunner J. A. PapMore, R.H.A., who has died in a French 
hospital of wounds received in action, was for eight years 


‘at the Colchester Municipal electric light works. » 


Private W. F. Cuar&tLEY, Who has been killed, enlisted 18 
months ago from the staff of the Hitchin electric light works. 

Rifleman H. C. Carter, electrical engineer, for soine years 
engaged with Messrs. Sandycroft, Ltd., Connah's Quay, is 
reported dead, after being missing since July, 1916. 


e 


-and early in 1915 went with his regiment (South 


£104,264. gross, 


е6 000,000. francs in shares of 500 Ífranes vach 


Lieutenant T. R. SrANCOMBE, of tho Army Ordnance De- 
partment, who has been promoted to ‘captain, is an Associate 
Member of the Institution of Electrical Engineers, and pre- 
vious to joining the Forces he was a technical assistant in 


the sales department of the Bristol Corporation electricity 
department. ! 


Mr. A. B. Kipping, late 
Northfleet Tramways Co., 
death in action of his son, ARTHUR Kippina, who had been 
missing since September 16th last. І 

Private T. STRACHAN: (Northumberland 
brother-in-law of Mr. A. Hugh Seabrook, 
ported killed in action. but we understand 
has since been received f rom him which is dated a week after 
the date upon which he was supposed to be killed. 

CAPTAIN JOHN CHAMBERLAIN.—The very large number of 
our readers to whom Capt. John Chamberlain was personally 
known will learn with 
in action at the age of Captain Chamberlain was 
a son of the late Mr. Arthur Chamberlain, and a cousin of 
Mr. Austen Chaniberlain, M.P., 
berlain. In the electrical industry his interests were both 
extensive and important. and they were also characterised 
with a spirit of enterprise and business energy. After leav- 
where he was educated, he joined the 
& Hookham. 
&c., of Birmingham, and in this 
father as managing director. 
behalf of the firm. and made manv friends in all parts of 
the world. He was also interested in Tubes, Ltd., Credenda 
Conduits, Ltd., Thomas Smiths, Ltd., of Coventry, and in 
the Midland Electric Tight & Power Co., which owns the 
Teamington Spa electricity works. He was a Magistrate of 
the City of Birmingham, but had not sought civic or poli- 
tical honours. When the war broke out he heard the call, 
Wales Bor- 
He was through severe fighting and 
was hadly wounded. He returned to the Front in February 
this year. Cantain Chamberlain married a daushter of Prof. 
Pavnting, of the Birmingham University, and he leaves four 
children. | 

MajoreG. C. Mines. electrical engineer to the Lancaster 
Corporation, who has been on service with the King’s Own 
Royal T ancaster Regiment. since August. 1914, is again men- 
tioned in dispatches by Sir Douglas Hnig. i 

n American exchange records that Mr. Hanorp A. LOGAN, 
formerly manager of the Great North-Western Telegraoh 
Co.'s office in Belleville, Ont., who relinauished his position 
to enter overseas service, has been wounded, 

The Times records that Sec.-Lieut. THOMAS CHARLES TUR- 
TON, Liverpool Regiment, who was killed on May 8th. aged 
93, was educated at Dunchurch Hall. Rugbv, and at Upping- 


б and afterwards at l'araday House Electrical Training 
Cul ege. | i 


Obituary. —Mn. W. IT. MuNTON.—The death occurred on 
May 16th of Mr. Walter IT. Mnnton. who for 18 years had 
^ bul a engineer to the Bristol Tramways & Carriage 
O., Ltd. 

БІВ ALEXANDER BiNNTE.— Wo regret to record the death of 
Sir Alexander Binnie, the well-known engineer. for many 
vears chief engineer to the Т.С.С. which occurred on Friday 
last at the age of 78 years. 


Will.—The late Mr. RonERTSON Lawson, 
Aluminium Corporation, Ltd. and other 


manager of the Gravesend and 


Fusiliers), 


business he succeeded his 


derers) to the Front. 


a director of the 
companies, left 


1 


EL е 


NEW COMPANIES REGISTERED.. 


British Magnetos, Ltd. (147,495) .— Private company. 
Registered May 18th. Capital, £100 in £1 shares. To carry on the business 
af designers, manufacturers, exporters and importers of, and dealers in, plural 
nnd single-cylinder magnetos for motor-cars, eycles, aircraft, marine, and 
other engines, or other purposes, motors, carhurettors, batteries, and ignition 


and other. electrical appliances, &c. The subscribers (cach with one share) 
are: E, H., Godbold, 8, Breams Buildings, E.C. 4, advertising contractor; J. 
W. Molony, 32. Winchester Avenue, Hrondesbury, N.W. б, advertisement 


writer and designer. The first 
scribers or by the company. 
cery Lane, W.C. 


<. S. B. Electric Bleaching Co., Ltd. (147,497) .— Private 
Company. Registered Мау sth, Capital, £6,000 in £l shares. To take 
over from W. R. Cooke and A. E. Coleman. certain patents relating to im- 
provements in electrolytic apparatus for producing liquor for bleaching and 


directors are to be 


appointed by the sub. 
Registered. office : 


B, Breams Buildings, Chan- 


otlier purposes, Nc. The subscribers (each with one Share) are: H, Spray, 
Pinner House, Gregory Boulevard, Nottingham, lace bleacher and dresser ; 
W. R. Cooke, T0, Colville Street, Nattinsharn, lace and hosiery bleacher, 


The first directors are: Н. Spray and W. R. Cooke (both permanent). 
tered office: Croydon Road Mills, Croydon Road, Radford, Nottingham, 


Societé Anonyme des Ateliers de Constructions Meca- 
niques Escher Wyss & Cie. (1,570F) (also known as Aktien. 


нехен aer Maschinentabriken Escher Wyss & Cie).--Particulars filed 
Mas Ith, 117. Registered in Switzerland in 1912, Original capital, 
British address ; 109, Victoria 


Regis- 


e^ cct, SAN FL M. Јели, “аы, of 9, Walbrook, E.C, 4, is authorised 
fo accept service. The directors ates Dr. H. Zoet, J. Muller-Staub, р. 
Gaucbu, T Kach, H, von Schultess-Rechberg-Bodmer, M. 


Zullig, Dr. К, 
E. Ustern-Pestalazzi, and More Vischer (all. of 
von der Herberg and C. Zander (both of German 


Wegmann, К. Schafer, O, 
Swiss nationality), and C. 
nationality), . 


has received notification. of the 


He travelled extensively on: 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, | 


$ . 
- British Prometheus Co., Ltd.—E. T. Kerr, of 95, Col- 


more Row, Birmingham, ceased to act as receive or manager on May 15th, 
17. ; 


Leon Cornelis, Ltd.—Debenture for 
8th, 1917, charged on the company's undertaking and property, present and ^ 
future, including uncalled Capital, Holder: A. R. Robert, 265, Strand, W.C. 


Electrical Contracts & Maintenance Co., Ltd.—Memor- 
andum of satisfaction in full (a) on February 94th, 1916, of re-issue in 1913 
of debenture dated 1910, securing £100, (b) on December 30th, 1916, of re- 
issucs in 1919 of debentures dated 1910-11, securing £100, and (c) оп De. 
cember 30th, 1916, of debentures dated 1909 and 1911, securing #300 and 


£100, have been filed, 
Electrical Distribution of (84,972) .— 
45,634 shares 


Capital, £50,000 in £1 shares. Return 
per share on 8,134; 


£1,000, dated May 


Yorkshire, Ltd. 
dated March 13th, 1917, 
taken up; £l per share called up on 37,900 and 65. 
£39,022 165, paid. Mortgages and charges. £5,000. 


English Electrical Co., Ltd, (112,639).—Capital, £5,000 
in £l shares. Return dated March 23rd, 1917. 526 shares taken up; £526 
paid. Mortgages and charges: £10,000. . NM 


à 


CITY NOTES. 


An extraordinary 


ritish general meeting of the 
Westinghouse  5hareholders was held on Monday at 
Electric ang Jamilton House, Victoria Embankment, 
Manufacturing Mr. J. ANNAN Bryce, M.P., presiding. 


Co., Ltd. The CHAIRMAN proposed the-following reso- 


lution :— 


the creation (a) of 110,000 additional preference shares 
(when fully paid up and in the meantime subject to being fully 

paid up) in all other respects pari passu with isti 

ference shares of 


payment. of 
* of 7} per cent. Rer annum on the 
and subject to tne 

. respectively on 
the | and Shares respectively of the company, but before 
any further distribution of profiis amongst the holders of such 


preference 


and before 
any further. rights whatsoever in respect either of dividend 
distribution of assets in a winding > authorised 
forthwith to issue such new shares, subject to the consents of separate general 
meetings of the holders of the existing preference and ordinary ‘shares of ‘the 


company being obtained. | 
Proceeding to explain the objects of the proposals (see ELEC. 
1 . 952, for the directors’ explanatory cir- 
cular), he said that the primary, and originally the sole, object 
of the negotiations was to have a transfer of the control from 
America to Great Britain. As the war went 
discovered in how many directions the United Kingdom was 
dependent on foreign countries for the supply of articles. 


self-sufficing in 
growing, desire that British 


аз far as possible become independent of foreign capital and 
foreign control. | j 


itself strongly in the oversea dominions, especially in. Ausg- 
tralia, where, | 
war took drastic steps to put an end 
metal industries. | 


hy India, and the strong sentiment produced by their example 
eventually induced | 


йоп, especially severe 


it had become of particular importance for 
them to be freed from foreign control. 
purely British 
the point of view of their home and continental business, The 
directora believed that the transfer of 
would benefit the business in every 
reason alone they strongly recommended: their acceptance of 
the proposals. As an illustration of the i Jurious way in 
which the continuance of foreign 
their business, he might mention 


had a membership of 400 firms, represent- 
ing & capital of between four'and five thousand millions of 
pounds, and of some 40 trade associations, thev were refused 
admission on the ground of their being under foreign control, 
notwithstanding that thev were on most friendlv relations 
with many of its leading members. He had said that originally 
the sole object of the proposal was the transference of the 
control {тога America to. Great Britain. But, incidentally , 
their American friends made it a condition of theloption to 


f 


i 
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purchase the control, that the holding company to be formed 
to buy the shares should acquire 110,000 preference shares of 


thé company to be deposised, along with their holdings in . 


the British company, in the hands of the trustees for the first 
lien bonds, as security for the payment of those bonds. From 
the point of view of their American friends, those 110,000 
shares, representing at par £290,000, formed a collateral 
security, but from their point of view, the issue of the 110,000 
shares to be acquired by the holding company had the advan- 
tage of furnishing them with £220,000 in cash. By the end 
of last year, when the option agreement was completed, it 


had begun to be apparent that additional capital was required. | 


When he was at Manchester last week in connection with 
the King's visit to their works—which, he might say in pass- 
ing, interested His Majesty greatly—he saw lying packed 
ready for shipment, but unable to get transport, about 
£150,000 worth of their products, and there were in the form 
of goods in process of manufacture similar locks up arising 
from delay in delivery of materials, not to speak of increased 
lock up due to the greatly increased cost of material. Copper, 
for instance, which bulked largely in all electrical work, had 
more than doubled in price since the war began. The effect 
of all those factors in lock up of capital was likely to increase 
until the war was over, and would thereafter tend to diminish, 
though only very gradually. But, as he said at the last 
general meeting, when the war was over they were certain 
to be confronted with an immensely increased demand for 
their products, which, by the excellence of their manufac- 
ture, had acquired a world-wide reputation. Even now they 
were able to undertake only a small part of the business open 
to them, and to overtake the volume of orders which would 
offer after the war large additions to their plant would’ be 
required. [6 was to provide this plant, and the additional 
working capital which would also be necessary, that in their 
negotiations for obtaining the capital of the holding company. 
they had arranged for the group which was forming that 
company to take up aa and when required £500,000 in the 
form of debentures. Having given reasons why the directors 
now asked for an increase of capital after having a few years 
ago got it reduced, Mr. Bryce proceeded to explain the details 
of the proposals. He said that, as stated in the circular; their 
American friends held more than half of the preference and 


ordinary shares taken together in the British Westinghouse. 


Co. Of the preference they held 936,747, out of 500,000; of 
the ordinary 54,421, out of 75.000; and of the two together 
391.168, out of 575,000, or 50.58 per cent. Of the 4 per cent. 
debenture stock they held £675,000 out of £1.241,353, or 54.37 
per cent. They were to sell thelr debenture stock at the price 
of 86 against 5 per cent. first lien bonds of the holding com- 
pany, their preference shares at the price of 56s. against 5 per 
cent. first lien bonds of the holding company. and their ordi- 


nary shares against 50 per cent. of the authorised issue of. 


ordinary shares of the holding company. The rdsult would be 
that they would get about: £1,;250,000 in 5 per cent. first lien 
bonds and half the ordinary shares issued by the holding 
company. The bonds were to be redeemable in not later than 
ten years, and in security for them were to be deposited with 
trustees all the American holdings of British Westinghouse 
shares and debenture stock. and also the 110,000 preference 
shares of £2 each to be created. by the British. Westinghouse 
Co., and sold by it to the holding company. The income on 
all those securities would go to the holding company. The 
interest which the Americans would receive on the bonds of 
the holding company would be exactly equivalent in amount 
to the return which they at present got from their holdings 
in the British Westinghouse Co., on the basis of that com- 
pany's paying 74: per cent. on its preference shares. There- 
fore, the only hope their American friends had of getting a 
better return in the future than at prn: lay in any divi- 
dend they might get on their half of the holding company’s 
ordinary shares. Before. distributing a dividend on its ordi- 
nary shares the holding company would have to pay interest 
on it& bonds and dividend on its preference shares, besides 
providing for its administration expenses, and as its income 
would consist of what it received from its holdings in the 
British Westinghouse Co. it would be able to pay a dividend 
on its ordinary shares only if the British Westinghouse Co. 
paid a larger dividend than 7} per cent. As, however, the 
Americans would have only half the ordinary shares m the 
“holding company they could in no case have so good a return 
. .48-1f they had not parted with their holding in the British 
Westinghouse Co. 
by their American friends. let them take the preference shares 
of the company which they sold. The price he had men- 
tioned, namely, 56s., was based on the market price at the 
time the option agreement was made, namely, 50s., and the 
Premium of 6s. was added in view of their accepting payment 
in 10-year bondss which might not prove an easily market- 
able security at par, and which, in anv case, did not offer 
the possibilitv of an increase in value comparable with the 
» Possible, and even probable, increase in the value of the 
British Westinghouse preference share. The price fixed for 
- the debenture stock was 86, as against a market price of about 
683 at the time the agreement was signed. The prices fixed 
‘Showed a loss.of nearly £600,000 to their American ‘friends on 
heir cash investment nearly 90 years ago. an investment on 
‘Which they had. no return until the last four vears, and the 
loss was definitely fixed just as the investment promised to 


As to the values put.upon their holdings , 


become profitable. They did not wish to part with their 
holding, and were under no necessity to do so, foy during 
/ several years they had been making very large profits in 
their own business. Their consent to the proposals was given 
solely because they were broad-iffinded enough to appreciate 
the motives which prompted their request, and the directors 
considered that their thanks were due to them for the 
generous way in which they had met them. Coming to the 
question of the new debentures, when the explanatory 
memorandum was issued some of the details as regarded these 
and some other matters had not been definitely settled. and 
therefore only an approximate figure of the total available 
new capital could be given. One of those details was thd 
issue price of the debentures, which had since been fixed at 
95, as a result of which, and of another small item, the total 
available new capital would be. only £790,000, instead of 
about £750,000 as stated in the memorandum. The terms 


' the directors considered reasonable under present conditions, 


and with the prospects of improved’ dividends they should 
prove better for shareholders than an equivalent issue of new 
preference shares. Proceeding to refer in conclusion to the 
parties providing the money. the Chairman said that, for 
the reasons given in the memorandum and for other reasons, 
1t was not? possible to form a combination of shareholders. 
They were advised, on consultation with their financial 
friends, that it would not be possible to find the money under 
present circumstances. One reason seemed to be conclusive. 
Under the option agreement it was a condition that the 
110,000 new "shares of the- British Westinghouse had to be 
deposited with the trustees for the first lien bonds of the 
holding company. But an investment in the holding com: 
pany was not likely to be attractive to the shareholder of the 
British Westinghouse Co., because the subscriber to the hold- 
ing company was limited to 6 per cent. pn his preference 
shares, and could not get anything from Мв ordinary shares 
unless the British Westinghouse Co. paid more than 7j per 
cent., and, if it did, had to share any surplus with the 
Americans. Moreover, it was hot merely a question of find- 
ing £220,000. 'There had to be an undertaking to redeem 
within 10 years the £1,250,000 first lien bonds, and also to 
provide additional capital to the extent of £500,000 for the 
British. Westinghouse Co., that was to say something like 
£2,000,000 in all. There was no hope of doing all this, 
especially under present circumstances, unless with the assist- 
ance of some powerful group. In consideration for its under- 
taking these heavy obligations, the group stipulated that the 
holding eompany, for which it found all the money, should 
possess a three-fourths voting power in the British Westing- 
house Co. To furnish this voting power, it was proposed that 
the British. Westinghouse Co. should issue to the holding com- 
pany jn return for £25,000 in cash, 500,000 shares of 1s. each, 
which in combination with its other holdings of their securi- 
ties would give it the requisite majority. Those shares were 
entitled to a dividend limited to 73 per cent. only after | 
payment of dividends of 15 and 30 per cent. on the prefer- 
ence and ordinary shares respectively. No commissions of 
anv kind were payable in respect of any part of the trans- 
action, and the directors considered that the terms ав a whole 
were favourable, especially under present conditions. The 
group which was. undertaking the obligations was the Metro- 
politan Carriage, Wagon & Finance Co., Ltd., of which Mr. 
Dudley Docker was chairman. It was entering into the 
transaction because it saw its wav in connection with its 
own business to develop in many directions and make more 
profitable the. business of the British Westinghouse Co. 
That it was prepared, after careful examination of their books 
and accounts, to take so large an interest in their business 
showed the confidence of the group in the position and pros- 
pects of the, company, and furnished a practical guarantee 
to ‘the company of getting any further capital it might re- 
quire. The group, having made so large an investment, 
would have a strong interest in protecting it by finding any 
further funds which might be necessary. The consent of the 
Treasury had been asked and, considering the importance 
from a national point of view of the object to be attained, 
there was no reason to anticipate a refusal. 

Mr. N. B. Dickson seconded the resolution. 

Tn reply to shareholders, the CHAIRMAN said the negotiations 
hegan nearly a vear ago, but they were not eventually carried 
through until the beginning of December, long before there 
was any idea of America coming into the war. Whether the 


directors would have thought it desirable to complete the 


negotiations if America had come into the war while thev 
were in progress he could not sav, but he should think it 
was probable they would have. Although thev were delighted 
that the United States had come into the war, the directors 
still thought it was highly important that the concern should 
be a purely British company. He quite admitted that it ° 
meant handing themselves over to the new group “ lock, 
stock, and barrel;" but he was not sorrv it was going to be 
done, as he believed the group. would make the transaction 
a profitable one to the company as well as to themselves. 
They made it а conditionithat they were to get control, other- 
wise they would not put up the money. Thev were becom- 
ing responsible for raising £2,000,000, and it would have 
been impossible: to get that money from the existing share- 
holders. He agreed it would have been nicer if. the arrange- 
ment could have been carried out without the shareholders ` 
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having to give up control. but it was necessary for the sake 
of the company to agree to the terms, and, in the end, he 
did not believe that anvone would he dissatisfied with the 
way in which the arrangement had been carried out. 

The resolution was then carried. with one dissentient. 

Subsequently, separate meetings of the ordinary and pre- 
ference shareholders were held at which the scheme was 
approved, one shareholder voting against the resolution m 
each instance. 


The net profit for 1916, after provid- 


Electric my £6,597 for debenture interest and 
Construction 10,0005 for depreciation, was £51,504 
Co., Ltd. against £43,241 for the previous year), 


plus £16,839 brought forward, less excess 

profits duty paid for the year ended March, 1915, leaving 
avallable for distribution £65,041. After paying the 7 per 
cent. preference dividend, 7} per cent. for the year on the 
ordinary shares, and, transferring £12,389 to the general 
reserve fund, making 1t £62,500, £31,442: is to be carried for- 
ward, subject to habilities under the Finance and Munitions 
of War Acts for the two vears. During the vear the company 
was almost entirely engaged on special electrical work. Prices 
of materials and rates of wages continued on the np grade. 
The increased net profit is due once more to a larger turn- 
over, Which has been accomplished through the redoubled 
efforts of the staff and workmen. Annual meeting: May 3lst. 
Capital expended) during 1916, £2,699; 
revenue, 150.481. Traftic and parcels re- 
ceipts increased by £13,999. to £185,120. 
Working expenses tmncreased by £12,278, 
although many repairs and practically 
all renewals had had to be postponed. The amount 
brought forward was £4,935. After deducting expenses 
chargeable to revenue. (including £11,025 for debenture in- 
terest and £10,000. for renewals), £10,000 is put to reserve, 
ò per cent. 1s paid on tke preference, and 34 per cent. on the 
ordinary shares, leaving £7,261 to carry forward. The reserve 
is now £46,128, and renewals account £45,738. In order to 
provide against the cost of carrying out the deferred repairs 
and renewals when conditions agam become normal, a 
larger amount is earried to reserve and a larger sum carried 
forward. A fresh draft agreement providing for a postpone- 
ment by the Stoke-on-Trent Corporation of the date of pur- 
chase of the tramways in the borough is now hefore the 

> 


Council. 

Mr Н. Kann presided at the annual 
West London meeting. on Мау 16. lle said that the 
and Provincial ‘gross revenue of the Chiswick Electricity 
Electric Supply Supply Corpn., which supphed Aberyst- 
Co., Ltd. wyth as well as Chiswick, had inereased 
by £897 to £20,523. and the number of 
consumers by 31 to 2,809. The net revenue had increased Һу 
£471. 
speaker referred to the increased cost of fuel and manage- 
ment. and said that the vear had been one of considerable 
difficulty. They had managed to obtain additions] power con- 
sumers, and they had further raised the charges in Chiswick 
by 10 per cent.. and in Aberystwyth to the full charge allowed 
by the Statute. The new Diesel plant at Chiswick was work- 
ing verv satisfactorily and. in. spite of the high e®t of oil 
fuel, showed a considerable saving as compared with the 
ordinary steam-driven sets. A^ resolution. was adopted paying 

6 per cent., less tax, on the cumulative preference shares. 


For 1916, the balance at credit of profit 


Potteries 
Electric Trac: 
tion Co., Ltd. 


Callender's and loss is £117,597, and £207,347 was 
Cable and hronght forward, making £324,944. This 
Construction is dealt with as follows :—Debenture in- 
Co., Ltd. terest, £15,500; pref. dividend, £10,000; 


depreciation of buildings. plant, machinery 
and office furniture, £17,237; dividend and bonus. and special 
bonus. aggregating 20 per cent, less income-tax, £35.00: 
earry forward, £249,207. The war has seriously hampered the 
operations of the company, and regular busmess has con- 
tinually decreased, owing to the restrictions and regulations 
of the Minister of Munitions, to increasing diffieulties in 
manufacture, and to the more stringent. curtailment of ship- 
ping facilities. The general home trade in electrical wires 
and cables, together with the export trade to branches and 
customers overseas, had therefore practically come t? an end 
at the close of the year. On the other band, the special work 
nndertaken had largely increased, so that the workshops were 
well employed. The requirements of National Service had 
made great demands upon the staff and workmen, and it had 
heen with the utmost difficulty. that the conduct of its affairs 
at its offices and in its workshops had been maintained. 
Every effort had been made to release men for the Army, 
and an increasing number of women was being substituted, 
both at Erith and at Leigh. for the men hitherto emploved. 
The constantly auginenting factory charges. the increase in 
the cost of labour and materials, and the difficulty of obtain- 
ing supplies had rendered the management of the company's 
business а task of considerable difficulty. Therefore the re- 
sults must be deemed satisfactory. In order to meet the 
requirements of the Gevernment for the companv's usual run 
of production and for other materiels. considerable extensions 
had been necessary in buildings, plant. and machinery, both 
at Enth and at Leigh and further extensions were now being 
made. As usual, al! plant and apphances had been main- 


The corporation had paid 5 per cent. dividend. The . 


tained in thorough order. "The cost of so doing had consider- 
ably increased over that in any previous year, largely due to 
the dithculties experienced in maintenance and the high 
prices of materials. The operations of the Anchor Cable 
Co.. Ltd., had during the year become stil more closely 
merged in those of this company. The workshops at Leigh 
had been fully emploved, on behalf of the company, running 
dav and night, on important contracts for cables. Twenty- 
four inen from the company’s service have given their. lives 
for their country. Since the close of the last. financial vear 
Mr. А. W. Tait had, at the request of the directors, joined 
the board of the company. Annual meeting: May 3lst. 


The Concordia, Elektrizitats A.G., of 
German Dusseldorf, reports net profits amounting 
Companies. to £5.000 m 1916, as against £8,800 in the 


previous year. It is proposed to pay a divi- 
dend of 7j per cent. on the share capital of £50,000, being the 
same rate as in 1915. 

The Dr. Paul Meyer A.G., of Berlin, makers of electrical 
apparatus, realised net profits of £19,000 in 1916, as against 
£23,000 in the preceding year, on a share capital of £175,000. 
The dividend is at the rate of 74 per cent., as in 1915. 

The Faradit und Tsolier-Rohr Werke Max Haas A.G., of 
Reichenhain, Chemnitz, reports net profits of . £90,000. for 
1916. as compared with £14,000 in the previous 12 months. 
The dividend proposed by this insulating tube company is 15 
per cent., as against. 12 per cent. in 1915. 

The accounts of the NKabelwerk Wilhelminenhof A.C., of 


- Berlin, show net profits of £13,700 for 1916, as compared with 


£12,200 in the previous year, on a share capital of £50,000. 
The method of disposing of the profits is not stated; in 1915 
a dividend at the rate of 18 per cent. was paid. 

The Elektrotechnische Fabrik Rheydt Mar Sehorceh Ф Co., 
of Rheydt, reports that the plant was chiefly engaged on war 
work in 1916. After appropriating £11,000 for depreciation, 
as m 1915, the accounts exhibit net profits of £40,000, as 
against £78.00 in the previous year. Tt is intended to pay 
a dividend of 15 per cent. on the share capital of £131,000, as 
compared with 90 per cent. in 1915. | , 

The Land und Seckabel Werke A.G.. of Cologne-Nippes, 
earned gross profits amounting to £61,000 in 1916, as against 
£52.000 in the preceding усаг, the net profits being £37,000 
and 438.000 in the two vears respectivelv. The directors re- 
commend the payment of a dividend at the rate of 12 per 
cent. on the paid share capital of £262,500, this comparing 
with 11. per cent. in 1915. 

The Norddeutsche Seckabel Werke A.G., of Nordenham, 
which belongs to the group of the Felten & Guilleaume Co. 
and the A.E.G., reports a loss of £2,300 for 1916, as compared 
with net profits of £9,700 in 1915. By drawing, however, 
upon the dividend equalisation and redemption funds it is 
possible to pay a dividend at the rate of 4 per cent. on the 
share capital*of £300,000, being the same rate ая in 1915. 

The gross profits of Korting und Mathiesen A.G.. of Leipsig, 
are lamp works, reached £54,000 in 1916. as contrasted with 
£30,000 in the previous year. After meeting general expenses 
and allocating £16,000 to depreciation. as against £4,500, the 
accounts Indicate net profits of £21,000, as compared with 
£10,000 in 1915. A dividend of 8 per cent. has been declared, 
being 3 per cent: higher than in 1915. | 

The report of the Elektrizitats Licferungs Gesellschaft, of 
Berlin, which owns, and is otherwise interested in, supply 
works. complains of the high prices of raw materials and the 
anxieties arising. from the increasing scarcity of workmen. 
The net profits earned in 1916 were £163,000, as contrasted 
with £169,000 in the previous vear, and the dividend is at 
the rate of 10 per cent. on the ordinary share capital of 
£1,500.000, being the same ds in each of the two preceding 
years, and comparing with 12 per cent. in 1913. ` | 

The report of Voight und Haeffner A.G., of Frankfort-on- 
Main, states that. the company was busily occupied in 1916 
on munition work as well as in its own special departments. 
and the export trade with neutral countries even experienced 
an increase. As gross profits. the accounts indicate the sum 


of 2169.000. as against £155,000, dnd net profits of £102,000 


and £97.000 in the two vears respectively, after having set 
aside £14,000 for depreciation, as compared with £15.000 in 
1015. The dividend is at the rate of 12 per cent.. as com- 
pared with 12 ner cent. jn 1915, S per cent. in 1914, and 13 
per cent. in 1913. . - 

The C. Lorenz A.G.. Telephon und Teleqraphen Werke. of 
Berlin, reports that the turnover in 1916 exceeded that in 
any preceding vear, war contracts having formed the ргеаёег 
partion of the business. The works were extended, and 
double and triple shifts were introduced. The gross profits 
amounted to £149.000. as compared with £116.000 in. 1915, 
and the sum of £57,000 has been applied to depreciation. ns 
against £51.000, the plant hoving again been written down 
to one shilling. 
of 35 ner cent., as in the previous year. although the share 
canital participating is greater than 1n 1915. 

The directors of the Bergmann. Elektrizitate Werke A.G., 
of Berlin, report that the works were principally engaged on 
war orders in^ 1916. which freauentlv led to fundamental 
alterations in manufacturing. and nartlv to stoppages iR the 
deliveries. Nevertheless, the value of the turnover was 
approximately the same as in 1915 The machinery and in- 
stallation material departments and the cable factory were 
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Tt is proposed to pay a dividend at the rate” 
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again fully occupied, and peace orders could only be satisfied 
to the extent to which substitute materials for copper, &c., 
were rendered available. The reduction in the profits is 
attributed to the considerable increase in wages and in the 
cost of materials, which «was not equalised by any advance 
in sale prices. After the war, great problems would arise in the 
conversion from war work to peace work, including the replace- 
ment.or repair of depreciated machinery, and these matters 
would necessitate a large expenditure, for which provision 
had already to be made. The machinery, which stood in the 
books at £201,000 in 1915, had been ‘entirely written off, to- 


gether with the additional machinery which was solely 3n- 


stalled for war work, and was only suitable for this purpose. 
The accounts show gross profits amounting to £958,000, as 
contrasted with £1,066.000 in 1915. After defraving general 
expenses, taxes, &c., the sum of £316,000 has been applied 
to depreciation, as against £313,000, leaving net profits of 
£459,000, as compared with £273,000. It is proposed. to dis- 
tribute 10 per cent. on the ordinary share capital of 9,387,000, 
as contrasted with 10 per cent. in 1915 and 5 per cent. each 
in 1914 and 1913. The amount of £132,000 has been placed 
to the war reserve fund, which includes the war profits tax 
(which is not vet collected by the Government), this coin- 
paring with £200,000 m 1915; and £30.000 has been devoted 
to benevolent purposes, as in 1915, the balance forward being 
£24,000, as against £19,000 in the previous vear. Tt is added 
that, the number of officials and workers totalled 12,000 at 
the end of 1916. i | 


Shanghai Electric Construction Co., Ltd.—Sir A. Denr, 
presiding at the annual meeting in London last. week, re- 
ferred to the continued improvement in the affairs of the 
company, which had enabled them to pav a dividend of 10 
per cent.. as against 7 per cent. for the previous vear. There 
were signs of a serious attempt at currency reform. which, it 
was hoped, would materialise to the advantage of the pre- 
sent depreciated coinage. The underground cable referred 
to last year was taken up and the copper shipped home and 
sold at £130 per ton, realising £2,300. The railless tram 
service had been slightly extended to Honan Road Bridge. 
and the route continued to be well patronised. If the Council 
sanction. the new scheme they would gradually introduce the 
railless system on some of the narrow streets. 


Colombo Electric Tramways & Lighting Co., Ltd.—Divi- 
dend, 10 per cent. (20s. per share), free of income-tax, for 
vear; £15,000 to general reserve and renewal fund, from 
which £4.00) has been written off special renewal account, 
leaving. £78,000; £8,805 forward. | 


A. Reyrolle & Co., Ltd.—The net profits for 1916,- after 
providing for debenture interest and including £2,896 brought 
forward, were £16,579. A dividend of 12 per cent. jis pro- 
posed on the ordinary shares, together with a bonus of 10 
per cent. on both the preference and ordinary shares. trans- 
ferring £5,000 to the reserve, and leaving £3.779 to becar- 
ned forward.—Fimanecter. 


Metropolitan Carriage, Wagon & Finance Co., Ltd.— 
According to the Morning Post, the directors propose to in- 
crease the capital of the company to £38,000,000 by the crea- 
tion of a million ordinary shares of £1 each, and to capitalise 
£1,424,712, being part of the undisturbed profits and reserve 
fundi, bv a distribution to the ordinary shireholders at the 
rate of one new share for every share of £1 held. 


Merthyr Electric Traction & Lighting Co., Ltd.—Revenuc 
227 179, compared with £26,935. Reserve, £1,000; dividend 
on preference shares, £1,500; 6 per cent. on ordinary shares, 


‚ £2,400: earned. forward, £507. 


Penarth Electric Lighting Co., Ltd.—Revenue for 1916, 
£5.37}: working expenses, £3,486. There is put to renewals 
fund, £750: dividend of | per cent. on the ordinary shares, 
£2350; carried forward, £288. : 


Brisbane Electric Tramways Investment Co., Ltd.—The 
Tevenue account for 1916, consisting of the dividend received 
from the Brisbane Tramways Co.. Ltd., amounted to £94,936. 
Available balance £101,792. A balance dividend of 4s. per 
share, free of income-tax. on the ordinary shares, making А 
рег cent., free of tax, for the vear, is to be paid, and £23,567 
carried forward. 


Mirrlees, Bickerton & Day. Ltd.—' he net profit, after 


Providing for depreciation and = directors’ fees and excess 
Profits duty, is £16,947, plus £2,088 brought forward. The 
directors recommend adividend at the rate of 73-per. cent.. 
ree of tax. on the ordinary shares, transferring £5,000 to 
reserve fund, and carrying forward £1,266. 


Chloride Electrical Storage Co.. Ltd.—The directors pro- 
Pose to make up the ordinary share dividend for the past 
Year to 10 per cent. A 100 per cent. scrip bonus was recently 
eclared.—Financial Times. i 


Western Telegraph Co., Ltd.—lhe directors have de- 


clared the third quarterly interim dividend of Зв. per share, 
ree of income-tax. 


the astner-Kellner Alkali Co.. Ltd.—Interim dividend for 
ё ax months ended March 3156, 9 per cent | 


© 


STOCKS AND SHARES. 


TUESDAY EVENING. 


SEVERAL of the clouds which have overhung the Stock Exchange 
markets for the past three or four weeks have either rolled 
away completely or else are sufficiently rent by blue patches 
to re-induce confidence апа restore firmmess to the House as 
a whole. The Russian news, of course, is the principal factor. 
Everybody now declares that he never entertained. the least 
vestige of doubt as to Russia remaining staunch to the Allies; 
and this 15 true in a measure. Otherwise, prices would have 
fallen much more severely than the? did. At the same tine, 
the off-chance of German intrigue proving successful at 
Petrograd certainly helped to raise a bar against business. 

The intimation that the United States would shortly put 
a division of men into the field came as another helpful con- 
sideration. The settlement. of the engineers’ strike had been 
regarded as a inatter of days, but the 'bus strike looked more 
serious—at any rate, to Londoners unused to walking; and 
the removal of apprehension on the score of being able to 
get boot-leather to outlast the strike trouble was one of the 
reasons which dispelled dulness and depreciation. Money is 
plentiful, and peace rumours begin to circulate again. 

Underground Electric income bonds recovered to 804 after 
touching 784. The shares of both classes, however, are un- 
changed, having been little affected by the strike. Metro- 
politan consolidated is a dull spot at 923, and Districts keep 
steady about 16. Stagnation is the ruling note in the Home 
Railway stocks; and when in any market there is nothing 
doing, the inevitable tendency is to let prices droop. 

With a fresh recovery to nearly 18. 2d. in the Brazilian 
exchange, the prices of all stocks and shares connected with 
the country are once more on the up grade. Brazilian Trac- 
tion common have recovered to 48, and the preferred are a 
good market at 90. Rio Tramway 5 per cent. mortgage bonds 
that is to say. the second issue—are a little better at 75}; 
while the Firsts have been changing hands just lately on the 
hasis of 871. The Anglo-Argentine group, on the other hand, 
is a trifle easier, the first preference declining to 3 1/16, with 
business at 62s. 3d. at the end of last week. The 4 per cent. 
debenture stock has developed a mild activity at 73, and the 

} per cent. second debenture, is quoted 734, and the 5 per 
cent. debenture holds its improvement at 69. 

Of the Mexican issues, the 5 per cent. first mortgage bonds 
remain at 40 and the 6 per cent. seconds at 30, while no 
further. changes occurred this week in the Mexican Light and 
Power descriptions. Kalgoorlie Electric Power preference 
rove nearly Is. to s. 3d. Vietoria Falls preference are fairly 
lively at 21s. 6d. | 

Domestic electric shares аге extreinely steady, and what 
little business there is centres on those of the London com- 
panies. County of London ordinary are a firm spot at 104, 
and could probably be sold about this price. Cities have been 
done as high as £12 within the last few days. Some atten- 
tion is also directed to the debenture stocks, City 5 per cent. 
debenture commanding 93. The company's 44 per cent. 
second debenture has not been dealt in for the past six 
weeks, and is called 78 middle. The same price is quoted 
for County 44 per cent. first debenture stock, the company's 
second debenture, also bearing interest at 44 per cent., being 
about 76. A buyer paid 43s. for Edmundson's 6 per cent. 
cumulative preference the other day; and the last tine that 
the 6 per cent. non-cumulative preference changed hands was» 
at 10s. Business in the company's ordinary shares has died 
away for the time being; the nominal price is 3s. 9d. for 
the £3 shares. E 

Canadian electric bonds and shares have been influenced 
hardly at all by the declines that have taken place in many 
of the American industrials. attributed*to the new financial 


' conditions that arise out of the entry of the United States 


into the war. Canadian General Electrics remain at 114 for 
both common and preference, Shawinigan Water at 1274 and 
Kaministiquia at 122}. | 

The figures shown in the report of the General Electric Co. 
of New York are little short of astonishing. The companv 
made a net profit of 154 million dollars, as compared with 
111 million dollars in the previous vear: while the gross sales, 
at 1344 million dollars, are nearly 50 million. dollars more 
than they were in the corresponding twelvemonth. Тһе con- 
nany has paid 8 per cent. for the last 15 years. The directors 
have left thi& rate unchanged, notwithstanding the huge ex- 
pansion in the profits. The company’s surplus is now over 
94 million. dollars. | 

The Electric Construction Co. of. fhis country. publishes 
figures which look a bagatelle when compared with the 
gigantic totals of the New York concern. But it has done 
considerably better than it did in the year 1915-16, the net 
profit of £51,500 being £8,000 higher than it was in the 
previous vear. The directors keep on the conservative side 
bv retaining the dividend at 73 per cent.. but the carrv- 
forward is nearly donbled at 31.400. Tt is stated in the 
report that the excellent results are due to the larger turn- 
over. The price of the shares remains at 90s. | 

The Castner-Kellner interim dividend is also out since we 
last wrote. and is the same as before—namelv, 173 ver cent. 
This is regarded in the market as satisfactorv. and the recent 
improvement to З 5/16 is maintained. British Westinchouse 
preference improved to 23, on the result of the meeting on 
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Жау, when the shareholders assented to the scheme of 
reorganisation, of which we have already given the details. 
The expectation here is now general that by the directors' 
plan for bringing the control of the company into this country 
profita will be substantially increased through the extra oppor- 
tünities which this will give the board of obtaining lucrative 
contracts, which, as we said before, could not have been 
handled under the ægis of an American-controlled concern. 
Callenders are a good market at 138, showing a rise of 
7s. 6d. on the week. On the other hand, British Insulated 
eased off to 124. A buyer came in for Edison Swan 4 per 
cent. debenture stock, upon which the price hardened to 701. 
Further particulars are now published of the issue of 5 per 


- cent. extension debentures (1917) in the Metropolitan Electric 


Supply Co. All the debentures must be redeemed within 14 
vears by annual drawings. During the first seven years the 
redemption price will be 100, and. in the second period it will 
be 1024. There is no market in the Stock Exchange for the 
bonds, but they are being offered outside at 95. It is said 
that the company sold them at 90; and, as we hinted a few 
weeks ago, there is a certain soreness in the London market 
at the debentures having been placed away from London in 
the first instance. From the investment point of view, they 
were certainly attractive at the latter figure. Even at 95, 
the vield is 5§ per cent. if the bonds run to 14 years’ 
maturitv; while if they are paid off in the first year, the 
return would work out to over 104 per cent. on the money. 

Marconis have again come in for attention, principally be- 
cause of the activity that has developed in the shares of the 
Marine subsidiary. The latter rose to 23, and the parent 
shares are within 1/16 of £3. Industrials generally are 
steady. Rubber shares show a trace of langour, although the 
price. of the material is good at 3s. 14. por lb, 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи ELEOTRIOITY COMPANIES, 
Dividend Price 


=—^===. May 92, Rise or fall Yield 
1916. 1916, 1917. this week, p.o. 


Charing Cross Ordinary e. 56 5. ~- т 210 
Chelsea oe oe ee ee 4 3 2 Е а 4 4 
City of London .. as is 8 8 11 — 16 2 
do. do. 6 per cent. Pref. 6 6 10 -— 0 0 
County of London ee . 9 7 104 — 18 4 
. do. 6 рет cent, Pref, 8' 6 10 — — 0 0 
Kensington Ordinary .. г 7 10 bi — п? 
London Electrio .. x КР 8 8 1 — Nil 
Metropolitan oe ee ee 8 8 * 9 е2 0 0 
о. percent, Pref. 44 44 » — 4 0 
Bt. James' and Pall Mall 58 8 8 6 — B 0 
South London ee oe СЕЈ 6 Б 23 === 5 6 
South Metropolitan Pref. a 1 1 91/- — 18 4 
Westminster Ordinary .. .. 7 7 б — 5 9 


TRLEGRAPHS AND TELEPHONES. 


+ 


Anglo-Am. Fel. Pret. .. oe 6 6 57 +4 3 9 
do. Def. .. .. 886 14 224 — 18 4 
Chile Telephone .. rë œ. 8 8 . 6048 — 15 4 
Cuba Sub. Ord. ee ee ee Б 5 8 =— à b 0 
Eastern Extension p » 8 8 184 xd — 18 6 
Eastern Tel. Ord. ee ГЕ ) 8 8 188 a. 16 0 
Globe Tel. and T. Ord. .. T 7 1 19 + 19 0 
. do. Pret. . T 6 6 10 + i 18 5 
Indo-European .. T .. 18 18 49 — 11 4 
Marconi .. .. ee .. 10 10 213 + А 8 0 
New York Tel. 4à “a 4 44 99 — l1 v 
Oriental Telephone Ord. „ 10 10 94 — 14 1 
United R. Plate Tel. я ax 8 8 ^ 68 -— 0 9 
West India and Рап, .. Р" ва. ва. ц +3 4 5 
Western Telegraph „в 2% 8 8 14 — 14 4 
Номи RArLs., 
Central London, Ord. Assented 4 4 60% ЕЕ 8 0 
Metropolitan... " vs 1 "Pr — } 8 0 
do. District  .. .. Ni Nil 16 — Nil 
Underground Electric Ordinary Nil Nil 13 — Nil 
do. do. "A" .. Ni Nil 6/- — Nil 
do. do. Income 6 6 803 +14 6 4 8 
Fonrien Trams, &c. i 
Dividend 
PN 
1914. 1916. 
ааа ‚6 par cani, Eres, 6 6 5 — 6 0 0 
O- Arg. Trams, First Pref. ) 8 — 819 6 
do. 2nd ef. ce ef 5i a — їн Ы Sov 
: do. b Deb. ee 5 B 69 Tn 7 5 0 
Brazil Tractions .. x v 4 4 48 . *1 Nil 
Bombay Electric Pref. .. .. 8 6 `' 10 — 6 00 
British Columbia Elec. Rly. Pice, 5 b 60 — 8 6 8 
do. > do. Preferred — Nil 424 == Nil 
do. do. Deb. 4) 5 64 — 6 19 10 
Mexico Trams 6 per cent. Bonds — N 40 — Nil 
.do. « (percent. Bonds — Nil 80 — Nil 
Mexican Light Common v. Nil Nil 1 — Nil 
do. Pref. oe ee Nil Nil 21 -—— Nil 
do. 1st: Bonds na Ni Nil 87 -— — 
Manvracrunme COMPARINS. 
Babcock & Wilcox "s æ. 14 15 9 — 520 
British Aluminium Ord. Mie 5 7 t6 9 — 7 710 
British Insulated Ord... .. 15 17 13i — 1 700 
British Westinghouse Pref. .. 7 1 2 + м 66 4 
Cablenders ee oe ee ae 16 ' 90 leg те , 7 6 10 
da. 6 Pref. ee eo | 4 m 8 о 0 
Castner-Kellner .. - . 20 92 Зу — 6 18 0 
Edison & Swan, £8 paid . Ni — — . Nil 
do. до. 4 percent. Deb. 4 4 70% +1 513 6 
Electric Construction ..  .. 6 1% П —: 7100 
Gen. Bleo. Pref. ee ee ее 6 6 93 те $ 6 8 1 
do. | Ота. ee oo oo 10 10 15 ior NR 6 18 4 
Henley е о ee eo ee І 90 95 | 154 — | 8 | 1 8 
D do. 4 Pref, ee ee ee 44 4$ 4 — 5 12 6 
,India-Rubber  ..  ,.  .. 10 10 : 1H —. 5 8 4 
"Telegraph Oon ..  .. .. $390 90 87 ыг 6 9 10 
; * Dividends paid tree of income-tax. 


` MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, May 23rd. 


ааа аа ee ss 
a Sodium Bichromate, casks .. рег lb. 


$, 
CHEMICALS, &c. en. ош 
a Acid, Oxalic "e ee oe ee per Ib. * 1/6 „ 
a Ammoniac Sal .. a .. per ton £75 T 
a Ammonia, Muríate ( e crystal) i £54 T 
a Bisalphide of Carb ee n » £323 ee 
a Borax.. ee oe ee ee » £38 es 
7 a Copper Bul hate ee ee ee ГТ] &61 10 es 
a Potash, Chlorate .. .. ^. рег1Ь. 2/6 | а 
а [T] Perchlorate ee ee (X) 2/- | $. 
a Shellac e" AN Mn .. per owt. 215/- ng 
a Sulphate of Magnesia .. .. рег ton £16 е 
` а Sulphur, Sublimed Flowers .. T £35 a9 
a »9 Lump eo ee ee ГҮ] £20 „„ 
a Soda, Chlorate ee ee oe per Ib. 1/- ee 
a » C per ton 120/ Sé 
METALS, &c. , 
c Brass (rolled metal 2" to 12" basis) per Ib. oe oe 
c » Tubes (solid drawn) x ўа de | di 
c » Wire, basis .. x m » s 5 
c Copper Tubes (solid drawn б% " 1/84 to 1/9 А 
= » Bars (best selected) .. рег ton £165 i 
g M" Sheet oe ee eo » £165 . 
g ” Rod oe ae oe ee LT] £165 А 
d › (Electrolytic) паса x is £142 , 
d 99 ry 99 heets ee » - £167 ^ 
d » He Wire Rods "i £150 д 
d » уз Н.О, Wire per lb. 1/54 5 
f Ebonite Rod oe ee ee ee „э 8/- ee 
f , Sheet ee ee ee 99 2/6 ee 
nGefman Silver Wire... .. 2/8 
А Gutta-percha, fine oe ee ee ,9 6/10 | .. 
h India-rubber, Para fine .. sa w 8/1 4d. inc. 
i Iron Pig (Cleveland warrante) .. рег ton Nom. ee 
| , Wire, galv. No. 8, Р.О. qual, Pr £40 e 
g Lead, English Pig .. oe ee э” „+ ee 
Meroury - T s .. per bot. Nom. T 
e Mica (in original cases) small .. per lb. 6d. to 8/- Ф 
€ n » » medium »" 8/6 to 6/- 
€ JM. [T] aD large eo Т] 7/6 to 144- & up. 
d Silicium Bronze Wire .. .. per Ib. 1/9} | 


r Steel, Magnet, in bars .. .. per ton 
g Tin, Block (English) ee oe [T] t. 
n » Wire, Nos. 1 to 16 oe ‚ oo per lb. 8/6 


_— CR EP P M — = 


Quotations supplied by— 
g James & Shakespeare. 
h Edward Till & Co. 


a G. Boor & Co. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. i Bolling & Lowe, 
e F. Wiggins & Sons. i Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and п P. Ormiston & Sons. 

Telegraph Works Co., Ltd, r W. F. Dennis & Co. 


Central Station Employes.— According to the. Eastern 
Morning News, Mr. Charles Doughty, appointed by the Industrial 
Commission, presided at the Guildhall, on May 16th, in arbitra- 
tion proceedings between the Hull Corporation and employés of 
the electricity department. The latter had made an application 
to the Corporation for an increase of 12s. a week, in accord- 
ance with an award of the Committee on Production. Mr. 
H. A. Learoyd (town clerk) represented the Corporation, and Coun- 
cillor Pybus (chairman of Hull Electricity Committee), Mr. Magoris 
(acting city electrical engineer), and Mr. T. G. Milner (city 
treasurer) attended. Mr. P. J. Tevenan (general secretary of the 
Municipal Employés’ Association) and Mr. J. M. Gibson (district 
secretary) put the case for the men, who are in a certified occupa- 
tion. It is stated that if the amount were awarded the cost would 
represent £2,000 a year. Mr. Doughty expressed appreciation at 
the way the case had been put on both sides. The award will be 
made in due course. | 

Willesden U.D.C. has revised the scale of wages to the technical 
staff as follows :—Senior charge engineer and meter tester, 40s. per 
week, rising by annual increments of 2s. 6d. to 50s. ; shift engineers 
35s., rising to 47s. 6d. ; junior engineers 20s., rising to 308. ; works 
foreman 50s., rising to.60s. ; plumber jointers 45s., rising to 52s. 6d. ; 
mains ganger 408в., rising to 47s. 6d. ; arc lamp mechanio 378. 6d., 
rising to 45s.; arc lamp trimmers 30s., rising to 37s. 6d. ; motor 
mechanics 37s. 6d., ricing to 50s. ; installation inspectors 378. 6d., 


.rising to 47s. 6d. 


Educational.—The Court of Governors of Sheffield 
University have sanctioned separate Faculties of Engineering and 
Metallurgy in place of the existing Faculty of Applied Science. 
The Vice-Chancellor (Dr. Ripper) announced that it had been 
possible to include among the members of the Faculty of Eng!: 
neering two distinguished members of the profession —Mr. W. H. 
Ellis (Master Cutler) and Mr. S. Blake Walker. | 


The Metric System.—At the dinner of the Brighton 
Rotary Club last week, the president (Mr. A. F. Graves) told & 
story of his meeting two Polish gentlemen during a trip on the 
Continent, who caused him great astonishment by their perfect 
knowledge of English. In reply to his inquiry as to how they 
learnt to speak the language so well, they replied that, as they h 
only such a very simple system of weights and measures to leam., 
they had plenty of leisure in which to aoquire other languages 
besides their own. 

Compulsory use of the metric system waa urged on Wednesday 
by the Т.С.С. Edu cation Committee. 
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SURGE BREAKDOWNS IN NETWORKS. 


ae 


IN a recent issue of the Rerue Générale de Г Electricite, M. J. 
Sarolea, Technical Director of the Société Lyonnaise des Forces 
Motrices du Rhone, describes two important breakdowns which 
occurred on his network, and which he attributes to resonance set 
up by over-voltage surges. The first of these breakdowns occurred 
some months ago, when а dead earth was established on a 
3 X 25 sq. mm. bigb-tension cable feeding a metallurgical works 
situated 985 yards from the end of a 3 х 150 sq. mm. feeder, 
4,500 yards in length. The feeder was connected to the hydro- 
eleetric power house through an induction-type booster. Simul- 
taneously with the occurrence of the dead earth, the leading-in 
turns on the station side of a modern static booster were short- 
circuited between themselves, put to earth, and finally cut through 
from the first to second or from the second to third turn in each 
of the three columns. Also, an alternator was put out of service 
by short circuit between turns at about one-quarter of the length 
of the windings from the leading-in point. Inspection of the 
cut-outs on the network showed that 42 of-them had operated, 
whereas those іп the power house, even om the bars, had remained 
inoperative. 

The second breakdown considered occurred a few months 
later, when an earth developed on a branch of the network 
(3 x 15 sq. mm.) opposite the collar of a high-tension box, 
about 1,100 yards from the distributing post of a 3 x 300 sq. mm. 
feeder, 8,550 yards in length. Two adjacent alternators in the 
hydro-electric station were seriously damaged, and a third machine 
suffered short circuit between turns in one coil at about one- 
twelfth the distance from the lead-in ; the insulation to earth of 
this coil remained perfect. The machine most seriously injured 
had a general short circuit neaf the terminals, and several adjacent 
coils were badly damaged. Projection of molten metal and dis- 
placement of the arcs by windage from the rotor were apparently 
responsible for the breakdown of the adjacent alternator. The 
third alternator, however, was some distance from the other two. 
Many cut-outs opened in the network, but the station cut-outs 
remained closed. 

The series instrument transformer of the first alternator (which 
experienced general short circuit) practically exploded, with the 
expuleion of à number of arcs and a fusillade of pieces from the 
wreckage of the transformer and the framework. The 17 other 
alternators in service at the time delivered an enormous current to. 
the short-circuited alternator, and it was the heating effect of this 
current and zot its electromagnetic action on the winding that 
destroyed the instrument transformer in this case, and in others 
which have come under the author's notice. Thecopper is brought 
practically to melting point, witlrthe result that the porcelain or 
other supporting insulation is shattered. 

These two breakdowns are amongst the most serious encountered 
during 18 years of intensive operation, and one cannot fail to be 
struck by the following points of similarity in the two mishaps. 
A dead earth on the high-tension network at a point far from the 
station ; a short circuit between phases and earth at the leading-in 
terminale of an alternator or step-up transformer on the station 


side; a short circuit between turns in a coil remote from the · 


leading-in terminals of a second alternator, this coil remaining 
perfectly insulated from earth ; and, finally, the indifference of the 
station voltage limiters, despite the operation of many limiters on 
the network. 

. A great many critical and analytical theses have been published 
during the past few years concerning pressure surges in generator 
and distributing circuits, and much valuable information and 
assistanoe has been derived from these theoretical investigations. 
It is noticeable, however, that the cause and circumstances of 
pressure surges have been expounded more accurately and more 
frequently than simple remedies have been suggested. For a long 
time too much importance was attached to surges set up by sudden 
interruption of short circuits. Petersen estimates that such surges 
rarely exceed 20,000 volts after total reflection of the surge wave 
on windings of high “ characteristic resistance." Тһе author 
estimates that the general potential increase on his network due to 
interrupted short circuit could hardly exceed 10,000 volts. Such 
surges could cause numerous failures of insulation, but it is not 
necessary to bring in these surges to explain the damage to various 
р of the equipment caused by the breakdowns described 
above. 

When an accidental “earth” occurs on a distribution cable, the 
effect may be investigated by assuming that an E.M.F. equal and 
opposite to the instantaneous P.D. to earth is applied to each phase 
at the point of breakdown. Making certain justifiable assump- 
tions, and proceeding by means which it is not necessary to repro- 
duce in detail, it is an easy matter to arrive at an approximate 
estimate of the surges set up by connecting a source of known 
voltage and unrestricted power to a circuit open at its.far end, and- 
either homogeneous or composed of sections with different charac- 
_ teristics. In some cases the resultant pressure wave is very com- 

plex. On applying an E.M.F. E from a source of unlimited power 
> toa cable which is connected to a second cable of high resistance 
*s compared with the first, and open at its far end, the wave 
reflected from the beginning of the second cable is 2 E in ampli- 
tude, and from the end of the line is 4E. If an earth or short 
circuit occurs at a point on the conductor at voltage E, the absolute 
value of the discharge wave cannot exceed 3 E. The problem is 
Bl | cr M UM IN i e m E 


* The characteristic or wave resistance of the line = 4/(Aiy) = 
у (linear self-inductance/capacity), and is about 600 ohms for 
aerial lines, 40 or 50 ohms for the author's subterranean cables, 
and 100 to 1,000 ohms for transformers and machines. 
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simplified if the two cables аге of equal length, ог if the length 
of the second is a multiple of that of the first. There is then 
resonance. 

Under practical conditions neither surges nor beats conserve 
either their amplitude or their rectangular wave form. ` Damping 
reduces the amplitude (the more rapidly, the higher the frequency 
of the harmonics), and the speed of transmission of the waves 
depends on the degree of the harmonic. The conditions of reson- 
ance—when E is applied to one line connected to a second of high 
wave resistance—are fulfilled when the length of the second line is 
equal to, or three, five, or seven times, that of the first line. The 
maximum surge voltage is reduced in the ratio of the square root of the 
lengths. If the second line be short-circuited at the far end there is 


resonance when the length of the line is any whole multiple of 


the length of wave emanating from the source. This natural 
period of vibration, corresponding to a homogeneous line of 
length /; vibrating in quarter-wave, is found in any circuit com- 
prising inductance L and capacity C in series, so long as 
2тутс э 4 је = 4 jr. From this follows a proposition of 
the highest practical importance. Any sustained wave of” 
length 4 /; produced in a homogeneous line of length lı (whether 
by closing an interrupter connected to a source of unlimited 
power or by short-circuiting or earthing some point in the - 
circuit), causes pressure resonance—theoretically unlimited, but 
restricted in practice by damping. Dangerous pressures may be 
reached, even if 2 т /LC is only approximately equal to 4 /,/r. 
In a modern central station network, there are always in series 
such inductances as cut-out coils, current transformer primaries, 
boosters, and transformers, and such capacities as those of generator 
cables, bus-bars, and so forth. The number of factors is so great, 
and conditions are so variable; that they cannot reasonably be made 
the basis of numerical calculation, but since 4 /,/r is obviously 
small (/ being only a few miles in cable networks, and r being the 
velocity of wave propagation), L С may also be very small. so that 
resonance, or a dangerous approach thereto, is easily realised in 
practice. 

The three frequencies, quite independent of each other, which it 
is necessary to take into consideration when studying abnormal 
pressures in large distributing systems, are :—-(1) The generator 
frequency and its odd harmonics (generally of negligible ampli- 
tude in the higher frequencies). (2) The natural frequency ot 
the circuit and the odd harmonics, which are generally damped 
out by transmission lines, and to a still greater extent by cables. 
(3) The frequency of the disturbance produced in the circuit, 
which appears as a series of waves propagated along the line, and 
reflected partially, or wholly, with interferences or complex 
superimpositions. 

In the two particular breakdowns here considered a discharge 
wave was propagated through the system, following the earthing 
of a high-tension cable, and this set up numerous partial and 
complete reflections and a very complex distribution of pressure. 
None of the 800 transformers (some very old) on the system, nor any 
of the 360 km. of high-tension cable suffered any injury from the 
wave. Damage was confined to modern and thoroughly well-built 
apparatus in the station itself, doubtless owing to local circum- 
stances making the stress on -the insulation particularly severe in 


these cases. The initial "earth " on the network, at a distance of 


several kilometres from the station, was equivalent to the sudden 
application of a negative E.M.F.: — (E) = — (К 3,500/¥ 3) set up 
by a short wave of length nearly equal to that of the oscillating 
circuit. The latter included booster at station entrance bus-bar . 
capacity, feeder trip-relay transformers, feeder board capacity, con- 
nector bars, generator bus-bars, serfes transformers, and capacity of 
generator cables. | Abnormal pressure being developed on the 
bus-bars by resonance, the leading-in turns of apparatus connected 
directly thereto were stressed to a maximum, and, doubtless, the 
insulation turn to turn was somewhat defective at the points where 
breakdown occurred. The frequency corresponding to 4//r, where 
lı represents several kilometres of cable, is such that the pressure 
strain diminishes from the leading-in terminals towards the neutral 
point, hence breakdown occurred near the terminals of the apparatus 
on the bus:bar side. i 

The fresh "earth" thus'developed amounted to applying an 


 E.M.F.of — (к 3,500j V 3) to the station circuit at 100 ft. or so 


away from the bus-burs. This set up a very short, high-frequency 
wave, which was amplified by pseudo-resonance, on its way 
tbrough the ammeter coils and the capacity of the bus-bars, and 
then reached the alternators. In the first case—short circuit at 
the booster terminals—the pressure (— E) was propagated as a 
rectangular wave, and the length of cable to each alternator 
vibrated in quarter-wave. In the case of short circuit at the 
alternator terminals, the pressure (— E) was reflected at the 
booster terminals, and returned thence with an amplitude (— 2 E), 


the resulting sustained oscillation vibrating with a length = 4 x 


distance from short-circuited alternator to boosters. 

This time there was not a gradual and continuous pressure 
decrease from the booster terminals towards the neutral point. 
The alternators vibrated like Seibt coils or Oudin resonators. A 
number of pressure nodes and loops formed along the windings, 
and breakdown occurred from turn to turn at & point (far from 
the lead-in) where the insulation was comparatively poor. 

In this case. as in all practical cases, the composition of the 
resonant circuit is complex and variable, but not arbitrary. Its 
capacity varies from a very small value to several microfarads, the 
corresponding inductance varying from some hundredths of a 
microhenrv to several microhenries. Another most important, 
but indeterminate. factor, is the value of the resistance and self-. 
induction of the-alternators. | 

The author goes at length into the question of damping and 
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evaluation of: those constants of the circuit affecting the propaga- 
tion'of surges, but for the most part these investigations are 
qualitative rather than quantitative. There are enormous diffi- 
culties in the way of effecting exact numerical calculations ; 
indeed, the basic data have to be assumed. Steinmetz has given 
simple formula for the resistance and reactance of conductors to 
high-frequency current. assuming an infinitely long conductor 
without return. The effective resistance is composed of a thermic 
resistance varying with the dimensions of the conductor, the fre- 
quency, the specific constants, and the permeability ; and of a 
radiation resistance varying with the frequency, but independent 
of the dimensions and specific qualities of the conductor. A hori- 
zontal conductor parallel to the ground fulfils the assumed con- 
ditions only approximately, and, in the case of an alternator or 
transformer winding, the correction factor is far greater. as well 
as being uncertain. The simple resistance Tormul: are still fairly 
well applicable, but the self-inductance is approximately multi- 
plied by x, where x is the number of turns in series in {ће coil. 
Complex though the conditions are in a circuit including multiple- 
turn coils—partially embedded in laminated iron and subject to 
the influence of electrostatic and electromagnetic induction. 
Foucault currents, and hysteresis-it is yét possible to define 
limiting conditions, and to explain the turn-to-turn breakdown. . 
In practice, such breakdowns may occur in the body o£ apparatus 
away from the terminals, by the same action which causes loops 
and nodes of pressure in an Oudin resonator. A transformer, for 
instance, when subjected to a high-frequency E.M.F. may yield a 
distribution of pressure in no way proportional to the number of 


turns between the points concerned, and the stress on a central. 


section of the winding may be three times as great as on the end 
sections. | 

The sudden closing of a switch on a network previously on open 
circuit produces charging waves, which are much less dangerous 
than those of discharge produced by earths or short circuit. The 
charging wave consists of a single train, generally heavily damped, 
whereas the wave of discharge in the case of an earth or short 
circuit is destroyed twice per cycle, and instantly re-established. 
The effect of the latter is much more serious, even with equal 
initial amplitude. 

When considering methods of protection it must be remembered 
that, although cables and the various distributing apparatus may 
legitimately be expected to resist surge voltages occasioned by 
everyday conditions of manipulation and operation, it is going too 
far to expect (and is hardly possible to secure) immunity from 
damage under the abnormal conditions arising from dead short 
circuits, earths, incorrect connections, and so forth, Protection 
against such conditions must be provided by special apparatus, to 
the principles and design of which too little attention is paid, 
even in the most modern distribution systems. A great deal of 
attention has been given to protecting high-power transformers 
against switching-on surges; generally a " shock.resistance " is 
inserted momentarily in circuit just before the main switch is 
closed, and transformers have specially insulated shock-coils. 

In alternators, as well, it is necessary to pay close attention to 
the insulation turn to-turn. The windings of alternators generally 
lack rigidity, and are subjected continually to vibration ; to the 


1+ 


powerful air currents set up by salient-pole rotors: and, worst of . 


all, to violent and repeated electro-mechanical shock due to short 
circuits ih the network and the rush of current caused by inaccu- 
rate synchronising. The final effect is to wear away the cotton 
insulation and produce weak (or bare) spots. easily susceptible to 
breakdown turn-to-turn. The risk is particularly great inside 
tubes through which the coils pass; due to defective cooling 
facilities, ahd particularly when overloads are frequent, the cotton 
covering of the wires loses tenacity, dries to a carbonised appear- 
ance, and becomes friable. In new machines or in old ones under- 
going repair, every care should be taken to secure absolute rigidity 
іп the coils, which, so far as possible, should be former- wound and 
impregnated with insulating compound. Another important 
advantage of the latter construction is that by excluding air from 
the coils, the destructive effect of ionisation is avoided ; this 
effect is serious in non-impregnated coils where pressures of 8.000 


` to 10,000 volts or over are concerned. 


Other precautionary measures consist in preventing over-voltages 
and steep-fronted waves from reaching alternators (which are 
always the worst insulated elementa in distribution installations). 
Inductances of very low value should not be inserted in the feeders 
and near the generating station, for they are liable to cause reson- 
ance of surge waves due to earths or short circuits. In order to 
carry to earth as soon as posgible any dangerous over-voltages 
which may be engendered, voltage limiters should be installed at 
frequent intervals. The author recommends that these be con- 
nected directly to earth through small fuses: the limiters may be 
Protected against even a momentary excess of current by providing 
them with permanent, solid resistances—say of some tens of 
ohms, according to the characteristics of the network. Аз a pro- 
tection against high-frequency pressures. Gino Campos suggests 
that 9onductors be electroplated with high-resistance metal. so as 
to increase the skin resistance and damping. He installs also 
along the line, coils with secondaries closed on ohmic resistances. 
inductances shunted on ohmic resistances. condensers in series 
with résistances, or a combination of these devices. Laboratory 
tests show sure attenuations of 65 to 99'5 per cent. for frequencies 
from 50 to 500 kilocycles. 

_ In a recent patent. Steinmetz proposes to avoid local resonance 
in the windings of large transformers by building these from coils 


‘containing a different number of turns, and arranging the coils in 


various ways in series and parallel. The windings are not then 
homogeneous. and neighbouring coils have different natural 
"riods of oscillation ; hence waves are limited by interference 


anddamping. whether they are broughtlinto the windings or originate 
within the latter. Feldman and Herzog state that hysteresis and 
eddy-current losses in the sheathing of armoured cables are 40 
times as great as in the conductor itself for high-frequency 
oscillations. The damping is therefore relatively high, but -the 
energy available may be 600 times as great as in unarmoured 
cables. Petersen damps out oscillations by rapid damping, and 
prevents resonance between „the inductances of cut-out coils, 
measuring transformers, wattmeters or ammeters. &c., and the 
capacity of bus-bars and alternators, by shunting the inductances 
with small graphite resistances. 

The author has great faith in the possibilities of large-capacity 
condensers installed in the station оп the bus-bars. ‘The capacity 
must, however, be sufficiently large. Guilbert has recently stated 


‘that several hundred microfarads, installed at the alternator 


terminals, are required to prevent with certainty resonance of the 
fundamental harmonic. Suchacapacity is inadmissible in practice, 
hence one is obliged to rest content with partial limitation of harmonic 
gurges when using a protective capacity. The latter representing 
only a small fraction of the total capacity of th: network. its con- 
nection to the bus-bars hardly modifies the resonance conditions for 
forced waves. Theauthor concludes that, in his particular network. 
a capacity of 5 mfd. would protect windings against breakdown. 
turn-to-tufn, caused by steep-front surges. Large capacities for 
industrial service would be costly, and would occupy much space, 
but it is worth while to attack the p.oblem of their use. 

Specifications for slternators should include a clause requiring 
special insulation turn-to-turn and turn-to-frame on the leading-in 
sections of the winding (as in modern transformers). Pressure 
surges in generating. receiving, or sub-stations, due to short circuits 
or “earths” on the line may. under present-day eonditions. cause 
breakdowns which are very serious by reason of the interruption 
of service, as well as on account of the material damage caused 
directly. The study of such surges forms a special ohapter in the 
technology of electrical distribution, and one which is yet scarcely 
opened. 
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: THE TUNGAR RECTIFIER. 


IN .the General Electric Lericw for March, Mr. R. E. Russell 
describes the hot-cathode argon gas-filled rectifier developed by the . 
Research Laboratory of the General Electric Co. (U.S.A.). 

The Kenotron rectifier, described in our issue of May 7th. 915, 
is suitable for rectifying very high voltages, and has a drop in 
voltage of 100 to 500 volts between the anode and the cathode : 
the Tungar rectifier, on the other hand, has a drop of 5 to 10 volts, 
so that it can be used on ordinary supply circuits. Both devices. 
depend upon the same principle—the emission of electrons from ап · 
incandescent filament. In the Kenotron tube the highest possible 
vacuum is maintained, so that the electrons themselves are the only 
current carriers, and the current is small; in the Tungar device, 
an inert gas at low pressure is ionised by the electrons, and the 
ionised gas acts as the principal current carrier, so that the drop is 
ка! and a current of several amperes can be transmitted. Fg. 1 
shows the 2-ampere and 6-ampere bulbs, in which the cathode con- 


Fic. 1.—Two AND SIX-AMPERE TUNGAR RECTIFIER BULBS, 
bj е 


sists of a filament of fine tungsten wire coiled into a closely- 
wound spiral, and the anode is a piece of zraphite of relatively 
large cress-section. The yas employed is argon, which must be 
kept absolutely free from impurities, which affect the voltage cha- 
racteristios of the rectifier and produce disintegration of the 
cathode ; to maintain this degree of purity special substances are 
introduced into the bulb in the course of manufacture, which react. 
on the impurities. The purifying device is. shown in the form of a 
wire ring on the anode: as soon as the tube is started the purifier 
is volatilised. and absorbs any foreignogases. 
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Fig. 2 shows the connections of a half-wave rectifier in their 
simplest form, the equipment consisting of the bulb B. cathode 


filament F, anode A, transformer T for exciting the filament, 


rheostat R, and the load, in this case a storage battery. E 
At present the commercial patterns of the rectifier are all of the 
half-wave type ; the 2-ampere set on'115 volts A.C. will charge 
three lead cells at 2 amperes, six cells at 1 ampere, and eight cells 
at 0'75 ampere ; the 6-ampere set charges three or six cells at 
6 amperes, and another 6-ampere set charges three to 30 cells at 
1 to 6 amperes. Only small sizes. takinge less than 500 watts, are 


^ 


Ете. 2.—CoNNECTIONS OF HALF-WANE RECTIFIER. 
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being gold, but work ів progressing on full-wave rectifiers of larger 
capacity. Two half-wave rectifiers can, of course, be connected up 
50 ай to rectify both waves, if desired. Fig. 3 shows the. 2-ampere 
rectifier with cover removed, the parts including the bulb and 
receptacle, compensator and reactance, fuse and receptacle; the 
compensator is used instead of a rheostat for regulation, and 
reduces the primary voltage to that required to deliver the desired 
direct-current voltage. . The filament transformer and a reactance 
are combined with the compensator. 4 р" 


Fig. 3.—Two-AMPERE RECTIFIER WITH COVER REMOVED. 


The 75-volt set is more elaborately designed, and is provided with 

„a regulating handwheel and an ammeter ; its арос is 75 = 
cent. when delivering its full load of 450 watts. It was designed 
vp for charging 10. three-cell automobile starting and 
lighting batteries in series, and has experienced a large demand for 
à 8 purpose. The smaller 6-ampere set was similarly designed to 
charge three to six cella in the private garage, and the 2-ampere 
om to charge small three-cell batteries for lighting and ignition. 
Mid applications have also been found for the rectifier, some of 
ich depend on the fact that. while the mercury vapour rectifier 
requires а current of at least one or two amperes to maintain the 
: Ке starting, and can be employed in connection with apparatus 
ыч 18 only occasionally energised, without necessitating attend- 
-. The life of the bulb is expected to average at least 600 to 
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bulbs Ours under normal conditions, and many of the standard 

An m run as long as 1.500 to 2,000 hours. 
automat; cresting application of the device іх to charging D.C. 
с signal batteries on railway systems (see fiv. 1). The 


arc, the Tungar is kept excited by the heated filament. Moreover, it | 


track battery consists of three lead cells connected in parallel and 
through a resistance to each rail of track. The rectifier charges 
the battery continuously at about 0°75 ampere. In this rectifier a ` 
transformer with separate windings is used in place ef the com- 
pensator, to prevent connection between the A.C. line and the. 
battery, both of which are earthed. The motor battery used to 
operate the semaphore signals on the block consists of five to 
eight cells; the rectifier is connected in much the same way as the 
track battery rectifier, and gives 0'13 to 0'2 ampere at 10 to 
18 volts, the output being designed to be just sufficient to keep the 
battery in a certain state of charge, by supplying sufficient current, 
to equal the average discharge plus the losses in the battery. The 
practicability of this system is being investizated on an important 
railway system. Other uses of the rectifier are for charging small 
storage batteries for ringing bells and fire alarms, operating private 
branch telephone exchanges, &c., but the possibility of applying it 
to the charging of electric vehicle batteries, requiring 30 amperes 
at 110 volts, seems rather remote. It is stated that the first cost 
and cost of installation of the device are low, and that in the first 
three months nearly 1,000 were sold. 


HIGH-TENSION OVERHEAD TRANSMISSION 
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By С. У. TWISS, А.МІ.Е.Е. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) | І 


P 


(Concluded from page 558.) 


A line insulator, whether of the pin or suspension type, 
may be made, up of one or more shells of poreclain with 
metal parts, usually malleable cast iron or mild steel, and in 
performing its normal function must encounter considerable 
variations of temperature. Expansion and contraction 
stresses may therefore occur even in one of the component 
materials owing to its uneven heating and cooling, and are 
bound .to occur in the different component materials owing 
to their different coefficients of expansion. The problem ія, 
therefore, to shape and proportion the various parts of the 
insulator so that these stresses are kept as low as possible 
and, in conjunction with the.stresses set up by outside loads, 
well within those that the materials can continuously with- 
stand without deterioration. 

Metal parts do not generally fit in elose contact with 
porcelain parts, nor do porcelain parts fit in close contact 
with other porcelain parts; there is always a layer of cement, 
generally neat Portland cement. Any stresses set up by the 
expansion and contraction of the parts wil therefore be 
transmitted through such eement layers. Cement has, how- 
ever, a low modulus of elasticity and a strength under com- 
pression very much less than either iron or porcelain, so that 
it will act to some extent as a cushion. From this point of 
view, the cement layers should be made reasonably thick. 
On the other hand, howeyer,- neat Portland cement unless 
very sound, i.e., thoroughly burned and skilfully gauged, is 
liable to a slight expansion of {ts bulk, which may take 
several years to develop. From this point of view the cement 
layers should be kept thin. i 

Between two parts, such as two shells of porcelain, which 
have the same coefficient of expansion, the desirable thin 
layer of cement can be used without corresponding disadvan- 
tage. When, however, there are solid and bulky metal parts. 
the expansion stresses will be appreciable, and the cement 
lavers must be of greater thickness so as to give the cushion- 
ing effect. In some cases, however. it is possible to keep 
such stresses low, thus avoiding the necessity of the thickest 
layers, as. for instance, by cementing a sheet metal thimble 
instead of a solid pin into a pin insulator. The stress may 
also be reduced by doing the work of cementing at a higher 
temperature, thus reducing the range of expansion, and by 
the employment of other expedients. In any case, however, 
the cement should be chosen’ with care and gauged with 
skill, and the parts should be shaped so that whatever stresses 
may occur will not be localised. 

Pin Insulators.—A ріп insulator may be heated to a con- 
siderable temperature by the sun shining directly upon it— 
probably more on one side than on the other—during which 
time the parts tend to expand; and it may then be sub- 


: jected to a sudden downpour of rain, which suddenly cools 


the top shed. causing it to contract. With small pin insula- 
tors, nothing is likely to happen under these conditions. In 
large pin ‘insulators, such as those for 50 kilovolts, designed 
with the top shell shaped as A in fig. 15. considerable stresses 
may be set up at the corners, thus causing the side to split 
and fall off. - This has been a source of trouble in America. 
It is, however, possible to design the top shed in tHe form 
of a continuous disk, with the head formed on the upper side 
and a flange on the underneath side for fixing to the other 
shells (see В in fig. 15). The flange is given a slight slope 
and the cement space is kept thin. and as porcelain is ^. poor 
conductor of heat, this arrangement of bead and flange 
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largely obviates this trouble. It might be thought that this 
arrangement would weaken the insulator mechanically, but 
comparative tests which have been made show that the insu- 
lators so designed have a strength at least equal to that of 
earlier designs with the heads as shown in A, and have ample 
strength for any load which can (or ought to) come on them 
jn practice. P 

As already set out, the characteristics of the design of a 
pin insulator limit its use to positions where the working 
loads are comparatively small, of the order of, say, 500 lb. 
To obtain very great mechanical strength in а pin insulator 
precludes the shaping of the parts so as to suit best the elec- 
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Fic. 15.—LakGe Prin INSULATORS. Ес. 16.—THIMBLE. 


trical requirements and obtain freedom from stresses due to 
sudden extreme variations of temperature. | 

Аз the strength of the means of attachment, and also of 
the spindle, limit the stresses which can come upon a pin 
insulator, it would appear unnecessary to insist upon a 
strength in the pin insulator very much in excess of that of 
its spindle or of the means of attachment of the conductor, 
especially since, as shown above, the insistence on excessive 
mechanical strength merely obtains something of little or no 
value, at the sacrifice of something of real value. 

Many different methods have been employed for fixing pin 
insulators to spindles, including such devices as the Cordeaux 
screw, hemp fixing, cementing, or cementing-in a separable 
metal thimble into which the spindle is screwed. The desir- 
able fixing is a detachable one, which permits of the insu- 
lators and spindles being transported and handled separately 
and of insulators being replaced. The Cordeaux screw and 
metal thimble both possess this advantage. 3 

The Cordeaux serew fixing has been extensively used in 
- this country, presumably because of its detachability, and 

also, perhaps, because it is inexpensive. The Cordeaux fix- 
ing, however, is certainly not good from an electrical point 
of view, owing to the presence of sharp edges and small air 
spaces between the metal and porcelain, and it is one of 
those liberties which may be, and therefore is, taken with 
insulators for comparatively small voltages, though it 'cer- 
tainly ought not to be taken at the higher voltages. From 
& mechanical point of view the Cordeaux fixing is much 
weaker than any other. 

Hemp fixing was presumably the outcome of the necessity 
for a method of fixing to certain foreign porcelain, a charac- 
teristic of which is its brittleness. With English porcelain—or 
American for that matter—which is tougher and more resi- 
lient, the use of hemp is not at all necessary. In anv case, 
however, to make a good job of hemp fixing, the hemp 
should be wound on the spindle under tension on a lathe 
and screwed in on a lathe; and as such facilities are generally 
not available on the site, it has to be done at the maker’s 
works. On the other hand, however, this increases the cost 
of carriage and the liability to breakage in transit, the extra 
expense of which does not appear to be justified. | 

The fixing of metal pins by cementing them direct into 

insulators makes a very sound job, but as the pins are of 
solid metal a good cushion of cement is necessary. 
+ The following test has been applied to insulators of English 
porcelain fitted with metal-work cemented in, and it shows 
that when such fixing is properly done, no trouble occurs 
through expansion and contraction :— 

The insulator fitted with a thimble is immersed for five 
minutes in a freezing mixture at — 7 deg. C., and is then 
plunged into water at 85 deg. C. for five minutes. This test 


may be performed repeatedly without damage to the insu- 


lator or reduction of its electrical strength. 

. To ensure that the metal-work is correctly centralised and 
that proper materials are used, it із desirable that the cement- 
ing should be done at the maker's works, where these facili- 
ties exist. The same argument, however, as for hemp applies 
here. namely, that the cost of carriage and liability to break- 
age in transit cause extra expense. however, a separable 
metal thimble is cemented into an insulator, the advantages 
of proper centralisation, materials, &c., are obtained, but 
the extra expense and risk of breakage in transit are obviated. 
Moreover, if the thimble is made in stamped sheet metal as 
opposed to a casting, the expansion stresses are kept low, and 
smaller clearances of cement can therefore be used. 

A thimble of this nature is shown in fig. 16. In this 
design of thimble the joint is made on а cone seat (patented), 
the screw in the upper half of the thimble being chiefly for 
the purpose of bringing the cone seats of the thimble and 
spindle into close contact. The cone-seated joint develops 
the full. strength of the full section of the spindle, and the 
small taper cf the cone, requiring at least а half turn to re- 


electrical test on the assembled insulator. 


lease properly, prevents looseness. This would gppear to be 
one of the best methods of attaching an insulator to a pin. 

Suspension Insulators.—In suspension insulators porcelain 
and metal are in very close relationship, and the insulators 
are also required to work under heavy loads, so that it is 
necessary to give very careful attention to the details of the 
design. 

Metal-hooded insulators are sometimes considered to be in 
tension, and as porcelain is notoriously weak in tension the 


design is considered to be inferior to interlinked insulators in ^ 


which the porcelain is in compression. 
is therefore interesting :— | 

Insulators А and B, fig. 17, are identical as regards section 
of material, shaping, shear area of cement, &c., but the pin 
in À is inserted deeper than that in B. 

A gives an average strength of four tons, and the porcelain 
is crushed without the cement being sheared. 

B gives an average strength of two'tons, and the spindle 
pulls out, shearing the cement. 

It would appear that A transmits a large component of 
stress to the hood through the porcelain in compression, and 
the shape of the break as marked on the diagram and tbe 
ШШ character of the porcelain at the break substantiate 
this. 

Combined electrical and mechanical tests show that some 
designs fal electrically long before they appear to break 
mechanically, whilst others develop very nearly the full 
mechanical strength before electrical failure takes place. The 
former always appeared to be those where the shaping of 
parts indicated the possibility of severe and localised expan- 
sion stresses, and the latter where such stresses were likely 
to be the least and not localised. This shows that the design 
which gives the highest mechanical test is not necessarily 
the best design from the point of view of inside stresses. 


The following test 


Fig. 17.—MeTAL-HOOBED INSULATORS. 


A metal-hooded insulator may be designed for an ultimate 
strength of 10 tons or more. The same remarks that were 
made on this head under pin insulators, however, hold goed 
here, as insistence upon unnecessarily high mechanical 
strengths precludes the easy shaping of parts which is so 
desirable for considerations of electrical soundness and free- 
dom from expansion and contraction stresses. 

Transmission line conductors rarely have a breaking 


- strength much in excess of 24 to 3 tons, and for such cases 
. there would appear to be no object in оа the suspen- 


sion insulator to stand much more than this. For a load of 
three tons or so the insulator can embody the most desirable 
characteristics from every point of view, but for loads very 
much beyond this something has .to be sacrificed. | 


TESTING OF INSULATORS. 


1. Routine Tests —These may be briefly summarised as 
follows :— | 

Electrical routine tests at normal frequency (50 to 100 
cycles). A predetermined voltage* is applied to each shell 
before assembly, and again to each assembled insulator for a 


. period of five minutes, water generally being used as elec- 


trodes. 


A predetermined mechanical load is applied to the insulator 
for a certain period of time, usually 10 seconds. The routine 
mechanical test 1s not.as a rule applied to pin insulators, but 
with suspension insulators it is applied before the routine 
Mechanical tests 
if taken to very high values may cause damage by starting 
internal cracks, and should be limited to about 25 per cent. 
more than the maximum working load. 

2. Design Tests.—An electrical design test at normal fre- 
quency (50 to 100 cycles). 

For flash-over: the insulator is fitted with metal-work and 
is attached to a cross-arm 4s in practice, a gradually increas- 
ing ‘voltage being then applied :— 

(a) with the surface dry, 

(b) with the surface wet by a precipitation of water at an 
angle of 45 deg. to the vertical and at the rate of 1 in. in 
five minutes. | 

For puncture: the insulator with metal fittings as similar 
as possible to those used in practice, is immersed in oil and 
a gradually increasing voltage (at the rate of 10 kilovolts per 
second) is applied until puncture occurs. 

The voltage on the high-tension side of the transformer 
used to be measured by means of a needle spark-gap. ‘Needle 
points are, however, subject to variation due to brush dis- 


* This voltage should be in the neighbourhood of the flash- 


over voltage: in fact, one English firm regulates the voltage 
so that the insulators flash over at the rate of as nearly as 


possible once per second. This makes the routine test very 
searching. 


\ 
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charge, Xe. The sphere gap із not subject to such variation 
when the spheres are of sufficient diameter in respect to the 
width of the gap to prevent corona preceding the spark. With 
a width of gap. up to three times the diameter of the spheres 
there is very little corona, but for the most accurate work 
the width of the gap should not be greater than the diameter 
of the spheres. The sphere-gap readings are, of course, sub- 
ject to correction for barometric pressure and temperature. 
А resistance which may consist of а porcelain tube filled with 
water should be placed in series with the gap to limit the 
flow of current at arc-over to one ampere or less, otherwise 
oscillations are set up, causing discrepancies in the readings, 
and the sphere gap may also be damaged through pitting. 

The resistance of the water used for spray tests is important, 
and very different results are obtained with different quali- 
ties of water. Water with a resistance approximating to that 
of actual rain, :.e., distilled water, should therefore be used 
when especially accurate figures are required. 

When insulators are submitted to design tests, the forma- 
tion of corona on parts should be‘ carefully observed, as much 
can be learnt in that way in regard to overstressing. 

Lightning surge-oscillation and switching or arcing surge- 
effects would appear to be best simulated by high-frequency 
oscillations as given by a Tesla circuit: High-frequency 
oscillators of this type have been made abroad, which, when 


taken off an ordinary supply at, say, 60 cycles per second give - 


120 trains of oscillations per second at a wave frequency of 
about 300,000 cycles per second. There are, of course, com- 
paratively long periods of rest between each series of wave 
trains. The voltage is controlled on a control spark gap and 
neasured on a sphere gap. 

Insulators submitted to high-frequency oscillations should 
withstand the potential being increased until flash-over occurs 
without puncture. 

The insulator fitted with metal-work as in practice is sub- 
mitted to a gradually increasing mechanical load until the 


-ultimate mechanical strength is reached. As previously men- 


tioned, internal damage sufficient to cause electrical breakdown 


. may occur in an insulator under mechanical test before 


visible mechanical failure occurs. This points can be detected 
by applying an electrical test- to the insulator in conjunction 
with the mechanical test. This test would seein to be im- 
portant, as an apparently high mechanical test is of no value 
if damage has occurred which causes electrical failure at а 
very much lower value. The best insulator from the mecha- 
nical point of view will be the one which will withstand, 
before electrical failure takes place, a load as high as possible 
jn respect to the ultimate load. 

3. Deterioration ,Test.—It is important to recognise that 
even a test by high-frequency oscillations is not necessarily 
an infallible test of either the soundness of the material or 
the design. For instance, an insulator might be quite sound 
at the works and withstand high-frequency tests, but, under 


. working conditions of changing temperature, stresses will 


occur which, if the insulator be not properly designed, may 
set up small cracks and thereby eventually cause failure. 
Moreover, an insulator slightly porous from under-firing might 
withstand these tests when in a new and dry condition, but 
under working conditions such an insulator might gradually 
absorb moisture by breathing action set up by the changing 
temperature. It is probable that the so-called ''fatigue "" of 
insulators under high pressures has been due to these causes. 

In regard to expansion and contraction stresses’ causing 
deterioration, the mechanical-electrical test previously referred 
to would, to some extent, detect this tendency, as an insulator 
in which these stresses are likely to be most severe would 
fail at a lower load. A more exact way, however, would be 
to perform this test with the insulator heated up to the 
maximum temperature likely to occur in practice. 

In regard to the detection of slight porosity, probably the 
best way of discovering this is by the use of a ‘‘ Megger "' 


giving, say, 1,000 volts. | 

А test, presumably for the purpose of detecting porosity, 
and one frequently met with in specifications, requires that 
insulators be broken into small pieces and weighed after being 
kept in a warm, dry place for д hours, then soaked in water 
for 24 hours, the surfaces dried, and again weighed, when no 
increase in weight must occur. The difficulty with this test 
is. that it is impossible to remove all the moisture from the 
slightly rough surface of the broken pieces. A more search- 
Ing way to discover porosity in broken pieces of insulators is 
to leave them to soak in a solution of aniline dye and alcohol, 
and then to break the pieces transversely to the surface, when 
any absorption will at once be visible. 


However well designed an insulator may be, it will not ` 


make up for defective materials; and an indifferently designed 
insulator of good material will probably give better service 
than a well-designed insulator of bad material. The import- 
ance of sound material cannot be over-estimated, and fortu- 
natelv in English hard porcelain we possess a sound material 
which, in combination with good design, makes an insulator 
having exceptionally desirable characteristics. | 

It is quite easy to save 20 per cent. or more on the design 
of an insulator and still give the same flash-over tests. That 


such saving is not worth while will be granted when it is 


remembered that insulators only account for about 1 or 2 


per cent. of the cost of a power supplv svstem, and that the 


power supply may be shut down by the failure of an insulator. 


ATTACHING CONDUCTORS TO INSULATORS. 


The means of attachment of conductors to insulators should 
be such that :— 

(a) Crystallisation of. the conductor must not be set up. 

(b) The conductor should be held to the required load 
without bruising or injury to its surface. 

(c) The attachment should be capable of being erected with 
ease. . 
Strain-insulator clamps have flexibility to an eminent degree 
owing to all the motion being taken by the link attachment 
of the insulator, and they are therefire ideal from Ше point 


- of view of the prevention of crystallisation. A strain clamp 


necessarily requires a grip sufficlent to develop the ultimate 
strength of the conductor before slipping. The best grip can 
be obtained by means of roughened gripping surfaces, but 
these injure the conductor, and it is preferable that the 
gripping surface of the clamp should be smooth and rounded, 
which requires & greater length of surface than when rough- 
ened. In some forms of clamps this grip is obtained by 
gripping jaws consisting of two grooved plates bolted to- 


. gether. "This, whilst providing an excellent grip, free from 


risk of damaging the conductor, is not the easiest to erect 
owing to the necessity of handling separate plates, bolts, and 
nuts whilst erecting. 

For ease of erection, clamps providing the grip by means 
of hook bolts have been used, these bolts not having to be 
separated from the clamp during erection. Perhaps a better 
way, however, is to use plates bolted together as above men- 
tioned, but with the bolt holes arranged so that the gripping 


. jaws can be opened to receive the conductor without remov- 


ing the bolts. A clamp on this principle is shown in fig. 7 
(p. 556). The eye at the end of the clamp enables a block and 
tackle to be attached to the clamp instead of to the cross- 
arm, thus facilitating the clamping-in of the conductor. 


Fic. 18. Fic. 19.—Stirrue Curr. 
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Suspension clamps have also a considerable degree of flexi- 
bility by virtue of being suspended from a link. In the event 
of as conductor breaking, the suspension clamp swings out 
into the line of the sag, thus reducing the stress, so that there 
is no necessity for the suspension clamp to grip the con- 
ductor to its breaking-point. In any case, the intermediate 
pole upon which the suspension insulator is fixed is not 
designed to carry the stringing tension of the conductor. A 
light -grip which will permit the conductor to slip at a load 
of 500 to 1,000 lb. is sufficient, and such a grip can be easily 
obtained in a manner which will not damage the surface of 
the cable. | 
The suspension-insulator clamp should have the ends 
formed with ample radius, so that when the insulator swings 
into the line of the span, in the event of a conductor break 
ing, the conductor will not be further damaged by kinking. 
The clamp should also be formed so that when this condition 


т 
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Fic. 2309.—FuExiBLE Ее. 21.—CLAMP ARRANGED TO 
CLAMP. TAKE EARTH WIRE. 


occurs the end of the clamp or the conductor will not strike 
and shatter the porcelain of the last unit of the insulator 
chain (see fig. 18). 

The binder method of attaching conductors to pin insulators 


is largely favoured, particularly because of the amount of . 


flexibility which it gives. 

To attach the cenductor to a pin insulator by a rigid 
mechanical clamp is bad practice. as deterioration of the 
conductor by crystallisation is likely to occur. To obtain a 
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i mechanical grip without rigidity the “stirrup clip" (patent PUBLISHED SPECIFICATIONS. 
No. 6,256/12) shown on fig. 19 was designed. The thin metal | 
UE and particular shaping of this clamp give a degree of flexi- 
4 ` bility sufficient to obviate crystallisation, and it has given 1916. 
satisfactory service. The numbers in parentheses are those under which ‘the specification will be 
A new type of clamp* to obtain the advantages of a printed and abridge d. and all subsequent proceedings will be taken. 
mechanical attachment and vet be flexible is that shown in CU. a Puce: Мен or TREATING ARTICLES ELICTROLYTICALLY. 
fig. 20. This type of clamp has complete freedom of motion, А dm eite dois n Brun jM DA nei : 
К ы | x š Е м x — vy . NSUI.. > OR SUPPO NG LECT TY ONDUCTORS FOR  APPLI- 
a ae с the conductor by rubbing on the point of муск, British Pnculated & Hobbs Cables, Ltd. and J. W. Astley, April 
suppor lated. 2ih, 1946. (105,386) 
Owing to the fact that a pin insulator is only capable of 5,501. Fito ox Poxiame TeLeenoses, H. Burge, April láth, 1916. 
B carrving loads of the order of the transverse load, there is cg " . 
: : : . 4n t Yr . 0,267. MEANS FOR CONCENTRATING OR INTENSIFYING THE Licur or ELECTRIC 
no point in making the attachment EHD to a greatet load. е, FiiaMENT, Lamers. A. G. Franee, April 1th, 1916. (Coginate application 
In no case does the means of attachment develop a grip 5.268216) (105,600) 
anything like the strength of the conductor, but it lets the 5,579. SPECIAL SERVICE System rok Macue TELEPHONE. Switcuinc Ex- 
conductor slip at a load more of the order of a transverse CHANGES. Western Electric. Со, F. R. McBerty & L. Polinkowsky. April 
load due to wind on the conductors. This is as it should be, 17 ai iod auc E А ч $ 
otherwise the insulator pin or cross-arm, would be damaged. элн. D HTELDS OR MU ARDS FOR ELECTRIC LANTERNS, ELECTRIC TORCHES, Ok 
А E А : . SIMILAR Hanp Lamps. N. J. Austin & G. E. Tavlor. : 1 35 \ у; 
The U.S.A. binders. however, seein to give too light a grip. (105,631.) A qM S E 
The flexible clamp shown in fig. 20 has mechanical charac- G,039. DYNAMO-ELECTRIC GENERATORS FOR AIRCRAFT. G. E. Mortley. April 
teristics in both the line and longitudinal direction of the 27th, 1916. (105,634.) 
same order asa ood binder and has a flexibilitv reater than 7,730. ELECTRICAL SIGNALLING SYSTEMS. Sterling Telephone & Electric Co.. 
anv binder £ ДЫ VE fren & W. C. Davey. May 31st, 1910. (Cognate application, 12,456/16.) 
у . , , : (105,659. 
In regard to ease of erection, a binder is probably always 7.942. Systems oF TURBO-ELECTRIC Ун PhorvtsioN. — British Thomson- 
more difficult and requires greater skill to erect than a Houston Co. (General Electric Co., U.S.A 3. June 3th, 1916. (105,660.) 
mechanical clamp, but of all mechanical clamps the flexible ‚8,165. Exectric Systems or Sup PkortLsioN. British Thomson-Houston 
clamp shown in fiy. OX) l8 by far the easlest to erect, being Co. (General Electric Co., U S.A). June 3th, 1916. (105,664.) s 
' merely dropped into the insulator head and turned at right 8,303. Hicn-srEED. Т`кһЕСКАРНУ, T. B. Dixon. July 19th, 1915. (Divided 
| | \ : : application on 2,524/16.) (100,942) 
: | angles, the conductor then being dropped into the slot and 


9,036. Evectric Wenpinc Systems. British Thomson-Houston Со. (General 
Electric Co.. U.S.A.). June 27th, 1916.  (105,676.) 


10,162. Evectric PHorocRAPHIC. PRINTING or CoryrNG. Frames. J. Halden 


the one nut tightened up. This type of clamp is, of. course, 
only suitable for use with the latest type of insulators (de- 


hip old signed to withstand surges), the heads of which insulators and Co. & J. B. Halden. July 19th, 1916. (105,685.) 
t t : are, as previously explained, formed on the upper side of a 12,382. Macnetic Сниск<. H. Humphreys. September Ist, 1916. (105,701.) 
P E ou disk to avoid internal stresses. Fig. 91 shows a clamp on 14,546. INpUcTANCES FOR Durex TELEPHONE. Circuits, Western Electric 
' similar, principles arranged to take earth wires KO ere a ole аа) 
3 : | ` 14,886. DvwNawo-EktLECTRIC. Macirises.. A. H. Midgley and C. А. Vandervell 
: ` CONCLUSION. and Co. October 19th, 1916. (105,714.) 
PD . . " э P . X" Ы s " 
The matter, data, and illustrations that have been referred. erst. 1016. Qo 717)" s MM 
to in the foregoing are almost exclusively concerned with 15,269. Batteriss FoR Exectric Pocket Lames.  Hollandsche Elementen- 
transmission lines which have been engineered from this fabriek “ Juliana." October 5th, 1916. (105,721.) 
` country, and the material for which has been designed and 17,281. Quick MAKE-AND-BREAK Swjrch FOR ELectric Circuits. E. A. 
| manufactured in this country. The author's thanks are given Leopard and Johnson & Phillips. December Ist, 1916. — (105,726.) 


to Messrs. Bullers, Ltd.. for facilities afforded in connection 
with the preparation of the paper. 


Sleet on Transmission Lines.—In a climate like that 


of the northern United States the danger from sleet on transmis- 
NEW PATENTS APPLIED FOR, 1917. sion lines is а serious опе. Ontheearlier systema, before suspension 
(NOT YET PUBLISHED). | insulators came into use, the only danger from sldet which had to 
Compiled expressly for this journal by Messrs. W. P. Tuompsoxn & Co., be seriously considered was the actual mechanical failure of the 
caen ае 285, High Holborn, London, W.C., and at cables, insulators, or some part of the supporting structure. A 

Y P € " 


~ -— up 


heavy coating of ice, combined with strong wind, may actually 
bring down a line either by parting the wires or by collapse of the 

6,461. '' Electric starters for. internal-combustion engines." M. S. CONNER. supports. Fortunately, in a well-designed line this dangerous 
May 7th. à 


| | nam | combination is one very rarely formed, so that failure of service 
6,467. © High-tension magneto machines for ignition systems of internal- 


е re е . 
combustion engines." J. B. Вісхамь & G. N. Fett, May 7th, from this р om св гот е the coming of the 
6,008. “ High-frequency alternating-current. dvnamos." Скомгтох & Co. suspension TREUSSKOT; OWOVET e con itions were materially 
AND N. PENSABENE. Мау 8th. changed. In using such insulators there is a certain lengthwise 
^ 6525. '' Electrical connections for switches, plugs, lampholders, connectors, flexibility controlled only by the anchoring of the spans at more er 
Ac." R. REvNoLDs. May 8th. : 


less frequent intervals. If all spans were loaded equally, no trouble 
would result, because, whatever the spacing of the wires might be 
unloaded, a somewhat analogous spacing. would result when all were 


6,528. '' X-ray exploration couches." А. E. Draw, May 8th. 


6,530. ''Electric cable containing several conductors." Prrennr & Co. 
May 8th. (Italy, June 28th, 1916.) | 


6,531. “ Electric switches," — Evectrica. [ur&ovEMENTS, Lto., & R. W. barne down by à load of ice. If, however, one of the wires is 
G&kGORY, May 8th, | much more heavily coated than the others, or, being initially like 
6,532, “ Stabilising sclf-excited  direct-current. dynamos." J. R. Велко, them, retains its coating after its neighbour has been freed from it, 
*  EcectricaL Improvements, Lto., & H. D. Poynper. May 8th. the vertical clearance between spans may be very considerably 
6,536. '' Apparatus for manu ona of о lamps." GENERAL ELECTRIC ' decreased. The loaded span comes down, while the wire below it, 
un cO о E jue. ir^ ; : EY AN freed from ice, and, perhaps, pulled up by loads still retained оп. 
‚542. gnalling systems. F. С, Beu, W. C. Davey AND : В ` : 
SrERLING TELEPHONE & Exectric Co. May 8th. neighbouring spans, rises, so that there may be considerable danger 
6,584. '' Electro-magnetically-operated brake, &c., mechanisms.” R. S. of contact or sufficient approximation of the circuits to start an 
xy AND ONES а та Мау Tue MEETS arc. The variations in sag of spans due to this unequal loading on 
а : May чы cutouts. кітІ5н THomson-Howuston Co. .. В. D- suspension insulator lines may be of surprisingly large amount, 
6,000. “ Forming Amene” Banen TuouswHousroe: Co (General and it is particularly likely to cause trouble on double-circuit tower 
Electric Co., U.S.À). Мау 9th. lines where the wires are spaced one above the other. On horizontal 
' 6,603. ''Spting device for attaching shades to electric lampholders." Т. single-circuit lines it is very unlikely to result in trouble, since the 
СЕНЕ May 9th. m | | swaying of the loaded lines is extremely unlikely to be sufficient to 
ii denne J Ww TE NC p Se othe of internal-combus- bring them into even approximate contact. | | | 
6,631. “ Momentary contact electric ‘awitches for cancelling mining visual Some valuable experiments wete carried out on a line, built pa th 
signals.” G. Saint. May 10th. В 7-ft. clearance, to determine how great the sag due to loading 
6,642. ‘ Sparking plugs." T. Crossse '& Sons, T. S. Rocers & R. H. might be. This was done by actually loading the cable through 
Wilks. Мау 10th. : , one entire span, and measuring the effect in sag of the cableand 
M aras t права electrical relays," A. Barr, Bark & STROUD, AND deflection of the insulators from one strain insulator to the next. 
. Stroup. May : Ч рапв | increase 
POP м Lead-covered cables."  BRirtsH. INsULATED. & Hesry Cases, d cta d UE oi ч жы итере 
TD. ay llth. | ; M RE : 
6,725. “ Protection of electric distribution systems.” J. R. Bearo, ELEC- be 15 ft., the effect of the load being chiefly to pull over the 
TRICAL IMPROVEMENTS, LtD., & P. V. Hunter. May llth. suspension insulator strings so as actually to shorten the distance 
6,732, “ Electric furnaces.” J. R. Quam. May 11%. between supports, and thus to drop the catenary to a corresponding 
6.746. '' Electric batteries." W. A. S. HaLLvaR. May Ith. amount, which agreed very closely with the theoretical result, in 
6,752. '' Magneto-clectric machines." T. H. Сіватнеко & F. Spurr. May thus shortening the span with the same length of conductor. 
Hos TOP due pod М NM The obvious course in most cases would seem to be the installa- 
67 | “ кро ын ol dE hine for mug atn ^ MARCONI'S tion of suspension insulator lines with the conductors staggered 
WiheLESS Terecrarn Co. Мау 12th. | : enough to limit the danger from unequal sag.— Electrical World. 
6,802. '' System a ification.” 5 son-Houston Co. Ж n 
(General Eletric Co. Bs May Toth. ОНИЕ Coal Есопоту. — Мг. Brace states that he hopes in a few 


6,805. “ Electrical measuring instruments.” P. О. Dorer, R. H. Rocers days to communicate with the Metropolitan Borough Councils with 
AND S. Ѕміти & Sons. May 12th. 


a view to securing such economy in the use of. coal in connection 
mg D MD PR ee йы айй with street lighting as may be possible during the sammer.— 
* Patent applied for. Times. 
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-and in the Metropolis, 
‘dissection was aggravated by the institution of 
'éompetition in each area—a system which appears 
to touch the limit of fatuity. 
that history on this occasion will not repeat itself ; 


чие was unanimous in recording 


not been altogether wasted. 


ELECTRIC POWER SUPPLY. 


- 


Last week we published the report of the Depart- 
mental Committee which was appointed by the 
Board of Trade, in March last, to consider what 
steps should be taken to ensure an adequate and 
economical supply of electric power to all classes 
of consumers, especially to industries which depend 
upon cheap power. The conclusions unanimously 
arrived at by the Committee, so far from contain- 


ing any novel features, may be described, if not as 


obvious truisms, at any rate as facts with which 
readers of the ELECTRICAL REVIEW must necessarily 
be familiar, for the principles laid down by the 
Committee have been repeatedly insisted upon in 
articles which have appeared in our pages. It is 
singular that it should have taken the Government 


of a civilised country so many years, to say nothing 


of the greatest war in history, to discover that the 
policy which it had adopted of chopping up the 
country into innumerable isolated areas, each pro- 
vided with its own little generating station under 
the control of a committee of laymen more in- 
terested in local party politics than in the efficient 
conduct of a highly technical undertaking, was 
almost the worst that could have been devised: 

Government interference from the first has been 
the bane of electricity supply, both in the Provinces 
where a similar policy of 


We sincerely trust 


that, for once the intervention of a (Governpient 


Department. may not have a detrimental effect upon 
. the . development of the industry. 


, We are en- 
couraged in this hope by the fact that һе’ Cóm- 
its recognition 
of the. necessities. of the future, and the: ütler in- 
adequacy of tlie system followed in the past; this 
fortunate circumstance is due, no doubt, to the 
powerful influence. exerted by the three or four 
electrical. members of. this Committee of twelve. 


"Thanks to their guidance, the Committee has been 


enabled to formulate a true statement of he .posi- 
tion, and though.the facts were common knowledge 
amongst, electrical men, it should not be forgotten 


that the. veneral public, and still more the Govern- 


ment, needed enlightenment. . The report will, 


therefore, serve: a useful purpose in this respect, 


at any rate, and the time spent in: producing it has 
We trust that the 
Committee's proposals to obtain the advice of repre- 
sentative associations throughout the country will 
be followed up without delay, and that a construc- 
tive policy on the lines of common-sense designed 
not to pander to the political aims of local 
authorities, nor to fill the pockets of speculators, 
but to serve the interests of the community as a 
whole, may speedily be evolved.. Whether the 
demand of the I.M.E.A.—at the instigation of 
Committeemen—for the more direct representation 


[589] | . os 


3 
ORE E a E EE A E c EEEE ———————— HM 


od | 590 THE ELECTRICAL REVIEW. [Vol. 80. No. 2,062, JUNK 1. 191f. 
97 "d ——— ——— ——— ee 
J P" A of municipal undertakings on the Committee would THE MANUFACTURE OF CONTROLLER 
Re n tend to this result is a matter of opinion; what is DRUMS. | 
required is not the verdict, by a majority, of repre- m 
sentatives of sectional interests, but that of a Com- er 
mittee of impartial experts, capable of appreciating By R. K. SHIELD, 
"T the merits of the question, and free to arrive at an M EMI | 
£d | unfettered decision based thereon. The municipal Comparep with the number of firms making motors and 
TRI 7) undertakings will have ample opportunity of stating switchgear, Шеге are very few engaged іп the manufacture 
gis their case before the Committee through the of controllers; yet it may be hoped that some account of 
: NE medium of the I.M.E.A. The parochial system of certain processes of manufacture will be of general interest. 


supply may be said to be upon its trial, and it is [п outside appearance most of the drum controllers used for 


not usual to give counsel for the defence a seat 
upon the bench of magistrates. However, the in- 
clusion on the Committee of Mr. C. H. Merz may 
perhaps be regarded as an infraction of the prin- 
ciple in favour of company interests, although, as 


cars, cranes, and general industrial applications resemble 
one another very closely, but an almost infinite variety of 
electrical connections is set up by modifications in the 
drum. Consider, for example, the ordinary variations in a 
standard size of crane controller. They include :— | 


the leading exponent in this country of electricity 
supply on the large scale, his right to be there is 
incontestable, and probably it would be.well to offer 
a seat to an equally prominent municipal electrical 
engineer, such as Mr. S. L. Pearce, whose experi- 
ence would abundantly justify his nomination apart 
from his representative function. , At present the * 


(2) Plain series control. 

(b) Ditto with shunt brake. 

(c) Shunt control. . 

(d) Slow motion steps, as required for foundry work. | 
(e) Rheostatic lowering. 

Cf) Limit switches. ; | | 
In addition to the above, every maker finds that special 


Sparks and his elected successor in the presidential 
chair of the I.E.E. at once commend themselves, 


id 
“ү! 
{ і nil Committee appears to us to comprise too large applications require, perhaps, a dozen other modifications in 
nt dl E a proportion of non-technical men, and though so every size of his standard line. The cross-section of a con- 
COV LE. far it has arrived at obviously correct conclusions, troller is not affected by these changes, and if the height of 
p^ A its constitution would be greatly improved by ап the case is originally made to suit the greatest number of 
2. fs ji Tn increase in the number of electrical engineers 
ШИП ЭН amongst its members. The names of Mr. C. P. 
~~) : 
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and to these we might add others—men who are 
already intimately acquainted with the situation, and 
are capable of dealing with the real problem of ways 
and means, without further loss of valuable time. 


It is somewhat amusing to ob- 
serve that, on the entry of the 
United States into the war, the 
Society for Electrical Development 
.has adopted practically the same ''slogan " as we 
did in this country at the outbreak of war. In spite 
of the prophetic foresight of Lord Kitchener, few 
of us at that time imagined that the war would last 
for years and would, in fact, become the ''usual 
business” of a vast proportion of.-our industries. 
The Society has initiated a campaign with the pur- 
pose of keeping business moving, holding that 
“ everything depends upon the individuals holding 
up their links in the chain of mercantile business.” 
. It is, to our mind, unlikely that the industrial 
 upheaval which has taken place in this country will 
be felt to anything approaching the same degree in 
the United States, whose internal resources in both 
raw materials and plant are inexhaustible, and whose 
works are already largely engaged on the manu- 
facture of munitions, while her needs are far less 
urgent than were ours in the first years of war; 
nevertheless, the Americans do not do things by 
halves, and we are confident that they will, with 
their customary energy, provide us with agreeable 
surprises at no distant date. 

As regards '' Business as usual," however, this 
will be confined almost entirely to internal trade, 
for sea transport will be restricted to the utmost, 
except in the case of munitions of war and food for 
the Allies. We trust that we shall not be regarded 
as unfriendly to our latest brothers in arms if we 
frankly express our rellef that for the American 
campaign to capture South American trade—a 
species of industrial warfare upon ourselves—there 
ts now substituted a campaign of co-operation and 
support, and that thus, after the war, we shall be 
able to enter the competition for the world's trade, 
‘if not on equal terms, at any rate without the heavy 
handicap with which we were threatened. 


* Business 
Must Go On." 


BAD. р Соор, 
Fig. 1.—STYLE IN DIMENSIONING. 


fingers .usually required, the only detail affected is the 
drum, which will vary according to the system of electrical 
connections to be established. It is thus evident that the 
standardisation of drums must be of a very flexible nature, 
and although the problem is not easy, it is, nevertheless, 
possible to arrange the design in an orderly method, 
which facilitates, improves, and cheapens manufacture. 

In the first place, when getting out a line of controllers, 
the connection diagrams shoüld be drawn for as many 
probable varieties as can be foreseen, so that, by mutual 
accommodation and adaptation, the number of different 
lengths of contacts and drum castings is reduced to a 
minimum. If this is not done in a very thorough and 
painstaking way, the cost of manufacture suffers an initial 
and permanent handicap. 

The making of the drum development drawing from the 
diagram is a fairly simple matter, but the best method of 
dimensioning the contact strips is, perhaps, worthy of 
notice. On the left-hand side of fig. 1 is shown a common, 
but bad, method, which has persisted from the regular 
system of dimensioning a drawing in inches. A better ' 
method is shown on the right-hand side. This has the 
advantage that it is more straightforward to mark off the 
drums in the works when the angular position of the holes 
is given from zero, that is, the “ off " position. 

Another point which requires attention in making the 
drum development drawing, is to arrange that the fixing 
screw-holes on a series of drums coincide in as many cases 
as possible. Further, the positions of the holes in the 
various contact strips should be arranged with a view io the 
possibility of drilling evéry piece in the same universal jig, 
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as described later. Praetically every length of contact of 
a given width, thickness and diameter, whether for D.c. or 
4.6. controllers, can be arranged for drilling in the same Jig. 

The usual drum construction is now to clamp cast-iron 
segments on a mica-insulated square shaft. In designing 
the castings, the provision of adequate creeping distance 
along the shaft requires attention, as does also the form of 
the casting to eliminate cores as much as possible. 

The shaft is usually of square, bright mild steel, 
insulated with micanite wrapped and moulded under heat 


Fie. 2.—-ASSEMBLY BENCH FOR рвом RINGS. 


and pressure. There is a system of moulding the insula- 
tion in the shape of a tube on a standard former, after 
which it is shellacked and pressed in place on the shaft. 
In the opinion of the writer, there is no advantage in this 
method, except for those makers who are not equipped for 
carrying out the whole operation themselves. 

If the drum castings are of good quality, it is unnecessary 
to machine the square which fits on the shaft. The drilling 
of the clamping screw-holes need only be mentioned to 
state that co-operation between the drawing office and tool 
room will enable the same jig to be used for 
many castings of different lengths. | 

In the case of standard controllers, the rings 
аге set in the correct longitudinal position at а 
special bench fitted with centres sliding on a ~ 
cast-iron bed and facilities for holding spacin 
templates, as shown in fig. 2. After the castings 
are assembled on the shaft, they should be 
stoved to slightly soften the shellac, which acts 
as a bond to the mica, after which the clamping 
screws should be driven home very tight. The 
next operation is to turn the periphery of the 


drum, after which it is marked off for the contact screws, 


or drilled in a jig. 

To mark off thie contact screw holes, where no drill jig is 
available, a protractor is mounted on the shaft which is set 
in vee blocks on a surface plate. The zero method of 
dimensioning shown on the right of fig. 1 makes the 
marking of the centre lines of the holes a very simple pro- 
cess, which requires no addition or subtraction of dimen- 
sions by the workman. | | 

А good design of drill fig is shown in fig. 3, from which 


=- it will be noticed that a hardened bush is provided for 


ua 
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Fie. 4.—HAND BENDING TOOL FoR LONG CONTACT STRIPS. . 


every hole to be drilled in the drum. The first cost of 
such a jig is high compared with some kind of indexing 
arrangement, but it has the merit of being quick, accurate, 


and foolproof throughout a long life, during which it . 


returns its first cost over and over again. 
It was remarked in connection with the drum develop- 
ment.drawing that the contact screw holes should be made 


to coincide in as many types of drums, of the same dia- 
meter, as possible. The object in view was to arrange for 
the same drill jig to be used on several types, aud when this 
is done the jig contains a greater number of holes than are 
used on any one drum. On each, drawing instructions 
should be given to leave holes marked, for example, 7, 8, 
15, 20, 81, 83 on the jig, undrilled for that particular 
drum. The driller will fill the eurplus holes up with a 
wood peg before stárting to drill. 

The contact screw holes will usually be machine-tapped, 

. either in а special vertical spindle 
machine or with a tapping attachment 
en an ordinary drilling machine. 

The contact strips are invariably 
made from hard-drawn copper strip 
cut off to exact length, which is 
first found by trial and then recorded 
on the drawing. The bending of 
short lengths—say, up to about 3 in.— 
can be done satisfactorily in a hand or 
power press; but for greater lengths this method is 
not sufficiently precise, although it will serve, but the 
bend has then often to be corrected by the assembler. 
It is better practice—that is to say, more economical 
in the long run—to use a hand bending roll, as 
illustrated in fig. 4. The diameter of the bending roll is 
smaller than the nominal inside diameter of the strip, as, 
found by trial and by practice, the pressure roll can be screwed 
up to such a degree that every strip is correct to diameter, 
in spite of variations in the hardness of the material. 


Frc. 3.—DnriLL JIG ror Contact SCREW HOLES. . 


A good type of drilling jig for the strips, which are, of `- 


course, drilled after bending, is shown on fig. 5, from which 
it will be seen that the strips are located against a stop at 
one end by slotted wedges driven across the holes to be 
drilled, whiclr are generally two in number, and never 
exceed three. 

The advantage of standardising the contact strips can 
now be appreciated from the design of the jig. The pointe 
to be kept in view are that the first hole must always be the 
same distance from the stop end, and that the other holes 
shall be limited in number and position, so that they do not 


Fig. 5.—DRILL JIG FOR CONTACT STRIPS, 


clash in the jig. If these conditions are observed, there 
will be very few strips of a given section and bend which 
cannot be drilled:in опе or, at the most, two jigs. 

Where renewable tips are provided for the long strips, 
the ends which butt together must be a good fit, and as the 
tips must be interchangeable, these ends are best milled to 
a correct length, measured in degrees, from the nearest screw 


~ 
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. hole. It isscarcely necessary to sketch a jig for this simple 
. operation, but it may be remarked that a little forethought 
wil enable a jig to be designed which, with very little 
modification in each case, can be used for all widths, 
lengths, diameters, and end lengths of contact strips. 
| After drilling, the contact strips are countersunk, and 
then screwed in place, for which operation a quick-acting 
“ Archimedian " screw-driver is a time saver. e 


The last machining operation is turning a light “ skim- - 


ming" from the surface of the contacts, which is done at 
a high speed with a vee-point tool, = ! 

After rounding the contact strips at the front and back 
ends, the drum is ready for mounting in the controller case, 
and if the various steps which have been briefly described 
have been carried out in a proper fashion, there is no need 
for any subsequent adjustment. | 


TEAM WORK IN LINE CONSTRUCTION. 


By “TRAMP ROYAL.” 


Ler your imagination take you to the car-shed built in the 
* Mission " style of architecture on the Pacific Slope, and, 
assuming it has not turned 7 a.m., we shall be in time to: 
see the construction train “ pull out” for the day's work. 


Tt 18 the conversion of a steam interurban line to electric, go . 


the track is already in existence. On the train, consisting 
of a litomotive, a flat-car, and a caboose, we have the 
construction gang and the apparatus for boring holes. 
Having settled ourselves in a vacant corner on the train, 
we travel to the commencement of the new overhead route, 
where, in the easy-going way of Californians, the gang dis- 
mounts. The hole-borer is adjusted, and each man takes 
hie allotted place. It is only a matter of about. 10 minutes, 
and we are steaming on to the next pole position. All day 
the work goes оп, no hurry, no dawdling, and with just a 
half-hour's break for lunch, which is taken on a bank 


under a canopy of cloudless blue sky, what time gophers 
pop up fer a nibble of spare fragments of food. At 5 p.m. 
we are back in the car shed. | 

Next morning, we find a change in the train make-up. 
A flat-car, fitted with a winch and derrick, is sandwiched 
back and front by a car-load of wooden poles, all ready 
drilled for bracket arms. At each hole, bored the previous 
day, the jib picks up a pole, and drops it into the hole, 
allowing it to lean from the track. It is quick and easy work, 
as there is no dismounting from the train. A man on the 
load of poles fixes the grab band around a pole, a man at 
the winch “ sets up," а man on a guy pulls the jib топи 
the pole is lowered, another man pulls a cord releasing the 
grab, and the train Journeys on to the next hole. , 

The locomotive and caboose comprise our train for the 
next day, and the aligning of the poles proceeds.’ The 
work is not carried out with the nicety of English pole 
lines, but it “ gets there” all the same, and it matches the 
surrounding brown country, with its listless eucalyptus and 
pepper trees. There is no shouting and no wasted effort of 
a man picking up a spike and finding someone else pushing 
where he intended assisting. It’s the clown at the circus 
who earns his daily bread by dodging around the carpet and 
helping nowhere. Outside the circus the clown is not 
appreciated. Each man has his place in the team, and, 
under the vigilant eye of the “boss,” the pole springs 
upright, and is held by the three spikesmen while earth is 
rapidly thrown in and tamped. A man who cannot toe the 
line is very soon told to go, or, in Ње vernacular, “ to 
beat it." | ` 

The next operation is slower, and takes about two days 
for the stretch described. A crude tower is fitted on to the 
flat car, and the bracket arms are put intothe poles. These 
arms consist of a length of pipe, one end of which goes 
through the pole. The hanger wire, with necessary globe 


‚ insulators, spans from an -eye-bolt in the. pole to a bracket 


at the end of the pipe arm. The fixing of a stay to the arm 
completes the work on the pole. © ИТ т У 

The paying-out of the trolley wire ів a very interesting 
operation. The locomotive is dispensed with, and we 
travel on a flat-car specially fitted with motors and а 
controller. The further equipment of the car consists of 
a drum of trolley wire turning on a shaft, and fitted with a 
hand brake, a tower to carry a man, and supporting a trolley 
wheel electrically connected to the car controller. The 
wire is run over the trolley, its end anchored and made 
alive. Then we all go sailing merrily along. At each 


. bracket arm, the man aloft roughly ties the trolley wire to 


the span wire for temporary support. The “ boss " is at 
the controller, two men manipulate the brakes, and the 
remainder of the gang sit by awaiting eventualities, or they 
take a turn to relieve the other men. It feels good to sit 
in the'sun and be rid of the oil-burning loco's fumes. 

The work of the next few days is slower, as it consists of 
fixing. the necessary mechanical ears, guys, ** messengers,” 
and “stubs.” The “stubs” are pieces of pole about 
5 or 6 ft. high, to which are attached the “ messengers,” 
or guy wires, at bends or anchoring points. | 

This work completed, all is ready for ** Public Service." 

In. describing the above I have only taken a day’s run, 
but in, say, a 20 or 30-mile run the whole of one operation 
would be -completed, if possible, before dismantling the 
erection gear. I should have liked to give figures as tw 
distances, actual time. &c., and also sketches of the gear 
used ; but, unfortunately, my notes are war-bound in Cali- 
fornia, and it is some 15 years since the described erection 
took place. I have had to draw upon my memory for the 
details, but I trust the raison d'être of this article has been 
secured, viz., to show the advantage of team work. 


ET 


Economy of Gas-Coke as Fuel.—In connection with 
the appeal issued by the Ministry of Munitions for coke to be used 
in place of coal, the following result will be of interest :—The 
Deptford Borough Council during March last year introduced the 
London Coke Committee's apparatus for burning gas-coke in the 
steam boilers at the public baths, and now report the following 
result of a year’s working with coke exclusively as fuel. The cost 
of coal for 12 months from March, 1915, to March, 1916, at the 
current price of coal, would have been £1,792 12s. 5d. The cost 
of gas-coke from March, 1916, to March, 1917, has been £1,444 7d. 
Amount saved, £348 11s. 10d. The saving, which is equivalent to 
19'4 per cent., would have been greater but for the large increase 
in the heating and electric lighting of the buildings owing to 
the very cold and dark winter. and the increase in the number of 
warm baths used, estimated at over 9 per cent. The financial 
saving, despite the adverse circumstances, has exceeded the esti- 
mate made by the local gas company who supplied the coke-burning 


" apparatus, which was fitted to the boiler furnaces by the baths staff 


at a total cost of about one-tenth of the saving effected during the 
first year. 

From the national standpoint, the saving effected by the 
patriotic action of the Council in using gas-coke in lieu of raw coal 
is in the by-products recovered by first treating the coal in gas 
retorts. The by-products recovered from an equivalent quantity 
of coal so treated include 1,440 gallons of benzol, 9,600 gallons of 
coal-tar, and 10 tons of sulphate of ammonia (fertiliser).— 
Mechanical World. 


A Simple. Electric Vehicle.—We have received gome . 


particulars of an interesting innovation in electric vehicle con- 
struction, which, according to the makers, " will bring down the 
weight of electrics one-third to one-half of the present figures, and 
reduce the cost nearly in proportion.’ Although we are unable to 
gauge the accuracy of the claim, the makers, the Dey Electric Corpo- 
ration of New York, have the support of Dr. C. P. Steinmets in 
their contentions, and propose to place on the market a light two- 
seater at a cost of under $1,000. Ia general outline it resembles a 
petrol-driven car, but the resemblance ceases here, for the chassis is 
severely simple, due to the use of a special form of rear axle which 
incorporates the motor and gearing, and therefore does away with 
а great part of the usual mechanical driving gear carried on the 
chassis. The field and armature of the motor revolve. in opposite 
directions, each driving a wheel through gearing, and the motor 
itself becoming the differential. The use of the Dey axle simplifies 
and lightens the construction of the chassis and incidentally de- 
creases the weight of battery required or increases the possible 
mileage. It is said, for instance, that the complete rear axle 
weighs only 200 1b., and the whole car, including body and battery 
only 1,400 1b. The Dey car can be supplied to take a battery which 
will give a maximum of 105 miles run, and is fitted with a con- 
trol having regenerative and electric braking features. 


— 
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ELECTRICAL EQUIPMENT AT A GREAT WESTERN GOODS STATION. ·. 


THe following description of the electrical labour-saving 
equipment at the Moor Street. Birmingham, goods station 
of the Great Western. Railway Co. appeared in a recent 
issue of the Great. Western Railway Magazine, to which we 
are indebted for the following particulars and illustrations. 
The design of the equipment was dictated by the peculiar 
situation of the several goods sheds, the depot consisting of 
a high-level goods yard built ou a ferro-eoncrete structure, 
which also houses underneath a low-level goods station. 
On the low level are two sheds (А and B) separated hw a 


OVERHEAD TRAVELLING CRANE 
IN GOODS SHED. 
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WacoN BEING HAULED BY ELECTRIC CAPSTAN. 


HiGaH-L*5vEL EQUIPMENT. 


street, and at different levels, due to the contour of the 
ground. 

The modern tendency in goods handling of bringing the 
loading and unloading machinery to the wagons, instead 
ОР bringing wagons to fixed cranes, was followed wherever 
possible, and with this object a variety of modern electrically- 
operated appliances was installed, the electrical energy for 
which is obtained from the Corporation supply. | 

Dealing first with the high-level accommodation, the 
covered goods shed in the yard comprises under one roof 
two long sidings, a platform beside one of these sidings 
and a cart road between the platform and the other siding. 
The platform and the siding beside it are served for a 
length of 400 ft. by an overhead travelling crane made by 
Messrs. Royce, Ltd. The travelling bridge, with a spau 
of 28 ft. 45 in., moves at an average speed of 250 ft. per 


6-Tox Fixkp Jta CReANE OUTSIDE 


25-Ton BRIDGE TRAVERSER. 


mim., aml carries a traversing carriage with an underhung 
revolving jib below it, the jib having a radius of 16 ft. 
The carriage with its jib traverses the shed at a speed of 
(0 ft. per min, while the jib revolves at a speed of 
> R.P.M., anl the hoisting gear raises and lowers a load 
of one ton at an average speed of 33 ft. per min. This 
crane can take the load to or from any wagon in the siding 
from or to any cart in the cart road. Two covered open- 
ings in the she | platform are provided, through which goods 
iu special crates can be transferred ро the low-level sheds 
| A ог в. Тһе elec- 
trical equipment was 
made by the British 
Westinghouse Co. 
Outside the high- 
level shed is fixed a 
jib crane capable of 
raising and lowering 
a load of 6 tons. 
The gear can raise 
and lower its full 
load at a -speed of 
20 ft. per min., and 
slue it at a speed of 
2 RPM, the jib 
radius being 15 ft. 
An automatic clectric 
brake is fitted to the 
hoisting gear, while 
provision is made for 
lowering either by a 
separate — hand-lever 
brake, or by the use 
of the motor itself as 
an electrical. brake. 
The crane, made by 
Messrs. Stothert and 
Pitt, is fitted with 
E.C.C. motors and 
Allen-West  control- 
lers and resistances. 
For marshalling 
the goods wagons, 
which are raised to, 
or lowered from, the 
low-level shed в hy 
a 20-ton lift, the 
north-east end of the 
yard is provided with 
a 25-ton bridge tra- 
verser. It is de- 
signed to transfer 
wagons between three 
E >| parallel lines of rails, 
cM X во ë wagon being 


~~ 


Goons SHED. 
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Ss hauled on to or off 


A PE RURAL y 

from the traverser 
by an electric cip- 
stan. The traverser 
was made by Messrs. 
Ransomes & Rapier. Thirteen Clyde capstans and а. 
large number of reels are disposed in the yard. to 
haul wagons, either singly or in trains, to and from 
2) and 30-ton wagon lifts, the 6-ton crane, the long 
siling beside the covered platform, and two turntables at 
the Moor Street end of the yard. The rope used on a Clyde 
capstan is never handled by the capstan man except to 
unwind it from the barrel and haul it to the wagon. which 


‘can be done by the hook. This allows steel ropes to be used 


instead of hemp ropes, which must be used where the rope 
slips on the barrel, and the capstan man hauls in the slack. 
The consequent saving in the annual cost of ropes, and in 
the labour of handling hemp ropes when wet, is remarkable. 
All these capstans have been made by Messrs. Stothert and 
Pitt, and the switchgear by Messrs. Morris & Lister, 
squirrel-cage E.C.C. motors being used. 
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In the low-level sheds A and B there are 14 similar 
capstans, four in shed А, to serve the 30-ton lift and 
traverser and the sidings, and 10 slower-speed capstans in 
shed 5, where the number of sidings is greater. All tbe 
necessary reels for guiding the capstan ropes are provided. 
The electric equipment for the capstans in shed B was 
provided by Messrs. Crompton & Co. 

Shed A contains only two Jong sidings, for which power 
appliances are needed. Between the sidings, | 


100 ft. apart, and only these two sidings are served. The 


traverser is driven by an induction motor of the one-speed 
Sandycroft cascade type, arranged to creep while exerting 
full-load torque; this feature has proved mest useful in 
aligning the traverser rails with the siding or lift cage rails. 
The traverser, made by Messrs. S. H. Heywood & Co., 
can travel the whole width of the shed with a 30-ton load 
at ап average speed of 285 ft. per min. А capstan with 
head fixed to the gearing, 


which run for a distance of 285 ft., are two — sgo.Tow LIFT BETWEEN THE HIGH-LEveL 80 using a slipping rope, is 
. platforms, one beside each siding, and a broad YARD AND LOW-LEVEL SHED B., provided for hauling wagons 


cart road between the platforms, А cross 
platform connects the two long platforms, and a 
* walking " jib crane has been provided, which 
runs on a one-rail, U-shaped track extending 
down each platform, and round the cross plat- 
form. The crane hoists and lowers its full load 
of 30 cwt. at a speed of 40 ft. per min., and 
slues the jib at a speed of 2} R.P.M. : it has 
a travelling speed of 250 ft. per min. on 
the ‘straight, and the jib radius of 18 ft. allows 
of anything within reach on either platform 
being transferred to 
а cart backed against 
the platform, or vire - 
versa. The crane 
and top guide, with., 
its three conductor 
wires, were made and 
erected by Messrs. 
Babcock & Wilcox, 
the motors by Messrs. 
Harding . Churton, 
and the controllers by 
Messrs. Allen West. 

A 30-ton lift is 
provided in each shed 
to transfer wagons 
between the high- 
level yard and the 
shed. The cage can 
take a wagon 25 ft. 
over buffers and 


on to and off from the lift 
cage, and is worked by a 
Sandycroft squirrel-cage 
motor, with special high- 
resistance motor windings to 
give great starting torque for 
moderate current expendi- 
ture. It can give a pull of 
750 lb. at 300 в.р.м, and a 
maximum pull of 2,000 lb, 

. Shed в is served hy a 


weighing 30. tons. HOISTING AND LOWERING GEAR IN MOTOR Hovsk Ох 30-Ton SwrTCH GEAR IN 


Such a wagon has 
been raised and 
lowered аё an average 
speed of 128 ft. per 
min. The lifts were 
made by Messrs. 
S. H. Heywood and 
Co., three-phase 
motors being pro- 
vided hy the Lanca- 
shire ` Dynamo Co., 
and  semi-automatic 
switchgear by Elec- 
tric Control, Ltd. 
The switchgear is 
worked by means of 
a master controller in 
the cage. Its handle 
is interlocked with 
disappearing rail 
stops on the cage 
rails. The controller . 
handle cannot be 


moved until the "WALKING © JIB CRANE IN SHED А. 
E d 


rail stops have been 

raised, after the 
wagon is in position, to prevent its movement either way in 
the cage. Other safety devices consist of automatic gear to 
hold the cage shonld any of the ropes break or stretch 
unduly ; limit switches are also provided to prevent over- 
travel of the cage either at the top or bottom, which act 
first on the control gear, and, should this fail, a second 
switch sluts off the main supply. 

In shed a wagons are transferred from the lift to the 
sidings, or from the sidings to the lift, hy a 30-ton wagon 
traverser. The sidings on either side of the cart road are 


LIFT SEEN ABOVE. Мотов HOUSE. 


30-ToN WAGON TRAVERSER IN SHED A. 


. 


similar lift, and the average speed of raising and lowering a 
30-ton load is 137 ft. per min. 

Shed в is further provided with а 20-ton lift at the corner 
opposite to the 30-ton one. This was built by Sir William 
Arrol & Co, with B.T.H. electrical equipment. The 
height of the lift is 33 ft. 4 in., and the average speed when 
raising and lowering 20 tons is 145 ft. per min. - 

Shed B is provided with eight parallel lines of sidings, 
some of which are only a few feet apart. А 30-ton wagon 
traverser ruus the whole width of the shed for 256 ft. Fhe 
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perishable market traffic dealt with in the early morning in 
this shed requires the most rapid handling possible. This 
accounts for the high speed of the large lifts, and it was 
essential that the traverser. should not only have a corres- 
pondingly high speed but be able to stop very accurately at 
any of the sidings. This is accomplished by the use of 
Hele-Shaw oil-pressure transmission gear. Ву turning a 
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30-TON WAGON TRAVERSER IN SHED B. 


hand-wheel the traverser ean be stopped or started in either 
direction, and the rapid acceleration and high. maximum 
apeed obtained (the average speed with a 20-ton load for 
the journey of 220 ft. being 350 ft. per min.) are combined 
with the slowest possihle creeping speeds and rapid reversing 
for securing rail alignment. 

: There being two lifts to serve at opposite sides of the 
shed, two traversing carriages, each to take a wagon, are 
necessary. Hach’ of these carriages has been made detach- 


4 


able from the central locomotive, automatic couplings being 


provided to quicken the process of attaching and detaching. - 


ONE OF THE 1-Ton FIXED Jin CRANES IN SHED B. 


E. locomotive part of the traverser is able to haul. both 
= ersing carriages, one empty and the other loaded, at an 
ны бе speed of over 300 ft. per min. for the whole journey. 
"rs traverser was made by Messrs. Stothert & Pitt, a 
Helen motor and D.T.H. controllers heing used. The 
€-Shaw transmission gear was made by Messrs. Com- 
Payne, Ltd. | 
n of the same type as described for the high-level 


a 


The sidings, lifts, and traversers are worked by 10 Clyde | 


The central loading platform in Shed B is provided 
with two 1-ton fixed Jib cranes, either of which can deliver 
goods from wagons in the siding beside the platform to the 


cart roads op the other side of the platform, or vice-rersd. 


These cranes, imade by Messrs, Stothert & Pitt, lift loads of 


1 ton at an average speed of 50 ft. per min., and slue ata , 


speed of two RP.M. They are equipped with E.C.C. motors * 
and Allen West controllers. The load can be lowered by a 
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EXTERNAL APPEARANCE OF TRANSMISSION GEAR ON 
30-TaN TRAVERSER IN SHED B. 


hand brake or by using the motor as a brake, and the sluing 
motion is stopped by a pedal brake. 

The whole of the electrical machinery at Moor Street was 
made to the drawings and specifications of Mr. Roger T. ` 
Smith, the electrical engineer to the Great Western 
Railway. 


ELECTRICAL COMMUNICATION IN THE FIELD. 


WHILE we hear but little of the uses of electricity 
in connection with the war, it must not be supposed 
that they are either few or unimportant. On the 
contrary. without the aid of electricity it would be 
impossible for either side to conduct operations on 
a scale even remotely approachifflg the vast dimen- 


/ (Offictal photo. 
Fic. 1.~A FRENCH ARTILLERY OBSERVATION POST. 


French] 


sions of the conflict now in progress, for by no other 
means would it be feasible for the directing authori- 


ties to maintaif continuous communication with 


their naval and military forces-in every part of the 


war area, and to gain information tngtantaneously, 


and to a great extent secretly, from. their scouts 
and observers both on the surface of. the earth and 
even in the upper air above the enemy’s territory. 


The latter in particular is ап achievement which a 


century ago would ‘have been regarded as a 
miraculous performance, and a little earlier still 
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would inevitably have doomed the inventor to a fiery 
end. But these essential functions of the electric 
current are fulfilled so quietly, unobtrusively, and 
efficiently, and have become so commonplace, that 
no one takes much notige of them; moreover, the 
mem who are responsible for the maintenance of 
such communications are so modest that they neither 
seek nor desire publicity. | | 
The telephone and telegraph wires and waves аге 


the nervous system of the land forces, a system. 


whose ramifications extend from the headquarters 
of Government to all the military commands, beyond 
them to the sub-divisions of the units, and even to 
the foremost trenches and observation 
the apparatus employed comprises corresponding 
classes,from the complex permanent telephone ex- 
change in town to the more primitive, but still 
elaborate, local exchanges ''at the back of the 
Front," the comparatively simple switchboards 
housed in dug-outs in or near the trenches, and, at 
the ends of the uttermost threads or feelers of the 
svstem, to the portable telephone and telegraph sets 
with which communication is maintained from the 
immediate vicinity of the enemy’s trenches. We 
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French] \ (Oficial photo. , 
Eig. 2.—A TELEPHONE STATION IN THE TRENCHES. 
+ 


illustrate herewith some examples of the signalling 
stations used by our French Allies. on the Somme, 
showing successive stages on the upward march 
from the utmost simplicity to a comparatively high 
degree of complexity. 

Fig. 1 shows an artillery observer “‘ spotting ” 
in an advanced position, with his telephone signaller 
close at hand. Fig. 2 represents a telephone station 
in the trenches, in charge of a singlé operator. Fig. 
3 is a view in the telephone office in the French 
lines on the Somme; here, it will be seen, a much 
higher level of elaboration is, required, and the 
apparatus begins to assume tlie appearance of a 
branch exchange. Fig. 4 shows a still closer 


approximation to the equipment of a pérmanent ex- 


change serving a large number of lipes, the station. 
in fact, attaining to the dignity Óf a “central” 
office, and being fitted with frames to carry the 
cables and apparatus. : 

In the case of wireless telegraphy, the system, of 
course, 18 wholly different; there are no switch- 


posts ;. 


boards or distributing apparatus, the place of which 
is taken by the ether of space. The stations are 
necessarily more cumbrous than the light portable 
telephone apparatus, but yet are readily movable 
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Fig. 3. - TELEPHONE OFFICE IN THE FRENCH LINES. 
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Fic. 4.—PART ОЕ THE INTERIOR OF A CENTRAL ARMY 
TELEPHONE OFFICE. ' 


from place to place. Fig. 5 shows one of the 


simplest outfits in operation at an outpost, the an- 
tenna being simply a horizontal wire stretched be- 
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[tween two trestles, and the earth or ‘‘ counter- 


poise ° а sheet of metallic gauze unrolled upon the . 


ground. A more pretentious apparatus, requiring 
two motor vehicles for transport, is illustrated in 


hg. 6, which shows the staff erecting a light tele-: 
scopic antenna pole, extending to a height far be-, 


yond the Jimits of the view. The installation can 
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- French] 


Бе erected read 
its arrival on the scene. 

We are indehted for these views to Giles’s Photo 
Agency, and for the loan of the block for fig. 5 to 
the Wireless World. | “ 


‚ LEGAL. 


COUPLING FOR ELECTRIC MACHINERY. 


BEFORE the Patents Court concluded its work for the Whitsun 
recess, , Messrs. Croft Bros., of the Thornbury Works, Bradford, 
applied fgr licence to use 
the German patent 11,898 
of 1908, in the name of 
Franz Tacke, for an elastic 
coupling for joining up 
dynamos with electrical 
‘apparatus, &c. 

MR. ARMSTRONG, of 
Messrs. W. P. Thompson 
and Co., Liverpool, 
explained that Messrs. 
Croft Bros. made’ many 
kinds of couplings, and 
they had lately had special 
inquiries for this elastic’ 
type. ' 
MR. JusTICE, who op- j 
posed the application, said 
the patent was dssigned to 
one Habermann in 1909, 
&nd a licence, sole and ex- 
elusive, was granted to the 
Power Plant Co. Ltd. of : 
West Drayton, Middlesex, 
who had been manufac- 
turing the coupling under 
it and supplying the mar- 
ket. They were able to 
meet all the demands, and 
to supply Messrs. Crofts 
into the bargain. The 
agreement by which they 
Manufactured was not, he 
admitted, on the register. 
It was a document pre- 
pad апа exectited in 
Germany. Не was prepared | 
to show it to the Con- > 
troller, together with the 
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books of the company, 
manufactured. 
The CONTROLLER said this was a difficulty. which would have to 
be dealt with. It was a misfortune that they did not get all these 
documents affecting the title of a patent on the register. He and 
his colleague, Sir Cornelius Dalton, had felt a great amount of 
hesitancy, because there might be British manufacturers in thia 
country. There was nothing to force a man to place his name on 
the register, and therefore there was nothing to show who wan 
the owner of the patent. 
When new legislation came 
along, they’ would endeavour 

, to have the register pl: cel on 
& proper basis. He sympa- 
thised with Messrs. Crofts. 
The document effecting the 
transfer of the patent, or 
showing the interest of some- 
body else in the matter, was 
something of which they 
might possibly know nothing 
at all till the application . 
came on. | 

Addressing Mr. Justice, the 
CONTROLLER added: If this 
were a court of law, I should 
make you pay the costs of the 
day, supposing you convinced 
me that I ought not to deal 
with this patent. 

MR. Justice : I think cross- 
examination would show that 
the applicant was not alto- 
gether in the dark. We have 
been dealing with the entire 
British and Colonial demand, 
and supplying ever since the 
title was granted. Last year 
we supplied £1,100 worth. 
The Power Plant Co. is a 
purely British concern. Not 
only has it paid a 5 per cent. 
royalty, but it has paid the 

- income-tax on the royalty. 
The Power Plant Co. has built up tne goodwill, and the applicants 


disclosing the firms .for whom they 


[Official photo. 


. now want to collar our business. 


The CONTROLLER, after examining the documents, said he was 
afraid this was oneof the rare cases where the agreement was fatal 
to the application. There had been cases where they felt that it 
was in the public interest to extend the range of manufacture, but 
here was a firm working under exclusive licence covered by docu- 
ment, which had gone to great expense to build up the English 
and Colonial trade, and were coping with the demand. The Court 
were not disposed to interfere with this arrangement, definitely 
come to before the war. Theagreement had been loyally acted on by 
the grantees to the best of their ability. It was unfortunate that 
the agreement was not on the register, but the Court having seen 
the Power Plant Co.'s books, would not interfere with the course 
of their business now. ` 
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Fia. 6.—ERECTING THE MAST OF A MOBILE WIRELESS INSTALLATION. 
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THE RIGHT TO DISCONNECT. 


е. AT Brentford Police Court, recently, the Twickenham and 

ur Teddington Electriv Lighting Co.. of Broad Sanctuary, West- 
SEA minster, were sucd for unlawfully making default in the supply of 
energy to Stephen T. Whaley, of Spencer Road, Twickenham. 

Mr. TERRY prosecuted, and urged that there was a bona fide 
dispute between the parties as to the amount of current consumed 
for the December quarter, yet the defendants cut off the supply. 
Under the Act of 1909, Sec. 18, they had no power to do this, and 
in refusing to continue the supply they had brought themselves 
within the penalty clause. 


company to supply current at 14d. per unit. For the September 
quarter, 1915, the consumption was 90 units, and for the next 
dr quarter 110, but in the meanwhile a radiator had been installed. 

2 For the summer quarter of 1916, 20 units’ were paid for, and 

! the next quarter 25. and then for the Christmas quarter the meter 

oe registered 408 units. He contended that he could not have used so 

; much, ав not more than three rooms were in 
use, and the radiator was only on for about 
half an hour each evening. The defendants. 
in reply to correspondence, put in a check 
meter without his consent, and told him 
his meter did not register enough. He 
declined to settle the account, and the com- 
pany cut off the current. 

MR. FARRER, the manager of the company, 
stated that they gave the complainant every 
consideration. It became necessary in 1916 
cs to change the meter. and then’ came the 
E : complaint from Mr. Whaley that it had 

greatly over-registered the current used. 
Witness sent a man to inquire, and found 
there was a radiator which would use about 
і 2 units per hour. They told ' complainant 
| they were satisfied with the meter. but he 
| could have it tested at a small fee of 5a., 
| EA, which would be returned if it was incorrect. 
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He declined, and witness had a check meter 
fixed, which showed. that the older one regis- 
tered 5 per cent. slow. and recorded less 
current than was used. Ав complainant 
refused to pay the charges the current was cut 
off, and the company relied on the fact that the 2 
register of the meter was conclusive unless proved to be inaccurate. 
The winter was severe, coal was scarce, and people used their 
‘radiators more than in other vears, which accounted for the in- 
creased amotint of current consumed. Complainant could have had 
the test made. The right to disconnect was under the Act of 1882, 
Clause 21. | 

Mr. TERRY said the later Act overrode that. 

MR. FARRER: Even then there is no haona fide dispute : either 
party can have a test made. We did not want опе, and the com- 
plainant refused. We were quite satisfied with ће meter. 

The Court held that the complainant should have exercised his 
power to have a test made, as he was the dissatisfied person. There 

| could be no bona fide dispute unless both were dissatisfied. The 
| summons was dismissed, with costs. | 
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* ELECTRIC 'BUS CHARGING AT YORK. 
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IN connection with the operation of the Edison accumulator 
"buses by the York Corporation, to which reference has been 
made in our pagea, the British Thomson-Houston Co. supplied 
some interesting charging sets, consisting of motor-boosters with 
foolproof control gear. | 

This charging switchgear, which is designed for operation by 
unskilled persons, consiste of an automatic starter and battery 
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—— 


‘Bus CHARGING STATION, YORK. 


Y ах switch, having no-volt and overload features, the whole of the 
switchgèar being installed in shelters placed at the outlying 

бооз terminus, to which these 'buses run, so that the cells can be 
: патред when necessary at the end of the journey. 


COMPLAINANT stated that there was an arrangement with the - 
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The operation of this gear, which is controlled from outside the 
ene and the function performed by the switchgear, are as 
` follows :— : 


і Р 

On closing а small snap switch, the motor booster set is started 
up, but before this can be done, a field reoetat controlling &he . 
generator field must be brought back into the weak field position ; 
this rheostat is interlocked with the other gear, so that it is im-- 
possible to start up the set except under these conditions. The 
closing of the switch puts into operation the contro? gear ‘of the 
motor, which consists of special B.T.H. series-contactor switches, 
which close in the correct sequence, bringing the motor up to full 
speed. The,generator voltage may then be raised by means of the 
field rheostat, until a point is reached at which the voltage is just 
above the voltage of the battery being charged, when the automatic 
battery switch closes the circuit to the aocumulators, the charging 
current being further regulated by raising the generator voltage 
by means of the field rheostat. 

The automatic battery switch is arranged to open in the case of 


CHARGING SWITCHGEAR FOR ELECTRIC ‘BUSES. 


reverse currents, due to the booster set shutting down from any 
cause whatever. 

Overload relays are also included, giving efficient protection 
against earth on either pole of the generator circuit, and against 
overload on the motor circuit itself. When any relay trips it dis- 
connecte the faulty circuit, and at the same time skuts down the 
motor booster set. If guch should occut during the charging of 
the cells, these relays can be electrically re-set by reclosing the 
small snap switch used for starting. A similar snap switch is pro- 
vided for discennecting the starting gear when the charging of the 
cells has been completed.  ' 

The whole of the control operstions outlined above are made 
outside the shelter in which the switchgear is enclosed, the control 
panel consisting of a small junction box. conveniently placed, con- 
taining the stopping and starting switches, field rheostat hand- 
wheel, and necessary terminals for connecting up the charging 
plugs and cables from the vehicle to the charging switchgear, these 
plugs and receptacles being designed to comply with the require- 
ments of the Electrical Vehicle Committee. · 


ELECTRICAL HEATING AND COOKING. 


A paper on the above subject was recently read to the mem- 
bers of the BIRMINGHAM AND DISTRICT ELECTRIC CLUB by Mr. 
C. Scorr. The writer said that for the past four years elec- 
trical heating and cooking had been serious competitors for 
older methods to meet, and there was no doubt that the 
invention of the nickel-chrome resistance alloy had been of 
the utmost importance in aiding the development of the 
apparatus. Previous to this discovery there was no common 
metal which could be safely run at a bright red temperature 
for any length of time when exposed to the air; conse- 
quently, the most popular electric heater, the electric fire, 
could not have existed, without nickel-chrome wire. To be 
successful the heater must have the appearance of a red-hot 
fire to appeal to the eye, a fairly free air circulation to warm 
the air in the room, and sufficient heat radiation to warm 
any person standing near it by radiant heat alone. The lamp 
radiator was being gradually ousted by the electric fire, be- 
cause, however good it was for warming anything placed 
directly in front of it, it seemed to take a long time to warm 
a room. The convector had also largely beep displaced by 
the electric fire, because no warmth was felt üntil the whole 
of the air in a room was warmed perceptibly, and this wag 
rather a slow process. 

To be a commercial success the electric heater must be 
reliable, inexpensive to maintain, and low in first cost. The 
terminals should be heavy, and placed in e‘convenient si- 
tion; the amount of wire used in the element should be as 
large as possible, and an earthing terminal should. pro- 
vided. Аз on most electric heaters. the switches were near 
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the ground, а tumbler switeh was more convenient Шап the 
rotary type, and although;the tumbler was more often 
operated by the foot than the hand, a good switch would 
stand this treatment quite well. — | 


The coal fire was the cheapest form of heating, while gas . 


and electricity were about equal, but there were many advan- 
tages which electricity had, the value of which was hard to 
express in money. A great advantage of the electric fire was 
its portability ; this enabled two or three fires to do duty for 
a house, whereas the gas fire must be. fixed because of its 
weight, pipework, and flue. A rating giving the best results 
was 1.5 watts per cu. ft.; this would give a temperature rise 
of 12 deg. in one hour, and half this consumption would 
maintain the temperature. ẹ 

. The chief points to be considered in electric cooking were 
reliability, low first cost, and low running costs.- Reliability 
was largely a inatter of design. For good and economical 
cooking the heat should be evenly distributed in the oven, 
yet the elements should be arranged so that the cook could 
make any portion of the oven: hotter than the rest. The 
terminals should be heavy, and the elements should be easily 
replaced, and cheap to renew. | Connections in the oven 
casing should preferably be of strip, and all screw connec- 
tions should have locknuts. The position of the heating 
elements was important; bottom heating only did not give 
good browning on thé top of pastry. Тор апа bottom heat was 
better, and when used in an oven which was broad in pro- 
portion to its height, was quite good; but when the oven was 
of ordinary shape, that was with a ratio of height to width 
of 3:9, the best results were undoubtedly obtained by the 
use of side elements. The whole of the interior of the oven 
should be vitreous-enamelled, including the shelf and shelf 
racks. The loading of the elements should be enough to raise the 
oven to a cooking temperature in 25 to 30 minutes, and a 
temperature of 350 deg. should be maintained by one-third 
heat. The temperature of the elements had an important 
effect on cooking. It was necessary to get direct radiation 
on to pastry and meat to ensure a good colour, and this 


could only be obtained by running the elements at а tem-- 


perature giving the correct proportion of radiant and con- 
vected heat to suit the oven. Too much radiant heat would 
brown the outside without cooking the inside, while too low 
a temperature on the elements would tend to give tough 
pastry of poor colour. At present the rotary switch was 
most favoured by designers, but the writer had used tumbler 
switches with first-class results, and had had a switch of 
this tvpe rated at 10 amp., breaking 25 nmp. at 930 volts 
90 to 30 times daily for three months. Of course, none but 
the best switches would stand this test. It was advisable to 
fit a fuse on every circuit, otherwise a faulty element would 
render thé whole cooker useless. The screwed plug type of 
fuse seemed ideal for domestic purposes, its only defect being 
the cost of replacements. The top plates should be machined 
with a fairly coarse cut, and on no account should they be 
ground. There was no fear of mica disintegrating if the 
right mica was used, and the element assembled on. the top 
plate under pressure. The writer had had three hot-plates 
run at a cherry red for over 4.000 hours, and at the end of 
that time the mica, 5 mils. thick, withstood 1.900 volts ap- 
plied for 30 seconds. There was по doubt that electricity 
at ld., or even 13d., a unit compared favourably with gas 
for all oven work, and when current could be purchased at 
ld. a unit or under a complete cooking outfit would not 
cost more to run than the corresponding gas cooker. In 
addition, there was the unchallenged superiority of the results 
obtained in an electric oven due to:— 

1. The absence of the products of combustion. 

2. The temperature being under better control. 

З. The retention of the meat juices. , 

It was a fact that the usual shrinkage in a gas or coal 
oven was not less than 25 per cent.. while in an electric 
oven this could easily be reduced to 12} per cent. Consider- 
ing the oven alone, when full heat was on there was not 
much difference between the costs for gas and electricity. 
Full heat was-only used for running up to cooking tempera- 
ture, which was onlv for a small portion of the time the 
oven was in use. While cooking was. actually going on the 
electric oven was costing 50 per cent. less than the gas 
cooker. Obviously, then, although the figures given are 
based on a 4d. per unit tariff. electricitv for roasting was 
equal to gas at 2s. 3d. per 1,000 cu. ft. when the charge per 
unit was 14. Tu i 


WAR ITEMS. 


Exports to China.—The * London Gazette " for Мау 
: contains further names of persons and bodies of persons 
їп China and Siam to whom exports may be consigned. 
After-the- War Trade Policy.—The following have been 
3ppointed míembers of Lord Balfour of Burleigh's Committee 
Ой Commercial and Industrial Policy in place of others who 
Be now members of. the Government :—Sir Charles Henry, 
Б M.P., Mr. J. A. Roxbureh, Sir William Pearce, M.P., 
M p У Шаш Priestley, M.P., Sir Archibald Williamson, Bt., 


Sulphuric Acid.—The Minister of Munitions has issued a 
new Order relating to the manufacture, supply, and price 
of sulphuric acid as and from June llth. It wil] be found 
in full in the London Gazette for May 29th. | 


Trading with the Enemy.—The “ London Gazette " for 
May 25th contains further lists of persons or bodies of persons 
in the following countries with whom trading is prohibited :— 
Argentina, Brazil, Chile, Netherlands, Peru, Spain, Sweden, 
&c. | ; 

Coal Shortage in Denmark.—The ‘Times ” states that 
many Danish factories have been compelled to cease work 
owing to lack of coal, and thousands of workmen are out 
of employment. The theatres are open for only a few hours 
a week, lighting in the streets is completely stopped, and 
railway traffic, already cut down to 42 per cent., will be still 
further restricted. йт, | EM 

Enemy Works Destroyed.—According to the '' Weser 
Zeitung," there has been a destructive fire at the Wo!frain 
lamp factory at Lechhausen (Bavaria). The main building 
and a number of adjoining stores were destroyed.— Times. 

Part of the Kahlbaum chemical works at Adlershof, near 
Berlin, has been destroyed, and а number of persons were 
injured by an explosion there last week.—Times. 


New Lighting Order.—With a view to checking the con- 
sumption of gas and electricity for certain forms of unneces- 
sary lighting, the Home Secretary, after consultation with 
the Coal Controller, has made an Order prohibiting altogether 
the use of sky signs and other illuminated advertisements, 
and lights outside or at the entrances to shops or theatres, 
kinemas, and other places of amusement, excepting such as 
may have been approved by the police as necessary for the 
safety of the public. The prohibition applies at all hours, 
before or after dark. The Order also prohibits the retention 
of the interior lighting of shop windows after the shops are 
closed for the serving of customers. 


Industrial Problems After the War.—The '' Times ” 
states that the Government propose to make novel use of 
the Reform Bill in their scheme, now Well advanced, for the 
reconstruction of industry after the war, and especially for 
the transition of factories from war work to civil work. “It 
is proposed to insert in the Bill a clause enabling local regis- 
tration officers, in compiling lists of voters, to ascertain the 
nature of the employment of each voter before the war. These 
returns will be tabulated in each district. . At the same time 
a branch of the Ministry of Munitions has collected statistica 
from 99,000 firms in the engineering and allied industries of 
their prospective labour requirements. In this way there 
will be available lists of the men required by firms to carry 
out their peace contracts and of the labour reservoir on which 
they can draw. The Reconstruction Committee are preparing 


lists of public contracts interrupted by the war, as well as, 


of those which will have to be put in hand immediately peace 
is declared. These will be pooled among firms according to 
their capacity. | 

America and British Colonial Trade.—From the ‘Journal 
of Electricity " (San Francisco), Маў 1st, we quote the fol- 
lowing extract :— | | 

“The ELECTRICAL Review, of London, recites the fact that 
strong resentment on the part of British firms in Australia 
is being aroused by the extraordinary preference given to 
foreign manufacturers when material for construction 1s 
wanted. The procedure is said to exhibit such a bias in 
favour of American manufacturers that all others are prac- 
tically excluded from consideration. While ever-increasing 
commercial and engineering relations with our Pacific neftgh- 
bours is exceedingly desirable, still no true American would 
want this trade for an instant unless devoid of bias, and 
winning its entrance on service and quality alone." 

We appreciate the sentiment expressed by our contem- 
porary. We are confident that the mobilising of American 
resources with a view to hastening the defeat of the Hun 
will promote an increasing friendliness. with .our trans- 
Atlantic cousins for after-the-war trade co-operation. 

Women in Engineering.—We referred some weeks ago to 
a very impressive and effective exhibition of official photo- 
graphs and samples of women's work that was organised by 


‘the Labour Supply Department of the Ministry of Muni- ' 


tions, and was held at the Royal Colonial Institute, in Lon- 
don. It wil be remembeerd that the collection illustrated 
the various types of work upon which women are employed 
in engineering and other industries on munitions of war. On 
Wednesday last the second of the series of exhibitions was 
opened, and it shows a still greater variety. This time 
Bristol is the centre, and the Lord Mayor of that city 
perfonned the opening ceremony. The exhibition will re- 
main open until June 5th from 10 a.m. to 6 p.m. It is being 
held at the Royal Colonial Institute, Whiteladies Road, 
Bristol, and we are sure that a visit to it will well repay those 
connected with engineering and munition labour questions 
who may be within fairly easy reach. Most of our readers 
are ulr2ady well versed in regard to the excellent adapt- 


ability that the women of the nation have shown in connec- | 


tion with such activities, but even to such the variety of the 
collection will, we feel sure, convey some new information 
worth possessing at the present time regarding the respon- 
- sible work for which they have proved their capacity. 
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* Be a Potatriot."—Under this heading, the ‘‘ Electrical 
Age” (U.S.A.) urges its readers to take their share in the 
mcreased production of foodstuffs. Potato sowing plans by 
private householders are being proceeded with energetically 
in the States, and we gather that central stations there are 
also taking up the gardening idea. 
occupied land adjacent to company buildings where amateur 
farmers have easy access, and wheré crops are readily pro- 
tected from theft. Certainly a well-tended garden looks 
better than a cinder-covered yard, and the improvement 
costs the company nothing. Indeed, it is of distinct benefit, 
as putting the central station in jts rightful place as a leader 
in a project in which the community is asked to join." Oh 
where, and oh where is our own Electrical, Develapment 
Committee gone? What untold possibilities might otherwise 
lie awaiting us in the form of central-station crops. Pity we 
are all so short-handed—or short-sighted. Tomatoes in the 


. boiler-house, even chestnuts in the staff room—-perhaps. 


Exemption Applications.—At Aldershot, on May 22nd, the 
Aldershot Traction Co. defended a military appeal against 


conditional. exemption held by the superintending engineer,’ 


Mr. E. A. Fager, who is 42, and in Class B1. The Tribunal 
decided that Mr. Fager was in a reserved occupation, and the 
exemption was confirmed. ` 

Mr. Н. B. Atkinson, electrical engineer, Morecambe, aged 
99, has had his temporary exemption extended by the More- 
cambe Tribunal till August 31st. He had from 800 to 900 
customers on the books. He was told he must confiné him- 
self. to doing electrical work. 

At Rochdale, temporary exemption to July 31st was given 
to Mr. J. Fozard for 8. Standring (37, C 2), electrician, and 
to the Tramways Committee for W. T. McCaul (41, C3) and 
J. Hird (87, Class A), motormen. 

An application by the Military Representative against the 
decision of the Heywood Tribunal, granting conditional ex- 
emption to June 15th in the case of an employé in the Cor- 
poration electricity department, was successfully made at the 
Salford Appeals Tribunal. The certificate was altered to final 
exemption to the date ramed: Judge Mellor, who presided, 
said a trade card had been produced, but the Appeals Tri- 
bunal, acting on instructions, had decided not ‘to recognise 
such cards. They could be easily obtained, and the Tribunal 
were not.going to be parties to the scandal of sending men 
of 40 to the Colours and exempting Class A men of 96. If 
the card would over-ride their decision, that was a matter 
the parties must fight out for themselves. 

At Faversham, an appeal was made by the Military against 
exemption held by Mr. Colin Walton (31). who has, amongst 
other duties, charge of the electrical plant at the sewage 
works. The appeal was disallowed; and the exemption con- 
firmed. | 

Renewed exemption was applied for, at Nuneaton, by Mr. 
G. H. Patrick (28, in Class C3), electric, ight and power 
contractor, and he was exempted under a munitions substitu- 
tion order. | | | 

P. MacAlpine (37), fitter and electrician, with the East 
Surrey Traction Co., has been given three months’ temporary 


| exefnption by the Reig&te Tribunal. 


On the appeal of the Dorking Electric Supply Co., final 
exemption until June 30th has been given to J. Rawlihison 
(34), electrician. | 

Berwickshire Appeal Court has*refused exemption to Mr. 


J. G. Graham (36), electric light fitter, of Newton Don. 


On the recommendation of the Advisory Committee, Roch- 
dale Tribunal has given temporary exemption until July Bist 
to W. T. McCaul (41, in Class C3) and J. Hird (37, Class A), 
inotormen on the Corporation tramways; and to S. Standring 
(37, Class C 2), electrician, appealed for by Mr. J. Fozard. 

At Hastings, the Tramway Co. appealed for a brake and 
trolley examiner and a switchman, and it was agreed that the 
cases. should be referred for substitution. 

Herts. Tribunal has refused an appeal for exefnption to 8. C. 
Salmon (36), of Barnet, clerk to an Electric Supply Co., and 
he is to join up on June 15th. 

A military appeal] haa been allowed against exemption held 
by R. H. Lerwell. charge engineer at the works of the Ilfra- 
combe Electric Light Co. 

Bradford-6n-Avon Tribunal have granted three months’ ex- 
.emption to Mr. Malcolm Stirling (40, in Class C 2), electrical 
engineer at the Wilts. Countv Asylum, Winsley. 

At Melton Mowbray, Mr. J. F. Montague, of Cold Overton 
Hall, appealed for T. E. Smith. electrician. responsible for 
the supply of current and the upkeep of about 400 lights. 
The Tribunal granted conditional exemption. 


~ 


Australia and Electrical Contracts.—At a meeting’ of 
the Adelaide Chamber of Manufactures. held toward the end of 
March, consideration was given to a letter from the Secretary of 
State for the Colonies regarding the handicaps under which the 
British electrical industry is at present labouring owing to the 
war, and а resolution was carried recommending that all contracts 


be suspended until British manufacturers are again in a position 
to tender for oversea, work, 


“There is much un- * 


vancers. 
arrangement does not seem to be mentioned: that in which 
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REVIEWS. 
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Electric Switch and Controlling Gear. By C. C.. GARRARD, 
Ph.D., M.LE.E. London: The Electrician Printing and 
Publishing Co., Ltd. Price 158. net. 
This ig a specialised work dealing with appliances and de- 
vices for the control and regulation of pressure and current, 
a subject in, which the author has a very extensive experi- 


.ence. To produce a satisfactory book on such a subject is 


undoubtedly a difficult matter, since so many of the points 
which must be dealt with are of a controversial nature, and 
anything approaching finality is far from being reached in 
regard to the subject generally. | 
The book is divided into eight chapters, the first being 
devoted to & study of the materials used in the construction 
of switches and switchboards, and to considerations in regard 
to specifications and manufacturing methods. The next sec- 
tion deals with appliances for breaking electrical circuits, and 
includes a consideration of high and low-tension switches and 
fuses. Particular stress is laid on the fact, recently the.sub- 
ject of much attention on the part of operating engineers, 
that the real difficulty in designing & switch is not to arrange 
for it to carry (or break) the normal current, but to arrange 
for it to break the much larger currents which occur under 
fault conditions. Ав is well known, high-tension switches 
are often weak in this respect, and in some cases special 
means have been taken to.keep down the current flowing 
under short-circuit conditions. ru 
Chapter III is chiefly concerned with devices for cutting 
out faulty cables and machines, and the section dealing with 
the application of time elements to overload relays is of 
particular interest. Reverse power relays and the more 
recent systems of balanced protection are, also adequately 


. considered. 


Field regulators, both hand and automatically-operated, are 
next dealt with; in this section it is noticed thav the carry- 
ing capacity of a wire (the material, temperature rise, ара 
environment being fixed) is said to vary as а! As a 
matter of Tact, in the case of fusing currents of wires (a very 


sinilar problem) the index 1.5 is not correct; it would be | 


interesting to know if there are corresponding variations, a8 


seems probable, in the case under notice. 


The section dealing with motor starters seems rather un- 
balanced; there are few schemes of connection for shunt 
motor-starters, and difficulties pn no-volt releases, particu- 
larly with variable-speed motors, lare certainly worth diseus- 
sion; the problem of the ''inching " starter is also of con- 
siderable interest. Starters for induction motors are dealt 
with in a much more satisfactory manner. 


Switchboards, for high and low-tension circuits, are fully 


considered from the point of view of diagrammatic arrange- 


"ment, and also from the standpoint of mechanical and elec- 


trical comstruction. Particular attention is paid to the 
switchgear for appliances which have come into use in recent 
vears, as self-synchronising rotary converters and phase ad- 
In regard to the former, one very interesting 


the ‘same auxiliary machine is used both as the starting 
motor and, subsequently, as the synchronous booster. In 
this section there 1s also meluded an interesting account of 
anes and pressure transformers for use with instruments 
and relays.. 

In the concluding chapter. the protection of circuits against 
damage from pressure rises, both internal and external in 
origin, is considered; in particular, the numerous ways in 
which internal causes may produce pressure rises, a diffiqult 
subject, are clearly explained. | 

Several appendices dealing with the regulations concern- 
ing switchgear issued by various controlling authorities are 
included, perhaps the most useful being that concerned with 
extracts from the United States National Electrical Code. 

Dr. Garrard can certainly be congratulated on his book. 
which must have entailed very great labour in collection and 
compilation. The half-tone diagrams have been well repro- 
duced, and the line diagrams clearly and simply drawn. It 


seems, however, a mistake to have taken a clockwise direc- 


tion for the rotntion of the vectors in vector diagrams, esne- 
cially since the fact is not explicitly indicated in each dia- 
gram. In addition to serving as a text-book to engineers and 
stndents generally, it can be recommended with every con- 
fidence as a reference book to central-station and transmission 


engineers and to those engaged in the manufacture of high- 


tension switchgear and machinery. 


The Principles of Electrical Engineering and their Applica. 
tion, By Grspert Kapp, М.Т.О.Е. London: E. Arnold. 
Price 153, net. Pg 


The electrical student of the present time appears to be а 
most fortunate individual: he has the. choice of numeroua 
works of reference, both general and specialised, and the book 
now before us presents the subject under discussion in still 
another light. | 

Some works are highly mathematical treatises, while others 
give but a vague and popylar presentation of the matter set 
forth. Prof. Kapp's effort, however, steers a mid-way course; 
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it is by no means a book to be lightly treated, but, at the 
same time, there is no reason for the prospective reader, 
who is assumed to have, had an education involving at least 
a nodding acquaintance with higher mathematics, to be dis- 
mayed; although the theory is mathematically treated, all 
steps are carefully set out, so that there should be no difh- 
culty in following the reasonings. As the volume in ques- 
tion, being the first of two, deals with principles only, it must 
not be expected that the contents may be digested save at 
the expense of time; but one's mind attains а sense of satis- 
faction after it has been perused, and there is a feeling that 
the time so spent has been time well spent—it being a book 
of undoubted interest even to the general engineer. For the 
student at technical school or college it should be looked upon 
as & text-book setting forth the principles of electrical know- 
ledge so that their application becomes almost nature to him, 
while for those whose opportunities have not been so favour- 


able, it is a mine of untold wealth. It should also enable, 


the captains of industry to readily appreciate technical points 
brought before their notice, and so assist them in their 
judgments. | | 

The matter is disposed of in logical sequence, opening with 
a chapter on conductors, Ohin's law forming the basis of the 
arguments. The measurement of resistance includes accounts 
of various bridges, and here one is immediately struck with 
the diagrams and descriptive matter which enable the minor 
details necessary to render success complete to be appreciated. 
Generally the possibilities of the potentiometer are but slightly 
known, but the chapter devoted to potentiometric measure- 
menís should assist those who consider its use to be very 
limited, to value its wider applications. The graphical methods 
for combining resistances and the design of resistance steps 
are features of the section dealing with applications of Ohin’s 
law, and other principles illustrated are dealt with. in a most 
explicit manner. ; | 
.The author proceeds to discuss the distribution of con- 
tinuous currents, several general examples being worked in 
detail; their similarity to the determination of bending 
moments was explained, illustrating how results may be 
easily determined by graphical methods. Тһе subject of 
` boosters is included in this chapter, and Dr. Kapp's modesty 
in this connection is most marked. Consideration of circuits 
for electric tramways introduces the Board of Trade rules, 
while the pages devoted to the three-wire system prove to.be 
of more than pessing interest. 

In a work of this nature one does not usually expect small 
but practical details to be discussed at such length as the 
author devotes to the testing of insulation resistance, and 
the reading under this heading should be of immense value 
to the general engineer, who, at some time or other, has to 
deal with such tests. 

The next subject to take our attention is that of elementary 
electrostatics, which leads up to the consideration of capa- 
cities, to which much space is devoted. A chapter on applied 
electrostatics follows, and the principles set out in the pre- 
vious pages enable one to appreciate the more practical ques- 
tions now involved; to one interested in the study of cables 
from а general view-point these portions of the work should 
be of great value. A section allotted to magnets follows, the 
mathematical and physical conceptions being concisely tueated, 
80 that when one comes to the subject of electromagnetism 
the grounding given makes it possible to readily understand 

ё arguments then presented, and there is no doubt that а 
careful student of the mathematical reasonings will find much 
capable of being turned to good use when the consideration 
of designs Is necessary. . 

apter XI is devoted to elementary electrodynamics, and 

Te again, we find the same logical and clear manner of 

andling a subject as is shown in the previous pages, the 
mathematical side being given fully though simply; the rela- 
tion between the various units employed is next investigated, 
useful tables being given after original discussion. 

nere are few so competent as Dr. Kapp to deal with the 
Subjects next treated, viz., electroniagnetjc measurements and 
m ting of the magnetie qualities of iron. At first the 

Ore usual forms of instruments are briefly enumerated; the 
Principles of the galvanometer are dealt with thoroughly, so 
Witt one proceeds to those paragraphs relative to iron testing 
d an intimate knowledge of the capabilities of the appa- 
Шет eram The reader is also enabled to form a concrete 
oe the importance of hysteresis, and the pages touching 

Pon this should-be of great concern to the designer, embryo 


or otherwise, Before passing on to the second of the two. 


P pene the author's bridge method of finding inductance 
ri lentioned amongst others, and is dealt with in a charac- 
ing 416 Way. After a section referring to the objects of test- 
s ron, we are introduced to the subject of permeameters, 
one mds again Dr. Kapp’s versatility becomes apparent, and 


annot А e COE" h Я 
overcom| but admire his simple mechanical devices for 


Work of 
. tlon, an 


fin А à 1 : a 
al issertation in which the original work of the author 


Se . 
iron b liself. One who has attempted the testing of sheet 
and «some of the various methods will appreciate the ease 


ng the difficulties appearing in the experimental 
others. The testing of thin sheets next claims atten- 
d once more interest is keenly held, especially by the 


of ze DDlicity of the test in question, and the working out’ 


Cha 3 cannot fail to please a professed student. The final 
18 devoted to the theory of alternating currents, and 


forms one of the clearest accounts anent this subject that . 
we have seen; vectorial representation is carefully explained, 
and practical details are alluded to in such a manner that it 
is with genuine regret that one comes to the end. A good 
general index and an index to formule complete this section 
of the work. . 
The general impression gained is one of thoroughness, com- 
bined with a facility of expression which. arouses a keenness 
and sustained interest, and there is no doubt that a reader of 
this work is sure to look forward to the companion volume 
on '' Applications " from the same author, which is promised 
for the future. Mistakes are few and far between, and the 
paper and type well chosen, so that the two together form a 
work which will last and be a handy means of general refer- 
ence. 
Atoms. By Prof. JEAN Perrin. London: Constable & Co., 
Ltd. Price 6s. net. (Translated from the fourth revised 
edition.) 


We are in some little danger in these days of taking a 
somewhat lop-sided view of the atomic theory in general, and 
of the structure of the atom in particular, owing to the great 
amount of attention directed of late years to the various 
phases of radioactivity. Ме are apt to forget the great 
amount of work formerly devoted to these subjects—work 
which, for accuracy and brilliancy, compares quite favourably . 
with anything recently done. The little book under review 
comes as а timely corrective; for in its 200. odd pages it sets 
out in brilliant style the case of the atom from our first rudi- 
mentary conceptions of it as the ultimate irreducible particle 
right down to our latest pictures of it as a whirling system of 
electrons. That is to say, the discoveries of the last 20 years, 
important and epoch-making as they are, are nevertheless 
apt to bulk too large because of our nearness to them, and 
this book endeavours to give them the kind of perspective 
they will eventually assume in the eyes of our descendants. 

The: author commences the book with a long chapter on’ 
chemistry in relation to the atomic theory, in which he deals 
thoroughly with such things as Avogadro's hypothesis, atomic 
coefficients, gramme molecules, molecular structure, valency, 
stereochemistry, solution, &c. The chapter includes a couple 
of interesting paragraphs dealing with the upper limit of 
molecular size. The author states that he has satisfied him- 
self that a solution of fluorescein containing one part in a 
thousand, illuminated at right angles to the microscope by & 
parallel beam of very intense light, stil shows a uniform 

reen fluorescence in volumes of the order of a cubic micron; 
rom which it follows that the mass of the bulky fluorescein 
molecule, which is 350 times as heavy as the hydrogen atom, 
is certainly less than the one-thousandth part of the mass of 


. а cubic micron of water. The sum total of the researches on . . 


thin films shows that the different atoms are certainly less 
than a hundred-thousandth (perhaps a millionth) of a milli- 
metre in diameter, and that the masses even of the heaviest 
(such as a gold atom) are certainly less than a hundred- 
thousandth (perhaps a hundred-millionth) of a trillionth of a 
gramme. 

Chapter II is on molecular agitation, and deals with mole- 
cular speeds, molecular rotations and vibrations, molecular 


free paths, &c. 


The next three chapters are perhaps the most important 
and most noticeable in the book, and will repay careful study. 


' They deal in great detail with the Brownian movement. From 


the time when the English botanist Brown in the year 1827, 
just after the introduction of the first achromatic objectives, 
examined a collection of small particles suspended in water, : 
and noticed that each of them, instead of sinking steadily, 
was jumping about in a lively and haphazard way, up to 
the time of the latest and most refined researches, the author 
takes us. Like most really great events, the original dis- 
covery attracted little attention. The-.motion of the particles 
was thought to be due to currents, vibration, temperature 
variations, and so on. But most careful experimentation has 
discredited any such theories. It was:soon discovered that 
the smaller the grains the more active the agitation, while 
their nature’ exerts little influence. In the same fluid two 
grains are agitated to the same degree if they are of the 
same size, whatever the substance.of which they are com- 
posed, or whatever their density. The Brownian movement 
never ceases. It is seen in the liquid inclusions that have 
remained shut up in quartz for thousands of years. We have 
therefore to come to the conclusion that it is concerned with 
actual molecular motions. 

The author details the considerable researches he has car- 
ried out on the’ Brownian movements. He describes the 
preparation of the emulsions used, the methods:of determin- 
ing the density and volume of the granular material, and the 
methods of observing an emulsion and of counting the grains. 
He sought to discover the law according to which the con- 
centration of the grains decreases. He found that the grains 
obeyed a law like the atmosphere under gravity. Thereafter 
an investigation was carried out to discover if the rarefaction 
law led to those values of molecular magnitudes that we look 
for. After most exhaustive research the author found that 


` ће deduced the very numbers that had been obtained from the 


widely different point of view of the kinetic theory. 
. Rinstein'8 theory is then given, dealing with the transla- 
tional and rotational] Brownian movement, and the author 
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describes, with the aid of diagrams, the long and involved 
reseurch he carried out to test it. 

Chapter VI is on light and quanta, and considers black 
bodies, the composition of the light emitted by such bodies, 
how the radiation emitted by a black body enables us to 
determine the molecular magnitudes, rotational velocity in a 
molecule, and so on, while the last two chapters deal with 
the atom of electricity and the genesis and destruction of 
atoms. 

The book is a valuable epitome of the greater part of our 
knowledge of the atom as such knowledge stands to-day. 
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TELEPHONE WIRES IN STREETS. 


[FROM OUR LEGAL CONTRIBUTOR. | 
* 


` 
Fro tune to time complaints are to be found in the news- 


papers as to the inadequacy and inefliciency of the telephone 
service, [t is easy to rail at any public department ; but 
before deciding whether there is any good ground for com- 
plaint if is necessary to consider the powers with which the 
particular department is invested, and the limitations which 
the Government has placed проп the exercise of those 
powers, 

Those who are responsible for‘ the telephone service are 
in this diffieulty—each new subscriber involves additional 
capital outlay, He adds, indeed, another complication to an 
already complicated system: Into. that, however, it is uot 
proposed to enter. We merely desire to draw attention to 
oue of the difficulties which beset the Postinaster-General 
when he is asked to extend his system for the benetit of a 
hew subscriber. 
Can he do this? See. 12 of the Telegraph “Act, 1863, 
provides that: The company (that is to say, the Post- 
master-General) shall not place a telegraph over, along, 
or across a street or publie road, or a post in or upon a 
street or public road, except with the consent of the body 
having the control of such street, or publie road, and where 
a public road passes through, or by the side óf, any park or 
pleasure grounds, and where a public road crosses, by means 
of a bridge or viaduct, or abuts on any ornamental water 
belonging to any park or pleasure ground, and where a 
public road crosses or abuts on а private drive through any 
park or pleasure grounds, or to any mansion, the company 
(i.e., the P.M.G.) shall not, without, or: otherwise than in 
accordance with, the consent of the owner, lessee or occupter 
of such park, pleasure grounds, or mansion, place any work 
above ground on such public road. 

Sec. 13 of the same Act provides that :— 

* Where any landowner or other person is liable for the 
repair of any street or public road (notwithstauding that the 
sume is dedicated to the public), the company shall not 
place’ any work under, in, upon, over, along, or across such 
street or public road, except with the consent of such 
landowner or other person, in addition to the consent of 
the body having the control of such street or public 
road, where under this Act such last-mentioned consent is 
required: provided that where the company plwe a 
telegraph across or over any street or public road, they shall 
not place it so low as to stop, hinder, or interfere with the 
passage for any purpose whatsoever along the street or public 
road." | 

“The term ‘street’? means a publie way situate within 
a city, town, or village, or between lands continuously 
built upon either side, and repaired at the public expense, 
or at the expense of any turnpike or other public trust, or 
ratione tenure, including the footpaths of such way aud any 
bridge forming part thereof, | 

“The term * public road * means a public highway for 
carriages, being repaired at the publie expense or at the 
expense of any turnpike or other publie trust or satione 
lenure, and not being a street, including the footpaths of 
such public highway, and any bridge forming part thereof, 
and also any Jand by the side and forming part of such a 
publie highway, but not including a railway or canal.” 


The question then arisea as to what is a “city, town, ОГ 


college," and it seems to be a matter of fact upon which 
divergent views may be held. ** Town" in modern Aets of 


'arliament is not restricted to its legal meaning. but is 
\ 


He may have to lay a new overhead wire. - 


expanded popularly, and méans the space which, for the 
time being, is covered by, or oceupied as accessory to, houses 
collected together in а mass, aud in sufficient number to be 
ordinarily designated as a town; aud includes unbuilt on 
lands that may lie within the ambit of such collected mass 
of honses (Elliott г. М. Devon Railway (1812). 17 L.J., Ex. 
262). Inthe case just cited it was held that the word ** town " 
meant the space on which the inhabitants have permanently 
collected their dwellings so near to each other that they may 
he reasonably said to be contiguous, It includes. all open 
spaces surrounded by a continuous. line of houses: and, 
semble. all open. spaces occupied. as meye accessories to the 
congregated dwelling houses although not so surrounded. 
In a later case (The Queen z. Cottle and Others (1851), 20 
L.J.M.C., 162), a judge who told a jury that a town was to 
be taken in its popular sense of a collection of houses, and that 
they were to consider whether the spot was so surrounded by 
houses that the inhabitants might fairly be said to dwell 
together, the fact of the houses being separated by gardens 
not preventing them from lying together, was held to have 
given a proper direction. 5 
In one case it was for the Court to decide whether 
Teddington was a town, In the London and South- 
Western. Railway c, Blackmore (1870), 39 LLNS, 
Ch. 712, the question was whether two plots of land situate 
near the High Street, Teddington, were in a town. At that 
time Teddington contained two churches, two chapels, two 
post offices, 450 inhabited houses and 2,250 inhabitants, 
within a radius of 30 chains of the plots in question. ‘The 
Lord Chancellor said :—* With regard to this particular 
place where the land is situate, which has heen offered for 
sale by auction, it appears to me, I coufess, that there is ne 
pretence for saying that that particular land is situate in 
a town. . . . There is on one side of it a small row of 
houses, built by some building society or freehold land 
sodiety . . . with that exception, and the exception of 
the house of the plaintiff inthis suit, who has built a house on 
the property which adjoins the railway property, there is really 
nothing which can be said to be oceupied by persons in such 
a manner as to constitute continuous residence or anything 
like it in any reasonable sense that would induce their 
Lordships to say that the land is ‘sitnate within a town." " 
“Tn my opinion,” said Hawkins, J., in Deards z. Gold- 
smith and Wife (1879), 40 L.T., 328, “a town grows with 
the buildings, and wherever it can be said that the latter 
have advanced to such an extent, as that that which. was 
formerly without is now within the *town,' the exemption 
will apply to such newly-added part of the town." 
''heeborough or urban sanitary boundary is not conclusive. 
as it might run through fields (see per Cairns, L.J., in 
Carrington e. Wycombe (1868), 37. L.J., Ch. 213, at p: 217). 
Even assuming there is no diffieulty with any private 
owner of property, the Postmaster-General may find it 
difficult to.know with whom he is to yegotiate. Thus it 
might be thought that the local authority obviously had 
some say in the matter. But this is not always the case. 
For instance, in the recent case of the Postmaster- 
General v. Hendon Urban District Council, the Post- 
master-General . applied to an Urban District Council 
for their consent to his placing telegraphie lines in, 
upon, over, along or across: urban. streets or public roads - 
in their district. The Council objected that they were not 
a body having control over the roads within the meaning 
of Sec. 13 of the Telegraph Act, 1863. It was held, fol- 
lowing Redhill Gas Co. e. The Reigate Rural District 
Council (191 no 72, J.P. 358, that the District Council had 
not the control over the roads, within the meaning of the 


section, and were not. therefore, entitled to give consent. 


This case leaves the question to whom the Postmaster- 
General was to apply entirely open. He was probably put 
to considerable expense in order to ascertain who he was ло/ 
to apply to. If the Legislature thinks it right to pat these 
burdens upon him, it is small wonder that the telephone 
system is expensive. | 
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Japanese Pxports.—Japanese exports to the United 


States haye doubled sincesthe beyinning of the war.— Ti mes, 


{ 
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E BUSINESS NOTES. 


' Book Notices.— Journal of the Institution of Electrical 
Engineers." Vol. LV. No. 266, May. 1917. This issue contains 
the following papers:— " Wayvleaves," by Mr. C. Vernier ; " Envi- 
neering Specifications," by Mr. J. Shepherd; and " A Concentric 


Standard Dynamometer Wattmeter for Heavy Currents,” by Mr. 
A. E. Moore. | 
" Advanced Text-Book of Magnetism and Electricity," in two 


volumes. By R. W. Hutchinson. 
Press, Ltd. Price 8s. 6d. 


Plant for Sale—The Oldham Corporation Electricity 


Committee has for disposal two Willans-Niemens 740-KW. sets. 


London: University Tutorial 


shunt-wound, 150-150 volts. Particulars are given in our adver-. 


tisement pages to-day. 


Patents and Alien Enemies.— Licences have been granted 
by the Board of Trade in respect. of Patent No. 25,101/12 granted to 
Bauer, to Messrs. Fredk. R. Butt & Co., Ltd.. und in respect of 
patent No. 26,941/U6 granted to Meirowsky. to H. Clarke (Messrs. 
Clarke & Co.). 


Catalogues and Lists.— Messrs. LAURENCE Norns 
AND Co., 54. Kingsway. London, W.C.—Tabulated quantities and 
sizes of ball bearings offered for sale. 

B.E. Co. (or LONDON AND BIRMINGHAM), LtD., Mansion House 
Chambers, Queen Victoria Street, London, E.C.—Price leaflet of 
Hendon drawn-wire lamps. - $ 

Messrs. W. SANDERS х Co., Falcon Electrical Works, Wednes- 
bury.—36-page illustrated catalogue. describing their new patent 
Home Office fuaeboard and Home О lice ironclad awiteh. | 


Trade Announcement.— М ESSRS. ASHDOWNS, L'rb., have 
removed from Northflect to Crete Hall Road, Rosherville, Gravesend, 


Dissolutions and Liquidations.—BakrLirE & Со, 
LTD.—Sir W. B. Peat, the Controller, has applied to the B. of T. 
under Section 1. Sub-section (5). of the Trading with the Enemy 
Amendment Act, 1916, for his releuse. 

MARINE SMOKELESS MECHANICAL STOKER Co.. LTD.—4A meet- 
ing is called for July 2nd, at 28, Bishopsrate, London, E.C.. to 
hear an account of the winding-up from the liquidator, Mr. T. W. 
Gilbert. | 


Foreign Trade Catalogues.—The Commercial Intel- 
ligence Branch (Foreign Samples Section) of the Board of Trade, 
32, Cheapside, E.C., has prepared an Index of Foreign Catalogues 
issued by German and Austro-Hungarian firms. These catalogues 
have been collected by the Branch from all parts of the world, 
and the Index (60 pares) contains two sections—one a Subject 
Index to Manufactures, in which electrical goods figure 
very considerably, the other being an Index of Firms ‘by 
whom the catalogues were issued. As might be expected, the 
publications of the A.E.G., Siemens, Bergmann, and other such 
concerns in the collection are very numerons. The catalogues 
themselves may be seen by oür manufacturers at the above 
address, but in certain cases where it is not convenient for manu- 
facturers to inspect them in London they will be lent for 
short specified periods, so that firms, may have an opportunity of 
studying them at their own works. We believe that in orvanisiny 


this collection the Branch -has performed a valuable piece of war- 


trade work. which cannot fail to be of both real interest and 


practical service. 
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LIGHTING AND POWER NOTES. 


Australia.—Representatives of Boolaroo and Speers Point 
recently waited on the manager of the Sulphide Corporation works 
at Cockle Creek to discuss a proposal for the olectric lighting of 
those districts. Particulars of the cost of wiring. also lighting and 
power costs were obtained, and it was decided to canvass the 
district in brder to obtain a guarantee of 200 consumers, 

The Southport (Queensland) Council has finally adopted the 
agreement for the electric lighting of the town ; the Barcaldine 
(Queensland) Council hag decided to borrow £6,000 to complete 
lts electric lighting scheme. 

A report has been submitted by the Federal Standing Committee 
on the proposal to erect a power house at the Flinders naval base, 
at a cost of £41.350. which course is now recommended. 


Barrow-in-Furness.—Y rars WorKING.—The annual 
report of Mr. H. R. Burnett, the borough electrical engineer, for 
the year ended March 31st last, shows that the total output sold 
Was 13,429,260 units, as against 13,806,254 in 1915-16, which усаг. 


It may be remembered. showed a great increase on the previous 


year's total of 3,597,410 units. The slight reduction in output 
War dde to a private power house coming into operation, but the 
reduction through this cause was largely counterbalanced by the 
Mcreaged requirements of other consumers. The revenue increased 
to. £63,114 from £59,208, and, after meeting operating expenses. 
КУ un profit was £23,280, while the net profit, after payment of 
in rest and sinking fund, was £11.223, as compared with £12.801 
"s thé previous year. The increased cost of coal during the year 
get £2,700, while rates and taxes were on un increased 
Ms It may be noted that during the year the output for power 

heating totalled 11,448,800 units, or 85 per cent. of the total, 


{ 


and produced £11,384 of the total revenue of £63,114, the average 
price obtained for this supply being “867d. pet unit. Private 
lighting and domestic supply increased by 19 per cent., while power 
and heating supplies (other than to the large consumer previously 
indicated) increased by 36 per cent. Of the total capital expendi- 
ture of € 173.231, B0me £903,607. or 52 per cent., has been offset by 
capital repayments, revenue eontributions to capital and to the 
renewala fund. 

Mr. Burnett draws attention to the necessity of accumulating as 
lareé а sum as possible, with a view to improving the efficiency of 
the undertaking at the earliest possible moment, and thus meeting 
the demand for cheap power. It may be noted that the results 
recorded since the war started have been obtained without increasing 
the charges, and that the average price obtained for the whole 
supply during 1916-17 and 1915-16 has been Vild. and 170241. per 
unit, power and heating supply figuring at 867d. and ‘774d. per 
unit respectively. The total working coste during these years were 
7124, uud *605d.. the maximum loads being 3,625 KW. and 3,905 KW., 
and the load factors 4273 and 40°36 per cent. respectively. During 
the year a 960-KW, rotary has been installed at the works in place 
of a smallér set removed toa sub-station ; new ash plant has been 
installed, and plans prepared for new boiler plant. About 300 
connections were made to the mains, including 100 workmen's 
houses, and the apparatus on hire reached 1.250 pieces, including 
motors, radiators, irons, kettles, ovens, hot-plates, ате lamps, Хе. 
The total connections amount to 8,405 KW., and include over 


. 3.000 H.P, of motors. 


Bingley.— The accounts of the Council's electricity under: 
taking for the year ended March 3155 show a deficit of £333 : there 
has been extraordinary expenditure amounting to about £550. 


Birmingham.—Harr Reniér.—The accounts of the 
electricity supply department. show that the amount available for 
allocation to the rates will be £27,700, instead of the £25,000 
promised. The amount handed over last year was £25,498.—- 
Birmingham Post, | 

А fire oecurred on Saturday night at the Sinethwick power 
station of the Shropshire. Statfordshire and Worcestershire Power 
Co.. due to a short circuit, and resulted in the shutting down of 
the station. It was anticipated that the full supply would be 
available on Wednesday. 


Bolton.—HharE Revisr.—The Electricity Committee has 
decided to allocate £2,000 in aid of the rates, instead. of £1500 as 
estimated at the beginning of the year. The Committee has passed 
a resolution congratulatine the electrical engineer. Mr. W. J. H. 
Wood. on the successful running of the new generating station at 
DBack-o -th-Bank. 


LI 

Bridlington.—Y tars Workrxu.—The report of the 
deputy electrical engineer, Mr. F. Ffrench. on the working of the 
electricity undertaking for the усаг ended March 31st, discloses an 
unfortunate situation, due, of course, to the prevailing conditions. 

The output sold, amounting to 270.220 units, compares with 
460.731 units in the previous year and 535,000 units in 1913-14 : 
while both revenue and expenditure fell off as well, the financial 
charges remained stationary, and in the result there was a deficit. 
of £1.321. or nearly €1,000 in excess of that of the previous year. 
The position can be аце from the fact that the averaye price 
received waa 3°54d., while the all-in costs were 615d. per unit, as 
against 20d. in normal times. 


Вагу. — Тһе Corporation Electricity Committee, after a 
full discussion, has decided to allow the price of electricity to 
remain as at present, until the end of September, when the matter 
will be further considered. 


Canada.— According to the Financier, the directors of 
the British Columbia Electric Railway Co. report that the Legisla- 
ture has amended the clauses of the Vancouver City Incorporation 
Act which protected the company against municipal competition 
with respect to lighting and power, and after June Ist. 1919, 
the city will apparently have the right to compete with the 
company, but further particulars are expected by the next mail. 


Cardiff.—Priek Excresase.—It has been decided to 
increase the price of electricity by 5 per: cent.. commencing from 
April 186. лл Wales Beha. 


Continental.—ITALv.—H.M. Fanbassy at Rome reports 
that the Supreme Council for Public Waters his granted concessions 
to three local companies for increases in water power to be derived 
from the River Nera in the Province of Perugia, and from the Rivers 
Piave and the Cordevele in the Province of Belluno. The Council 
is further considering a number! of other applications for similar 
concessions. and is studying the water-power possibilities of various 
streams in the Cuneo and Rome districts, especially of the lakes of: 
Albano and Nemi. , . 

SWITZERLAND. -A cireular of the Federal Council to the 
Cantonal Government. notities the new law relating to water-power 
concessions, providing that at least two-thirds of the directors of a 
concessionaire company must be Swiss citizens and domiciled in 
Switzerland and that no transfer of the concession may be made 
without the consent of the conceding authority, comes into 
operation on January st, 1918. — 0a rd of Trade Journal. 

SPAIN.—À new company has lately been formed in Bilbao. with 
a capital of 250.000 and the title La Sociedad. Productora. de 
Fuerzas Motrices, to establish a large hydro-electrie station in the 
Province of Lerida. Jt is stated that the current generated at the 
new station, which is to have а capacity of 16.000 H.P., has already 
been contracted for by the Sociedad de Energia Electrica de 
Catalunya, 


^ 
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Croydon.—PRoProskb Loan.—The T.C. has considered 
an application for an increased supply of electricity to a local 
factory, at an estimated cost of €2,000. It was. decided to make 
application to the L.G.B. for sanction to the borrowing of the 
amount necessary. 


Darwen.—PRict INCREASE.—At a meeting of the Elec- 
tricity Committee, on May 21th, it was decided that the charges 
for electricity be advanced 10 per cent. above present prices. 

Finchley — Loan Sanction REFUSED. — Тһе responsible 
authority having decided that proposed extensions are unnecessary, 
the L.G.B. has refused its sanction to the borrowing of 414,000) 
required for the purpose. : 

Glasgow.— The T.C. is recommended to support the 
movement of municipal electric supply authorities for obtaining 


" increased representation on the B. of T. Committee on Electric 
. Supply, and a resolution to that effect has been passed by the 


Electricity Committee. 

The Corporation has decided that no new consumers can be con- 
nected with the electricity supply mains unless they are engaged on 
work of national importance. 


Haslingden.— PRICE INCREASE. — The T.C. has decided 
to increase the charge for electricity for lighting purposes by 
id. per unit, making the price 43d. ‘The price of current supplied 
for power and heating, other than under special agreement, is to be 
increased 15 per cent. Councillor Waddington said that without 
the increase the Committee would be quite unable to pay its way. 
and he hoped it would be possible to bring the price back to 4d. per 
unit after the conclusion of the war. 


Шога. —№ ж РАхт Proposars.—In consequence of | 


the refusal of the L.G.B. to sanction a loan of £10,000 for addi- 
tional generating plant, the engineer has recommended a scheme 


of Н.Т. transmission with step-up and step-down plant between Ley | 


Street and Grove Road sub-station, at а cost of £5,800, and tenders 
are to be obtained. It is reported that the resulta of running the 
electric coal wagon have been very satisfactory. _ f 


Keighley.— Yesterday the new plant at the Corporation 
electricity works was to be officially started up; the plant capacity 
now. amounts to 10,000 Kw. 


Letterkenny.—E.l.. PROPOSAL. — The Asylum Board is 
asking the Urban Council to join in a scheme to provide an elec- 
trical installation for the institution, worked by turbines erected 
on the Lennon Falls at Kilmacrenan Bridge. 


Llanelly —The surveyor reported to the Roads Committee 
that in regard to the lighting account for the three quarters ended 
March 31st last, he had obtained a reduction of £203, which he 
recommended the Council to accept. The Committee decided that, 
as the lighting contract expired at the end of next year, to recom- 
mend the Council to open up negotiations with fife company at 


once as to the renewal, so that phe matter should be gone into 


thoroughly.. 


Llandudno,—YE£EAR's WorkING.—The working of the 
electricity undertaking for the year to March 31st resulted in a 
xross profit of £1,519; after allowing for repayment of intereat 
and sinking fund charges, amounting to £3,527, there was a 
deficiency of €1,738, aa compared with a deficiency of £1,331 the 
previous year. — Liverpool Post, 


Manchester.—Rate Retrer.—The budget, providing | 


for an increased rate of +34. in the £, was considered by the City 
Council last week. Ald. Goldschmidt, the chairman of the Finance 
Committee, said the increase was more than accounted for by the re- 
ductions in the proposed contributions from the trading departments. 
The Electricity Coinmittee proposed to give only £16,570, as against 
£30,000, and the tramways £50,000, as against £100, 000. The 
Finance Committee had passed a resolution that the Committees 
should be asked to make the same contribution as/last year, and he 
thought the Council was justified in asking the Electricity 
Committee to provide £30,000, and moved that this be done. The 


discussion was adjourned for a PORE DE no decision being 
reached, 


Stafford.-—PnoroskED LoAN.—Sanctionto a loan of £8,700 


for a new boiler, accessories, boiler house, &c., at the electricity 
works, has been applied for by the T.C. 


St. Austell, —SrREET LriauTING.—The U.D.C. has, by 


six votes to four, passed a recommendation from the Lighting 


Committee not to pay anything to the Electric Light Co. in respect 


of 95 public lamps which have not been used for a year. 


TRAMWAY and RAILWAY NOTES. 


Accrington.—INTkR-RuNNING.—4A conference has been 
held between representatives of Haslingden and Accrington Cor- 
porations on the question of the basis on which the car-milage run 
һу Accrinyton.cars іп Haslingden should be charged. and а new 
agreement for six months was come to. whilst it was decided to 
pay an additional 4d. per car-mile for the year ended March last. 


At Haslingden T.C. it was stated that the sgreement was 
moderately satisfactory to both sides. 


Ashton.—INcREASED FARES.—A proposal has been sub- 
mitted to-the Corporation Tramways Committee for raising the 
fares on all the routes, in order to meet the increase in working 
costs, and has been approved. The revision of fares on the 
вувіеш of the Stalybridge Joint Traníways Board is also ander 
consideration. 


Bingley.— Reporting on the local tramway — pro- 
vided by Bradford, Mr. Snowden said 049,000 full 3d. fare 
passengers had been carried from Bingley to Bradford. The saving 
to the community. on the pre-war railway fare of 54d., was £6,742, 
whilst оп the present railway fares it was equal to £12,580. By 
workmen's cars in the morning men could travel the 6-mile 
journey for 11d. 


Dublin.— Continued efforts are being made to duce the 


' B. of T. to take over the control of the Dublin and Lucan, and 


Dublin and Blessington electric lines, as is the case with other 
Irish electric lines. . 


Glasgow.— LOTTERY Tickets.—In view of the promi- 
nence recently given to the subject, the tramway department has 
issued & statement showing that since it started the sale of lottery 
tickets 11 weeks ago, the'total receipts have been over £16,000, of - 
which £12,500 was devoted to War Charity Funds, while over 
£3,000 was disbursed on pictures and War Savings, Certificates, 
which were included among the weekly prizes. 

A letter has been received from the Under-Secretary for Scot- 
land, pointing out that the attention of the Lord Advocate has 
been drawn to the question of the tramway prize-drawing 
scheme ; he desires to know what the Corporation intends to do, 
and says he may have to consider the desirability of taking stepa 
to stop the drawing of prizes. A meeting of the Corporation has 
been called in consequence ; the tramway manager, who originated 
the scheme, has suggested that an effort should be made to have 
the prize-drawing scheme legalised. 


Keighley.—The employés decided to return to work on 
Saturday last, the Tramways Committee having refused arbitra- 
tion (unless compelled) or otherwise to agree to the demand for 
increased pay for the women conductors. The employés are, it is 
understood, referring the matter to the B. of T. 


Morecambe. — PRoPoseD ELECTRIC ’*BusEs. — The 
Council is now agreed on the necessity of doing away with" horse 


cars, but it is realised that electric cars cannot be provided during . 


the war, and the scheme in contemplation is the purchase of elec- 
tric buses, which might be obtainable almost at once. 


TELEGRAPH and TELEPHONE NOTES. 


Argentina, — А German company has applied to the 
Ministry of Marine for permission to establish within the City of - 
Buenos Aires a radiographic station to communicate with the 
(German capital. The applicants state that the station will only be 
used for the reception of messages. The Minister of Marine is 
reported to be giving favourable Боласи ов to the matter.— 
Reciew of the Hiver Plate. 


A later report. in the Morning Post, states that a German wielen | 
Rtation has been established at Buenos Aires, and will begin experi- 
mental operations in a short time. Some of the newspapers are 
urging that steps should be taken to prevent its working. 


Wayleaves for Telegraph Wires.— The House of Lords" 
on May 18th, decided that the North British Railway Co. was not 
entitled to additional payment or compensation from the Post- 


. master-General in respect of wayleave for telegraph wires erected 


on the company's railways since 1885. The wayleave was acquired 
by the Postmaster-General under two agreements of 1868 and 
1869, which provided.that the Postmaster-General should pay 
the capital sum of £100,000 and an annual sum of £2,250 in 
respect of the perpetual wayleave right he had acquired and as 
compensation for any loss the railway company might otherwise 
sustain. It was admitted that the Postmaster-General was 
entitled to free wayleaves for wires which he caused to be erected 
from 1870 to the end of 1874 inclusive, but it was contended 
for the railway company that Clause b of. the supplemental 
agreement of 1869, by necessary implication, conferred the right 
to further payments in respect of wayleaves for wires put down 
after the expiry of the first 15 years. The Lord Chancellor said 
that Clause 5 did proceed on the assumption that there was some 
limit to the number of wires which might be erected without 
payment, but it could not override the general tenorvf the two 
agreements.— Railway Gazette. 2 


Western Опіоп, — Гһе report of the Western Union 


` Telegraph Co. for 1916 shows a total income of nearly 62 million 


dollars, and operating expenses nearly 49 millions. The multiplex 
system has been extended, and is giving satisfactory resulta; but 
for this the increased traffic could not have been adequately dealt 
with. At the close of the year, the company had 1,600,146 miles 
of wire in use, as well as 2,988 nfiles of land- line cable .and 
22,728 nautical miles of submarine cable. The offices numbered 
35,234.— T. and T. Age. 
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. CONTRACTS OPEN and CLOSED. 
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Australia.—SyDNrEY.—August 22nd. N.S.W. Govern- 
ment Railways and Tramways. Thirty-six induction motors 
(Specification No. 488). September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer’s Office, 61, Hunter Street, Sydney. 

MELBOURNE. — July 25th. Victorian Railways. “Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway. Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street, Melbourne. e 


Dublin.—June 2nd. Coal for the electricity works, &c. 
Chairman of Supplies Committee, Town Clerk's office, City Hall. 


Kingston-on-Thames.— Corporation. One 5-ton steam 
or electric wagon. Mr. R. H. Clucas, Borough Surveyor. 


Newport (Mon.).— June 9th. Tramway Department. 
Construction of the Newport Light Railway, Section No. 2. See 
" Official Notices " to-day. 


Spain.—June 14th. The authorities in Madrid of the 
Spanish railway known as the Compania del Norte. Electrification 
of about 39 miles of line in the Province of Asturias, which gives 
a connection with the port of Pajares. The line runs through a 
mountainous district, and comprises 79 tunnels, which represent a 
distance of nearly 16 miles. The altitude of the railway varies 
considerably, ranging from 1,150 ft. above sea-level at Pola de Lena 
to 4,080 ft. at Busdongo. The contract calls for a speed of about 
20 miles per hour, and for trains weighing, excluding the electric 
locomotives, 330 tons. 

June 14th. Municipal authorities of Zamora. . Concession for 
the electric lighting of the town during 20. years. 

Tenders have recently been invited by the municipal authorities 
of Vilàderiat (Province of Gerona) for the concession for the 
electric lighting of the town during a period of 10 years. 


CLOSED. 


Glasgow.— T.C. Accepted tenders. Electricity Depart- 


ment (for 12 months) :— . 

Electricity meters.—Ferranti, Ltd. ; Chamberlain & Hookham, Ltd. 

Single cables—Vule. bit., sheathed, and ins.—Callender’s Cable Co., Ltd. 

Conc. and. triple conc. cablee.—Callender's Cable Co., Ltd. | 

H.T. cables.— W. Т. Glover & Co., Ltd. 

E.H.T. cables.—Callender’s Cable Co., Ltd. Ў i 

Rub.-cov. cables and flex.—Craigpark Electric Cable Co., Ltd. 

C.I. boxes, section pillars. Фе. (for six monthe).—Carron Co. ; Falkirk Iron 
Co., Ltd. : Lion Foundry Co. - 


Tramways Committee (ordinary) :— 


Commutators.—P. R. Jackson & Co. 
Chilled-iron and scrap-iron brake blocks.—Carron Co. 


High Wycombe.—T.C. Maintenance of electric fire-calls 
and the water-level indieator : Mr. E.‘H. Milner, £25. E 


Johannesbürg.— The Municipal Council has accepted 
the following tenders :— - | 
Telegraph Manufacturing Co.—2,502 ft. “013 twin cable, £250; 2,001 ft. *004 
twin cable, £150. 
Rice, Wilson & Herd.--1,500 ft. *013 twin cable, £200; 2,500 ft. -022 twin 
cable, £375 ; 1,320 ft. 7/18 concentric cable, £181; 1,320 ft. 7/16 concentric 
cable, £291. 


London.—Metropolitan Water Board. 


Electric lamps 
for six months : Pope's Electric Lamp Co., Ltd. 


pn 
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FORTHCOMING EVENTS. 


Chiet Technical Assistants’ Association.—Saturday, June 2nd. At3 p.m. 
t the Tavistock Hotel. Discussions (see “Notes” to-day). 


Шы Institution of Great Britain.—Saturdays, June 2nd and 9th. At 


Lectures V and VI, on “ The Electrical Properties of Gases,” by 
\ з 


Prof. Sir J. J. Thomson, Pres. R.S. 


Roentgen Society.—Tuesday, June 5th. At 8.15 p.m. At the Cancer Hospital, 
Industry Road, S.W. Discussion on “The Future of the British X-Ray 


Salford Technical and Engineering Assoctation.—Saturday, June 9th. 
Sit to Messrs. Taylor Bros. & Co., Ltd., Trafford Park, 


NOTES 


a 


a Marconi Anti-Submarine Device.—Senator Marconi, 
i I$ à member of the Italian Commission now visiting Wash- 

п, ls in communication with the U.S. Navy Department 
ing his’ plan, to destroy submarines, which is said to have 


achi t aring 
few werka destruction of 13 submarines in the Adriatic within a 


Volunteer Notes. — County oF LONDON ENGINEER 
VOLUNTEERS (FIELD COMPANTES).— Headquarters, Balderton Street, 
Oxford Street, W. 

Orders for the Week. By Lieut.-Colonel С. B. Clay, V.D., Commanding :— 
Munday, June 4th.—Technical for No. 3, Right Half Company, at Regency 
pn щш» No. 3 Company, Left Half Company. Signalling Class. Recruits’ 
rill, 6.80. 
T Faden d June 5th.—Lecture, 6.80. Physical drill and bayonet fighting, 
" Wednesday. June 6th.—Drill, No. 1, Left Half Company, 6.15. 
Thursday, June "th.—DriU, No. 8 Company, Left Halt Company. Ambulance 


Class by M.O., 6.90. Signalling Class. 

Friday, June 8th.—Techhical for No. 2 Company, Left Half Company, at 
Regency Street. Drill, No. 3 Company, Right Half Company. Recruits’ Drijl, 
at 6.30 to 7.30. 

Saturday, June 9th. N.C.O.'s Class, 2.30. Company Commander Hyman 
and the Instruction of Musketry. 

Sunday, June 10th.—Parade Clapham Common Station (Tube Railway), 
9.45 a.m., for work at Bombing School. Uniform. Rations to be carried. 

4 r 


MACLEOD YrARSLEY, Adjutant. 


A Simple Méthod of Determining Phase Rotation.— 
By connecting two incandescent Jamps and a reactor (or con- 
denser) in star, the phase rotation of any two or three-phase system 
can be readily determined by observing the relative brilliancies of 
the lamps. For example, if the lamps and reactor are connected 
with a three-phase system, as shown herewith, relative dimming 
of lamp п will indicate that the phase rotation is counter- 
clockwise, whereas reduction in relative brilliancy of lamp I 
indicates that the rotation is clockwise. If a condenser is used in 
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EFFECT OF REACTANCE ON Y VOLTAGES. 


place of a reactor. dimming of lamp 1 will indicate opposite rotation ' 
from that shown if the same lamp dims with' a reactor in circuit. 
Where phase rotation has to be determined frequently, as may be 
the eage where considerable reconnection of cable and overhead 
systems is required. or when,numerous motors or transformers 
must be connected, it may be advisable to mount the lamps and 
reactors in permanent form. 

The action of the indicator can be explained by considering the © 
voltage vector relations. For instance, suppose three equal resist- 
ances are connected in star, then the vectors will be equal and will 
fall 120° apart as shown. If the resistance of ‘ond circuit is 
reduced the vector representing the voltage across the reduced 
resistance will shorten. allowing the other vectors ‚фо lengthen, 
thereby decreasing the angle between the last mentioned vectors. 
Under the extreme conditions of no resistance in one leg of the 
star, the vectors AO and co will assume the positions shown. which 
is an open-delta connection. However, if a reactance is inserted in 
one leg of the star and plain resistance, such as incandescent 
lamps, connected in the other legs, the intersection of the vectors 
will not fall on a median. On the other hand, the locus will be a 
circle whose diameter lies along a medium of the triangle A, B, С.. 
Thus the voltage across one lamp will be increased while that 
across the other is reduced. The portion of the circle which the 
intersection of the vectors will follow, and consequently the relative 
briliancy of the lamps. depends on the phase rotation. 

To show that dimming of lamp 11 indicates a counter clockwise 
phase rotation, and that reduction in brilliancy of lamp 1 indicates 
the opposite, consider the lower diagram showing the voltage 
relation with lamb 11 dimmer than lamp І. Since the incandes- 
cent lamps are non-inductive their currents will be in phase with . 
the potentials across them and proportional thereto. Consequently 
vectors AO and' co may represent: the current relations also. The 
resultant of these currents will extend in the direction Do. and will 
be the same as the current through the reactors. oB which repre- 
sents the potential across the reactor is perpendicular to Do, since 
it is due principally to reactance. According to fundamental laws, 
the voltage across а reactor always leads the current, therefore the 
phase rotation will have to be in the direction indicated by the 
arrow to satisfy this condition. The converse can be proved in a 
similar manner, the same reasoning applying to two-phase circuits, 
—T. W. VARLEY, in the- Electrical World, Y v 
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Appointments Vacant,—Chief clerk (47s. 6d.), for the 
Rhondda U.D.C. electricity department ; burgh electrical engineer, 


for Falkirk ; shift engineer, for Reigate Council. See our advertise- 
ment pages to-day. 


Disabled Soldiers and Sailors.—Admirable work is 
being done in Newcastle, at the Cowen training school, for the 
benefit of disabled soldiers and sailors. New electrical workshops 
have been provided by the trustees, and have been equipped with 
apparatus for teaching the elements of electric lighting and power. 
telephone. bell, and signal installation work. tbe accommodation 
being adequate for 20 men, A National yas engine of 10 B.H.P. has 
heen installed, driving a Westinghouse 6-KW. dynamo, which ін 
controlled by a Westinghouse switchboard and charres a 60-oell 
storage buttery, which was presented co-operatively by six 
aceumulator manufacturers. The workshop is fitted with benches 
and tools. large demonstration boards, telephones. аге lamps, instru- 
ments, and switchgear. &c., and the course of Instruction, which 
lasts three months, covers interior wiring and the installation of 
electric light and power apparatus, bells, telephones, &c.. as well 
as the construction and management of the plant, kinematoyraph 
projector operation, &c. The training given is as thorough as is 
posaible in the time, and the proyress of each man is reviewed 
every fortnight. The first lot of men bean their training on 
January 12th, and all of them have completed the course and 
obtained suitable employment. 

The trustees have expended more than £250 in equipping the 
school, and the course ів free to disabled soldiers and 
sailors. some of whom are housed in the Cowen Home. Many 
electrical manufacturing firms have contributed to the equip- 
ment, and the Council of the Institution of Electrical Enyineers. 
through the chairman of the Local Section, has supported 
the scheme. The electrical section of the Newcastle Chamber 
of Commerce, and several local firms, including the two 
electricity supply companies. have also assisted. while a number 
of local gentlemen have offered to give lectures on subjects in 
which they are specialists. The supply companies have made 
arrangements for the men periodically to visit electrical works, 
power stations. and sub-stations. According to the .Verrastle 
Daily Chronicle, the men are keen to learn, and show remarkable 

“aptitude for the work, the results being described as excellent. 
The Committee would be vlad to receive notice of situations which 
may be vacant, the men being fitted for such work as the care and 
operation of country house and factory lighting plants, wiring for 
electric light and power, switchboard operations in power stations 
and sub-stations. wiring for bells and telephones, including mine 
signailingz apparatus, dynamo and motor attendance, and kinema- 
tograph operation. 

Communications inay be addressed to Mr. W. D. Hunter, manag- 
ing director and engineer to the Newcastle and District Electric 
Lizhting Co.. Ltd.. 38, Granger Street West. Newcastle-on-Tyne. 
The canse is one which must commend itself to our readers ; we 
ennnot do too much for our disabled heroes. who have risked their 
lives апа made great sacrifices for the safety of their country. 


Wages of L.C.C. Employes.—Thic. Traffic Conciliation 
Board of the L.C.C. haa considered the application of the employés 
of the traffic section of the tramways department for an increase 
in wages of Is. ка. per day, or 108. a week, and payment for over- 
time at the rate of time and a-half, and has decided that the war 
bonus of employés in the traffic section is to be increased to 1s. 6d. 
per day for each day worked in the case of male employés. Women 
conductors are to receive the present bonus of 6d. a day on 
appointment, an additional bonus of 3d. a day after three months’ 
continuous service. a further bonus of 44d. after nine months’ con- 
tinuous service, and the full bonus of 1s. 6d. a day after 12 months’ 
continuous service. The arrangement of Jane 26th, 1014, under 
which motorinen and conductors are paid at the rate of time and 
u-quarter for overtime, is to be extended to all persons employed in 
the traffic section. The advances are to commence on Thursday, 
May 24th. | | 

The Electrical Conciliation Board has decided that fitters, 
turners, fitters’ labourers, blacksmiths, hammermen, machine 
drillers, crane drivers. wiremen’s mates. wiremen, and electricians 


employed at the Greenwich generating station are to receive war - 


wages of 12s. a week, all other male employés at Green- 
wich generating station are to receive war bonuses as follows 
in place of the present war bonus :—Men in receipt of 40s. a 
week or under. 108. a weck: over 408. and not more than 
DOs, Gs, a week: over 50s., 53. а week. Leading cable hands, 
саре hands, switchboard attendants, greasers, and cleaners at 
&ub-stations, electrical ‘attendant at Belvedere Road, wiremen's 
mates of the depot wiring staff. and the night telephone operators 
at Camberwell and Shoreditch exchanvesa are to receive ап 
“additional war bonus of 48. а week. Consideration of the appli- 
cation of the remainder of the telephone operators at Camberwell 
exchange is adjourned. The rate of pay of the wiremen of the 
depot wiring staff is to be increased to ls.. 14. per hour, the rate 
paid in excess of 104d. an hour to be regarded as war wages. The 
advances are to be payable from May 3rd. | 


Electric Vehicle Manufacturing Licences.— According to 
the Commercial Motor, Mr. Annan Bryce asked the Minister of 
Munitions, in the House Commons on March 17th. whether he was 
aware that an active demand exists for electrically-propelled indus- 
trial vehicles deriving motor foree from existing power stations 
using home-produced fuel; whereby the need tor the import ef fuel 
and fodder іч diminished ; whether the Edison Accumulator Co.. 
having taken works for the manufacture of such vehicles in this 
country, was licenced to produce only a very small uuniber ; Whether 


І 


it has been refused certificates to obtain the material necessary to 
complete even the licenced number ; and' whether he will now 
grant priority certificates for such material? Mr. Kellaway, in 
reply, said he was aware of the demand for vehicles of this cha- 
гасіег. and it was in view of that demand that the Edison Accu- 
mulator Co. were given a licence to manufacture a limited number 
of chassis in this country. No promise was, or could be, yiven 
that all materials required for such manufacture would be forth- 
coming, but the necessary priority certificates would be issued iu 
respect of any vehicles ordered from the company in connection 
with work of national importance. 


Labour Troubles and Problems.— Mr. Lloyd George, 
in his speech in the House of Commons last Friday, referred to the 
industrial unrest of which there have lately been serious evidences 
in different parts of the country. He said that the termination of 
the enyineering strike afforded a very good opportunity for reviewing 
the whole of the labour position. Though the particular dispute 
which oecasioned that strike had been happily terminated, there 
was a good deal of matter for further investigation. He con- 
tinued  -°* There has been great unrest in some quarters. The 
Government have their views as to how that hus been fostered, but, 
at the same time, there are some genuine grievances which have 
assisted the designs of those who have ulterior motives which have 
no special reference to the labour situation. Therefore the 
Government have decided to appoint commissions to inquire into 
the industrial unrest, and report on the operation of all war 
emergency legislation of the Government, and its administration 
in regard to labour, and to make recommendations which will tend 
to minimise the industrial unrest, especially in the shipbuilding 
and engineering trades, during the continuance of the war. It is 
proposed to divide the country into something like seven areas, and 
appoint & separate commission to investigate the causes of the 
unrest in each area. An effort will be made to secure the services 
of Labour representatives and of employers, with an impartial 
chairman in each case.” | 

In our opinion. the Premier has been well advised to take this 
matter in hand now. To have allowed things to drift along of 
their own accord would have been suicidal. The institution of a 
thorough inquiry on lines which will promote confidence among 
the vast bulk of the working population who are out and out 
loyalists, and which will bring out the exact causes of real 
grievances and of mischievous dissension, may prevent not only a 
recurrence of recent troubles, but something worse. The inquiry 
is а War measure—necessary in order to help us win the war at an 
early date, and all right-minded people will hope for a speedy 
arrival at definite conclusions. е 

It is not to be supposed, however, that such an inquiry сап denl 
with all the questions that Labour and Capital have in their minds 
as requiring settlement for after the war. The Reconstruction 
Committee of the Cabinet may have much to do with that larger 
matter. But the present investipation may do much to clear the 
air, and may go some considerable distance towards promoting the 
right atmosphere in which to deal with those other matters. 

In the foregoing connection we have received from the Rotary 
Club of London full copies of speeches delivered by Mr. John 
Hodge. the Minister of Labour, and Sir Robert Hadfield, F.R.S., at 
a meeting of the Club in March. They deal in a very useful and 
informative manner with the question of the alliance of Capital 
and Labour, and are well worthy of a wide circulation and most. 
attentive reading by both employers and employed. The speeches 
are published together in pamphlet form (2d.), and are to be 
obtained in quantity from the Reliable Advertising and Addressing 
Agency, Ltd., Publicity House, Bucknall Street, London, W.C. 2. 

In the Parliamentary questions on May 24th, Mr. Kellaway 
(according to the 7imex) said that the recent labour troubles were 
attributed by the strike leaders to the abolition by the Govern- 
ment of the trade card scheme of exemption from military service, 
and to the clause of the Munitions of War Amendment Bill, dealing 
with dilution of labour on private work. The restraints imposed 
on labour by the Munitions of War Acts were, to some extent, con- 
tributing factors. The whole problem had been receiving the most 
eerious consideration of his right hon. friend, who would be glad 
to consider any suggestions for securing a just settlement of these - 
difficulties. In April the Minister of Munitions asked the Advisory 
Committee representing certain employers' organisations, including 
the Federation of British industries, to consider the question of 
industrial unrest, and their report was sent to him on May 21st. 
His right hon. friend also proposed to consult the Advisory Com- 
mittee on the subject of the Munitions of War Bill. 


Educational.—UsNivERSITY oF LoNpo.— We have 
received a pamphlet describing the aims and work of the Appoint- 
ments Board of the University, which was constituted by the 
Senate to assist graduates and students to secure appointments. A 
register of candidates is kept, and business employers desiring to 
get in touch with well-educated young men and women are invited to 
communicate with the Secretary of the Board, at the University, 
South Kensington, London, S.W. 7. 


Zinc as a Substitute for Copper.—According to a 
series of diagrams published in the £.7.Z., the use of zinc wires 
instead of copper in transmission lines involves an increased cost 
of about 30 per cent. for the same pressure drop, or about 70 to 80 
per cent. for the same efficiency. 


Detinning in Australia.-—It is proposed to establish 
works in Sydney for the purpose of treating scrap tinplate. which 
hus hitherto been shipped to Germany. It iawstimated that over 


309. tons of tinplate are thrown away annually in Sydney alone, 
Ап electrolytic process ia to be used, 
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Institution and Lecture Notes.—Institution of Elec- 
trical Engineers (Dublin Local Section).- -At the general meeting 
held at the Royal College of Science, Dublin, on 24th inst., the 
following were elected as officers and Committee for the 1917-18 
session :— | 

Chairman: Capt. О. T. O'Kelly Webber, R.E. 

Vice-Chairman 2 Mr. J. P. Tierney. 

Committee: Messrs. Thos. Tomlinson, C. W. Kirwan, H. Tenham, 

G. M. Harriss, A. E. Porte, Wm. Tatlow, R. N. Eaton, A. G. Brunty, 
and W. Storey. 

The resignation of the hon. secretary, Mr. G. Marshall Harriss, 
was accepted with regret. and Mr. R. N. Eaton. of 12, College 
Green, Dublin, was appointed as his successor. A paper, ` Notes on 
the 1916 Edition of L E.E. Wiring Rules," by Mr. A. G. Brunty, was 
read and discussed. | 

Chief Technical Assistants’ Association.-—To-morrow afternoon 
(June 2nd), at 3 o'clock, at the Tavistock Hotel. this Association 
will resume the adjourned discussion on “ Problems of Trans- 
mission and Distribution.’ There will also be a discussion on 
" Questions of Labour Arising out of the War." 

Institution of Mining and Metallurgy. - On May 24th a paper 
by Mr. W. R. Ingalls on the question " Shall Great Britain and 
America Adopt the Metric Sy$tem ? " was discussed. Mr. Sulman 
opened the discussion. supporting the author in vigorous opposition 
to the compulsory adoption of the metric system, and Mr. Harry 
Allcock followed, ably advocating an affirmative reply to the 
authors question. The remaining speakers were fairly evenly 
divided in opinion pro and contra. ^ 

South African Institute of Electrical Engineers.—-On April 19th, 
Mr. A. Ballard read a paper entitled " Notes on Three-phase and 
Ward-Leonard Winding Equipments.” ‘ 

Diesel Engine Users’ Association. —We have received a brochure 


containing particulars of the constitution of the Association and | 


the privileges of membership, notes on the proceedings during 
1916, and a complete list of members, with particulars of the plant 
in their charge, up to March 31st, 1917. The number of members 
at that date was 83, and the total H.r. of plant represented was 
50,318. | 


Strike.—The members of the Liverpool branches of the 
Electrical Trades Union, after being on strike for a fortnight, 
returned to work on Friday. Dr. Addison. the Minister of Muni- 
tions, agreed to receive a deputation to consider the matters in 
dispute, relating to dilution of labour and other points. 


Inquiries.—A correspondent asks for the name of the 
maker of " Crenoid" insulating material. Makers of the " Telephos " 
electric gas lighter are asked for. A correspondent wants small 
quantities of vacuum-treated magnetic iron. 


Prohibited Exports.— The Supplement to the Board of 
Trade Journal of May 31st contains complete lists of articles which, 
according to the latest information received by the Board of Trade, 
are prohibited to be exported from Denmark. France (including 
Algeria), Italy, Japan, and the Netherlands. The Supplement also 
contains the list of articles (complete to date) which are prohibited 
to be exported from the United Kinzdom. | | 


OUR PERSONAL COLUMN, 


The. Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway  Officials.—The Bexley 
U.D.C. has increased the salary of the electrical engineer 
and tramways manager, Mr. H. P. Stoxes, by £100 per 
annum as from January last. 

The salary of Mr. F. T. WniGHT, charge engineer, South- 
wark electricity works, has been increased, as from April 
Ist last, and for six months after the termination of the war, 
from £3 to £3 5s. per week, rising to £3 10s. per week. 

Mr. W: F. Buapon, who has been manager of Barrow-in- 
Furness tramways, on behalf of the B.E.T. Co., for the 
last 9) years, has given up that position to take up another 
appointment under the same company. Last Friday evening 
e was presented with’a gold watch by the employés at 
Barrow. A satchel was presented to Mrs. Bladon. Mr. 
Dossow, who has been assistant manager at Barrow since 
October last, is Mr. Bladon's successor. 


General.—According to the Times, гово MourToN, Director- 
xeneral of Explosives Supply, has been nominated for elec- 
lon as president of the Institution of Gas Engineers for the 
coming year., | | 
. Mr. HrensEnT M. Curtis, of Blackburn, who prior to join- 
Ing the Army was the contract official at Blackburn Tele- 
Phone Office, is among the Transylvania’s survivors. 

. Mr. В. Н. Соилмѕ, well known in the American advertis- 
ing agency field, has joined the publicity staff of the Society 


or Electrical Development, in place of Нил, GRIFFITH, First’ 


léutenant, Cavalry, Officers’ Reserve Corps, who has been 
called into. active service. А | 


‘Roll of Honour.—Captain С. R. McGowan, H.A.C., son 
ot Dr. McGowan. Maghara, Co. Londonderry, reported 
‘Severely wounded in France, was, before going on service, 
an electrical engineer in the employment of the Post Office. 


Captain J. Parkinson, R.E., who*was “mentioned " ‘in 
Sir Douglas Haig's last dispatch, is an electrical engineer, 
and an Associate Member of the Institution of Civil. Engi- 
neers. 

Private C. H. Garnett, West Yorks. Regiment, reported 
wounded, was on the office staff of the Bradford electricity 
department. 

Sergeant Lesne Brann, R.F.A.. who has died of wounds 
received in action, was employed in the engineering depart- 
ment of the Ieeds Corporation tramway depot. 

Lieutenant N. Sizer, who is mentioned in Sir Douglas 
Haig's dispatch, was when war broke out engaged as an 
electrical engineer with the Westinghouse Co.. Manchester. 

Sapper T. Turner, R.E., who has been decorated with a 
Serbian Order, was before enlisting an employé of the Anglo- 
American Telegraph Co. 

Sapper І. Wyrp, R.E.. killed in action, aged 19 vears, was 
employed by the Rawtenstall Corporation as an electrical 
méchanic. 

Gunner J. M'Irwnarrug, R.G.A., killed, was with Messrs. 
Baxendale, Manchester. 

“Mr. J. С. Curn, of Rochdale, aged 98, was lost in a dis- 
aster to the boat on which he was wireless operator. 

Private J. E. SrAtLEY, Manchester Regiment, previously re- 
ported missing, now reported killed, was with Messrs. Baxen- 
dale & Co., Ltd., Manchester. 

Lance-Corporal R. SCHOFIELD, of the Newcastle tramways 
department, has been dangerously wounded. 

Lieutenant Tom Flammton, West Yorkshire Regiment, who 
has been reported missing since Mav 12th, is the fourth son 
of Mr. J. B. Hamilton, general manager of the Leeds tram- 
ways department. Mr. Hamilton has five sons serving in the 
Army. 

The death from wounds of Lance-Corporal J. Howes, 
A. and S. Highlanders, aged 20 years, is reported. He was 
employed with the General Electric Co., Glasgow. ‘ 

Mr. KENNETH SMITH, who was a student apprentice at the 
Rugby works of the B.T.H. Co., has died on active service in 
France. | j 

Pioneer W. Stewart, R.E., who was with the Rio Light 
and Power Co. at Rio de Janeiro when he came to England 
in November, 1915, to enlist, has died in France of wounds 
received in action. 

Lance-Corporal W. SwrrHsoN, Manchester Regiment. for- 
merly an electrician with Messrs. W. Brierley & Son, of Rad- 


. cliffe; is reported missing. 


‚ Second-Lieutenant C. W. BUTTERFIELD, North Staffs. Regi- 
ment, reported missing and believed killed, was employed at 
the works of Messrs. Siemens, Stafford. 

Second-Lieutenant H. Lewis. A.S.C. (Mechanical Trans- 
port). believed to have been drowned at sea, was formerly 
in the electrical] department of Messrs. Harding Bros., of 
Hereford. i А 

Corporal RicHáanps, of Ње Torquay Corporation electricity 
works staff, has been wounded in aetion. | И 

Mr. Harotp Camp, who has died from wounds received in 
action, was for over 14 years the outdoor representative of 
the Leyton U.D.C. electric light department. He was 40 
yeara of age. 

Gunner С. Gratnarr. R.F.A., formerly of the India-Rubber 
Co., Silvertown, has been killed in action in France. Private 
W. T. Bonser, Essex Regiment, also a former Silvertown 
employé, is a prisoner of war in Germany, and Private H. 
Ероғсомве, Argyle and Sutherland Highlanders, formerly of 
the same company, has been wounded in France. Rifleman 
E. S. Ѕмітн. Rifle Brigade. was recently wounded in France. 
All the above were in the general office at the Silvertown 
Works. 

Second-Lieutenant V. C. Russeut, Suffolk Regiment, 
vounger son of Mr. Stuart A. Russell, works manager to the 
India-Rubber. Gutta-Percha & Telegraph Works Co.. Ltd., 
Silvertown, has been wounded a second time. and is now in 
hospital in this country. Second-Lientenant Russell has been 
twice mentioned in dispatches. 

Private A. J. CHEETHAM, London Regiment, son of Mr. А. 
Cheetham, manager of the tire department of the Jndia- 
Rubber Co., Silvertown, was dangerously .wounded юп May 
15th. Private Cheetham has previously been wounded, on 
November 20th, 1916. He was formerly in the aero tube 
department of the India-Rubber Co. 

Corporal E. H. Trowsrince, London Regiment, formerly 
in the. electric light department of the India-Rubber Co., 
Silvertown, was severely wounded in France on May 16th. 
Private H. A. Barr, London Scottish, formerly in the buying 
departinent, has been wounded a second time. Private J. 
Brenxan, Duke of Cornwall's Light Infantry. formerly in 
the general office of the company, was recently wounded in 
France. 


| pa 
Obituary.— Mr. R. W. GauxtLETT.—We regret to record the 
death of Mr. Reginald Wilson Gauntlett, late London office 
manager for Messrs. Bruce Peebles & Co., Ltd., of Edinburgh, 
which took place on Monday, Mav 28th, at his residence, 31, 
Clifton Hill, St. John’s Wood, N.W. Mr. Gauntlett’s large 
circle of friends will learn of his death with regret, and will 
extend their sympathy to his widow and children. Messrs. 
Bruce Peebles bave lost a valued servant, who during his 
lifetime earned the esteem and respect of all who came in 
contact’ with him. с | 
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Mn. Н. Cruse.—Mr. H. Cruse, who had for a long period 
heen in business as an electrician at Lewes (Sussex), has 
died at the age of 60 years. 

Mr. H. Е. PansHaLL.—The many friends of Mr. Horace 
Field Parshall, of Penbury Grove, Penn, Bucks., will desire 
to join with us in an expression of sympathy with him on 
the death of his wife, which occurred on May 23rd after а 
long illness. | 

CAPTAIN JOHN CHAMBERLAIN.—We have received the follow- 
ing personal tribute to the late Captain Chamberlain from ` 
Mr. 6. Hookham :— 

'" Captain John Chamberlain was the son of the late Mr. 
Arthur Chamberlain, and: nephew of Joseph Chamberlain; 
his elder and only brother, Arthur, is chairman of Kynochs. 
John Chamberlain was at school at Rugby, and afterwards 
spent. some months in France mastering the language. In 
matters of commerce and factory organisation he had the 
inestimable advantage of being trained under his father, who 
had little &hort of genius for such affairs. In process of time 
he took the management of three important companies, viz., 


. Tubes, Ltd., Smith's Stampings, Ltd., and Chamberlain and 


Hookham., Ltd. In every case he vastly improved the posi- 
tion of these undertakings, turning those that had been less 
successful into striking successes, and in the case of the last 
mentioned more than doubling the profits. Т can only speak 
of his loss to this firm as irreparable. Of the personal loss [ 
can hardly trust myself to speak at all—we were all so fond 
of him. Of an affectionate nature himgelf, he everywhere 
attracted affection. -In the office and factory he was simply 
worshipped. Tn saying this. I am conscious of using а hack- 
neved expression, and one that is often used in exaggeration, 
but it is no exaggeration here. Being engaged in such im- 
portant affairs at home, and with a wife-und young family, 
his friends, with one voice. advised him, that it was no duty 
of his to join the Army, at any rate. at that time. His own 
conscience, however, advised him differently, and there was 
no more to be said. He volunteered in the first few weeks 
of the war. He was severely wounded, and on recovery re- 
turned to the Front. He was at last struck down and in- 
stantly killed by a stray shell at Brigade Headquarters. Not 
the least among his attractive qualities was his ever-readv 
humour. Just before his first departure for France it took 
the form of saving to me. ' And. you know, the worst of it 
is I'm such a coward '—which, of course, merely meant that 
his imaginative brain alwavs insisted on his realising and 
appreciating the dangers. There are two kinds of courage: 
one of the man whose spirit carries him forward regardless 
of all but unconscious of danger, the other of the man who is 
fully conscious and continually aware of the risks, and yet 
unflinchingly does his duty.: There cannot, I think, be much 
doubt as. to which is the higher form.” 


і 


NEW COMPANIES REGISTERED. | 


\ 


Southport Electric Supply Co., Ltd. (147,492).—Private 

company. Registered May 17th. Capital, £1,000 in £1 shares. Objects, as 

Wile, Fhe subscribers (each with one share) are: T. Lawyer, 1, Kirklees 

Road, Birkdale, buyer; S. Stroud, 40, Dinorwic Road, Birkdale, solicitor; 

E. Stafford, 10. Marshside Road, Churchtown, sales manager. The first 

directors are: T. Lawyer, S. Stroud, Е. Stafford, and J. Bennett. Registered , 
office: 99b, Eastbank Street, Southport. 


. Apex Electric Accumulator Syndicate, Ltd. (147 516).— 
road 


Private company. Registered May 21st, by Geo. C. Bingham, 62, New 
Street, E.C. Capital, £25,000 in £1 shares (10,000 pref). Electrical and 
mechanical engineers, manufacturers of electric accumulators and other appli- 
ances, &c. The subscribers (each with one pref. share) are: G. Thomson, 65, 
London Wall, E.C.2, chartered accountant; H. Thomson McCouville, 36, 
Conway Road, Southgate, N.14. The first directors are to be appointed by 
the subscribers. Registered office: 65, London Wall, Е.С. 2. 


Electric Holdings, Ltd. (147,558).—Private company. 
Registered May 24th bv Waterlow Bros. & Layton.’ Birchin Lane, Е.С, 
Capital, £300,000 in £1 shares (200,000 6 per cent. cum ргеѓ.). To subscribe 
for, purchase, or otherwise acquire all or any of the debenture stock and 
pref. and ord. shares of the British Westinghouse Electric & Manufacturing 
Со., Ltd., and in particulat to purchase al such debenture stock and shares 
now held’ by the W 
Pennsylvania, U.S.A., and its nominees, and to enter into agreements (1) 
with the said American company, (2) with the said British company and the 
Metropolitan Carriage, Wagon & Finance Co., Ltd., (3) with the said 
American and British companies, and (4) with the said American company, 
the Westinghouse Machine Co., the Westinghouse Electric Export Co, and 
the said British company, The subscribers (each with one share) are: R. A. 
Pinsent, 6, Bennetts Hill, Birmingham. solicitor; G. J. Withington, 29, 
Bowyer Road, Saltley, Birmingham, solicitor's clerk, The first directors arc: 
L. D. Docker, E. V. Hilev, and H. Walker. No share qualification required. 
Remuneration as fixed by the company. Solicitors : Pinsent & Co., 6, 
Bennetts Hill, Birmingham. 


Sheppey Moter Transport Co., Ltd. (147,652).—Private 
company. Registered Мау Brd. Capital, £20,000 in £1 shares. To take 
over the business carried on in the Isle of Sheppey by the Sheerness and Dis- 
trict Electric Power & Traction Co., Lid. and T. Standen & Sons, and to carry 
en the business of pier, motor-car, steam and motor boat, omnibus, wagon 
and cab propriétors, garage: keepers, carriers by land and sea, &e Тһе sub- 
s-ribers (cach with one share) are: G. J. Somerville, Edectrical Federation 
Offices. Kingsway. W.C.2, electrical. engineer; T. Bower. 1, Kingsway, 
W.C.2. company secretary; T. H. Underhill, 1, Kingsway, W.C.2, account- 
ant; A. Charlton, Tramway  Depót. Sheerness, electrical engineer; Mrs. E. 
Standen, 181, Shortlands Road, Sittingbourne; W. A. Standen, 183. Short- 
linds Road, Sittingbourne, haulage contractor; A. F. Standen. Southdown 
Road, Sheerness East, motor engineer; F. J. T. Standen, 181, Shortlands 
Road, Sittingbourne, motor driver. Minimum cash subscription, eight shares. 
The first directors ure: G. J. Somerville (chairman), A. Charlton. W. А. 
Sanden, and A. F. Standen. Registered office: 1, Kingsway, М.С. 2. 


estinghouse Electric & Manufacturing CoA incorporated in ' 


E. B. Magnetos, Ltd. . (147,542).—-Private company. 
Registered May 23rd. Capital, £6,000 in 6,000 pref. shares of £l each and 
8,000 ord. shares of 5s. each. Manufacturers of and dealers in magnetos, 
dynamos, accumulators, coils, carburettors, speedometers, accessories, engines, 
motor-cars, aircraft, &c. The subscribers (cach with one share) are: E. D. 
Oppert, 15, St. John's Wood Park, N.W., retired merchant; J. Hope, 9, 
Frognal, Hampstead, N.W.3, machinery representative. The first directors 
are to be appointed by the subscribers. Qualification, 100 shares. Registered 
оћсе : 16, Howick Place, Victoria Street, S.W. | 


British Lighting & Ignition Co., Ltd. (147,508).—Private 
company. Registered May 19th. by Surtees, Phillpotts & Co., 6, St. Helen's 
Place, E.C. Capital, £100,000 іп £1 shares. Manufacturers of and dealers 
in motor and other carriages, railway, and tramway rolling stock, vehicles. 
cycles, and aircraft, and parts and accessories thereof, electricians, electrical 
and general engineers, suppliers of motive power, traction, light, and heat, 
&c. The Board of Trade has authorised this company to acquire the under- 
taking of the Bosch Magneto Co., Ltd., the books and documents of which 
are liable to inspection under the Trading with the Enemy Act. The sub- 
scribers (each with one share) are: R. B. Phillpotts, 6, St. Helen's Place, 
E.C., solicitor; Н. V. Surtees, 6, ‘St. Helen's Place, E.C., solicitor. The 
first directors are to be appointed by the subscribers. Qualification, £500. 
Remuneration (except managing director), £250 each per annum, and £500 
for the chairman, or, in lieu thereof, 5 per cent. of the net profits, when 
5 per cent. is earned on the ord, shares, divided between them. — Solicitors : 
Surtees, Phillpotts & Co., 6, St. Helen's Place, E.C. 
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OFFICIAL RETURNS. OF ELECTRICAL 
COMPANIES. . | 


Direct Spanish Telegraph Co., Ltd. (6,782).—Capital, 
£95,000 in 13,000 ord. and 6,000 pref. shares of £5 each, Return dated April 
llth, 1917. 12.931, ord. aand 6,000 pref. shares taken up; £94,655 paid. 
Mortgages and charges: Nil, | 


City of London Electric Lighting Co., Ltd. (34,406).— 
Capital, £1,200.000 in 80,000 ord. and 40,000 pref. shares of £10 each. Return 
dated April 4th, 1917. 70,595 ord. and 40.000 pref. shares taken up; 
£1,105,950 paid. Mortgages and charges: £800,000. 


Countv of Durham Electrical Power Distribution Co., 
Ltd. (61,591).—Capital, £425,000 in £l shares. 400,000 shares taken up: 
£400,000 paid. Mortgages and charges: £250,000. 


W. J. Furse & Co., Ltd. (121,420).—Capital, £20,000 in 
£1 shares (9.000 pref. and 11.000 ord.) Return dated April 14%, 1917. 9,000 
Dos and 9,835 ord. shares taken up; £6,384 paid; £12,451 considered as paid. 


lortgapes and charges: £5,000 


City of Oxford Electric Tramways, Ltd. (91,106).— | 
Capital, £150:000 in £l shares. Return dated March 8th, 1917. 63,000 shares 
taken up; £1,007 paid; £61,993 considered as paid; Mortgages and charges. 
£42,800. А 
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CITY NOTES. 


\ 


| The gross receipts during 1916 were 
Anglo-Argentine — £2,714,226, less working expenses (in- 
Tramways cluding £96,000 carried to depreciation 
Co., Ltd. renewals reserve, in addition to £257,366 
expended on ordinary  inàintenance) 
£1,956,668, leaving £757,557, plus £40.008 interest on invest- 
ments, &c.. and £94,120 brought forward, inaking £891,685. 
This is dealt with thus:—Annuity to City of Buenos Aires 
Tramways Co. (1904), Ltd., £70,660; interest and sinking 
funds on debenture stocks, £587,821; sinking fund for re- 
demption of preference and ordinary shares, £6,236; dividend 
on 84 per cent. cum. pref. shares, £176,000; carry forward, 
£50,969. "Traffic receipts increased by £5,588, and passengers 
by 1,437,300. The abnormally high cost of fuel still continues 
to prevail, the increased traction charges, notwithstanding 
economies in consumption, being £161,477. In all depart- 
ments the strictest economy has been exercised. In view of. 
the foregoing conditions, no dividend can be distributed for 
1916 on the 34 per cent. cum. second pref. shares. The 
general manager says that it is almost as difficult as last 
year to forecast traffic prospects for 1917.* The great unknown 
factor, of course, is developments in Europe. Local affairs 
had shown a very slight improvement in some ways during 
the, past few months, but all classes of crops had . been 
exceptionally poor this year owing to the prolonged. drought, 
and the now abundant rains had come too late in most parts 
to improve immediate prospects. They might feel the results 
of this later in the year, and if they maintained their traffic 
of last year, with.perhaps an increase of 1 per cent., it was 
about as much as they could expect. As regarded net profits, 
the cost of coal was never a more uncertain factor than now. 
Excluding the fuel question, they. would, he was sure, com- 
pare favourably with last year, and expenses would be kept 
down to a low figure. Annual meeting: June 7th. | 
Net profit for 1916, £51,021, plus £8,736 
Lisbon Electric \rought forward. There has been put to 
Tramways, Ltd. depreciation reserve £25,000, and the usual- 
- 6 per cent. pref. dividend absorbs £25,593, 
leaving £9.224 to carry forward. In order to make the year's 
appronriation to depreciation reserve up to the necessary 
£30,000, £5,000 was transferred from the Exchange reserve 
for this purpose. Passengers carried 76,620,194, against 
67.101.949; earnings Es. 2,324,655. $58, against Es. 2.092.142 
$93. The working expenditure increased out. of all propor- 
tion. and exceeds the figure of the year 1915 by Es. 336,806 
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$730, owing to prices of coal and other supplies and of 
labour. The- protits are further affected by the lower rate 
of exchange, the average of which has fallen from 85.974. 
to 88.784. These adverse conditions are more pronounced 
at the present moment, and there is every probability that 
they may yet become тоге severe. Efforts of the company 
to secure an increase in tariff were opposed by the Munici- 
pality and the Government, ahd they were dropped for the 
time being, but the inatter will be raised again this year. 
Notwithstanding the increased’ tratfics, the company has sus- 
tained a very heavy diminution of profit compared with pre- 
war years. In 1913, after the payment of debenture and pre- 
fereqce interest there was an available balance of £78,153, 
usine £25.458 in the past year—a falling off in profits ot 
£52,665, showing the effect of the war. It was, therefore, 
essential to secure the company's financial position ‘against 
all contingencies, and they must forego the usual recom- 
mendation of a dividend on the ordinary shares. The board 
record appreciation of the services of the local board, of Mr. 
Kolkhorst, the general manager, and of the staff. 


At the annual meeting, held in London 

Calcutta Elec. on May 23га, the Chairman said that the 
с бироу епегайоп costs had increased by £1,652 
Corpn. А generation costs had increased Бу £1,652, 
, owing to the production of hearly 3,000,000 
additional units. Income-tax paid in India increased. by 
£4,330, owing to the Indian rate of tax having been more 
than doubled.- The amount of excess profits duty was difh- 
cult to ascertain, but it was covered by the large carry 
forward. The speaker briefly explained why it was not now 
so necessary as formerly to put so.large a sum to the depre- 
ciation and renewals account, and referred арат to the 
agitation by a certain section ‘of the Calcutta public for 
reduced charges, which he mentioned a year ago. These 
persons clained that the several reductions already made were 
the result of their movement. ТЕ would obviously be useless 
to attempt to undeceive them. The policy of the directors 
had always been to maintain an equitable attitude both to 
the consumer and to the shareholder. 
made had been in accordance with the declared policy of the 
company, which no doubt the majoritv of the Calcutta public 
fully recognised. The Government of Bengal had, however, 
appointed an expert cominittee to satisfy them as to the 
reasonableness of the demands for reductions, and that com- 
mittee last November summed up the situation by stating 
that the arguments of the critics on the question of excessive 
charges were ‘‘ generally misleading and fallacious.” Not- 
withstanding this, the Bengal Government had published a 
resolution stating that the Governor in Council had carefully 
considered the question as'to whether he should now exercise 
his statutory powers with a view to secure reductton, and 
that there was a ''strong prima facie case for such action on 
his part." The directors felt that the matter could not have 
recéived full consideration, and they had pointed out in the 


proper quarter the serious difficulties which such a resolu- | 


tion, based on so slender a foundation, brought upon those 
charged with the administration of the company's affairs. 
They had still before them the grave necessity for restoring 
confidence in the minds of English investors in Indian con- 
cerns, which this action must go far to disturb. They were 
not without hope that the incident might be closed in a 
manner satisfactory to all parties. The whole matter had 
unfortunately brought them very unwillingly into some 
antagonism with the Government of Bengal, and it had also. 
postponed a further reduction which they had under con- 
sideration to announce from January Ist, and which; had it 
not been for this ill-informed agitation, would have been 
given effect to. The delay caused by the Trades’ Association 
Meinorial had, however, Riven them the opportunity to re- 
consider their position with reference to the increased taxa- 
tion imposed upon them both in India and in England since 
the commencement of this vear. The Excess Profits Duty 
‘for 1917 was to be on ап 80 per cent. basis, as compared with 
60 per cent. in the past two years. Their profits earned 
during the war had increased over those of the pre-war period 
solely because the large outlay of capital provided long before 
the war was dreamt of, had begun to bear fruit. Their profits 
Were in no sense war profits: indeed, the war had affected 
them adversely, and the tax fell upon them with a severity 
Which hardly appeared equitable. In respect of 1915 the duty 
claimed by the revenue authorities at 60 per cent. amounted to 
£21,661, but in respect of 1916 it would be considerably 
heavier. In India, too, a super-tax of 25 per cent. had been 
imposed, regarding which they found it difficult to obtain 
any accurate information, but which would certainly add to 
heir burdens during the war. Тһеу had, however, obtained 
а concession from the Government, by way of relief in 
respect to the English taxation, the rate of tax payable being 
reduced by the rate paid in India. The directors were con- 
fronted with several contlicting considerations : a desire. to 
continue their poliev of reducing the consumers’ costs: of 
fiving the shareholders some reward for the venture thev 
had successfullv made; » donbt as to the stability. of their 
Position engendered by the Government action; and an un- 
certainty as to further requisitions that might be made.on 
elr resources on account of the war. They had, however, 
stained a position in other respects which strengthened them 
nancially to a very considerable extent. Owing to the 
abnormal conditions of the money market they were not 


All reductions hitherto 


‚ for electric power. 


writing off anything this year against depreciation of invest- 
ments. The want of additional plant had the etfect of pre- 
venting their output from increasing, and their agent had 
been obliged to announce that they could not entertain pro- 
posuls [or new connections beyond the capacity of the exist- 
ing plant. The increases of revenue which had been a 
marked feature of the past few years were not likely, there- 
fore, to continue during the war period, at least, not to the 
каше extent. Considering all the. circumstances, however, 
they had decided that the best course was to continne their 
policy of reducing charges undeterred and unaffected by the 
side issues created by the agitation in Calcutta, but at the 
same tine with due regard to the grave issues brought about 
by the war. They were, therefore, announcing a reduction 
in the flat rate of one- -quatter of an Anna per unit as from 
July Ist. The cost of this would be between £12,000 and 
£14,000 per year in a full year of operation. This would very 
considerably benefit the smaller consumers and those whose 
consumption of fan units did not greatly exceed their light 
units; it was subject to the proviso that if the exigencies of 
the war imposed the necessity they might have to revert to 
a higher price. They were recommending an increase in the 
ordinary dividend by one-half per cent., costing £2,750. ln- 
stead of the staff bonus on* profits they had granted a war 
bonus of 10 per cent. in salaries for the war and six months 
after. Thev.had lost three consignments of stores (meters, 
bitumen, gutters, and covers, &c.) owing to sinking ^ of 
steamers. New coal contracts had been arranged, one for 
three vears and the other for two years, at slightly increased 


prices. ` 

Mr. E. Pork presided at tbe annual. 

meeting, on May 24th. Не expressed 
Electric Power regret that they had been unable to nain- 
and Lighting tain the ‘profit at the level of the previous 
Corpn., Ltd. year. The higher cost of stores and sup- 

| plies of every kind had been a factor m 

the reduction .of the profit, and another cause had been in- 
creased taxation, but the main cause had been shortage of 
labour, due partly to the large number of men who had 
joined the Colours, and partly to the action of the dominant 
Labour Party, who insisted on the internment of all tech- 
nically enemy aliens. Many of the men were either Poles 
or Slavs, nominally Austrian subjects, but having no sym- 
pathy whatever with the Central Empires. This shortage of 
labour had interfered with the efficient working of the mines 
and, by reducing the output of ore, had lessened the demand 
It had also caused a rise in the price of 
firewood, which thev felt more this year than last. The new 
arrangement made with the trustee of the debenture holders 
meant that between now and the end of the year they had 
to find 3.600 for interest and £31,200 for repayment of prin- 
cipal, a total of £34,800. Next year they would require 
£2,100 for interest and £7,500 for repayment—a total of 
£9,600. With those payments to make in’ discharge of debt, 
they must not consider the directors unduly timid if they 
hesitated to pay the usual preference dividend next October. 
They would be delighted to pay it if thev could safely do so, 
but thev might have to postpone the pavment until after 
the end of the vear repavinents to the debenture holders. 
They could not negotiate a new debenture issue to pay off 
the old in these days of stress and strain of war, so the monev 
must be provided, if possible, out of profit. He ventured to 
hope that after the final repayment of the debenture debt 
there would be annually a sufficient. margin of profit remain- 
ing. after the payment of the full 6 per cent. on the pref. 
shares, to reward the long-waiting holders of the ordinary 
shares with a reasonable dividend. Their stocks in hand and 
in transit increased, because it was prudent to hold larger 
stocks of supplies owing to transport difficulties. "The finan- 
cial position as shown bv the investments improved consider- 
ably during the year. They had sold a stock of copper wire 
not immediately required, owing to its abnormally high 
русе. They anticipated being able to meet all their end-of- 
the-vear payments without serious difficulty. They had not 
been doing well during the first four months of 1917, hut the 
result was rather better than for the same period of 1916. 
The general position of the mines on the Kalgoorlie gold- 
fields was not as good as а year асо, Tf the war went on 
until this time пехё усаг, as seemed very likely, it would 
probably then be again worse, as there was still a tendency 
to a further labour deficiency and increased prices for supplies. 


Kalgoorlie 


Stratford-on: Xon Electricity Co., Ltd.—Mr. W. Н. 
JACKSON presided at the recent annual meeting. He said that 
the vear had been a progressive one so far as the units sold 
were concerned, the increase being 8,238, but the lighting 
units showed a decrease of. 13.000, and that had made a eon- 
siderable difference in the receipts. Power units mnereased by 
13.000, and heating by 5.000. The directors regretted that 
thev could not recommend a dividend as they had had to put 
monev to depreciation, as thev did nat do so last vear. They 
must be prepared for heavy expenditure in the early future 
in respect of mains renewal and battery extension, but pre- 
sent prices were prohibitive. It was most unfortunate that 
the mains were giving so much trouble and anxiety, and he 
could not help saving that whoever supervised the work on 
them was responsible for their presens condition. 
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Calcutta Tramways Co., Ltd.— lle report for 1916 states 
that the revenue amounts to £119,651, pius balance brought 
forward £6,512. With the proposed final dividend, the distri- 
bution on the ordinary shares will be 94 per cent. for the 
year, leaving £0,505 to carry forward. The reserve for depre- 
ciation, &c., аб the commencement of the year stood at 
BSL ASt; after deducting therefrom £5,643 written of fov 
renewiths during the vear and adding £20,000 proposed. to be 
allocated thereto, the reserve will stand at £92,544. In addi- 
tion to this, the directors have opened a separate reserve [und 
for depreciation of investments, to which they transfer £2000. 


Swansea Improvements & Tramways Co., Ltd.—- Ihe 
report for 1916 states that the revenue amounted to £72,842, 
an Increase of £7,258. Alter deducting all expenses. charge- 
able to revenue, the surplus was £65,571. plus £2415 brought 
forward. The traffic. receipts. show a considerable increase 
compared with the previous year, but nearly the whole of the 
increase. has been required to meet increased expenses. A 
dividend of 6 per cent. on the ordinary shares is to. be paid, 
carrying forward £2,588. А5 


е 
Electro-Bleach & By-Products, Ltd.—' V he company an- 
nounces that, although the audit has been completed, the 
directors are not vet able to present the balance sheet for 
16. The Ministry of Munitions, owing to great pressure of 
work, have not. yet been able to adjust the duties payable hy 
the company in respect of that усаг. Гнея, 


British Electric Traction Co., Ltd.—The directors have 
decided to place £15,000 to reserve, and to recommend a divi- 
dend of 3 per cent. on the ordinary stock- the same as Jast 
year carrying. forward £07,593.— Financial Times. 


United River Plate Telephone Co., Ltd.—Final dividend, 
5 per cent, on the ordinary shares, making, with the interim 


, dividend, 8 per cent. for J916, free of inceme-tax, carrying 


forward £6,990. 


Reduction of Capital.- Creed € Co, Lid., Croydon, —A 
petition has been presented for confirming the reduction of 
capital [тош £130,000 to £90,000. 


Doulton & Co., Ltd.—^After paving the preference divi- 
dend, the balance of £43,552 is to be carried forward. 


. STOCKS AND SHARES. 


) TUESDAY EVENING. 


Tue war news of the Bank Holiday week-end produced 
nothing sutticiently exciting to move Stock Exchange prices 
on the return of members {о their accustomed haunts. Dis- 
cussion concerns Itself with ave-raising prospects. If men 
up to the half-century are to " go," can the Stock Exchange 
carry-on? Lord Derby declared in the Stock Exchange itself 
that the House was a necessary pat of the national machi- 
nery. But were the age-limit advanced to 50, or even to 45, 
it is questioned whether the Stock Exchange business could 
continue. 

The gorgeous weather helped to -stinjulate а little demand 
for Home Railway stocks. Undergrounds are better араш, 


‘the Income bond being 14 up at 52. Buyers have come in 


from provincal centres, and they seein prepared for the 
next coupon to be 4 per cent., the same as last, although in 
the matket the hope is expressed that 5 per cent., to sonie- 
thing more, may be paid. Metropolitan Consolidated is also 
a good spot, with a rise to 231. The eflorts of а, few mild 
speculators to snatch an oceasional fiver from © Mets." make 
the motive power for these movements. The Surplus Lands 
stock has improved to 49. Considerable interest is taken in 
the suggestion that Capital and Labour should declare a truce 
lor the rest of the war. 

Recent events led to inquiry as to the price of Folkestone 
Electricity shares. Ordinary and 5 per cent. preference are 
beth of the nominal value of £5, fully paid, and the quota- 
tions are 34-4 in each case. Business was lust done at 32 in 
the ordinary, and at 8/16 in the preference; this occurred 
in February and March respectively. Seven. per cent. was 
paid on the ordinary last year. There is also а 4} per cent. 
debenture stock, quoted at SO, as against 94 on the outbreak 
cf war: interest is payable im February. and August. The 
market in the three classes of capital has always been largely 
local. 

Amongst other provincial companies, Bournemouth and 
Poole ordinary stand at 54, the 41 per cent. preference at 74, 
and the 6 per cent. second preference at 92. Oxfords are 44 
and 4} for ordinary and preference respectively, Newcastle- 
en-Tyne ordinary £0 shares are 15s; 9d.. and the 5 per cent. 
preference 178. 6d. Urban ordinary have stuck for several 
weeks at Эв. 6d., and the 5 per cent. preference changed hands 
early in May аб 37s. Gd, 

The list of London shares is quiet, but prices keep up with 
noticeable strenyth: City ordinary shores are difficult to buy 
under 12; County ordinary remain firm at 10}. Chelseas 


have been dealt in at 52s. 6d. and 53s. 9d.; Charing Cross at 
Ji. There is a little going on in Brush ordinary on the basis 
of 25, but the debenture stocks are hardly mentioned. Metro- 
politan ordinary are wanted at a trifle over 50s. 

The telegraph market is characterised by its usual strength. 
Anglo-American preferred is $ up, Eastern Extensions rose ё, 
Eastern Telegraph ordinary gained ‘a point, and Great 
Northerns, at 364 ex dividend, have recovered part of the 
amount deducted. Oriental Telephones are. firmer, but. Mar- 
conis ure attructing. less attention again, although the price 
keeps very firm at 48s. 9d., Americans being 16к. 6d. 

Brazilian. ‘Tractions, following their recent erratic course, 
have lost a point; and British Columbia Electric Railway 
stocks are still very flat, the 44 per cent. debenture going 
back 4 points to 60. The preferred shares are 5 points down 
at 374, and the fear of competition is debited ns being the 
reason for the pressure to sell which has caused such heavy 
dechnes in the price. The Argentine group is steady, and 
terest has again died out in Mexican shares and bonds. 

yctish Westinghouse preference pained another 1/16 as 
the direct. result of the recent incetiug at which the scheme 
for reorganising the capital, and for bringing control of the 
company on. this side of the Atlantic, was agreed to. Edison 
Мм are lower at 105; and amongst other low-priced issues, 
Cordobas have fallen 9d. to 4s. Babcock & Wilcox are up E 
fo 3 1/16, following the trend of iron and steel shares as a 
Whole. Prices in this section have been mounting daily, and 
armament shares. participated in the strength of the market. 
The rubber group js hard; and the fact that, on pay-day 
this week, dividends, were deducted froni shares in. the caser 
af 55 different rubber companies; advertised the attraction of 
rubber share for speculative-investment purposes, 


SHARE LIST OF- ELECTRICAL COMPANIES. 
Homes ErnscrkIOITY COMPANIES. ` 
Dividend Price 


an, May 20, Rise ог fall Yield 
1916. 1916, 1917. this week. р.о, 


Brompton Ordinary  .. .. 10 9 64 — £618 R 
Charing Cross Ordinary EE 5 Bà — 7 210 
do. do. do. 4% Prei.. 44 44 Bi -— 618 6 
Chelsea ВЕ " a8 ae 4 3 2% — 64 4 
City of London .. ei Р 8 8 lly — 616 32 
do, do. 6 per cent. Pref, 6 6 19 -— воо 
County ої London m T 7 1 106 + ё 611 9 
до. 6 per cent. Pref. 6 6 10 - 6 00 
Kensington Ordinary .. ux 7 10 > bi — 611 7 
London Electric . - т B B 1 -—- Nil 
do. do, 6.por cent. Pref. 6 4 83 — 5 68 
Metropolitan i us za 8 8 2$ -— воо 
до. 44 per cent, Pref. 44 44 34 — 740 
Bt. James’ and Pall Mall РА 8 8 63 — 6 8 0 
Вот London  .. as MH 6 b 21, == 7656 
South Metropolitan Pref, oo. 1 `1 2u- — $18 4 
"Westminster Ordingery .. e. 7 7 6$ + 4 619 
TELEGRAPHS AND TELEPHONES. | | 
Anglo-Am, Tel. Pref, .. а 8 6 £73. +4 6 3 1 
do. Def, ee ee 88/6 14 924 xm 6 18 4 
Chilo Telephone ee ae oe 8 8 642 === к 15 4 
Cuba Sub. Ord. .. we ws 6 5 8 — 6 50 
Fasfern Extension ‘ 56 R 8 188 +3 617 6 
Eastern Tel. Ord. x is a 8 189 +1 "615 1 
Globe Tel. and T, Ord. .. à 3 7 124 — *612 0 
do. Pref, га 6 6 104 — R18 5 
Great Northern Tel... , B 22 aot xd + 1 6 0 13 
Indo.European .. - ». 18 18 49 = oll 4 
Marconi  ,. - oe .. 10 20 211 - 880 
New York Tel. 44 ae vs 44 4} 99 — 411 у 
Oriental Telephone Ord. .. 10 10 х, + д 411 f 
United R. Plate Tel, ... S. 8 8 Ry — 6 0 9 
West India and Pan, es ee 6d. 6d. lè Pea 2 4 § 
Western Telegraph sè #6 8 8 14 — 614 4 
| Номи Rare, 
Central London, Ord. Assented 4 4 €01 — 6 80 
Metropolitan us z we al 1 234 + 4 460 
do. Distric #9 .. Ni Ni ,. 16 -— Nil 
Underground Electric Ordinary Nil Nil ` 13 — Nil 
dc, do. "A" .. Nil Nil 58 4-61. Nil 
dc, do. Income 6 6 82 +4 ' 3 0 
Forrien Trams, &c, 
, Dividend 
n~, 
1944. 1916. 
Adelaide Вир. 6 per cent. Pref, 6 в 5 — воо 
Anglo-Arg. 'Trams, First Pref. bà 6 з — 810 6 
do. 2ud Pret. .. 5. 2o — a 
do. 6 Deb. .. 56 b 69 — 75 0 
Brazil Tractions .. as z 4 4 47 — 1 Nil 
Bombay Electric Pref. .. a 6 6 10 =- 6 0 0 
Britich Columbia Elec, Rly. Pice. 65 5 60 — 8 6 8 
do. , do. Preferred — Nil 574 — 6 Nil. 
do. do. Deferred — Nil 84$ —2 Nil 
| йо. do. Deb. 4 4 6) — 4 718 
Mexico Trams 6 per cent. Bonds — Nil 40 — NH 
о. 6 percent. Bonds — Nil 80 one Nil 
Mexican Light Common s Nil Nil 14 — Ni 
do. Pref. .. = Nil Nil 22 — мі 
do. lst Bonds 5 Nil Nil 874 -- — 
Mant rACTCRING COMPANIES * 
Bahcock & Wilcox e» КА 14 16 B ti 4 18 
Britiah Aluminium Ord, s 5 7 26.9 — 7 71 
British Insulated Ord. .. ^. 15 17 129 — 70 
British Westinghouse Pref, ., Tà 1 PA + a 6 8 
Callenders .. “> ia .. . 16 90 18 — 7 61 
do. 5 Pret. ae oe 5 5 4 "= 6 6 
Castner.Kellner .. - 90 23 — 6 18 
Edison & Swan, £3 paid .. Nil — — + Nil 
do. do. fully paid .., Nil = 1 t~ ' Nil 
do, do. 4 per cent. Deb. 4 4 704 = 513 6 
Electric Construction .. ee 6 1% t- — тю 0 
Gen. Elec. Pret. es ae oe 6 6 93 mr 6 8 1 
do, Ord, ., - .. 10 10 15 — 6 18 4 
Henley... as sò S 90 2 154 — B18 
do. 45 Pret. ee ee ee 43 sed 44 4 —_ 5 12 6 
India Rubper se ee ee 10 10 "m К —. ем 8. 4 
Telegraph Con .. 30 90 87 = *6 910 


* Dividends paid free of inoome-tar. 
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STATIC SUB-STATIONS. | 
[ COMMUNICATED. | T 


BecaUsk the static sub-station is a simple and reliable 
part of a distributing system, it has been at times sadly 
neglected and its purposes misinterpreted and abused. It 
is distinguished from the rotary sub-station by reason of 
the fact that it often gets much less attention than it really 
requires, whereas in a rotary sub-station it is necessary at all 
times to have some responsible person in attendance. A visit 
once a week is as mache as many of the most self-respecting 
static sub-stations usually get, while many are not visited or 
Inspected for weeks on end, for although some distribution 
systems have specially-appointed sub-station attendants, 
whose sole duty it is to keep clean and in thorough working 
order the sub-stations entrusted to their care, on others, 
the work is delegated to the jointers as a spare-time job, 
with the result that whereas those most handy receive a 
fair amount of attention, those more remote are hardly ever 
inspected. 

This latter system is undoubtedly bad, but even where 
attendants are specially employed, the right sort of man is, 
in many instances, not secured. Тһе writer has met 
several who had absolutely no idea of whut was happening 


inside the transformers beyond the fact that, say, 3,000- 


volta “ went in" on one side, and only 200 “ came out” on 
the other. He was once asked by an attendant what 
happened to the 2,800 volts. Another attendant was 
surprised to learn that his transformer was immersed in oil. 

These may be exceptional cases—the writer hopes that 
they are ; but the fact remains that there are such, and 
that it is impossible for them to do justice to their jobs or 
to themselves. 

A proper and complete system of records should be adopted 
for all sub-stations. It is not sufficient to have a register 
showing the location of them and the number of trans- 
_ formers installed. What is required is a full knowledge of 

the amount of work each transformer is doing. The 


central station is well provided with instruments to measure. 


the output and to ensure that machines are not overloaded, 
while numerous sub-stations are absolutely devoid of 
instruments, and the mains engineer will measure the 
output of a sub or a transformer by the rise in temperature. 
It is true that he has ammeters on his feeders at the central 
station, but there may be three or four sub-stations to one 
feeder, and the knowledge thus obtained is therefore not 
of very great value. The best means of measuring the 
loads on sub-stations or transformers is by ammeters, pre- 
ferably recording, on the secondary side. As the majority 
of sub-stations are visited only during the day-time, 
readings obtained on ammeters other than of the recording 
type are apt to be very misleading, for although in some 
industrial centres the day load may equal, or even exceed, 


the night load, generally speaking, it is the night load 


which determines the transformer capacity necessary. 

Integrating watt-hour meters are also a real necessity on 
the L.T. side of transformers, yet they are rarely employed 
throughout a system. | 

Аз in many other matters electrical, there has in the past 
been very little standardisation in sub-station practice. Not 
only is this noticeable in the construction of different sub- 
stations, but even the number of sub-stations required for 
the best distribution appears to be a very arbitrary matter. 
Of course, this must necessarily depend, to a very large 
extent, on the area covered by the supply and the special 
requirements of the district, but the lay-out of a system 
must not be determined solely on these two points. Other 
matters, such as capital cost and running expenses, are 
quite as important, but in exactly the same way as it is 
Wrong to be guided entirely by the first two points, so is it an 
error of judgment to pay too much attention to the latter. 
happy medium must be struck, so that the supply may 

made as perfect as possible, but, at the same time, as 
Cheaply as possible. 
TE comparing various systems that the writer has come 
ha contact with, he has been struck by the differences in 
if pue of sub-stations employed. For the purpose 

this article, it is proposed to compare two. The areas 


covered and the number of units supplied. are practically 
the same; although one district is slightly more industrial, 
while the other is more residential. There is consequently 
a margin of difference in the numbers of consumers and in 
the load factors of the two supplies, and there js a very great: 
difference in the number of sub-stations in the two cases, 
for the former, with less consumers, uses more than three 
times the number of sub-stations employed by the latter. 

This is largely accounted for by the fact that in numerous 
instances in the industrial district, sub-stations have been 
erected on the factory premises, and serve that factory 
alone. Now, it is thoroughly expedient, where possible, to 
persuade the consumer to build the sub-station at his 
expense, or to set apart some portion of his buildings for this 
purpose, but the thing can be pushed too far. From the 
point of view of capital cost, it may, under such conditions, 
pay to make a new sub-station ; but when it comes to the 
question of running costs, a different tale is to be told. А 
glance at the following figures will show the relative costs 
of running two sub-stations, the first being used for a 
group of consumers, and the second for one consumer only. 
While the writer does not claim that these figures have 
been actually obtained by measurement, he knows of cases 
where the conditions assumed are generally satisfied. 

In the first case, he has taken a 50-Kw. transformer on a 
load fattor of 25 per cent.—a very fair figure; while in 
the second case, a 30-KW. transformer is installed on 
private premises, and supplies a demand of 10 kw. for 
10 hours a day, remaining practically idle for the rest of 
the 24 hours. e: 

The magnetising loss in the first case would be, roughly, 
6,000 units per annum, and the output about 100,000 units 
per annum. In the second case, the magnetising loss would 
be about 5,000 units and the output about 35,000 units 
per annum. Copper losses have not been taken into account, 
because they are dependent upon the load taken, and 
would not be largely affected by the number of transformers 
used. 

The figures show that the percentage of magnetising 
units compared with the output is, in the first case, 6, and 
in the second instance 14. Now the difference between the 
two outputs, 65,000 units per annum, would require two 
other transformers under the same conditions as taken in the 
second case, which would mean another 10,000 units a year 
wasted in magnetising current.  , . 

It is clear, therefore, that the system which employs an 
excessive number of sub-stations is not efficient, because of 
the huge magnetising losses. Yet the writer knows of a 
system that hoasts 70 sub-stations for an annual output of 
less than 5,000,000 units. Taking an average of two 
transformers per sub-station, this would mean an annual 
magnetising loss of about 750,000 units, or about one- 
seventh of the output. To this must be added the copper 
losses of the system, so that, roughly, one million units are 
wasted annually, or a fifth of the whole output. 

For an output cf 4,060,000 units a year, about 30 sub- 
stations should be ample, and, in the second case quoted 
above, an even less number was used, and the units 


** опассоп 34 for” were in the region of 400,000. 


The saving is apparent, for even at generating cost these 
lost units mean a considerable cash value. There is, egain, 


a great difference in the management and lay-out of these 


two systems. The 70 sub-stations are left to the uncertain 


-eare of the jointers, and the writer has seen some of them 


in a far from pleasing condition. So little attention has 
been given some of them that a considerable depth of 
water has been known to accumulate over the floor cf one 
of them at least. In another instance, one of the H.T. fuses. 
was not making contact, having been shaken loose hy vibra- 
tion, perhaps some weeks before it was discovered. The 
load on this sub-station was, therefore, thrown on to others 
linked with it, and the margin of “safety” was so great. 
that no indication was given that this fuse was loose. ` 

On the other hand, the system with the smaller number 
of sub-stations employs two men permanently to look after 
the transformers, switchgear, fuses, &c. 

There is, however, a point in favour of this latter systein 
which has been, on certain occasions, of as much import- 
ance as the regular periodie inspection of the sub-stations. 
There is probably no central station of importance in this 
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country that has no peak load during the evening, and it 
is perhaps during these hours that the majority of calls for 
assistance from the consumers are received. This is to be 
expected, for it is during the evening that the eres 
number of consumers are using current. 

Tn most places, there is a distinct centre to the iow 
where are concentrated all the* most important shops. It is 
particularly advisable to have someone very handy to these 
shops in case of emergency, because a failure of supply 
during their busy hours may mean a great deal to them. 
The central station is rarely erected in the centre of the 
town, and if in case of a breakdown, either in a single shop 
or in a whole street, a man has to be dispatched from the 
works, or a jointer called out from his home, an annoying 
delay is the inevitable result. 

It is much wiser to keep a man on the spot, aud this 
special emergency man can well be one of the sub-station 
attendants. This system is actually adopted in the second 
of the cases we are comparing, and it is certain that much 
Satisfaction has been given to unfortunate consumers by 
the prompt attention and assistance they have received 
when in difficulties. 

All the gain, however, is not with the consumer, because 
the engineer responsible for the lay-out of the system was 
wise enough to realise beforehand the needs of the central 
portion of his town. "The quantity of electricity used in 
the shopping centre of a town during the day is very small 
compared with the quantity consumed during the evening. 
Ít is, therefore, good practice to take out several trans- 
formers during the day time, and use them only as the load 
comes on. 

A large sub-station in telephonic communication with 
the works has therefore been erected in the middle of the 
shopping area, and it is here that the attendant on 
emergency shift waits for a call. In addition, however, he 
has to watch his ammeters, make a record of the load at 
regular intervals, and switch in other transformers as they 
are required, and take them out again as the load goes off. 

This effects a considerable saving in magnetising units, 

and quite probably the wages of the two attendants are 

entirely paid by this one economy. The same thing can, 
of course, be done automatically, but, on the whole, the 
writer is of the opinion that the man on the spot is of more 
value than an automatic relay. 

The town with 70 sub-stations has no large sub-station 
in the centre of the town which is regulated either by an 
attendant or automatically, neither does а man stand-by at 
night in case of breakdown. Compared with the second 
town, therefore, it is at a serious disadvantage. The 
present is a time when the minimum of labour should be 
employed, but, the remarks in this article refer generally to 
pre-war days, and will apply equally to the good time which 
is to come after the war. 

There are several other points which the writer had 
hoped to discuss, but these, chiefly on tlie design and equip- 
ment of static sub-stations, must be reserved till another time. 

It goes. without saying that all sub-stations on a system 
should- be interlinked; as then no serious anja tion of 
supply takes place, even if a transformer or a sfb-station 15 
temporarily ont of use. 


It may yet happen that some standard may be set in sub- - 
station practice not only as regards numbers and manage- - 


ment, but also in construction, so that an engineer can ring 
up à firm, and within a very short time have the whole 
equipment in one of his sub-stations changed for new by 
the simple process of taking off a few nuts and fixing up the 
new standard switchgear, &c., just as he weuld fit new 
brushes to a motor. 


U.S. Farm Electrification.— The Washington Water 
Power Co., of Spokane, Washington, has closed a contract with the 
owner of a 10,000-acre farm west of Sprague, Washington, to install 
complete electric equipment for all purposes on the farm. This 
will include three 15-H.P. motors to run the pumps for the irrigation 
project, a 10-H.P. motor for the chop mill, a smaller motor for a 
wood saw, and a portable motor for general purposes. All of the 
farmhouses, bunkhouses, barns, feeding sheds and feed cellars are 
to be electrically lighted. The equipment will be the largest and 
most complete on any farm in the Northwest. 
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THE FARADAY SOCIETY. 
GENERAL DISCUSSION ON “ OSMOTIC PRESSURE." 


As an interesting change from the consideration of subjects of 
direct technical interest, the Faraday Society, at their May 
meeting, discussetl some of the fascinating problems connected 
with the far-reaching subject of solution. On this occasion, the 
president, SIR ROBERT HADFIELD, F.R.S., having contented him- 
self by suggesting that " there's nothing like steel," and that even 
osmotic pressure might justify its existence if it succeeded in 
explaining the wonderful properties of carbon in iron, invited S1R 
OLIVER LODGE, F.R.S., a distinguished exponent of this branch of 
chemical physics, to preside over the discussion. The choice was 
a happy one, for Sir Oliver has a wonderful gift for seeing rock- 
bottom where physical phenomena are concerned, and his pene- 
trating comments and lucid interpretations were by no means the 
least interesting features of a very enjoyable and illuminating 
discussion. 

Those whose physical chemiatry is rusty, may be reminded that 
osmotic pressure is the pressure—real or supposed, and perhaps 
even negative exercised by a substance in solution, вау when 
sugar is dissolved in water. "This pressure, or quasi-pressure, can- 
not be observed quite directly, but its effect is made most obviously 
visible by separating & solution from the pure solvent by a semi- 
permeable membrane, which, to keep to one illustration, will allow 
the water to pass through, but not the sugar. One can prevent 
the water from passing into the sugar through the membrane by 
exerting a back-pressure in the solution. 

Prof. ALFRED W. PORTER, F.R.S., who opened the debate. 
defined osmotic pressure as the equilibrium difference of pressure 
between a solution and the pure solvent when separated by a mem- 
brane permeable to the solvent alone. That is the direct method 
of defining and measuring osmotic pressure, and it has been experi- 
mentally utilised in America by Morse and others, and in England 
by the Earl of Berkeley, F.R.8., who took part in the discussion. 
Osmotic pressure can also be measured indirectly, since it can be 
shown by means of thermodynamic reasoning to be connected with 
the lowering of the vapour pressure of a liquid when a solid sub- 
stance is dissolved in it. The fundamental fact about osmotic 
pressure, however measured, is that in dilute solutions it exactly 
obeys the ordinary gas law, рг = RT. This strange fact led van't 
Hoff, many years ago. to put forward the famous theory of solution 
which would make the process purely physical, or anyhow kinetic. 
The osmotic pressure is cauded by the solute in its effect to diffuse 
and expand, just as a gas expands and fills a room, and it ia com- 
pletely analdrous in origin to the pressure of a gas in a closed 
vessel. 

Just as the gas law needs modification for gases under high 
pressure or low temperature, во does the osmotic pressure relation- 
ship; but this fact, maintains Prof. Porter, no more militatea 
against the truth of the kinetic theory, than it does in the corres- 
ponding case of gas. He has suggested a modified formula, 
р (с — b) = RT, to fit the whole range of measurements, where 
b is a function (not quite constant) of the volume of sugar present, 
and from the variations in which the degree of hydration of the 
sugar can be calculated. Investigation of the Brownian move- 
ments (the strange, erratic motions -of colloidal particles in 
suspension made visible in the ultra-microscope) prove that trans- 
latory molecular movements do actually occur in a liquid, and 
Prof. Porter maintains that the causa cawsans of the whole 
phenomenon of osmotic pressure is the molecular bombardment of 
the solute. A knowledge of this indicates the only way in which 
the value of the pressure has been calculated from any direct 
theory of the mechanics of the solution. The dissolved substance 
is everything that matters, as Sir Oliver neatly put it. 

The next speaker, Dr. F. TINKER, of the University of 
Birmingham, maintained, on the other hand, that the membrane 
is everything that matters, that the phenomenon has no meaning 
apart from what happens at the membrane, and that it is in the 
selective action of this,where one is to look for the physical explana- 
tion desired. On this view, even the allied phenomenon of 
lowering of: vapour pressure in a solution is owe which takes 
place at a semi-permeable membrane, for such is the free surface 
of a solution which allows the solvent to pass across it, but not the 
non-volatile solute. Similar in character to, but not identical with 
this, is the process of osmotic diffusion. according to Dr. Tinker's | 
conception, and osmotic flow takes place because the pure solvent 
induces a greater pressure of concentration of moisture inside the 
membrane than the solution does. Why this should be the case 


ів not at present clear, and various causes for it have been 


suggested, such as selective absorption on the part of the colloidal 
membrane, or surface tension, or selective chemical affinity and 
the formation of loose chemical combinations, or catalysis. The 
cynic may be forgiven if he regards many of these explanations as 
allotropic forms of “ ignoramus." 

Neither of the above theories satisfied MR. W. R. BoUSFIELD, 
K.C., F.R.S., who put forward the claims of yet another theory of 
oosmtic pressure. The former was unsatisfactory, because it left 
out of account the activity of the solvent; the second, because 
what took place &t the membrane was really irrelevant, and not 
essential to osmotic pheriomena. Mr. Bousfield takes into account the 
molecular constitution of water, which, according to the now 
generally-accepted opinion, is a ternary mixture of monohydrol or 
steam molecules (Н.О), dihydrol molecules (H,0)s, and trihydrol 
or ice molecules (H20). The relative amounts of the three con- 
stituents depend on the temperature; near the freezing point 
there are many ice and few steam, near boiling point there are 
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many steam and few ice molecules. Mr. Bousfield showed that the 
osmotic relationships can be deduced on the hypothesis that the 


steam molecules behave as a perfect gas in the interstices of the. 
solution—a not entirely acceptable assumption. Not in the expan- 


sive force of the solute molecules, but in the active energy of the 
steam molecules is to be souzht the origin of osmotic pressure, and 


these are to be visualised as darting into the regions of less vapour 


pressure and pushing aside the more inert solute molecules, whose 
function is thus not to increase the activity of the solution, but to 

decrease it by destroying some of the steam molecules on which 
vapour pressure depends. | и 

A somewhat similar theory. but based on the known association 
between solute and solvent. was put forward in the course of dis- 
cussion. This regards osmotic pressure as the diminution in that 

portion of the internal pressure ima liquid due to the heat move- 

mente of its molecules, caused by the loading of the solvent 
molecules by the solute. This loading or association explains at 
once the lowering of vapour pressure produced in solution, and it 
indicates clearly why there should be a difference of pressure on 
the two sides of а semi-permeabie membrane, and. why the pure 
-&olvent should flow through as it does into the solution. 

Finally must be alluded to the conception apparently favoured 
by Sir Oliver Lodge. In the interior of every liquid is an intrinsic 
pressure due to the mutual attractions of its molecules—a pressure 
of enormous magnitude. It is the diminution in this pressure 
from the direction outwards near the surface of a liquid which is 
held to account for surface tension. This pressure will be increased, 
thinks Sir Oliver, when.sugar is dissolved in water. and it is thi 
increase in pressure which is the osmotic pressure. 

It cannot be said that the meeting came to a final decision as 
between the rival theories. but it cannot fail to be of value for the 
advocates to have met and stated their views and criticisms fairly 
and directly in each other's presence. This is the value of such di:- 
cussions, and we must anticipate as a result of the present one not 
only a clearing of our notions as to what solution means. and few 
subjects are of more fundamental importance to the physicist and 
chemist, but also a starting point for newer investigations and 
he discovery of fresh truths. 


E WAYLEAVES. 


We have received from Mr. C. VERNIKR an advance copy of 
his further reply to the discussion in London on his paper 
read before the INsTITUTION OF ELECTRICAL ENGINEERS, which 
we reproduce below :— 

I regret that Mr. Chamen's valuable communication, which 
gives the proposals of the Joint Committee of the Incorporated 
Association of Electric Power Companies and the Incorporated 
Municipal Electrical Association, only reached me after I had 
completed my reply in the May number of the Journal. The 
importance of these proposals merits special consideration in 
that they are the considered conclusions of a committee whose 
competence is indubitable. I think it is only right, however, 
that I should call attention to some of the limitations of these 
proposals, limitations which I am confident the Committee 
themselves would be the first to acknowledge, and which I 
ihink must be attributed, in the words of Mr. Chamen, to 
“such powers as it is reasonable to expect that Parliament 
will give," to which’ I would add, ''under a private Bill.” 
Briefly, these proposals may be summarised as follows :— 

(1) The undertakers may apply to the Board of Trade for a 
eertificate of the public utility of a main. 

(2) On receipt of such an application, the Board of Trade 
will notify the landowners and invite them to forward their 
Observation’ within one month. | 

(3) The. Board of Trade may thereafter decide to issue or 
withhold a certificate of public utility, either with or without 
a local inquiry. 

(4) The amount of the compensation and all other questions 
arising in respect of the lines, unless mutually agreed be- 
tween the parties, shall be fixed by a single arbitrator ap- 
Pointed by the Board of Trade. This same arbitrator shall 
sit continuously. 

The first three of these proposals are closely in agreement 
with the views I have given in the paper and in my reply to 
the discussion. The fourth is also on the lines of one of my 
Proposals put forward for discussion. In this case, however, 

made certain stipulations adopted from recent Acts, such 
as the Housing and Town Planning Act, 1909, designed to 
reduce the costa of arbitrations. Unless the cost of arbitra- 
tions is minimised, the powers contained in the Committee’s 
clause can seldom or never be exercised to limit exorbitant 
Tents, but will only be useful in the most obstinate cases of 
8 complete refusal to allow the grant of a wayleave. An 
Ordinary Board of Trade arbitration is by no means an in- 
expensive ‘method of settling disputes, and taking into account 


e costs of the arbitration and legal expenses in connection . 


therewith, the outlay will seldom be less than £50, and may 
easily run into three figures.* 
dins iol a gend ere mE | 

*In two cases of Board of Trade arbitrations within my 
experience, which were of the simplest character, not occupy- 
Ing the arbitrator’s attention for more than one hour, the 
otal costs amounted to close upon £50. 
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To this must possibly be added the cost of a Board of Trade 
inquiry before a certificate of public utility is granted, which 
would have to be borae by the undertakers. | 

As I mentioned in my reply, оп account of the numerous 
landowners commonly encountered on a route, the amount 
of wayleave rent involved in any particular case i8 often 
under £10, and seldom exceeds £20 per annum, which means 
that recourse to arbitration will usually absorb the utmost 
possible saving on rentals for many years. This would not, 
perhaps, be serious if awards in such arbitrations were 
accepted as a precedent in the fixing of rents by other land- 
owners, Which by no means follows, but it is really only in 
this way, and -also through the moral effect of a Board of 
Trade certificate of the * public utility "" of the proposed main, 
that undertakers could expect any relief from exorbitant rent 
charges under the proposed Bill. - 

-I would here make the suggestion that if arbitration is the 

method adopted, all landowners, tenants, and occupiers on 
the route of a main declared by the Board of Trade to be of 
public utility, and desirous of having the question of compen- 
sation determined by arbitration, should be convened at one 
and the same hearing of the arbitration in order to reduce 
expenses. I assume, of course, that the arbitrator would 
have in his discretion. the awarding of the expenses of the 
arbitration.* This 1s very important, as unless the arbitrator 
can exercise discretion in the award of costs, landowners who 
wished to secure exorbitant rents might refuse to quote 
reasonable terins, so as to compel the undertakers to go to 
arbitration, knowing full well that the terms they demand 
are not less good than the terms the undertaker would be 
likely to secure in an arbitration, plus the expenses and 
trouble of the arbitration. | 

Further, it 15 suggested that the same Board of Trade arbi- 
trator sitting continuously shall hear and determine "all ” 
questions arising in respect of the line or lines authorised by 
апу certificate of the Board of Trade. | 

Аз the questions which an arbitrator will be called upon 
to decide will be chiefly compensation questions, the arbitrator 
should be an expert practical surveyor, preferably not in pri- 
vate practice. Engineering questions should be excluded. from 
all matters 6f reference to the arbitrator, and should be 
decided on an appeal by the Board of Trade. 
^I received an impression during the discussion that the 
effect of un arbitration was not always clearly understood, as 
some speakers seemed to infer that because it is proposed that 
the Board of Trade should appoint the arbitrator, the settle- 
ment of the dispute is in their hands. This is not the case, 
as the Board of Trade merely appoint the arbitrator, but 
have no authority to vary his award. Moreover, where in 
an Act it is directed that a question is to be determined by 
arbitration, the matter is outside the jurisdiction of a court. 
which can only interfere to set aside the award in the event 
of misconduct by the arbitrator, or where an arbitration or an - 
award has been improperly procured. + | 

-The suggestion that all questions in respect.of a line should 
be determined by а single arbitrator sitting continuously 
must, therefore, be considered from the point of view that aa 
no provision has been made in the draft clause for an appeal 


.tío some judicial body, e.g., the Railway Commissioners, the 


various awards of the arbitrator must be accepted in all cases 
as final and binding upon the parties.! 

It further presupposes that the awards given by the arbi- 
trator will generally be in a sense favourable or acceptable to 
the undertakers, but if this should not turn out to be the 
case the promoters having deliberately secured by their Act 
—assunming this is granted—that matters in dispute must be 
deterinined by the same arbitrator sitting.continuously, and 
having made no provision for an appeal, there is no appeal 
froth his decisions unless these are ultra virea or improperly 
secured, and the undertakers cannot call for his removal ex- 
cept on the ground of misconduct. For my part, I do not 
consider this at all satisfactory, and I suggest that this matter 
requires further consideration and amendment by inserting 
a right of appeal to the Railway Commissioners. 

The least satisfactory feature of these proposals is the ab- 
sence of any provisions designed to limit the total time which ` 
must elapse between the date when the undertakers make an 
application and that when the work can actually be com- 
menced. 

This period will, even in the most favourable of cases, be 
made up as follows :— 

(a) Time for the Board of Trade to consider the application 
and notify landowners. 

(b) One month allowed to the landowners to reply and make 
their observations. 

(c) Time taken up by, the Board of Trade in considering 
these replies and deciding whether to issue a certificate or 
hold a public inquiry. 


_* Arbitration Act. 1889, Section 11. Board of Trade arbitra- 
tions are regulated by the directions in a special Act, e.g., 
Section 23, Electric Lighting Act, 1882, and by the Board 
of Trade Arbitration, &c.. Act, 1874. Further, the Arbitration 
Act, 1839, regulates all arbitrations in so far as the directions 
in that Act are not inconsistent with the provisions of any 
special Acts governing the arbitration on the matters in dis- 
pute (Arbitration Act, 1889, Section 24). 

+ Electric Lighting Act, 1882, Section 28. 
$ Arbitration Act, 1889 (First Schedule, par. h.). 
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(4) Time taken up by а local inquiry (if any). 

(e) Time taken by the Board of Trade to consider their 
offictal’s report of the local inquiry (if any) and to -issue the 
certificate of public utility. 

(f) Time taken up by the arbitrator in holding the arbitra- 
tion proceedings and considering and making his award. - 

Of these periods only two have any limit placed upon them, 
viz., (b) and (f). The latter is restricted in any case by the 
provisions of the Arbitration Act, 1889, to three months.* 

These two periods may therefore together extend to’as much 
as four months. 

This last period could be very satisfactorily reduced if 
powers were granted, as advocated in the paper, to enter upon 
and use the land before compensation is fixed, as provided in 
Section 85 of the Lands Clauses Consolidation Act, 1845, for 
with such powers the time taken up by the arbitration pro- 
ceedings and the issue of the award could in urgent cases be 
practically eliminated. 

This leaves the time which the Board of Trade would re- 
quire to carry out the various stages of the procedure out- 
lined in paragraphs (a), (c), (d), and (e). 

Lest I be thought guilty of exaggeration, I have looked up 
the time taken by the Board of Trade in signifying their con- 
sent in some recent cases to the erection of E.H.T. overhead 
lines. This approval, as is well known, is of plans of the 
route, and a description and design of the line. The latter 
are in many cases replicas of designs previously approved. 
In four cases, previous to the war, the shortest time was 10 
weeks, and the longest 13 weeks, and since the war, the 
shortest time was nine weeks, and the longest 133 weeks, ex- 
cept in two special cases of munitions lines, where the period 
did not exceed three weeks. In all cases, except the last two, 
approximately one month of the time is taken up in advertis- 
ing the scheme in the public Press on behalf of the Board 
of Trade, at weekly intervals for two consecutive weeks, in- 
viting observations from the public during a period not ex- 
ceeding 21 days. 

From my own experience, I estimate that this could not be 
laid down at much less than eight weeks for each stage, or, 
say, between four and six months in all, provided no local 
inquiry is held, to which must be added certainly one month 
for the landowner’s reply, and possibly not less than three 


months for arbitration, if compulsory powers for entry аге . 


not provided. 

The total time absorbed in an ordinary straightforward case 
in securing -expropriation is, therefore, not likely to be less 
than eight months, and may easily run into a yétr and more. 

. From these considerations, I conclude.that, as in the case of 
the limitation of exorbitant rents, the powers proposed to be 
conferred by this Bill can never be exercised except in the most 
obstinate cases of the refusal of a wayleave, where no alterna- 
охе ог а diversion, even at a greatly increased cost, presents 
itself. | 

Mr. Chamen thinks that in the large majority of cases, the 
bare facts of the existence of these powers would be suff 
cient to cause the property owners to make reasonable agree- 
ments. I agree that this possibility is not to be under-rated, 
but only after a certificate of public utility has been issued. 

We must, further, not overlook the fact that with compul- 
sory powers new factors are introduced into the situation. 
.There are, for instance, property owners who can be led into 
an agreement, but will not negotiate under the shadow of 
compulsion, others who will refuse to discuss а wayleave for 
a main unless the applicant can produce a certificate of its 
public utility, and yet others who will refuse to discuss or 


name terms for compensation, but would elect to have the, 


terms settled by arbitration. It is not sufficient, therefore, 
to rely upon the moral influence of these powers unless these 
are backed by effective legal machinery. | 

I do not believe that the electrical industry will ever secure 
those facilities under a private Bill to which it is justly en- 
titled, and in a matter so vitally essential to the economic 
life of the nation it is the duty of the Government to initiate 
and carry through legislation. which will remove present ob- 
stacles and difficulties. 

The 'prospect opened üp by the recent appointment of a 
Board of Trade Departmental Committee offers ап oppor- 
tunity for a much bolder policy which should be pressed un- 
ftinchingly. As, moreover, the electrical industry cannot 
reasonably expect to secure greater facilities from Parliament 
than it considers essential to its best and freest development, 
our claims to this Committee should not be vitiated by any 
thoughts of pre-war prejudices or fettered by any such can- 
siderations as hampering precedents. I am here referring not 
merely to the question of compulsory wayleaves, but also to 
the larger questions referred to this Committee, with which 
the subject of this discussion 18 so intimately bound up. 

In the words of the Prime Minister, addressing a Labour 
députation, a week or two ago : — 

The war presented an opportunity for the reconstruction 
of the industrial and economic conditions of the country such 
as had never been presented in the life of probably the world. 
There was no time to lofe, and he believed that the after- 
the-war settlement was the settlement that would direct the 
destinies of all classes for generations to come. 


“I am not afraid of the audacity of your proposals. I 


(О ‘red) OMPI вл, 


believe the settlement after the war will succeed in propor- 
tion to its audacity. The, readier we are to cut away from 
the past, the better are we likely to succeed. I hope that 
every class will not be hankering back to pre-war conditions. 
Think out new ways. Think out even new ways of dealing 
with old problems. Don’t always be thinking of getting back 
to where you were before the war. Get a really new world.’ 

I think it would be well if I recapitulated the several points 
which I would consider essential to a really useful practical 
scheme for compulsory wayleaves :— 

(a) That a certificate of the public utility of a proposed main 
be granted or, alternatively, an order for the compulsory 
acquisition of easements be issued by the Board of Trade on 
the application of statutory undertakers in suitable cases. 

(b) The total time allowed from the date of application to 
the issuing of a certificate or: of an order not to exceed three 
months. 

(c) Compulsory powers to be allowed for entry upon the 
land in urgent cases before the determination of the compensa- 
tion. - 

(d) The method adopted for the fixing of compensation to 
be in the first instance of the cheapest and most readily acces- 
sible description, supplemented by a right. of appeal to some 
judicial body. The determination of all technical questions to 
be in the hands of the Board of Trade. 

(e) The terms of tenure to be in perpetuity (or-for at least 
50 years), subject to the landowner's right to the reasonable 
use and development of his land, and for this purpose to 
require the removal or diversion of a main on giving sufficient 
notice at the cost of the undertakers. A right of appeal to 
the Board of Trade to be allowed in case of dispute.: The way- 
leave rents to be subject to revision at periodical intervals, as 
this 1s essential if the terms of tenure are to be in perpetuity, 
or for a long term of years. N i 

f) Wayleave rents to bear some relation to the rentals 
m are received by the owner for the ordinary use of his 
and. 

(g) Compensation to be given, and apportioned equitably 
T ps вола duly appointed to all beneficially interested in 
the land. | 

(h) All persons beneficially interested in the land on а 
given route, in the event of disagreement, to be convened 
at one and the same proceedings for the determination of the 
compensation if this is an arbitration or an appeal. 

(i) Damages occasioned in the execution of the work to be 
settled separately from the amount of compensation for the 
wayleave. 5 

(j) Compulsory powers to be granted for the cutting and 
trimming of trees. | ; 

(k) Special provisions to be made for the grant of a com- 
pulsory wayleave-in the case of owners who either cannot be 
found or are absent from the country, as in the Lands Clauses 
Consolidation Act, 1845. . 

The second part of Mr. Chamen's communication deals with 
the abolition of the local authority's power of absolute vetó 
on the question of the erection. of overhead wires. Тһе sug- 
gested clause, except in one respect, could not be improved 
upon, and should finally remove all doubts as to the power 
of a local authority to prevent and obstruct the development 
of overhead transmission and distribution lines mainly on 
private property. 

There should, however, be some limit to the time allowed 
to the Board of Trade for a decision 8s to whether the con- 
sent of a local authority is being unreasonably withheld, 
which, I suggest, in such a simple matter, should not exceed 
two months, and preferably only one month. I have given 
an example in my reply to Mr. Welbourn where the time 
which elapsed in one such case was five months, and this is 
not greater than I would expect in ordinary cases if there is 
no limit placed upon it by law. 


ECONOMIES IN LIGHTING IN RELATION 
| TO FUEL SAVING. 


AT the annual meeting of the ILLUMINATING ENGINEERING 
Society, when the new President, Mr. А. P. TROTTER, took 
the chair, a discussion upon the above subject took place. 
Mr. Ji. GasrER, who opened the discussion, said that, the 
first point to consider was the extent of the economy in fuel 
that could, in any circumstances, be expected to result from 
restriction in lighting. The actual output of coal last vear 
was 30 million tons less than that of the last year before the 
war. The actual amount of coal used for lighting purposes 
was difficult to arrive at, but, in giving evidence before the 
Committee on the Summer-Time Act, Mr. H. Faraday Proctor 
stated that the total units коше for both light and power 
was about 2,000 millions, of which 98 per cent. was estimated 
to be used for lighting. Assuming 44 lb. of coal. per unit 
sold, this would be equivalent to about one million tons of 
coal used for the lighting load. From figures put forward by 
the managing director of the Sheffield Gas Co., it might be 
assumed that the total consumption of coal for lighting by 
both gas and electricity supply authorities was well within 
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six million tons, or only 24 per cent. of the total coal output 
of the country. When it was recalled that a very considerable 
portion of this was used for indispensable purposes, e.g., in 
munition and'other factories, it would be seen that we must 
not form too extravagant a conception of the possible econo- 
mies in the lighting field. This impression was confirmed 
by a study of the saving estimated to be made during the 
operation of the Summer-Time Act for four and а half months 
in 1916. According to the report of the Committee, the com- 
bined saving on the part of the gas and electricity supply 
authorities was about 320,000 tons. It would clearly be folly 
to aim at an undue diminution in munition and other fac- 
'tories or in the streets. In the latter case, especially, any 
‘fuel saving accomplished would be of small value in propor- 
tion to the risk to safety and the public inconvenience so 
caused. At the same time, whilst the recent alteration in 
street lighting in the Metropolitan area had been a great 
‘provement, there was probably still opportunity for inquiry 
m connection with the screening devices sometimes adopted. 
He therefore suggested as a preliminary to any restriction of 
lighting with a view to fuel economy the division of illumina- 
оп into four main categories :— 

(1) Safety, as regards 'prevention of accidents. | 

(2) Lighting for indispensable purposes, such as munition 
works, &c. 

(8) Lighting for public convenience. 

(4) Luxury and spectacular lighting. _ 

The first two divisions of lighting clearly ought not to be 
interfered with except in cases where it could be clearly and 
indisputably shown that the light was excessive or wrongly 
applied for the purpose in view. Division (3) would only be 
touched in case of grave necessity, whilst division (4) would 
‘be the first to which further restrictions would be applied. 
Even before the war it was pointed out that the exhibition 
of large numbers of lamps, or very powerful lamps of indue 
brilliancy, outside shops and places of entertainment was а 
bad policy; by a little ingenuity it should surely be possible 
to attract the public attention without this species of glare. 
‘Similarly, in shop window and restaurant lighting there was 
frequently waste. In some cases this took the form of lamps 
shrouded in crinkled paper, a relic of the period of severe 
restrictions in lighting, when wasteful methods of obscuring 
‘lamps were in common use. The allocation of a certain 
amount of electricity or gas for specified purposes or for a 
given area might be considered, and methods of using the 
‘available light to the best advantage made more familiar to 
the general public. An educational movement would prob- 
ably be better than hard-and-fast regulations. In conclusion, 
Mr. Gaster suggested that the whole question should be 
submitted to a joint committee, on which the Society should 
be represented, during the summer months, with a view to 
advising the authorities regarding the best steps to be taken 
‘when the winter months arrived. ; 

Мг. Н. FARADAY PROCTOR, in a communication, said it was 
a reasonable assumption that diminution in the consumption 
of electricity due to economies being advocated would not 
exceed about 10 per cent. Such a reduction would result in 
lowering the coal consumption of electrical undertakings by 
1 per cent. only, having regard to the fact`that the lighting 
units sold by electrical undertakings were only about 99 per 
cent. of the total eutput. The reduction would amount to a 
saving of 60,000 tons of coal for the whole of the United King- 
dom. The loss in revenue to the electrical undertakings 
would be about £500,000 per annum. As few, if any, elec- 
trical undertakers were making more than a reasonable profit 
on their capital outlay, a diminution in revenue unaccom- 
panied by a corresponding diminution in costs must ulti- 
mately result in an increase in the charges, or, at least, in 
the postponement of a reduction of the same. In either case, 
the consumer was not likely in the long run to reap а finan- 
cial benefit commensurate with the reduction of his con- 
sumption of energy. It was, therefore, of little use looking 
to a substantial reduction in coal consumption as resulting 
їп economy in lighting. To conserve coal, the raw material 
must be used efficiently. The burning of coal as fuel prior 
to the abstraction of the by-products was in itself wasteful, 

ut the great power stations were among the least sinful in 
their methods. . Assuming, for the sake of argument, that 
the coal consumption of the average privately-owned engine 
рег H.P.-hour was double that of the engine in an up-to-date 
power house, the change-over of only 16,000 xw. of load of 

per cent..load factor from privately owned plant to pubilc 
supply mains would result in a saving of about 60,000 tons of 
coal per annum. (The losses in belting and other ineffici- 


*engies superseded were set against the transmission losses.) 


us & comparatively small change-over by power users to 
up-to-date methods of driving would result in economies that 
would balance those obtainable from general lighting econo- 
mies and would benefit all parties concerned. Economy in 
ghting must be looked upon purely as a war measure, and 
that solely with a view to a small reduction in the coal con- 
sumption throughout the country. He hoped the Govern- 
ment would in the near future bring pressure to bear upon 
e users of private plants, whether by taxation or otherwise, 
and compel them to use the public supply wherever such 
Was available om reasonable terms. The end to be aimed at 
was that the burning of coal should be prohibited except to 
licensed users. The result would be enormous economies, and 


a 


such a clear atmosphere in our country that, amongst other 
things, economy in artificial lighting would be an indirect 
result. 

Mr. J. F. CRowLEY thought the suggestion to submit this 
matter to a joint committee was a very sound one. A point 
to be remembered in connection with the necessity for using 
coal more efficiently was that the output of coal in this 
country per worker in the coal industry had been steadily 
falling for the past 50 years, and to-day it stood lower than 


the output per man in any country of any size in the world. 


As regarded the use of coal for power purposes, none of the 
authorities now considering this problem suggested that there 
should be less power used in the future. Indeed, the demand 
was for the greater use of power, and therefore if we were 
to conserve our fuel supplies we could only do so by improv- 
ing our methods of power production and the use of the 
power afterwards. As to lighting, he favoured restrictive 
measures, if necessary, quite apart from war measures, in 
connection with luxurious lighting such as display advertise- 
ments and things like that. As with power, the problem was 
one of the efficient production of light and its application. 

Mr. J. S. Dow said the policy of the Illuminating Engineer- 
ing Society had always been that much of the display lighting 
was excessive and quite unnecessary for the purpose in view, 
and it mostly came on at a time when the supply authorities 
found it no easy matter to deal with the factory load. That 
also applied to the short time during which this outside light- 
ing was now indulged in under the new regulations, as re- 
garded street and shop lighting. 

Mr. A. P. TROTTER said he had paid some attention to this 
matter, but had not succeeded in making much of it. Economy 
was, of course, essential at the present time, although when 
it came to be reckoned out it would be found that the amount 
of coal actually saved was extraordinarily small so far as the 
economies in domestic houses were concerned. .At the same 
time, there were the other economies that had been pointed 
out, and although he was not at all sure that it was not 
an undue interference with the libérty of the subject to say 
that he should not do these things, yet he confessed that 
tobacconists’ shops were, before the war, and to some extent 
were again now, painfully dazzling in the amount of outside 
light that they employed. They would that it was only 
advertisement, but he was rather doubt] as to the effect 
of treating this class of lighting from the point of view of 
economy. There was one serious and absurd waste going on 
in many parts of London, and that was the continuance of 
arc lamps in opal globes which were now painted black. 
These arc’ lamps were originally taking 9 amperes, and were 
probably still taking 7 amperes, as otherwise they would not 
regulate. A 60-volt incandescent lamp could be used on these 
posts without any alteration of the wiring and an obvious 
оошу effected at once. Why it was not done he did not 

oW. | | 

Mr. GASTER, replying to the discussion, said that, whether 
the authorities accepted the advice or not, he felt it was the 
duty of the Society to offer advice as to where economies 
could be made. й 


FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS. 


CHILE.—-By a law, dated January 8th, the 50 per cent. in- 
crease in Consular fees imposed last year for the period April 
lst to December 31st, 1916 (see the ELecTRICAL Review for 
June 23rd, 1916) has been. re-imposed. 


ARGENTINA.—New laws have recently been promulgated 
amending in certain respects the Tariff Law in force. By 
Law No. 10,990, dated February 21st, a duty of 5 per cent. 
ad val. is to be levied until December 31st next on goods 
entitled to duty-free importation under the Law in force (with 
certain specified exceptions). [Among the articles affected by 
the new Lew are plant and material for electric tramways.] 
' Law No. 10,221, dated February 21st, provides that until 
December 81st, 1917, a surtax of 2 per cent. ad val. shall be 
levied on goods which, under the Tariff Law, are subject to 
an ad valorem duty of from 10 to'20 per cent., and that this 
surtax shall be increased by 5 per cent. in the case of goods 
on which the existing duty payable exceeds 20 per cent. ad 
val. -[Electrical goods are not directly affected by this Law.] 


BRITISH DOMINIONS AND POSSESSIONS.—Complete 
lists of the articles which are prohibited to be exported to 
various destinations from British India, Canada, New Zea- 
land, South Africa, Newfoundland, Egypt, Malta, Cyprus, 
Mauritius, Ceylon, Straits Settlements, Hong-Kong, Nigeria, 
Gold Coast, Jamaica, Barbados, Trinidad and Tobago, and 
British Guiana, have been issued as Supplements to the Board 
of Trade Journal for April 19th and 26th. The information 
in these Supplements supersedes that given in the Supple- 
ments issued on January 18th and 25th respectively. Copies 
of the Supplements may be obtained, price 3d. each (post 
free 4d.) ae H.M. Stationery Office, Imperial House, Kings- 
way, W.C. 2. 


FRANCE AND ALGERIA.—A complete translation of the 
new French Ministerial Decree of April 13th, which restricts 
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the importation of goods into France and Algeria from foreign 
countries, has been published in the official Board of Trade 
Journal for April 26th. The new Decree contains :— | 


1. A list of goods which may be imported freely into 


France and Algeria, without previous authorisation, in virtue 
of the provisions of Article 2 of the Decree of March 22nd; 

2. A list of goods which may be imported into France and 
Algeria only under special licence; and 

3. A list of articles the importation of which is to form the 
subject of a special Decree. 

The Deeree provides that the prohibition of importation 
shall not apply io— — . ` 

(a) Importations under the "''temporary importation '' 
régime, when the goods are subsequently to be re-exported; 

(b) Transhipment operations in roadsteads and ports; 

(c) Transit operations to neutral countries, governed by 
special agreements. 

Included in the list mentioned in (1) are crude asbestos, 
crude mica, graphite, caoutchouc, balata, and gutta-percha. 
List (2) includes commercial advertisements, but nothing of 
speclal interest to the electrical industry, which is chiefly 
concerned with list (3) in which the following are included :— 
Iron and steel wire; eopper, pure or alloyed with zinc, tin, 
aluminium or manganese; lead; tin; zinc; nickel; mercury; 
antimony: cadmium; bismuth; cobalt; dynamo-electric 
machines; electrical wire and cables; armatures for dynamo- 
electric machines, and detached parts; electric accumulators 
and detached parts; dry batteries; zinc manufactures; manu- 
factures of nickel alloved with copper or zinc. 

Goods not included in the Lists are subject to the arrange- 
ment as to “contingents '—see the ELECTRICAL Review for 
April 20th. These goods may for the present be importe 
without special permission until the quantities which will be 
allowed in have been fixed. 

A Presidential Decree dated April 14th provides that the 
functions conferred on the ‘Comité des dérogations aux 
prohibitions d’entree’’ are to be delegated to the '' Commis- 
sion Interministérielle des Bois et Metaux’’ in so far as con- 
cerns goods in List 3. * ту 

A further. Ministerial Decree, also dated April 14th, pro- 
vides that merchants or manufacturers who desire to import 
goods specified in last 3, for delivery to a public authority 
(State, Department, or Commune), either in the condition 
in which they were imported or after having been worked or 
manufactured, must submit to the competent authority four 
copies of an application in the prescribed form, and must 
attach thereto documentary evidence, with an indication of 
the use to which the goods are to be put, and their weight or 
measurement. 

When the goods to be imported are destined to be stored 
in a shop for sale or to be delivered to the public, either in 
the rough state or after having been worked or manufactured, 
the merchants or manufacturers must submit the application 
to the Ministry of Commerce, 66 rue de Bellechasse, Paris. 

The authority concerned is to transmit four copies of the 
application. with its opinion thereon, to the secretariat of the 
“ Commission des Bois et Metaux," 14. rue de Ja Trémoille, 


Paris. 


NEW PATENTS APPLIED FOR, 
_ (WOT YET PUBLISHED), | 
E expressly for this journal by Messrs. W. P. Тномрѕом & Co. 


lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1917. 


6,812. ©“ Swivelling trolley pulleys of overhead  electrically-propelled 
vehicles," А. Woop. May 14th. . . 

6,823, ''Synchronised mechanism under electrical control.” 
@RAMPTON. ay 14th ` 

6,835. '' X-ray couch permitting of wet surgery and radioscopy.” A. E. 
Dean. May 14th. 

6,870. “ Couplings or connections for electric cables of railway vehicles, 
Ке.” J. Strong & Co. ane M. Warton. May 14th. 

6,871. “Brush and terminal contact mechanism of  dynamo-electric 
machines." A. H. Darker AND J. Stone & Co. May 14th. ; 

6,889. '' Method of installing and disposition of. electrical equipment for 
motor vehicles." T. L. p’Orvitig REEgPMAKER. Мау 14th. 

6,849. ''Process of electric spot-welding." R. Н. 1к Horrm & T. E. 
Murray. May 14th, (U.S.A., June 28th, 1916.) 
~ 0,926. '* Signs, telegraphs, &c., electrical advertising devices." Н. К. 
Harris. May 15th. d 

0,927. ‘ Attachment for magnets." C. О, Bastian. Mag 165th. 

6,932. '' Electric moter control systems." British Tuomson-Houston Со. 
(General Electric Co., U.S.A May 15th. 4 , 

,936. ‘‘ Loading coils for telephone circuits." С. E. Bamsro, BRITISH 
IwsuLAT&RD & HeLssy Castes, Lro., AND H. H. Harrison. May 15th. 

6,952. " Electrical connections for utilising voltage curve in metal-vapour 
rectifiers fed with polyphase current.” Akt. Ges. Brown, Boverie et Cie. 
May 15th. (Germany, May 18th, 1916.) 

- $6,993. ‘* Means for sealing openings in roof and walls of electric furnace 
through which electrodes are introduced." H. Ercugis & Н. A. GREAVES. 
May 16th. 

' 7,001. ''Electric resistance elements." Britis! WieSTINGHOUSR. ELECTRIC 
AND MANUFACTURING Co. May 16th. (U.S.A., June 8th, 1916.) 

7,004. '' Electric lampholders." Capra Accessories Co. & F. Н, Rszzrvxs. 
May -16th. 

7,009. ‘Electrice switches." 
May 16th. | 

7,018. ‘ Electromagnetic apparatus for controlling discharged torpedoes.” 
A. Watums. May 16th. , 


P. J. R. 


Еүрв, Wilson & Co. ann F. C. Ѕтоски. 
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7,034. ''" Magneto ignition apparatus for internal-combustion engines.” 
Акт. Ges. Brown, Boveri ЕТ СЛЕ. May 16th. (Germany, May 16th. 1916.) 


7,058. '' Electric switchboards and manufacture thereof." W. N. Rixc- 
Rose. May 17th. 


7,080, *'' Electrical measurement of sound." M. Wacker. May 1rth. 
7,092. “ Electric fuses." E. G. NıcHoLLs, May 17th. 


7,093. ‘‘ Automatic selectors for telephone systems." 
Акт. Ges. May 17th. (Germany, May 4th, 1916.) 


7,118. “ Sparking plugs." A. Harms & J. A. Turner. May 17th. 


7,122. ''Radio-signalling systems." L. pe Forest & C. V. Locwoop. May 
17th. (U.S.A., May 23rd, 1916.) 


7,137. '' Telephone receivers." A. Marr. May 18th. 
7,141. '' Electric batteries of flashlights.” H. Bieser. May 18th. 


Siemans & HALSKE 


7,150. '' Wireless telegraph aerials.” S. Hatt May 18th. 

7,156. '' Electric motor controllers.” P. S. Brook & J. A. Hirst. May 
18th. 

7,185. “ Electric condensers."  DuBiLIER. ExvectricaL Synpicatk. May 18th. 
(U.S.A., May 2nd, 1916.) 

7,181. '' Apparatus for control of dynamo-electric machines.” W. Brooke. 
May 18th. 


7,200. “ Microphones." S. G. Brown. May 18th, 
7,206. ''lonic relays, amplifiers or detectors.” S. G. Brown. May 18th. 


7,254. '' Telephone, &c., receivers." S. G. Brown. May 19th. 

7.262. '' Ignition devices for internal.combustion engines." С. ROESCH ANB 
C. Талвот, Lro. May 19th. 2 

7,269. ''Sparking plugs for internal-combustion engines." ImpgriaL Trust 


FOR THE ENCOURAGEMENT OF SCIENTIFIC AND INDUSTRIAL Russaucu & J. B. 


 MoncAN. May 19th. 


7,270. '' Electric contact-making devices." R. W. PauL. May 10th. 


PUBLISHED SPECIFICATIONS. 


1914. 


The numbers in parenthescs are those under which the specification will be 
printed and abridged and all subsequent proceedings -will be taken. : 


914. Automatic Fira ALar{Țs. J. Jones. January 20th, 1916. (105,575.) 

6,828. Process ror Puriryinc LiguUips. Elektro-Osmose Akt. Ges. (Graf. 
Schwerin Ges.) June 10th, 1915. (100,638.) 

6,408. METHOD OF AND APPARATUS FOR STERILISING WATER AND OTHER Por- 
ABLE Liguips. W. J. Mellersh-Jackson (C. F. Burgess Laboratories). May 
4th, 1916. (105,641.) 

9,243. Ілситнооѕе AND Beacon Licuts. W. F. A. Richey, W. A. Jeboult 
and H. J. S. Stobart. June 30th, 1916.  (105,678.) 

12,000. WikELESS CoNrTROL Systems. M. Tocchio. September 6th, 1916. 
(105,702.) 

6,104. METHOD OF AUTOMATICALLY TAKING UP SHRINKAGR OF Coils oF Exac- 
TRIC TRANSFORMERS. AND OTHER. Exvsectric Apraratus. J. Hall & J. R. Kirk. 
April 28th, 1916.  (105,800.) | 

6,745. ELectricaL ВалртаТОКЅ. J. S. A. Primrose. May llth, 1916. | (Cog- - 
nate application, 6,746/16.) (105,809.) 

7,694. ELECTRICAL Switcnes. H. W. Cox & J. H. Thorne. May 31st, 1916. 
(105,820.) 

8,509. Seconpary Execrric BATTERIES OR ACCUMULATORS. 
Chloride Electrical Storage Co. June l6th, 1916.  (105,828.) 

9,921. INTERCOMMUNICATION TELEPHONE Systems. J. W. Dungey. July 148, 
1916. (105,838.) j . Ё 

11,114. Barrery Certs ok Tanks. W. C. Fairweather (Lake Torpedo Boat 
Co. U.S.A.). August 7th, 1916. (105,840.) Е 

16,453. Protective Devices ror Evecrric Circuits, W. J. Mellersh-Jack- 
son (Baruch Electric. Controller. Corporation, U.S.A). November 16th, 1916. 
(105,871 .) d i . 


H. Deane ane 


Electrolysis in Open Suppurating Wounds.—Charles 
Russ states that electrolysis сап be applied to all suppuratiny 
areas provided these are such as to permit the superposition of a 
column of fluid through which the current can flow. Many septic 
war wounds conld be healed in this way without pain and without 
the irritation of antiseptic solutions. Given an open suppurating 
surface, an irregular wound, or a sinus discharging pus, the first 
step is to submerge the lesion in sodium chloride solution, 1 or 2 
per cent. This is done in the case of ulcers of the leg, for example, 
by placing over the ulcer a glass cylinder, which is made fluid- 


tight to the healthy skin by plasticene. А carbon or platinum 


foil electrode is just submerged in the sodium chleride contained 
in this cylinder, and under the limb is placed a large saline-soaked 
pad. The pad is made the negative electrode and the disk over 
the ulcer the positive, and a constant current of a few milliamperes 
is passed. Thereupon the chlorine atoms become linked to the 
bacteria in the granulations, and in moving to the positive 
electrode they carry the organisms out of the ulcer. There is also 
a strong germicidal effect proceeding within the contents of the 
glass cylinder, and, further, an increased blood flow is induced in 
the part. The aim of the electrolysis is to provide a liquid 
highway (NaCl) for the bacterial emigration from the-wound. The 
author adds that, while the.chlorine atoms are carrying the 
organisms and pus cells out of the blood, sodium atoms, of course, 
are entering the tissues, and care must be taken that the amount of 
sodium is not excessive, or the alkalfhity set up wiH be painful. 
and there may be a retardation of healing due to the toxio effect 
of sodium upon the-cell protoplasm. The ideal to be aimed at is to 
keep the reaction at the body surface neutral or only slightly 
alkaline. Certain organic acids of rather low conductivity if 
mixed with sodium chloride are comparatively little decomposed. 
and if only a small current flows, the acid (as such) is free to 
neutralise the alkalinity of the sodium atoms as they arrive at the 
cathode. .The author conclndes that the clinical resulte so far 
obtained justify a much more extended use of electrolysis. — British 
Medical Journal. 
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RECRUITING AND EXPERIENCE. 


WHEN the House of Commons was about to adjourn 
for the Whitsun recess, the Prime Minister an- 
nounced the intention of the Government to set up 
seven Commissions to inquire into the causes of 
Labour unrest. We trust that that important in- 
quiry is now in progress, for upon the result of its 
investigations very much may depend. But it would 
be unwise were silence to be preserved respecting 
another form of unrest which, while it does not 
demonstrate or parade itself in the same ways, is- 
undoubtedly very prevalent in not unimportant 
quarters. ‘his particular unrest would probably be 
better described as uncertainty and the spirit of un- 
settlement that it entails. 

It is, of course, recognised that in times when 
hardly anything or anybody can fairly expect to 
escape the moulding’ influence or chiselling of 
tragedy and sacrifice, and when there are ever- 
changing factors emerging, there can be no rigid 
or continuous policy in respect of detail. There 
may even arise emergencies when large policies may 
have to undergo revision so long as vital principles 
are not endangered. To millions of us there are 
many matters connected with the war which are, 


‘and probably will long remain, obscure; it must be 


so, because the people as a whole cannot be told 
without the enemy knowing too. But it is excus- 
able if the people are tempted to wonder, when cer- 
tain courses of action are adopted, the reasons for 
which they are unable to fathom, whether the 
authorities themselves are not in doubt. Among 
the certain and very gratifying matters of recent 
date we find the intervention of America. with vast 
resources of material and ships, and, sooner or later, 
with millions of young fighting men; also the lessen- 
ing of the submarine peril. We have also been 
given to understand that therelare millions of men 
of military age in various industries in the United 
Kingdom from which we are able to draw our re- 
quired fighting forces as the work of substitution 
progresses. A member of Parliament, in a recent 
letter to the Times, put at six figures the number 
of young colliery workers who were available for 
release—many of them eager for service, while the 
older men and the people of their localities desired 
them to take their rightful place. The National 
Service movement called clamorously for men to 
volunteer for industrial service of many kinds. Two 
or three hundred thousand applied, some thousands 
were found positions, and now little is being heard 
of the matter save by means of poster or hoarding. 

A month ago an invitation was isshed by the War 
Office calling for men above the'recognised and 
Parliamentary military age to volunteer for various 
classes of service. This proposition, however, has 
not yet matured. Whether the announcement was 
premature ог ill-considered, or whether something 


developed of which the country was in ignorance 


rendering that particular step undesirable, we, of 
course, cannot know, but all these things working 
together have been responsible for that kind of un- 
rest or uncertainty that we find to be so prevalent: 
among the older men who have been for several 
years, and are now, bearing the stress and strain of 
commercial and industrial life. The latest phase of 
the matter is the decision of the Army Council to 
have pink forms prepdred of all registered men who 
are bétween the ages of 41 and 49. As usual, the 
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newspapers have their different versions of what 
this move means. Some seem to consider it 
as the prelude to the introduction of compulsory 


military service; others suggest that particulars’ 


as to the occupations of the men in ques- 
tion are required, which may indicate some 
form of industrial service as being intended, 


but without any indication of enlistment in the near 
future. The latter view is more intelligible to the 
layman than is the former, for he wants to know 
what progress is being made with the efforts to 
release the younger men from industrial pursuits, 
and to what extent American fighting men may be 
counted upon at an early date. We naturally see 
that it is one of the weapons of war to mystify the 
enemy, confusing him as to our immediate strength, 
and as to our reserves and their source. Yet we 

ave to remember how unsettling is the effect of 
the present uncertainty upon commerce, finance, 
and many branches of industry. | 

The average man perceives the strengest pos- 
sible reasons against raising the military age a 
single year until the younger men who are engaged 
in work in which substitution is possible have had 
the opportunity of using that physical strength and 
adaptability in which they are naturally the superiors 
of their elders. Not the least disturbing element 
in the uncertain situation is its effect upon the 
numerous businesses which. are already bearing 
voluntarily liabilities or obligations in respect of 
those who on leaving their employment temporarily 
to take up active service had their salaries in part 
maintained. Firms who carry this voluntary burden, 
and pay all the necessary war taxes, find themselves 
faced with the possibility of their older and higher 
salaried men, and their principals, too, being called 
to the Colours, and there is a limit to their ability 
to supplement Army pay. Furthermore, they have 
rearranged their businesses in keeping with chang- 
ing events, advertising for and engaging men above 
the military age. These men have just got into the 
running, and they, too, become liable at the same 
time as the managers and others who, by long ex- 
perience and service, have been maintaining the 
businesses which have enabled the fighting men's 
allowances to be paid. As the Times pointed out 
recently, for every head of an important business 
between the ages of 30 and 40 there may well be a 
hundred between the ages of 40 and 5o. We believe 
that if the leaders of industry were cogsulted on 
this point by the Army Council, or by the War 
Cabinet, whichever is responsible in such a case, 
they would be able to give very striking evidence 
in support of that statement. We have to win the 
war. That is the prime consideration of all of us, 
but shall we not be more likely to wage it more 
effectively if we minimise as much as possible any 
further interference with industry and trade? The 
Minister of Munitions has desired ‘to introduce dilu- 
tion im private industry in order that such industry 


shall remain as far as possible efficiently intact in ' 


readiness for our returning forces. But we cannot 
take the heads, the managers, the men of experi- 
ence in such connections, those who, too, maintain 
businesses, earn profits, and pay allowances and 
heavy taxes, without seriously hampering the indus- 
trial machine. We greatly admire the valuable ser- 
vice that women are rendering in clerical work and 
in mechanical operations in engineering and other 
industry, but you cannot train women or fresh older 
men to take the place of such men as we have 
indicated. 

Sir Wm. Robertson has said that we are making 
a 75 per cent. effort at home supporting the 25 per 
cent. effort of the Naval and Military Forces. Both 
he and the Prime Minister, too, have expressed their 
convictions concerning the Press as an essential part 
of the nation's fighting organisation, an admission, 
we believe, that there must be certain important dis- 


S 


criminations exercised unless the efficiency of the 75 
per cent. home effort is to be seriously impaired. In 
the Newspaper World recently we read a fully- 
informed article in which it was shown that if the 
Tribunal rules of the past year are to be applied in 
connection with any possible compulsion in the case 
of men of 41 to 50, it will be impossible to publish 
hundreds of weekly newspapers, and many of these 
are essential for the purposes of those engaged in 
munition-making industries and for maintaining 
trade connections in readiness for after the war. 
The Stock Exchange, too, has been much perturbed 
by the prospect which, threatens to take the older 
men who are maintaining that institution. It is even 
said that if these men '' go” the Stock Exchange 
must practically close. We cite these two tvpes of 
cases as forceful examples of many others in 
general industry proving the need for the most care- 
ful discrimination unless we are going to work 
little short of financial and industrial disaster. 

Let us quote one more: The chairman of the 
Kalgoorlie Electric Power & Lighting Corporation, 
Ltd., recently spoke as follows concerning the feel- 
ing of the company's tranrway manager that he 
must respond to the call for volunteers: — 


Sir Wm. Robertson agreed the other day with a statement 
that the Military and. Naval Forces are doing 25 per cent. of 
the work required to keep the war and the Empire going 
successfully, and that 75 per cent. of it is being done by the 
rest of the population. Assuming this to be correct, it is 
clear that the men who are in charge of important civilian 


work necessary to hold the industries of the Empire together 
‚ and produce some of the sinews of war are already doing the 


best thev can do for their country, and.should stick to their 
work. From this aspect, selective compulsory service seems. 
to be better for the country than the voluntary enlistment of 
men experienced in business and technical affairs who are- 
already more effectively employed. 

We have, perhaps, touched upon a subject which 
is a little removed from our ordinary concerns, but 
we do so because we consider it desirable that the 
present uncertainty should be removed, that the 
trade and industry, commerce and finance, of the 
country should be. protected, and that all possible- 
measures should be taken to insist upon the young: 
men taking their rightful place. To secure the last 
of these ends cannot give rise to further discontent 
in Labour circles, for the raising of the age may 
often mean that the older men will be called to fight 
the while the younger men— perhaps even their own 
able-bodied sons—are allowed to stay at home. 


WE remember reading some- 
Galalith where, long ago, the story told 
оп Tour. by а journalist of a paragraph 
which he had perpetrated, and 
which, reproduced in succession by one journal 
after another, had circulated through the Press of 
the entire English-speaking world. During recent 
months we have witnessed a similar sequence of 
adventures in connection with the insulating mate- 
rial known as '' Galalith," a German product made 
from milk, which we introduced to our readers in 
1912. A paragraph describing galalith, as though 
it were a novelty, recently went the round of the- 
English and American technical Press, and has just 
cropped up once more in the Electrical World, 
which quotes it from the Electrician. We have 
watched its progress with increasing interest, won- 
dering the while whether some exceptionally able 
advertising agency were at work, or whether the 
editorial staffs of our many contemporaries were 
troubled with short memories. Owing to its Ger- 
man origin, galalith, we believe, cannot now be 
obtained in this country, but we may remind our 
readers that in April, 1915, we drew their attention 
to a British substitute (then known as " Kasenoid,"" . 
but now called '' Erinoid '), also made from milk, 
and designed expressly to take the place of galalith. 
We cannot but regret that the latter has, somehow, 
achieved so effective an advertisement. 
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DEVELOPMENT OF, THE 
REDDITCH ELECTRICITY UNDERTAKING. 


WE recently referred in our “ Notes" to the remodelling of 
the electricity supply arrangement of the Redditch Urban 
District Council, with ‘a view to meeting the growing 
demand for cheap power in the area. 


The original 
undertaking was in- 
augurated in 1899, 
and provided a 
single-phase 70-cycle 
supply at 2,200 volts 
to numerous under- 
ground transformer 
sub-stations from 
which L.T. consumers 
were supplied. 

By March, 1911, 


the demand for 
energy for power 
purposes had out- 


stripped all others, 
the undertaking sell- 
ing over 600,000 
' units for such pur- 
poses, as against 
173,000 units for 
private lighting : the 
need for radical 
alterations was such 
that in 1914 Messrs. 
Handcock & Dykes 
were’ instructed to 
consider and report 
on the whole matter, 
andy they ultimately 
recagnmended the 
adoption of the 
three-phase system of . 
supply, with modern turbine plant, and re-arrangement of 
the underground mains. 

This work has now been completed, and the new plant was 
bronght into use in September last. This consists of two 


1,000-X w, Parsons turbo-alternators, each capable of carry- 
ing 1,500 Kw. under overload conditions, which operate on 
steam at 150 lb. pressure with 150° F. superheat. These 
sets have a speed of 3,000 R.P.M., and generate three-phase 
50-cycle energy at 2,200 volts between phases and nentral,. 
whieh is earthed, so that any of the original 2,200-volt. 


single-phase feeders can be connected between any phase 
wire and neutral. 


All future extensions will be made on 
the three-phase sys- 
tem. except for very 
small motors, and it 
is anticipated that 
the majority of the 
existing power con- 
sumers will desire to 
substitute the more 
efficient and cheaper 


three-phase ^ motors 
for their existing 
plant. . 


Meantime, in order 
to give flexibility to 
the system, two 
motor alternators 
of 150 Kw. and 
300 KW., respectively, 
have been iustalled 
to supply single- 
phase 70-cycle energy 
from the three-phase 
plant, or three-phase 
energv from the 
single-phase plant. 
A new three-phase 
switchboard hae been 
supplied by Messrs. 
Bertram Thomas, 
consisting of 14 
operating panels with 
H.T. gear in stone 
cubicles — behind ; 


E.C.C. MOTOR-ALTERNATORS AT REDDITCH ELECTRICITY WORKS. 


\ 
D 


a Brown-Boveri automatie pressure regulator has been 
provided. 

To meet the needs of the condensing plant, a new tower 
capable of dealing with 174,000 gallons of water an hour 
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has been supplied by the Film Cooling Towers Co. ; the 
old cooling tower will be removed to make room for boiler- 
house extensions. | 

Meanwhile. a new 13,000 Ib. Babcock & Wilcox boiler 
has been fixed in a temporary structure at the end of 
the new portion of the engine house ; this is complete with 
superheater, pumps, &c., and has an independent steel stack 
and induced-draught plant. In connection with the dis- 
tribution, the numerous original underground transformer 
sub-stations have been replaced by five main sub-stations 
in brick buildings, containing Ferranti oil-cooled trans- 
formers, with B.T.H. truck-type H.T. and British Insu- 
lated L.T. switchgear; one of the sub-stations is at the 
generating station, and of the others two are adjacent to 
factories. 

Glover three-phase, four-core H.T. and L.T. cables have 
been laid throughout the principal parts of the district ; 
these are of the diatrine paper-insulated, lead-covered, 
steel-armoured type, laid direct in the ground, the work 
having been carried out by Mr. R. N. Mayne, the Council's 
electrical engineer, with direct labour. АП joints and ser- 
vice boxes have plumbed lead joints enclosed in iron boxes 
fitted with armour grips. ' | | 

At the time that Messrs. Handcock and Dykes submitted 
their report the output for the previous year had been 
1,323,876 units, and it is anticipated that with the new 
plant the output should shortly reach 3,000,000 units, and 
that under the new conditions a substantial reduction in 
the cost of production will be made. 


SOME NOTES ON THE MEASUREMENT 
'OF THE INSULATION RESISTANCE OF A 
LIVE THREE-WIRE NETWORK. 


By G. W. STUBBINGS. 


THE subject of measuring the insulation resistance of live 
three-wire networks has from time to time received con- 
siderable attention, and various tests for this purpose have 
been proposed. It is, however, probable that at least in 
the majority of the smaller central stations these tests are 
not used, owing to the supposed difficulty or inconvenience 
in making them. In such stations reliance is placed on 
the readings of thé recording ammeter in the earth con- 
nection, it frequently being considered that, provided this 
instrument indicates a reasonably small leakage current, all 
is well with the network. This state of affairs is greatly 
to be deplored, for not only is this conclusion entirely fal- 
lacious, but proper testing of the network is quite & simple 
matter, and such teste, periodically taken, form a most 
valuable guide as to the conditions of the mains. 

A few words may be said regarding the readings of the 
centre zero ammeter in the earth connection. Such readings 
are purely differential, and, of course, do not enable the 
insulation resistance of the network to be determined. They 
are, however, very useful, if, as is customary, ihe instru- 
ment is of the recording type. Small faults can frequently 
be located by an intelligent inspection of the ammeter chart, 
if such faults are on consumers' installations. "The time 
that à fault comes on and goes off will sometimes give a 
useful indication of the class of premises where the fault is 
to be found. "The writer recollects a case of a partial earth 
being discovered in this way by the recording ammeter 


indicating a dinner hour that was fixed at a different time © 


from elsewhere. Faults on street lighting circuits can 
often be traced in the same way. It has been frequently 
stated that a neutral fault will effectively shunt the earth 
ammeter, and will cause it permanently to read zero. It 
should be borne in mind that this is only true when there 
is an appreciable resistauce in the earth connection. When, 
as is frequently the case, the earthing resistance is short- 
circuited by a fuse or circuit-breaker, the fault will act as a 
neutral feeding point, and considerable currents may circu- 
late from the neutral bus-bar through the recording 
ammeter to the neutral fault. This is the more likely if 
ihe neutral fault be on a small distributor remote from a 


creation, or the removal, of an artificial fault. 


resistance. 


feeding point, where the potential of the distributor may be 
considerably different from that of the neutral bus-bar. 
The writer has experienced such a case when the circuit- 
breaker in the earth connection,. which was set at 25 
amperes, was repeatedly opened, owing to a dead earth on 
the neutral of a large consumer's installation. Such occur- 
rences can, of course, be iustantly differentiated from faults 


. on an outer by the fact that when the circuit-breaker is ` 


opened the potential of the neutral remains at that of carth, 
and the ammeter reads zero. 

The tests that have heen proposed for the determination 
of the insulation resistance of a live network mostly depend 
upon the alteration of the potential of the neutral by the 
The most 
valuable of these tests is that described by Dr. Alexander 
Russell, in which the potential of the neutral above or 
helow earth is determined before and after breaking the 
earth connection. If i be the current through the earthing 
resistance, and 7 and г, be the potential difference of the 
neutral and earth before and after breaking the earth con- 
nection respectively, then R, the insulation resistance of the 
network, is given by the formula R = (7, — ?)[i.. This can be 
rewritten R = 7',/i — 7, where r is the value of the earthing 
By the use of an instrument with overlapping 
pointers, a device has been contrived that enables гг to be 
read directly, so that by mental subtraction of 7, which is, of 
course, known once for all, the insulation resistance сап be 
determined without calculation. It would seem impossible 
to inpprove upon so simple a test. Objections have been 
raised on account of the necessity of breaking the earth 
connection. Seeing that this connection need only he 
broken for a sufficient. time to read г, this objection does 
not seem to be so very serious, especially as it is quite 
simple for the switch in the earth circuit to be held in hy a 
spring, thus obviating any possibility of its being left in 
the off position. It should also be remembered that there 
is no possible objection to breaking the earth connection 
unless this will cause the potential of the neutral to travel 
away from earth to a considerable amount. If, therefore, 
" is small, it is improbable that 7, will be so large as to be 
dangerous. This point does not seem to have been properly 
appreciated, for a speaker before the Institution of 
Electrical Engineers, some years ago, dealing with this 
matter, objected to Russell's test, on the ground of the 
undesirability of breaking the earth connection, and then 
went on to describe an additional test, in which the 
potential of the neutral was moved 200 volts from that of 
earth. There is, of course, the possibility of a dead earth 
occurring during the few seconds that the earth switch is 
out, when, if the neutral be sound, the potential of the 
other outer will rise to double the normal voltage from 
earth. This possibility is not great, certainly not great 
enough to vitiate the usefulness of this important test. 

As the insulation resistance of the network can be calcu- 
lated from observations’ of the results of any alteration of 
the value of an artificial fault, it is not difficult to devise 
other ¢ests in which the opening. of the switch in the earth 
circuit is not necessary. Опе such test is Raphael's. In 
this test, it will be remembered, the ammeter with the 
resistance in series is shunted with a resistance of exactly 
equal value. If d, and d, be the readings of the ammeter, 
or.of any instrument giving deflections proportional to the 
current, before and after shunting, R the insulation resist- 
ance of the network is given by R =r (d, — d) (2 d, — d). 
r being the value of the resistance and ammeter in series. 
This test, besides other limitations, suffers from the dis- 
advantage of requiring an additional resistance. Another 
test was suggested by Mr. Taylor in a paper read before the 
Institution of Electrical Engineers in 1903, in which the 
voltage difference between the neutral and earth is brought 
to zero by an adjustable artificial fault on an‘ outer main, 
when R is given by R = r[(?, — 1), €, being the current іп 
the artificial outer fault, and 7 and i having the same values 
as before; this test, like Raphael’s, requires additional 
apparatus, in this case in the shape of an adjustable resist- 
ance of some size, the provision of which might involve 
some expense. 

A simple test, which to the writer’s knowledge has not 
been before suggested, can be employed when a moderate 
resistance is normally short-circuited by a fuse or circuit- 
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breaker. In this test the current in the earth connection 
is observed with the resistance short-circuited, and, again, 
with the circuit-breaker or fuse opened. Calling these 
currents % and 2 respectively, and the potential of the 
neutral- with the cireuit-breaker open vr, the insulation 
resistance of the network is given by в = v(i — i). The 
arrangement is shown in the diagram, fiy. 1, and the proof 
is simple. i 

Let the voltage between the outers and neutral be E, an 
the fault conductivities of the positive, negative, and neutral 
mains be respectively с, c; and ry; we have, the circuit- 
breaker being closed, a 

(a Eo— og ERN. 

With the circuit-breaker open we have :— 

‚ С, (®— гг) рее (et г) Ht. 

Nubtracting the second of these equations from the first, 
U(r, + „+ су) ==, — ?# == фр с, С being the combined 
conductivity of the three mains. We therefore obtain— 

| R = H(i, — i). 

This test is almost as simple as Russell's, but is not open 
to the objection which applies to this latter test; If con- 
ditions he such that the reading of the earth ammeter is 
very small with the circuit-breaker closed, an artificial 
fault of known resistance can be put on one of the outers to 
increase this reading. The insulation resistance, as calcu- 
lated, will, of course, include this resistance, and must, 
therefore, be corrected accordingly. 

The combined insulation resistance of the network, as 
found by any of these tests, is of limited value by reason 
of the fact that the separate insulations of the three 
mains are still unknown. Тһе problem of obtaining 
these separate values is one of considerably greater 
difficulty than that of finding the combined value. It 
is obvious that it 18 impossible to solve the problem by the 
use of artificial faults, and consequently other means must 
be found. Of the three insulation resistances it is, perhaps, 
most desirable to know that of the neutral, as a serious 
diminution in the insulation resistance of either of the 
outers is usually indicated by the recording ammeter in the 
earth connection, simultaneous faults on the two outers 
being of rare occurrence. An approximate method of 
obtaining the insulation resistance of the neutral can easily 
be contrived on the-assumption that the insnlation resist- 


-— 


Fic. 2. 


Fic. l. 


ances of the outers are so high that the positive and negative 
leaks are negligible. By causing the potential of the 
neutral to travel away from earth by an artificial leak on an 
outer, it is possible by measuring the current in the leak 
and the current returning through the earthing resistance 
to obtain the current returning through the neutral faults. 
е arrangement is shown in the diagram, fig. 2. 
If i, be the current in the leak, i that in the resistance, 
and v the potential of the neutral, we have i — ias the 
Current in the neutral leaks. The insulation resistance of 
е neutral is accordingly rg = v[(/, — 0). As before 
Stated, this result is only accurate if the insulation resist- 
ances of the outers are very high compared with that of the 
neutral. ‘If, therefore, this. method gives a satisfactory 
value of the neutral insulation, the actual insulation resist- 
ance will be slightly higher. | 
um order to obtain accurate values of the separate insula- 
ae үш of the three mains, it is necessary to introduce 
А er alteration to the existing conditions, and it has been 
üggested by Dr. Gisbert. Карр and Dr. Dennis Coales, in a 


- 


communication published in the Journal of the Institution 
of Electrical Engineers in 1909, that this can be done by 
altering the voltage across each side of the system. The 
method depends upon raising, first, the voltage on the 
positive side, and then the voltage on the negative side, the 
voltage across the outers meanwhile being maintained 
constant. The alteration in the potential of the neutral 
from earth with a moderately high resistance in the earth 
circuit is obtained, and from the observed data the insula- 
tion resistances of the three mains can be calculated. The 


. method can be UM adapted so that it is not necessary to 


open the cireuit-breaker in the earth connection, if means 
are employed for determining with fair accuracy the 
alteration in the current im the earth connection. If 
the normal voltage across each side of the system be E, and 
this be increased on the positive side by an amount vr, 
which will, of course, not be sufficient to exceed the 
deviations in voltage allowed by authority, the voltage on 
the negative will be diminished by a similar amount. 
These voltages will now be respectively (E + е) and (E — e). 
Let the cnrrent in the earth connection, the short-circuiting 
cirenit-breaker being in, be i,. The positive voltage is 
now diminished, апа the negative raised, to assume values 
of (E — e) and (E + e) respectively, when the current in 
the earth connection will be г. These conditions can be 


represented hy the following equations, ¢,, ¢, cg, having 
the same values as before :— | 


"(Е + е) – е, (Е — ¢) = а. 
с, (Е— е) r (Е + ¢) = 4. 

Subtracting 2e(r #¢,) =t, — 4, 

C+ ta = (i, — 1/2 e, and y= О — (7, — ?,)[? е, с being 
the combined conductivities of the three mains as found by 
Russells or some other test. | í Kun 
. lf conditions are such that the current in the earth con- 
nection is very small, an artificial leak can be introduced to- 
give good readings, and if this same leak be used to 
determine & or C its value need not be known, as it will be 
included in the value of c, + c, as found in the second test, 
and also in the value of c, and its effect will therefore be 
eliminated. This test will, of course, fail if the fault on 
the neutral is so great as to cause currents to circulate 
between it and the neutral bus-bar ; but as has been before 
pointed out, this state of affairs can be detected at once by 
opening the circuit-breaker- in the earth connection, when 
the potential of the neutral will not alter ; this being the 
case, a bad neutral fault will be indicated, and quantitative 
measurements will be quite superfluous. The test may 
otherwise be of some value, as it is not difficult to carry 
out, the alterations to the voltage across the outers being 
easily made by the switchboard attendant. 

It has been suggested to measure the insulation resistance 
of the neutral by drawing away its potential from earth by 
an artificial fault, and by observing the increase in the 
currents in the neutral feeders. .This method is of doubtful 
use unless the insulation of the neutral be very low ; as, in 
order to get observable alterations on the neutral feeder 
ammeters, it will be necessary to subject the neutral to an 
undesirable potential from earth, and thus reproduce, in a 
worse form, the disadvantage of. Russell's test. If the 
neutral insulation be very low the test suggested earlier in 
this article will be of greater service. The method of 
observing the alterations in the current in neutral feeders 


is invaluable in locating a neutral fault, as, in these circum- 


stances, a considerable artificial leak. will not greatly alter 
the potential of the "neutral, and considerable currents can 
be caused to flow through the fault. Ву testing and trans- 
ferring, a neutral fault can by this means be localised to as 
small a section as may be desired. 

It is hoped that the above notes will assist to dispel 
the popular idea that insulation tests on a live network are 
complicated or difficult. By the use of an instrument with 
overlapping pointers mounted on a panel with suitable 
switchgear, Russell’s test becomes one of the extremest sim- 
plicity, and can be performed periodically by 80 compara- 
tively unskilled a person as a switchboard attendant. If 
the breaking of the earth connection be considered unde- 
sirable, Raphael’s test, or the one suggested by the writer, 
can be employed, the latter requiring no special apparatus 
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and a very simple calculation. It is, of course, impossible 
to anticipate or prevent all faülts by periodical testing, as 
it is well known to mains engineers that a distributor sec- 
tion that tests approximately perfect to-day may go down 
to-morrow, while another section may show a low test and 
last for years. Nevertheless, apart from mechanical 
damage and accidental causes, such as the flooding of a 
disconnecting box, faults, as a rule, take some time to 
develop ; and it therefore follows that an incipient fault 
should be indicated by a lowering of the insulation resist- 
ance of the network. These remarks apply especially to 
the neutral of the system, for as in this case the, conductor 
is but rarely very much removed from earth potential, an 
incipient fault will take longer to develop, but will possibly 
break down instantly if subjected to full voltage by a dead 
earth оп an outer.: It is therefore desirable frequently to 
check the insulation of the neutral, to avert the possibility 
of a dead earth causing a shut-down. The neutral test 
described by Dr. Kapp and Dr. Coales, already referred to, 
or the adaptation of this test suggested by the writer, may 
be of use in this connection. 

In conclusion, it may be of interest to refer to a remark 
made by Dr. Sumpner, speaking before the Institution of 
Electrical Engineers, in 1904, on the subject of network 
testing. It was pointed out that Russell’s test depends 
upon a simple principle stated by a French scientist over 
30 years ago. This principle may be stated as follows : 
If in any complicated system of resistances and E.M.F.’8 two 
points are joined by an adjustable resistance, by observing 
simultaneous values of the current in this resistance, and 
the voltage across it, the resistance of the system between 
the two points in question can, by Ohm’s law, be calculated 
hy dividing the alteration in voltage by the alteration in 
the current. This most interesting point does not seem to 
have received the attention that it deserves. The formulas 
for Russell’s and Raphael’s tests can be immediately deduced 

-from it. In each case / and v, i, and 2, being simultaneous 
values of the current in the earth connection and the 
potential of the neutral respectively, the insulation resist- 
ance R will be given by к = (г, — (i — i). 

In Russell’s test—i, = 0 and n = (г, — v). 

In Raphael's test—v», = K rd, and v = K rd, 

t= 2 K rda and d, = K d, 
R m r(d, — djJ(2 d, — d). 

In the test suggested by the writer—: = 0, R = 
v, (i, — 2). i 

These results are so simple, compared with the rather 
cumbersome algebraical expressions usually employed to 
establish the formulas, as to be worthy of notice. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 
derices and apparatus, which will be published if considered of 
suficient interest. 


- 


Earth Detector for Transmission Lines. 


In order that operators may be warned of any grounds on the 
` 1,200 miles of 2,200-volt lines of the Southern California Edison Co. 
as soon as they develop, MR. G. E. ARMSTRONG has devised an 
earth detector, which is more sensitive than the static type, and in 
addition gives an audible as well as a visible signal. The outfit 
includes three Y-connected 2,200/122-volt transformers, across the 
secondaries of which are connected carbon lamps, arranged 
symmetrically inside a cylindrical case with a ground-glass front, 
and separated by partitions. Between the primary, neutral, and 
oW is connected a high-resistance telegraph relay, with an alarm 
bell. | 
When a " ground" occurs on any one of the lines the potential 
. across the transformer connected to that phase will be reduced and 
the potential of the remaining transformers slightly increased. 
Coincidently, current will flow from the neutral to ground, and 
the lamp which is connected across the grounded phase will be 
dimmed or extinguished, depending on the resistance of the ground, 
and the other lamps will increase in intensity. At the same time 
the current flowing from neutral to ground through the telegraph 
relay will ring the alarm bell. The relay is so connected. however, 
that its coils are automatically short-circuited directly after 


transmibting the signal, to protect them against excessive voltages 
which might occur. 


With this equipment " grounds " having as high a resistance as 
500,000 ohms can be detected visually by comparing the lamp 
intensities. Much higher resistance grownds than can be indicated 
by the lainps can be detected audibly by the alarm bell operating. 
Extremely poor grounds, such as a wire lying on dry and painted 
cement inside a station, have even been detected by the device. 


" Hightensite," a New Insulating Material. 


‚ One of the conditions exerting a controlling influence in the 
electrical engineering industries, the existence of which was 
revealed to us by the war, was the fact that the manufacture of 
certain essential classes of insulating materials was an almost 
absolute monopoly in German hands. We refer especially to 


Fig. 1.—“ HIGHTENSITE © DISTRIBUTOR. 


moulded compositions, of which “ stabilit ` was the most impor- 
tant, as was exemplified in the legal proceedings recently reported 
in our pages, this being par ercellence the most suitable material 
for use in the manufacture of magnetos and similar apparatus 
requiring the highest insulation. Fortunately, in this connection, 
as in so many other industries, the skill and ingenuity of British 
manufacturers have not been found wanting. Compelled to find 
substitutes for the formerly imported materials. they have com- 
pletely retrieved the situation. We have. just received from the - 
Park ROYAL ENGINEERING WORKS, LTD., of Cumberland Avenue, 
London. N.W.10, samples of their new “ Hightensite" insulating 


Fic. 2.—-8MALL MOULDED Parts OF " HIGHTENSITE." 


material, which, it is claimed, is even better than " Stabilit" ; it is 
a hurd substance, tougher than ebonite. taking a very clean-cut 
thread and susceptible of a high polish. s an insulator, 
Hightensite takes a place in the highest rank, and its dielectric 
strength, as determined by the National Physica] Laboratory. is 
over 20,000 volte per millimetre ; it is also non-inflammable and 
non-hygroscopic, but is not suitable ,for use in contact with oil, 
owing to rubber being one of its constituents. | 

Hightensite is made in the form of rods and sheets, but its chief 
uses appear to lie in the direction of moulded parta, with or with- 
out metal fittings embedded in them. We have before us а 9-point 
distributor for a rotary engine, and nfust express our admiration 
for the beauty of the fitting as a work of art, apart from its 
electrical and mechanical properties. We are informed that over 
100,000 parts. are now in hand for various Government orders. 
The accompanying illustrations show the distributor above 
mentioned, and a variety of small parts for magnetos and similar 
applications. 

Electrical Exhaust Fans. 


Messrs. S. G. Leaca & C0., LTD., of 26-30, Artillery Lane, E.C.. 
recently issued a new exhaust fan list, LF 7, one of a series of 
eight fan lists. & 

The fans are fitted with the ordinary box blade or the more 
efficient patented Beedle blade—the latter in the 2, 3 and 4-way 
types, the 2-way being most efficient on free intake and discharge. 
whilst the 3 and 1-way types are more suitable for working against 
resistance. | 

The fans are motor or belt-driven ; in the former case direct- 
current series motors of the totally-enclosed or semi-enclosed pattern 
are fitted. starters with automatic features being recommended for 
D.C. fans above 24 in. size, and if above 210 volts working pressure, 
and for all sizes for higher pressures. 
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Induction type short-circuited rotor A.c. motors are also fitted, 
for single or polyphase working ; 12-in. to 18-in. diameter fans can 
be made for use on 25 to 133-cycle supply ; fans from 24 in. to 
56 in. for 25 to 83-cycle supply, and larger sizes for any frequency 
from 25 to 60 cycles. . 

The smaller fans are grease lubricated, and in A.C. and larger 
size D.C. fans ring oilers are provided. All parts of the fan and 


Fie. 3.—Two-waAv p.c. BEEDLE-BLADE FAN. 


va 
* 


motor are interchangeable, so that replacements can be quickly 


and cheaply made. 

We illustrate in fig. 3 a 2-way Beedle-blade fan with D.C. motor, 
and in fig. 4 a box-blade fan with А.С. motor. | 

It may be of some interest to quote from the tabulated data con- 


tained in the list, that a 2-way Beedle-blade D.C. fan, 24 in. size, at 


600 B.P.M., gives 4,800 cb. ft. per min. air discharge on 120 watts, 
while a 24-in. А.С. box-blade fan at 560 R.P.M. gives 3,500 cb. ft. per 


Fic. 4.—A.C. Box-BLADE FAN. 


min. air discharge on 165 watts, the figures referring to free intake 
and discharge. | 

A series of curves shows the more efficient results obtained with 
the Beedle-blade type of fan, but experience indicates the necessity 
of knowing the exact conditions of working in order to obtain tho 
best resulta, 

Messrs. Leach & Co. specialise in fan work, and supply the usual 
accessories, .such as regulating resistances, starters, louvre and 
butterfly shutters, Kc. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
Cations at the earliest possible moment. No letter can be published 
unless we have the writer» nume and address in our possession. — 


Static Sub-stations. 


Mas [egard to your contributors article on "Static Sub- 
tions,” an arbitrary comparison of the number of sub-stations in 
tre areas of supply, without reference to pressure, system (two or 
"Iee-wire), or the age of the undertaking, is, unfortunately, a 


counsel of perfection only having an academic interest for a great 
inany districts. How many engineers. in charge of undertakings, 
considered in their day the dernier cri іп electric supply, do not 
dream of the unattainable ideals indicated by your contributor ? 
How many, in thinking of their systems, would not “ shatter them 
to bits and then remould them nearer to the heart's desire," if the 
barrier of finance did not intervene? 

| Mains Engineer. 

June 3nd, 1911. 


Trade After the War. 


With reference to the article and correspondence on the above 
subject which has appeared in your paper lately, I send herewith a 
cutting from the Lyttelton Times of Maroh 28th, which has some 
bearing on the subject, and may be of interest at the present time. 

Comment is hardly necessary, as the results of the proposal are 
obvious, The men on their return- from America will naturally 
recommend the apparatus which they are used to, which will be 
American. If British goods are to have a big field here, some form 
of advertising and popularising British manufactures must be 
begun. 

The training of engineers in England in the manner offered by 
the Ameriean Conumercial Attaché to Australasia would seem to 
be an exceedingly practical scheme, which merita consideration. 


A.M.1.E.E. 
New Zealand. 


From the Lyttelton Times, N.Z. 


Before the Chamber of Manufactures, at Melbourne, a few days 
ago, Prof. Kennedy, American Commercial Attaché to Australasia, 
delivered a very interesting lecture on the advantages of modern 
methods in büsiness and the possibility of closer co-operation 
between manufacturing Australia and her big brother, manu- 
facturing America. The lecturer explained the methods 
of training adopted by large companies in America, such as the 
Westinghouse Co. and the General Electric Co.. who specialised 
among their apprentices and themselves reared their own skilled 
mechanics, foremen, and high technical men. He stressed the 
value of specialisation and factory organisation as aids to industrial 
success, and predicted an industrial renaissance in England after 
the war. On behalf of the American Bureau of Domestic 
and Foreign Manufactures, he was empowered to offer to train 
Australian apprentices in America, во that they could bring 
back to Australia the best and latest in the American industrial 
world. The chief qualification was that the applicants should be 
graduates of technical schools. Other desirable qualifications were 
quickness of observation, earnestness, grit, good health, democratic 


ability to get along with men, and ambition. The apprentice who 


did not possess these qualifications would be unlikely to complete 
his course. A living wage of $50 to $75 (£10 to £15) a month 
would be paid during apprenticeship. | 


[In this connection, we may draw attention to the excellent 
scheme devised by Mr. Harper, city electrical engineer, Melbourne, 
which was described in our issue of April 20th, 1917.—HEbs. 
ELEC. REVv.] 


Ф 


“ Business as Usual"? 

I beg to enclose you an advertisement cut out of a paper, and as, 
at the present time, most of us who have in the paèt done any con- 
siderable amount of business are in the condition that almost 
the only thing we are looking forward to is to preserve business 
connections, it seems rather odd that anybody should be in a posi- 
tion actually to want trade in this manner ; it is more particularly 
pointed when I notice in the same issue that a firm at Huddersfield 
have a running advertisement for 20 wiremen for Government 
work. I am quite sure that most firms with the few men they 
have left have more than enough to do to keep their old customers 
running without wanting to take any new work on, and if this 
optimistic gentleman who advertises has such a superfluous staff, I 
think I could recommend the attention of the Tribunals or the 
Ministry of Munitions to him. It will be interesting to know 
where the new buildings are going up, unless these are Government 
factories. 

| Contractor. 

June Lud, 1917. ! | 

| [coPv.] 


J'LECTRICAL Installation Contractor requires cor- 
respondents in various towns to report upon likely 
business openings ; liberal remuneration. Manufacturers' 
and Builders' Agents, and others conversant with build- 
ing and electrical developments, communicate with H419, 
Evening Post, Leeds. 


-r 


National Insurance (Unemployment) Acts, 1911 to 1916. 
—Contributions are payable in respect of :— 

2,270 X.—Workmen employed in the gas department of a City 
Council, and engaged in drilling holes in gas lamp pillars, or in 
painting lamps in a workshop. 
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WAR _ITEMS. 


Municipal Employés for Military Service.—The Glasgow 
T.C.'s Special Committee recommends that 94 emnplovés in 
the service of the Glasgow electricity department, and 71 
additional employés, provided suitable substitutes are found 
for them. be released for service with the Colours. 

Exemption Applications.—T he Military appealed to the 
East Sussex Tribunal against exemption until August 9th 
granted to two electrical fitters (41 and 30, and passed for 
general service), and to July 9th allowed to the manager (33, 
B1), engaged with a Brighton firm of electrical engineers. 

e men are engaged in much work at hospitals, and the 
hrm pleaded: a depleted staff, 25 of the staff of 35 being boys 
and women, the skilled men left numbering only five. In the 
case of the fitter aged 30, the éxemption was made final; in 
the other two cases the exemption was confirmed. | 

` At Bexley, a review was made of conditional exemption 
held by R. Рат (35) and T. Grady (37), both in Clics A, 
motormen on the U.D.C. tramways. The Military: Repre- 
sentative said that such men were required for transport ser- 
vice. Mr. Harris said that the men came on the staff at a 
very critical time, when others went into the Army. The 
Tribunal respited the appeal until six other cases were gone 
into. The Tribunal also dealt with the cases of A. R. Wil- 
liams (40, BI), engineer and tram depót superintendent; A. 
H. Duly. (29), stoker-driver; C. E. Higgs (4l), engine fitter, 
&c.; and W. E. Wicks (21, C3)) mains assistant; all of 
whom had been de-badged. The case of Wicks, who is 
medically unfit, was adjourned until he fs called up; in the 
. other cases three months’ exemption was conceded. 

At Oxford, the Electric Light Co. asked for three months’ 
exemption for W. C. Coates (27), shift stoker, but the appeal 
was refused. The company also appealed for F. R. Stevens 
(27), engine fitter, and H. J. Brooks (31), shift stoker, and 
the Military appealed against. three - months’ exemption 
granted to S. J. Wright (33), switchman. It was stated that 
the cases had been dealt with as between the dilution officer 
and the military representative, and the latter agreed to the 
cases being dismissed in view of exemption ' granted by a 
Government department. | | 

At Winchester, the Military appealed against conditional 
„exemption held by a shift engineer, aged 19, in Class A, on 
the ‘staff at the Corporation electric light works. The manager, 
Mr. Ayton, said that of 96 men employed at the works, 17 
were of military age, one being unfit owing to his having a 
short leg. The man appealed against was previously on the 
clerical staff, but he came originallv with the idea of taking 
up electrical engineering, and he took over the work of a 
shift engineer in August, 1915. An effort was being made to 
get a girl substitute. The works were kept running for 94 
hours in eight-hour shifts, and if he lost one of his shift 
engineers the others would have to work in two shifts of 19 

ours each. Thev had lost 17 men from the works, and their 
places had been taken by men not of military age, boys, and 
girls. The appeal wae allowed and the exemption cancelled, 
with one month's grace. | 

Before the Essex Tribunal, the military appealed against 
conditional exemption held by H. T. Baker (37. C1), who is 
engaged as an engineer at the Ilford tramway depot. It was 
urged that it was very important that the trams should be 
kept running, because there were во many munition workers 
in the district. The appeal was disallowed, and the exemp- 
tion continued. 

" Оза оода Td n on a review, confirmed condi- 
tonal exemption he y W. R. Varney (39), electrici 
the Electric: nee va, = us d 

orcester Tribunal has given exemption until September 
30th to W. Tetstall (21), electrician. He is the only us left 
nm the'business of Mr. С. E. Abell, who is a lientenant in the 

` Army. - 

“Мт. J. M. Joseph (26, C 3), dealer in electrical fittings, of 
Levton, has been туеп exemption until the end of Sep- 
tember. dE. | 

Mr. W. H. Meredith (35), electrical engineer, Lye, was 
appealed against by the military, he havi 
three months’ exemption by the Local Tribunal on the ground 
that he is in a certified tr; de. 

At Denton. Manchester, : 
tary Representative Against exemption granted to tramwav 
employés * were heard. The Military Representative. asked 
that inen classified as A or B1 should have their certificates 


cancelled, but not to be called up unti] substitntes were pro- 


vided, and until Mr. Anderson, the manager of the Oldham 
-Ashton & Hyde Electric Tramways Co. was satisfied that the 
substitutes Were acting satisfactorily. 


until a competent. substitute w ide ili 

authorities pe as provided by the military 
e. Dring. station foreman of the Ilfracombe Electric Light 

and Power Co., Ltd., wa , on May 318, granted by the Ilfra. 
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combe Tribunal a further extension to October, when {һе 
case will again come forward.: Mr. Н. Stewart, the resident 
engineer, appeared for the company. The case was not 
pressed by the military authorities. 


» 


LEGAL. ._... 


—- 


AN IRISH ELECTRICAL ASSESSMENT. 


THE Lord Chief Justice of Ireland. sitting in the Appeal Court, 
Dublin. agreed that the hearing should be taken up as early as 
possible of the case of the Clones Electric Light and Power Co.,. 
appellants, and the :Commissioner of- Valuation, respondent, 
which, it was explained by counsel, raises an important point of 
valuation law. The matter arises on a case stated by Connty Court 
Judge Johnston. at the request of the Valuation Commissioner, who 


‘Is dissatisfied with a decision of the J udge at Monaghan. 


The plaintiff company appealed against an erder imposing a 
revised valuation of £100 (which included £20 upon the appel- 
lants’ power station), assessed upon the undertaking. The first 
valuation had been £75 and £25 respectively, making an aggregate 
of £100. Appellants submitted that the revised valuation was 
excessive. The County Court Judge reduced the valuation to £75, 
apportioning £25 to the buildings, &c., and engines therein, and 
£50 to the mains. poles and easements. The questions for the 
High Court of Appeal are :—-(«) Assuming it to be a question of law, 
not of fact, was the County Court Judge right in holding that the 
accumulators, dynamos, switchboard and shafting and electrical 
instruments were not machinery for the production of motive 
power ' and (+) was the County Court J udge right in eliminating 
the present value of the machinery from the calculation as to the 
landlord's allowances," amd treating that value as part of the 
tenant's capital in respect of which "tenants allowances " should 
b2 made ? 

The LoRD CHIEF JUSTICE said an important point of principle 
was involved, and the Ceurt would like to have it fully argued on 
а day, or days. suitable to all parties. 


DUNDALK ELECTRIC LIGHTING LOANS. 


In the Chancery Division of the High Court of Justice in Ireland, 
before Mr. Justice Barton, on Friday last, the Dundalk Urban 
Council's application in respect of electric lighting capital came on 
for hearing, the defendant being the Attorney-General for Ireland. 

Plaintiffs sought a declaration that under the Public Health 
Act and the Electric. Lighting Acts the Local Government Board 
were entitled, if they thought fit, to grant a loan to provide 
working capital or working balance to enable their electric lighting 
undertaking to be carried on, wages to be paid, and other expenses 
to be met until revenue could be collected. The Council had entered 
into a contract to supply current for power and lighting to the 
Great Northern Railway of Ireland for their works at Dundalk. 
and for that purpose had ordered two Diesel engines ; but, owing 
to the war, the delivery of the engines had been delayed, and the 
Council had been unable for one year to carry out their contract 
with the railway company, thus causing a lossof £1,800in revenue. 
Owing to this situation the estimated revenue had been depleted, 
and the Council applied to the Local Government Board ‘for 
sanction for a loan of £2,000, but they replied that they had no 
power to sanction such a loan, as it was only for permanent works, 
and not for working capital, that a loan could be granted. They 
granted £3,000 for additional plant required. d 

Mr. ріскік, K.C., for the Council, opening the arguménts, ` 
cited several cases to establish the right to seek the opinion of the 


Court on the point of law, notwithstanding the decision of the 


Local Government Board. He entered at large into the question 


. of the meaning of the term “ capital," urging that working capital 


Was as necessary as the capital cost of plant, since, he said, there 
was no use providing plant unless the Council had the funds to 
pay for it, and the Council had no authority to strike a rate for 
this purpose, though they could, at the end of the year, strike a 
rate for any deficiency. 

Мв. T. Е. McGAHON, chairman of the Council, furnished defails 
of the capital expenditure on plant. The Council in the first year, 
to provide working capital, advanced, he said, £580, and later they 
permitted the electricity department to retain a large share of its 
income in order to finance the working, with the result that the 
department remained in debt to the Council on account of interest 
and sinking fund. This was felt to be an unsatisfactory arrange- 
ment, and the Council wished authority to overdraw the bank 
account of the electricity undertaking for the purpose of, from 


time to time, paying wages and running expenses, as would be done 


in like circumstances by any commercial concern, instead of having 
the concern in debt to the Council. 

In cross-examination, Mr. McGAHON said that, owing to the 
delay in getting the railway company’s contract under way. the 
Council had been involved in heavy capital charges, and their 
application to the Local Government Board Inspector was alter- 
natively for leave to re-borrow the amount thus paid while the 
railway scheme was non-productive, or for a loan for working 
capital. 

Mn. SPALDING, electrical engineer, detailed the arrangement for 
supplying working capital to the undertaking. 

For the Attorney-General, MR. WYLIE, K.C., held that under the 
Public Health Act, which was the. foundation of the Council's 
borrowing powers. money could only be borrowed for permanent 
works.— The further hearing waa adjourned until this week. 
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AND TRADE MARK 


SOME PATENT 
p CASES. 


(FROM A LEGAL CONTRIBUTOR. | 


Tuose who write in the papers about the law's deldys and 
seek to explain the slowness of the legal machine, sometimes 
attach a portion"of thé blame to patent and trade mark cases. 
While it 1s true that enquiries as to the rights of patentees do 
occupy a considerable portion of judicial time, the general 
public knows very little about them. When a breach of pro- 
inise case is in the list the reporters flock to that particular 
court, and take note of everything that occurs. On the other 
hand, when a patent case is called on for hearing, the reporters 
box is vacated almost at once. E we 

In these circumstances the public have little opportunity 
of studying the details of this class of case éxcept through the 
columns of the technical press, and even a technical paper 
must needs exercise à certain amount of discrimination. For 
instance, i& is not every patent case that would interest the 
electrical engineer. The invention of a new kind of safety pin 
might concern his amiable lady, but a case concerning it 
would not be likely to involve any principle which really 
affected him in his business. . | 

In the following paragraphs will be found collected together 
а few recent patent, trade mark, and passing-off cases which 


appear to be of general interest to readers of the ELECTRICAL | 


REVIEW. | 

Amongst patent cases, those which have to do with failure 
to work the patent in this country have naturally taken a 
somewhat prominent position. ` ` Е NE 

In R. Ward's patant (33 R.P.C. 408) an application was 
made under Section 27 of the Patents and Designs Act, 1907, 
to revoke a patent granted to Wardwell for '' Improvements 
in or relating to winding machines for yarn threads, tapes, 
and. the like" on the ground that the patented article was 
manufactured. exclusively or mainly outside the United King- 
dom. It was contended on behalf of the patentee that there 
was no manufacture of the patented article either in the 
United Kingdom or elsewhere, inasmuch as the machine 


which was admittedly manufactured outside the United King- 


dom did not come within all the claims of specification, and 
that consequently the section did not apply. Alternatively, 
it was contended that the machine comprised many castings 
which could only be obtained satisfactorily in the United 
States. It was held by the Comptroller-General that the 
machine manufactured in the United States embodied the 
patentee’s invention, or at any rate, an important paft of it; 
that it was covered by many of the more important claims, 
and must therefore be considered as a ‘‘ patented article." 
Further, the reasons given for non-manufacture in the United 
Kingdom were not satisfactory. He; therefore, decided to re- 
voke the patent, but suspended the making of the order for 
. one month to allow the patentee an opportunity of applying 
to amend his specification by striking out such parts as ad- 
mittedly embodied the patented article which was manufac- 
tured in the United Sates and not in this country. The ap- 
plicant was awarded 35 guineas costs. : . 

In another recent case, an attempt was made by a patentee 
to secure a prolongation of the term of bis patent. It never 
was easy to obtain an extension of time; and this case affords 
a favourable example of the difficulty there is in persuad- 
ing the court to allow a patentee to enjoy his monopoly for 
a longer period than 14 years. | 

In 1899 a patent was granted for a '' method of and appara- 
tus for effecting the storing up of speech or signals by mag- 
netically influencing magnetisable bodies." One of the claims 
was for: " The herein described method of receiving, storing 
and reproducing inessages, signals, or the like, by subjecting 
a magnetisable body, such as steel wire or strip, to the action 
of an electro-magnet which moves along it, or along which 
it is moved, the coil of this magnet being first in connection 
with a transmitter, so that the wire or strip is influenced in 
a manner corresponding to the signals transmitted, and the 
coil being then in connection with a telephone receiver by 
which the signals which influenced the wire or strip are repro- 
.duced." A petition for the extension of the patent was pre- 
sented by the assignees of the patent, an American company, 
which was not a manufacturing, but only a promoting, com- 
pany. The bulk of that conipauy's stock was held by a 
Danish company, which itself was not a manufacturing com- 
pany, the manufacturing in Denmark being done by another 

anish company. No attempt has been made to work the 
patent if the United Kingdom, beyond an endeavour to form 
a company for the purpose. The invention was of great scien- 
tific merit, and apparatus made in accordance with it gave 
good. results, but, although many attempts had been made to 
produce a commercially useful apparatus, no success had been 
achieved before the date of the presentation of the petition. 
The petition did not state the fact that the patentee, with an 
associate, had received £10,000 from the sale of shares in one 
of the foreign companies; it stated that the great defect in the 
machines had been their difficulty of adjustment and their 
fragility, but the patentee in his evidence stated that a ma- 
chine exhibited did not sufler from fragility. It was held that 
the petitioners had not shown that the merits of the invention 
were such ав, in the interests of the public, would justify the 
extension of the term of the patent, and that they had not 
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explained or ae to explain or justify their not having 
attempted to put the invention into use in this country; also 
that if an extension were granted the benefit of it would be- 
long directly to the petitioners (who had not done anything 
to develop the invention), and indirectly to the Danish com- 
pany, and still more indirectly to the patentee; and that the 
petitioners were wanting in the required "uberrima fides, in 
that they had not stated in their petition the patentee в profit, 
and had stated that the machines suffered from fragility. The 
petition was dismissed. — Г ут — ы 

16 is often convenient for a patentee who bas attached a 
trade mark to his patented article to limit the use of that 
trade mark to the top of the patented article, especially in a 
case where he grants a licence to use the patent.: The validity 
of this practice was discussed in the Bowden Wire Lid. v. 
Bowden Brake Co., Ltd. The plaintiff company, who were 
the proprietors of the patent. for the well-known " Bowden 
Wire” used in connection with the transmission of power for 
cycle and motor-cycle brakes, in 1901 promoted the defendant 
company, and transferred to it that part of their business 
which was concerned with brakes for pedal cycles only. In 


. 1908 the plaintiff company registered a trade mark for brakes 


for velocipedes consisting of a picture of a coil of wire with 
the word '" Bowden” enclosed therein, and they granted a 
licence to the defendant company {о use this mark in con- 
nection with the brakes for pedal cycles. The. licence was 
limited to the continuance of the letters patent. In 1904 the 


plaintiff company registered the same trade mark in respect 


of certain other goods in Class 13. The directors of the two 
companies were substantialy the same until shortly before 
the commencement of the action. On the expiration of the 
patent, the defendant company continued to use the mark, 
not only on brakes for pedal eycles but also in respect of 
brakes for motor-cycles, which they then began to manufac- 
ture. The plaintiff company brought an action to restrain the 


. defendant company from using the trade marks on any goods 


manufactured by them. The defendant company contended 


that the licence was ineffective, and that the mark had been 


used by them for & great number of years, not only with the 
knowledge but also with the concurrence of the plaintiff com- 
pany. The defendant company moved to expunge the trade 
marks, and alleged that they were not distinctive, and that 
they were calculated to deceive. | 

It was held that the defendant company had no general 
right to continue to use the trade mark after the term of the 
licence had expired, and no right to prevent the plaintiff com- 
pany from continuing to use the mark in the same manner 
as they had used it since the registration. It was also held 
that the trade marks were distinctive and not déceptive, but 
that on the ground of non-user, an order should be made under 
Section 35 (1) of the Trade Marks Act, 1905, varying the entry 
of the first-mentioned trade mark by restricting it to brakes 
for road vehicles other than YEO padok or cycles wholly pro- 
pelled by the physical force of the rider. No costs of the 
motion were given except that the applicants were ordered to 
]n the action an injunction against 
infringement of the trade marks, limited in accordance with 
the above-mentioned restriction, was granted with costa. 

While dealing with patent and trade mark cases, it may 
be convenient to say a few words about passing-off actions. 
A trader frequently owns that which is better than any patent 
or trade mark, namely, & good name, in the use of which he 
is protected by the courts. A recent case may be cited in this 
connection in order to show in what circumstances the courts 
will interfere. | 

[t was laid down many years ago that a man will not gener- 
ally be restrained from using his own name in connection with 
goods made or manufactured by him, unless it is clearly shown 
that he has intended to deceive the public. The principle 
was re-affürmed in a case relating to pianos. It appeared 
that Jobn Brinsmead & Sons, Ltd., the well-known pianoforte 
makers, brought an action against Edward George Stanley 
Brinsmead, a pianoforte manufacturer, and Waddington & 
Sons, Ltd., pianoforte dealers, to restrain them from passing 
off pianos made by Stanley Brinsinead as and for the pianos 
of ilie plaintiff company, and they also charged the defendanta 
with conspiring together to so pass off the pianos. "The plain- 
tiff cofapany put on the fall of their pianos the words '' John 
Brinsmead & Sons, London," in capital Roman letters sur- 
rounded by lines. On the fall of the pianos made by the de- 
fendant there appeared in a running hand the name '' Stanley 
Brinsmead,” with a broad dash at the foot of.the d” comin 
back under the whole of the name, and the word ‘* London 
in printed Roman characters underneath. In the curls of the 
initial ‘'S’’ in small letters were placed the names '' Edward "' 
and ''George." The evidence showed that a ' Brinsmead 
piano '' meant to the trade and to the public a piano made by 
the plaintiff company, and that the christian name used by 
the plaintiff company and those of the defendant company were 
not generally known. It also appeared that the defendants’ 
ianos were cheap instruments, and had a sale amongst a dif- 
erent class of people from.that to which the plaintiff's com- 
The defendants, Waddington 
and Sons, Ltd., previously to and at the trial, offered to submit 
io an иш restraining Шеш from passing o, if the 
charge. of conspiracy were withdrawn, which offer was not 
accepted by the plaintiff company. The evidence against 
Waddington & Sons, Ltd., showed that they had advertised 
pianos of the defendant Brinsmead as '" Brinsmead " by it- 
self, and had represented to customers that one of such pianos 
was a ''Brinsmead" piano. It was held: (1) That the 
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defendant Brinsmead had put his name Stanley on his 
pianos as prominently as the word '' Brinsmead,” and had not 
attempted to imitate the mode in which the plaintiff com- 
pany’s name was used, and that he had not acted dishonestly, 
notwithstanding that he knew that he was deriving some ad- 
vantage from the fact that his name was the saine as that 
of a well-known manufacturer; (2) that the charge of con- 
spiracy failed. The action against him was dismissed with 
costs. Waddington & Sons, Ltd., having submitted to an 
injunction restraining from p&ssing-off. an order was made 
against them with the costs of the plaintiff coinpany up to 
the date of the first offer, except so far as the costs had been 
increased by the charge of conspiracy, but the plaintiff com- 
pany was ordered to pay the increased costs and the costs from 
the date of the offer. 

The second case involved an attempt to acquire a monopoly 
by claiming an exclusive right to the title of a magazine, but 
it was not always successful. In Stevens v. Cassell and Co. 
(1913), 30 R.P.C., 199, the plaintiffs were the publishers of 
magazines called “The Magazine of Fiction" and ‘ The 
Monthly Magazine of Fiction." The defendants, who were 
also publishers, had for many years issued a magazine called 
'" Cassell’s Magazine," and had lately changed the name to 
“ Cassell’s Magazine of Fiction and Popular Literature: The 
price of the plaintiffs’ magazine was threepence, and the de- 
fendants’ fivepence. The plaintiffs brougbt an action against 
the defendants claiming an injunction to restrain them from 
passing off their magazine as and for the plaintiffs’ magazine, 
and gave evidence to show that when, on many oceasions, 
persons had asked for '" The Magazine of Fiction" the de- 
fendants' magazine had been tendered. At the conclusion of 
the plaintiff's case, and without callings on the defendants, it 
was held that the plaintitls had proved no title to relief; that 
they had no right to the exclusive use of the words '' Magazine 
of Fiction," which were purely descriptive words; and that 
there was no evidence of deception. The action was dismissed 
with costs. 


BUSINESS NOTES. 


Electrical Trade of Cuba.—A report has been issued by 
the Department of Commerce (Washington), prepared by a Special 
Agent of the Department, on the market for electrical goods in 
Cuba. "The various classes of electrical work on the island are dis- 
cussed in detail. and suggestions are made regarding the possibilities 
of developing the business in the future. The application of elec- 
tricity to systems of lighting, power plants, especially in sugar 
mills, heating devices, and the numerous other miscellaneous uses 
to which electricity is put in Cuba, have all been studied. The 
report may be seen by British firms interested at the Department 
of Commercial Intelligence, 73, Basinghall Street, London, E.C. 2. 


Prohibited Exports from Sweden.—The Swedish 
Government has prohibited the exportation from that country of 
electrical machines, such as generators, motors. and converters ; also 
transformers and damping rollers, and stators, rotors, current 
collectors, magnet poles, and brush-holders, when exported 
separately. 


Book Notices. — “ Science Abstracts.’ A and В. 


Vol. ХХ. Part 5. May 26th, 1917. London: E. & F. N. Spon, 
Ltd. Price 1s. 6d. each net. 

" Proceedings of the American Institute of Electrical Engineers.” 
Vol. XXXVI. No. 5. May, 1917. New York: The Institute. 
Price $1. 

"The Canadian Patent Office Record and Register of Copyrights 
and ‘Trade Marks.” Vol. XLV. No.1. January 31st. 1917. Ottawa: 
J. de L. Tache. Price 20 cents. | 


Catalogues and Lists. — Гик PowkR РАТ Co., LTD., 
West Drayton, Middlesex.—Leatlet relating to flexible couplings in 
t variety of patterns. 


Messrs. W. T. HENLEY's TELEGRAPH Works, Lro., Blomfield 
Street, E.C.—Folder riving details of a few of the Henley terminal 
boxes, wall type-stocked ready for delivery ; also the Henley lead- 
cone gland and porcelain terminal ends. Revised list No. U104 (fifth 
edition) consists of 108 pages of well illustrated particulars, with 
tabulated sizes, reference numbers, and prices of a variety of Henley 
terminal boxes. The several sections deal with the following manu- 
factures :—Lead cone and standard wiping glands, terminal boxes 
for indoor use, ditto for outdoor use, terminal boxes for telephone 
and multicore cables, colliery terminal boxes, porcelain terminal 
ends, miscellaneous boxes, and accessories. Since the last edition 
appeared, several additions have been made, and in the telephone 
terminal box section large reductions in prices have been made. 

. BRITISH” THoMsoN-HorsTON gCo., LTD., 77, Upper Thames 
Street. London, E.C. - New 4f-paze list (No. 10.5554), containing 
very full information, with illustrations, prices, &c., of ^" Eye-Rest ` 
indirect lighting fittinys, Several new types of fittings are included. 
The contents show the extent to which the " Eye-Rest ` equipment is 
now adapted for use with half-watt type lamps. The new list 
alao contuing coniplete details and illustrations of lighting: installa- 
tions, giving full illumination data and tables of values, thus 
permitting the ready solution of lighting problems with this form 
ef lighting equipment. Special attention is drawn to the new 


^ 


. Transvaal Power Co. Ltd.. for an increase of the statutory per- 


* 


" Eye-Rest " Portables, employing the indirect lighting equipment 
with half-watt type lamps with floor and table standards, thus 
giving an equipment which is independent of a ceiling fitting and 
can be used in any part of the room or removed from room to 
room as conditions require. The list is being distributed to all 
holders of B.T.H. Lamp and Wiring Supplies Handbook Binders, 
and copies can be obtained on application to the Lamp and Wiring 
Supplies Department at the address given. 

LIGHT ELrEctRic Motor Co., Baltic Street, Dundee.—A set of 
illustrated leaflets dealing brietly with various portable electric 
tools—electric drilling machines, electric grinders, motor-driven 
pumps, and grinding and polishing machines—and giving prices of 
same. 

Spain.— A new company has lately been formed at Palma 
de Mallorca with a capital of £20,000 and the title La Sociedad 


Eleetro-Mecanico Industrial. to carry on an electrical and engineer- 
ing business. ` 


Bankruptcy Proceedings. — Brown, FREDERICK, elec- 
trieian, Llanelly.— First ‘and final dividend, 8s. in the £, payable at 
Official Receiver's Office, 4, Queen Street, Carmarthen. 


Excess Profits Duty. — The Board of Referees hag 


ordered, in response to an upplication by the Victoria Falls and 


centaye as respects "the business of supplying in bulk electrical 
power and power in the shape of compressed air in the Transvaal 
Province of the Union of South Africa,” that the statutory per- 
centage be increased to 9 per cent. in the case of companies or 
other bodies corporate and to 10 per cent. in the case of any other 
trade or business. 


Liquidations.—Isaxia, Ттр. —'Гће controller, Mr. G. S. 
140, Leadenhall Street, E.C.. has applied for his release. 


Trade Announcement.—Mr. F. Evinr, who represents 
the Klein Engineering Co. (1908), Ltd, and the Timbrell and 
Wright Machine Tool and Engineering Co.. Ltd.. has removed to 
159, Victoria Street. Westminster. Telephone : * Victoria 4561." 


For Sale.—Messrs. C. A. Tricks & Son will offer for 
sale by anction. at Bristol, оп June 12th and 13th, the electrical 
stock in trade, fittings, &c., of Mr. C. M. Simpson. Particulars are 
given in our advertisement pages to-day. — 


LIGHTING AND POWER NOTES. 


Belfast. —STRIKE.—On the Ist inst. 72 semi-skilled and 
unskilled labourers employed at the Corporation electricity works 
went on strike for higher wages. The men contended that they 
should have had a rise of 5s. per week when that advance was given 
some weeks ago by the Committee on Production to the engineers 
and the members of certain Federated Unions in the employment. . 
of the Corporation Tramways. An arbitrator is to be appointed by 
Sir George Askwith, with a view towards au adjustment of the 
question. On the two days of the strike the services of light and 
power were carried on as usual. 


Birmingham.— Year's WORKING.—The annual report 
of the Corporation electricity department for the year ended March 
3st last, shows that the total number of units sold was 149,724,637 
as compared with 137,016,321 units in the previous year, repre- 
senting a revenue of £717,831, as compared with £498,962; over 
29.000.000 of the 32,718,316 increase in the units sold was for 
extra-high-teusion current, the increase in this item alone being 
over 55 per cent. The output for lighting and power, exclusive of 
tramways, shows an increase of 35 per cent., while the money 
value of this supply shows an increase of 50 per cent. After 
meeting all charges for interest and sinking fund, there is a 
balance of £67.794, of which sum £10.000 has been transferred to 
renewals, and the balance it is proposed to pay to the credit of the 
rate account. 

In order to facilitate the handling of coal the Committee recom- 
mends the purchase of additional land at Nechells for railway 
siding accommodation, ata cost of £1,600. 

The award of the arbitrator, Mr. W. W. Mackenzie. K.C., 
appointed by the B. of T. to consider the application of the em- 
ployés of the gas. electricity supply, tramways, and water depart- 
ments of the Corporation for an additional, 5s. 6d. per week has 
been received. The grant is of 5s. per week for the first full pay 
day following the award, which is dated May 22nd. 


Bray (Co. Wicklow).—Electric power has been installed 
in a new hosiery factory opened by the Technical Instruction 
Committee. | 


Canada.—The Ontario Hydro-Electric Commission has 
purchased the Ontario Power Co.'s plant and its transmission lines 
from the Niavara Falls for $22,000,000, as an addition to the 
Governinent-ow ned electric system of the Province. 


* 


Pd 

Colne.— There has been а loss on the electricity under- 
taking for the past vear of £1.30), due to the increased cost of 
produeing current, price of coal, wages, and diminution of income 
from lighting. 
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Continental.—lITArny.—H.M. Embassy in Rome reports 
that the Ministry of War has been authorised to advance the sum 
of about £800,000 to the Ministry of Public Works, which, in 
agreement with the railways administration, will undertake the 
immediate installation of hydro-electric plant for the production 
of power. The power generated will be placed at the disposal of 
factories working under Goverrment control, but the installations 
will eventually puss under the control of the railways adminis- 
tration, and should the railways administration have no immediate 
. use for them the Ministry of Public Works will operate them for 
account of the railways.— Board of Trade Journal. 


Dublin,—Considerable discussion recently took place in 
the Council on the decision of the Special Committee providing 
for the appointment of Mr. M. Ruddle, city electrical engineer, to 
control the electrical undertaking for a period. It was complained 
that the Council had had no opportunity of considering the 
decision, and eventually it was decided that the matter should be 
dealt with at a special meetiny of the Council. 


Exeter.— The City Council has passed a resolution urging 
that municipal electrical authorities should have greater repre- 
tation on the B. of T. Electricity Committee. 


Folkestone.—E.L. PURCHASE DEFERRED.—The T.C. has 
decided not at present to give notice to purchase the undertaking 
of the Electricity Co. The next period which gives the Council the 
option is віх months before July 2nd, 1918. 


Greenock. — The Harbour Trustees have — recently 
brought into use a fitting-out crane of the electric cantilever type, 
made by Sir William Arrol & Co. It deals with 150 tons at a 
maximum radius of 85 ft., and reduced loads at greater radii up 
to 132 ft. The overall length of jib is 230 ft., and a hook lift of 
150 ft. above the quay is possible. - 


Hebden Bridge. — BULK Suppiy  PnoprosArs. — The 
U.D.C. has decided to consider a report in Committee as to the 
purchase of a bulk supply of electricity from the Halifax 
Corporation. 


London. — HackNEvy. — The recommendations of the 
‘Electricity Committee for a general increase in the price of elec- 
tricity having been referred back for further consideration, the 
Council considering the present not an opportune time to 
determine upon a comprehensive revision of the scale of charges, 
the Committee recommended that the rates for lighting. cooking, 
and other domestic purposes and for power and charging batteries 
should be increased by a further 10 per cent., and the Council 
agreed. 

Nottingham. — Ykaun's WORKING. — A ‘preliminary 
announcement regarding the past year’s working of the Córpora- 
tion electrical undertaking states that 14,717.000 units were sold, 
being 862.000 more than in 1915-16, the increase being due to the 
growing power load, in connection yyith which 2,155 motors of 
9.420 H.P. are in use. New connections during the year reached a 
record; there are now 5,007 consumers and three generating 
Stations —viz., Talbot Street, 6.810 H.P. ; Nt. Ann's, 9,500 Н.Р. ; and 
Easteroft destructor station. 720 Н.Р. : making а total of 17,030 H.P. 


Salford.—Y EAn's Workinc.—The annual report of the 
Corporation electricity department for the year ended March 31st 
last shows that the total output sold amounted to 29,572,331 units, 
as against 24,856,435 units in 1916. The revenue increased from 
£133,764 to £150,953, and after meeting operating expenses, the 
gross profit was £70,924: the net profit, after the payment of 
interest and sinking fund charges, was ¢21,354 as compared with 
£16,598 in the previous year. The average working cost per unit 
sold was :—'538d., as compared with ‘504d. in 1916 and "5614, in 
1915, the cost of coal per ton being 12s. 23d. for 1915, 15s. 11d. 
for 1916, and 17s. 64d. for 1911. 


Shipley.—The U.D.C.’s electricity accounts for the year 
endéd March 3186 show an income of £16347, as compared with 
£15,497 in the previous year, the increase being chiefly due to 
enhanced sales for power. The cost of coal and labour increased 
by £1,680, and loan chárres increased by £410. It was chiefly 
due to the increased cost of coal that there was a loss on the year's 
working of £311. Mr. E. Reynolds, chairman of the Electricity 
Committee, said they had considered how to meet the debit 
balance and future increased charges, and recommended no alteration 
of charges for lighting, but a flat rate of 134. per unit for power 
purposes, and that the previous two advances of 10 per cent. each 
should be increased to 25 per cent. on the scale of charges for 
power, the increases to date from July Ist. This recommendation 
was adopted by the Council. 


Slaithwaite.—The В. of T. 
Eléctric Lighting Order for one year. 


South Africa—According to the British S.A. Export 


Gazette, the new municipal tailoring department at Johannesburg 
is being equipped with electrical sewing machines, irons. and other 
appliances. 


Southport.—Wan Bonus.—The war bonus recently 
granted to the Corporation employés will increase the amount paid 
under this head by £6,000, bringing the total to over £10,000. 
Including other bonuses and war allowances, the total additional 
expenditure owing to the war is over £20,000, and nearly equal to 
a rate of 104, in the £. 


has extended the 1914 


Spenborough.— Wacrs.—The employes at the Council’ 8 
electricity and destructor works have made application for an 
advance in wages. The Electricity Committee has appointed 
Messrs. Blackburn and Heywood to discuss the matter with 
representatives of the men. 


Todmorden.— During the past ua the Corpore tion 
electricity undertaking sold 422,000 units, of which 321,536 were 
for power, the maximum load being 290 Kw., and load factor 
16°6 per cent. The total connections to the mains were 785 KW., 
made up of lighting. 359 KWw.; power, 362 KW.; and heating, 
63 kw. The average works cost was 2'19d. per unit sold; the 
average price for lighting was 4'85d., and for power, l'15d. per 
unit. The question of increasing the price of energy is now before 
a Sub-Committee. 


Worcester.— YEAR’S WorKING.—The accounts of the 
Corporation electricity undertaking for the year ended March 31st 
show a profit of £812, but new plant to the value of £986 having 
heen provided out of revenue, there is a deficit of £173. A record 
output had been obtained from the hydro-electric plant on the Tame 
at Powick. and the engineer, Mr. C. M. Shaw, suggests that the water 
power at Diglis Weir, on the Severn, should be utilised, as he con- 
xiders that 14 million units per annum can be generated thereby, 
and a substantial margin of profit, at a selling cost of a 4d. per 
unit, obtained.— Birmingham Daily Post, 


Yeovil.—The B. of T. has extended the Yeovil Electric 
Lighting Order of 1914 for a year. 


TRAMWAY and RAI RAILWAY NOTES. 


Accrington.— F arrs.—The ‘The Tramways Committee has 
recommended that the recently-revised workmen's fares be modified 
as follows :—That the original workmen's 14. fares be fixed at 14d., 


in lien of 2d. recently charged, and the original 2d. farce be: 


increased to 23d. 


Birmingham.—FarEs.—The Tramways Committee is 
of opinion that it is necessary (1) that all existing stages be 
increased [во as to alow passengers to ride approximately two 
miles for 1d. ; (2)that all return tickets be abolished, with the 
exception of those on the 2d. and 2}d. stages ; and (3) that the 
return tickets on these stages be issued to passengers riding before 
8 a.m. at 33d. and 4d. respectively. 


Bolton, —In view of the arbitration proceedings pending 
on the men's applications for a 10s. war bonus, the amount of the 
rate contribution from the Corporation tramway department has 
not been announced, but it is stated that it will exceed the 
estimate of £15,500. Last year the sum was £17,000. The 
Finance Committee of the Council, it is stated, is asking for a 
much larrer rate aid next year, and if this demand is met it will 
mean increased fares. Я 


Burnley.—WaAaEs.—'lhe threatened strike of tramway 
workers in Burnley and 20 other centres has for the time being 
been averted, the B. of T. having intervened. The men and women 
workers asked for 108. per week advance, but the various Corpora- 
tions affected declined the applieation. The Burnley Tramways 
Committee has agreed to refer the matter to the Committee on 
Production, and to join the J.ancashire and Cheshire tramway 
authorities, who are preparing for arbitration upon the same 
application. 

Eccles.— l he London Gazelle for June 5th contains the 
full notice of the intention of the Eccles Corporation to lease the 
tramways within the Borough of Eccles to the Salford Corporation 
for 35 years from 1904. with particulars of annual and other pay- 
menta to be made by the latter in respect thereof. 


Glasgow.— YEAR'S WORKING. was anticipated by 
earlier paragra in the REVIEW, the statistics just issued for 
the financial year of the T.C.'s tramways department show that 
both the traffic and revenue have been greater than ever before— 
the records.easily eclipsing the previous best. The revenue 
amounted to £1,245,508, an increase of £96,243 compared with 
the previous year, while the passengers carried totalled 388,294,876, 
an increase of 25,923,412. The record year is attributed to the 
fact that the suburban train service has been considerably cur- 
tailed and also to the vast increase in the number of women factory 
workers. One of the features in the returns is, while the number 
of passengers carried at each of the several fare denominations— 
3d. to 4d.—was greater than in the preceding year, the increase in 
the number of passengers carried for the 4d. worked out at over 
15,000,000. About 248,000,000 4d. fares and over 100,000,000 
1d. fares were taken. The average track mileage (single) open 
during the year was 196] —the same as іп the corresponding period 
of 1915-16, and the car-mileaye was 25,786.0417— increase 822.735. 
The receipts per car-mile worked out at 11°592d.—increase °543d.— 
and the receipts per passenger at ‘769d., increase ‘008d. 

LOTTERY TICKETS: LEGAL PosItion.—Public interest in the 
position of the prize drawing promoted by the Tramways Depart- 
ment to raise money for war charities, is extending. About 10 
days ago the Lord Advocate declared that the “draw " was of the 
nature of à lottery, and stated that he would be glad to hear what 
the T.C. had to say in the matter, while the General Assemblies of 
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the Scottish Churches condemned the movement as an incentive to 
publie gambling. The Committee suggested that the Lord 
Advocate should receive a deputation, and hear the case stated, but 
the Chief Crown Officer for Scotland asked that the communi- 
cations be confined to writing. At a meeting of the Committee, 
this week, the whole position was discussed, and several letters 
were „Submitted from representative bodies and publie men 
герои the country, strongly supporting the "draw," and 
urging its extension to other large tramway systems. The 
question of the relation of the Art Union to this "draw " was 
discussed, and while it was recognised that probably the tramway s 
efforts would not meet the precise terms of the Art Union Act of 
1816. which recognised associations having for their object the 
distribution by ballot of works of art, or of money prizes to be ex- 
pended on the purchase of works of art. it was thought that, either 
by an extension of the statute referred to, or by the passing of a 
special Act authorising the tramway prize-drawing, and such like, 
but confining the working thereof to public authorities, there might 
be legalised what was regarded as a technical breach of the statute. 
The Lord Advocate is again to be written to for an interview. 


- Hull —Year’s WonkiNG.— The annual accounts of the 
Corporation tramways for the year ended March 31st show total 
receipts amounting to £170,175 and a total expenditure of 
£172.621, leaving a deficit of £2,449, which has been taken from 
the reserve fund. During the year, 24,686,015 passengers were 
carried at 14. fares and 29.439.168 at 4d. fares, the total fares 
showing an increased value of £2,215 on the previous year. 


Keighley.—It is understood that intimation has been 
made by the Chief Industrial Commissioners Department of 
the B. of T. to the Corporation tramway employés, recently on 
strike for a higher war bonus for the women, that the dispute has 
been referred to arbitration. which will be heard locally at an early 
date. 

The Tramways Committee has recommended the discontinuance 
of the issue of cheap prepaid tickets, and the establishment of а 
uniform fare of 1d. for passengers over 13 years of ave for a con- 
tinuous journey of any distance between any two termini on the 
local service. 


Lancaster.— YEARS WorKING.—At last week's meeting 
of the T.C. it was reported that there was an actual deficit on the 
tramway undertaking for the past year of £69, but this was 
unusually small, and the chairman of the Tramways Committee 
expressed confidence that they were getting near the day when the 
tramways would pay. 


TELEGRAPH and TELEPHONE NOTES. 


Church Telephones.—The worshippers in the St. George's 
Road Congregational Church, Bolton, have had an installation of 
electric charch telephones put in to enable partially deaf people to 
participate fully in the services. Fixed in front of the pulpit is 
the transmitting instrument, with wires to the pews connected, 
where worshippers will use mreauepreuus receivers, 


Edinburgh-Glasgow Telephone Service.—According to 
the Telegraph and Telephone Journal, a new underground cable 
between Edinburgh and Glasgow has enabled a service of junction 
quality to be provided between a large number of telephone 
exchanges on the east and west of Scotland respectively. 


Hull,—An arbitration award gives concessions as follows 
to employés of the Hull Corporation telephone service :—58. to men 
and 48. а week to women earning under 3Us.; 4s. and 3s. to those 
exceeding 30s. and under 608. ; and 5з. and 3s. üd. to those exceeding 
603. & week and not exceeding £250 a year. As‘ & consequence, 
the Corporation is consideriny whether it will be necessary to 
increase the tariffs. 


Post Office Revenue and Expenditure.—When the 
House of Commons on Tuesday went into Cammittee on the vote 
of £13,400,000 for the Post Office, Mr. Illingworth. in his state- 
ment as Poatmaster-General on the work of the Post Office, said it 
had been rendered specially difficult by reason of the fact that 
15.000 of the younger men had been called up for military service, 
of whom. he regretted to say, 3,829 had been killed. Decorations 
had been bestowed in 755 cases. 


The net revenue for 1916-17 was de 
As against, in 1915-16  ... € exo &4430,000 
And in 1913-14 ГДЕ ГАДА соо ese £ 6,055,000 


The explanation was that an enormous amount of work was 


£2.320,000 


done for other departments for which the Post Office had not been | 


paid. As to the telephones, the estimated additional revenue from 
the alteration of the flat rate was £250,000 ; the actual additional 
revenue for 1916-17 only amounted to £120.000. By the end of 
the present financial year the revenue from this source would pro- 
bably amount to £230,000. The actual additional revenue from 
increased trunk fees for 1916-17 was £220,000. Capital expendi- 
ture had been kept down as much as possible. The London capital 


expenditure for 1915-16 was £370,000, and for 1916-17 £93,000. 
In the Provinces in 1915-16 the expenditure was £882,000, and in 
1916-17 £196,000. The number of paid telegrams was still de- 
clining. It was 16 per cent. lower in 1916-17 than in 1913-14, 
and 13 per cent. lower than in 1915-16. The ordinary traffic had 
fallen from 72,199,000 in 1914-15 to 54,219,000 in 1916-17. - The 
number of Government ` telegrams dispatched free had increased 
from 617,000 in 1913-14 to 8,012,000 in 1916-17. The net receipts, 
however. were only £50,000 less than last year, and more than 
£300,000 over the receipts of 1913, attributable to the increase 
of the rate from 6d. to 9d. — Daily Telegraph. 


The Coming-of-Age of Wireless Telegraphy.—In the 
Wireless World for June, Dr. J. A. Fleming points out that this 
month marks the completion of 21 years from the date of Senatore 
Marconi's fitst British patent, embodying the use of the aerial wire 
and the earth connection, which provided the key to success in 
etheric telegraphy. Dr. E. W. Marchant also writes in the same 
issue on the remarkable achievements of the period. A 
biographical note sketches the career of the distinguished inventor 
himself, and an historical resume describes the progress of the 
Marconi system from the commencement. As a proof that wireless 
signals could now be sent round the earth with only two relays, it 
is stated that the San Francisco Marconi station is easily readable 
at Clifden, Co. Galway; the station at Nauen, near Berlin, at 
Funabashi, арап; and Funabashi at San Francisco. 


a 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia, —SYbNEY.— August 22nd. N.S.W. Govern- 
ment Railways and Tramways. Thirty-six induċtion motors 
(Specification No. 488). September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

MELBOURKE.— July 25th. Victorian Railways. Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway. Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street, Melbourne. 


Newport (Mon.).— June 9th. Tramway Department. 
Construction of the Newport Light Railway, Section No. 2. ^ See 
" Official Notices " Tune lat. 


Spain.— The municipal authorities of Berlanga (Province 
of Badajoz) have lately invited tenders for the concession for the 
electric lighting of the town during a period of six years. The 
concession for the electric lighting of the town of Deva (Province 


.of Guipuzcoa) for ten years was also recently put up to tender. 


York.—June 11th. 


electricity works (approximately 17.000 tons). 
Electrical Engineer. 


Coal for one year for the Corporation 
Mr. J . W. Наше, 


CLOSED. 


Birmingham.— Corporation :— 


Vaughan Crane Co.— Electric hoist, £3,095. 
British Thomson-Houston Co., Ltd.—Turbo- -exhauster, £1,696. 


^ 


Glasgow.— T.C. Gas Contracts Committee :— 


Malcolm & Allan, Ltd.—Work and material for the electrical installation 
to benzol plant at Tradeston Gas Works. 

Allan, Arthur & Ure.--Flectric light installation at the small hall of the 
Coupar Institute, Cathcart, £178. 


The Trustees of the Clyde Navigation :— 
Carbons.— John T. Cartwright, and General Electric Co., Ltd. 
Cab tire eable.—Johnson & Phillips, Ltd. 
Switch, plug, and fuse boxes.—Dorman & Smith, Ltd. 


Manchester.—Electricity Committee. Accepted tenders : 


Cable.—W. T. Glover & Co., Ltd.; Callender's Cable and Construction 
М Co., Ltd. 

Steelwork for boiler house.—Morton & Co., Ltd. ' 

Turbine-driven boiler feed pups & J. Weir, Ltd. 


Salford.—T.C. Accepted tenders :— 


Albion Clay Co., Ltd.—Stoneware conduits for supply to the Manchester 
Ship Canal Co.'s Irwell Park W harf, £419. 

British Westinghouse Co.—8w itchgear at Irwell Park Wharf, £410; 
н.т. switchgear in connection with cnblc to be laid to Trafford sub- 
station, £363; ditto, at Blackfriars sub-station, £378. 

W. T. Glover & Co., Ltd.—Lead-covered feeder cable, £2,474. 

Bertram Thomas.—L.T, sw itchgear at Blackfriars, £492. 


Todmorden.—1,000 tons of coal for the municipal 
electricity depart ment : Mr. James Mitchell. 
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FORTHCOMING EVENTS, 


Physical Society of London.— Friday, June 8th. At 5 p.m. At the Imperial 
College of Science, South Kensington, S, W. Ordinary meeting. 


Royal Institution of Great Britafn.—Friday, June &th. At 5.30 p.m. At. 


bemarle Street, W. Lecture on “ Industrial Applications of Electrons,” 
by Prof. Sir J. J. Thomson, Pres. Б.В, 
Saturday, June 9th. At 8 p.m. Lecture VI, on “The Electrical 
Properties of Gases," by Prof. Sir J. J. Thomson, Pres. R.B. 


Salford Technical and Engineering Association.—Saturday, June 9th. 
Visit to Messrs. Taylor Bros. & Co., Ltd., Tratford Park. 


North of England Institute of Mining and Mechanical Engineers. — 
Saturday, June 9th. At 2 p.m. At the Wood Memorial Hall, Newcastle- 
ou-Tyne. General meeting. 


Institution of Mining Engineers.— Friday, June 15th. At 1l a.m. At 
. Burlington House, Piccadilly. General meeting. 


——— 


OUR HALF-YEARLY INDEX. 


As it is necessary to effect every possible economy in 
paper consumption, the Index to Vol. 80 of the ELxc- 
TRICAL REVIEW, which will be printed in the course of a few 
weeks, will be supplied only to those who, through the post, 
specially apply for it. To such it will be supplied for .3d. 
post free. Any reader or advertiser at Home or Abroad 
who requires a copy for binding, or for other purposes, is 
asked to make application therefor promptly to: The 
на ELECTRICAL Review, 4, Ludgate Hill, London, 
C. 4. 


NOTES. 


Electrification of the Suburban Lines on the French 
ate Railways.— Although hampéred by the war, the work of 
ectrification of the suburban lines of the Chemins de fer de 
Etat is being proceeded with. and some interesting details of the 
juipment are given by A. Soulier in Za .Vature for May 19th. 

The supply will be three-phase at 15,000 volts and 25 cycles, 
nd will be derived from two generating stations. The current 
hus produced will be transformed at sub-stations into continuous 
urrent. The generating stations themselves are not yet complete, 
iut one of the largest transformer sub-stations has been finished — 
'iz., the Cardinet sub-station. 

This sub-station has been built to deal with the power 
equired by the section over which traftic is heaviest. It is 
livided into two parts—viz.. the traction sub-station, where the 
three-phase supply is received at 15.000 volts and 25 cycles. and 

the power and lighting section, where the H.T. three-phase supply 
is transformed to 5,000. volts. In the latter section, the pressure 
has had to be reduced to 5,000 volts to permit of using the vear in 
the old sub-station, which was arranged to work at this pressure. 

The current, arriving at these two pressures, is carried to a 
distributing centre which permits either of its distribution to 

neighbouring sub-stations or of its use in the Cardinet station 
itself. Groups of special transformers permit of changing over 
from one pressure to another. The frequency is the same at all 
pressures, so that if an accident happens to one supply line, another 
can be substituted, thanks to a suitable combination of trans- 
formers. Section switches, pressure regulators, hghtning arresters, 
&c., are provided where the н.т. current enters the sub-station. 
Before reaching the transformers the current has to pass through 
Bpecial safety-cooled oil switches. 

Traction Section of Sub-Station.—In this section the H.T. current 
ia transformed down to 650 volta —i.e.. the track pressure. After 
the voltage of the alternating current has been reduced, the supply 
is fed to the rotary converters. There are at present four con- 
verters installed, each of 1,500 Kw., thus giving a total output of 
6,000 Kw. Two others will be installed of the same power. The 
section is provided with two large fans, each absorbing 40 H.P. and 
driven by an asynchronous three-phase motor : they remove the hot 
air from around the transformers, and keep the temperature within 
reasonable limits. It is estimated that 5 per cent. of the total 
energy involved in transforming is lost in the sub-station in the 
form of heat. 

The converters are of the 12-pole six-phase type—i.c.. having six 
lip rings connected in pairs to the secondaries of three single-phase 
ranaformers. the primaries of which, at 15.000 volta. are star- 

mnected. ‘These machines start up on the three-phase current 

1d come into step automatically. 

Lighting and Power Section.—Two groups of converters of 

0 Kw. have been installed, and there is room for a third. Each 

пр comprises a three-phase 5,000-volt synchronous motor coupled 

& 600-Kw., 500-volt generator. The motors have squirrel-cage 
ors. | 
уо balancing generators, each of 100 KW., at 250 volts, coupled 
ther, serve to balance the two three-wire distributing bridges 
th feed tbe neighbouring stations. Two storage batteries 
complete the'equipment. 

Rolling Stock—The motor coaches each have two drivers’ 
stands (one at each end). They are of the latest type, mounted 
on triple axle bogies: each of the two end axles of each bogie 
ls provided with a 160-H.P. motor, so that the car has -available 


640 H.P., ie. 8 H.P. per ton weight. since the total weight under 
load is 80 tons. The coaches are coupled up on the Boirault 
system, which prevents the accidents which so often happen when 
а man has to pass between the buffers. The third rail of the system 
is somewhat different from those generally adopted. Contact can 
be made by the slipper either above or below the rail. 


Volunteer Notes, — County or LONDON ENGINEER 
VOLUNTEERS (FIELD COMPANTES).--- Headquarters, Balderton Street, 
Oxford Street, W. 


Orders for the Week. By Líeut.-Colonel C. B. Clay, V.D., Commanding :— 

Monday, June llth,—'l'echnicul for No. 3 Company, Right Half Coinpuny, at 
Regency Street. Drill, No. З Company, Left Half Company. Signalling Class. 
Recrnits’ Drill, 6.30. : | 

Tuesday, June 12th.—Lecture,6.30, Sergeant Instructor Higgs, ** Pontooning.’’ 
Physical drill and bayonet fighting, 7.30. 2 

Wednesday, June 13th. —Drill, No. 1 Company, Right Half Company. 6.15. . 

Thursday, June Mth.-—Drill, No.2 Company, Right Half Compauy. Ambulance 
Class, 6.30. Signalling. 

Friday, June 15th.—Technical for No. 3 Company, Left Half Company, at 
Regency Street, Drill, No. 3 Company, Right Half Company. Recruits' Drill, 
at 6.30 to 7.30. : 

Saturday, June 15th.- Commanding Officer's Parade, 8.0, at Putney Bridge 
Station, for Route March. 

Sunday, June lth.-—Parade Clapham Common (Tube Railway),:9.45 a.m., 
for work at Bombing School. Uniform. Rations to be carried. 

MACLEOD YEARSLEY, Adjutant. 


Electricity Works Holidays.—1n considering the arrange- 
nents to be made for the annual leave of the staff and workmen 
under its control, the Lighting Committee reported to the 
Islington Borough Council that with regard to those employés who 
had not been in the service of the Council for 12 months, and who, 
under the existing regulations, were not entitled to an annual 
holiday, it was of opinion that it was in the interest of both 
the Council and the employés (having regard to the present 
abnormal conditions), that the latter should be granted some respite 
during the summer months. The Council agreed with the view 
put forward, and the electrical engineer was instructed to make 
arrangements accordingly.—.Morning Advertiser. 


British Engineers’ Association.—Mr. Wilfrid Stokes, 
president of the British Engineers Association, presided, on 
Wednesday last, at an extraordinary general meeting held to adopt 
the new memorandum and articles of association which had been 
approved by the Board of Trade. The meeting was attended by 
members from all parts of the country, and after the formal reso- 
lutions had been passed. considerable interest was taken in the 
discussion on the wider programme of the Association. Mr. 
Stokes explained that the necessity for the new powers contained 
in the memorandum had arisen from the fusion of the Manchester 


‘movement for the organisation of the British enyineering industry 


with the British Engineers’ Association. In order to give manu- 
facturing engineers the advantage of close consultation with large 
buyers, users and others, new classes of membership had been 
created for the Engineering Departments of Public Services and 
companies and for individual engineers. | | 

Mr. Harry Allcock stated that the circular letter issued to 
members with regard to the proposals for the organisation of the 
Association into Trade Sections had met with a most encouraging 
response, showing that this action would meet a felt want. It was 
explained that there was no suggestion of interfering in any way 
with existing Associations already formed for certain branches of 
the industry. but that these would be invited to co-operate with 
the British Engineers’ Associatiofl. 

Mr. Arthur Jacob dealt with the question of engineering educa- 
tion and research. and. on his proposal, it was decided to form a 
Sub-Committee to formulate a scheme for the co-ordination and 
extension of the educational and research movements at present 
in existence. | 

'The President briefly reviewed the history of the Association's 
operations in China, and referred to the greater interest being 
taken by the Foreign Office in trade developments in that country, 
as evidenced by the assistance given by Mr. Archibald Rose, H M. 
Commercial Attaché at Shanghai, during his visits to the com- 
mercial centres of this country. The Association is considering 
the adoption of an extensive educational and pioneering scheme in 
China on behalf of the British engineering industry. 

Mr. Stokes. in his remarks on the difficult problems of after-the- 
war reconstruction, which included the relations of Capital and 
Labour, the future control by the Government of industry. the . 
extension of overseas trade, transport and shipping questions, and 
research. urged upon manufacturers the importance of co-operating, 
in order to find some solution of these questions for themselves. 


Nickel in Ontario.— In the Journal of the Royal Soriety 
of Arts an advance summary of the report of a Commission 
appointed by the Government of Ontario to report on the nickel 
industry of the province is given. It is stated that the nickel ore 
deposits of Ontario are much more extensive and available than 
those of any other country. The electrolytic process of refining is 
the most suitable for Ontario. where electric power is cheap and 
abundant. Two large refining plants are being erected in Ontario, 
one to have an initial output of 15 million:lb. per annum, by 
thermal methods, the other—that of the British-Ainerican Nickel 
Corporation, Ltd., which is controlled, and largely financed, by the 
British Government—to have an output of 5,000 tons per annum by 
the Hybinette electrolytic process. The output of these two 
refineries, added to that of works in England refining Ontario nickel 
matte, will fully meet the entire requirements of the British 
Empire. It is anticipated that the uses of nickel will be greatly 
extended after the war. The electrolytic refining process is 
employed in Norway, the whole output being taken by Germany. 
The report is stated to be a “ veritable encyclopedia of information `” 
on every phase of the nickel industry and trade, 
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Electric Steel. — According to the Tron Aye, during the 
past three years the electric steel furnace has established its position 
аз ап important factor in steel production. The United States 
possesses 136 furnaces, nearly twice as many as a year ayo, and last 
year their output was more than doubled, amounting to 175.000 
tons. The estimated output of electric steel in Germany in 1916 
was 225,000 tons. At least 88 furnaces are in use in this country, 
and the probable output of the world within a year or two after 
the end of the war is estimated at one million tons per annum. In 
addition to the countries named above, Italy and France are 
credited with 29 furnaces each, Sweden with 40, Canada with 19, 
and Russia with 16, while the world's total ia given as 471 furnaces 
for the refining of steel : of these. 131 are of the Héroult type, 
70 Rennerfelt, 50 induction. and the remainder Girod, Stassano, 
Snyder, Electrometals, Greaves-Etchells, &c. The electrical smelting 
of iron ore is also progressing, Sweden possessing 17 furnaces of 
2.000 to 6,000 H.P., with a probable output last vear of 100,000 tons 
of pig-iron. 


X-Ray Equipment.— Ealing Chamber of Commerce has 
undertaken to raise €750 to provide the Ealing King Edward 
Memorial Hospital with an X-ray equipment.-- 77»es, 


Irish Agricultural College and Electricity.—11 con- 
nection with the establishment of a new Agricultural College at 
Mount Mellary, near Cappoquin, Co. Waterford, electrical power 
has been introduced, and electrical training will be one of the 
branches to which students will be invited to vive attention. 
Electric livht in the gardens will be used in the dark of winter 
mornings or evenings to help in urgent work. 


Durban's Electrical Plant.—The Brilish South T 
Ecport Gazette very justly remarks that what Mr. J. Roberts, 
borough electrical engineer, Durban. was able to accomplish for 
the Municipality during his recent visit to England on its behalf, 
suggests that it would not be a bad plan if more officials occupying 
similarly responsible positions throughont the Union were sent 
home now and again for the purpose of investigation and personal 
consultation with experts at this eud. It seems that the armature 
of a high-speed generator driven by a turbine failed, and. on Mr. 
Roberta's advice. the armature-was sent to England for repairs, as 
the work of re- winding was altogether too technical and difficult a 
matter to be undertaken locally. On his own suggestion, the 
Council instructed Mr. Roberts to come to England for the purpose 
of using every effort to get the repairs executed expeditiously, and 
of ascertaining what recent developments had taken place in the 
manufacture of other plant which the Council agreed would 
presently have to be installed." The visit has, we learn, been 
entirely justified by results. Thanks to the fact that he was in 
London, Mr. Roberts was able to buy a spare armature from 
Messrs. C. A. Parsons & Co., Ltd., and have it promptly shipped 
out to Durban. As % matter of fact, it was actually placed in 
service within three months of the original breakdown. With 
reference to the pushing forward of other plant required by the 
Municipality, Mr. Roberta was able to secure early delivery from 
the manufacturers of a larre condenser, which was badly needed, 
as well as of other less important plant long overdue, including 
500-KWw. transformers. In all, by his energy and foresight, the 
. borough electrician appears to have saved the Council much 
valuable time, and local business men a vast amount of incon- 
venience and monetary loss. When we state that the amount 
estimated to be spent is £18,000. and that the total cost to the 
Council of Mr. Roberts's visit was £223. it is not too much to say 
that the expenditure was amply justified. although it was made 
the subject of some criticism by those worthy people who never 
quite realise what it is to be penny wise and pound foolish." 

Our contempo>rary’s remarks are perfectly correct : it pays. and 
pays handsomely. to send the engineer home at intervals of a few 
years, to get into touch with manufacturers, and to study the 
latest developmenta in electricity supply. which is never at a stand- 
still. We have repeatedly observed the beneficial results of such 
visits, and cordially commend this policy to electrical authorities 
in the Dominions and Colonies. 


Nitrogen from the Air.—The National Efficiency Board 
, ha: invited Mr. J. Orchiston, chief electrical engineer to the Post 
and Telegraph Department,to report on his proposal for establish- 
eng an industry in New Zealand for producing nitrates from the 
air. Mr. Orchiston has acquired data dealing with the cost of 
hydro-electric schemes in Germany, Norway, aud Italy: and in no 
case, he said. can electricity be venerated as cheaply as it could 


be done by utilising any of the large falls in the south-western. 


sounds of New Zealand. One of the simplest propositions is that 
presented in utilising the Bowen Falls, in the Milford Sound. He 
estimates that after making full allowances for all continvencies, 
energy could be produced for one-fiftieth part of a penny per unit, 
or 1 H.P. at at а cost of £1 per annum. For nitrogen fixing from 
the air. Mr. Orchiston doubts if there is a more favoured spot in 
the world, for at the Bowen Falls there ia deep water close to the 
side of the sound. and perfect shelter in all kinds of weather.— 
Auckland Weekly News, 


The В.А, Meeting.—As already stated here, the meeting 
of the British Association. which was to have taken place at 
Bournemouth in the autumn, has been cancelled. Annual and 
other members are asked to maintain their subscriptions ая usual. 
as it would be regrettable if the research work of the Committees, 
some of which is of preat importance, in connection with circum- 
stances Вгізіпр out of the war. had to be curtailed. A meeting of 


the General Committee will take place at Burlington House on 
Friday, July 6th, at 12 noon. 


= 


U.S. Electrical Exports.—The electrical exports of the 
United States in 1916 exceeded in value eight million pounds 
sterling, compared with less than four millions in 1914 and less 
than five millions in J915. 


Electric Furnaces for Ferro-Alloys.— The Priestman 
Collieries, Ltd.. made experiments in the manufacture of ferro- 
silicon at Rowlands Gill in a small electric furnace. On the 
strength of the results of these experiments they erected larger 
furnaces, until now they have a 2,000-KW. furnace producing from 


10 to 15 tons of ferro-silicon per day. During the last four or five: 


years they have successfully produced 25 per cent., 50 per cent... 
75 per cent.. and a short time ago 95 per cent. ferro-silicon. the 
latter of which was of exceptional purity. They have now under 
consideration a scheme for the production of from 1,000 to 2,000 
tons of this material per year. The next alloy they took in hand 
was ferro-molybdenum. They experienced considerable difficulty 
in making this alloy, on account of its very high melting point 
and the diffieulty of getting rid of objectional impurities, but are 
now producing an alloy of excellent quality, testing over 80 per 
cent. of molybdenum. At the beginning of the war it was dis- 
covered that there were practically no stocks of ferro-chrome in the 
country. They were asked to make that alloy, and within three 
or four weeks of the outbreak of the war were in ia position to 
supply their customers. Since then they have made large quan- 
tities of all grades of ferro-chrome. with carbon content ranging 
from і per cent. to 10 per cent. Two or three months after the 
outbreak of the war a large demand for ferro-tungsten for the 
manufacture of high-speed steel set in. To make that material 
they erected a special furnace house filled with furnaces suitable 
for the manufacture, and are now producing between 300 and 
400 tons of ferro-tunysten a year.—J/ren and Coal Trades Review, 


Ice on Transmission Line.— During a severe sleet 
storm, Mr. Stuart Van Buren successfully prevented ice forming 
in dangerous quantities on the conductors of a transmission line, 
by usiny the heating effect of the current. This line was of 
‚ double-cireuit construction, connecting a large power house with a 
sub-station 50 miles away. Under normal conditions, the two 
‘circuits were operated in parallel at 60,000 volts. As the storm 
occurred during light-load operation, the. line current was not 
sufficient to produce the desired heating effect. 
decided to use wattless current. 

In order to do this, the two lines were first separated at the 
power house with one generator on each line, but were left in 
parallel at the sub-station end. Next. the field excitation was 
raised to the limit on one machine, and was lowered ая much as 
possible on the other. This set up a heavy wattless current 
between machines, which was forced to flow over the transmission 
lines through the sub-station loop. This scheme as, effective 
in keeping the ice on. the wires wi Дей са 
World. 


Society for Electrical Development.—At the annual 
meeting of the Society, which was held on May Sth, at New York, 
resolutions were passed unanimously pledging the Society to sup- 
port the President in all measures necessary to maintain the honour 
of the country and the rights of its citizens, and to keep business 
moving. including the preparation of all electrical systems for the 
added demands that might be made upon them. Mr. Henry L. 
Doherty was re-elected president for the ensuing year. and Mr. 
W. H. Johnson chairman of the Executive Committee. A Com- 
mittee was appointed to deal with the " Organisation of the Indus- 
try." with Mr. J. H. McGraw as chairman, and two representatives 
of each of the four sections —manufacturers, contractors, central 
stations, and jobbers—each pair forming a Sub-Committee, whose 
duty it is to ascertain what their particular branch of the industry 
wishes the Society for Electrical Development to do for them. The 
"Organisation of the Industry " Committee will then discuss the 
various suggestions, and formulate plana to be submitted at a 
meeting of the board of directors of the Society. The Society 
points out that electricity in every walk of life conserves time, 
labour, energy, and money, and thus can lend powerful aid to the 
country during this time of stress. n 


Appointment Vacant. — Assistant telegraph engineer 
(£360), for the Post and Telegraph Department, Federated Malay 
States. See our advertisement pages to-day. 

Fatality. at Bakewell into the death of 
Joseph Burrows (50). employed at the D.P. Accumulator Works, a 


verdict of “ Nephritis," brought about by the absorption,of lead. 
was returned. 


Legal.—Lonpon Uniten Tramways, 


Lrp.—In the 


| Chancery Court on Tuesday, Mr. Justice Eve granted a motion for 


the appointinent of a Receiver for the London United Tramways 
Co. Ltd. The company. it was stated by counsel, submitted to the 
appointment. Originally £825,000 debenture stock was issued, 
and there had been further issues of stock totalling almost another 
£825,000, The reason for the appointment was stated to be the 
company's announcement of its inability to pay interest on the 
debenture stock due on July Ist. (The matter is referred to in the 
directors’ report, which is abstracted in our " City Notes " to-day.) 


Prohibited Exports.— l'he Supplement to the Board of 
Trade Journal of June 7th contains complete lists of articles 
which, according to the latest information received by the Board 
of Trade, are prohibited to be exported from Norway, Portugal, 
Russia, Spain, and Sweden. The Supplement also contains a 
reprint of the United Kingdom Contraband List in its present 
form. 


‘It was therefore ` 
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The Work of the Central Electrical Laboratory at Paris. 
— Interesting particulars are given of the above institution in the 
current number of the Bulletin of the Société d Encouragement 
pour l'Industrie National. 'The laboratory, whose director, M. Paul 
Janet, is responsible for the article in question, is governed by the 
Société Internationale des Electriciens, under an arrangement with 
the French Government. Its main activities are two :- (1) Tests 
and measurements on instruments and materials carried out for 
the public ; and (2) research work. 

As'regarda (1), the majority of Government departments depend 
on the laboratory for the very varied test work which they require 
carried out. 


The Ministry of Marine entrusts that institution with the tests : 


on new types of storage batteries for submarines and acceptance 
tests on lamps for the Fleet. The tests made for the War Ministry 
include the measurements on instruments used for acceptance tests 
of electrical material, and acceptance tests on electrical material 
used in powder factories. ‘ 

Another department entrusts the laboratory with the testing of 
- lightning arrester, &c., installations on public buildings. For the 
Public Works Department investigations are made into the types 
of meters used by municipalities, &c., for electric supply. 

The laboratory has also carried out important experiments on 
the physiological effects of electricity for a Commission appointed 
by the last-named Ministry. | 

The research work has been of a very varied nature. and com- 
prises :—An extensive investigation into the various qualities of 
carbon used for dynamo brushes ; researches by M. Jouaust on the 
magnetism of iron, its magnetic viscosity, and its permeability at 
high frequencies; MM. Laporte and de la Gorce's researches on the 
dielectric strength of insulating materials under alternating and 
continuous pressures and varying frequencies : and. finally. the very 
considerahje work by M. H. Bureau (now deceased) on’ insulated 
wires and cables and on insulating cloths. 

With regard to the transmission of energy, M. David has carried 
out oscillographic researches on one of the most extensive networks 
in France, i.e., that on the Mediterranean coast, which are very 
valuable and important in that they were made on an actual supply 
system, and not in the restricted area of a laboratory. 

In photometry reference may be made to M. Laporte s investi- 
gations on Violle's platinum light standard— the first experiments 
to be made in France on this subject since the classical memoirs of 
M. Violle. 

Messrs. Broca and Laporte have studied the action on the human 


eye of various artificial sources of light, while Dr. Weiss and 4 


M. Ch. David have carried out & research on the mechanism of 
death by H.T. alternating currents. 

The laboratory has worthily represented France at various inter- 
national conferences, in which connection mention may be made 
of the international experiments carried out at Washington as the 
result of the International Conference on Electrical Units and 
Standards, held in London in 1908. 

Various papers have been published on this question of electrical 
units. 


Irish Peat Utilisation Among various suggestions 
recently advanced for Irish industrial development, one that has 
received a good deal of attention is the utilisation of the 
vast peat bogs of the country for electrical purposes. At the 
annual Congress in Dublin, last week, of the Irish Technical 
Association, Dr. J. H. Grindley read a paper on the peat resources, 
entering a strong plea that the Government and the newly- 
established Research Council shou!d have impressed upon them the 
urgent need for assisting in this direction by research work on 
the basis of nationalisation ; and Dr. J. F. Crowley submitted a 
paper dealing with the cheap distribution of power. Sir Thos. W. 
Russell, Bart., Vice-President of the Technical and Agricultural 
Department, said that the peat question had got into the worst 
possible hands, and warned the Congress that if scientists were 
going to deal with it, they should remember that they could not 
take the peat bors out of the hands of the peasants, to whom they 
were a necessity, without considerable trouble. The president (Sir 
Bertram Windle) said one of the misfortunes of Ireland was that 
the people never really got a grip of the value of research. 

A leading authority on electricity haa written to the Dublin 
Press in protest against Sir Thos. Russell's attitude as closing the 
door to investigation. He points out that there are in Ireland 
3,000,000 acres of fuel bog—-a supply that would last for 1,000 
years—and urges that if science could utilise these deposits it 
would not fail to provide a less primitive method of supplying the 
heat requirements of the peasant, who would readily understand 
that any great development of the country on commercial lines 
would develop him as well. 


Electric Vehicles in Demand.—!n view of the restricted 
supply of petrol, as a result of which a large number of motor- 
ears have had to be laid up, it is interesting to note that a 
demand is arising for electric vehicles, both new and second-hand. 
Thus, in one of the daily papers the other day, there appeared an 
announcement to the following effect :—“ Electric vehicles : good 
prices given for modern cars in good condition, with or without 
batteries." 


“Electric” Freemasonry.— On May 26th, at the install- 
ation meeting of the Electric Lodge, No. 2.087, at the Mitre Hotel, 
Hampton Court, Mr. W. E. Reid was installed in the chair as 
Worshipful Master by his predecessor, Mr. E. J. Willeock. Mr. 
Reid is the son of Mr. E. J. Reid (Reid Bros., Engineers, Ltd.), who 
celebrated the occasion by presenting the Lodge with a banner, 
bearing the names of all the Past Masters of the Lodge. 


селе Dr. Low does not venture to say. 


i | REVIEWS. 


The Two-Slroke Engine. London : 


Temple Press, Ltd. 


By A. M. Low, D.Se. 
Price Js. 6d. net. 


As a scientific investigator who cares nothing for estab- 
lished practice, Dr. Low's views on the subject of two-stroke 
engines are naturally of considerable interest. We do not 
expect any work of his to be a mere catalogue of what others 
have done. Rather do we look for originality and bold fore- 
casting, as when he calls this type of engine " the coming 
forn of internal-combustion engine." This statement of the 
author would seem to relate particularly to automobile en- 
gines, there being little or no reference made to stationary 
engines; thus he sketches ou fascinating design. for a 
three-cylinder two-stroke light cdr which certainly ought to 
be given a trial, as such an engine would be as smooth run- 
ning as a four-stroke six-cylinder. Whether it would be so 
It is true that the 
efficiency of the two-stroke engine can be raised. until it 
almost equals that of the four-stroke, but this is achieved at 
the expense of that. simplicity which is one of the greatest 
charins of the two-stroke design, necessitating the introduc- 
tion of pumps and valves. The author blames prejudice for 
hindering the more rapid adoption of the two-stroke engine 
for motor work, but as Jong as the fuel consumption—a vital 
latter in these severely rationed davs—of the sunpler engine 
is proportionately so much greater that prejudice cannot рох. 
sibly be dispelled. Here, and in other directions, is work for 
the designer. Admittedly the latter has been handicapped; 
thus we agree that ‘ the vast majority of two-stroke engines 
would have been improved by a knowledge of indicator work 
on the part of their designers." Such knowledge, however, 
has been diflicult to obtain, owing to the fact that with the 
exception of the magnetic and oscillating manograph—for 
the introduction of which we hare to thank the ingenuity 
of Dr. Low—it is not practicable to obtain indicator diagrams 
at high speeds with any ordinary form of indicator. We can 
imagine how hopeless would be a card resulting from a run 
of a two-stroke engine doing its 6,000-8,000 revs. per minute ! 
The mention of such speeds, which have actually been ob- 
tained, shows how nearly we are approaching to the internal- 
combustion turbine, as regards frequency of impulses, in the 
two-stroke engine; and this is one of the most imteresting 
possibilities in front of thé two-stroke engine.— С. S. S. 


Gas, Oil, and. Petrol Engines. - By A. GanRARD, Wh. Ex. 
London: Whittaker & Co. Price 5s. net. 


[a 


To condense into 22] pages a "'' description of the construc- 
tion and operation. of the various types of internal-combus- 
tion engines ` is a large order, bearing in mind the enormous 


. advances that have been made in these engines of recent 


years. Clearly, there cannot be given in a work on these lines 
that perfection of detail that would appeal to the expert; 
nevertheless, the author has succeeded. adinirably in his main 
endeavour, which has been to enlighten not the cognoscenti, 
but the engineering student or apprentice and others engaged 
jn engineering works or concerned in the running of internal- 
combustion engines. The account, inevitable in works of this: 
class, of the '" history and development '' of these engines pre- 
cedes chapters on general principles and fuel and combus- 
tion, all being commendably brief and to the point. This 
clears the way to a consideration, first, of gas éngines, then 
of petrol engines, and finally of Diesel and oil engines. The 
general scheme of the author is, after giving a brief '' intro- 
duction ” to each class of prime mover, to describe a series 
of representative engines and fittings. Thus we are told—- 
taking the first example from each class, so as to make no 
invidious distinction—about the Crossley engine, the Rudge- 
Whitworth motor-cvele engine, the four-stroke Diesel, and 
the Ruston-Proctor petroleum engine. The accounts of these 
and nrdnerous other engines are quite well done, and are 
clearly illustrated by half-tone and line blocks. Chapters on 
gas producers, Humphrey explosion pumps and ignition com- 


t 


plete a very useful little handbook.—G. S. 8. 


Elementary Strength of Materials. By Ewart S. ANDREWS. 
London : Chapman & Hall, Ltd. Price 4s. Gd. net. 


Of works on strength of materials a fine assortment exists, 
but, generally speaking, they are of a costly, elaborate, and 
highly mathematical kind. Mr. Andrews's book is none of 
these. It is intelligible, thanks to the adoption of graphical 
methods, to all of average mathematical ability. Not merely 
students, but those engaged in practical designing work, will 
find the book of considerable service. The chapters on test- 


` ing of materials are very helpful, giving as they do an out- 


line of most of the well-known machines for testing materials. 
We miss, however, anv reference to Prof. Dalbv's work on 
this subject, though the automatic load-indicating machine 
devised by Profs. Dixon and Hummel is described and illus- 
trated. The testing of concrete is interestingly dealt with by 
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the author, who is well known to building and architectural 
students. The book as a whole is one that we can heartily 
recommend to those desirous of investigating the elements of 
the subject, but for fuller treatment we must look to some 
more ainbitious work, as, for example, ‘the same author's 
larger work on strength of materials, of which the present 
is in the nature of an abridged edition.—-G. S. S. | 


Engineering Workshop Drawing: First Steps in- Engineering 
Drawing. By Henry J. SrooNER. London: fongmans, 
Green & Co. Price 1s. 6d. net. 


Prof. Spooner has given us a cheap and workmanlike book 
that cannot fail to be of value to all engaged in learning the 
elements of their profession in the engineering workshop 
courses of our technical ins€itutes. Photographs are freely 
and wisely used to show how the various instruments should 
be handled, and these, combined with the 600 odd other 


illustrations, go to make up a really strikingly effective little 
handbook.—G. 8. S. | 


A National System of Economics. By J. T. PEDDIE. Univer- 
sity of London Press. Published by Hodder & Stoughton. 
Price 5s. net. | | 

lt goes without saying that a well-defined and .preconceived 
system of economics is a national necessity—the difficulty is 
to say precisely what the system shall be. "һе present volume 
sets forth the results of the author's study of the problem, 
and this, in сошшоп with many other works on present and 
future economic problems, affords much food for thought. 

The whole question of national economics is, however,. во 

broad and so involved that it is immensely difficult to make 

definite propositions. Yet these it is which are required, 
and probably to a greater extent now than at any previous 


time in our history, and we are not sure that at the present 


juncture the author would not have done better to start off 
with a statement of the 10 aims (which he now states on the 
last pages of the book), and base thereon definite proposals 
as to how they may best be attained—expressing his personal 
views as briefly as might be, and without copious quotations 
from the works of other writers. | 


We do not wish to belittle the present work, for it Tepre- . 


sents the fruit of much thought and labour, but we believe 
such a book as we suggest would be of greater national value. 
What we wish to do is to get our employers and our intelli- 
gent workpeople to formulate definite ideas on national 
economics as relating to their own work, and for the attain- 
ment of this end, the more concise and definite the proposals 


placed in their hands, the better. So much. for our personal . 


views, after expressing which it is only fair to outline the 
treatment which tbe author has given to his subject. 

The first two chapters deal with considerations arising out 
of the Paris Economie Resolutions, and the condifions re- 
quired to make those resolutions effective. | Much useful 
matter is presented concerning the theory of free trade and 
protection and coneerning enemy, allied, and neutral trade 
after the war. Тһе -inflation and manipulation of prices is 
next considered, together with the question as to whether, 
and how, london may remain the gold market of the world. 
The author's speculations are interesting and (so far as can 
be judged) sound, but fresh' problems have been raised by 
America's entry into the war. In discussing the .co-operation 
of Labour in production and politics, the author refutes the 
Marxian fallacies which have consciously or unconsciously 
been adopted by organised Labour in the past. The problem 
of securing sounder relations between Labour and Capital 
is one of the most serious with which we are faced, and the 
author's essay on the subject should contribute appreciablv 
towards its solution. The same remark applies to the next 
chapter, on the economic aspect and problems of modern 
machinery. Here, again, the author upsets many Marxian 
views, and exposes facts which are all too often neglected 
by those who regard machinery as an instrument for robbing 
Labour of its just reward. 

The author regards the minimum wage as the only solution 
to the Labour problem in general, and the best means of 
overcoming " restricted- output" in particular. In the past 
it has unfortunately been the case tlíat workers have de- 
inanded the proverbial yard when given an inch. However, 
the author's arguments are sound, and agree in principle 
with (though they perhaps exceed in optimism!) the views 
which we have expressed for years past. Chapter VII con- 
sists of a powerful plea for agricultural ‘‘ revival," and an 
excellent explanation of the importance of agriculture; since 
these pages were written much has been done perforce which 
ought to have been done long ago. and surely the main lessons 
of national food production have now been driven home to us 
all. Chapter VIIT deals with the equally importaht problem 
of reform in our transportation rates and methods. The 
advantages of a “clearing house" system are well explained. 
The final chapter deals with relative systems of political 
economy and national economies, and consists largely of an 
appreciation of Lists work and the benefit derived therefram 
by Germany. Ву the wav, it ia curious to find a statement 
in the preface that the author felt that his system of economics 
“rested upon a eure and solid foundation’ only after he 
had read List’s '" National System of Political Economy.” 


We believe that this is the best book the author has yet 
produced. It deserves to be widely read and will amply repay 
careful study, and we hope that in due course the author will 
bring out a volume presenting exclusively his own construc- 
tive views in crystallised form. B AUS M. 2 
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ООВ PERSONAL COLUMN. |. | > 
The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of. the profession and industry, 


also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, _. 


Birthday~Honours.—In the list of Birthday Honours con- 
ferred by the King, the following appear :— ' | 

Мг. Н. Pike Pease, M.P., Assistant Postmaster-General, ів 
made a Privy Councillor. | | Ж 

Sir Philip Magnus and Sir Robert Hadfield become 
baronets. | | 

Mr. F. Н. Barker, who has been interested in the develop- 
ment of the Parsons turbine; Mr. T. Gregory Poster, Provost 
of University College, London; Mr. J. A. F. Aspinall, general 
manager of the L. & Y. Rly.; and Dr. R. T. Glazebrook, C.B., 
of the National Physical Laboratory, and a Past-President of 
the LE.E., receive the honour of Knighthood. | 


Central Station and Tramway Officials.—Mr. Favre, tram- 
way traffic superintendent at Leyton, on leaving for a similar 
position at Southend-on-Sea, has been presented. by the staff 
and employés of the Leyton U.D.C. tramways with a gold 
watch and chain. 7 E | Am 

Mr. R. Алм Brown, who was appointed interim electrical 
engineer to Falkirk T.C. in September, 1915—on the occasion 
of the chief electrical engineer, Mr. Harold Ransom, joining 
the Inns of Court O.T.C.—and was later appointed to the 
charge post, has received a cornmission in the R.N.A.S., and 
leaves shortly for the Royal Naval College, at Greenwich. 
The vacancy; it is understood, will be temporarily filled. 

The Glasgow T.C. is to consider the following increases of 
salaries recommended by the Tramways Committee :— 
Messrs. F. W. Christall, mains superintendent, from £365 to 
£380; J. Grierson, civil engineer, from £305 to £320; D. J. 
Liddell, outdoor traffic superintendent, from #895 to £340; 
R. F. Smith, accountant, £295 to £310; G. B. Masterton, 
chief draughtsman, from £295 to. £310; John Crichton, 
cashier, from £270 to £285; and Miss J. Muir, lady superin- 
tendent, £280 to £245. | 

Mr. J. В. FELTHAM, electrical engineer to the Mexborough 
Urban Council, has been appointed engineer-in-charge of the 
waterworks recently acquired by the Council. 

Belfast Corporation Tramways and Electricity Committee 
has appointed Mr. W. G. Morrat, chief engineer of the Bel- 
fast Rope Works Co., mechanical engineer at the Corporation 
electricity works. | ii 

Leek U.D.C. has appointed Mr. FREDK. SwanBRICE, of 
Minehead (Somerget), as chief electrical engineer, at £250 
a year. | | E 

The services of Mr. Tapper, borough electrical engineer, 
Stepney, have been requisitioned by the Government Coal 
Controller for assisting him in the apportioning of coal:to 
electricity undertakings and other large users throughout the 
country. The Government will pay two-thirds salary, and 
Mr. Tapper will devote whatevér time can be spared to the 
conduct of the Stepney undertaking. 


General.—We regret to state that Mr. J. J. INGLIS, chief 
electrical engineer for Messrs. D. Colville & Sons, has.just 
undergone an ‘operation for appendicitis. We are glad to 
learn that the operation was very successful, and that. Mr. 
Tnglis is progressing favourably. . 

Mr. W. Hakrs has been elected Chairman of the Hull Cor- 
poration Tramways Committee, and Mr. CHARLES HWiNE has 
been elected deputy-chairman. | | | 

Colonel А. S. Cooprr, C.M.G., has. been appointed Director 
of Inland Waterways and Docks at the War Office, in succes- 
sion to Major-General A. S. Collard, C.B., now Deputy Con- 
troller of Auxiliary Shipping at tbe Admiralty. 


Reli of Honeur.—Gunner E. Bawcutt, R-F.A., formerly in 
the cable testing department of the India-Rubber Co., Silver- 
town, has been wounded in France. a E 

Captain Freperic Hanps, R.E., formerly in the electric 
light department of the same company, was recently killed 
in France. He was son of Mr. Albert C. Hands, of Snow Hill, 
E.C. Captain Hands joined the Territorials as a sapper in the 
Electrical Engineers about 12 vears ago. He went to France 
in October, 1914, with a Wireless Section, and remained there 
for about eight months, first as sergeant, and afterwards as 
sergcant-major. He then obtained his commission, and to- 
wards the end of 1915 was attached to the Air Lines, and last 
March obtained his captaincy. Captain Hands was Officer 
Commanding a Signal Constructional Corps, and he met his 
death returning late at night from an advanced post. 


—- 
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Private J. BARKER, Loyal North Lancashire Regiment,- 


missing since October last, now officially reported killed in 
action, was employed by Messrs. Dick, Kerr & Co., Ltd., 
Preston. RN 

Lieutenant I. J. CLARKE, of the Canadian Forces, who was 
killed in action on May 19th, aged 94, was in partnership 
with his brother in the Prince Albert Electrical Co. He 
emigrated to Canada several years ago. - 

Second-Lieutenant. HaroLD Ransom, Argyle and Sutherland 
Highlanders, formerly chief electrical engineer under the 
Falkirk T.C., has been wounded in action, and is in a Man- 


chester Hospital.. 

Lieutenant C. Maurice Down, 1st Hertfordshire Regiment, 
now attached R.F.C., has been awarded the Croix de Guerre. 
He has also been recommended for. the Military Cross. 
Sergeant Jonn Dixon, who was employed in the tramways 
department of the Hull Corporation, has been awarded the 
Military Medal. | 

Staff-Sergeant GEORGE MARSHALL, R.E., who, prior to the 
war, was in the employment of the Dundee Electricity Works, 
has been mentioned in dispatches for good work done in 

. France. | 

. Wireless Operator ALFRED Barrett HanwooDb is, missing, 
and presumed drowned in the recent sinking of the Arcadian. 
. Lieutenant J. A. O'SurLIvaN, R.F.C., killed in action on 
May 27th, aged 20, was the only son of Mr. P: F. O'Sullivan, 
chief engineer. of the Dublin United Tramways Co. 

Corporal G. Соок, Essex Regiment, who has fallen in 
action, was with Messrs. Crompton & Co., Ltd.. Chelmsford. 
The Military Medal for bravery in action hás been awarded 
to Private A. SHACKLADY, King's Liverpool Regiment, who 
was formerly on the staff of the St. Helens tramways. 

Sergeant R. GREATOREX, Chief Signaller, Border Regiment, 
formerly a driver on the Corporation tramways at Stockport, 
who gained the Military Medal for gallantry in action, has 
been presented with a lever watch by the Bredbury and 
Romiley .Soldiers' and Sailors’ Recognition Committee. 
` Private CoLLEDGE, formerly at the Rugby works of the 
B.T.H. Co., has been killed whilst dressing. a wounded com- 
rade m the open. | 
. Corporal I. B. LocxkHaRr, Cheshire Field Co., R.E., killed 
^n action, was in the electrical engineering department of 
Lever Bros., Ltd., of Port Sunlight. 

Sergeants J. JACKSON and G. 
were both formerly inspectors in the J.ceds Corporation elec- 
tric lighting department, have died in hospital of wounds 
received in action on May 14th and 15th respectively. 

^. BSecond-Lieutenant J. D. FERGUSON, who was formerly on 
the staff of the Glasgow Corporation tramwavs department, 
after being officially reported missing on April 98th, is now 
. announced to be a prisoner of war. 

Private А. C. Росн, aged 19, who was employed by the 
Kidderminster Electric Tramway Co., has been missing since 
April 28th. | 

Lance-Corporal R. CLIFFORD, Sherwood Foresters. who was 
employed by the Electric Construction Co., Ltd., at Wolver- 
hampton, has been killed in action. 

Sergeant J. T. Deans, Army Cyclist Corps, who was killed 
п Palestine on April 19th, aged 923, was employed by Messrs. 

halmers, Ltd., electrical engineers, of Glasgow. 
. Private-F. WALKER, Canadian Mounted Rifles, previously 
missing. now reported killed, was employed at the British 
Westinghouse Co.'s works, Trafford Park. 


Obituary.—Mn. Ww. Harrur.—We regret to record the 
death, at the age of 65 years, of Mr. William Harpur, city 
engineer of Cardiff. . | КО 


NEW COMPANIES REGISTERED. 


Cathodes, Ltd. (147,620).—Private company. Regis- 
tered June Ist. Capital, £10,000 in £1 shares. Manufacturers and repairers 
Of. copper water jackets for internal-combustion engines, fuses, and other 
Parts of shells, and similar articles, by electrolytic deposition, engineers, 
metallurgists, &c. Agreements (1) with C. E. Peczenik, (2) with N. Bosanquet, 
and (3) between Alastair-Houston-Boswall-Preston and T. Hamilton-Adams. 

he subscribers (each with one share) are: F. W. Darch, 20, Eastcheap, 

Е.С. 3, solicitor; A. Tavlor, Thames House, Queen Street Place, E.C., char- 

tered accountant. The first directors are: T. Hamilton-Adams, N. Bosanquet, 

Sherard @Cowper-Coles, Alastair-Houston-Boswall-Preston, and G. Houston- 
all-Preston. Registered office: 11, Arundel Street, W.C. 9, 


Renew Electric Lamp Co., Ltd. (147,598).—Private com- 
pany. Registered May 3151. Capital £10,000 in 10s. shares (10.000 5 рег 
Per cent. cum. pref.). To take over the business carried on at R3, New 
treet, Kennington, S.E.. as the Renew Electric Lamp Co., with F. Harrison 
and others. The subscribers (each with one pref. share) are: W. A. Ward- 
Ones, -7, Queen Street, Е.С. 4. solicitor; T. J. M. Hume, 124, North View 
oad, Hornsey, N.8, clerk. The first directors are: R. С. M. Delpech, one 
other to be nominated bv him, and F. Harrison. Qualification, £100. Soli- 
Соз: Mawby, Mawby & Morris, 7, Queen Street, Е.С. 4. 


Geo. W. Baker, Ltd. (9,866).—Private company. Regis- 
red in Edinburgh on May 30th. Capital, £2.000 in £1 shares. Electrical 
Ngineers and manufacturers, &c. The subscribers (each with one share) are: 
- W. Baker, 29,- Kengrew Street, Glasgow; J. Smith, Machrihanish, hotel 
Proprietor. The first directors, are: С. W Baker and ] Smith. Registered 
office: 19, Biythswood Square, Glasgow. - ў 


W. JACKSON, brothers, who | 


OFFICIAL RETURNS OP ELECTRICAL 
COMPANIES. 


Tyne Electric Steel Foundries, Ltd.—Issue on May 10th, 


1917, of £1,500 debentures, part of a series of which particulars have already 
been filed. . 


Tuke & Bell, Ltd.—Mortgage on proceeds of 16 muni- 
tions contracts, dated May 14th, 1917, to secure all moneys due or to be- 
come due from company to London City & Midland Bank. 


Alert Electrical Co., Ltd. (78,971).—Capital, £2,000 in 
£1 shares. Return dated February 28th (filed May Sth), 1917. 708 shares 
taken up; #708 paid. Mortgages and charges: Nil. | 


М 


CITY NOTES. 


Revenue for 1916, £558,866. After in- 


Metropolitan cluding the bulance brought forward from 
Electric 1915, and deducting all expenses charge- 
Tramways, able to revenue, including a provision of 


td. £22,158 for future reconstruction and re- 

newels, £37,706 remains, out of which 

£11,015 is put to reserve, £25,000 is required for preference 
dividend, and‘ £1,781 is to be carried forward. The traffic 
receipts, after adjustment of accounts with the L.C.C. in 
regard to through running services, amounted to £504,338, 
showing an increase of £43,515. This increase is more than 
swallowed up by the increase in working expenses. Passen- : 
gers carried: 1916, 105,109,403; 1915, 89,656,054. Average 
receipt per passenger: 1916, 1.16d.; 1915, 1.23d. The units 
sold by the North. Metropolitan Electrical Power Supply Co. 
were 53,352,819, as against 39,457,712 in the previous year. As 
a result of the abnormal cost of fuel, they gross profits of the 
Power Co. show a decrease of £4,081. Meeting: June lith. 


Mn. P. E. BracnmcnorT presided at the 


Electric annual meeting on May 3lst. Не said 
Construction that the accounts again showed consider- 
Co., Ltd. able improvement. The gross profit from 


| manufacturimg and contracting was 
£103,000, against £88,500, an increase of £14,500, and the net 
profit £51,500, against £43,200, an increase of £8,300. The 
increase in net profit was about 20 per cent., which, having 
regard to constantly increasing prices of all materials and 
higher rates of wages, was very satisfactory. Increases in 
wages were regulated by the Ministry of Munitions, and were 
generally put into operation with only short notice, but 
under existing conditions this might be unavoidable. As no 


* corresponding increase, however, could be obtained on cur- 


rent contracts, they would realise how difficult it was nowa- 
days to frame accurate estimates. For example, on April Ist 
an increase of 5s. per week was granted to all workmen, and 
a war bonus of 10 per cent. to the weekly staff. The work 
in progress on March 31st (which was greatly in excess of 
any previous year) would have to bear the full increase, and 
the estimated profit accruing for the new financial year would 
be somewhat reduced. It was to be hoped, therefore, that if 
and when further increases were granted, some opportunity 
would be afforded employers of completing current contracts 
on the old basis, or of being granted an increase in prices by 
Government departments on such contracts. For their im- 
proved results they were again indebted to a larger turnover. 
This having been obtained from substantially the same equip- 
ment as in pre-war times, very special exertions had been 
made by both the staff and workmen, for which they cowd 
not be too highly commended. The recent unrest in the engi- 
neering trade was non-existent in the company’s shops, and 
their interest in the welfare of the men had been reciprocated 
by loyal and unremitting efforts on their part. The speaker 
said he concurred in the views expressed by many chairmen of 
public companies on the danger of appropriating so large ‘a 
proportion of excess profits. The simplicity of the tax was of 
itself. of course, a great temptation, and to get as much as 
possible out of the taxpayer was presumed to be the duty 
of those who administered the Acts. Moreover, no correspond- 
ing duty had been imposed by Germany, where large suma 
were being accumulated by manufacturers, which would he 
utilised in capturing neutral markets. If any great expan- 
sion was to be made in the trade of this-country, there must 
Һе a corresponding accumulation of capital, but how this 
was to be accomplished with so large a proportion of profits 
taxed at the source it was difficult to see. Regarding the 
business generally, their position gathered strength year by 
vear, and he saw no reason whv this should not continue. 
Much of their success was due to the amicable relations which 
had existed between the workpeople and themselves. They 
had endeavoured in every reasonable way to do what they 
could to contribute to their well-being and comfort. and manv 
of the recommendations made bv the Ministry had been in 
operation at Bushbury for some years. "They had provided 
up-to-date recreation rooms, and ground for tennis and bowls, 
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and such facilities, he considered, were essential for the health 
and well-being of employés of all industrial concerns. Their 
clubs were well managed and controlled by the employés 
themselves, and were almost entirely self-supporting. The 
future of industrial development after the war was occupying 
the minds of all who had the welfare of the country at heart, 
and legislation must take account of future generations. The 
proper education and training of the voung to take their. part 
in that development were all important, and technical schoal 
training should be compulsory. Wolverhampton, where their 
works were situated, had recognised its duty in this matter, 
and had provided excellent classes. For many years they 
had encouraged their boys to attend these technical classes, 
and successful students had been awarded prizes, and had 
been given promotion in the workshops. "They had reintro- 
duced the system of indentures, under which they hoped to 
turn out journeymien possessed of a greater degree of skill and 
knowledge of their trade, and in other respects were doing 
what thev could to encourage and help the bovs. Personally, 
he would like to see it made compulsory for factory boys to 
attend classes until they were, sav, 18 vears of age, and 
compulsory upon einployers to give boys these facilities dur- 
ing business hours. This might somewhat disarrange the 
routine of Workshops, but it would only be temporary; and 
would anvone deny that the advantage to the nation would 
not far outweigh any inconvenience or additional expense to 
the emplover? The chairman expressed appreciation of the 
work of the managing director, Mr. Gray, the joint director 
and secretary, Mr. Willock, and the manager at the works, 

Mr. Furniss. 
Revenue for 1016, 


£120,586, against 
London and £122,430 for 1915. 


Out of the total avail- 


Suburban able balance. of £84,857, the full dividend 
Traction of 5 per cent. on the cum. pref. shares is 
Co., Ltd. paid, leaving £4,684 to be carried. forward. 


The continuance of the war has adversely. 


affected all the subsidiary companies owing to the large in- 
crease in the cost of labour and materials, but in the case 
of some of the companies the increased cost of operation has 
been largely met by an expansion of revenue. The position 
of the London United Tramways, Ltd., is referred to. Since 
the commencement of 1917 it has hecome evident that the 
net results for the year will be even less favourable. In these 
circumstances, and in view of the fact that а large sum will 
be required to put the undertaking into a proper condition 
of repair, a reorganisation of the capital of the L.U.T. appears 
unavoidable. Pending the formulation of a scheme for this 
purpose, proceedings have been commenced by a debenture 
stockholder of the L.U 
Until that scheme was settled, it was impossible to state 
how far the London & Suburban Co.'s interests in. the com- 
pany might be affected. No dividends have been paid by the 
LUT. since July, 1914, when 4 per cent. was paid on the 
preference shares. Meeting: June 13th. 


Gross receipts of tramway undertaking 
Delhi Electric for 1916, £11.135; electricity supply under- 


Tramways taking, £22,934. Тһере figures represent 
and Lighting = increases of 16 per cent. and 134 per cent. 
Co., Ltd. respectively. Combined undertakings show 


а net revenue of 211.598, against £10,300 
in 1015. and £8,163 in 1914. After charging general expendi- 
ture in London and Delhi, debenture and loan interest, Indian 
Income-tax, and depreciation of profit and loss account, 23,19 
remains, plus 2896 brought forward. There is put to re- 
newals reserve £1,000, 2 per cent. (less Income-tax) is to he 
paid on the preferred. shares, and 1.059 carried. forward. 
Plant, equipment, and rolling stock have been overhauled, 
and are in good condition. Cost of upkeep will probably con- 
tinue to be heavy for some time. ~ Additions to plant during 
Кб cost. £1,856. The allocation from profits to meet depre- 
clation of plant and equipment has been increased to £4.00), 
making the total £10,000. Further plant is iinperatively 
necessary, and a contract for a third Diesel engine has’ been 
made. Arrangements have been made locally for the tem- 
porary use of an old machine. The prevision of other neces- 
sary plant, equipment, and mains remains in abeyance for 
the present. Owing to these difficulties, and owing to the 
high prices of all materials. connections to new consumers 
аге temporarily restricted, and charges for supply аге in- 


creased. " 
Gross receipts. for 19186, 2336.335 (in- 
London crease £2,190). Increased cost of material 
United and labour increased the expenses by 
Tramways, £34,010. After including the balance 
Ltd. brought forward, and deducting interest 


and all expenses chargeahle to revenue, 
there is an adverse bolance of £2.583 to carrv forward to 1917. 
The report says:—'' It hes now become evident that the net 
results of operation in the current year will be even less 
favourable. Tn these circumstances, and in view of the fact 
that a large sum of money will be required for the purnose 
of placing the companv’s undertaking in a proper condition 
of repair, proceedings have been commenced by a debenture 
stockholder for the apnointment of a receiver nending the pre- 
paration of a scheme for the reorganisation of the company’s 
captal. As a result of further nerotiations between the 
directors апа the L.C.C., the litigation arising out of the 
arbitrator's award in the matter of the purchase of the com- 


JT. for the appointment of a receiver.. 


pany's tramways in Hammersmith, which form part of the 
security of the 4 per cent. first mortgage debenture stock, 
has been settled on terms which are set forth in the report, 
the purchase price being £235,000, completion to be post- 
poned until the end of the war, and £12,000 towards the com- 
рапу'ѕ costs. The company may discontinue forthwith the 
veneration of electricity at the Chiswick power station, and 
purchase the energy required for the Middlesex and London 
lines from the Lot's Road generating station, Chelsea, from 
Which the current for the Surrey lines is already taken. The 
company may convert a portion of the power station into a 
transforming station, of which they will retain possession for 
2] vears in consideration of their giving the Council a free 
supply of electricity for a like period to the tramways to be 
taken over by the Counal. Passengers carried were 65,734,446, 
as against 63,145,226 for 1915; car miles run 7,494,898, against 
7.744.594 for 1915; average receipt per passenger 1.174., 
against 1.21d. for 1915. Annual meeting: June 19th. 


Presiding at the annual meeting, on 


Callender's Friday last, Sir. J. ForRTESCUE FLANNERY, 
Cable and Bart., M.P., said that during the war the 
Construction course of all manufactures had been 

Co., Ltd. changed from the making of goods for the 


benefit of man to the making of imple- 
ments for his destruction. Their manufactures had followed 
that unhappy downward course in an increasing degree each 
year since the war began. Whilst sparing no effort to serve 
the State, they had struggled hard to keep together their old | 
and valued business connection which existed at home, in the 
Dominions, and in neutral foreign countries. Thev had had 
some success In that endeavour, and they had taken every 
precaution to enable them to open out again in their com- 
mercial connections when the war was over. In the mean- 
time, the Minister of Munitions had imposed such restrictions 
as completely to change the ordinary course of their business. 
They had forbidden the use of copper for the making of 
cables, excepting those specially sanctioned for the war and 
for special purposes. The Minister of Shipping had restricted 
their export even of goods already made, and their foreign 
and colonial orders, the satisfactory execution of which would 
have redounded to the credit of the company, were now in 
a state of indefinite suspension. They had, however. not 
been without plenty of occupation, and the variety of the 
war munitions which they had taken in hand at the request 
both of the War Department and the Admiralty had. been 
very great, and formed a monument to the mechanical in- 
genuity and the business adaptability of the managing direc- 
tor, Mr. T. O. Callender, and to his large and highly compe- 
tent staff. Last vear he mentioned how largely they had 
adopted the services of women, especially in. their works in 
Lancashire. During the past year they had. more women 
actually, and more in. proportion. than they! ever had, and 
they were becoming more competent, capable, and: satis- 
factory. They had had several substantial increases in the. 
cost of labour as well as in the cost of materials. Since the 
last meeting they had opened a building which was intended 
for, and which was splendidly adapted to, every social and 
recreative use to which the emplovés could put it. It cost 
several thousands of pounds, and it had accommodation for 
seating nearly the whole of the employés at one time at 
meals, and at other times affording an opportunity for social 
meetings and recreation. They were constructing somewhat 
similar accommodation at the Erith works, while at Belve- 
dere, quite close to their works on the Thames, thev had a 
hostel which was intended for the living and sleeping of the 
female employés. They had already organised a svstem of 
"first aid” in case of accident or sudden illness, and they 
were endeavouring to extend that so as to have something 
more in the nature of hospital accommodation. The increase 
in wear and tear of plant had been considerable, hecause the 
plant had been working at high pressure all the time. They 
had enormously increased their output, and they had worked 
long hours. They had made such provision as seemed to he 
reasonable for depreciation. At both their Anchor works in 
Lancashire and their Erith factory they had put in quite a 
quantity of new and. unproved machinery. They had also 
increased the buildings very considerably, and at the moment 
they were constructing practically new works upon a portion 
of the land that the forethought of the directors had provided 
in vears gone by. Having referred to the strengthening of 
the board by the election of Mr. A. W. Tait, the chairman 
proceeded to refer to the accounts. There was, he said, no 
change in the capital and the liabihties, in the reserye, or in 
the machinery renewal, but bills payable .were £75,000 less 
than they were a year ago. That was one reflection of the 
shortage of commercial trade to whieh he had already 
referred. Their trade creditors and other liabilities were some- 
thing like £159,000 more than they were last year: that was 
a reflection also of the change in regard to higher prices. 
On the other side of the balance sheet, the item for deprecia- 
tion was £17.000—.£7,000 more than a vear ago, that being 
the verv moderate assessment which they had put upon the 
extra depreciation to which .he had drawn their attention. 
Cable drums, contract plant, &c., stood at £36.917, which 
was £4,000 less than a year ago, due to the fact that they 
had also depreciated those particular items on account of the 
extra service to which they had been pnt. The profits 
amounted to £190,000, as compared with £177,000 last year, 
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ап increase of £13,000. That extra £13,000 profit was а very 
small increase in proportion to the labour and trouble re- 
quired to earn it. They proposed to pay a dividend, which 
amounted with bonus and special bonus to a rate of 90 per 


cent., which would leave £249,000 to be carried forward. The * 


90 per cent. distribution, absorbing £35,000, was just one- 
seventh of the carry forward; in other words, they were being 
advised to carry forward an amount equivalent to a dividend 
of 0 per cent. for seven succeeding vears. He did not 
promise them that dividend, and he did not know what to 
say about the future, which was very doubtful in all commer- 
cial enterprises, but 16 was a very fair, and even satisfactory, 
opening for the accounts for the new year. He would like 
to remind them that those very gratifying results had not 
been obtained by profiteering. They had not been paid ex- 
cessive prices; they had made no unfair bargain out of the 
needs of the nation. They had changed their form of manu- 
facture at the bidding of the State, and they had served the 
State for a reasonable and moderate remuneration. There 
had been no sensational increase in their profits; it was an 
honest profit largely based upon the accumulated savings of 
past years. If anybody should say that 20 per cent. was a 
high profit, the answer was that that profit had not all been 
earned in the year just closed, but that it was the result of 
the thrift, savings, and accumulations of many years past. 

Mr. Т. О. CALLENDFR, in, seconding the motion, referred to 
the men whot had joined the Forces, and to those who had 
laid down their lives. 678 men who formerly worked for them 
were now serving either in the Army or in the Navy. Under 
ordinary circumstances it was his eustom to give them some 
information as to the new lines on which the business was 
progressing, and the new developments which were taking 
place. He was sorry that owing to the special nature of that 
business, and owing in many cases to the extremely confi- 
dential work they were doing, he:could tell them but little. 
Most interesting work in various directions had been under- 
taken, but it was impossible in апу wav to specify what it 
had been. The ordinary run of their business in connection 
with the making of cables had practically ceased. It was 
impossible to obtain the necessary materials, copper being 
only one of them, and even if they could make cables it 
would be almost out of the question to gef them to their 
destination. 'Гһеу recognised that when the war came to uir 
end a good deal of work would be required to win back for 
the company the trade which had been lost through the 
necessary closing down of manv of those old connections. 
Only a few days ago they received intimation that one of 
their friends in Scandinavia, who had been in the habit of 
making use of large quantities of their cables, had found it 
necessary to place their orders with a neighbouring country, 
and for the present, and. he was afraid, for some time to 
come, that market would be closed to them. While they 
recognised that those difficulties would arise, they were ready, 
when the war came to an end, to hold their own with anv 
of their competitors, and to win back any part of their busi- 
ness which might have passed into other hands. 'Thev con- 
sidered that although the success of the company had been 
considerable in the past, it was probable they would have a 
much larger and greater work to ‘do in the future in the 
new England which would arise after the war. It was un- 
questionable that electricity would plav a greater part in 
the dailv life of man, and a much greater part in the manu- 
facturing life of this country, than it had ever plaved in 
the past. and it was eqnally certain that, when that time 
came, Callender’s would not be behind in obtaining a 
share of the orders which would result. They therefore anti- 
cipated a good deal of worry and a great deal of labour, but 
they hoped with satisfactory results. when the happy day 
arrived. Thev had spent large sums of monev in the upkeep 
of the works; maintenance and depreciation had of necessity 
to be increased, for not only were the prices which thev had 
to pav for materials infinitely greater than in past vears, but 
the class of labour which they had to make use of was nearly 
alwavs less experienced, and often less careful, than of vore, 
and as a result their plant and machinerv, and tools and 
fittings suffered from the handling which thev got. Tt was 
for those reasons that they had added so largely to deprecta- 
tion. ape 

The report was adopted. 


Gross earnings for 1916, 2709.226: gross 


United maintenance and other charges їп Argen- 
River Plate tina and London. £477,371; profit £231,855, 
Telephone plus £6,234 brought forward. After paving 
Co., Ltd. debenture .interest, preference dividend, 


X and 8 per cent.. free of income-tax, on the 
ordinary shares, and putting £2.000 to staff provident fund. 
£50.000 to reserve. and £26,000 to war contingencies reserve 
fund, £6,990 remains to be carried forward. To fill vacancies 
caused hy the death of Sir G. Franklin and Mr. G. Keith, Sir 
John Сауеу has been elected chairman, and Messrs. J. E. 
Kingsbury and A. Anns directors. 


Anderston Foundry Co., Ltd.—The report shows that the 
profit, after providing for depreciation, excess profits duty, 
and income-tax, was £32,767, against £30.329, before pro- 
viding excess profits duty. Dividend for the year 22s. per 
share, putting £5,000 to reserve, and carrying forward £8,720. 


Brazilian Traction, Light & Power Co., Ltd.—Quarterly 
ean 14 per cent. on the fully-paid cumulative prefer- 
ence shares. 


Calcutta Electric Supply Corporation, Ltd.—The units 
sold to consumers during the five weeks ended March 30th 
were 2,591,238, compared with 9,122,507 units last year. 


Canadian General Electric Co., Ltd.—The directors have 
declared a quarterly. dividend of 2 per cent. for the three 
months to June 80th, being at the rate of 8 per cent. per 
annuw, on the common stock. 


- 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

THE main feature of the markets throughout the House is 
the continued quietude of business. Russia has become some- 
thing of a thorn in the financial flesh which threatens to be 
permanent; and with the rate of exchange daily moving 
against Petrograd, the. investor, even in first-class British 
securities, is disposed to go slowly in. the way of investing 
his money. 


Meanwhile, authorities in high places аге roundly rating 
us for our extravagance—and not us alone, but the Govern- 
шеп also, for not taking away, by taxation, the means where- 
by extravagance is, maintained. In spite, however, of this, 
with its appeal for more taxes, coupled with the quietude 
of business, prices of most investment issues are extremely 
Well held. The electrical and the telegraph departments are 
excellent illustrations of this; and if proprietors of stocks and 
shares are tempted to complain that values do not improve, 
they have at least the consolation of seeing them keep remark- 
ably steady. 

Metropolitan Consolidated is 4 better at 23%, and Under- 
ground incomes are good at SJ. This strength is shown in 
the face of weakness in most of the Steam stocks, the latter 
being unmoved by the fact that present prices include the 
greater part of the first half-year's dividends. Labour troubles 
—present and to come—are still the deterrent factors in. the 
situation. Metropolitan surplus land stock is better at 49, 
and Districts are unchanged at 16. With the recent re- 
arrangement of fares on the L.C.C. trams, the expectation 
is revived that fares on the Tube lines may be similarly 
treated before long. 

Mexicuns are mostly dull and heavy; the 5 per cent. bonds 
ef the Tramway Co. have shed 2 points. Inquiries have been 
anade during the last day or two on behalf of Ainsterdaiuni 
capitalists who appear to be anxious to take a hand once 
more in these ventures. The market, however, has drifted 
into such a limited condition that, while there is difficulty 
in getting a bid for stock one day, on the day following it’ 
may be just as hard to find a seller, so much are demand 
and supply governed by the immediate sentiment of the 
moment in regard to Mexico. If the Dutch started to buv 
Mexican industrials in earnest, prices would probably go 
bounding ahead; and holders of the stock on this side might 
Welcome the opportunity for getting out, even at the big 


loss which most sales would entail. 


Rio de Janeiro Tramway bonds are better, in consequence 
of a further rise in the Brazilian exchange; and for most of 
the Brazilian issues there is an increased demand. in which, 
however, Brazilian Tractions have not vet participated. The 
British Columbia group is still flat. Buyers want the offer 
of good-class Canadian industrials, more particularly those 
connected with the electrical industry; and the prospective 
purchasers announce that-thev are not out for high dividends, 
but that they are content with a comparatively low return, 
on their money. Yet. so contrary are Stock Exchange cur- 
rents nowadays, there is scarcely any stock to be bought; and 
whatever shares do come into the market are snapped up by 
people who have been waiting for weeks. 

Anglo-Argentine Trams are ағ on the issue of the 
report. a document which shows that the undertaking is still 
struggling against adverse conditions. The second prefer- 
ence shares again go wiehout their dividend. The Lisbon 
Electric Tramways increased its passengers by 10 millions. but 
working expenses rose still more heavily, and the ordmary 
shareholders go dividendless, against the 44 per cent. they 
received in the previous year. 

Changes in the telegraph ‘and telephone market are few 
and far between. West India and Panama Ordinary are left 
unchanged at 99s. 6d. ex the dividend of 6d.. deducted last 
week, while Orientals at 2$ show a nominal fall of 1/16, 
accounted for bv the dividend of like amount. Amongst the 
stocks not quoted in our list. Amazon Telegraph were done 
the other dav at 4 and 4 1/16. Cuba Submarine Preference 
changed hands at 141, and the last business done in Direct 
Spanish Preference was at 74. A little demand has arisen for 
the debenture stocks in this section, Eastern Extension Fours 
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being a point better at 74, while Eastern 4 per cent. Deben- 
ture is 73, the difference arising from the fact that the former 
stock carries about 10 weeks’ more interest than the latter. 
West India and Panama first Preference were done at 7% 
at the end of last week, but the Seconds have lain dormant 
since the beginning of April, the nominal price being 6, ex 
the recently-paid dividend. Monte Video Telephones are a 
little better at 17s. 6d., and the 5 per cent. Preference shares 
can be bought about 15s. 3d. The company pays 6 per cent. 
on the Ordinary shares. 

The most active section is once more the Marcom market. 
The price spurted 3/16 to 33, проп another wave of rumours 
in respect of the amount which the company is likely to 
receive from the Government. The dividend announcement 
is due almost immediately, and the report is eagerly antici- 
pated in the hope that something will be said on the com- 
pensation question. With the parent shares the subsidiaries 
are also firmer, Marconi Marines being 98 and the Americans 
16s. 3d., although Canadians still languish at 9s. Marconi 
Preference have risen 4 to 21. 

India-Rubber shares are 5s. up. British Insulated 9s. 6d., 
and Telegraph Constructions 10s. British Aluminium or dinary 
rose 6d., and Castner-Kellner 1/16; in fact, the industrial 
market shows up much better than any other section of the 
House at present. Strong demand for shares in companies 
connected with explosives is explained by reports of a coming 
combine of the principal undertakings. Tron, coal, and steel 
shares have advanced substantially; armaments are better, 
and these various activities have diverted attention to some 
extent from rubber shares, where business has been further 
restricted bv a slight fall in the price of the produce, which 
has taken it a shade below 3s. per lb. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номи Exsorariorry Companies, 
' Dividend Price 


А, June 5, Rise оғ fall Yield 
1916. 1916, 1917. this week, p.c, 


Brompton Ord V» .. 10 


9 6$ — 11 18 6 
Oharing Cross Or b b at — 2 10 
o. do, do. “aa Pre 4) 4 — 8 18 6 
Chelsea ee eo: ee 4 8 2i == b 4 4 
City of London 8 8 12 +} 613 4 
do. do. 6 per cent. Pref, 6 6 10 — воо 
County of London 1 1 108 — 611 9 
do. -~ Oper cent. Pref. 6 6 10 — 0 0 
London Electric .. 8 B 1 — Nil 
do. do. 6 per eont. Pref. 6 4 8 — 5688 
Ренсо ар ee oe 8 8 9 — 6 0 0 
4j per cent. Pref. 4 44 84 — 740 
Bt. James" and Pall Mall SQ 8 B e ti 6 56 
South London  .. #8 6 5 2 — 758 
South Metropolitan Pref. Бе 7 7 21/- — 6 13 4 
Westminster Ordinary .. e 7 7 5i - 619 
TELEGRAPHS AND TELBPHONES, 
Anglo-Am. Tel. Pref. .. ~ 6 6 68 + 6 20 
йо. Det. eo ee 83,6 14 924 s i 6 18 4 
Cuba Sub. Ord. .. oe ee 6 b 8 — 6 50 
Eastern Extension oe 8 8 198 ~ 6 17 6 
Bastern a E co 8 8 . 189 -. 31571 
` Great Northern Tel, .. œ 22 21 P6 — 60174 
Indo-European .. ee .. 18 18 49 — 611 4 
Marconi  .. . 10 10 + x 8.40 
New York Tel. 4 ET 44 44 — 411 0 
Oriental Telephone Ord. .. 10 10 xd — 414 1 
United R. Plate Te)... Ys 8 8 — *$ 0 9 
West India and Pan, .. v 6d. 6d. ха - 6d. 945 
Western Telegraph T as 8 8 ` 1 — *6 14 4 
Homa Ranas, 
Central London, Ord. Assented 4 4 ЕС 6 80 
Меноролып 22 1 1 + 4 448 
Und d Ee Ordinary Nil’ Nil E = x 
nde ectric ry 1 — Nil 
тр do. "A" ,, Nil Nil bj — Nil 
do. ` do. Income 6 6 83 +1 * 0 6 
Ы FonzIdh Trams, &0, 
Dividend 
ime t 
| 1815. 1916. 
TEETE Sup. 6 per en 6 6 5 — воо 
o-Arg. Trama, First А 8 — 
do. 2nd Pref. ee ef 5 ` 28 == fn И а : 
do. 5 Deb... b 6 66xd — 75 0 
Brazil Tractions . y ae 4 4 " 47 — Nil 
Bombay Electric Pret. 6 6 10 == 6 0 0 
British Columbia Elec. Rly. Pice. 5 b 60 — 86 8 
do. do. Preferred Nil Nil 87 = Nil 
do. do. Deferred Nil Nil 82 — Nil 
do. do. Deb. 4 43 584 —14 718 
Mexico Trams 5 per cent. Bonds Nil Nil 88 —2 Nil 
do. 6 per cent. Bonds Nil Nil 80 == Nil 
Mexican Light Common ua Nil Nil 1 — Nil 
do. Pref, “в Nil ми. 21 — Nil 
do. · lst Bonds ne Nil Nil 87 - — 
ManvrAcrURIMG OqjPANIES, 
British Aluminium Ord, m 7 10 21/5 4 61. 7 610 
British Insulated Ord. .. . 114 20 12% + ё 718 6 
British Westinghouse Prof, .. % "à 9r: — 6 8 0 
Calenders... га Р . 20 20 18 — 7 610 
do. 5 Pref. ee ee 5 5 4 = 6 Б 0 
Oastner-Kellner . - @ B ха + dy 6 10 2 
Edison Swan, £9 paid . o_o — == — Nil 
do. do. 4 percent. E Da. 4 4 70 — 518 6 
Electric Construction .. ee % == 1 — 710 0 
Gen. Hiec. Pret. oe [E ee 6 93 == 6 8 1 
do. Ord. ee өе ee 10 10 15 4 = 6 18 4 
Henley .. .. .. .. 95 95 163 —. B 18 
do. R Pret, ee ee ee 43 44 4 ==> 5 12 8 
па -Rubber ce ee ве x 10 12À + 3 *8 5 0 


° Dividends said free of income-taz. 


MARKET QUOTATIONS. 


It should be remembered, in making use ef the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, June 6th. 
Fortnight's 


CHEMICALS, &c. en о АР 
a Acid, Oxalic . ee ee „ ee per Ib. 1/6 ee 
a Ammoniac Sal per ton | #15 as 
a Ammonia, Muriate (large crystal) "n £64 oe 
а Bisulphide of Carbon .. i £98 T 
a Borax . ee ee oe [1 i ee 
a Copper Bul hate eo oe 9 £61 10 
= Potash, Ch orate . а "T ee per ib ao 
99 Perchlorate os oe Г] 9J- ее м 
с Shellac ee ee ee per owt. -215/- ee 
a Sulphate of Magnesia КИ e. рег ton - £ ux 
а Bulphur, Sublimed Flowers... és £35 А 
Lum mp “ee ee oe n 896 ae 
a Soda, Chlorate .. |, |] perib. 104d 14d. dec 
a » Станав .. рег ton My. - 
a Sodium ichromate, casks .. perlb. ` vs ae 
METALS, &c. | : 
c Brass (rolled metal 2" to 12° iin. per 10. "ow. ae 
И " SDN vona drawn) , e" Pes 66 
» Wir Asis . ee э” ee ee 
Е Соррег Tubos (solid drawn) v i 1/84 bo 1/9 
E » Bars (best puteis: .. рег ton £165 
g Т) Bheet ee ee [TJ #165 
8g ,» Rod . oe 99 А £165 
d ý (Electrolytio) Bars. es A £149 
Y d LE] » À oe iT} ` £167 
d € ‘a Wire 1 Rods £150 " 
d Н.С. Wire per Ib 1/53 ә 
f Ebonite Rod ee [I] 3/- + 
,» eet .tt ee ee 99 9/6 ee 
n German Silver Wire T oe " "t ^s 
h Gutta-percha, fine .. А os ” 6/10 - 
h India-rubber, Para fine .. 14. inc 
i Iron Pig (Cleveland warrants) . per ton Nom. a 
t | ,, Wire, galv. No. 8, P.O. qual, "i £10 
g Lead, English Pig . T M T - 
a Mercury fa per bot. Nom. ee 
e Mica (in original oases) small . per lb, · 6d. to 8/- oe 
€ » ET ” medium ” 8/6 to 6/- ee 
€ 3, large 9 7/6 $o 14. & ор. ae 
d Silicium Bronze Wiro ..  -.. per Ib. 1/9} ee 
r Steel, Magnet in bars eo ee per ton . > ee 
g Tin, Block (English) — ..  .. 5, 1: 2 
n T1] Wire, Nos. 1 to 16 ee eo per db. 8/6 es 


Quotations supplied by— · 

g James & Shakes e, 

h Edward Till & Co. s 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Bons. 

r W. F. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & рош, Ltd, 

d Frederick Smifh & Co. 

e F. bá on & 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


~ 


Ministry of Munitions and Insulated Wiresand Cables.— 
Revised regulations have been issued by the Ministry of Munitions 
as to the manufacture and supply of insulated electric wires and 
cables. Under these regulations, dated June Ist, 1917, the exemp- 
tion from the terms of the Copper Order, dated December 8th, 
1916, under which wires and cables of small size used for interior 
wiring could be manufactured and supplied outside of the terms of 
the order has been withdrawn. As from the above-mentioned date 
consumers not entitled to Priority Certificates Class A and Class B - 
(P5) may obtain supplies of insulated copper wire without a 
priority certificate. provided that they are able to satisfy the manu- 
facturer or supplier that the goods are to be used solely for the 
purposes of repairs and maintenance. The Cable Makers’ Associa- 
tion, Sardinia House, Sardinia Street, Kingsway, W.C..2, has been 
granted permission to obtain a limited monthly supply of copper 
for distribution among manufacturers, whether they be members 
of the Association or not, for the purpose of manufacturing insu- 
lated wires required for repairs or maintenance. The Association 
has been appointed the controlling authority, and is held respon- 
sible for the-distribution of this monthly ration of copper. 

Manufacturers requiring copper for this purpose should apply to 
the Cable Makers’ Association at the address given above. The 
regulations provide that in respect of new orders, existing stocks of | 
insulated copper wire may be used only for repairs and mainten- 
ance, unless required for a Government’ contract, or. for work 
covered by a Class A or P5 Priority Permit. Copies of the regula- 
tions may be obtained from the Ministry of Munitions, Priority 
Department, 1, Caxton Street, Westminster, S.W. 1. 


Platinum Production in the Urals.—In spite of the 
present high prices for.platinum, the production of the metal in 
the Urals during 1916 showed a furtherdecrease. The total output, 
according to a report from H.M. Consul at Ekaterinburg, amounted 
to 86,508 oz., ав compared with 118,709 oz. in 1915, and 156,755 oz. 
in 1914. The chief cuuses of this decline are the shortage of 
labour, the difficulty in obtaining spare parts for dredgers, and the 
exhaustion of the richer alluvial deposits. It is confidently 
expected that new alluvia will be found when extensive prospecting 
is resumed, but there is no prospect of an improvement in platinum 
production in the near future, at any rate, as long as the war lasta ; 
on the cóntrary, it is probable that the output for 1917 will be 
lower than that of last year.—Juurnal of the Royal Society of Arts. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING MARCH AND APRIL, 1917. 


FoR reasons which we must leave tothe imagination of our readers, 
the usual Customs returns on which our monthly table of elec- 
trical exports from and imports into the United Kingdom are based 
are no longer available, and it has been necessary to consider the 
question of publishing such data as can be obtained, with a view to 


preserving what has undoubtedly been a much appreciated feature 
of the ELECTRICAL REVIEW for many years past. 
Although interesting at the moment, no doubt, to commercial 


1 
j 


The last complete return of electrical exports and imports. for 
February. appeared in our issue of March 30th last, the totals for 
the month as computed from Customs statistics being as follows :— 
Exports, £394,062 ; imports. £183,192 ; re-exports. £31,415. 

The returns for March and April which are compiled on a 
slightly different basis, are given below. | 

It should be noted that the values of electrical wire and cable 
include for insulated varieties only; it may also be observed that 
our previous returns have almost always shown a value of machinery 


——— —À—— 


El | Insulated wire | | Kei А 1 - oed Telegraph and 
and apparatus ; and cablo mot  Elestrie glow 9 рате Metersand including, ваценев 7 Carbous | "abren 
unenuinerated. telephonic): (not carbons). and | apparatus. 
| transformers). | i 
| EXPORTS OF ELECTRICAL GOODS AND MACHINERY, MARCH. 1917. 
£67,328 | ‘£68256 | £16,110 | £7004 ; £11,973 | 117877 | £16071 | £1,942 |  £98025 
Total ... eee wee £401,586. 
IMPORTS OF ELECTRICAL GOODS AND MACHINERY, MARCH, 1917. 
553.041 | £7,504 | £24,356 | 43,56% | £2.31 [| £151,527 '| £24.919 | £9,244 | £5,631 
Total T .. £286,921. 
EXPORTS OF ELECTRICAL GOODS AND MACHINERY, APRIL. 1917. 
£52574 1 £18403 | £83413 | жаз | £6,349 | £92,068 | £10,611 | £1.312 | £113,763 
Total АР we — £308,514. 
| | IMPORTS OF ELECTRICAL GOODS AND MACHINERY, APRIL. 1917. 
£15.090 | £2,206 £141,074 | £ 10,615 i #596 | £129,808 | £27,071 | £9,128 | £3,707 
Total ... ase .. = £235,985. 


meri, the comprehensive data published by us since the commence- 
ment of the war, and especially in recent months. in view of pre- 
sent overseas trade conditions. are probably not representative of 
what may be anticipated after the war when trade conditions 
resumé more normal channels, and the condensed returns. obtained 
from official sources, which we are now able to publish. although 
not entirely comparable with our previous returns. will. no doubt, 
serve the purpose of keeping our readers to some extent informed 
on this branch of industry under war conditions. 


—— 
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A CONCENTRIC STANDARD DYNAMOMETER 
WATTMETER AND NON-INDUCTIVE 
STANDARDS OF LOW RESISTANCE. 


' By A. E. MOORE, A.M.I.E.E. 


(Abstract; from the ‘ Journal " of the INSTITUTION OF 
: ELECTRICAL ENGINEERS.) | 


‘THE object of much of the work outlined in this paper was 
to provide, in the Standardising Laboratory at the School of 
Technology, Manchester, a precision watt standard for dealing 
with load currents of upwards of 1,000 amperes. The instru- 
ment’ was to be suitable for the verification of sub-standard 
and other wattmeters and watt-hour meters, and for any other 
refined measurements where accuracy is of first importance. 
A Duddell-Mather standard was installed in the Laboratory 
orginally, but an instrument of this type was not, at that 
tine, made for currents higher than 100 amperes. The re- 
quirements of the Laboratory frequently called for an instru- 
ment capable of dealing with currents much higher than 100 
amperes, and a Kelvin watt balance for currents up to 1,000 
ainperes was afterwards obtained. Previous to the installa- 
tion of the 1,000-ampere balance, a composite balance was 
used as the watt standard for currents of from 100 to 500 
amperes, but investigation showed that neither of these bal- 

ances fulfilled the necessary requireinents. 
t is now fairly well known that many of the so-called 
standard dynamometer wattmeters of the straight-through 
ype designed for currents exceeding 100 amperes are unsatis- 
actory except for use on circuits of approximately unity power 
factor. The defects are mainly due to eddy currents and skin 
effect. Eddy currents in the metal forming the main con- 
ductor з, and in any other metal-work used in the construction 
9f the instruments, cause the active part of the flux in the 
Main-current coil to be out of phase with the main current, 
While the skin-effect may cause variations in the distribution 
is the current over the cross-section of the main conductors 
uns changes in frequency. and this may consequently affect 
dd the magnitude and the phase of the active part of the 
cona tb flux. It should be remembered that the active 
кз uctors of the pressure coil eannot be made to embrace 
жн than a small portion of the inain-coil flux, and for suc- 
р ul working this portion must always be a definite fraction 
‚ and in the same phase as. the whole flux. It is not very 


- 


-— oa 


exported in excess of tliat imported, and the departure from this 
in the above returns may be due to differences of classification. of 
which, of course, we have no detaila.  , 

It will be noted that while the value of the March electrical 
exports was rather in excess of that of the previous month, the 
April total shows a marked decrease ; also that both the March and 
April imports totala were considerably in advance of the February 
figures, though the later month showed a decrease of £50,000 on 
the March return. 


——— — MM —— MÀ —À .—————- 


_ difficult to eliminate.eddy-currents by avoiding the use of 


metal supports, &e., and having the main coils formed: ot 
stranded conductors, each strand being insulated; but in 
order that the current distribution may be maintained con- 
stant independently of changes in the frequency of the current, 
it is necessary that every strand of the conductor have the 
sume time-constant (L/R). In the ordinary form of dyna- 
Inometer wattmeter the main-current conductor is in the form 
of a coil of one or more turns, and there are many difficulties 
in the way of the satisfactory stranding of the conductor, if it 
is intended for currents: of upwards of 1,000 amperes. 

The present contribution deals with a form of wattmeter 
in which the theoretical conditions are maintained in instru- 
inents for currents of upwards of 1,000 amperes. | 

In the wattmeter now to be described the author has inade 
use of the concentric magnetic field which is formed between 
two concentric conductors when a current is maintained in 
them in opposite directions. 

f a wire be wound uniformly over the surface of a ring 
as shown in fig. 1, the magnetic field produced when a current 
is maintained in the wire Is svinmetrical about the. principal 
axis of the ring, so that every turn of the wire encloses the 
same magnetic flux, and, presumably, has the same ohmic 
resistance, and therefore the same time-constant. If all the 
turns are cut and their ends securely connected to copper 
end-plates (fig. 2), the turns will be connected in parallel 
instead of in series, and the time-constant of any one turn 
will still remain the same as that of every other turn, since 
each will be of the same resistance and will embrace the 
same flux. Therefore, if an alternating current be maintained 
in the coil thus formed it will be uniformly distributed over 
the turns, and the uniform distribution of the current will 
be unaffected by changes in the frequency. It is imperative 
that the winding be perfectlv symmetrical, and in making up 
an actual coil many difficulties had to be overcome before a 
satisfactory construction was obtained. 

Fig. 3. illustrates how the pressure coils may be arranged 
within the current coil. Two coils are used in order to render 
the system astatic to uniform stray magnetic fields. The 
magnetic axes of the pressure coils are nofhinally perpendi- 
cular to the direction of the flux produced in the main сои, 
and the result is a turning moment about a vertical axis. 

The difficulties met with in the production of a concentric- 
field ‘wattmeter are :— 

1. The construction of a current coil in which the phase 
difference between the flux and the current that produces it 
is negligibly small. ` | 

2. The making of a mechanical joint in the current coil, 
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which permite of the easy insertion of the pressure coils, but 
does not introduce a phase error in the current coil. 
3. The design and construction of the most suitable form 
of pressure coils. 
the paper are given descriptions of the various models 
with which the author experimented, and the defects found 
in them. | 
Difficulty was experienced in eliminating the phase differ- 
ence between the flux and the current. Slight inequalities 


Fic. 1.—CLosED Fic. 2.—SkEcrioNAL VIEW SHOWING Ес. 3.—CURRENT ELEMENT FOR 
HOW TURNS OF RING WIND- 
ING MAY BE ARRANGED IN PARALLEL. 
Two TURNS ONLY SHOWN. 


RiNG WINDING 


in resistance, especially at soldered and brazed joints, were 
ultimately found to be responsible for this trouble, and by 
adopting a design in which the current element takes the 
- form of a cage consisting of wires soldered into heavy brass 
end-plates 4 in. thick, connected to concentric tubular con- 
ductors, the phase error was reduced to less than one minute 
of arc (actually 0.0002 radian). : 

The. heating of the inner conductor limits the current- 
carrying capacity of the coil; the element described will carry 
1,500 amperes for a short time withofit undue heating, but 
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coils (а) to the length of the straight side of the coil (l), it 

was found that when l = 1.78 a, the torque was almost in- 

dependent of the angular relation between the magnetic axes 

2 ae main and movable coils over a range of 80 deg. to 
eg. 

Comparative tests made between the concentric wattmeter 
and a Duddell-Mather standard wattmeter show that the 
phases of the fluxes in the two instruments are in exact ' 
agreement when the watts are zero and the volt-amperes 


CONCENTRIC WATTMETER, MADE 
UP OF FORMED Соп A MOUNTED 
ON A SLOTTED WOODEN 
CYLINDER B. 


10,000, at 50 cycles. Observations were also made at various 
power factors, leading and lagging, and when corrections were 
made for lag in the pressure coils the two instruments agreed 
as nearly as they could be read, the ratio of the deflections 
remaining constant and independent of the power factor. On 
increasing the resistances of the pressure-coil circuits so that 
the error due to lag was negligible, and making comparisons. 
from 0.95 to zero power factor, the indications of the instru- 
ments without corrections agreed at all power factors as. 
nearly as they could be read. ud 

" As at present used, the reflecting con- 

s centric instrument is calibrated with a 
single D.c. current measurement at or 
near a fixed deflection, the resistance 1n 
the pressure-coil circuit being varied to 
give the desired deflection. By adopt- 
ing this method of constagt deflection 
the necessity for drawing out a correctly 
divided scale is avoided, the accuracy of 
reading is constant, the work entailed in 


.Tart end view 


A, B, end-plates; n, brass ring; G, machined joint. | 
Fic. 4.—IMPROVED CAGE FonM OF CURRENT ELEMENT, WITH MECHANICAL JOINT. 


in the reflecting type of instrument, to prevent trouble due 
to convection currents of air, a stream of water is passed 
through the inner tube. Fig. 4 shows an element made on 
this principle, with a mechanical joint at G, which enables 
access to be obtained to the interior of the cage. 

. In a future construction it is intended to make the joint 
jn the middle of the cage, as shown in fig. 5. In this case 
it is not necessary to have the pressure coils of a form which 
can be passed between the wires of the case or through the 
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Fic. 5.—CURRENT ELEMENT WITH OUTER CONDUCTOR FORMED 
OF A SHELL CAST IN HALVES. 


ring к. This being so. a continuous tube or “ shell” may 
be substituted for the ‘ саре.” 

The pressure coils were at first mounted on ebonite bobbins, 
but after the jointed cage was made they were mounted on a 
mica disk, which was found lacking in rigidity. The form 
of coil finally adopted is shown in fig. 6. It consists of two 
D-shaped coils, each of 100 turns of No. 36 S.W.G. silk- 
covered copper wire, mounted in an ebonite ring; the move- 
ment weighs 36.5 gm., and the inductance of the two coils 
in series ів 2.3 millihenries. An oil-damping vane is provided. 

By modifying the ratio of the width of space between the 


verifying the constant of the instrument 
is reduced to а minimum, and, in the 
event of its being necessary to disturb the- 
position of the instrument or the scale,. 
the new constant is readily determined. 

The instrument is arranged with 
a ‘standard resistance of 0.001 ohm, as а shunted-type 


dynamometer ammeter, the connections being as indi- 
cated in fig. 7 The pressure coil is connected in 
series with a  non-inductive resistance so that the 


total resistance r of the pressure-coil circuit is 500 ohms. 
A continuous current is maintained in the main circuit, and 
is adjusted until the required deflection d is obtained on the 
wattmeter scale. The current is measured by means of a 
potentiometer connected to the 0.001-ohm resistance strip. 


End view 


Fic. 6.—D-SHAPED COILS 
IN EBONITE RING. 


Then if k = the watts per division of the scale for a pressure- 
coil resistance of 1 ohm, watts indicated by instrument = 
krd. If tho resistance r is chosen so that the desired deflec- 
tion js produced with a potential difference at the terminals 
of the resistance R about equal to that of a standard cadmium 
cell (i.e., a current of 1,000 amperes if в = 0.001 ohm), cer- 
tain possible errors in the potentiometer are eliminated. The 
potentiometer, as such, is in fact quite unnecessary when the 
above conditions obtain, and the author ís arranging the 
testing circuit as indicated by the dotted lines in fig. 7. In 
this case the main current is adjusted until the: potential 
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difference on the resistance R exactly balances the electro- 
inotive force of the standard cell. The resistance r is then 
varied until the required deflection is obtained.  . 

With r = 500 ohms the temperature coefficient of resist- 
odi e the pressure-coil circuit is less than 0.02 per cent. per 
deg. C. 
` In good dynamometer wattmeters designed to give a full- 
seale deflection with full-load volts, full-load amperes, and 
unity power factor, it is generally hardly necessary to make 
corrections for the phase lag in the pressure coils, even when 
the instrument is used on low power factors. 


` 


All ironwork was cut to gauge, and ends of cross-braces bent 
over the gauge, thus ensuring correct spacing and rapid assembling. 

Most poles have four full-length corner rode and four inter- 
mediate side rods to a point about half way up the pole, these rods 
terminating at intervals of 3 in. to avoid a sudden change in the 
percentage of reinforcement, and being de"ormed to give greater 
adhesion ; the ends were also turned in to avoid any movement 
when under tension. An earthing wire was carried down inside 
the concrete, and bound to each vertical rod to obviate any chance 
of electrolysis, tails being left out to earth cross-arms, &c. The 


street poles are 3i ft. long, 10 in. sq. at the bottom, and 6 in. sq. at 
. А B 
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Fig. 8.—NON-INDUCTIVE LOW-RESISTANCE STANDARD. 


fia. 7.—CONNECTIONS FOR CALIBRATION 
OF DYNAMOMETER. 


It must not be assumed, however, that all the instruments the top: the 29-ft. poles are 9 in. and 5 in. sq. respectivaly. Both 
so calibrated are free from measurable errors at low power these poles have begn used in pairs as H poles. 


factors. There are, in some types, serious errors due, not The method of casting the poles is as follows :—A number of 
to the phase lag in the pressure coil, but to the other disturb- sleepers are laid in the ground, tops flush with the ground level, 
ances referred to in this paper. . six rows parallel with each other at 5 ft. apart. Across each 

When the wattmeter is connected up for calibration as sleeper three bottoms are securely fastened, wooden chocks being 
described above, it becomes a shunted tvpe dynamometer fixed to each sleeper 3 in. clear of the bottom boards, against which 


ammeter, and can be used as such, the current in amperes the sides are wedged when required for casting. To each set of 
being three bottoms one pair of sides are provided, and this constitutes a 
м (kdr]R). unit for turning out one pole a day. The first day the sides are 


: ‚ | . wedged up to No. 1 bottom and the pole cast ; the following day 

If à cylinder of resistance alloy be substituted for the wires the sides are taken off and put up to the second bottom, and that 
forming the outer conductor of the wattmeter cage as in pole cast. and similarly for the third day: on the fourth day the 
fig. 8, а non-inductive, low-resistance tube is obtained. If poleon No. 1 bottom is pulled off endwise on to level ground, and 
the thickness of the resistance alloy were indefinitely small the cycle of operations repeated. 
the inductance of the tube would be zero whatever the length This system was adopted for both solid and hollow. poles, though 
of the tube. For finite thicknesses of the material the induct- the extra labour involved in the hollow poles made t heir advantage 
ance is calculable, and may be made very small. ; over the solid ones rather doubtful, except as regard! weight. 

An evenly distributed entry of the current into the resist- To obtain a hollow core, if desired, a hollow tapeting steel tube. 
ance material is essential in standard resistances, and parti- flush riveted, is placed inside the mould, small concrete saddles 
cularly во in non-inducfive types, and the arrangement of supporting it at each end and the middle; this protrudes at the 
the concentric connections shown in fig. 8 appears to be the small end 2 ft., and. after the concrete has been in six hours, is 
most effective way of ensuring this. 


The author gives details of tests made with a view to the relieve it from the concrete. It is 


\ 

construction of a polyphase standard wattmeter, a scheme of gen 6 soft-soaped prior to casting, and with- 
connection for testing such instruments, and an accurate = 1 : drawn the next day. The moulds. 
method of measuring small differences of phase by comparing £11$ are smooth inside and whitewashed : 
both of the currents whose phase difference is under examina- : H j fillets are inserted at the corners to 
tion with & third current of the same frequency. In an & 11 9  bevelthe poles. C - — 

к : The constituents, including the 
sure coils is analytically discussed. | | water in the concrete, were carefully 


measured, and it was made slightly 


appendix the torque obtainable with different shapes of pres- | D. 


REINFORCED CONCRETE TRANSMISSION 
POLES. | 


tributed article describing the experimental ferro-concrete poles 
which have been produced by the Military Works Services at Lahore.' 
Both solid and hollow poles were tried, 
of. varying mixture and percentage rein- 
forcement, a fairly rich aggregate being 
ultimately adopted. The best results for 

were obtained with limestone 
b 9o pass through a }-in. sieve ; 
good results were also obtained with a 


| 

‚ А RECENT issue of Indian Industries and Power contained a con- | | 
| 

| 

| 
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| Fic. 2.—FiNISsHED CONCRETE POLE, 


AND ТОР AND BOTTOM SECTIONS. 
Fic. 1. —REINFORCEMENT FOR CONCRATE POLE. | 


mixture of crushed pebbles: The reinforcement comprised }-in. pet to facilitate casting ; with solid poles, 2 in. of concrete was first 
Square rods braced laterally at 1-ft. intervals with }-in. diam. rods, aid in, and the reinforcement laid on that, the mould being then 
Which were welded to make them continuous. filled up. 


tapped back flush at the small end to 


——————————————— ————— 
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After casting, the poles were kept covered with damp straw and 
gunny bags for three weeks, dried out for a week, and erected 
when & month old. Ordinary methods of carrying and erecting 
were employed ; the root of the pole waa set 5 ft. inthe ground on 
6 in. of lime concrete, with another foot of concrete rammed round 
the end after erection. | ij 
, Ordinary methods of staying were adopted in line construction ; 
in some cases the sizes of feeders ranged up to 3/0 B & 8. 

No cement was used having an initial setting time under 60 min., 
the casting of one pole taking about 45 min. The poles have been 
made both departmentally and by contract. the cost at the present 
time being Rs. 50, including cement at Rs. 81 per ton and steel 
rods at Rs. 28 per cwt. At pre-war prices the costs might be 
reduced to Rs. 20 per pole. 


- 


THE IMPORTANCE OF HYGIENIC 
.FACTORY CONDITIONS. 


IT is not possible with any degree of exactness to calculate the 
influence that hygienic conditions have with regard to output. 
That they have a great influence is generally acknowledged. There 
is a growing conciousness that the hours of labour and the rate of 
wages paid are not the only factors that determine the amount of 
production. Моге than food and rest are necessary to make the 
worker physically healthy, and unless heis healthy in body his think- 
ing capacity will be diminished, and he will be a less valuable asset 
to the State and to his empioyer than he ought to be. The amount 
of lost time is usually attributable, in a lesser or greater degree, to 
the effect of working in a germ-laden atmosphere, and it is to the 
mutual benefit of both man and master if the factory is wholesome: 
It is obviously unfair, as is somelimes done, to blame the factory- 
owner altogether for the conditions of the shop. The workman 
must share the blame. Most men are dual.personalities. It is a 
curious psychological fact that men spend about equal time at work 
and at home, yet, unless in rare cases, the habite of the one life do 


not influence the other. The customs that are considered common 
decency in the home are not observed at work. The laws of 
cleanliness are neglected. Workmen expectorate freely on the shop 
floor, or wherever is most convenient, tea dregs are thrown about, 
oil is spilt carelessly, and dirt of all kinds is left lying about the 
machine or the bench. Of course, the habits of the men are 
influenced to a considerable degree by the conditions for which the 
employer is responsible. A new building may be always healthier 
than an old one, and a great many works want rebuilding ; but a 
clean old building is a preferable place to a dirty new one. If 
floors are not swept daily, or several times a day, depending upon 
the operations performed in the shop, it seems futile to be careful 
of them. There is always a greater inducement to be clean in a 
parlour than in a stable. A great deal depends upon shop disci- 
pline. It is a fact that many foremen are so much interested in 
the skilled workers' efforts that they have not time to look after 
the labourers. The labourers are thus allowed a free hand, and it 
appears to be human, that unless a man is subject to supervision 
he gets lazy. Dust is allowed to accumulate in corners and on 
girders for a whole 12 months. The annual shop cleaning is quite 
a customary affair, but in some cascs the dust and filth of all kinds 
are allowed to lie for years. It is admittedly difficult in machine 
hops with continually revolving shafts to clean in working hours. 
Some provision, however, ought to be made for having it done after 
the ordinary working hours or at the week-end. In many shops 
the windows get literally blocked up with dirt, and are never 
opened either in winter or simmer. The work is carried on in a 
nauseous, unhealthy atmosphere, and towards the close of the day 
there is a general state of fatigue, and work slackens. Good 
ventilation is necessary to big output. 

Many workmen do not leave the shops even during meal hours. 
They sit on dirty benches or on machinetables and eat their meals. 
It 18 quite a common sight to вее a group of men huddled round a 
Smithy fire, or in a foundry stove, eating breakfast or dinner, and 
drinking black tea out of blacker cans. Even when dining-halls 
are provided, they are not universally used. One cause of this is 
probably that there is not the same privacy sitting at a long table 
in a crowded dining-hall; but the chief cause. perhaps, is that the 
workman cannot be bothered with going out of his shop. It is an 
attitude of mind based on habit, and not easily broken. Most of 
us are conservative at heart, and do not like to be deprived of what 
we have come to regard as richts, and not privileges. The only 
way to get workmen into the dining-hall habit is to close the shops 
during meal hours. It would well repay all employers to have 
dining-rooms, where the workers could either have meals at a 
nominal price, or have their own food cooked. 

It is a pity that some workmen so often spoil a beneficent 
employers endeavours by loitering, and in other ways slacking. 
In many industries wash-hand basins are now enforced by law, and 
employers generally would, no doubt, provide better facilities for 
washing and dressing if it were not for the precautions they find it 
necessary to take against unprincipled workmen. These are not in 
the majority, however, and the man and the master ought to’ 


recognise a mutual interest in raising the level of the factory to 
that of the home.— Mechaniral World. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 
Compiled expressly for this journal by Messrs. W. P. Тномехах & Co., 


Electrical. Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1917. 


7,329. “ Electrodes.” A. B. Pescatore. May 21st, 

7,337. “Loading coils for telephone circuits," G. E. Bairsto, BRITISH 
INstLATED & Неву CaBLES, Lip, АХО Н. Н. Harrison, May 2ist. 

7,354. "' Self-regulating dy namo-electrie: machines," B. Brooks & W. 
Нот. May 22nd. 

7,360. “ Electrical accumulators."* J. Murpocu. May 22nd. 

7.368. '' Electric couplings." H. E. Cato & Sopwith Aviation Со. May 
22nd. 

7.372 and 7,373. “ Electric controllers, &."" J. AwpERsoN & G. Errisos. 
May 22nd. 

7,388. © Detachable watertight terminals for electric cables.” G. F. 
Cooke. May 22nd. ; 

7,400. ©“ Anodes for electro-deposition," A. S. Lucas. May 23rd, 

7,403. “Insulators for supporting overhead electric. conductors." 
Lamp, May 23rd. : 

7,4237. " Wireless. telegraphic apparatus.” 
General Electric Con U.S. M). May 23rd. 

7,4530. "* Four-stroke-evele explosion or internal-combustion motors with 
magnetic ignition apparatus.” C. A. Нет & O. W. Нот. May 23rd. 

7,331. “ Apparatus for cleetrie light and power distribution.” W J. 
Ferse & Co. лхо R. W. Wus. May 23rd. 

7,432. “ Manufacture of glass lenses of electric torches, &с.” T. Davin- 
SON, May 23rd. 

7.442..." Electrically welding rims or flanges of wheel tires.” 
BERG. Мах 23rd. 

7.444.“ Magnetometers for measuring weak magnetie fields.” Ts Ee 
VALENTE DA Cree. May 23rd. 

7,449. “Sparking plugs lor internal-combustion engines." T. Н, К. Ker. 
May 23rd. | | ! 

7,4530. “Incandescent lamp sockets." J. S. Witnens (Levy). May 23rd. 

7.461.“ Electrical water-heating apparatus," J. F. Bark. May 24th. 

7,484. “Adjustable brackets for gas, electric, &c., lamps." T. W. SrYLEs. 
Мау 24th. 

7,487. “ Electric cables; A. Paxrox. May 24th. 

7,499. Electrical ignition systems for internal-combustion engines." E. 
Harrison, Мау 24th. 

7,505. “f Electrice alternators.” 
23rd, 1914.) 

7,510. ** Electric flat-irans.”” C. S. Parmer & D. PALMER. Mav 24th. 

7,519. “ Means for preventing oxidation or wasting of clectrodes in elec- 
tric furnaces.” W. B. Намилох & J. Hoirasp, Мау 25th. 

7,547. © Electric switches.” British Тномѕок-Носљтох Co. (General 
Electric Со., U.S.A). May 25th, 

7,548, '' Multi-speed alternating-current motors, applicable to electric proa- 
pulsion of ships."  Brimisa Tuomsos-Horvsros Co. (General Electric Co., 
U.S.A.). May 35th. . 

7,507. © Terminal for electric conduit." F. I, Jonsson. Мау 25th. 

7.588. '*Forming arces or other relatively low-voltage electric currents 
across a gap or other resistance," — Освилек ELEcrRICAL SyNDICaTE.. May 29th. 
(U.S.A., August Doth, 1916.) | 

7,563. '' Electrical timing devices.” 
T&tLEPtIONE. Co. May 25th, 

7,071. "Battery charging.” 
Ioranic Exneereic Co. May 25th, 
7,591. “Insulators.” J. Saver. May 25th. (U.S.A. Мау 26th, 1916.) 
7,606. ''Cores for Pupin loading coils, magnets, Ке. WESTERN ELECTRIC 

Co. May 26th. (U.S.A., May 26th, 1216.) 

7,627. “ Telegrraphy." E. C. R. Marks лхо UNITED TELEGRAPH & CABLE 
Co, May 26th. 

7.629, “Sparking plugs for internal-combustion engines.” R. L. A. 
Босксовхок. May 26th. 

7.636. “ Apparatus for protecting electric installations," G. Gurs. May 
26th. (Switzerland, May 27th, 1916.) 


H. R. 


British Тпомѕох-Носѕтох Co. 


R. KRONEN- 


E. C. Юм. May 24th. (France, May 


L. C. BycnwE & КЕ лү AUTOMATIC 


CorLER-HaM MER. MaNUtrFACTURING Co. AND 


PUBLISHED SPECIFICATIONS. 


21916. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1,271. С\ннөх Ficament Exvectric Grow Lamps. С, 
26th, 1916. (105,929.) 

2.977. KEvectkic Heaters. E. C. R. 
February 28th, 1916. — (105,936.) 

4,759. Devick FOR RkcokpiNG. Musicac EMprovisations. C. E. Pritchard 
and A. E. Willmer. September 30th, 1916. — (105.998.) 

4,788. DvNawo-kLECTRIC. Macaines. H. Chitty. March 31st, 1916. (105,942.) 

4,948. APPARATUS FOR AUTOMATICALLY IGNITING AND EXTINGUISHING ELECTRIC 
dames, F. C. Farge. July 10th, 1915. (Addition to 24,223/12 and 4,828/16.) 
(100 ,883.) | ? 

6,139. Metuop or Orrratinc Evecrropss FoR Projecrors. Е. A. Sperry. 
April 28th, 1916. (100,781.) 

6,131. Exvecrricat, Resisraxces. A. H. Curtis. April 28th, 1916. (105.946.) 

6.150. METHOD OF AUTOMATICALLY TAKING UP. SHRINKAGE OF Cous or ELEc- 
TRIC TRANSFORMERS AND OTHER Evectric APrARATUS. J. Hall & J. R. Kirk. 
April 29th, 1916.  (105,947.) : 

6,229. APPARATUS FOR !ErrkcriNG. Exootnermic Gas Reactions By®an_ ELEC- 
tric Arc. J. A. Currie. May Ist, 1916. (105,953.) 

6,2249. REVERSING CONTROLLER FOR ELECTRIC MOTORS USED ON PETROL-ELEC- 
TRIC CARS AND FOR OTHER FURPOSES, W. А, Stephens. May 2nd, 1916. 
(105,956.) 

6,255. ELECTRICAL TRANSFORMERS. W. H. 
(105,957 .) 

6,269. ELECTRICAL Ѕк.ЕСТОКУ OR [MPULsE Responpers. Relay Automatic 
Telephone Со. & L. C. Bygrave. May 2nd, 1916. (Addition to 9,345/15.) 
(105.959.) 

6,328. AUTOMATIC TELEPHONE. Systems. W. А. Burrell. Мау 3rd, 1916. 
(105.966.) 

6,378. TIMERS OR ее FoR Macnetos. С. Messerschmidt. October 
(101,783. 

6.518. INDICATORS AND RECORDING INSTRUMENTS. 
Speight. Мау 6th, 1916. (105,986.) 

6,771. INCANDESCENT ЕРЕСТЕ1С Lamps, 
(105,9%.) А 

6,859. Carson HoLpers For ЕгЕсткіс Arc Lames. J. White. May 13th, 
1918. (105,996.) 

7,712. SvanKiNG Pivos. A. E. White (Wolverine Spark Plug Co.) Mas 


91st, 1916. (106,006.) 
7.796. Exvecrric Conversion. S. Cabot. June Ist. 1916,  (106,008.) 
Cable Accessories Co. & F. H. Reeves. June 


O. Bastian. January 


Marks (Landers, Frary & Clark). 


Wilson. May 2nd, 1916. 


S. R. Fletcher and A. 
О. R. Scll. May llth, 1916. 


8,433. Ecectric HEATERS. 
15th, 1916.  (106,011.) 
8,960. MuaNs ror Printine [prENTIFYING. Marks on Ispivipvat Cores OF 
Muiticore Ergcrüuc Canes. R. Wood and Callender's Cable & Construction 
Co. June 26th, 1916. (106,016) 
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SPEED THE PLOUGH ELECTRICALLY. 


NO apologies are needed at the present time, even 
in the case of an electrical paper, for referring to 
the subject of ploughing, which 15 a matter not only 


of domestic, but of very real national concern. The 
countrv had been led to expect much from the influx 
of petrol-motor operated tractors and ploughs on 


our farms, and in view of the eulogistic forecasts 


of their friends and admirers it is rather a shock to 
learn from the Commercial Motor, which is naturally 
an ardent supporter of the movement, that the 
‘initial’? experiments in their use under official 
auspices; have proved rather disappointing ; “the 
troubles have much exceeded anticipations "' 

'the average ploughing per month per agrimotor 
has been verv muoh below the most conservative 
estimates of the promoters," and that '' the figures 
: are startling by reason of their disclosure of 
low average performance per agrimotor.”’ 

Puttine aside the questionable suggestion of 
jnovelty—the manufacture of farm tractors has been 
"proceeding for some vears—we must express our 
regret that the expectations as regards the assist- 
ance to be obtained from these internal-combustion- 
engined farm appliances in extending our home food 
production in the emergency conditions of the 

moment are unlikely to be realised. Private issues 
are beside the question. and had the motor-tractor 
and plough come through victoriously criticism would 
have been ungenerous. When, however, the Editor 
of the Commercial Motor contents himself bv taking 
the view that the bringing under the plough of an 
additional three million acres of land, which it is 
sought to accomplish during the next I2 months. 
will largely be aided by the employment of addi- 
tional steam ploughing sets, assisted by motor trac- 
tors, &c., and suggests that 100 such sets might 
be constructed between now and the end of the year, 
although he would be glad to see even 50 additional 
ones, which would represent at least 150,000 acres 
of new ploughing and cultivating per annum—for 
which work not fewer than 400 independent agri- 
motors were be required, based on an annual aver- 
age per machine, with double shift working, of 375 
acres—we begin to realise how very far from pro- 
viding a solution to the ploughing difficulty the pre- 
sent types of motor-tractor and plough really are. 

Assuming that we must revert to some form of 
cable ploughing to attain our object, we would sug- 
gest that much of the constructive difficulty and first 
expense (over £4,000 per steam set) would be 
obviated by adopting electricity as a power agent 
wherever a suitable supply of electricity is practic- 
able, instead of building independent steam envines, 
with their attendant fuel and water carrying difficul- 
ties. Standard electrical motors and apparatus can 
be used for haulage gears, costing far less than 
engine-driven gears, and extremely light pole line 
construction would meet the conditions on private 
property, the power required being comparatively 
insignificant from a transmission point of view. In 
addition, a supply of electricity means good lighting 
at nicht, thus allowing of continuous day and night 
ploughing, and as one cannot overlook the favour- 
able prospects of increasing crop production on the 
saine land. or alternatively utilising less land and 
fewer ploughs, by employing  electro-cultural- 
methods. it appears that a strong case can be 
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made out for the electric plough plus electroculture. 

The greatest obstacle in the way of such a 
scheme to the non-technical mind is lack of 
electricity supply on the spot; vet anyone 
who has visited large reservoir and dock works 


in progress, covering square miles of land, 
must have been struck with the facility with 


which temporary transmission lines are erected or 
inoved at a few hours’ notice, and no engineer who 
is practically familiar with such work would doubt 
the possibility of developing a suitable system for 
ploughing purposes. 

Ne are not advocating an untried novelty; 
readers who are interested will find папу references 
to electrical ploughing results in past volumes of 
the Review, including an illustrated article on the 
use of the electric plough on a farm in Nottingham- 
shire,* but apart from this, we have the electric 
ploughing experience of the German firms, Eckert, 
Siemens, A. E.G., &c., the Italian firms, such as, the 
Socicte Electrotechnique of Turin, and Morelli, and 
again of the French Société de Constructions Elec- 
triques (Jeumont), and of M. Fillet to draw upon, 
the latter in particular having developed a portable 
held transmission system emploving light tubular 
poles which are screwed into the vround, and easily 

packed into a wagon for removal. 

"^ The electric plough was tried out before the oil 
tractor and plough had emerged from the nursery, 
and it is very evident that had the electrical TUM 
nity in this country displayed a quarter of the 
energy shown by the internal-combustion engine 
enthusiasts, the possibilities of electrical ploughing 
in some districts, at least, would have received ofh- 
cial recognition, and the costly coal-burning steam 
tackles could be relegated to less favoured localities. 
The circumstances of the moment have left the elec- 
trical industry with trump cards in the shape of the 
electric plough and electroculture. But with an in- 
dustry which is apathetic and casual in matters affect- 
ing organised development work, and a Govern- 
ment agricultural department which has only. re- 
cently emerged from a prolonged state of coma, it 
will probably-require something of the nature of 
T.N.T.. suitablv applied, to awaken either to a 
realisation of the economic future before electric 
ploughing. 


THosE of our readers who are 

The interesting themselves іп after-the- 
Conditions war conditions of Labour, and who 

of Labour. recognise the importance of doing 
evervthing possible to avoid causes 

of future friction, may be advised to obtain a copy 
of a pamphlet just issued by the Labour Co- 
Partnership Association. (6, Bloomsbury Square, 
London, W.C.) on the subject of ‘‘ Industrial 
Fatigue in its relation to Maximum Output." Brief 
introductory messages are contributed by Sir Robt. 
A. Hadfield and Mr. J. R. Clynes, M.P., the 
former quoting his own experience in proof of 
the inadvisability of employing non-stop and over- 
time methods, and showing that by knocking off 
Sundav work output was not reduced. Sir Robert 
does not care for Tavlorism because of its tendencv 
to make the workman into a machine, when, after 
all. he is a human being. Mr. Clynes states three 
outstanding impressions which are in the minds of 
workmen. When changes have been made to secure 
increased output, the men have felt certain that such 
changes would mean reduced wave rates, “and their 
certainty rested upon experience." — ''Thev were 
confident that the more they produced the sooner 
thev would be unemploved, and thev found results 


* Ereerricat, Review, February 11th, 1916. 


in some occupations to support this view." “t They 
had a natural objection to being made the mere 
instruments for certain unknown material ends 
which would give greater gain to others than they 
themselves derived." Не holds that there will be 
difhculty in getting rid of these deeply- -rooted im- 
pressions w hich have been engendered as the result 
of generations of industrial experience, and in Ins 
opinion it will not do to try and reduce’ the condi- 
tions of fatigue purely “іп order that workmen 
should be able to produce more." That would be 
one of the results, but to set it up as an object 
would be fatal. Though he recognises that 
increased production is all-important, he feels’ that 
it should be secured with two other conditions: (a) 
A fair share of the increased rewards should go to 
the producer; (^) the producer himself must be re- 
garded as a man first, and a workman afterwards. 
These are merely the introductions to the pamphlet, 
in which very thoughtful views on, the subject of 
fatigue and output are expressed by Prof. Henry J. 
Spooner. The conditions of industrial life, m Gov- 
ernment-owned and controlled factories and yards, 
during war-time have taught us more than we ever 
knew in practice before concerning the matter. 
Prof. Spooner deals with the subject in the light of 
this and other valuable experience, and he handles | 
it sympathetically, setting forth a collection of notes 
which form as comprehensive a study of the whole 
matter as one could reasonably hope for in a 
pamphlet of 50 or бо small pages, and one which 
can verv appropriatelv be studied at the present 
time. The causes of fatigue are many, and Prof. 
Spooner discusses a varietv of means which may 
be emploved. without any appearance of ''fussi- 
ness " or coddling, to remove these causes. The 
points touched upon include the need for 
healthy environment in the works, the provision for 
periodical rest breaks, avoidance of overtime and 
Sunday work, reduction of working hours, simplifi- 
cation of operations and lightening of labour as the 
result of motion study, the scrapping of antiquated 
machinery and methods, the re-classification of cer- 
tain trades, education respecting the worker’s 
fallacy concerning the benefits to himself of restric- 
tion of output, study of the conveniences and condi- 
tions of the workers, both within and outside the 


‘factory, the need for better housing accommodation, 


especially in crowded industrial centres, &c. The 
worker calls for greater security of employment, and 
if this can be secured it will benefit the employer by 
obviating the wasteful turn-over of trained labour 
from one works to another, which the unwisdom of 
the hasty discharge of labour is bound to encour- 
age. ‘The author is under no delusion as to the 
urgency of our industrial problems, nor is he blind 
to the unlimited industrial expansion that lies 
awaitinf us. He obviously attaches great im- 
portance to the question of Welfare Work, and 
urges the cultivation of the long vision. In his 
opinion, some of our great statesmen, engineers, 
and industrials, who are not now fully employed on 
matters of national interest, should be appointed to 
carefully examine the problems of the kind indi- 
cated above while there is time. The Government 
Labour Unrest Commissioners who are now getting 
to work in different areas of the Kingdom have a 
very large subject to investigate. Their task has 
arisen directly from war conditions, and what they 
are to suggest: in their recommendations relates, 
we believe. more particularly to the measures neces- 
sary for removing the special causes of unrest for 
the further period of the war. Prof. Spooner’s 
method of dealing with the subject, as well as the 
Labour Unrest Commissioners’ study, both have a 
direct bearing upon the after-the-war industrial 
situation. It is on that ground that we commend 
them to the attention of serious students of our in- 
dustrial problems. 
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RECENT DEVELOPMENTS IN ELECTRICITY SUPPLY AT KEIGHLEY. 


By HARRY WEBBER, A.M.LE.E., Borough Electrical Engineer and Tramways Manager. 


‘THE following article is intended, not only to give par- 
‘ticulars of the extensions to the Keighley electricity works, 
which were officially opened by the Mayor of Keighley 
(F. W. L. Butterfield, Esq., J.P.) on May 31st, 1917, but 
-also to illustrate the effect that the present European war 
Ћаѕ аа on the supply of electricity in the town generally. 


My excuse for preparing the article is that I believe many 
-of the particulars and the special information given will be 
‘of use to a great number of readers. 

i The Keighley electricity undertaking was inaugurated in 


1901, and a supply was commenced on March 30th of that ` 


year. The plant consisted of two Lancashire boilers, with 
а total heating surface of 1,982 sq. ft. : three Allen engines 
of 730 LH.P. direct-coupled to three Allen dynamos with 
410-Kw. output, with a small Tudor battery. 

The capital expended was £39,300, detailed as follows :— 
Buildings, £7,000; generating plant, £12,000; motors 


‘and instruments, £21,000 ; mains, £14,100 ; accumulators, 


£2,000 : publie lamps, £1,556. 

The station was originally intended for supplying power 
for the tramways, which had just been electrified, and also 
any lighting developments which might occur. 

Nothing of a'very exceptional character was done in the 
way of expanding the business until the latter end of 1909, 
when the plant capacity had then increased to 740 Kw. 

Seeing that more plant had to be installed, the question 
-of a complete change in the »thods of generation was fully 
discussed by the Electricity С mittee, with the result that 
“application was eventually nii о to the Local Government 
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which is an exceptionally low figure ; moreover, there is 
very little plant of an obsolete nature left, as all the 
Lancashire boilers and two out of three of the original 
generators have been sold, and the balance of cost paid for 
out of revenue. 

No doubt one of the primary reasons why the Keighley 
undertaking has developed very rapidly since the installation 
of the three-phase system, is that in conjunction with 
this system a very moderate charge was made for the supply 
of energy in bulk—namely, £3 per KW. of maximum 
demand, plus }d. for every Board of Trade unit consumed. 
This has brought the average price obtained to ‘86d. per 
unit, which is lower than in many large towns and cities 
with a much greater output in units sold. 

I believe, however, that the poliey of offering this low 
price has been justified, es it was not until the year 1912 
that the department first began to make a profit, and this 
profit; which was only small at the commencement, has 
gradually increased, until the exceptional cost of materials, 
&c., for the last two years has brought it slightly lower 


` again. 


In the initial stages it was obvious that although pretty 
heavy prices were being charged, the current was being 
sold at a loss; thus in the year 1902 the total costs were 
10'1d., while the average price obtained was only 3'1d.; 
that is to say, a loss of 7d. resulted on every unit that was 
sold. In 1903, 4d. was lost on every unit sold, and the 
third vear 24d., and so on until 1912, when the costs of 
production were exactly equal to the average price obtained. 

Low prices could not be maintiined unless the working 


Fig. ].—SECTION THROUGH 2.000-KW. WILLANS-ZOELLY TURBINE AT KEIGHLEY. 


Board for permission to borrow £21,000 in order that a 
‘three-phase, E.H.T.,alternating-current system of supply could 

€ commenced for the power users in the town of Keighley. 
‘Since this time the undertaking has forged ahead. 

There was a steady increase in the output of units from 
1910, when the total gale was only just over 100,000 units, 
until £914, the year when the present war commenced, of 

Just over 4,000.000 units. 

To show the effect the war has had on the output, the total 
‘Sale at the present time is at the rate of just-over 5,000,000 
Units per annum, or double what was being sold when the 
‘War first broke out. | 

The original turbine units installed were only of 1,000-Kw. 
Capacity, whereas the latest installation is of 25,000-Kw. 

Capacity, the total plant capacity at the present time being, 
IN round figures, 10,000 Kw. Ж 

The capital either spent or pledged up to March 31st, 
1917, amounted to about £146,000'; this figure includes 

€ cost of the latest new plant and also £9,300 for land, 
as wel] as ail the mains, meters, motors on hire, engine- 
room and boiler-house plant. Working this out on the 

Mowatt capacity, it only amounts to £15°38 per KW., 


costs and capital expenditure were kept at a very low figure. 
To illustrate what these figures have been, in 1914, just 
before the war commenced, the total working costs averaged 
only *47d. and the total capital charges “824. per unit. 

The demand is created by a very diversified class of 
manufactures, and this has a beneficial effect on the power 
station, as it results in a very steady load throughout the 
majority of the working day, thus enabling boilers and 
prime movers to be worked at their most efficient output. 


The following is a selection of power consumers con- 
nected to the mains:—sSmall wood turners, wringing 
machine manufacturers, tape manufacturers, machine tool 
makers, corn millers, saw mills, weaving sheds, spinning 
mills, steel founders, malleable iron founders, brass founders, 
dyers, coopers, cabinet makers, manufacturers of spinning 
machinery, loom makers, paper tube manufacturers, tanners 
and curriers, laundries, automobile works, manufacturers of 
electrical plant, stone yards, brewers and maltsters, wagon 
works, hosiery manufacturers, bakeries, &c. 


The following examples of power consumers on the 
Keighley supply may be of interest to readers :— 
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Malleable Iron Founder.—D.C. supply. £21 per month: seven 
motors installed, total 76 H.P. 

Iron Works.—D.C. supply, £26 118. td. per month. Principal 
manufactures, washing machines and bedsteads: 11 motors in- 
stalled, total 97 H.P. 

Wagon Builder.—D.c. supply, £2 8s. per month: six motors 
installed, total 36 H.P. 

Sand Merchant.—D.c. supply. £2 138. 8d. per month : two motors 
installed, total 23 H.P. 

Corn Miller.—A.C. supply, £9 5s. per month; two motors in- 
stalled, total 50 H.P. 

Timber Merchant and Sawyard.—pD.C. supply, £3 13s. per month : 
six motors installed, total 46 H.P. 
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Machine Tool Maker.—A.c. supply, £21 17s. per month: l4 
motors installed, total 175 Н.Р. 

Brass Finishing, including Foundry.—D.C. supply, £12 7s. per 
month ; five motors installed, total 114 Н.Р. 

Weaving Sheds.—A.C. supply. £39 per month: 275 looms and 
one winding frame ; five motors installed, total 130 H.P. 


А.С. supply, £16 98. per month ; 130 looms and one hoist: five 
motors installed, total 100 Н.Р.  : 


А.С. supply, £9 per month ; 22—86-in. broad ee one motor 
installed of 25 H.P. 


А.С. supply, £25 per month ; 480 tape weaving machines and 10 
beaming and winding machines: three motors installed. total 
90 H.P. , 


Hosiery Manufacturer... D.C. supply, £4 98. per month: 20 hosiery 
machines &nd 28 sewing machines ; two motors installed, total 
144 H.P. 


Spinning and Twisting Machinex.—A.C. supply. £13 per month : 
144 cap spindles, 700 fly spindles, 132 ring twisting spindles, and 
96 fly twisting spindles : one motor installed of 35 H.P. ` 


Foundry.—pD.c. supply, £8 2s. per month : five motors installed, 
total 563 H.P. 


During the year 1914, powers were obtained to supply 
a large area surrounding the borough on all sides, but a 
clause was inserted restricting the Corpor ation from com- 
mencing the work of laying 1 mains, &c., until six months 
after the declaration of peace. With these additional 
districts, practically the whole of the Valley of the Worth 
aud a good portion of the Aire Valley will be included in 
the supply area, and I estimate that at least 30,000 steam 
H.P. is being produced in those districts at the present time 
by private concerns, which in the natural course.of events 
may reasonably be expected to take a supply eventually 
from the Corporation. 

One of the districts which obtained its own provisional 
order is already taking a supply in bulk, and transforming it 
for tramway and general distribution purposes, 

1 now propose to give a detailed descriptiou of the receut 
extensions. 

The prime mover is a D,000-Kw. Willans-Zoelly steam 


turbine, which is direct coupled to an alternator made ^y 
the GeneraliElectric Co. 


"~The turbine is of rather special interest, as it is practically 
the first Zoelly-type steam turbine made by Messrs, Willans 
and Robinson, and is similar to the sete which have been. 


installed at the Glasgow Corporation electricity works and 
Salford Corporation electricity works. 


The surface condensing plant, which was also supplied’ 

by Messrs. Willans & Robinson, has a special feature, which 

is of interest—namely, that the air, instead of being 
extracted by some form of 
rotary or reciprocating plant, 
is carried away by passing Ше. 
whole of the circulating water 
through ejectors, before enter- 
img the condenser proper. 
This system does away with 
one piece of moving plant, 
thus saving the usual “upkeep, 
and also the power which is 
always required for drivi ing 
the ordinary types of air’ 

pumps; moreover, it is not so 
liable as machinery in motion 
to give trouble whilst in 
operation. 

The governor is of the oil 
relay type, and is fitted with a 
&mall motor, which can be 

controlled from the switch- 
board gallery, so that in the 
event of the attendant on the 
engine-room floor not being 
available at the moment, the 
speed can be brought up 
or down by the switchhoard, 
Staff. In Keighley, however," 
this has not been coupled up, 
as once the load is on after 
meal hours, it is so steady 
that the set very seldom varies 
in Spes at all. 
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With the majority of steam turbines running at high 
speeds there is always the possibility that the bearings 
become dry after the plant. has been standing for some time, 
Nome makers provide oil rings, which operate by friction on 
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the shaft; other makers provide a small hand gemi-rotary 
pump, which the engine driver is supposed to work before 
starting the set up, and thus flush the bearings by 


hand, but I think the arrangement adopted on the set : 


described is preferable to either of these methods. 
A small steam oil pump is coupled in with the retary pump 
driven from the turbine itself, and immediately steam is 
turned on to the main stop valve, this steam pump starts 
automatically to flush the bearings with oil. 
turbine is fairly up to speed a diaphragm device cuts out 
the steam pump, and leaves the oil circulation entirely to 
the rotary pump. 


— 


z Ф 
The steam pump also comes into operation again whilst 


the set is gradually slowing down. 

All so-called flexible couplings have been eliminated in 
the designing of this set, the alternator rotor being rigidly 
coupled to the steam rotor, and the exciter armature is 
built on to the end of the main shaft. E 

The modifications eliminate a lot of the minor troubles 
which are generally experienced some time or other with 
flexible couplings, and small bearings for the exciter when 
flexible couplings are used. 

The turbine proper is of the multi-cellular impulse type, 
consisting of a rotor, on which is mounted the required 
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Fig. 4.—STEAM END, 5,000-KW. WILLANS-ZOELLY TURBINE SET; KEIGHLBY. 


number of impulse wheels, each of these wheels rotating in 
а separate chamber formed by means of division or 
diaphragm plates. 

The body is built up of ring sections permanently bolted 
together, but divided into upper and lower halves. Feet 
are fitted on to this body, which enable it to slide along 
the bed plate, and thus allow for unequal expansion. 
The main pedestals are cast entirely separate from the 
body, and so arranged that the alignment of the turbine 
ìs unaffected by the expansion of any of its parts. 

The steam rotor consists of а steel forging which forms 
the shaft, upon which are mounted the disks, of high-tensile 
steel, each fitted with one row of nickel steel impulse 
blading. 

The roots of these blades are ,of T-section fitted into 
Erooves and machined in the disk, and shrouding is fitted 

оода the periphery. 

The casing is subdivided by diaphragm plates, fitted with 
: labyrinth packing to prevent leakage of steam from stage to 
stage. The steam passages are formed at the outer edge of 
these diaphragms by plates of nickel steel, cast in position. 

. А set of small thrust collars is provided, which would be 
capable of taking a heavy end thrust, if necessary, but is 


When the | 


really intended to be used only for adjusting the position of 
the shaft when first setting to-work. This thrust block is 
rigidly attached to the turbine body, and free to slide in 
the steam-end pedestal. 

The oil is cooled by means of two vertical coolers, coupled 
up in series, but of such a size that it would be possible 
under emergency circumstances to run the turbine whilst 
one was being é¢leaned out. 

Besides the ordinary governor, which has already been 
described, there is an emergency governor, which comes into 
action when the maximum allowable speed of the turbine 
has been exceeded. 

As far as possible the. steam connections, oil pipes, &c., 
have been fitted to the lower portion of the turbine body, so . 
that when an internal inspection is necessary, there is prac- 
tically only the cover or top half of the body to lift, 
without undoing a lot of pipe connections, and other small 
apparatus. | 

The condenser is designed to maintain a vacuum of 
28} in. when the turbine is on full load, and the barometer 
stands at 30 in., the quantity of water required to obtain 
this vacuum being 5,180 gallons per minute at a tempera- 
ture not exceeding 60? F. 

The cooling айр provided is 7,740 sq. ft. A flooding 

cock is specially fitted, so 
that the steam space in the 
condenser can be filled 
with water if it is desired 
to run the turbine non- 
condensing. This saves 
installing one of those huge 
valves, which generally- 
result in a continuous loss 
of vacuum through slight 
air leaks. 

The condenser itself is 
erected immediately below 
the turbine bedplate, with 
a sufficient gap between 
the flange of the exhaust 
end of the turbine and the 
steam , flange of the con- 
denser to allow for a suit- 
able expansion piece. 

The electrical end con- 
structed by the General 

. Electric Co. is designed to 
give an output of 5,000 kw. 
continuously at 6,600 volts, 

50 cycle, with a power 

factor of “8 and a speed of 

1,500 R.P.M. ` 

The generator stator is 
in one piece, and consists 
of. а cast-iron box section 
frame to accommodate the 

| laminations. 

No filing or scraping was done after the laminations were 
assembled, as owing to the length this would cause much 
higher iron losses, due to eddies, than in ordinary machines. 
For the same.reason, sheets of strong paper are inserted 
between the plates at suitable intervals. 

Stranded copper has been used throughout, not only in 
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the slot, but also in the connections. 


The insulating tubes are of micanite, and moulded on to 
the coil itself. 
The ventilation is carried out by means of fans fixed 


| rigidly at each end of the rotor, and the scheme i8 that the 


fan at the exciter end of the rotor drives the air into the 
space enclosed by the guards. After cooling this side of 
the stator coils, the air passes through a number of axial 
channels provided in the core for cooling purposes. The 
outlet for the air is all at one end of the machine ;° 
that is to say, the opposite end to. the inlet, and in 
passing through the core to escape, it automatically cools 
the coil connections. There are two completely separate 
streams of air, and that air which is used to cool the 
rotor is not used again to cool any part of the stator ; 
this results in very low even temperature rises all over the 
machine. 
D 
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. Heavy metal clamps are arranged all round the windings 
to prevent any moving of the connectors or the projecting 
ends of the coils. | 

The rotor is а solid forging, in one piece with the shaft ; 
the slots are milled out of the solid drum. 

The fan at the coupling end of the rotor is used for 
keeping a circulation of air through the rotor for cooling 
purposes. ; 

The temperature rise guarantee is that it shall not exceed 
70? above the surrounding atmosphere after six hours' run 
on full load. ‘Efficiencies at ‘8 power factor’ full load, 
95°75 ; three-quarter load, °95 ; half-load, 93°25. ` 

With relation to the overall efficiency of the set, as a 
result of some recent tests taken on site, it was found that 
the steam consumption per KW.-hour is *6 lb, better than the 
maker's guarantee, which was considered most satisfactory. 

A Heenan & Froude rotary air filter is installed in con- 
nection with the alternator, and this filter has proved very 
efficient. 

The new 5,000-Kw. set was named after the Mayor 
of Keighley (F. W. L. Butterfield, Esq., J.P.), and the 
opportunity. was taken of giving a name to the three 
other turbo-alternators installed in the station, the next in 
size being a 2,000-x w. set, which was named after the late. 
Mayor, Councillor W. A. Brigg, J.P., and the two 1,000-Kw. 


sets, one after the present chairman of the Electricity Com- | 


mittee, Councillor Herbert Sellers, and the other after the 
late chairman, Councillor Henry Whitehead. 
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ANTHRACITE СОАТ. 


X Bx W. Н. BOOTH, Е.9.8. 


THERE are, roughly, four general varieties of coal—lignite, 
bituminous, semi-bituminous, and anthracite. These are 
sufficiently distinct to be at once recognised as regards their 
average members. But there is some difficulty near the 
lines of demarcation, for while brown coal is at onee seen to 
be a lignite, yet the Kaitangata coal of New Zealand, and 
the Bulli coal of Australia, though lignites, are very similar 
to bituminous coal. But Welsh smokeless coal, or semi- 
anthracite, has an appearance of its own, and anthracite, 
with its flinty looking bright fracture, its hardness and 
clean touch, stands very much alone. 

Yet all the coals differ only in some hidden secret of 
their molecular make-up rather than in their bald analytical 
figures. -Typical analyses—No. 1 of a well-known bitu- 
minous coal, No. 2 of one of the best Welsh smokeless 
varieties, and No, 3 of ‘“‘Gwythien Goch” anthracite, as 
obtained from the Ammanford and Pontyberem Collieries of 
South Wales—are appended. Hydrogen is so often regarded 
as the distinguishing feature of bituminous coal, that these 
analyses may be a little surprising. "They indicate that the 
influence of oxygen is of greater importance as the factor, 
in bituminous coal, which enables about one-third of the 
weight of a coal to pass away in a gaseous form when the 
coal ів heated. Long streams: of flaming gas are then set 
free, and if the flames are checked by contact with cold 
surfaces, masses of soot are deposited on those surfaces, and 
the flame is rendered dull and red, or is moreor less completely 
extinguished. 

With Welsh smokeless coal it is very different. 
 inits composition comes off in short flames of easily ignited 
gas, which are not long enough to reach even to a nearly- 

laced cold surface, so that, with any reasonable care, a 
ае smokeless coal can readily be burned without showing 
smoke. 

Real anthracite burns just as though it were pure, solid, 
` gasless carbon. The pieces become as hot as the fire into 
which they are thrown, and just melt gradually away if 
exposed to a draught of air. There is по smoke. There ів, 
however, a little tarry matter even in an anthracite coal, 


ды аш specially prepared for Mr. T. T. Pascoe, of 
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‘splintery, and requires a keener draught to burn it. 


Any gas ` 


but it is very small, and only develops, as a rule, in the 
separator of a gas producer, from which, of course, the gas 
comes away not too highly heated, and leaves a little tar in 
the tar separator box. ` 


Welsh anthracite is closely resembled by ће anthracite 


of Pennsylvania, U.S.A., but the latter is harder and more 
It is 
much used on American locomotives, because of its smoke- 
less quality, and is burned on tubular firebars, on which it 
is thinly laid. He is a skilful fireman who can fire one 
of these large American fireboxes thinly and evenly, care 
being required to fill up the holes before they are fully 
burned through, for the American article is apt, when 
burned into holes, to cool rapidly round that hole, so that 
a blank and spreading patch of non-burning coal may 
form. 

In order to understand the action of anthracite in the 
process of combustion, it is perhaps best first to describe 
what happens in a furnace when bituminous coal is burned 
and when anthracite is burned. : 


Taking first the case of bituminous coal, let it be assumed . 


that a fire has burned down sufficiently to demand a further 
charge of coal. The whole fire is brightly incandescent, 
and giving off merely the skort blue flames of carbonic 
oxide gas, which, especially if the’ fire is thick, will be pro- 
duced when the supply of air through the grate is not 
sufficient completely to burn the carbon, which remains 
when the hydrocarbon gases have been driven off the last 
charge of coal. The chemical action with sufficient air 
is © + О, = CO, In this equation the nitrogen of the 
air is neglected as neutral. With insufficient air the 
action is as follows :—2 C + О, 2 CO, the result being 
carbonic oxide gas with less than one-third the heat 
production of perfect combustion. Thus when fires are 
thick, additional air may be needed over them to burn this 
gas as well during the period when the hydrocarbon gases 
are being evolved. | 

The fire then being brightly incandescent, a fresh charge 
of coal is sprinkled evenly over its surface. The first effect 
is to heat the fresh fuel at the expense of the red-hot fire’ 


` next the grate, and to cause it to pour out volumes of 
"hydrocarbon gas, which bursts into flame, and demands for 


a short time a very considerable volume of air above the fire. 
This is usually admitted at the door by grids. A ton of 
bituminous coal will give out about 10,000 cb. ft. of gas. 
Assuming a charge of fresh fuel to be 56 lb. per furnace, 
the gas production will be 250 cb. ft. in a space of two to 
four minutes. To produce this amount of gas out of solid 
fuel will require the locking up of heat in a latent form, 


exactly as when any solid or liquid is vaporised. This heat 


can only be derived from the fuel on the grate, and since 
one-third the weight of bituminous coal is thus volatilised, 
it is clear that the fuel on the grate, now reduced by com- 
bustion to less than two-thirds its original weight, will be 
very sensibly cooled. The gas which has been given off 


. will burn freely if mixed with air and not deprived of its 


heat of combustion by directing the flames upon too much 
cooling surface. The mixing with air and subsequent 
heating is accomplished in properly-formed furnaces by 
allowing the gas and air to flow together over the length of 
the fire and by providing an ample combustion space 
beyond the bridge in which complete combustion may be 
secured. Is it because of these suddenly produced volumes 
of gas, to be burned off in a fraction of the total time 
between stokings, that some mechanical stokers are made to 
give a constant feed of fresh coal at the furnace mouth, 
whereby a constant production of gas is secured and the 
ү of the furnace is rendered uniform, and the supply 
of air above the fire is also constant ; indeed, sufficient air 
usually gets through the thinly burned part of the fire next - 
the bridge. Often, indeed, far too much air gets in through 
the nearly bare grates. | 

Since so much of the coal has gone away from the grate 
as gas, and has cooled the fire in doing so, it follows that 
little more than half the heat capacity of the coal is 
actually generated on the grate. The mean temperature of 
the fire is, therefore, much less than it would be if all the 
combustion occurred actually on the grate. 

Now to take the case of anthracite, any hydrogen in its 
composition is apparently either free or compounded with 
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carbon in such a manner that the flame is short, and is 
practically contained within the fuel bed. Almost all the 
coal is just solid carbon, which burns away completely 
on the grate. When air passes through the grate and comes 
into contact with the fuel, this is at once burned to carbon 
dioxide. The action is as above, C + O, = CO, As 
this gas passes up through the fire it picks up more carbon 
and issues at the fire surface if the fire bed is thick, as 
2 СО. And this must then be burned again to 2 CO, by 
adding more air above the fire. But if the fire is thin 
enough, air gets through the bars to burn all toCO,. And 
all the heat of combustion is thus generated near the grate 
surface, and it is not desirable to use grates put together so 
carelessly as they may be with bituminous coal. The grate 
bars must not present parts of their sides to the fire. 
Therefore, no bar should stand up above the rest, or the 
upstanding part risks being burned. Various methods have 
been adopted to prolong the life of fire-bars under anthracite 
fuel. 
run through them. Their upper surfaces have been made 
of trough form, and the trough has filled itself with the ash, 
which has insulated the bar surface from the direct touch of 
the hot fuel. Anthracite has been burned on flat plates in 
which are many holes, each surrounded with a nipple like a 
flat volcanic hill. The areas between these hills become 
filled with ash, and this preserves the metal. Some have 


cast very deep bars, the bellies of which have been immersed. 


in a trough of water in the ashpit, which has kept the bars 
cool by conduction of the heat from the upper edge, and hy 
the flow of steam between the bars into the fire, where the 
steam is split np into its constituent gases, and heat is thus 
abstracted from the fuel bed, and returned later on, when 
the oxygen and hydrogen recombine, and give up the heat 
taken up in decomposing them at the grate surface. 

The use of steam in connection with the burning of 
anthracite fuel is quite general now. The anthracite is 
better for a little assistance to sharpen the draught, for this 
helps to clear the surface of the pieces of fuel from the dust 
left on the burning surfaces, and, by the use of steam-blown 
inductors, the air is forced into the ashpit, and passes with 
the steam directly to the furnace, where, as stated above, 
the steam is decomposed by the red-hot coal, and helps to 
moderate the intensity of the temperature at the grate 
surface. | | 

By these means anthracite coal may be burned at a con- 
siderably higher rate per square foot of grate surface than if 
ordinary natural draught: is employed, but greater care is 
necessary in the preservation of an even grate surface 
and in the maintenance of an even thickness of fire, 
for at higher rates of combustion the fires burn more 
quickly into holes, and, moreover, the thin parts of the fire 
are more keenly attacked by a sharp draught, and во are still 
more rapidly burned into holes. ` 


THE Gas PRODUCER. 


The action of anthracite when burned on a thickly- 
covered grate has been shown above to be imperfect in so 
far that the gas which results from combustion is a carbon 
monoxide and the heat of combustion is only 4,415 B.TH.U. 
per Ib. of carbon as compared with 14,647 B.TH.U. for 
perfect oxidation. | 

This peculiar property is really very valuable, for by 
burning anthracite in & thick mass in a firebrick-lined 
vertical cylinder with an air inlet at the base only, the 
output above the fuel bed is almost wholly carbon 
monoxide = CO, plus, of course, the nitrogen, which goes 
In with the air and is neutral, and acts merely as a diluent. 
If now this carbon monoxide is burned with a further 
supply of air, it will give out 10,232 B.TH.U. for each lb. 
of carbon which it contains, for 14,647 — 4,415 — 10,232. 
The gas is thus eminently suitable for use in gas engines, 
and ‘has conve very largely into use for power purposes. 
But experience has shown that the 4,115 B.TH.U., Which it 
18 nob possible to avoid producing when a gas generator is 
worked with dry air, are more than sufficient to carry on 
the proper heat reaction of a gas producer. The gas 
passes -off very hot, and must be cooled. Thus much heat 
is lost. To reduce this loss, the gas, as it passes from the 
producer vessel, is made to heat a tank of water which 
forms the cover of the producer vessel, and it may 


Bars have been made hollow, and a stream of water 


: SIMPLEX CoNDUITs, LTD., of Garrison Lane, 


also heat a vertical cylinder outside which a constant 
trickle of water is allowed to flow. The air to feed the 
producer is drawn over the wetted surfaces and over the 
steaming surface of the water in the cover tank, and enters 
the base of the producer carrying & considerable load of 
steam. This steam splits up, when it touches the hot fuel, 
into oxygen and hydrogen. 

The hydrogen helps to quicken the combustion of the 
final gas in the engine cylinder, and the oxygen combines 
with the red-hot coal to-form carbon monoxide. Thus it 
takes the place of a portion of air, and the resulting pro- 
duct not only now contains hydrogen, but it contains less 
nitrogen, and the final gas is much more powerful. 

Many producers for small suction gas plants are so' very 
-small as to be little more than toys, and the grading of the 
anthracite to suitable size is very desirable if the gas is to 
be uniform in quality. Anthracite must always remain, 
par excellence, the fpel of the gas producer, for it is hard 
and it does not bind or cake, but moves freely down as it 
burns away, and fills the space of the producer evenly, 
avoiding empty: air channels up which air would travel, 
and, by aiding to burn the gas above the fuel bed, would 
greatly reduce efficiency. There are no caves formed by 
the bridging across of conglomerated fuel. The pieces of 
anthracite are too free, loose, and dry to hold to each other, 
and the fuel bed is self-consolidating. 


(To be concluded. ) 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of mew or improved 
devices and apparatus, which will be published if considered of 
sufficient. interest. 


Simplex Weather-Proof Fitting. 


A new porcelain-body watertight lantern brought out by MEssR в 
Birmingham, is 
spéeially made up to resist corrosion, and deterioration due to the 
weather. It consists of a heavy china body into which is cemented 
a metal threaded nut, to take the suspension fitting or down-drop 


' of the conduit system. 


The well glass, which is held by a metal ring with two bolts and 
fly nuts, completely protects the lamp and prevents corrosion of the 


sp 
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Fig. l.—SIMPLEX WEATHER-PROOF REFLECTOR FITTING. 


contacts, and keeps moisture from entering the system. The ring 
and the nuts are galvanised for protection. e Standard well 
glasses are used with this fitting, so that in the event of the glass 
breaking, replacement is quite easily effected. The body of the 
lantern also has an overhanging projection which acte as а shade. It 
is a cheap and effective fitting, and is specially useful for garages, 
stables, yards, factories, and other exposed positions. 


The “ Depthometer." 


Most firms of any magnitude have experienced the need of some 
method of indicating or recording the depths of liquid in distant 
tanks—a perfectly safe method when used in conjunction with 
volatile and inflammable liquids such as benzol, toluol. &c.; which 
will indicate the depths in a continuous curve from “empty” to 
"full" and combine simplicity with the need for an extreme 


minimum of attention. " 
|] 
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A system having these desirable advantages is obtainable in the 


Plummer-Burrows Depthometer, made by the FosTER ENGIN- 
EERING Co., LTD., of Wimbledon, London, 8.W. 

This is an electrical device operated by an alternating current 
at a pressure of about 20 volts, and avoids the employment 
of moving contacts with consdguent oxidation and unreli- 


The float in the tank actuates the movable core of a choking 
coil, the coil being connected in series with & millammeter and 
low-pressure A.C. supply. The millammeter is calibrated at a 
definite supply voltage, and indicates in feet and inches. 

The voltage regulator is a choking coil having two windings— 
an upper one connected in shunt to the supply, and a lower one, 


2 а 


FIG. 2.—SHoWING ARRANGEMENT OF DEPTHOMETER AND RECORDING PANEL. 


ability. All current-carrying parts are hermetically sealed from 
tank vapours,‘ the risk of éxplosion being thereby eliminated. 
Supply voltage fluctuations are corrected by means of a small 
automatic regulator, which smooths out irregularities in the supply 
pressure of 16 per cent., which variation, of course, seldom 
occurs in practice. There are no wearing parts in the regulator, 


Ете. 3.—DEPTHOMETER RECORDING PANEL. 


and as accessibility has not to be provided for, the parta are 
Mis DE leaving the factory. 

_ Fig. 2 illustrates the disposition of the various parts in a typical 
eee AMOR: while fig. 3 shows the panel at the recording 
в cnn on which are mounted the pressure regulator and the 
in cating instrument giving direct readings in feet and inches. 


across the instrument terminals. An iron core floats in the 
windings, an increase in pressure tending to draw it into the upper 
winging, and thus to reduce the choking effect of the lower winding 
in parallel with the instrument, thus altering the proportion of 
current flowing through the latter in such a way as to co 
for the increase.in total current arising from increased supply 
pressure. 

The appliance can operate over any distance, and the current 
consumption is only 0°05 unit per hour. 

There is only one moving part which might be subject to wear, 
and this, though extremely light, operates under oil and when 
once installed requires no attention. А 


A Magneto Re-magnetiser. . “ 


A simple apparatus for the re-magnetisation of ignition magnetos 
has lately been brought out by the RUNBAKEN MAGNETO Co., LTD., 
of Campt Street Works, Deansgate, Manchester. The device is 
normally supplied for 100—150 and 200—250-volt circuits, but as 
low as 12 volts can be arranged for at a slight extra cost. 


LEGAL. 


ELECTRIC INSTALLATION AT A PICTURE PALACE. 


Мв. Murr MACKENZIE, one of the High Courts Official Referees, 
on Thursday, June 7th, concluded the hearing of an action in which 
Mr. Joseph Mears, proprietor of the Richmond Cinematograph 
Theatre, claimed from Messrs. Weston & Sons, electrical engineers, 
damages for breach of contract in connection with the installation 
of electric lighting at the theatre, and for money paid under a 
mistake as to facte. | 


a 


Mr. C. J. Conway appeared for the plaintiff, and Mr. H. J. 


Turrell for the defendants. 


From CoUNSEL’S opening statement, it appeared that by a letter 


dated October 186, 1914, the defendants offered to install an electric 
light and power system for the plaintiff at his then newly-built 
cinematograph theatre at Richmond for the sum’ of £473. On 
October 9th, 1914, the plaintiff orally accepted the offer, provided 
that the price was reduced by the allowance of a discount of 5 per 


cent. Tt was & term of the contract that the defendants should 
use for the complete power and lighting installation heavy-gauge 
screwed conduits, enamelled inside and out, of ample size to enable 
the cables to be drawn in and out after erection, and that they 
should efficiently connect ths whole conduit with the earth, and 
efficiently drain off any condensed moisture. It was also stipulated 
that there should be no joints whatever in the wiring, and that 
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the whole of the work should be carried out in accordance with 
the rules and regulations of the Institution of Electrical Engi- 
neers, the fire insurance companies сопсегпей, the supply autho- 
rities, the Secretary of State under the Cinematograph Act, and 
the Surrey County Council. It was a further term of the contract 
that the whole of the work to be done should be guaranteed by the 
defendants for a period of 12 months from the date of the last 
certificate of completion. The breach of contract complained of 
was that the defendants did not use heavy-gauge screwed 
steel conduits of sufficient size to enable the cables _ to 
be drawn in and out after erection, . and that they 
did not lay the conduits so that the condensed  mois- 
ture could ‘be successfully drained off. It was also alleged 
that the wiring was not without joints, and that the work 
generally was not carried out in accordance with the terms of the 
contract or in accordance with the rules and regulations of the 
authorities. The installation, it was alleged, was not, on the 
whole, efficient, and was not maintained for 12 months in accord- 
ance with the guarantee. By reason of these breaches of contract 
and warranty, the plaintiff had suffered damage, and had been put 
to the expense of remedying the defects, amounting in all to 
#109 19s. 6d. It was further stated by counsel that the plaintiff 
from time to time paid to the defendants sums of money on 
account.for work performed under the contract and for extras 
amounting in all to £785 15s. the final payments being made on 
September 6th, 1915, and January 23rd, 1916, under & mistaken 
impression that the amounts paid were due, whereas an amount of 
£23 13s. was overpaid, as deduction had not been made on account 
of 5 per cent. discount on the sum of £473, the contract price. 

In their defence, the defendants denied that the contract price 
was to be reduced by the allowance of discount, and they did not 
admit any of the allegations as to defective work. The plaintiff, 
they said, agreed with the defendants to appoint an architect to 
supervise the work and grant certificates showing, amongst other 
things, the completion thereof ; but this they did not do. They 
completed the work in accordance with the terms of the contract 
on' December 24th, 1914, and subsequently carried out their 12 
months’ guarantee. -By not appointing an architect, the plaintiff 
had, said the defendants, himself committed a breach of contract, 
and was therefore precluded from requiring that the date of com- 
pletion should be fixed by “the date of the last certificate of 
completion,” as specified in the contract. The defendants further 
denied that there had been any breach of warranty. 

Mr. Tom Lewin LINTON, manager for plaintiff, said that after 
the opening of the theatre for a short time the electric lighting 
was satisfactory, but early in the year complaints were made that 
some of the lights were going wrong. 

MR. JAMES EDGCOMBE, the Kingston borough electrical engi- 
neer, in the course of his evidence in support of the plaintiff's case, 
said that he made a thorough examination of the electric installa- 
tion at the theatre, and found that while the materials used were 
quite good, the installation itself was defective. 'The method of 
using the materials had not, in his opinion, been in accordance with 
the specification. Mr. Dewhurst waa called in to remedy the 
defects, which he did at a cost of £109 19s. 6d. Ж 

Мв. DEWHURST gave evidence as to the details of the work he 
had had to do to put the electric lighting of the theatre right. 
It having been alleved by the defence that some of the alleged 
defects were to be attributed to the dampness of the building, the 
witness, in reply to counsel, said that the theatre was a well-built- 
structure, having cost some £3,000, and certainly could not be 
called damp. ` 

Several witnesses were called for the defence to prove that the 
work had been properly done, that the eomplainta as to defects 
were without foundation, and that if any alleged defects did exist 
they were due to the dampness of the building. 

. COUNSEL for the defence argued that the onus was upon the 
plaintiff to show want of skill. and this he had not done, and in 


the result the Referee reserved judgment. 


' 
e 


DUNDALK ELECTRIC LIGHTING LOANS. 


In the Chancery Division of the Irish High Court, on Thursday of 
last week, Mr. Justice Barton gave judgment on the motion of the 
Dundalk Urban Council for a declaration (see ELEC. REV., June 8th, 
page 624). 

Мв. JtsTICE BARTON said that the effect of acceding to the 
claim of the Council would be to disregard the prohibition of the 
statute which forbade borrowing for any purpose other than for 
permanent works, which expression could not include working 
capital, and to ignore the direction in the Provisional Order that 
апу deficiency in income should be charged on, and payable out of, 
rates. He had arrived at this conclusion with regret, as he was 
satisfied that the Council had done everything in a bend fide and 
businesslike manner. It occurred to him that undertakings of this 
kind—municipal undertakings. in fact-—were at а disadvantage in 
regard to working capital in comparison with commercial under- 
takings. He would gladly have acceded to the application if he 
could have done so. The action taken to obtain a declaration he 
held to be justified, and he hoped they would find some way out of 
the difficulty. - 


* QUEEN ANNE'S RESIDENTIAL MANSIONS AND HOTEL, LTD., 
v. Н.М. PosrTMASTER-GENERAL. ( 


IN the Chancery Division, before Mr. Justice Eve, last week, MR. 
MAUGHAM, K.C., moved on behalf of the plaintiff company. for an 


injunction until judgment or further order to restrain the defen- 
dant, his servants, or agents from cutting off or disconnecting the 
telephone service to the plaintiffs’ premises. 

According to the 7imes, MR. AUSTEN-CARTMELL, for the Post- 


master-General, said that an action would not lie against a Govern- 


ment Department, and certainly not an action for an injunction. 
The Postmaster-General would, however, be prepared to waive his 
rights in this respect in order that the rights of the parties might 


' be determined, on the understanding that the action should be set 


down for hearing at an early date. 

Mr. MAUGHAM submitted that the Post Office differed from 
other Government Departments in that it was carried on for profit, 
and was thus in the nature of a corporation. He, however, assented 
to the course proposed by Mr. Austen-Cartmell. 

The motion accordingly stood over until the trial of the action. 


TUNGSTEN FILAMENT PATENT LITIGATION. 


In the House of Lords on Tuesday, the 12th inst., the appeal was 

opened of the Osram-Robertson Lamp Works, Ltd., from a judg- 

ш of the Court of Appeal ір favour’ of Pope's Electric Lamp 
o., Ltd. 

The House consisted of the Lord Chancellor (Lord Finlay), 
Viscount Haldane, Lords Atkinson, Parker, and Parmoor. 

Counsel for the appellants, Mr. Walter, K.C., Mr. Colefax, K.C., 
and Mr. Gray ; for the respondents, Mr. Thomaa Terrell, K.C., Mr. 
E. M. Kerly, K.C., and Mr. E. Russell Clarke. 

The proceedings at the trial of the action and in the Court of 
Appeal were fully reported in the ELECTRICAL REVIEW, July to 
December, 1915. 

In opening the appeal, MR. WALTER, K.C., said that the appel- 
lants brought an action in the Chancery Division claiming that - 
the now respondents had infringed their Letters Patent No. 23,899 
of 1904. Mr. Justice Joyce found that the respondents had not 
infringed the patent, and dismissed the action, with costs. That 
decision was upheld by the Court of Appeal, and from the Order 
affirming the judgment of Mr. Justice Joyce this appeal -was 
brought. 

The patent was granted to Dr. Alexander Just and Franz 
Hanaman for an invention of improvements relating to the manu- 
facture of incandescent electric lamps, and Letters Patent No. 18,622 
of 1906 was granted to Philip Middleton Justice for an invention 
of an improved method of producing metallic incandescent bodies 
for electric glow lamps. There was the usual claim for damages 
and other relief. Prior to the introduction of the appellants’ pro- 
cess in 1904 tungsten had never been applied for use under any 


process for lamp filaments. No method of producing a tungsten 


filament was known. The appellants found that by mixing finely 
divided tungsten with a carbon paste material, so as to keep the 
metal particles together, and heating the compound in moist 


hydrogen, the oxygen in the water vapour combined with the 


carbon, and left a coherent mass of tungsten in the form of a paste 
that could be squirted into threads. The respondents said they 
employed two methods in the manufacture of their alleged 7 
infringing filaments, which were referred to in the Courts below 
as the " ordinary hydrogen process " and as the " vacuum process.” 
His contention would be that they constituted differences, if they 
were differences at all, only from the detailed example set out in 
the appellants’ specification. They were not differences from the 
essence of the appellants’ invention as described in the claim, 
which, on its true construction, covered a process embodying all 
the alleged differences. 

The learned Counsel went on to compare the respondents' process 
with that detailed in the appellants' specification and claim. He 
then argued the question of infringement. The hearing was 
adjourned. 


X 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's nnme and address in our possession. 


Business Man or Engineer? 


Stands Scotland where it did? Or words to that effect. Is 
there not one among allthose who draw the breath of life from 
engineering to strike a blow for their mistress's fair name? Does 
no one challenge the insidious attack of the article in your number 
of May 4th on "Promotion in Electricity Supply Undertakings ?” 
The writer calmly asserts that an accountant may become a chief 
engineer ; that "it is generally agreed that the head of an elec- 
tricity supply undertaking must be a business man first and an 
engineer afterwards." 

In these days, electricity almost automatically sells itself. The 
"business" of an electricity undertaking is to produce electricity 
cheaply and reliably. These are both engineering problems. 
Given equal reliability, one unit is as good as another. Imagine 
a given area of supply with two undertakings having equal rights, 
the one run by a business man devoting most of his energy to 
rounding up prospective consumers, the other run by an engineer 
devoting most of his brain work to producing cheaply. The 
engineer would only want a very " dud" salesman to follow round 


- 
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in his rival's footsteps and simply state that he was selling the 
identical thing at a farthing a unit less, and perhaps point out 
that, whereas the other company had had so many failures, his 
company had had none. 

Quite recently I read in an American engineering journal of such 
a case, only that the "plot" hinged on the fact that one chief 
hesitated to scrap comparatively new engines in favour of more 
economical turbines. The slow man, of course, got the sack. 

It seems to me that there is only one sense in which the 
chief of & supply undertaking must be & business man first— 
and that is, that he must never forget that the aim and 
object of all his engineering is to produce cheaply. The 
problems before engineers fall into two classes: Those that 
may be solved at "any" cost and those that have to be solved at 
“ some” (certain maximum) cost. The power station engineer must 
not allow himself to be led astray into tackling problems which, 
when solved, are merely an engineering triumph, not а commercial 
success. In the past many capable engineers have done this, and 
во have given rise to certain false impressions and certain cheap 
sneers from the ignorant about "theorists." I wonder if these 
very " practical" gentlemen ever heard the familiar appellation of 
certain ancient sea-going engineers—viz., “shovel engineers" or 
“ shovels” ? | 

To talk about а man being a business man first and an engineer 
afterwards is surely putting the cart before the horse. I should 
like to suggest that what is popularly known as "business" is 
really elementary engineering, or engineering and water. Many 
years ago, I think at the Oxford meeting of the B.A., Mr. Balfour 
quoted an American definition of an engineer as " a man who can 
do for one dollar what any fool can do for two." "That, I think, is 
the essence of "business." Is it too much to suggest that the 


Americans are such first-class business men because they аге such | 


first-class engineers? They have had engineering thrust upon 
them by the vastness of their country and the rapid growth of its 
population. Almost everything nowadays resolves itself into terms 
of engineering ; the war, we have been told from the start, is an 
‘engineers’ war." Several years ago, at the urgent suggestion of 
the ELECTRICAL REVIEW (in a leader), I sent a half-crown across 
to New York for a copy of Mr. Salmon’s Presidential Address to 
the American Institution of Civil Engineers, in which he asserted 
(very emphatically) that an engineering training was the finest 
business training in the world, and that more and more of the 
great business corporations of America were being given into the 
hands of engineers. Surely it would be retrograde for England 
(the mother of modern engineering) to adopt the policy of 
" business first and engineering afterwards.” 

: I am afraid this epistle is already far too long (but I could go on 
for several more pages, and e’en wax vioient on the subject), but it 
amazes me that it should be left to humble individuals like myself 
to take up the cudgels on such a vital subject at what is really such 
& vital time; for all things are in more or less of a liquid state just 
now. Isn't now the time when the engineer, as admittedly the 
most important citizen, should begin to stake out & claim for his 
future rights as the most highly-paid citizen? How much longer 
is the chief engineer going to be satisfied with half the salary of 
the town clerk? How much longer is he (some of him) going to 
try to compensate for bad engineering by the " business" subter- 
fuge of starvation salaries to his staff? When is the I.E.E. going 
to make power station certifioates compulsory, and bar the door to 
" business " chiefs ? 


En£ineer. 


News from Ruhleben. 


On April 16th I received nine copies of the ELECTRICAL REVIEW, 
addressed to me from your office. The news that copies of the 
REVIEW had arrived again was greeted with great pleasure by. our 
members, as we had almost given up hope of hearing from Ageekay 
in the future. 

On behalf of the Technical Circle, I beg to express our sincere 
thanks to you, and to assure you that the 30 odd electrical mén, 
among whom the REVIEW is circhlated, keenly appreciate the 
opportunity thus offered them of keeping in touch with ourrent 
affairs. The back numbers are constantly being referred to, and 
have in many instances given invaluable assistance to members 
preparing papers. | 

You will be pleased to hear that the work of the “ Circle " is going 
on very satisfactorily, as far as possible on the lines of the Insti- 
tutions at home. 

In spite of the great drawback of being cut off entirely from 
actual practice, we are able to do a considerable amount of serious 
work, thanks to the increase of our technical library. Our weekly 
meetings show a constant increase in attendance, and we are doing 
our best to keep fit for the time when we can take our places in 
the ranks once more. 

William Eric Swale, 
Hon. Sec. to the Committee of the Technical 
: Circle, Ruhleben. 

Ruhleben, April 24th, 1917. ii 

[We are very glad to hear again from Mr. Swale, whose letter 
has taken nearly seven weeks to reach us. "The difficulties which 
caused a temporary irregularity in the supply of copies of the 
ELECTRICAL REVIEW were not of our making ; they have now 
been overcome, and we hope that in future the journal will be 
delivered more promptly. Our cordial sympathies are with our 
compatriots in their enforced retirement, and we rejoice to learn 
that they are doing such splendid work, in spite of the disadvan- 
tages under which they labour.—Eps. ELEC. REV. ] 


ASSOCIATION OF CONSULTING 
ENGINEERS (INC.). 


ТнЕ report of the Committee for the year 1916-17 states that 
in June last it was resolved, on Mr. Mordey's suggestion, to 
suggest to members that in preparing specifications and in- 
viting tenders they should require that where possible all 
goods should be of British manufacture, and that where this 
was not possible the country of origin should be stated in 
the tender. The recommendation of the Local Government 
Board that local authorities should prepare plans and esti- 
mates for work to be put in hand at the conclusion of the 
war without delay is noted. The schedule of protected occu- 
pations issued on April 21st provides exemption for mechanical 
and electrical engineers over the age of 23, but does not 
mention civil engineers, whose services are often required 
before the former can proceed with their work, and the 
Committee has taken up the matter with the Ministry of 
Munitions. Eleven members of the Association are serving 
with the Forces. 

The accounts show income £119, expenditure £91, leaving 
a surplus of £28. The assets are valued at £189. Members 
serving with the Forces are excused from payment of sub- 
scriptions, and the subscription for the current year has 
been reduced to one guinea. The members number 69. 

At the annual general meeting, the CHAIRMAN (Mr. H. J. 
Rore), in moving the adoption of the report, said that they 
had passed through another year of extreme depression for 
the consulting engineering profession, and there was little 
left for them to do but to keep their staffs together in the 
expectation of being called in to advise on the works which 
had been held over in this country during the war, and the 
works of reconstruction which would be necessary in the 
countries of our Allies on the conclusion of it. 

As British capital would no doubt be largely employed in 
financing the schemes abroad, they trusted that British con- 
sulting engineers would to a large extent be employed ta 
advise upon them. 

The committee had continued to urge upon the Local Gov- 
ernment Board the necessity for undertaking now the pre- 
liminary work on such schemes as were of urgent necessity, 
and which should be put in hand as soon as possible after 
the war. The Board had already in certain cases granted 
permission for the raising of loans sufficient to cover the fees 
and expenses incurred in preparing the necessary plans, 
specifications, schedules of quantities, and estimates, but he 
thought that the local authorities would hesitate to commit 
themselves to undertake the work unless the Government 
guaranteed their loans for such approved schemes at a fixed 
rate of interest. 

Each year greater use was being made of the Association 
by individuals, local authorities, and also Government depart- 
ments when requiring the services of a consulting engineer 
specialising in any particular branch of the profession. 

Mr. SPENCER Hawes seconded the adoption of the report, 
and it was carried unanimously; the accounts were also 
adopted, and the Hon. Secretary (Мг. А. H. Dykes) an- 
nounced that the following gentlemen had been elected as 
members of the committee : — : a 

London Members: Mr. J. S. Alford, Mr. H. H. Humphreys, 
Mr. J. Swinburne, F.R.S., and Mr. G. M. Taylor. 

Country Members: Mr. W. Cramp and Mr. J. E. Sayers. 

Mr. F. E. Wright was re-elected as honorary solicitor, and 
Messrs. Cash, Stone & Co. as honorary auditors. 

Votes of thanks to the chairman, the hon. treasurer (Mr. 
S. R. Lowcock), and the hon. secretary (Mr. A. Н. DYKES) 
concluded the proceedings. , | 


“ 


WAR ITEMS. 


Summer Street Lighting.—Deptford Borough Council 
has received a letter from the Home Office concerning the 
Council's proposals for the diminution of street lighting dur- 
ing the summer months. The Home Secretary, after con- 
sulting the Commander-in-Chief of the Home Forces and the 
Commissioner of Police, expresses the opinion that where all 
lamps are now in lighting, one in three might be dispensed 
with from now until August 95th, provided that there is a 
lighted lamp for each 100 yards of street. 


Men in Protected Trades and Tribunal Exemptions.—At 
Southwark Tribunal, the point was raised as to the position 
of men who previously had exemptions from Tribunals, but 
are now in possession of certificates of exemption under the 
Protected Trades’ Schedule, as to whether they should sur- 
render their Tribunal exemption certificates. It was held 
that if they were withdrawn neither the men nor their 
employers had a right to any further appeal at the Tribunals. 
—Coun. Weaver said the certificates granted the men under 
the schedule could be cancelled at any moment by the Re- 
cruiting Officer, and unless the men were now protected by 
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the Tribunal they, and their employers, would be deprived | 


of their right to appeal. When a man was previously badged 
by the Ministry of Munitions and the badge was withdrawn 
he had the right to lodge an appeal at the Tribunal, and the 
same privilege should be extended to men receiving these new 
certificates.—The Military Representative said the latest in- 
structions from the War Office wére that in cases like this, 
when the men had received certificates under the schedule of 
the protected trades, he was not to press for the withdrawal 
of the Tribunal exemption certificates, and in future he 
should not ask for their withdrawal. That would deprive no 
one of the right to an appeal at any time should the new 
certificates be withdrawn.—The Chairman said he should not 
raise any objection to & man coming to the Tribunal for 
exemption after he had lost his certificate under the schedule. 
—The Tribunal decided to permit the men to retain their 
Tribunal certificates when granted certificates under the 
schedule of the protected trades. 


‚ Standardisation of Copper Tubes for Aircraft.—Difficul- 
ties having been experienced by aircraft contractors in obtain- 
ing supplies of copper tubing, the causes were investigated, 
and they were found to be (1) the great variety of “sizes 
called for, (2) the fact that tube makers received orders very 
irregularly and for small quantities. Arising out of the in- 
vestigation, the Specification Committee of the Air Board has 
decided that, in future, copper tube for aircraft contracts will 
be specified in terms of external diameter and legal Standard 
Wire Gauge. As far as possible tubes of 20 gauge (.036 in.) 
will be used, to the exclusion of all other thicknésses. Where, 
for special considerations, it is desirable to use other thick- 
nesses, the choice will, as far as possible, be restricted to 
gauges 16, 18, and 92. The last-named is difficult to manu- 
facture, and will be avoided as far as possible. A new Air 
Board specification for copper tube will shortly be issued, 
and will have as an appendix the following list of sizes and 
gauges which the Air Board regard as standard :— 

0 Gauge.—3/16in., iim, 5/16in., #in., 7/16in., }in., 
$ in., łin., jin. lin, lłin., liin, ljPin, liin, 1$ in., 
13 in., 2 in. | : 

18 Gauge.—lin., liin., liin., 12in., Qin. 

16 Gauge.—4 in., $in., 2in., ўір., lin., 14ір., 1}in., 12in., 
2in., 2 1р. 

22 Саиде. —1 in., 1} in., 11 in., 12 in., 1}in., 12 in., Qin. 


Trading with the Enemy.—The ‘‘ London Gazette ” for 
June 8th contains & number of additions to the list of per- 
sons and bodies of persons in Argentina, Paraguay, Uruguay, 
Brazil, Chile, Denmark, Netherlands, Netherlands East 
Indies, Spain, Sweden, Venezuela, and other countries, with 
whom trading is prohibited. 


Exports to China.—A further list of thosé in China to 
whom exports may consigned is given in’ the London 
Gazette for June 8th. 


Controlled Works.—The number of controlled establish- 
ments is now 4,942. | 

Returning Municipal Employés.—Birmingham City Coun- 
cil has approved a resolution that soldiers, on returning to 
resume Corporation work, shall be offered employment, even 
if they are unable to resume their former positions.—Times. 


Sonchez Power Station.—In his dispatch, dated June 5th, 
Sir Douglas Haig said :—‘‘ We gained ground slightly during 
the night south of the Souchez River. The electric power 
station in: the’ neighbourhood, for the possession of which 
dnd fighting took place on the 3rd inst., is now in our 

an Ad 

Exemption Applications.—At the. Westminster Tribunal, 
last week, the cases of 163 employés of the London County 


Council tramways were considered. The Chairman asked Mr. 


F. W. Brock, who represented the Council, if he intended 
applying for the exemption of Class A men. Mr. Brock said 
he had to do so; all men who were not certified had gone. In 
respect of a man aged 28, single, Class A, he knew it was 


useless applying.- After going through the list in six cases’ 


the Tribunal refused exemption, the other cases being those 
of men in certified occupations. ] 

At Southwark, the Selwyn Electrical Engineering Co., Ltd., 
appeared, at the request of the Military Representative, to 
show cause why & certificate of conditional exemption granted 
the manager, 29 years of age, passed for general service, 
should not be withdrawn. It was stated that the firm 
were carrying out installations for the Southwark Borough 
Council, many of which were very complicated. The manager 
was mostly engaged on repairs at munition works, his wages 
being 50s. a week for 50 hours. The conditional exemption 
certificate was withdrawn. | , 

At Fleetwood Tribunal, on June 8th, an electrical engineer, 
who had been granted six months’ exemption, had hig certi- 
ficate reviewed. Captain Dixie said at the last hearing it 
was stated that the man was the only qualified electrician 
in Fleetwood, and on that ground he consented to exempt 
him. A local electrical firm, however, had written protest- 
Ing against this, stating that they were qualified electrical engi- 
neers, and had received Government protection badges. 
other electrical firm had written in the same strain. He 

d raised the matter to give public satisfaction. The respon- 
dent said there were other electrical firms, but they were not 
qualified electrical engineers. A qualified man was one who 
had served his time. The exemption was allow to remain. 


An- . 
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Mr. John Е. Cameron, tramway manager to Northampton 
Corporation, was recently again before the Local Tri- 
bunal on behalf of various members of the tramways 
staff. The following exemptions were given :—Three motor- 
men, one month final; traffic inspector, controller fitter, car- 
penter, and six motormen, three months open. The chief 
clerk having been granted three months’ exemption some 
time ago by the Local Tribunal, the Military lodged an objec- 
tion, which they successfully sustained before the Appeals 
Tribunal; the chief clerk has since joined the R.G.A. 

At the Lanarkshire Appeal Tribunal, the Military appealed 
against the continued exemption of a man, 26 years of age, 


employed as an electrician in a picture theatre. Major Rouns- . 


fell Brown stated that the man passed with honours in elec- 
tricity at the Technical College, and he urged that his skill 
could be put to a better use in the Army than in a kinema 
house.—Temporary exemption for three months was granted, 


. and the Military were accorded leave to appeal to the Cen- 


tral Tribunal. 

At the Sheffield Tribunal, last week, there were the names 
of 149 employés of the Corporation electricity supply depart- 
ment to be dealt with. They represented a variety of accu- 
pations, from the engineers downwards. Mr. E. B. Gibson, 
of the town clerk's department, said that 183 men in the 
department had been either exempted or scheduled, but there 
were 84 men who were neither one nor the other. They could 
not give up voluntarily any of their 267 men, but, in fact, 
could do with more. In a pre-war year they produced 26} 
million units, but the present output was 220 millions. Appli- 
cations were now in hand for an increase of 40,000 н.р., and 
there was also another scheme on hand. The department did 


not wish to retain the young single men, but if they lost any . 


of those men efficient substitutes must be forthcoming. In 
view of negotiations in regard to substitution, the Tribunal 
agreed to the adjournment of all the cases for 14 days on the 
understanding that appeals could be made in all cases not 
covered by certificates or exemptions, or in which any hitch 
might occur.—Sheffield Independent. 

Renewed exemption for four motormen was sought at 
Brighton by Mr. Marsh, manager of the Corporation tram- 
ways, and also for a timekeeper. One of the motormen, in 
Class C2, was given & final month, and the others were 
each allowed until October 97th. | 

A review was made at Oxford of the cases of F. Chatwin 
(34), fitter, and H. Holmes (29), chief engineer, both with 
the Electric Tramways Co., and both passed for general ser- 
vice. It was intimated that the latter was leaving for the 
Army at once, and was applying for a commission, a substi- 
tute over military age having been secured. Chatwin, it was 
stated, was the only fitter the company had for day work, 
and they had no one to replace him, substitutes sent having 
been men of no experience. The Tribunal granted Chatwin 
& month's temporary exemption, with & view to substitu- 
tion. 

Conditional exemption, granted on May 29th, 1916, to C. 
Howard (34), electric fitter and wireman with Messrs. Hill, 
Upton & Co., electrical. engineers, Oxford, was reviewed. 
The firm produced a certificate showing that Howard was in 
& reserved occupation, and was not liable for military service 
until he had had his calling-up notice. The Tribunal with- 
drew the certificate, as Howard is in the hands of the dilu- 
tion authorities. | 

At Oxford, renewed exemption was sought by H. G. 
Watson (29), electrical engineer and fitter, of Turl Street. 
He stated that 11 years ago he took over his late father's 
business; he did all the managing and the electrical part of 
it, was electrician to eight colleges, at some of which cadets 


were billeted, and was also engaged on Government work in. 


the city, and had a direct contract with the Admiralty. The 
appeal was respited for appellant to communicate with the 
dilution officer. 


The Military appealed to the County Tribunal against tems: 


orary exemption to September Ist held by R. Lerwill (18, in 
Plass B 2), phates rc with the Ilfracombe Electric Light 
Co. Lieutenant Stirli 

two engineers to work two shifts, which covered 18 hours, 
and he asked what prevented the manager from taking the 


place of one of the engineers, who would then be released for, 


service. "The manager replied that his duties as manager 
would prevent him from doing as Lieutenant Stirling sug- 
gested. If he took over one of the shifts, say the night 
shift, and the cables went wrong, he would not be able to 
leave the works, and the town would be plunged into dark- 
ness. The appeal was disallowed, and the exemption con- 
firmed. | 
On a military appeal, the Southend-on-Sea Tribunal bas 
withdrawn the exemption certificate held by a switchboard 
attendant (28), engaged at the Corporation electricity works. 
A tram-driver (36), for 18 years with the Corporation, was 
given final exemption until August Ist. | | 
At Colchester, the Tribunal appealed against exemption 
held by a stoker at the Corporation electricity works. The 
electrical engineer said that the stoker was also exempted 
under & protection certificate. Lieutenant Payne ascertained 
that others possessing such certificates included the switch- 
board attendant, aged 20, unmarried, and passed for general 
service, and said that he thought it was scandalous that these 
certificates should be given, and he would bring the matter 
before the proper authority; this would probably be the 


ng pointed out that the company had. 


ç other like demonstrations and competitions. 
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means of their losing their protection. The appeal was 
assented to. | 

At Carlisle, Messrs. Morton applied for exemption for Mr. 
A. Munro (22, in Class B 1), assistant electrician, and stated 
that they had 70 electrical. machines, and owing to shortage 
of skilled labour they had to do their own new wiring, re- 
pairs, and installation of electrical power. Conditional ex- 
emptüon was granted. 

The Corporation applied at Carlisle for exemption for W. 
Lindsay (18), apprentice in the electricity department. The 
town clerk said that Lindsay, who had rupture, was not fit 
for Class A, in which he was placed. It was decided that 
he should go before the Central Medical Board if he could 
not get a position as mechanic in the Flying Corps. 

Before the Cornwall Appeal Court, the Military appealed 
against conditional exemption allowed to H. Jenkins (39, in 
C B 1), electrician and electrical fitter with the Hotel Vic- 
toria, Ltd., of Newquay. He was directed to report for 
service on June 30th. | 

At Bexley, an appeal for W. Н. Charley (30, in Class C 3), 
armature winder, with Dickinson's Electrical Manufacturing 
Co., Ltd., was respited until he is called up. The same Tri- 
bunal withdrew conditional exemption held by six motormen 
on the U.D.C. tramways, and exempted them until efficient 
substitutes are obtained. 

An appeal at Bedford by the Igranic Electric Co., for the 
retention of F. Morris (41), a time-expired man, was ad- 
journed until he is called up. 

The Military appealed to the Northants Tribunal against 
exemption held by Mr. F. Iı. Perrin, electrician, Northamp- 
ton. Respondent, who was one day short of the age which 
placed him in a certified occupation, said that ,he was con- 
Stantly engaged on electrical work at factories in the town 
and district, and in the winter worked almost night and day, 
and on Sundays. The appeal was disallowed, and the exemp- 
tion confirmed. 
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BUSINESS NOTES. 


Italy.—A new company has lately been formed in Turin, 
with & capital of £800,000, and the title La Società del Alluminio 
Italiano, to carry on the manufacture of aluminium and other 
electrochemical products, to establish hydro-electric power plants, 
. &c., in Italy. The Società Idroelettrica di Villanueva e Burgo- 
franco, the Société des Tréfileries du Havre, and the Società 
Trafileri e Laminatoi di Metalli are interested in the new 
undertaking. 


Patents and Alien Enemies.—A licence has been granted . 


to the United Flexible Metallic Tubing Co., Ltd., to use Patent 
No. 3,822109, granted to Witzenmann. 


Bankruptcy Proceedings.—Grtorcr A. SMITH, 61, Pall 
Mall, and GEORGE A. SMITH & Co., 61А, Pall Mall, S.W., consulting 
engineers.—The first meeting of creditors was held on June 8th, at 
the London Bankruptcy Court, the proceedings having been consoli- 
dated hy order of the Court on May 17th. Mr. J. B. Knight, Official 
Receiver, reported that the debtor had stated that prior to 1914 he 
was in business as a consulting engineer. 
outbreak of war, with the object of carrying out hydro-electrical 
enterprises, he promoted the Pall Mall Development Corporation, 
Ltd., of which he was appointed managing director. That com- 
pany never did any business, and the debtor returned his loss over 
it at £400. Later he promoted other companies. Two years ago 
the debtor patented an indicator buoy for drifter patrol ; it had 
been taken over by the Government, and the debtor was now 
attached to the Admiralty as an electrical engineer. He claimed 
that he had no personal debts of any kind, and that he was per- 
fectly solvent, his present position being due to his having financed 
the Swindon Engineering Works, Ltd., and to his having made 
himself liable for the debts of that company. Proofs tothe amount 


of £1,760 were dealt with by the chairman. and a resolution’ was ' 


passed for Mr. E. H. Hawkins, chartered accountant, 4, Charter- 
house Square, E.C., to act as trustee, and administer the estate in 
bankruptcy. The chairman declined to adjourn the meeting, but 
intimated that notice would be given to the debtor of the applica- 
tion for the adjudication order, and he could then place the 
position before the Registrar. 


- Canadian Exhibition. — The thirty-ninth Canadian 
National Exhibition is to take place in Toronto, from August 25th to 
September 10th, 1917, and an attendance of a million visitors is 
looked for. Exhibits relating to agriculture will be important, 
including a large display of tractors, and there will be farming and 
British firms who 
may be desiring to take space should' apply at once to Dr. J. О. Orr, 
general manager of the Exhibition, 36, King Street East, Toronto. 
There will be a Machinery Hall and Electrical Building. Fuller 
particulars will be found in last week's Board of Trade Journal. 


Mr. Dudley Docker and the Electrical Industry.—In 
the course of his recent speech as chairman of the Metropolitan 
Carriage, Wagon, and Finance Co., Ltd., Mr. F. Dudley Docker 
referred to the steady growth in the membership of the Federation 
of British Industries, alluded in unmistakeable terms to the 
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hostility which had been displayed in Parliament to the British 


. Trade Corporation, and finally devoted his attention to the British 


electrical industry. He said that in the judgment of the board of 
the Metropolitan Co. the electrical industry had remained too long 
in foreign hands. “There is no doubt that the work of elec- 
trical construction will play an essential part in British trade 
development, and, continuing the policy your directors have always 
pursued, anticipating rather than following, we have acquired 
a controlling interest in the British Westinghouse Co. It is a con- 
siderable event in itself, and we may perhaps be pardoned if we 
are somewhat proud that this control should be in British hands, 
and more particularly in ours. We may not stop here. Chapter 3 
is only beginning. Your board and your staff . . . are 
alive to the tremendous call the future will make upon their 
energies as well as their abilities." 


Trade Announcements.—THE New SWITCHGEAR Cox- 
STRUCTION Co., LTD., of Sutton, Surrey, announce the following 
appointments :— 

Messrs. Plunket & Abbott, of Lynwood, Llanishen, Cardiff, as their 
representatives in South- Wales district, including Glamorgan and 
Monmouth. 

Mr. R. H. Willis, M.I.E.E., of 211, Produce Exchange, Cathedral Street, 
Manchester, as representative in Manchester district. 

Messrs. WOOLFALL & RIMMER, of 71, London Street, Southport, 
have purchased the business of Messrs. John Boyd & Son, elec- 
tricians, Hoghton Street and Chapel Street, and will conduct it in 
future. 


Book Notices.—“‘ Electrical Engineering Practice." Ву 
J. W. Meares. London: Е. & F. N. Spon. 25s. net. 

"Year Book of Wireless Telegraphy and Telephony for 1917." 
London: The Wireless Press. Price 3s. 6d. net. 

" Industrial Fatigue in its Relation to Maximum Output." By 
H. J. Spooner. London: Co-Partnership Publishers. Price 6d. 

Practical Dynamo and Motor Management. London: S. Rentell 
and Co. Ltd. Price 6d. net.—While the text in this new edition 
shows little alteration, a considerable number of new illustrations 
has been introduced ; these include a useful set of clear diagrams 
of connections for D.c. motors and generators of various types, 
which should prove useful. 

The June issue of the Faraday House Journal contains a portrait 
of Dr. Alex. Russell, obituary notices of old Faradians killed in 
action, abstracts of papers by Mr. L. Kettle and Mr. S. E. T. Ewing, 
and supplementary lists of past and present students and members 
of the staff who are serving with the Forces. 


Liquidations. — SrExL's ELECTRIC & ENGINEERING 
Co. Ltp.—A petition for winding up. this company has been 
presented to the Courts by C. 8. Milne & Co., Ltd., of Millwall, 
judgment creditors, and is to be heard on June 19th. 

BRITISH GRAETZIN LIGHT, Ltp.—The Controller, Mr. Thos. 
Wise, has applied for his release. 

COLSTON ELECTRICAL Wonks, LTD., Bristol. —June 22nd is the 
last day for receipt of proofs for dividend by the liquidator, Mr. 
C. H. King, 26, Balwin Street, Bristol. 


British Manufactures in Australasia—New Zealand 
Shipping and Commerce for April 19th publishes an appeal from 
Mr. R. H. Butler, the secretary of the B.E.A.M.A. in Australia, 
urging prospective customers to abstain, wherever possible, from 
placing their orders with non-British manufacturers. They are 
asked to do their utmost to wait until manufacturing conditions 
more favourable to export are brought about in Great Britain. 


France.—A new company has lately been formed in Paris 
(15, Avenue Matignon), with a capital of £24,000, and the title La 
Compagnie des Chemins de Fer Electriques du Jura. 


Patent Restoration.—An order has been made restoring 
Patent No. 4,401 of 1911, granted to Max Weertz, for " Improve- 
ments in apparatus for artificially produging daylight for colour- 
matching purposes." 


LIGHTING AND POWER ‘NOTES. 


Bangor.— YEAR’s WonkiNG.— There is a deficiency of 
£1,096 on the working of the electricity undertaking for the past 
year, as compared with £463 for the previous year. Owing to 
lighting restrictions, the revenue from lighting had decreased from 
£3,611 to £3,164. | 


Belfast.—In connection with the strike of labourers at 
the Corporation generating station, the men have returned to 
work, on the understanding that their claims would be dealt with 
during the week. . 


B. of T. Committee and Municipal Electricity Sup- 
pliers.—This week's addition tothe numerous municipal authorities 
who have passed resolutions urging that greater representation 
shall be given on the B. of T. Committee on Electricity Supply 
includes Stoke-on-Trent, Burnley, St. Anne's, Morley, Aberdeen, 
and Carlisle. At а meeting of the Parliamentary Bills Committee 
of the Convention of Burghs, Councillor Stevenson, of Edinburgh, 
was appointed as its representative to give evidence before the 
above Committee. 


Bolton.—Councillor Jackson recently drew attention to 
the fact that the Electricity Committee's gross profit had increased 
by £8,378 on the previous year, although the average price per unit 
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had gone down from 1'05d. to 0:96d. The average cost of fuel had 
fallen from 0°316d. per unit to 0'243d., showing that the Committee 
was right in its policy of encouraging consumption by giving cheap 
rates to large consumers. 


Bootle. —PLANT SHOonTAGE.—Owing to the lack of 
sufficient plant, the Electricity Committee has been compelled to 
refuse new business, which would have required three times as much 
electricity as is used by the tramways, and would have brought in 
a revenue pf about £9,000 a year. Pd 


Bradford.—W AGEs.—Hepresentatives of the Corporation 
workers are demanding a 65 per cent. increase on pre-war rates of 
wages; the Corporation War Wages Sub-Committee has decided 
to fevise the existing wages scale, so that men will obtain 128. per 
week increase on pre-war rates and women from 4s. to 68. per 
week. Various concessions are being made in fegard to overtime 
and Sunday pay. 


Cheltenham.—PRicE INcREASE.— The T.C. has decided, 
in view of the fact that the B. of T. arbitrator has granted an 
increase of 6s. 6d. in the wages of most of the employés in the 
electricity department, to raise the price of electricity 10 per cent. 
all round to consumers.— Birmingham Post. 


Clayton.—E.L. Proposats.—At the D.C. meeting, last. 


week, a motion to rescind the agreement with the Yorkshire 
Electrical Distribution, Ltd., and to withdraw the Council's support 
from its application for a provisional order, was postponed for a 
fuller meeting of the Council. During the discussion it was 
pointed out that the D.C. was not in possession of Bradford's 
terms of recent date, and to throw over the company: before know- 
ing these would decrease the Council's bargaining power. It was 
also pointed out that if the motion was defeated, it could not be 
brought up for a further three months. 


Continental. — FRANCE. — A considerable impulse is 
noticeable throughout France in electrical undertakings, in strong 
contrast to the period before the war. Ав a matter of fact, the 
number of these in 1884 was only eight. In 1914 the number 
had increased to 1,175, some of them with plant capacities of 
10,000 H.P. The utilisation of the great hydraulic resources of 
the Alps region supplies energy to 10 departments, with an area 
of 57,000 sq. km. The waters of the Isére, the Arve, and the 
Durance furnish supplies which are utilised by 12 hydro- 
metallurgical companies with a total of 180,500 H.P. In 1914, 
numerous schemes .were investigated for the establishment of 
new undertakings. Ав electrometallurgy has rapidly! developed 
during the war, the greater number of these schemes have been 
realised, or are on the road to realisation. The Société del'Electricité 
du Centre, which distributes electric current to the cities and 
factories of the Loire, Upper Savoy, and the Allier, disposes of 
20,000 H.P. Before 1914, the manufactories in the South-East 
were only scantily furnished with power. One of the most marked 
resulta of the war is, however, the stimulation of industrial move- 
ment in the Lanquedoc, Gascony. and Guyonne districts, which has 
resulted in further electrical development. The Société de l'Energie 
Electrique of the Pyrenees has greatly increased its industrial 
clientèle in the course of the war. Its network is now more than 
1,100 km. in extent, and its resources total over 50,000 H.P., 
supplied from the waterfalls, lakes, and rivers of the Pyrenees. 

SPAIN.—In our issue of April 13th (page 405), we quoted some 
interesting statistics relating to the progress of the Spanish hydro- 
electric industry in 1917, which, we now learn, were first published 
in our valued contemporary La Energia Electrica. We regret 
that the source of the information was not indicated in the note, 


Derby.—PRoPosED Loans.—The Electricity Committee 
hasdecided to apply for loans of £2,000 for mains, £1,000 for motors, 
and £7,500 for the extension of the power station in excess of the 
estimates. 


Dewsbury.—PRicE IwcREASE.— The Electricity Com- 
mittee has decided to increase, from July Ist, the scale of charges 
to consumers as follows :—10 per cent. on the power and heating 
rates, 24 per cent. on the lighting rate, and 2} per cent. on the 
rateable value rate per unit. Е 
.J WAGES.—The Т.С. has decided to make wage advances or bonuses 
granted since the outbreak of the war up to 10s. per week, 
exclusive of scale advances. | 


Gloucester.—PRICE INCREASE.—The T.C. has decided to 
increase the charges for current for lighting and power by 134 per 
cent., aa from the end of the June quarter, this making an advance 
of 334 per cent. since the war broke out. 

YEAR'S WORKING.—The accounts of the Corporation electricity 
' undertaking for the year ended March 31st last show а total 
- revenue of £16,972, being, as compared with 1914-15 (the last 
year to show a profit), an increase of £1,411. "The total works cost 
was £11,972, an increase of £4,432, as compared with 1914-15; 
coal, wages and rates accounted for an increase of £4,795 in the 
expenditure. The gross profit was £5,000, interest on loans and 
repayment of capital totalled' £7,847, the net deflciency on the 
year's working being £2,847. 


Halifax.—The Council in Committee considered pro- 
posals of the Electricity Committee for the purchase of land 
between the River Calder and the canal near Sterne Bridge, 
Copley, as a site for a new electricity station ; the resolution was 
lest by one vote, and it was decided that the question be adjourned 
to a special meeting of the Council, to be held at an early date. 


Harrogate.—The Т.С. is- to be asked to sanction an 
increase in the proposed loan application, from £3,000 to £4,710, 
for the installation of & by-produc* steam-boiley, plant. 


Lincoln.—YEaR’s Моккіхс. — Тһе annual report of the 
Corporation electricity undertaking for the year ended March 31st 


‘shows that the total revenue amounted to £27,325, an increase of 


£9,877 ; working expenses were £18,785, an increase of £8,268, 
due to incre cost of coal, wages, and materials. The gross 
profit was £8,492, an increase of £1,588, and the net profit £3,129, 
as compared with £1,690 for 1915-16, an increase of £1,439. The 
output of electricity for the year was 5,345,000 units, an increase 
of 69 per cent., the increase having been obtained without in any 

way increasing the capacity of the generating plant. | 


London.—BaTTrERSEA.— The Electricity Committee having 
considered applications for an increase in the supply of electricity 
in the neighbourhood of Wellington Road, Battersea Bridge Road, 
and (Nine Elms, recommends that the necessary extensions be 


, carried out, at a cost of £1,441. 


The Baths Committee recommends that the electric wiring at 
the Nine Elms Swimming Baths be replaced, and half-watt lamps 
substituted for the existing lamps, at а cost of £96. 

In Belgrave Road, Pimlico, last week, 450 ft. of the pavement 
and 13 of the distribution-boxes of the Westminster Electric Supply 
Corporation were suddenly blown up, the force of the explosion 
wrecking many windows in the locality. | 

HACKNEY.— The Finance Committee recommends the Council to 
amend its application to the L.C.C. for sanction to the advance of 
£6,500 in connection with the linking-up scheme with the North 
Metropolitan Electric Power Co., substituting £3,500, as the Council 
has no authority to borrow money in respect of expenditure upon 
work of this purpose outside the Council's area. 

The Finance Committee recommends that it be authorised to 
take up from the L.C.C. a loan of £6,500, repayable in 30 years, 
and £3,185, repayable within three years, at the rate of 64 per 
cent., for extension of the electricity buildings. 

The Electricity Committee recommends that a subscription of 
£3 3s. be made to the I.M.E.A. towards the current expenditure of 
the research into the heating of underground cables, conducted by 
the Research Committee of the I.E.E. 


Loughborough. — PRICE  INcREA8E.— The T.C. has 
advanced the price of current supplied to cinemas from 14. to 24d. 
and for factory lighting from 34, to 4d. per unit ; existing con- 
sumers are to be charged a minimum of 5s. per quarter, and those 
becoming consumers after October lst £2 a year. 


Luton.—PRoPosreD Loan.—Application is to be made to 
the L.G.B. for sanction to the borrowing of £3,660 for laying 
additional mains to works in the town. 


Middleton.—The T.C. having been refused sanction to 
the borrowing of £5,110 in connection with the supply to Neva 
Mills, has decided to lay the case before the Manchester authorities, 
who have carried out the work for the Council, with a view to 
their loaning the money. 


Morley, YEAR'S WonxkiNG.—The total revenue of the 
electricity department for the past year amounted to £3,909, and 
the total expenditure to £2,863, leaving a gross profit of £1,046. 
After making provision for interest and sinking fund, however, 
there was a net deficit of £1,054, against a deficit of £612 for the 
previous year, 


Newcastle (Co. Down).— STREET LianriNG. — The 
Electric Lighting Co. has offered to renew the street lighting con- 
tract, for the ensuing three years, at £240 per annum—an increase 
of £10. 

Oldham.—Ald. Hardman, chairman of the Corporation 
Electricity Committee, at the monthly meeting, said the profits of 


the department during the past 12 months were £9,032, as against 
£5,100 in the previous year, and this result had been obtained 


despite many drawbacks. The falling off in the lighting revenue 


was £2,200, as compared with the previous year. They sold 144 
million units, as compared with 10 million, whilst in 1913 they 
sold only 64 million. The revenue had risen from £46,500 to 
£12,500 in four years, though the average price had been reduced 
from 1°703d. per unit to 1'201d.; they had reduced their coal 
consumption per unit by one-half, and though coal cost them 
1s. 9d. a ton more, they used 550 tons less. 


Rochdale.— The Corporation has approved a new arrange- 
ment with the D.R. Cotton Mills, Ltd., for an increased supply of 
electricity. Instead of a maximum demand of 1,350 kw., the Cor 
poration is to supply from 1,850 to 2,000 Kw. normally, the 
company to pay an extra £2 per KW. in respect of every KW. over 
1,350, this £2 being the new scale. Should the company require: 
more than 5,000,000 units, the quantity provided for by the agree- 
ment, the excess is to be paid for at the same price per unit as 
other consumers, according to the new scale. It is hoped the 
arrangement will prove mutually satisfactory. 


St. Helens.—The income of the electricity department for 
the year ended March 81st last, amounted to £40,657, and the ex- 
penditure to £41,159, leaving a debit balance of £502. There had 
been an increase in the income of £6,600, and in the expenditure of 
£7,400, of which £4,600 was for fuel and £1,000 income-tax. 

Sheffield.—PRov. OnpER.— The Electric Supply Com- 
mittee proposes that application be made to the B. of T. for a prov. 
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order to supply electricity in the rural district of Wortley and 
other districts surrounding Sheffield. 

The Health Committee is asking the Electric Supply Committee 
to provide a reserve supply of electricity, with the necessary equip- 
PEE for the Lumley Street destructor, at an estimated cost of 
£830. | 


Sunderland.— YEaR’s Workinc.—The report of the 
Corporation electricity undertaking for the year ended March last 
shows & total revenue of £78,200, made up as follows :—Private 
lighting and heating, £17,732; power, £41,701; tramways, 
£12.272 ; and public lighting, £2,479 ; working expenses totalled 
£45,502, and after meeting special expenditure, a gross profit of 
£29,469 remained. Interest on loans and sinking fund charges 
absorbed £31,491, leaving a debit balance of £2,025, which it was 
proposed to take from the rates. The report states that, following 
the stagnation in the shipbuilding industry in 1909 and 1910, 
efforts were made to increase the output and reduce the working 
expenses, with the result that by 1914 the credit balance had 
reached £9,011. Had the conditions then prevailing remained 


approximately constant, annual surpluses would have followed. The - 


breakdown of a large turbine involved a loss of £3,500 for the 33 
weeks it was idle. A Committee had been formed having within 
its: area the principal electrical nndertakings on the North-East 
coast, and on behalf of the Newcastle Electric Supply Co. a verbal 
proposal had been made to Mr. Blackman, of the Sunderland 


Corporation, as to a reciprocal supply between Newcastle and 
Sunderland. 


Sutton (Surrey).—STREET l,rauTING.— The Electricity 
Co. has made a further reduction in the charges for public 


lighting on account of the non-use of lamps, it having charged . 


one-third of the contract price instead of one-half, 


Swansea.—YEkAR'8 WoRKING.—At last week's meeting 
of the Electrie Lighting and Tramways Committee it was reported 
that the working of the electricity undertaking for the year ended 
March 31st last, showed a gross profit of £18,357, as against 
£18,104 in the previous year. The total income was £39,015, as 


against £38,294, and the working expenses amounted to £20,658, | 


as against £20,194. The loan charges, &c., amounted to £14,005, 
as compared with £13,215, for the previous year, and the net sur- 
plus was £4,412, as against £4,944 for 1915-16. After debiting 
special expenses, totalling £1,198, there remained a balance of 
£3,214, which had been placed to reserve, the reserve fund now 
standing at £14,065. The borough treasurer said that with regard 
to excess profits duty, he had succeeded in claiming exemption on 
. the ground that the majority of the Corporation undertakings were 
unremunerative, and, therefore, the Corporation made no profits. 
In the tramways section the surplus for the year was £1,383, as 
against £1,557 in the previous year. 


Tonbridge.—The D.C. has decided to carry out exten- 


sions at the electricity works, at a cost of £17,000, to supply local 
factories. 


U.S.A.—On April 30th, the City Council of Los Angeles 
passed a resolution approving of an agreement for the purchase of 
the distributing systems of the Southern California Edison Co. 
and the Pacific Light and Power Corporation, in Los Angeles, and 
of a contract for supply to the city by the companies for a period 
of 30 years. The purchase price is £1,694,000, in addition to which 
there are certain extras. The minimum supply to the city is to be 
25,000 H.P., at an annual load factor of at least 36 per cent., for 10 
years. The city- has also recently inaugurated a hydro-electric 
plant of 22,500 kw. for its own use. Before the agreement above- 
mentioned can be executed, the charter of the city must be 
amended, with the approval of the State Legislature, which, how- 
ever, has recently adjourned, and will not sit again till January lst, 
1919.- To meet the difficulty, a temporary agreement has been 
made whereby the companies' systems are to be operated by them 
on behalf of the city until the permanent agreement can be brought 
into foroe ; the companies are also distributing the power generated 
by the new municipal plant. But a third power company, the Los 
Angeles Gas and and Electric Corporation, which was not a party 
te the arrangement, has challenged the legality of the proceedings, 
on the ground that the contract violates the charter of the city, 
and has filed an action in the Superior Court with a view to 
restraining the city from continuing the operation of the temporary 
agreement.— Electrical World. 


Wolverhampton.—Nrw Puant.—In consequence of the 
urgent demand for more power, and with the support of the con- 
trolling authority, a scheme for installing three additional Stirling 
‘boilers, which were being completed for another purpose, has 
been prepared. The estimated cost of this plant, with stokers 
and draught plant, is £24,687, as against £18,457, the estimate 
for the original two-boiler scheme which had been adopted, and 
- it is proposed that the Corporation shall pay a portion only of 

the extra coat. | А 


Worcester.—YEaAR's Worxkina.—With further reference 
to our previous note, the total income of the electricity department 
for the year ended March 31st last was £25,178, compared with 
£21,225 for 1915-16, being an increase of £3,953. Generating and 
distributing costs totalled £13,576, leaving a gross profit of £11,602, 
which is equal to 14 per cent. on ‘the capital outstanding. After 
payment of interest, sinking fund charges, and income-tax, there 
was а profit of £812. An output of 757,895 units was generated by 
the water plant at Powick, compared with 607,682 units in the 
previous year. During the year 3,487,561 units were sold, as com- 
pared with 2,557,104 units in 1915-16; lighting units decreased by 
33,038, while power and heating units increased by 1,023,505. The 


cost of production, in spite of adverse conditions, was reduced to 


'86d. per unit sold, as compared with ‘89d. per unit in the previous 
year. 


TRAMWAY and RAILWAY NOTES. 


Blackburn.—The T.C. has decided, by 37 votes to 8, 
that the tramway service between Witton Stocks and Cherry Tree 
ghall be closed down, in order that the raila may be taken up and 
utilised in repairing other sections. 

Bournemouth.— The profits for the past year of the 
Corporation tramway undertaking totalled £16,275, being £1,218 
more than estimated. The Council has decided, on the recom- 
mendation of the Tramways Committee, that no advantage would 
be obtained through the employment of women conductors. 


Continental.—SPAIN.—A scheme for the construction of an 


electric tramway to connect the towns of La Corunna and Santiagois . 


again under consideration. 


Dewsbury.—INCREASED FarEs.—Tramway fares between 


Dewsbury and Ossett and on neighbouring lines have recently been 
advanced. 


Eccles.—Subject to the consent, of the authorities, the 
T.C. has decided to lease the tramways in the borough for 35 
years to the Salford T.C., who will pay a rent of £6,677 per 
year, being 10 per cent. on £66,767, the capital cost. 


Irish Electric Railways and B. of T.—It is announced 
that the B. of T. now propose to take control of the Dublin and 
Lucan, and Dublin and Blessington Railways, as in the case of the 
other railways in the country. A strong agjtation has been carried 


on with this object in view recently. 


Glasgow.—LorrERYv "TickkTS. — Notwithstanding the 
protest of the Crown authorities, the Corporation tramway prize- 
drawing scheme has been continued, but on Saturday it was stated 
that unless the draw, which is legally regarded as a lottery, was 


` stopped, legal proceedings would be taken against the Corporation 


and certain officials. A Conference on Saturday of the members 
and officials concerned decided to ask the Tramway Committee 
to consider the whole question. The tramway manager decided to 
withhold prizes after next week, but to continue the sale of 
ticketa.— Daily Telegraph. 


Lancaster,.—YEAR's WoRkriNG.—Actual figures now 
available show that the Corporation Electric Tramways, hitherto 
a heavy drain on the rates, have finished the past year with a 
deficit of only £65, as compared with the previous year’s deficit of 
£1,512. The revenue has increased by £1,975, whilst the expendi- 
ture has decreased by £184, notwithstanding the payment of £200 
to families of men on military service and nearly £100 in war 
bonus. A good deal of credit is given to the electric ‘buses under 
the department. 


Lancs. and Yorks. Railway.—On Tuesday, last week, 
on the electric portion of the L. & Y. Railway Co. between Man- 
chester and Bury, а goods train and a billet train came into 
collision, three men being injured айа the traffic disorganised for 
12 hours. 


Leeds.—The Corporation Tramways Committee is con- 


sidering a suggested scheme for conveying coal on the tramways 
to the city hospitals. 


Manchester.—RatE ReELIEF.—The economists won the 
day at the adjourned meeting of the City Council last week. Owing 
to the decreased estimates of profits from the trading conoerns, it 
had been expected that an increase of 44d. in the rates would 
be necessary, but the Council, by deciding to make further calls 


upon the gas, tramway and electricity undertakings, were able to : 
reduce the increase to a fraction under ld. in the £. The Elec- 


tricity Committee had only proposed giving £16,570 to the rates, 
and this fhe Council approved by a majority of three votes only. 
Councillor Sutton said if the amendment to give £30,000 was 
carried, it would mean an increase in the price of electricity, which 
would handicap an important department, and Councillor Jackson 
said the system of getting these profits from the trading depart- 
ments was a vicious one. The Tramways Committee was not so 
fortunate, however; it had proposed to hand over £50,000, as 
against £100,000 last year, and although it was pointed out that 
the demand for increased wages made by the employés would, if 
granted, absorb £90,000 a year, the Council, by 48 votes to 45, 


decided that the Committee should contribute the same amount as 


last year. To the suggestion that this would mean increased fares, 
the reply was made that Manchester’s position was ridiculous, as 
there was no other town where tramway fares were во low. 


Middlesex.— F akEs.—The С.С. has sanctioned an increase 
in the fares of the M.E.T. Co., based on the principle of three con- 
secutive stages for a 1d. Workmen's fares are to be half those for 
ordinary passengers, with a minimum of 1d. and maximum of 4d. 


Newport.—TRamMway EXTENSION.—AÀn inquiry was held 
recently by the Light Railway Commissioners into the proposal of 
the Corporation to extend the tramway from Pill terminus to the 
Alexandra Dock Gates, at'a coet of £15,500. It was stated at the 
inquiry that the Commissioners were prepared to sanction the 
scheme.—4$. W. Weekly News. 
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Sheffield.—YxARg's Workina.—The annual report of 
the Corporation tramways department, issued this week, shows 
that up to March 25th the total capital expenditure had been 
£1,092,146. The income on revenue account for the year was 
£525,685, and the total working expenditure £335,765, giving an 
average cost of 8'3404. per car-mile, compared with 7°333d. in the 
previous year. In addition to the ordinary expenditure, £11,848 
had been paid out in allowances to dependents of employés, leaving 
a gross profit on the year’s working of £178,070. After making 
allowances for interest on mortgages, sinking fund, income-tax on 
profits, and other charges, there remained a balance on the year of 
£88,478, a decrease of £7,301 compared with the previous year. 
This balance will be appropriated as follows :—Street improve- 
ments, £8,381; renewals fynd, £34,698 ; accumulated surplus 
fund, £1,179 ; special purposes fund, £2,000 ; and to special items 
of capital expenditure, £1,174 ; leaving a sum of £40,097 to be 
transferred to the general district rate and to the Development 
Committee. In the motor-omnibus section the traffic revenue was 
£34,407, and with other items the total income was £34,966. The 
working expenses totalled £25,432, and £443 had been paid out in 
allowances to dependents, and £3,159 set aside for depreciation of 
omnibuses. The gross profits were £5,932, and after allowances 
for sinking fund, &c., there remained a net balance of £3,807. 


Walsall. YeEar’s WonkKiNG.—For the 15 months ending 
March 31st, 1917, the net profit on the tramways was £11,963, and 
on the motor-omnibuses £3,146. Out of the total £5,000 is to be 
placed in relief of the rates and £1,800 to be placed against the 
cost of obtaining the Walsall Corporation Act, 1914. 


Li 


CONTRACTS OPEN and CLOSED. 


OPEN. 
" Australia.—SyDNEY.—August 22nd. N.S.W. Govern- 


ment Railways and Tramways. Thirty-six induction motors 
(Specification No. 488). September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

MELBOURNE. — July 25th. Victorian Railways.  Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway. Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street, Melbourne. — 


Erith.—June 23rd. Electricity and Tramways Depart- - 


ment. One water tube boiler with superheater economiser, auto- 
matic stoker, &c. ‘See “Official Notices” to-day. 


Glasgow.— Electricity Department. Boiler house plant. 
E.H.T. switchgear (20,000 volts). See "Official Notices " to-day. 


‘Newport (Mon.).—June 30th. ^ Electricity Department. 
Induced draught plant, additions and extensions to fuel economisers 


. and cooling towers. See ' Official Notices " to-day. 


E 


Spain.— The municipal authorities of Ecija (Province of 
Seville) have lately invited tenders for the concession for the 
electric lighting of the.town during an unnamed period. Tenders 
hawe also been recently invited by the municipal authorities of 
Guadalajara for the concession for the electric lighting of the town 
during a period of ten years. 


Wolverhampton.—June 22nd. Reinforced concrete coal-' 


rs and skeleton structure, for the Electricity Department. 
Mr. S. T. Allen, Engineer and Manager. 


June 30th. Electricity ment. Cooling towers, motor- 
driven pumps. See “Official Notices” to-day. 
CLOSED. 


Sheffield.—T.C. A. Reyrolle & Co., Ltd.: 25 trans- 


former protection sets. 


Stretford.—U.D.C.  Veritys, Ltd. : two 15-H.P. motors, 
at £92 158. each. 


Wolverhampton.—T.C. Accepted tenders :— 


Н. Gough & Son.—Building work in engine room, £1,901. l 
Gibbons Bros., Ltd.—Steelwork to extend roof of engine room, £950. 
Willans & Robinson, Ltd.—Turbo-alternator set, condensing plant, &c., 


690. 
H Bros.— Three 10-н.р. and one 6-н.р. motors, £180. 
Stir Boiler Co.— Boiler plant, £24,087. . 


Steel Works on the Tees.—According to the Times, 
the Tees Conservancy Commissioners last week transferred 21 acres 
of river frontage at Stockton-on-Tees to the East/Coast Steel Cor- 
poration, who need the frontage for the erection of works which 
will cost three million sterling. 


- 


FORTHCOMING EVENTS. 


eers.—Friday, June 15th, At ll a.m. At 
Burlington House, Pic y. General meeting. 


Incorporated Municipal Electrical Association.— Thursday, June 21st. 
' At 1l08.m. At the Fistitution of Civil Engineers, Great George Street, 
Westminster, 8.W. Annual meeting. Presidential address by Mr. F. M. 
098: Pu on “ Individual. Interests in Municipal Enterprise," by 
Mr. J. Н. Bowden; and “Fuel Economy," by Mr. J. A. Robertson. 
Friday, June 22nd, at 10 a.m., Council meeting. At 10.80 a.m., annual 
general meeting. 


Tramways and Light Rail 
8p.m. At Institution of Civil 


Institution of Min 


s Association.—Friday, June 29th. At 


eers. Annual congress. 
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` OUR HALF-YEARLY INDEX. 


As it is necessary to effect every possible economy in 
paper consumption, the Index to Vol. 80 of the ELEC- 
TRICAL REVIEW, which will be printed in the course of a few 
weeks, will be supplied only to those who, through the post, 
specially apply for it. То such it will be supplied for 3d. 
post free. Any reader or advertiser at Home or Abroad 
who requires a copy for binding, or for other purposes, is 
asked to make application therefor promptly to: The 
Publisher, ELECTRICAL REVIEW, 4, Ludgate Hill, London, 
E.C. 4. 


NOTES. 


Possible Delay in Publication.—In consequence of 
inconvenience which has occurred on one of the several premises 
at which this journal is produced, it is not unlikely that some 
delay in publication may arise this week. Under the circumstances 
we shall be glad if our readers will extend to us their usual kind 
consideration. 


Labour Unrest Commissioners.— The following are the 


| names of the Commissioners appointed to investigate labour unrest. 


They will begin work immediately :— ` 

1. North-East Coast.—Sir Thomas Munro (chairman), Mr. Р. 
Bright (Employers’ Representative) Mr. H. Davies (Employés’ 
Representative). | 

2. North-West Coasf.—Judge Parry, Mr. John Smethurst, Mr. 
J. R. Clynes, M.P. ^ 

3. Yorks. and E. Midlands.—Sir G. Croydon Marks, M.P., Sir 
Maurice Levy, M.P., Mr. J. J. Mallon. 

4. West Midlands. —Major J. W. Hills, M.P., Mr. J. W. White, 
Mr. A. G. Cameron. 

5. London and South- East.—Judge O'Connor, Mr. Allan H. Smith, 
Mr. J. Voce. ' 

6. Wuth- West.—Mr. W. W. Mackenzie, K.C., Sir Alfred Booth, 
Mr. G. Chambers. 

7. Wales, including Monmouthskire.—Mr. Lleufer Thomas, Mr. 
Thomas Evans, Mr. Vernon Hartshorn. 
x 8. Scotland.—Sheriff T. A. Fyfe, Mr. Noel E. Peck, Mr. J. W. 

gden. 


The Metric System.—At the annual meeting of the Incor- 
porated Society of Inspectors of Weights and Measures, Mr. C. 
MacDonald, in a paper on “The Compulsory Adoption of the 
Metric System,” said that at the beginning of the year the metric 
system was obligatory in trade in 38 countries, having a total 
population of 476,890,000. Its use was optional in 11 countries, 
having a total population of 727,233,000. The metric system 
might be described as the standard system of the world, and the 
development of foreign trade after the war would be facilitated by 
its adoption. | | 

Мт. Н. Cunliffe replied їп а paper opposed to the change. Не 
did not think compulsion should come except at the demand of the 
users of weights and measures. British weights and measures 
effectively satisfied the needs of international trade, and it was a 
matter for doubt whether the adoption of the metric system in 
this country would not assist Continental countries to enter the 
British market more than it would assist British merchants in 
entering theirs. - 

Mr. A. Granger submitted as a compromise that the pound 
weight should be made equal to the half-kilo, and the gallon equal 
to the half-decalitre. In each case it meant practically an increase 
of 10 per cent.—the new hundredweight to be 100 and the new ton 
2,000 of these lbs. Measures of length should be left alone. A 
set of the new weights placed upon a shop counter would allow 
business to go on as usual simply by increasing prices 10 per cent. 
The retailers, à numerous class, desired no change. It would be 
comparatively easy to require that all goods sold by weight or 
measure should be sold in terms of weight and measure and no 
other. Thus at one stroke we should get rid of our sacks and 
sieves, our tods and trusses, our pots and pockets, and во оп and so 
on. Further, corn would no longer be sold by a bushel, of which 
there are some 200 variations.— The Times. 

At a meeting of the Electrical Section of the Newcastle-on-Tyne 
and Gateshead Chamber of Commeroe it was decided to support the 

tion of the Chamber of Commerce in urging that the Bill for the 
introduction of the metric weights and coinage be introduced into 
Parliament as soon as possible. 


— А 
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Lancashire and Cheshire Linking-up Scheme.—Com- 
munications have been received by the authorities interested. from 
the hon. secretary to the Committee for the inter-connection of 
Lancashire and Cheshire electricity supply systems, intimating that 
a Sub-Committee had under consideration details of a practical 
scheme, which will include the formation of a Central Joint Board 
and District Boards, and that a meeting of representatives of each 
group would in due course be summoned to consider such proposals. 


Government and the A.S.E.—Dr. Addison, the Minister 
of Munitions, invited a large number of delegates from all parts of 
the country, representing the Amalgamated Society of Engineers, 
to meet him at the Central Hall, Westminster, on Wednesday, under 
the chairmanship of Mr. John Hodge,the Minister of Labour. Dr. 
Addison explained the position of .the Governmént in relation 


to the Munitions of War Bill, the dilution of labour, and other 
matters. 


Educatiopal.—University оғ Lonpon.—Arrangements 
have recently been completed for the establishment of a new 
department of technical optics, in connection with the Imperial 
College of Science and Technology at South Kensington. The 
department forms part of a larger scheme adopted by the London 
County Council in August last for the provision of instruction in 
this subject, including post-graduate and research work at the 
Imperial College, a trade school and senior day and technical 
courses at the Northampton Institute, and junior technical courses 
at two junior technical institutions, one in North London and one 
in South London. The Government, including the new Depart- 
ment of Scientific and: Industrial Research and the Imperial 
College, has decided financially to support the Council’s scheme, and 
all the necessary assents have been obtained. The amount of 
money immediately available is £1.000 а year for working 
expenses and £5,000 for equipment and more immediate necessities 
of the department. Mr. Frederic J. Cheshire has been appointed 
head of the new department, with the title Director of Technical 
Optics and Professor of Technical Optics at the Imperial College. 
He is the present president of the Optical Society. — Daily 
Telegraph. 

The Earl of Halsbury, moving the adoption of the report and 
accounts at the annual meeting of the City and Guilds of London 
Institute, said that the need for technical training and the appre- 
ciation of ita industrial value were increasing in many directions, 
and the Executive Committee of the Institute had already made 
preparation for a substantial development of chemical work, 
particularly in the direction of its industrial application, by the 
assignment of additional accommodation to the Department of 
Applied Chemistry at Finsbury. The available resources of the 
Institute's colleges were being utilised for technical purposes in 
every possible direction, and apart from naval and military work, 
this might have a far-reaching effect for years to come. 

In order to make room for war staff, the offices of the Board of 


Education will shortly be removed to the Victoria and Albert 
Museum. 


Institution and Lecture Notes.—American Institute of 


Electrical Engineers.—At the annual meeting on May 18th, Mr. | 


E. W. Rice, jun. of Schenectady, N.Y., was elected president, with 
Messrs. F. Bedell, J. H. Finney, and A. S. McAllister as vice- 
presidents. 

 Hiluminating Engineering Society (U.S.A.).— The Council has 
decided, in view of the national emergency. to abandon the 
1917 Annual Convention. The papers will be published in the 
Transactions. 

Association of Mining Electrical Engineers.— The last gathering 
of the session of members of the Midland Branch took place on 
June 2nd, when, by permission of the Stanton Ironworks Co., Ltd., 
an inspection was made of the electrical plant at the works at 
Stanton. Мг. F. Church was elected president for the coming 
year; secretary and treasurer, Mr. E. R. Hudson. 

The Royal Society.—A special general meeting was held last 
week to consider certain changes made by the Council last year in 
Statute XII, relating to the election of Fellows. These changes 
empowered the Council to recommend for 'election—(4) Privy 
Councillors “ whose election would assist the work of the Society ”;; 
and (^) " men distinguished in the scientific or educational service 
of the State, or by their services to science and its applications.” 
The following: resolution was carried :—“ That this meeting is 
of opinion that the Council will serve the best interests of the 
Society by restoring Statute XII to the form it had before the 
change made in it by the Council on November 2nd, 1916, and by 
postponing further consideration of the statute relating to the 
election of Fellows until after the termination of the war." — The 
Ті тез. 

The Fellowship of-the Royal Society is the “ blue ribbon” of the 
Scientific world, excelling in prestige all University degrees and 
similar marks of distinction ; it would be a pity if this high 
standing were lowered by the election of mere politicians to the 
dignity of “F.R.S.” Is this move on the part of the Council one 
of the results of the intimate relationship that has prevailed between 
thé Society and the Government since the war revealed to the latter 
the fact that Science wasindispensable to the State? Опе cannot 
touch pitch without being defiled, but, at least, let us preserve our 
premier scientific Society from unnecessary pollution. 


Appointments Vacant.—Charge engineer for Maidstone 
electricity works; switchboard attendant and general assistant 
(358.), for the Ascot District Gas and Electricity Co. ; junior shift 
engineer (10s.) for the Islington B.C. Electricity Department ; 
secretary to the borough electrical engineer (4200) and assistant to 
station superintendent (£200), for the Borough of Salford Elec- 
tricity Department. See our advertisement pages to-day. 


National Insurance (Unemployment) Acts, 1911 to 
1916.— Contributions are payable in respect of :— 

2.278 X. Workmen engaged in making or repairing time 
recorders and similar instruments. 
. 2.286 X. Workinen engaged in the manufacture (including 
assembling) of turret clocks. í 

2,288 X. Workmen engaged in metal work and machine wood- 
work in connection with the manufacture of wind-screens for 


automobiles. 


Contributions are not payable in respect of :— 

2,277. Chauffeurs (other than those included under Decision A, 
1,866 X, Board uf Trade Journal of September 21st. 1916) engaged 
in driving and cleaning cars, and in doing occasional adjustments. 

2.290. Workmen engaged in fixing automatic gas controllers in 
position in streets. 

2,291. Workmen (other than those engaged in sawmilling, 
machine woodwork. or metal work) who are engaged in preparing 
railway signal posts, repairing railway station furniture, hammer 
shafts, brake sticks, &c., not intendcd for use in war. 


The Electrical Industries on Tyneside.—At a meeting 


` of the Electrical Section of the Newcastle and Gateshead Chamber 


of Commerce, the chairman, Mr. H. W. Clothier, presented a report 
on the scope of the Section, and it was agreed to take steps to 
make the Committee more fully representative of the electrical 
industries, and that a special meeting of all those connected with 
the industries of the district should be held on June 19th, at the 
Guildhall, Newcastle, to discuss matters of importance. With 
regard to the training of apprentices from Australia, it was agreed 
that the question involved in this procedure should be considered 


. as soon as possible with regard to its effect on the British electrical 


industries, and that joint action of the sections of the industry in the 
district was desirable. 


The British Empire Producers’ Organisation.—4At the 
luncheon meeting held vesterday at the Savoy Hotel, Monsieur C. 
Nabokoff, Councillor to the Russian Embassy, was the guest, and 
the chair was taken by Sir Charles C. Wakefield, Bart. 


Legal.— AN IRISH ELECTRICAL ASSESSMENT.—In theKing’s 
Bench Division of the High Court of Ireland, Dublin, Justices Gibson, 
Madden’ and Kenny dismissed an appeal by way of case stated at 
the request of the Commissioners of Valuation, from the decision 
of the County Court Judge of Monaghan, reducing from £100 to 
£75 the valuation assessed on the buildings and plant of the Clones 
Electric Light and Power Co. 


Electrical Trades Union. — At a meeting of the 
Birmingham Branch, last week, a Station Engineers’ Branch of the 
Union was formed. , . 


Accident.—Three men were injured through coming in 
comtact with a live rail after a collision between two goods trains 
in a tunnel on the electric system of the Lancashire and Yorkshire 
line between Bury and Manchester.— Times. | 


! : 

Inquiries.—A correspondent asks for suggestions to 
prevent the transmission of noise from gearing on the top floor of 
a reinforced concrete building. 

The address of agents of the United States Electric Tool Co. is 
asked for. 

Makers of " King Eaton " small accumulators are asked for. 

A correspondent wishes to know in what countries the bayonet 
type of lampholder is used to any extent. : 


Breaking Insulators.— At Dewsbuty Police Court, 
last week, two lads, aged 16 and 15, were ordered to pay 168. 
damage and 20s. 6d. costs between them, for wilful damage to 
telegraph insulators. Mr. E. H. Farrand, executive engineer for Leeds 
district of telephones and telegraphs, said that although the damage 
in his area in this way averaged £20 per month, he laid greater 
stress on the danger of communications being cut. The line was 
one of the most important in the country, and disaster might 
result from the interruption of messages sent by the military 
authorities. 


Fatality —A boy of 11, named John Prentice, who 


climbed a tree near Falkirk to obtain a good view of & passing 


aeroplane. slipped and fell amoug some electric wires, and was 


killed.-— Zimes. 


V 


Belfast Association of Engineers.—On Thursday last 
the members of the above Society paid a visit to the Corporation 
electricity works under the guidance of Alderman Tyrrell and the 
city electrical engineer. Mr. Stanley Johnston, chairman of the 
Association. in thanking the latter gentlemen, drew attention to 
the inadequacy of the plant to supply the needs of the city, point- 
ing out that if Belfast had had an Electrical Committee worthy of 
the name, they might have had one of the largest stations in the 
country. He complimented the city electrical engineer on having 
made £17.000 in the previous year from the inefficient scrap plant 
they had seen. ы 

Evidently the visit was intended as an object lesson in " how 
not to do it." and, no doubt, the No. 1 engine room, with its 
8—400-KW. sets still in use, was an excellent incentive to Mr. 
Johnston. The undertaking sold over 19 million units last year, 
although Belfast, with its shipyards and factories, ought easily to 
reach the 100 million mark. | 


т. 
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British Battery Combine.—As our readers are well 
aware, one great advantace that industrial Germany has possessed 
over ourselves has been tHe fact that her manufactures were 
carried out on a larrer Seas and that there was a vreater com- 
munity of interests between trade concerns than has existed in 
this country. It has been recognised. therefore, that if we are to 
be in a position to compete with Germany after the war, some of 
our small concerns which are competing with each other in 
different branches of electrical work will doubtless find it to be 
correct policy to combine. The co-operative schemes for selling in 
the Russian market has been fully described in our columns. We 
now learn of an important manufacturing scheme which is being 
carried forward. We understand that the three battery concerns, 
the Hart Accumulator Co., Ltd., Pritchett & Gold and Electrical 
Power Storage Co., Ltd., and the D.P. Battery.Co., Ltd., who made 
@ joint offer (which has been accepted) for the shares in the Tudor 
Co. which were advertised for sale by the Public Trustee, are 
parties to the arrangement. Arrangements have been concluded 
for the managers of the Tudor Co. to remain in office, thus 
ensuring continuity of policy and practice in the business. As a 
natural outcome to the purchase of the Tudor shares, an announce- 
ment appears elsewhere in this issue to the effect that negotiations 
are in progress for an amalgamation of the four companies. It is 
hoped that a scheme will soon be evolved under which the united 
experience and connection of the various companies can be turned 
to the best account. . | 


The Electric Vehicle Committee.—4A mecting was held 


in London, on May 4th, 1917, when the officers of the Committee 
were re-elected for the current year and the annual report and 
accounts were submitted and approved. 

The question of marking upon the batteries of electric vehicles 
the working limits for specific gravity was again under considera- 
tion, and in view of a report received from the Accumulator 
Makers’ Section of the B.E.A.M.A.. wherein objections were set 
forth to the proposal, it was decided to drop the matter for the 
present. 

The secretary submitted the letters he had received from auto- 
mobile manufacturers aud electrical engineering firms in reply to 
the recent circular letters sent out to these firms setting forth the 
desirability of undertaking the manufacture of electric vehicles 
and equipments so soon as normal conditions return. Several 
firms had written stating that they were giving the question 
serious consideration. 


London Electric Railways.—COMPENSATION CLAIM.— 
Mr. A. Virgoe Buckland (of Messrs. Buckland & Browne, surveyors 
and land agents), has issued his decision as umpire in the claim 
for compensation, payable by the London Electric Railways, to the 
trustees of Mr. John Smith, in respect of certain property situate 
near to Victoria Street, Westminster, on the exercise by the railway 
company of their compulsory powers. The property consists of 
Nos. 29 and 31, The Broadway, which is leasehold, and of freehold 
land in Maundy Place. The umpire has decided that the amount 
of compensation payable is £4,558. At the hearing of the claim, 
on behalf of the trustees, Mr. J. H. Oakley valued the compensa- 
tion at £5,776; Mr. W. H. Mills put the amount at £5,661, while 
Mr. A. L. Ryde (the arbitrator forthe claimants), arrived at a total 


of £5,682. The value found on behalf of the Electric Railways by . 


Sir Alexander Stenning, Mr. Samuel Walker (of Moorgate Street, 
E.C.), and Mr. Leslie Vigers (arbitrator for the company), was in 
the neighbourhood of £3,600. 


Volunteer Notes. — County or LONDON ENGINEER 
VOLUNTEERS (FIELD COMPANIES).— Headquarters, Balderton Street 
Oxford Street, W. 

Orders for the Week. By Lieut.-Colonel C. D. Clay, V.D., Commanding :— « 

Monday, June 18th.—' Technical for No. З Company, Right Half Company, at 
Regency Street, Drill, No. 3 Company, Left Half Company. Signalling Class 
Recruits’ Drill, 6.30. 

Tuesday, June 19th.—Liecture,6.30. Sergeant Instructor Higgs, “ Pontooning.’ 
FRISCH drill and bayonet fighting, 7.30. 

ednesday, June 20th.—Drill, No. 1 Company, Left Half Company. ? 
Thursday, June 21«41.—Dril!, No.2 Company, Left Half Company. Ambulance 


. Class, 6.80. Signalling Class. 


Friday, June 22nd.—' Technical for No. З Company, Left Half Company, at 
regency Street. Drill, No.8 Company, Right Half Company. Recruits’ Drill, 


Saturday, June 28rd.— N.C.O.'s Class, 2.30, under Company Commander 
Hyman and the Instructcr of Musketry. 
Sunday, June 24th.—Parade Clapham Common (Tube Railway), 9.45 a.m. 
for work at Bombing School. Uniform. Rations to be carried. - 
MACLEOD YEARSLEY, Adjutant, 


The Birmingham Electrical Engineers, a unit of the V.T.C., 
have just been "recognised" and re-christened by the Army 
Council. In future they will be known as the Warwickshire 
Volunteer Engineers. 

Formed in November, 1914, the corps has trained over 600 men, 
who have joined the Army and Navy. The present strength is 
about 250, and the men are rendering important service in connec- 
tion with the scheme of home defence. 

Recruits are invited, full information being obtainable from the 
Adjutant, Mr. S. T. Pemberton, 8, Church Street, Birmingham.— 
Birmingham Daily Gazette. 


Strong Lightning.—During а recent storm at Oldham a 
woman was killed by a brick dislodged from the chimney of the 
Bell Mill, which had been struck by lightning. At the inquest it 
was stated that bricks from the chimney were hurled over the 
roofs of houses and fell about the street, narrowly missing several 
other people. The engineer at the Bell Mill said the lightning 
conductor at the mill had acted, for the earth at the bottom had 
been displaced, but the electric current must have been so strong 
that it was more than an ordinary conductor could deal with. To 
us it looks as if the conductor was improperly earthed. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
& technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements.. 


Central Station and Tramway Officlals.—The Motherwell 
T.C. has agreed to advance the salary of the electrical engi- 
od by £5U to £350, with a further advance of £50 in May, 
1918. | : 

By 16 votes to 10, the Doncaster Town, Council has resolved 
against a recommendation of a committee that the salary 
of the electrical engineer and tramways manager, Mr. E. 5. 
RAYNER, be increased by £50 per annum. 

It appears from a Dublin newspaper report that the Belfast 
Corporation has revised the decision of the Electricity Com- 
mittee respecting the appointment of a mechanical engineer 
for the electricity works, апа has appointed Mr. J. R. Davi- 
son, of Manchester, who has had practical experience with the 
type of boilers in use at the Belfast works. - 

The Sheffield Electric Supply Committee has decided in 
favour of the salary of Mr. S. E. FEDDEN, general manager 
and engineer, being increased from £900 to £1,000 per annum, 
with two further annual' increments of £100 each; also that 
the salary of Mr. H. E. YEnBuRY, deputy general manager 
and engineer, be increased from £600 to £700 per annum. 

Walsall Corporation has declined to release Mr. Hors- 
FIELD, the tramways manager, for service in the Shipyard 
and Labour Department of the Admiralty, being of opinion 
oe hig services are indispensable to the tramways under- 
taking. | E 

The General Purposes Committee of Wolverhampton T.C. 
has endorsed a recommendation of the Electricity Committee 
that the salary of Mr. S. T. ALLEN, electrical engineer, be 
шс from £600 to £800 per annum, as from June Ist, 

Mr. J. B. FELTHAM holds the position of waterworks engi- 
neer at Mexborough, not that of engineer-in-charge of the 
waterworks, as stated last week. 


General.—On Saturday evening last, a large number of the 
staff and friends of Messrs. Albert Lee & Co., Ltd., assembled 
at the Holborn Restaurant to bid '' farewell and God-speed ” 
to Mr. THomas Harris, the managing director, Mr. C. W. 
CHAMBERS, the secretary, and Mr. J. E. ALLDEN, the manager, 
on their joining the Army. The chair was occupied by Mr. 
E. Pattisson, assisted by Mr. A. Harris, brother of the manag- 
ing director, who will fill his place till he returns, and among 
ihe guests were Mr. Takata and Mr. Morris, of the National 
Carbon Co., U.S.A. In the course of the evening compli- 
mentary speeches were made by the chairman and others. 
A gold wrist watch was presented by Mr. Morris, together 
with a cheque from Messrs. A. Lee & Co., to Mr. Harris. Mr. 
Chambers, who goes to the R.N.A.S., and Mr. Allden were 
also the recipients of wrist watches. ` 

Mr. ARTHUR J. CRIDGE, of the British Westinghouse Elec- 
tric & Manufacturing Co., Ltd., Trafford Park, Manchester, 
was married on Tuesday last to Grace Gertrude, younger 
daughter of Mr. and Mrs. S. G. P. Heath, of Putney. The 
ceremony took place at St. Stephen’s Church, East Putney, 
and Mr. and Mrs. Cridge afterwards left for Cornwall, where 
the honeymoon will be spent. 

The marriage took place at Dartford, on May 25th, of Mr. 
MELBOURNE DEWwWHUnsT, M.Sc., A.M.I.E.E., of Colne (Lancs.), 
and Miss Rebecca Stidolph, of Dartford. 

At the annual meeting of the American Institute of Elec- 
trical Engineers on May 18th, the Edison Medal was pre- 
sented to Mr. NikoLA TESLA in recognition of his early ori- 
ginal work in polyphase and high-frequency electric currents. 

The American Institute of Radio Engineers has awarded 
the ‘‘ medal of hopour " for 1917 to Epwin H. ARMSTRONG for 
his work in connection with regenerative amplification and 
oscillation by means of the vacuum-tube relay. 


Roll of Honour.—Private H. BENTLEY, of the East Lanca- 
shires, who is wounded for the second time, was employed 
by Mr. Fairhurst, electrical engineer, of ‘Darwen. 

Captain Rupert SrANLEY, R.E., who has been decorated 
by the French Commander-in-Chief with the insignia of the 
Order of the Legion of Honour, is Professor of Electrical 
Engineering in the Belfast Municipal Technical Institute. 
which post he has held since 1903. He has done excellent 
service at the Front in connection with electrical and wireless 
work, and-has been twice mentioned in dispatches. 

Corporal J. H. NonrE (20), West Riding Regiment, reported 
missing, was employed by Messrs. J. H. Taylor & Co., elec- 
trical engineers, Huddersfield. | f 

Private C. M’DonaLp, Gordon Highlanders, who has died 
of wounds, was an electrical inspector with the Aberdeen 
Corporation. | . | 

Private R. W. Noste, 10th Canadian Regiment, who has 
died of wounds, was a Morecambe man, who left this country 
seven years ago, and became an electrical engineer on the 
Canadian Pacific Railway, stationed at Calgary, Alberta. 

Private W. NAYLOR, ep in the Bradford City elec- 
tricitv department, is reported missing. | : 

Private J. ВАВКЕВ, Loyal North Lancashire Regiment. 
posted missing in October last, now officially. reported , killed 
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in action, was employed by Messrs. Dick, Kerr & Co., Ltd., 
Preston. 

Sapper J. TaRPETH, Wessex Engineers, who has died of 
vous received in action, was on the Bath electricity works 

Private W. A. KNiaHT, South Staffs. Regiment, who has 
died of wounds, was in the winding department of the 
B.T.H. Co., at Rugby. 

Sergeant HANDYSIDE, Royal Artillery, who was with Messrs. 
Willans & Robinson, Ltd., Rugby, has fallen in action. In 
1915 he was awarded the D.C.M. and the French Medaille 
Militaire for distinguished valour. 

Rifleman C. G. Reap, K.R.R., killed in action, was on the 
staff of the B.T.H. Co., of Rugby. 

Corporal J. Hrrons, R.F.A., who was an employé, at 
Rugby, of the B.T.H. Co., has been wounded for the second 
time, and seriously. 

Private L. Rocers, London Regiment, who has fallen in 
action, was on the clerical staff at the Ilford U.D.C. elec- 
tricity works. s 

For gallantry in action, the Military Medal has been 
awarded to Corporal J. CanTUEDGE, formerly with the Pot- 
teries Electric Traction Co. Under heavy fire he laid a cable 
by compass 1n an unreconnoitred bit of country, and main- 
tained the line through an attack. i 

Lieutenant J. G. Kmxup, Northumberland Fusiliers, who 
was an electrical engineer with the Consett Iron Co., has 
been awarded the Military Cross. 

Mr. P. W. HooL, Army Ordnance Corps, formerly on the 
staff of the Bromley (Kent) Electric. Light Oo., has been 
mentioned in dispatches by Sir Douglas Haig. 

Captain GUY CAMPBELL, Machine Gun Corps, formerly with 
Messrs. W. H. Allen, Son & Co., Ltd., Bedford, has been 
accidentally killed whilst supervising the throwing of live 
bombs. He had won the Military Cross. 

Corporal Е. Ronpir (Machine Gun Brigade), formerly in 
the general office of the India Rubber, Gutta Percha & Tele- 
graph Works Co., Ltd., Silvertown, has been wounded. 


Obituary.—Mn. G. J. Hanronp.—The death has taken 
place at Birkdale, Southport, of Mr. G. J. Harford, who was 
in business as an electrical engineer in Liverpool. He was 48 
years of age. | 

ALDERMAN W. F. OorroN, M.P.—Alderman W. F. Cotton, 
M.P., Dublin, who passed away on Friday last week in his 
86th year, waa for & considerable period a director of the 
Dublin United (Electric) Tramways Co., and was largely 
Interested in the gas industry, having been chairman of the 
Alliance and Dublin Consumers' Co., prior to which he had 
held various offices under the company, and, earlier still, had 
oe lighting superintendent of the city under the Corpora- 
ion. : 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


L. Weekes, Ltd.—Particulars of £3,000 debentures, 
created May 26th, 1917, filed pursuant to Section 93 (3) of the Companies (Con- 
solidation) Act, 1908, the whole amount being now issued. Property charged : 
The company’s undertaking and property, present and future, including un- 
called capital. No trustees. 


W. H. Allen, Son & Co., Ltd.—Further charge dated 
May 29th, 1917 (supplemental to mortgage dated November 21st, 1916, secur- 
ing £103,980), to secure £50,000. Property charged: As in principal mortgage. 
Holder : H.M. Secretary for War. 


Longlord Wire Co., Ltd.—Charge on leasehold Longford 
Wire Works, dated May 25th, 1917, to secure two annual rents of £46 and 
258 payable for residue of 999 years from 1900, subject to proviso that charge 
shall cease when buildings of double the value of such rents have been 
erected on the land. Holder: Sir Gilbert-Greenall, Bart., C.V.O. 


Brompton & Kensington Electricity Supply Co., Ltd. 
(25,913).—Capital, £300,000 in 20,000 pref. and 40,000 ord. shares of £5 each. 
Return dated April 12th, 1917. 5, pref. and 34,034 ord. shares taken up. 
£5 per share called up on 5,966 pref. and 33,034 ord.; £195,000 paid; £5,000 
considered as paid on 1,000 ord. Mortgages and charges: Nil. 


British Insulated & Helsby Cables, Ltd. (52,285).— 
Capital, £1,000,000 in 100,000 pref. and 100,000 ord. shares of £5 each. 
Return dated April 9th, 1917. All shares taken up. £572,676 paid on 74,470 
pref. and 40,063 ord.; £427,325 considered as paid on 25,590 pref. and 59,935 
ord. Mortgages and charges: £700,000. 

Alderley & Wilmslow Electric Supply Co., Ltd. (47,663). 


—Capital, ‚000 in 1 shares (10,000 pref.). eturn dated May 16th, 1917. 
15, ord, shares taken up; £15,009 paid. Mortgages and charges: £15,000. 


Alert Electrical Co., Ltd. (78,971).—Capital, £2,000 in 


£1 shares. Return dated February 28th, 1917. 708 shares taken up; £708 
paid. Mortgages and charges: Nil. 


British Electric Transformer Co., Ltd. (76,351).—Capital., 
£200,000 in £1 shares (100,000 f. and 100,000 ord.). Return dated April 
12th, 1917. 61,988 pref. and 85,498 ord. shares taken up; #1 per share 
called up on 59,764 pref. and 9,529 ord., and 12s. 6d. per share on 14 ord.; 
£62,301 15e. paid; £85,179 considered as paid on 9,224 pref. and 75,955 ord. 
Mortgages and charges: Nil. 

Brombey (Kent) Electric Light & Power Co., Ltd.— 
Capital, 275,000 in £5 shares. Return dated April 16th, 1917. All shares 
taken up; £75,000 paid. Mortgages and charges: £64,363. 

Camborne Electricity Supply Co., Ltd. (57,950).—Capi- 


tal, £10,000 in £1 shares. Return dated April 25th, 1917. 607 shares taken 
up; £605 paid, leaving £2 in arrears. Mortgages and charges: Nil. 


City of Carlisle Electric Tramways Co., Ltd. (62,601).— 
Capital, £00,000 In £1 shares. Return dated March 5th, 1917. All shares 
teken up; £60,000 paid. Mortgages and charges: £57,500. 


CITY NOTES. 


The report of this company, as published 
in the financial Press, states that the gross 
tric Traction profit for the year amounts to £226,744, 

Co., Ltd. compared with £244,064 for 1915-16. After 
deducting the general expenses and the 

amount written off sundry assets, viz., £26,772, there remains 
£199,971, plus £86,498 brought forward. Deducting deben- 
ture stock interest, amounting to £91,249, there remains 
£195,150, which the directors recommend should be applied 
thus:—To reserve £15,000, dividend of 6 per cent. on the 
cum. part. preference stock £42,764, dividend of 3 per cent. 
on the ordinary stock £39,787, to be carried forward £97,598. 
The aggregate receipts of the tramway, omnibus, and elec- 
tricity supply companies in which the company is interested 
showed an increase, which was largely counterbalanced by 
the continued increase in the wages paid and the cost of all 
material. Many of the companies have increased the amounts 
placed to their renewal accounts and reserves, and while 
their financial position has been thereby improved the divi- 
dends distributed have been less than they would otherwise 


British Elec- 


" have been. The increase in the receipts has consequently not 


been reflected in this company's revenue from investments, 
and the net profit shows a reduction of £9,197 compared with 
the previous year. The amount standing to the credit of the 
reserve account at March 815%, 1916, was £410,000. It is pro- 
posed to increase this amount by £15,000, to be transferred 
from revenue as shown by the accounts. The investments 
now stand at £4,285,578, and yielded a revenue of £205,258, 
representing an average of 4.79 per cent. for the past year 
on the amount at which they appear in the balance sheet. 


Mr. L. BREITMEYER presided at the an- 


Lisbon nual meeting, on June 6th. He said that 
Electric the difficulties had been more acute in 
Tramways, 1916 than in 1915, but the report was not 


Ltd. altogether unsatisfactory. The only grati- 

fying feature in the accounts was the ex- 

pansion of traffic revenue, there being an appreciable increase 
(£24,000), which, unfortunately, was swallowed up entirely 


- by the expenditure, which had grown at а rapid rate, the 
. working costs exceeding those of 1915 by £36,000. The speaker . 


referred to the unprecedented cost of supplies. Rails, which 
normally cost £6 per ton, were now five times that figure. 
Coal in pre-war times was 2ls. to 22s. per*ton delivered in 
their power house; a month ago it was £6 10s., and now it 
was not procurable under £10 per ton, and that with diff- 
culty. In other words, the dividend was evaporating in the 
smoke-stack. The chairman discussed the opposition that 
they met with when they tried to raise the fares. They felt 
that it would be neither good finance nor prudent in the share- 
holders’ interests to pay even the smallest dividend under 
the circumstances. ү 


The Armorduct Manufacturing Co., Ltd.—It will be 
observed from an announcement appearing in our advertise- 
ments to-day that the business of the above company is being 
offered, under the Trading with the Enemy Amendment Act, 
for sale by tender as a going concern. Tenders must be sent 
to the Controller, Mr. J. Paterson, 1, Walbrook, E.O., by 
June 98th. . 


Automatic Telephone Mannfacturing Co., Ltd.—The pre- 
ference share and transfer books will be closed from 18th to 
95th inst., for preparing dividend warrants on the preference 
shares for the half-year. 


North Metropolitan Electric Power Supply Co.—After 
putting £10,542 to renewals reserve, 6 per cent. dividend 
and a bonus of 8s. per share are to be paid, carrying forward 
£1,775. ў 


Cleveland & Durham County Electric Power Co.—The 
complete accounts of this company for the year 1916 occupy 
several pages of the London Gazette for June 12th. 


China and Japan Telephone & Electric Co.—Dividend, 
10 per cent., placing to reserve £26,796, and carrying forward 
£3,938. | 

Tramways & Light Railways Estates, Ltd.—For 1916 the 
dividend is 3 per cent., carrying forward £626. 


Manila Electric Railroad & Lighting Corpn.—Dividend, 
14 per cent. (1.50 dol. per share) for the quarter to June 30th. 


Madras Electric Supply Corpn., Ltd.—Six per cent. pre- 
ference dividend, less tax, for 1916. à 


Barnsley & District Electric Traction Co., Ltd.—Divi- 
dend 6 per cent., carrying forward £1,014. 


Peterborough Electric Traction Co., Ltd.—After paying 
the preference dividend, £742 is carried forward. 


Longford Wire Co., Ltd.—The capital of this company 
has been reduced from £100,000 to £69,999. 


Vol 80. No. 3,064, JUNE 15, 1917.] 


THE ELECTRICAL REVIEW. 659 


For 1916, the directors report that, in 

Edison = spite of the abnormal difficulties occa- 

Accumulators, sioned by the war, satisfactory progress has 
Ltd. been made. 

The charges for freight, insurance, clearance, delivery, and dues have been 


excessive, and several consignments have been lost at sea. From this cause, 
and the serious delays due to the lack of available shipping, a large number 


of important orders are being carried forward to the next financial year. ^ 


Tipping wagons fitted with Edison accumulators have been supplied to many 
of the principal municipal authorities throughout the country with satisfac- 
tory results, and a considerable number of delivery vehicles are in regular 
use by first-class business houses in London and the provinces. Owing to the 
reliability of these delivery vehicles, and their cconomy in working, repeat 
orders are constantly being received, and one of the most important firms in 
London has 80 such vehicles in daily use. The demand for Edison accumu- 
lator self-propelled trucks, which are coming into general use for handling 
heavy goods in railway stations, depóts, and factories, is continually increas- 
ing, and the company has on hand Government contracts of considerable 
importance. Although the balance sheet shows profits sufficient to meet the 
accrued interest upon preference shares after providing for reserve, it is pro- 
posed that payment should be deferred, an arrangement which will be advan- 
tageous to the shareholders in the near future. 


The annual meeting of the company was held at Duke 
Street, S.W., on June 5th. Говро MoNTAGU or BEAULIEU, who 
presided, said that the profit for the year, exclusive of provi- 
sion for excess profits tax, was £4,614. The tax mentioned, 
as at present arranged, operated especially to the disadvantage 
of companies, such as theirs, which had: to build up new 
business. Even in the case of older companies it prevented 
provision béing made for the severe competition inevitable 


after the war, but, while admitting the necessity for taxing - 


large profits as a fruitful source of revenue, young companies 
should be leniently treated. Their freight and insurance diffi- 
culties had greatly increased during the year. They had paid 
over £18,000 in freight and war risk insurance, which nor- 
mally would have cost about one-eighth of this figure, and 
they had been hampered by the formalities introduced by 
various Government departments. Considering the shortage 
of petrol, it was in the national interests that the company 
should receive more consideration from the departments con- 
cerned, especially from the Priority Committee. At present 
they had some £100,000 worth of unexecuted orders, and had 
paid many thousands of pounds for vehicles which were lying 
i New York, all of which would save labour, petrol, and 
expense if only they could be put to work. The value of 
orders received during the year wag no less than double that 
of the previous year. Harrods, J. Barker & Co., Whiteleys, 
Selfridges, and the Hovis Co. were constantly extending their 
fleet of vehicles. Harrods alone had 80 in use. The 
Midland Railway Co. were now using in London and pro- 
vincial towns over 50 Edison battery vehicles, and they found 
that they could make their deliveries at a lower cost than 
before either with horses or petrol lorries. The company 
were now considering considerably increasing their fleet of 
electric vehicles, and other railway companies would un- 
doubtedly follow suit. Co-operative societies at Glasgow, 
Leeds, Blackpool, Leicester, &c., had adopted the company’s 
system, and the collection of house refuse and other municipal 
work had brought more orders than the company could 
handle. Sheffield Cleansing Department had now 10 electric 
vehicles in service, and many other cities were also employing 
them. Another branch that they had developed was the use 
of industrial self-propelled trucks in factories, and for handling 
luggage, &c., in railway stations. With а business increas- 
ing by leaps and bounds when it was impossible to raise new 
capital, it was absolutely.necessary to conserve the profits in 
order to extend the business. When the war was ended the 
results would readily attract the capital necessary to enable 
the company to operate on a scale commensurate with the 
demand that would undoubtedly exist. 
? 


At the annual meeting, held at Copen- 
Great hagen on May 25th, Consul-General W. 


Northern WEIMANN, who presided, said that their 
Fra a war difficulties had increased considerably 
Co., Ltd., since the last meeting, but they had been 
of Denmark. able to maintain communication over the 


: cables. Ten of their cables in European 
waters had suffered 15 interruptions, and 29 breaks had 
occurred in nine cables in the Far East. They had not yet 
been able to repair their cables in the Baltic which had 
been interrupted since November, 1914. 'The Wladiwostock 
and Kiachta routes had been maintained in very good work- 
ing order by the Russian Telegraph Administration, but traffic 
over these lines between Europe and the Far East had de- 
creased considerably. The concession granted to the company 
by the French Government for landing and working the 
cables between Denmark and France expired last year, but 
had been provisionally prolonged without alteration. Negotia- 
tions for a definitive arrangement would have to be entered 
Into after the war. Rates over the cables in the Far East 
had been reduced for certain classes of traffic with Japan. 
The rates over the Iceland cable had been materially reduced 
as from January, 1917. The arrangement with the Danish 
Government for the erection and working by the company 
of two local wireless stations in the Faeroe Islands was finally 
concluded about a year ago. The installations (by the Mar- 
coni Co.) were recently so far completed as to admit of an 
ad interim service being . On January Ist, 1917, a 
serious fire occurred at the company’s buildings in Shanghai, 
in which are also housed the Eastern Extension and Com. 
mercial Pacific Companies. The damage was extensive, and 
many instruments were destroyed. The staff so guickly 


Seven months of pre-war takings. 


restored communication that the effect of this serious misfor- 
tune was hardly felt by the public. Certain rooms in the 
building had been fitted up as temporary instrument rooms, 
and office accommodation had been secured outside, pending 
the rebuilding of the premises. The speaker referred to the 
increasing difficulties of management as follows :— 

The most serious of these difficulties is that connected with the mainten- 
ance of the cables. Nearly all the cables belonging to the company in 
Europe cross the continually expanding minefields and prohibited areas, and 


should breaks occur in such places it may prove impossible to have the 
cables r 


We have also met with difficulties in supplying our stations with instru- 
ments, telegraph paper, &c., &c., owing to the scarcity of material, diminu- 
tion of transport facilities, and to the. export and import prohibitions in force 
to practically all countries. 


he measures taken by the belligerents have also affected our staff arrange- 
ments. Thus it proves now and then difficult to obtain the necessary per- 
mission to appoint Danish operators to our stations in the countries involved 
in the war, and in England we have had to resort to a large extent to 
female labour, especially to replace our British employés who, voluntarily or 
by order, join the Colours. In Petrograd the military authorities have as a 
measure of precaution, gradually displaced.our Danish and Russian operators, 
and have in their stead appointed Russian , Government employés to work the 
instruments. This measure was adopted through no fault of the company. 

The financial results of the year's working were so satis- 
factory that the directors came to the conclusion that they 
could propose the distribution of & total dividend and bonus 
of 24 per cent., or 2 per cent. more than for the year 1915. 
They, however, warned the shareholders that the extraordi- 
nary prosperity which the company was now enjoying would 
disappear when peace was concluded, or very soon after. As 
the cost of living, the taxation, and the working expenses, 
which were at present very high, and» increasing almost from 
day to day, were not likely to come normal for some years 
after the conclusion of peace, a considerable decrease in the 
net receipts of the company might be looked for. In the 
circumstances they had strengthened the dividend equalisa- 
tion fund by adding to it £55,556. The renewal fund for 
cable steamers was not sufficient to cover the cost of replac- 
ing the two oldest of the company's steamers, even at pre- 
war prices, and much less so at the present enhanced prices, 
which would probes. obtain for a long time. £27,778 is 
therefore added to this fund. 


Calcutta Tramways Co., Ltd.—Sir H. KIMBER, at the 
annual meeting, said that the revenue account showed 
an increase of 6 per cent. on the traffic receipts of 
1915, and of 5 per cent. on those of 1914, which included 

І The Indian working 
expenses increased by £2,484. There was a decrease of 
£1,488 in power expenses due to the operation of the new 
generating and sub-station plant, but traffic expenses were 
up £842, and maintenance and repairs by £8,708, due to 
enhanced cost of materials. It was proposed to revert to the 
practice of paying the dividend on the ordinary shares, free 
of tax, after payment of the present final dividend. 


. Winnipeg Electric Railway Co.—O wing to very substan- 
tial increases in the cost of all materials, as well as to the 


serious competition of the jitneys in the city, the results for 


the year have been disappointing. ^ For these and other 
reasons а „discontinuance of dividends for the time being 
would strengthen the financial position of the company and 


more quickly guarantee an earlier date for the resumption. of 


such dividends. 


New General Traction Co., Ltd.—For the year ended 
March last, the revenue was £19,481.' Profit £10,649, plus 
£7,901 brought forward. The directors recommend a dividend 
of 4 per cent. (less tax), and carry forward £8,070. The Nor- 
wich Electric Tramways Co. paid a dividend of 3 per cent., 
being the same rate as for the previous year. The Douglas 
Southern Electric tramways system is still closed down on 
account of the war. The income received from the Phila- 
delphia undertaking amounted to £14,058.— Financial Times. 


South Metropolitan Electric Tramways & Lightind Co. 
Ltd.—Total revenue for 1916, £68,793, pi Sih 69,281 
for 1915. Placed to reserve, £4,000; dividend, 5 per cent. on 
preference shares, £8,478; carried forward, £400. The 
receipts from tramways and light railways increased by £27. 
The gross receipts from the electricity supply were £17,467, 
compared with £17,242. Total units sold, 1,967,631, compared 
with 1,195,371. Lighting and power units sold increased by 
6 per cent and number of consumers Бу :3 per cent. 


Rangoon Electric Tramway & Su Co., Ltd.—Gr 
profits for 1916, £65,829. After Pn КЫ сы шыг 


‚ preference dividend, and providing for reserve, depreciation. 


&c., 4 per cent. is to be paid on the ordinary shares, free of 
tax, leaving £2,902 to carry forward. 


Northern Counties Electricity Supply Co., Ltd.— The 
accounts for 1916 show a gross profit of £12,104, against 
£11,624, and after paying debenture and other interest the 
debit balance of £6,654 brought forward is reduced to £5,815. 
—Financidl Times. 


^ 


Birmingham and District Power & Traction Co., Ltd.— | 


After placing £5,000 to reserve and paying 44 per cent. on the’ 


preferred ordinary shares, £5,570 is to be carried forward. 


Lima Light, Power & Tramways Co.—Net profi, 
£P128,799, plus £P80,396 brought forward. After paying 
dividends and providing for general amortisation fund, re- 
serve. new works, &c., £P2,742 is to be carried forward. 


we — 


н = ӘРЕЧГ ШЫ „ть m 


DOO OEEQAALLLILLLLLULILLILLUUAIE LLLLLBG. nnn sa si Ss нана: нана нанай нанын: Ела СрЕа 


660 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,064, JUNE 15, 1917. 


STOCKS AND SHARES. 


\ Ve 


TUESDAY EVENING. 


THE fine news which Sir Douglas Haig sends does much to 
infuse cheerfulness into the Stock Exchange markets. There 
remains а certain amount of nervousness in regard to Russia. 
This nervousness plays its part in laying a restraining hand 
upon business; but the advance on the Western Front has 
sufficiently encouraged confidence to bring a good deal of 
money into the House, and to revive the speculative interest 
in those markets where anything like animation prevails. 


Accordingly, the groups in which iron and steel shares, . 


rubber, explosive, and other similar industrial companies are 
located cannot complain of the volume of trade they are 
called upon to handle; although, at the same time, the purely 


investment stocks are rather neglected, and the man who is 


urged to buy War Loan is tempted to reply that, with war 
expenditure at its present rate, he is a little bit reluctant 
to embark freely upon securities of the fixed-interest and gilt- 
edged order, lest there should be competition later on that 
will reduce present prices and give him opportunities for 
using his money to greater advantage. A somewhat specious 
argument this, especially when it is recalled that Mr. Bonar 
Law hinted plainly that, so far as the Government were con- 
cerned, better terms were not likely to be offered in the 
future than those which accompanied the 5 per cent. War 
Loan. 

Tube railway stocks are better, Metropolitans, Districts, and 
Underground income bonds all showing rises on the week, 
though the last-named touched 84j before reacting a little to 
84, which still leaves an improvement of a point. The shilling 
shares are better at 5s. 9d.; and this section shows up well 
as a whole in consequence of the expectation, referred to in 
our last notes, that before long there will be a re-arrangement 


of fares following upon the example recently set by the · 


Т.С.С. tram ways. | е QN 

The various tramway companies have been in the limelight, 
owing to the issue of several of the reports. The principal 
is that of the London United Tramways, which will probably 
come as a blow to stockholders. The price of the debenture 
stock is 37 to 39. The London United last year did not make 
enough money to pay its debenture and administration ex- 
penses. The debenture interest for July cannot be paid, and 
last Tuesday a receiver for the debenture-holders: was ap- 
pointed by the Court. Two well-known trust companies have 
summoned meetings, with a view to securing a strong deben- 
ture holders’ committee. There is rather over 14 million 
pounds sterling of first debenture stock outstanding, to say 
nothing of loans from the London & Suburban Traction Co. 
and the Underground Electric Railways. = 

There is little satisfaction to be obtained in jobbing back- 
wards, though, at the same time, the temptation is great to 
point the finger to the numberless warnings of years ago at 
what seemed to us the inevitable end to the over-capitalisa- 
tion of this company. Hard as it may seem, the only way 
to put the London United Tramways upon a sound footing 
onte more will be to apply the pruning knife dfastically to 
the capital account. No other course 18 open that we can see. 
The company has a large and important system, with plenty 
of business to its hand. · Under vigorous and progressive man- 
agement, on а reasonable amount of capital, the company 
should do well. | | 

A large number of the shares in the company are owned 
by the London & Suburban Traction; and the latter, in its 
report, shows that it has just earned its preference dividend. 
The amount available for distribution 1s £84,800, against 
£83,600 in the previous twelvemonth. The company is also 
largely interested in two omnibus concerns, as well as in the 


London United and Metropolitan Electric Tramways. The. 


Metropolitan last year paid 1 рег cent. on its ordinary shares, 
but this cannot be repeated in respect of the past 12 months, 
although there was а small improvement in the gross earn- 
ings: Heavier working expenses are recorded in the case of 
all three companies. These are disappointing results; and it 
looks as thouch the rise in operating expenses should have 
-been met earlier by re-arrangement of fares. 

The electric lighting market is steady. The London shares 
are still mostly in demand, and a fair business is being trans- 
acted in the issues of the City companies. The North Metro- 
politan Electric Power Supply has declared a dividend of 6 
per cent., together with a bonus of 8s. per share, the divi- 


dend being the same as that for 1916, but the bonus being’ 


additional this year. The preference shares are quoted at 
17s. 6d., and the 5 per cent. mortgages at 85s. 

The South Metropolitan Electric Tramways & Lighting Co. 
proposes to pav 24 per cent. on the 6 per cent. preference 
shares, making 5 per cent. for the year—a reduction of 1 per 
cent. as compared with the previous period—and to carry 
forward £400. as against £800 brought into the accounts. 
Digestion of the British Electric Traction report has had 
little effect upon the prices of the stocks. The ordinary 
changed hands a few days ago at 33, the preference and 
5 per cent. debenture stocka at 751, and the 4% per cent. 
second debenture stock at 65}. 

British Columbia Electric Railway stocks are still flat. the 
preference at 57} being 23 down. We understand that im- 
portant documents are on the way to this country in regard 


to the competition which is threatened in 1919 by the Munici- 
pality; and until these arrive it is not likely that any further 
steps will be taken. Brazil Tractions are better at 47}: 
Anglo-Argentine ‘Tramway first preference have again given 
way, being quoted no better than 2%. | | 

The industria! section is the firmest of them all, and the 
feature is furnished by Edison Swan £3-paid shares spurting 
to 15s. 9d., a rise of 5s. 9d. on the week. The 4 per cent. 
debenture stock is also better. Babcocks are good at £3. 
Callenders and General Electric preference both advanced. 
British Westinghouse preference lost.1/16 of its recent rise. 

Marconis are an active and a strong market. It is confi- 
dently expected that the Government will pay the company 
æ bonus shortly; and on the strength of this, the parent 
shares at one time touched 3 5/16, while the preference were 
2$. The latter reacted to 23 and the others to 34, showing, 
however, substantial improvement on balance. The cable 
market is good throughout, the principal rise being secured 
by Indo-Europeans at 51, these being 30s. up. Globe ordi- 
nary gained 5s., and, in the lower-priced shares, West India 
and Panamas are 1/16 higher. There is little floating stock 
on offer. 

Notwithstanding the decline in the price of rubber to 
2s. 94d. per lb., there is a good deal of business doing in the 
leading shares. Hopes are being fanned that some sort of 
action will be taken in relief of the excess profits duty, having 
regard to the pressure of the tax upon the younger com- 
panies as exemplified in a number of the recently-issued re- 
ports, these showing many instances of undoubted hardship. 
The market in the explosives continues active, in view of, the 
Government’s consent to a big combine: while most of the 
armament shares which go with those of the iron, coal, and 
steel group, are decidedly strong on buying that emanates 
mainly from the provinces. | 
SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELEOTRIOITY COMPANIES, 


Dividend Price qM 
А June 18, Rise or fall Yield 
" 1916. 1916. 1917. this week. . p.c. 
Brompton Ordina .. 10 9 64 — £618 6 
Charing Cross Ordinary as b b 84 7-210 
‘ do. do. do. 44 Pret.. 44 - 44 81 — 618 6 
Chelsea x Я vs T 4 8 24 = 54 4 
City ot London ee oe oe 8 8 12 — 6 18 24 
do. do. 6percent. Pref, 6 6 10 — 600 
County of London ИШЕТ | 7 ` 108 — 611 9 
do. 6 per cent, Pref. 6 6 10 — воо 
Kensington Ordinary x 7 10 bi — 511 7 
London Electric .. ae ЕА 8 8 1 — Nil 
do. do, 6 per cent. Pref. 6 4 K — 6 6 8 
Metropolitan ee ee ee 8 8 : -— 6 0 0 
о. 4% per cent. Pref. 4) 4% Bà ~ 740 
8t. James’ and Pall Mall e 8 8 64 +3 6 8 1 
South London  .. Y b b 23 — 756 
South Metropolitan Pref, 7 2U- — 418 4 
Westminster Ordinary .. .. 1 7 52 — 619 
| TELEGRAPHS AND TELEPHONES, ^ 
Anglo-Àm. Tel. Pref, ө 6 6 98 CET 0 2 0 
do. Def, ee 83,6 14 424 CN 0 18 4 
Chile Telephone .. А 8 8 7 + o3 к 14 4 
Cuba Sub. Ord. b b 8 — 6 50 
Eastern Extension 8 8 188 — ‘917 6 
Eastern Tel. Ord. v 8 8 189 — * 15 1 
Globe Tel. and Т, Ord. .. 1 7 123 +1 *§ 910 
do. Pret. ee 6 6 10 А 2 6 18 5 
Great Northern Tel. .. - 19 22 86 — 601 
Indo-European œ 19 13 51 +1 67 6 
Marconi ..  .. T 10 10 34 + 8 1 6 
New York Tel. 44 E 44 44 99 — 411 0 
Oriental Telephone Ord. 10 10 28 * 441 
United R. Plate Tel. .. 8 8 62 + е5 18 6 
West India and Pan. . 6d. 6d 1A + 921 
Western Telegraph és | 8 В 14 — °© 14 4 
Номе RAILS, ' 
Oentral London, Ord. Assented 4 4 ui ЕЕ 6 8 0 
Metropolitan ee ee ee 1 = 1 24 \ +1 4 0 10 
do. District  .. .. Ni Nil 16 +3 Nil 
Underground Electrio Ordinary Nil Nil 1 — Nil 
do, do. "A" .. Ni Nil 6/9 + 8d. Nil 
do, do. Income 6 6 84 +1 5 19 1 


ЕГовегом TRANG, &о. 
Dividend 


CIS apes. 
1916. 1916. 


Adelaide Sup. 6 per cent. Pref. в 5 — воо 
Anglo-Arg. Trams, First Pref. Б 6$ 2% — i 911 4 
кн rae iba ee oo 28 = — 
о. eb. b 6 664 + 710 5 
Brasil Tractiong.. "E e 4 4 ed t Н — 
Bombay Electric Pref. .. КР в 6 10 — 6 0 0 
British Columbia Elec. Rly. Pfce. б 5 574 — 94 8 13 10 
do. do. Preferred Nil Nil 513 m Nil 
do. do. Deferred Nil Nil 844 — ‘Nil 
do. do. Deb. 4 < 584 — 718 
Mexico Trams 6 percent. Bonds Nil Nil 87 — Nil 
do. 6 per cent. Bonds Nil Nit 30 — Nil 
Mexican Light Common s Nil Nil 1 — Nil 
do. Pref. .. s Nil Nil 22 — Ni) 
_ do. lst Bonds a Nil Nil 87 -— — 
MANUFACTURING COMPANIBA, Pa. d 
Babcock & Wilcox sg . 15 16 8 + зп 5 0 0 
British Aluminium Ord. . 7 10 /3 -` 7 610 
British Insulated Ord. .. .. 1% 20 19 -l 718 6 
British Westinghouse Pref, . 7 à 1 2 — 3k 6 6 4 
Callenders .. es ae 20 90. 18 + Ф 756 
do. 6 Pref. 6 5 | 4 - 06560 
Castner-Kellner .. ja 22 92 8ixd — 610 3 
Edison Swan, £3 paid .. — — 15/9 + 5/3 Nil 
do. do, fullypaid .. — — 1 = Nil 
do. до. 4 percent. Deb. 4 4 71 41 512 0 
Electric Construction .. a T - U — 710 0 
Gen. Elec. Pref. .. 6 6 110 - + 3 6 0 0 
do ae 10 10 16 — 618 4 
Henley... d 26 96 15$ — 8 18 
do. 4$ Pref. .. 4 а 4 га 512 8 
Indis-Rubber  .. is .. 10 10. 12 — в 6 0 
Telegraph Con .. .90 «0 87 — 6 B 9 


* Dividends paid free of inoome-tax. 


= -4w 
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INDUCTION METHODS OF FAULT 
LOCALISATION, 


By Н. E. BLAKE, A.M.I.E.E. 


a ey A АНЕ 


From time to time in the electrical Press, the induction 
method of finding faults in buried cables with a search-coil 
and telephone is recommended. The suggestions made for 
carrying out this test invariably involve a considerable 
weight of apparatus to create an artificial load for passing 
through the fault. The following arrangement reduces the 
size of the whole of ‘the apparatus required to a box, 
measuring not more than 9 in. x 5 in. x 7 in., together with 
a light search-coil, thus converting an unwieldy equipment 
into a cheaply constructed and conveniently portable one. 
A G.E.C. medical coil, No. 3.020. and a 4-volt 20-ampere 
battery of accumulators are mounted together in a box. 


- Accumulators are preferable to dry cells, as their superior 


—- 
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capacity copes with the fault resistance more successfully. 
The space below the medical coil сап be utilised for notes. 
also for keeping a Sullivan wireless telephone receiver of 
5 ohms resistance. When fault-finding apparatus is needed 
it is usually required without a moment’s delay, and a great 
point is gained by having everything available in a 
compact form, instead of gathering the apparatus labori- 
ously together after the emergency has arisen. With regard 
to the wireless telephone receiver, permission to purchase 
this must be obtained from the Postmaster-General, due to 


guarantee that it is to be used for fault-finding and not for 
wireless telegraphy. The search coil should be wound with 
100 turns of cotton-covered bell wire, on a light triangular 
wooden frame 6 ft. at the base and 3 ft. in height, with a 
cross arm for carrying it over the ground. 

The accompanying diagram explains the method of pro- 
cedure, and the apparatus may be used in the following 
Ways :— | ' 

1. To Locate и Fault to Earlh.—See diagram. 

9. To Trace the Run of a Buried Cable-—Attach coil to 
one end of the cable, as shown in the diagram, and earth 
the other end of the cable. The sound in the wireless 
telephone receiver will be loudest when the triangular search 
coil is held parallel with, and directly above, the line of 
the cable. 

8. To Check the Position of a Fault Located by a Drop 
of Potential or a Loop Test, when Services are Tapped off 
the Cable under Test—A drop of potential or a loop test 
will only locate a fault accurately. if it is 
on the main ; the result will show on the . 
main, though the fault may really be on a # 
service. It can be decided whether the | 
fault is on the main or on one of Ше 
services by attaching the coil as in the 
diagram, and holding the triangle parallel 
with the services in the neighbourhood of 
the fault, as shown by the drop of potential 
or loop test. A loud sound in the receiver 
over a service will locate the fault on that 
service. The drop of potential test, in 
conjunction with the telephone test, gives 
very accurate results. Ву utilising two 
entirely different methods of fault finding, 
the result is inyariably correct when they 
confirni one another. 

It is often desired to find an earth on a L.T. network 
without making the faulty cable dead, where power 
consumers, doctors, &c., are connected to it, In these 
cases a condenser of 2 mfd. capacity must be inserted 
between the pressure lead of the induction coil and the 
cable under test. The condenser is necessary, because, 
though the main under test be at earth potential, if the 
fault should be in a consumer’s premises, and he should 
remove it by switching off, the supply current would spoil 
the apparatus without a condenser in circuit. It will be 
found that the superimposed current will only be audible in 
the telephone on comparatively &mall networks, such as 
those on an А.С. system of distribution, where a faulty 
district ean be isolated on one group of transformers. 
The make and break of the induction coil must 


A > 
* 


This will be given in due course. on receipt of a- 


WOODEN TRIANGLE /À 


CABLE UNDER TEST ’ 


also be slowed up by lengthening the arm of the 
interrupter, otherwise it is not possible to distinguish 
the superimposed interrupted current from the periodicity 
of the a.c. supply. When the network is too large, the 
superimposed current disperses itself over the whole area to 
complete its circuit through all the weak pointe, wherever 
they may be, including consumers’ wiring, and the positioh 
of the fault under investigation is not found. It is far pre- 
ferable to make the cable under test dead if possible, as it 
needs some practice to distinguish the sound of the supply 
current from that of the superimposed current. The test is 
rendered stil more difficult by the noise of passing traffic 
in crowded thoroughfares, the beat of a petro] engine being 
specially confusing. Also on D.C. networks, any X-ray 
apparatus connected to the mains will be found to produce 
a sound in the telephone practically identical with that of 
the induction coil. 


THE MORE RECENT APPLICATIONS OF 
ELECTRICITY IN THE PRESENT WAR, 
ESPECIALLY IN THE TREATMENT OF 

DISEASES AND WOUNDS ARISING 
THEREFROM. : 


By WARRANT OFFICER W. LEEMING, A.M.A. 


(THe following paper was awarded the ‘‘ Cecil’’ Medal апа 
prize of £10 in the competition advertised by the Dorset 
Field Club in our issue of December 8th. 1916. Mr. Leeming 
is the officer in charge of the Massage and Electrical Depart- 
inent of the Monte Video Convalescent Camp, Weymouth.— 
Eps. Etec. Rev.) 

Introduction.—In dealing with this subject, it will be neces- 
sary to state clearly the author's.experience, which com- 
menced some eight years ago with a thorough training and 
diploma in the North of England, five years' private practice 
in Australia, during which the author was two years Honorary 
Masseur and Electro-Therapeutist to the Melbourne Hospital, 
and more recently, since the beginning of the war, in the 
same capacity at the Australian Command Depot, Monte 
Video Camp, near Weymouth, Dorset. | 

Upwards of 8,000 patients have come under the author's 
observation during the past two years, several hundred of 
whom have been under personal treatment. І 

In the course of the paper, the author proposes to detail 
various definite cases "which have successfully vielded to 


methods of electrical treatment which before the present. 


war were unknown. 
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DIAGRAM OF CONNECTIONS FOR TELEPHONE METHOD OF FAULT-FINDING. | 

The sound in the receiver becomes faint at the fault for lead-sheathed cables or 
for cables in metal pipes, and ceases at the fault for V.B.. when the triangle is carried 
along above the route of the cable. * 


Ког the purposes of the paper, the subject will be dealt 
with under the following headings :— 


1. Radiant Heat, Róntyen Rays, and Electric Vibration. 

2. Paralysis in its various forms. 

3. Ionisation — Destruction of 
Wounds. 

4. Faradisation on Relaxed Muscles. ` 

5. Sciatica, Treatment of. 

6. Rheumatismin, Treatment of. 

T. Synovitis, Treatinent cf. 


Organic 


1. Radiant Heat, Röntgen Rays. and Electric Vibratton.— 
The application of each of these treatments may be classed 
as secondary compared with the closer application of elec- 
iricitv, as in faradisation and galvanisation, which in many 
cases 1s vitally important for a partial or complete recovery 
of the patient. 

The therapeutic value of radiant electric heat in convales- 


Matter — Septic | 
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cent hospitals has been unquestionably proved since the 
present war. HEC. 

Neuritis, muscular rheumatism, synovitis, and periostitis, 
all of which diseases are continuously dealt with, show a 
marked improvement within one to two weeks. The main 
advantage of the dry electric heat' produced by carbon lamps, 
over vapour and other forms of heat, is that the acceleration 
of the heart and the respiratory system is slight in comparison 
with the more exhausting Turkish bath, for instance. 

Radiant heat can be arranged so as to increase the vascular 
circulation in very small areas; the pores of the skin are 
opened, and the nerve centres beneficiallp influenced, as 
proved by the fact that patients frequently become sleepy 
when undergoing radiant heat treatment. The result is the 
stimulation of the superficial tissues, and the elimination of 
foreign matter, mainly through the pores of the skin, but 
also by increased absorption in the deeper tissues. " 

It із important in most cases of wounds which have des- 
troyed a certain area of skin that the scar tissue is not 
exposed to the full rays of the lamps. The fact of the scar 
tissue being without pores renders that part incapable of 
eliminating moisture. The result is that the sweat collects 
under the tissue and forms & yater blister, which naturally 
necessitates the building of nèw scar tissue. to replace the 
affected part. A strip of lint placed over the scar is suff- 
cient to prevent scar-blistering, without interfering with the 
therapeutical effects of the electric heat. 

The author has seen cases of acute synovitis of the knee, 
and of fibrositis, which have shown remarkable improvement 
in a few weeks due to treatment with radiant heat. ionisa- 
tion, and massage. 

Many forms of radiant heat baths are now made. ranging 
from the small type for local affections to the cabinet bath 
for body treatments, the results of which are precisely simi- 
Jar. An excellent type of apparatus suitable for most local 
applications ig shown in fig. 1. 

e number of carbon lamps (16 с.р.) тау тагу between 
six and 19. according to the heat required, and the bath 15 


" Blankets to cover 


Fra. J.—RapiavT Irar BATH. 
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60 constructed that the greatest amount of heat is retained 
inwardly. A temperature of 250 deg. F. may thus be reached 
without unduly raising the temperature of the other parts of 
the body not under treatment. 

_The uses of the Róntgen rays are well known in connec- 
tion with the present war. Apart from the importance of 
X-rays in accurately revealing the position of fractured bones, 
splinters of bone, &c., they are of great value in locating other 
solids, such as shell splinters. 

A remarkable instance came under the author's treatment 
a few weeks ago. A soldier in the lst Battalion, Australian 
Infantry, received two machine-gun bullets, which entered 
the left side of the neck. One of the bullets found its way 
out at the other side of the neck. The two bullets had 
entered in exactly the same point, consequently the medical 
' men considered it as а through and through wound, but 
could not understand why the left arm was paralysed. 

It was two months after the wound was received that an 
X-ray photograph was ordered, and showed the second bullet 
resting above the left shoulder. The subsequent operation 
proved that this bullet has been causing pressure on the 
brachial plexus of nerves, as the day after the removal of 


the bullet the patient was able to move his arm. He has 


&nce practically recovered the complete use of his arm with 
galvanisation. . | 

. The therapeutical effect of Róntgen rays is of considerable 
importance in the treatment of skin eruptions, ulcers, ёе. 
The influence on the vitality of the tissues is very similar to 
radiant heat, light, and other applications of electricity. In 
weak doses, the rays are organically stimulative, with no 
appreciable reaction; but in stronger doses there may be a 
destruction of tissue if applied continuously. 

Electric vibration is a mechanical device capable of setting 
up, bv electric motor, a vibration varying from 250 to 1,000 
vibrations per minute. This is applied through a rubber pad 
for preference. The effect is stimulative and contractive. 
The depth of the tissues which undergo stimulation is directly 
proportionate to the speed of the vibration. As a stimulant 
for weak and relaxed muscles, its use 1s of some value, also 
in increasing local circulation to an affected part. Vibration 
is sometimes useful in cases of nerve lesion caused by a 
wound. 

.2. Paralysis in its Various Forms.—The cases which are 
tited are both varied and remarkable. They may be divided 
mainly into three headings, namely ;— 


(a) Cerebral. 

(b) Spinal. 

(c) Peripheral. 

(a) Cerebral injuries are not very common, thanks to the 


latest headgear worn jn the trenches, but cases of hemiplegia 


do occur as the direct result of a head wound which has 
pierced the skull. 

The usual treatment for these cases is ‘‘ make-and-break "" 
galvanisation applied on the affected limbs. Good results are 
invariably found by the local or bi-polar method, rather than 
by direct application to the brain, or uni-polar method, which 
is trying to the patient. The safest and best plan, in the 
author's experience, is to find out the particular group ot 
nerves which are affected, and apply the anode or positive 
pole to the plexus, previously ascertained. A good method is 
to damp thoroughly eight thicknesses of plain lint and apply 
the electrode through this. A bandage is quite sufficient to 
keep the pad and electrode in position, Make the cathode 
the labile pole, and apply through a small circular pad elec- 
trode, for preference, to the various motor points. The motor 
points are the points of entrance of a nerve which governs 
a muscle, and their positions are more or less definite. 1 
following diagram (fig. 2) gives an idea of the motor pointe 
of the arm. | | | 

It is important to locate these points in the treatment of 
hemiplegia in order to give the full amount of stimulation 
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Fic. 2.—Motor Points oF THE ARM. 


to the nerves which are injured. For ordinary purposes an 
alternation of about 30 seconds applied in this way will give 
very beneficial results. | | 

Cases occasionally occur of men affected with cerebral dis- 
turbance, or partially hysterical condition, caused other than 
by wounds; shell-shock and over-strainéd condition of the 
nerves often gives rise to cerebral trouble, the result being a 
lack of co-ordination between the nerve centres and the 
muscles. 

This is more frequent in young soldiers between the ages 
of 17 and 91. The following is the case of a boy of 18, in 
the 22nd Battalion, A.I.F., who had a bullet wound through 
the forearm, which showed every symptom of ''drop wrist.” 
It had been splinted, and he had become convinced that he 
coüld not move his wrist. Tests for reaction of degeneration 
showed that the nerves were really in perfect condition, 


which pointed to a lack of co-ordination with the brain. The © 


author applied faradisation as а nerve stimulant, and also 
to demonstrate the excitability to the patient, and by induc- 
ing mental control perfect use of the hand was restored in a 
week. The patient in question was able shortly afterwards 
to wheel a barrow filled with coal. . E | 

(b) Spinal paralysis, or paraplegia, is chiefly caused in the 
present war by shell-shock, but may also in some instances 
be due to a wound. The paralysis always appears below the 
seat of injury or lesion. These cases are often more obstinate 
than cerebral injuries from the electro-therapeutic standpoint. 
Their treatment is practically the same as in cerebral in- 
juries, and is usually somewhat prolonged, according to the 
extent of the injury, but expenence shows that electricity is 
the best treatment for the ultimate cure of paraplegia. 

(c) Peripheral paralysis is the most common form dealt 
with in connection with wounds. Injuries take place in all 
parts of the body by gun-shot wounds, which in about 75 
per cent. of cases cause some injury to the course of a nerve, 
resulting in loss of power or sensation. 

Often in cases of peripheral paralysis neuritis of the nerve 
is set up, causing much pain to the patient. Great relief has 
been obtained by the bi-polar application of the constant gal- 
vanic current for 15 minutes. Jn passing, it is necessary to 
mention that in all cases of pain caused by wounds galvanisa- 
tion has remarkably sedative effects. 
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A wound through the upper arm in many cases injures the 


Qinusculo-spiral nerve, the well-known result of which із 


'" wrist drop." The nerve in some cases is completely severed, 
and, of course, it is useless to give electrical treatment until 
an operation to join the severed ends has been performed. 
But in many cases the nerve is still intact, though badly 
injured, and it is in these cases that electricity is of the 
aitmost value in restoring the life of that nerve. 

The faradic, which is the induced, interrupted current, has 
been found by the author to have very beneficial results in 
vertain cases. Care has to be taken that reaction of degenera- 
tion is not present in the nerve, as permanent harm may be 
stone by the unscientific use of faradisation. 

Good results have been produced by the application of slow 
faradisation and ''make-and-break " galvanisation on alter- 
nate days. A definite instance of the success of this treat- 
ment came under the author's personal treatment at the 
beginning of October last. The patient in question was a 
sergeant in the 60th Battalion, Australian Infantry, and a 
native of Geelong, Victoria. His wound was received on 


July 19th, 1916, and the bullet passed through the back of | 


the knee, as illustrated in fig. 3. 


Peronea! 
Nerve 


fia. 6. 


Evidently serious injury had taken place to the deep pero- 
neal nerve, causing ` drop foot," and it was thought in the 
Birminghain Hospital that the nerve was completely severed. 

As stated, he came under treatment-at Weymouth at the 
beginning of October. 
anent just detailed, used in the bi-polar method, slight move- 
inent of the foot was observed. Within two months the 
patient could walk, practically without a limp, with support 
only from a plaster of paris mould on the foot, and could 
take several steps without support of any kind. He sailed 
for Australia about December 12th; consequently, he was 
only under treatment at Weymouth for a little over two 
inonths. 

3. Ionisation — Destruction of Organic Matter — Septic 
Wounds.—The process of ionisation is the science of intro- 
ducing into the human system by electrolysis the ions or 
atoms of certain medicines, chosen for their curative or 
sümulative effect. It is of the greatest importance in con- 
nection with wounds, and there is stil a field for much 
development in this particular branch of the science. 

. Very frequently cases are sent for treatment with wounds 
an а very bad condition. А piece of cloth, a poisoned piece 
€f shell, or other matter completely foreign to the system, 
may be the direct cause of the trouble. Inflammation is set 
up, which may or may not spread to other parts, and large 
deposits of foreign matter form in the region of the wound. 

The ionic medication of sodium chloride has been found 
Чо give excellent results. The following method has been 
used very successfully in the author's practice, that ів, Ьу 
applying eight thicknesses of plain lint, soaked with a 
‘saturated solution of sodium chloride, and afterwards squeezed, 
to the actual wound. The anode, or positive pole, is applied 
‘directly into the open wound by a suitable electrode, prefer- 
‘ably small. The electrode should be firmly bound to the lint 
with a dry bandage. The cathode, or indifferent pole, may 

applied similarly at a convenient point, and the galvanic 
‘current introduced for 15 to 20 minutes. The strength of the 
current may vary between three and 20 milliamperes, accord- 

Ing to the convenience of the patient. The results of this 
method of treatment are both rapid and almost painless. It 
may easily be said to have superseded the clumsy and dis- 
comforting methods of fomentations, which increase the 
sensitiveness of the surrounding tissues. On the other hand. 
the galvanic current allays the pain at the same time that it 
helps to destroy organic matter. 

_ Since August last the author has given the ionic medica- 
tion of sodium. chloride to upwards of 50 patients, who had 
suffered in different ways with septic wounds, and. without 
exception, they have yielded to the above treatment in lesa 
than two weeks from the commencement. The length of 
time in healing these wounds varies according to the area 
‘affected by the poisoning. 

Not infrequently pieces of cloth, also bone, are brought to 
the surface by ionisation. | 

The author has made certain definite discoveries in the 
ireatment of the trophic ulcers, which often arise from 

trench feet." These ulcers show great obstinacv to the 
ordinary modes of treatment, but vield slowlv and definitely 
to the ionisation of zinc sulphate. The solution js best intro- 


In less than one month of the treate 


duced at the negative pole, and the same process may be 
followed as in the ionisation of septic wounds, with the differ- 
ence of polarity only. 

It is advisable, after the ulcer has healed, to continue the 
treatment for some time to assist the nutrition of the sur- 
rounding tissues, and so prevent the ulcer recurring else- 
where. 

The ionic medication of sodium salicylate in cases of joint 
rheumatism has been found of some benefit. 

4. Faradisation on Relaxed Muscles.—It invariably happens 
that when a kmb has lost its functional activity, muscular 
weakness and relaxation occurs in a more or less acute form. 
In such cases faradisation has been found distinctly beneficial 
in toning the muscle fibres by contraction. 

Wounds frequently cause a spastic condition of a certain 
group of muscles, such as the flexors of the leg, the extensors 
being correspondingly stretched; faradisation 1s an extreinely 
useful adjunct to the massage treatment for troubles of this 
kind in inducing a counter-contraction of the stretched 
muscles against the spastic muscles. A similar effect 18 pro- 
duced in cases of sprains and dislocations, which, incidentally, 
are fairly numerous in convalescent camps, and it is probable 
that the toning effect of the faradic current extends to the 
ligaments as well as to the surrounding muscles. 

5. Sciatica, Treatment of.—Galvanisation has long been 
acknowledged as a powerful agent in effecting a cure of 
sciatica. The form of sciatica which soldiers contract on 
active service, through exposure, is similar in many respects 
to that from which civilians suffer. But in addition to the 
ordinary form of swelling and contraction in the nerve, 
caused by cold and damp, peripheral neuritis of the sciatic 
nerve occasionally establishes itself as the direct result of 
a wound in the buttock. 

Cases are not uncommon in which a bullet has actually 
been resting on the nerve, and has set up the ordinary symp- 
toms of. sciatica, together with partial paralysis. The author 
has found the ionic medication of sodium salicylate, applied 
at the negative pole, to be of distinct benefit in treating these 
cases. The bullet itself is, no doubt, influenced by the elec- 
tric current and attracted towards the surface of the skin: 
the stimulating and soothing effect of this treatment is most 
marked. The length of time taken to restore the tone of a 
nerve in this way varies according to the extent of the injury 
sustained, but in all cases the pain is quickly reduced. 

One notable effect of sciatica 18 a complete loss of sensation 
in certain parts of the leg. usually on the front and outer 
side of the tibia and fibula bones, and the dorsal side of the 
foot. Massage and faradisation has been found the most 
efficient treatment for this loss of sensafion. Radiant heat 
proves equally useful, however, in certain cases where the 
stimulation of the skin is required. 

Skilful massage alone will produce reasonably good results, 
but in all cases of sciatica, probably more than half the time 
may be saved by adopting electric stimulation, together with 
manipulations which give tone and increased circulation to 
the surrounding muscles. Neither treatment is complete in 
itself, but if both are skilfully applied, success is practically 
assured. 

6. Rheumatism, Treatment of —Muscular rheumatism and 
rheumatoid arthritis are the most prevalent forms of this 
complaint, which arise with troops on active service. Many 
men have hereditary tendencies to rheumatism, which is 
aggravated by the exposure under active-service conditions, 
and it is by no means easy to effect a lasting cure by massage, 
electro-therapeutics, or hydropathy in this class of patient. 
A number of cases respond readily to persistent treatment, 
but one difficulty, from the operator’s standpoint, is that the 
patients themselves do not take sufficient care of their health 
whilst under treatment. In addition, there is some danger 
of reaction resulting from treatment, but, despite the possi- 
bilities of these counter-actions taking place, many lasting 
cures have been achieved. 

In muscular rheumatism, massage is equally as important 
as electricity. Radiant electric heat, followed by massage. 
may be said to be the ideal treatment in these cases. Relief 
is certain at all times, and a large percentage of definite 
cures can be effected. 

Chronic rheumatism in the joints is best treated by the 
ionic medication of sodium salicylate, 2 per cent. solution, 
applied through the affected joint, followed by massage. and 
being supplemented occasionally by radiant heat. The results 
are usually slow, and at times rather disheartening. 

7. Synovitis, Treatment of.—This disease is fairly common 
among soldiers on active service, the burse at the knee 
and elbow being mainly affected. A wound is frequently 
the cause of synovial trouble, and in all cases of wounds in- 
volving a joint, a certain amount of laceration of the mem- 
brane invariably happens. 

The value of radiant electric heat in these cases has been pre- 
viously mentioned, and the more common form of synovitis, 


. which many athletes develop, vields, in a very short time, 


to the same treatment. 
Conclusion.—So far. the author has not referred to the 


applications of sinusoidal current, but a brief reference here 


тау not be out of place. The rise and fall of the sinusoidal 
current, being less marked than that of faradism, makes this 
current more suitable for the testing of reactions of degenera- 
tion, and for stimulation. Whereas strong faradism produces 
a state of tetanus in the nunscles, it is quite absent in the 


е 


THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,064, JUNR 15. 1917. 


application of the sinusoidal current. The therapeutic effecta 
of the faradic and sinusoidal currents are almost identical. 

The use of the sinusoidal current is not general in шу 
convalescent camps, for two reasons, namely: (a) Because 
the alternating current necessary is not often available, and 
(b) because the sinusoidal plant is considerably more expen- 
sive than the faradic. 

The scope of this paper has bue confined to the author's 
personal observation and experience in the science of electro- 
therapeutics. Great progress has been made in this branch 
of hospital work since the beginning of the. war, and there 
still remains а largé field for research and experimental work 
in the treatment of diseases and wounds. 


AN A.C. BRIDGE METHOD OF COMPARING 
INDUCTANCES. , 


o À—— 


By T. PARNELL, M.A. 


— 


(Abstract of paper read before the PHYSICAL SOCIETY.) 


THE simple Maxwell inductance brideve cannot be used con- 
veniently for the comparison of fixed inductances on account of 
the tedions double balance necessary. though by reason of its 
simplicity aud symmetry the bridve has much to recommend’ it. 
By making use of a current detector whose deflections depend on 
the component of the current in quadrature with the E.M.F. applied 
to the bridye, it is possible to make the condition for no deflection 
depend either chietly on the inductances or chiefly on the resistances. 

The arrangement of the bridge is shown in fir. l. In series 
with the bridge is placed either a non-inductive resistance. R. or 
a condenser, K. If к. r. and s are all large compared with p. 4. 7. 
Pw and Qw. it will be shown that, with R in circuit, the balance 
depends chiefly on the inductances P and Q. and that with K in 
circuit the balance depends chiefly on the resistances. 

With R in circuit. « is adjusted for no deflection: this gives an 
approximate balance for the inductances. Then. with K in circuit, 
q is adjusted for no detection : this gives an approximate balance 
for the resistances. The process is repeated, and after a few 
balances values of х апа 4 are obtained that vive a balance with 
either R or K in circuit, in which case the bridge is completely 
balanced. and Pio = р/у = rj». 

The first few balances need only be made roughly. and the whole 
process can be carried out very quickly : when the apparatus is 
adjusted, an unknown inductance can be balanced against a standard 
to one part in a few thousand in a few minutes. 

As detector a sensitive movin:-coil xalvanometer and rotating 
commutator may be used. In this case the commutator is mounted 


FIG. 1.—A.C. INDUCTANCE BRIDGE. 


on the axle of the small alternator or rotary converter that sup- 
plies the bridge current, and the brushes of the commutator hre 
adjusted till no deflection is produced, when the E.M.F.'usef on the 
bridge is applied through the commutator tô a high non-inductive 
resistance in series with the shunted va..anometer. thus showing 
that the commutator is in quadrature with the E.M.r. When the 
commutator is thus adjusted the deflection of the yalvanometer is 
approximately proportional to the component of the current in 
quadrature with the E.M.r. applied to the bridge. 

A more convenient detector is the Sumpner reflecting elect ro- 
dynamometer, manufactured by Panl. The suspended coil moves 
in the field of a laminated iron electromagnet excited by a field 
winding with a large number of turns: the resistance of this field 
winding is small compared with its reactance, and therefore the 
total flux through the field coils is approximately in quadrature 
with the applied E.M.r. The flux density is sensibly constant 
throughout the air-zap and proportional to the total flux : when. 
therefore. the moving coil is connected across the bridze. and an 
к.м... in phase with the E.M.rF. used for the bridge is applied to the 
field coils. the mean torque on the inoving coil is approximately 
proportional to the component of the current in quadrature with 
the bridye E.M.r. 

If the mutual inductances between the various conductors and 
also their capacities and the inductances of R. ~, and х are negligible. 


the final balance is independent of wave-form and frequency. The 
preliminary balances depend on ware-form and frequency. An 


approximate knowledge only of the conditions for these preli- 
minary balances is required. 

Measurements of a number of coils with various values of the 
voltage and of R. K. aud r gave results consistent within 1 in 1.000, 
Owing to the presence of Ror K. it is necessary to use fairly high 
voltages in order to keep up the sensitiveness. 


* Osram-RosBertson АМР 
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NEW PATENTS APPLIED FOR, 1917. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. Тномгхох & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and ar 
Liverpool and Bradford. 
7.651. “ Automatic electrical control for trans." G. D. K. Moss. May 
29th. 
7,656. '' Telephone transmitters.” B. А. Рикіхстох, May 29th. 
7,659. “ Electric generator and dynamo." О. J. Retury. May 23th. 


7.676. '' Magazine telegraph transmitters. L. M. 


7,679. '* High-speed locomotives,” 
F. W. CARTER. 
7,680. 


Potts, May 29th. 
electric British THomsonx-Houston Co.. 
May 29th. 

“ Transmitting valves for wireless telegraphy. 
Works. Мау 29th. 

valves for wireless telegraphy.” 
Works. May 29th. 


d 


F. P. DRIVER AND 


7,681. '' Transmitting 
OsRAM-RosER1SON Lawr 


C. H. HARVEY ANE 


7,682. “ Transmitting valves for wireless telegraphy. О. DURDLE ANC 
Охкам-Ковектѕох Lamp Works. May 29th. 

7.683. “ Electric plug couplings." W. R. Cirments & W. T. HENLEY s 
TrikeGRAPH. Works Co., Lib. May 29th. 


7,684. '' Electric secondary or storage batteries.” О. Orb, May 29th, 

7,709. *' Electric. generators.” Soc, pg Paris кг bU Кпнохь. May 2%&h, 
(France, May 26th, 1916.) 

7,710. “ Flectrically-operated contact-breaker for battery ignition system 


magnetos, 6.7 W. Н. Nix. May 30th. 


73412. *"Overwinding switch for electric cranes, &c."" S. Н. Heywoop avo 
S. H. Hreswoon & Со. Мау 30th. 

7.718, " Revtifving interrupters for X-ray purposes." A. E. Dew. Мау 
30th, 

7.730, "Матди regulators.” бкглѕни Tuossos-Hotsios. Co. (Generar 
Electric Со, U.5.3... May 30th. . ey 

7.735. “ Arc lamp for medical and surgical purposes." E. E. GREVILLF. 
May 30th. 

7409. t Magneto-ignition apparatus for internal-combustion engines," AKT. 
Gres. Brows, Bovert et Ctr, May 30th... (Germany, May 30th, 1916.) 

7.749. Марпенњ H. Gemo. May 30th. (France, January 27th. 
1915.) 

7.771. “ Generating’? S. Jf. Милет. May ЗІМ. 

T,RI4. “ Process of obtaining nitrogen from adir," — Etrirgizti rS WERE 
LowZs. May 3lst. (Switzerland, June 17th. 19165 


TORO. ** Miners’ safety у 


ТА]. *'** Generation of 
SccuosriWwkR, May ЗІМ, 


lamps." К. Lampounne, 
mechanical power by 


Мау 31st. 
different currents," D 


7.826." Electric fuse box." A. L. Hoisas. Mas. Эм. (Denmark. July 
21.t, 1916.) \ 

7.836. ‘Sparking plugs." L. Beazor & M. Bkoney.— May ЯМ. 

7.846. © Dy namo-electric machines," SURMEKSIBLE AND J. L. Motors, LTD... 
AND Н. К. МУ никнокх. May 1м. 


" Sparking plugs for internal-combustion engines," W. O. KENNING- 


TON. Мау ЗІМ. 


7,875. 'Commutator brush assembly for internal-combustion engines," F. 
VALANT. June st. 

7,882. “ Electric insulating materials," А. R. Merer, June Ist. 

7.900. © Telegraph, &c.. poles." W. G. Yousc. June Ist. 

7,925. “Electric arc lamps, including flame arces," ©. E. R. BEECROFT. 
June 2nd. i 

7,934. “ Hunging-straps for electric cars, &с.”' М. Yamasiki. June 2nd. 

7.943. '' Wircless signalling systems." Britis Тпомуох-Носьтох Со, 
AND GESEKAL Evectric Co. June 2nd. 

7,953. '' Electrical measuring instruments," G. A. СЄнкктнум. June 2nd. 

7.807. “ Electric spark-gap protective devices," G. Guis. June 3nd. 
(Switzerland, Juac 26th, 1916.) 

4 


PUBLISHED SPECIFICATIONS. 


1916. 


‘The numbers in parentheses are those under which the specifications will be 
printed and abridged. and all subsequent pruceedings will be taken. 
4,938. Evecrreic Time Switcues. А. M. Coates. April 4th, 1916. 


5.091. ELECTRIC Makr-AND-BRYAK. Devices. t. C. R. Marks 
Model & Instrument Co.). April 6th, 1916. 106.111.) 


1106.108.) 


(American. 


5.884. ErkciRICALLY-OPFKATED TEMPERATURE ALARMS. J. PL М. A. Strusven. 
April 25th. 1916.  (106,117.) 

6,467. DyNAMo-ELECTRIC MACHINES. J. W. Howard, Mav oth, 1916. 
(106.118). 

7.244. Frectric Fursack ELECTRODES. V. Stobic & 5. Davenport. May 
22nd, 1916. (106,152.) 

9.804. Нлхо ок Portaste Exvectric Laur. H. 5. Guiston. July lath. 
1916. (106,025. 

10.928, Process of  ELECITKO-PLMYIING — NON-CONDUCTING SUBSTANCES WITH 
Correr. U. Unno. July 20th, 1916. (106,184.) 

10,328. CONTACT ScREW OF THE ARMATURE oF Кипр TELErHONE [INDUCTION 
Cons. H. C. Back. July 22nd, 1916.  (106,029.) 

10,919.  MacNETO-ELECERIC. Macuines. F. R. Simms. August 2nd, 1316. 
106,195.) 

11,968 Evectric Grow Lamps asp THE. nike. C. О, Bastin. January 
26th, 1916, (Divided application оп 1.271/16.)— (106,036.) 

13,482. Merire Fuse Peres.  Six-In-One-Fuse Co. January 18th, 1916. 
(103 ,459.) 

13,593. Ексїкїс Resistance Furnaces. J. C. Landimeters., September 
25th, 1916.  (106,044.) 

13.816. Ѕүхтему or Errcigc. Distkintiion. British Westirgbouss Electric. 


and Manufacturing Co. October 7th, 1915. — (101.711.) 


15.429. MEANS FOR ENTEDITING AND SAFEGUARDING RatLwWay Trursic, H. A. 
Thompson. October 30th. 1916. (106,001) 
16,359. Contacis FoR Evectrkic SwirCHES, AND OTHER Еъстки м. APFARVIUS, 


AND THE MODE OF AND MEANS FOR MOUNTING OR SUPPORTING SAME. AL Craw- 


ford & W. Preston, Мау 15th, 1916. (Cognate applic ction, 15,083 16.) 
(106,054. 
15.649. EtrtcrkO-MECHANICAL. MaKE-AND-BREAK. Моукмкхт ror Ecrcrgic (йк- 


cuits. F. de Cannart d Hamaie. December 30th, 
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' and familiar feature of the home; 


World contains an interesting reference to a topic which has 
frequently figured in our own pages in connection with 
electric cooking flevelopment on this side—viz., the stand- 
ardisation of apparatus. \ | 

Our American friends have been spurred on, exactly as 
the ELECTRICAL REVIEW was, seriously to consider this 
matter on account of the comparative costliness of the 
apparatus, which is one of the greatest impediments to its 
introduction. | 

In their case, however, abnormal cost is attributed to the 
war, while we have all along suffered from the effects of 
lack of organisation and co-operation in manufacturing and 
selling. We urged that * what is required on the part of 
the central-station authorities and manufacturers is some 
agreement fixing standard lines of development and stan- 
dard dimensions and ratings, and aiming at some degree 
of interchangeability of parts”; and later we pointed. 
out that the most acceptable general type of apparatus has 
already been settled for us by our gas friends, and that a 
majority of the makers of electrical cooking apparatus 


agreed to this in principle, so that ** the problem is narrowed 


down practically to an agreement on one or two standard 
sized cookers, and the construction of electric heating devices . 
within certain limiting dimensions, and having standard 
methods of attachment " ; we also urged the discarding of 
special features which experience with gas cookers has 
shown to be quite unnecessary, and which consumers are 
unwilling to pay for. 

Let us see how the N.E.L.A. Sub-Committee on Electric 
Range Standardisation proposes to deal with the problem in 
the States. First of all, it is felt that the public need can be - 
met with fewer models, and manufacturers are urged to 
sacrifice the commercial feature of individuality in favour 
of better workmanship and lower cost, two fundamental 
types being suggested, with standardised over-all dimen- 
sions and a height of 33 in. for cooking surfaces. 

The Sub-Committee recommends an agreement on mini- 
mum standards in quality, thickness of insulation, and in 
gauges and kinds of sheet steel; that ovens should be in 
three sizes, the smallest being 18 in. x 12 in. x 12 in. 
(which is the standard for small American gas stoves), and 
the largest 18 in. x 18 in. x 14 in. ; that heaters for 
broilers should measure approximately 12 in. x 12 in. with 


about 1,800 watts loading ; that the built-in terminal box 


be discarded, as non-essential and costly, in favour of wires, 
to which the wireman can connect up; that heaters be 
separately fused, and the fuseboard accessibly located ; that 
pilot lights be dispensed with as non-essential; and that 
switch design and operation be standardised. 

With a view to saving expense, it is considered that 
separate heaters for hot cupboards can be avoided by 
placing the latter next to the ovens. Standard crates and 
names of parts are proposed, and size, wattage, and 
renewals of heaters are discussed in this report, which, 
it will be noted, takes a very similar standpoint to that 
taken by ourselves. "s 

Another factor which hinders the development of public 
opinion m the States in favour of the electric cooker is 
described as the lack of “ the humanising of it." 

Our readers will no doubt be able to trace the intended 
analogy, for it is obvious that complete success will not 
result’ until electric cooking is regarded as an essential 
to the instinctive 
requirement of cooking service, so successfully fostered by 
the gas industry in this country, must be added a prefer- 
ence for electric cooking service, which must be made 
available on similarly easy terms. 
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IN several important centres there 


The Problem is a growing demand that the posi- 
-of the tion of the proprietor of a one-man 
‘““One-Man”’ business should be more sympa- 
Business. thetically considered. The Military 


Service Acts centain provision for 
exemption in cases of proved serious hardship 
owing to exceptional obligations. Many a man 
has given up his position—trade or professional— 
and has no prospect of resuming his former place 
when he returns, and he has in addition left a family 
who must live in very reduced circumstances and 
pay 100 per cent. above the normal for everything, 
so that his small savings, if any exist, must soon 
be gone. But this is not serious hardship according 
to the Acts. It is serious hardship, how- 
ever, undoubtedly, and there is a good deal 
of it about. The Civil Liabilities provision 
was designed to afford some measure of relief 
in such cases, but even then the case of hardship 
remains, though it becomes a little less '' excep- 
tional," we suppose. What should be the position 
of the man of fighting age and fitness who has put 
his entire capital into a business which cannot be 
continued without him? If the business must be 
sold at a great immediate sacrifice; or if it must be 
closed because nobody is available to buy it— 
are these '' exceptional" hardship cases? Incomes 
of thousands a year have to give place to mere Army 
pay and Civil Liabilities provision; stock, fixtures, 
and furniture have to be realised at a forced sale 
and goodwill sacrificed—are these things sufficient 
to constitute exceptional hardship? We recog- 
nise that shopkeepers in a small way are finding 
relatives—sometimes their wives—friends, solici- 
tors, and others, who can ''carry on” on their 
behalf; but how about the owner of a business which 
has been built up by reason of technical knowledge 
and training, and for the continuation of which 
similar knowledge and training are essential, but 
cannot be secured because there are no substitutes 
available? Would such not be a case of an excep- 
tional character? The business must be entirely 
sacrificed, and the capital lost, unless we can con- 
ceive of the shutters being put up only temporarily 
pending the resumption of operations under pre- 
cisely similar conditions, and with the same clien- 
tele, when the military owner returns. If such con- 
ditions cannot be conceived of, is this a case of 
exceptional hardship? Everybody will agree that 
the mere possession of capital should be no excuse 
from military service if a man possesses fighting fit- 
ness and years; under some conditions the present 


socialistic atmosphere would suggest that a man of 


" means,” even after forced realisation, was better 
able to afford to go than many a poor professional 
man. ‘Yet it is becoming a matter of national im- 
portance which cannot be ignored if we are to pre- 
vent too great a disorganisation of industry and 
trade; and the Civil Liabilities provision should be 
increased to meet hard cases. Owners of one-man 
businesses reasonably complain that there are still 
large numbers of single and married men under 30 
years of age fit for general service, and with no capi- 
tal or business liabilities, who are sheltering in 
munitions works and controlled establishments— 
men who have changed their occupation since 
August 15th, 1915. 

The “ one-man "' business-man is prepared to go 
when the country's need demands it, at whatever 
sacrifice, but he feels that such as the foregoing, 
who are making a good thing out of the change of 
occupation, and are not ''skilled " to such an ex- 
tent that they cannot be replaced, ought to be 
called upon first. We believe that the Government 
15 working towards this end at present. The ques- 
tion at the moment is whether it is doing so well 
that it can afford to defer imposing heavy sacri- 
fices upon genuinely “© one-man” businesses. By 
some it is requested that these be placed in a “ re- 


served occupation " class. One thing that might be 
conceded without much discussion, we. should 
think, is the granting to appellants of this kind (in 
the event of leave to appeal to the Central Tribunal 
being refused by the County Tribunal) permission. 
to appeal to the Central Tribunal itself for such 
leave. There is a feeling that this would provide 
for the exercise of greater discrimination as to what. 
is a case of real ‘‘ exceptional " hardship, and would. 
be the means of modifying the existing grievance. 

The number of one-man businesses, if we include: 
every little shopkeeper, is too large for the matter 
to be settled off-hand either way, and, as we Say, 
the mere possession of capital, hówever invested, 
and of a good income, can be no protection in these 
days of hardship and sacrifice. What is exceptional 
hardship must be settled carefully according to: 
the merits of the case and the needs of the Forces, 
remembering always the fit men who still shelter 
under convenient umbrellas, and reinembering, too, 
that the closing of one business brings profit to a 
rival, or sometimes a very favourable opportunity 
for a new-comer who is not British, or even Allied.. 


ACCORDING to information which. 


Sale Prices in has recently been published in Ger- 


the German many concerning the electrical engi- 
Electrical neering industry in that country, 
Industry. the 11 leading firms are working. 


| together for the purpose of fixing 
prices on common account. At the present time- 
the conditions in the market for castings, sheets, 
insulating materials, &c., are such that almost all. 
the firms who supply these state that they are un- 
able to accept orders at definite prices. In so far as. 
deliveries can be effected, the contractors stipulate 
that payment must be made at the quotations whiclr 
are in operation at the time of delivery, and elec- 
trical manufacturers have been compelled to follow 
this example and refuse to accept fixed prices for 
most of their products, as the raw materials are 
constantly rising during the execution of the orders, 
whilst increasing wages and other expenses tend to 
operate in the same direction. 

The electrical firms under these circumstances 
quote prices which take into consideration the 
quotations for raw materials which prevail on the 
receipt of the order, but they require payment on 
completion at prices which correspond with the 
alterations which may have occurred in the 
meantime. In «rder, however, to inform cus- 
tomers of the satio of prices within a certain- 
period, the 11 firms have undertaken to issue 
circulars to the former in the future. In 
these circulars the situation of prices at апу. 
time will be expressed by war price increases on 
certain basis prices; and basis prices for manufac- 


' tures made according to the practice followed im 


peace times (with copper, brass, bronze, &c.) are 
considered to be the prices which prevailed before 
the war, and for machinery and other manufactures 
with substitute metals (iron, zinc, aluminium, &c.), 
also the basis prices are those which ruled for mate- 
rials and wages before the war. By way of explana- 
tion, it is mentioned that the firms concerned fixed 
for June this year, and for manufactures for which 
definite prices could not be quoted, four war price 
increases, which vary according as the orders are 
executed on peace practice or war practice methods. 
Three of these relate to peace practice (with copper. 
brass, bronze, &c.). e first is for direct war 
orders, the second is for indirect war orders for 
which materials are released by the Government for 
each individual order, and the third is for orders for 
peace purposes, whilst the fourth applies to war 
method of execution with substitute metals. We 
publish in our '' Business Notice"' pages to-day a 
table showing the percentage increase on the basis 
prices as compared with the pre-war period. 
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THE MEETING OF THE INCORPORATED MUNICIPAL ELECTRICAL ASSOCIATION, 1917.—1. 


ONCE more it falls to us to record a meeting of the 
I.M.E.A. under circumstances which vary little, 
except in the matter of rendezvous, which has per- 
force been altered to the ‘‘Civils,’’ from those of the 
last two annual meetings, being overshadowed 
by the great European conflict which has now lasted 
nearly three years. As was the case last year, the 
proceedings were timed to occupy a day and a half, 
yesterday being given up to the presidentíal address 
by Mr. F. M. Long, and papers by Mr. J. H. Bow- 
den on ''Individual Interest in Municipal Enter- 
prise," and by Mr. J 
` Economy," while this morning the annual business 
meeting of the Association is to be held, when the 
work of the Council during the year will come under 
discussion, and new officers will be elected. 

Mr. Long's address bears the stamp of brevity, 
with which few will quarrel; it is a plain recital of 
the principal events of the year directly affecting 
municipal supply authorities; even the pet theme of 
"fuel economy” receives no direct reference, 
though this is amply atoned for by Mr. Robert- 
son's able paper on the subject. The President 
recognises that the first steps towards the larger 
development of the use of electricity in the service 
of this country have been taken, as evidence of 
which he cites the linking-up schemes and the Board 
of ‘Trade Committee on Electricity Supply; he fur- 
ther indicates certain important industrial develop- 


ments which are taking place, in which the electric 


furnace plays an essential part, such as the produc- 
tion of steel, at Sheffield, Birmingham, Bradford, 
Glasgow, &c., of nitric acid from the air by the 
Kilburn Scott process, and carbide, in Lancashire, 
of phosphorus, and arcorundum—an abrasive mate- 
rial similar to carborundum—in the Midlands, and 
other instances could be quoted. 

In the Sheffield area, 27 electric steel furnaces, 
of 27,350 KW. capacity, have been connected up 
since I914, and 14 others await connection, Shef- 
field’s annual output of electric steel being approxi- 
mately at the rate of 100,000 tons at the present time. 

The production of nitric acid and carbide, referred 
to above, is estimated to involve the use of 25,000 
KW. ultimately, while over 8,000 Kw. is prospectively 
required in connection with the manufacture of 
phosphorus. 

These may be only indications of a greater deve- 
lopment, but. one may foresee that future progress 
along such lines will revolutionise electricity supply 
in certain areas, at least. While developments of 
‘the kind indicated above will necessarily be 
confined to specific centres of industry, Mr. 
Long touches on another subject familiar to our 
readers, which, though 'offering less spectacular 
results, opens up a wider field of usefulness to the 
electrical industry, viz., the supply of electricity in 
agricultural areas. No one needs to be reminded 
of the importance of agriculture to the nation at 
the present time, or of its deplorable condition in 
the,past, though we are afraid that many electrical 
engineers do not realise that the obligation rests on 
them to lift British farming methods to the higher 
plane required in the future, because other than elec- 
tricity, there is no single agent which can achieve so 
much towards this result. Mr. Long refers to the 
varied, uses of electricity in this connection, and to 
the further more difficult question of supplying large 
areas, and concludes with a suggestion that each 
undertaking should investigate the problem and pre- 
pare a scheme which could be put into effect after 
the war is over. Although he discounts the possi- 
bility of erecting special plant to supply such areas, 
nevertheless the practicability of. farmers co-operat- 


A. Robertson on ‘ Fuel 


ing to meet their own requirements 15 proved by | 
continental experience. : 

The address refers to the реа step tanei 
by the.Board of Trade in appointing a cómmittee 
to inquire into the question of electrical trade after 
thé war, which, it may be surmised, led to the - 
appointment of the further Committee on Electricity 
Supply, the terms of reference of which are wel- 
comed as evidence of a new attitude of the Board 
towards the supply industry. Mr. Long urges tlre 
fundamental necessity of reorganisation of the Gov- * 
ernment control of the industry, together with the - 
granting of additional pewers, a view which was > 
concurred in by the Council of the Institution of © 
Electrical Engineers in the second of its recom- 
mendations to the Trades Committee, and the Coun- 
cil of the I.M.E.A. has since made specific recom- 
mendations on this subject, it being felt that one 
Government department or board should be specially 
appointed to deal with all matters affecting the con- '' 
trol of municipal undertakings. ' 

The Supply of Electricity Bill. in which additional 
powers in the matter of wayleaves, lines above 
ground, joint working and methods of charging are 
sought by the I.M.E.A., in conjunction with the ` 
Association of Electric Power Companies, 15 re- 
ferred to, attention being directed more particularly ^ 
to the joint working of undertakings, and the ques- 
tion of methods of charging, which, im order 
to avoid legal disputes as to their validity, - it 
is proposed shall be approved by the Board of 
Trade, though in the event of a special board being 
created, it is suggested that the latter would be better 
‘situated to deal with such legislation as is proposed. 

Turning to Mr. Bowden's paper on “ Indi 
vidual Interest in Municipal Enterprise," this 
will appeal to everyone connected with muni- 
-¢dipal electricity supply work, and to very 
many who are not within that charmed circle. 
It preaches the doctrine of co-partnership, advo- 
cating the necessity of riveting the interest of 
the individual on the business by enabling him to 
participate in its prosperity, the author remarking 
that ‘‘ hitherto individual interest has been centred 
on outside advancement." He further indicates the 
results, present and prospective, of the profit-sharing | 
scheme adopted in connection with the Poplar elec- - 
tricity undertaking, which as many readers prob- 
ably know, has come through the financially difficult 
war period with flying colours. There are few who 
will disagree with the principle enunciated by Mr. 
Bowden, "though there are many who will do noth- 
ing, because they do not Zppreciate that there is 
such a thing as “‘efficiency’? in labour, whether 
mental or physical. 


‘Mr. Robertson's paper on “ Fuel Economy ” con- 


" tains probably the clearest statement yet made on 


the relative merits of coal and by-product gas for’ 
the generation of electricity, and shows, assuming 
the correctness of his data, that for every 100 tons 
of coal consumed by direct firing, 155 tons would be 
required with producer gas- fired boilers; although 
with by-products at a high price, the latter would 
still be a profitable procedure, at pre-war prices a 
financial loss would result. He further estimates 
that not less than 30 million tons of fuel per annum 
could be saved on factory and domestic uses alone | 
by the employment of electricity for a large prp- 
portion (not the whole) of such uses. Mr. Robert- : 
son naturally treats his subject from the central- 
station standpoint, but we are not quite sure that 
the economist who realises ‘‘ the necessity for fully 
utilising our national resources to meet the econo- 
mic conditions arising out of the war” will not 
regard the saving at home of 30 million tons of coal 
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per annum, simply in order that our available ex- 
port tonnage may be increased—as, for instance, 
Suggested recently by Mr. Fleming, of the Invest- 
ment Trust Corporation—as merely an alternative 
method of “ squandering our most valuable national 
asset"; nor that a good case could not be made for 
diminishing raw coal exports and increasing the 
export of the much more valuable coal products, in 
which case the problem of utilising surplus gas 
would need reconsidering, 


given me by Mr. Fedden, of Sheffield :— 

“Since the end of 1914, I have connected 27 steel furnaces, 

`- ranging in size from 960 Kw. to 3,000 Kw., making a total 
of 27,350 KW. Fourteen others are awaiting completion and 

connection. 

‘Showing the Progress that furnace loads have made since 
the war, I estimate that by the end of next month (April) 
there will be at the rate of 85,000 tons of electric steel made 
per annum from this department's Supply, making a total 
of approximately 100,000 tons per annum made in Sheffield. 

"The chief factor in electric furnace development at the 
Commencement of the war was due to the enormous quantity 
of steel turnings and the numerous other turnings in con- 
nection With war material. | 

“The majority of these turnings contain a good percentage 
of valuable alloys, and the grealer portion of these would 
have been lost if the turnings had been melted in the ordi- 
nary steel furnaces. There is also a difficulty in dealing with 
these turnings in the ordinary stee furnaces, owing to their 
lightness and difficulty in handling, which ig easily overcome 
т the electric furnace.” 

From a steel manufacturer I get this opinion : 

The advantages o making steel by electricity are that 


. Air Nitrates.—Another development of very great Interest 
is the establishment in Manchester of a fa 
facture of nitric acid from the air, utilising the new Kilburn 


It is 
піШоп units per annum. 

hosphorus.—A factory for the manufact 
will be Starting at Wolverhampton next year, requiring 4,600 


tar - This is an abrasive material 
sunilar to carborundum made by fusing bauxite in electric 
furnaces. This 18 an entirely new industry in thia country, 
and the Plant at present consists of one 300-Kw. furnace, with 
another going in shortly. 

‘the above аге a few Instances of the use of electric fur- 
naces, and there are others that cannot be referred to at 
кз 3 

eyond these larger uses of electric energy, it is interestin 

to note that there has been started in various parts of ilic 
kingdom the manufacture of articles that were formerly im- 
ported from. Austria or Germany. 

Ina district in the South of England, supplied by a muni- 
cial undertaking, works are Proposed, or have been started, 


or the production of substitute for aspirin, emollients, and 


tar dyes, antiseptic and disinfectant Products of the formalin 
class, plant for acetylene welding, acids, glycerine, &c., each 
of these requiring from 20 to 300 KW., and in the aggregate 
estimated to require 53 million units per annum. 

Over and above the development of industries as above 


agricultural areas, which is a matter that concerns small 
^" well as large undertakings. 
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Electricity, if given full Scope, can be of enormous assist- 
ance; it is the only means by which power, lighting, heating, 
and electroculture can all be Supplied. 


graph; & small matter, perhaps, but not unimportant in view 
of the strong attractions offered by the towns. i 

Electroculture is a matter of very great importance. It 
has shown such results in the experimental stage that there 
can be no doubt that. when it is more fully understood it will 
be a factor of enormous benefit to the country. 

The use of electricity for light railways, for canals, and for 
charging electric vehicles is also & matter which may become 
of great importance. | 

To bring electric power within the reach of all possible users 
in the country involves an extensive system of overhead wires. 
This, however, must be a matter of development, the natural 


be put into effect, after the war is over. It is most desirable, 
however, that there should be uniformity as regards System, 
in view of possible linking up or bulk supply later on. 


Many committees bave gat and reported, but with little 
practical effect. Now, however, as a result of the changed 
attitude towards industry brought about by the war, the 


There are innumerable matters on which legislation is re- 
quired, but the fundamental necessity is the reorganisation of 
the Government control of the industry, together with the 
granting of additional powers. E 

Your Council have, at the request of the Trades Committee, 
made some specific recommendations, which, however, it is 
not possible at the present stage to make public. 

It has long been felt that the control of municipal under- 
takings by three departments of the Government, the Board 
of Trade, the Local Government Board, and the Home Office, 
is not at all satisfactory, and that the powers exercised by 
these departments under the Electric Lighting Acts should 
be conferred on one department or board specially appointed. 

This board should be as free'as possible from political in- 
fluence, and should have full powers conferred upon it. It 


their whole time and interest to this business. ‘Its powers 
should be such as to enable it to deal, without reference to 
any' higher authority, . with all matters concerning electricity 
undertakings, excluding only the owning or operating of guch. 

Supply of Electricity Bill.— With the further powers that 


the Association ‘of Electric Power Companies to which refer- 
€nce may be made. These are wayleaves, lines above ground 
joint working, and methods of charging. 


Powers for joint working of undertakings, whether muni- 
cipal or company, are desirable and necessary. The exercise 
h powers is, however, another matter, and one fraught 


the validity of which can only be settled in a court of law. 
This is not satisfactory, and it ig Proposed that power should 
be given to'the Board of Trade to approve methods of charg- 
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ing whether for energy supplied, stand-by supply, or other 
services rendered. Such methods would then have legal 
authority, and opportunities for vexatious litigation would be 
removed. 

For the present nothing further can be done, but the draft 
Bill was put before the Trades Committee, and has presum- 
ably been handed on to the new Committee. 

Should the Government create a special board or delegate 
to a special department of the Board of Trade the powers 
already outlined, the obvious course would be for such board 
or department to take over the Bill, amending it as they 
think fit, and to promote legislation to give 1t effect; but 
until 216 is known what the Government will do, the matter 
must remain in abeyance. 


ANTHRACITE COAL." 


Bv W. Н. BOOTH, F.G.8. 


(Concluded from page 1647.) 
UNGRADED ANTHRACITE. 

Anthracite coal is usnally graded to size in round lumps, 
nuts, beans, &c. In the United States this grading is 
carried into a larger number of sub-divisions, from round 
lumps down to so-called “ rice," ог even smaller particles. 

For use in gas producers, particularly in producers of 


small size, grading is essential for a uniform quality of 


Grading is also desirable when anthracite is fed to a 
furnace by a mechanical steker. Grading is, indeed, so very 
usual that many people think it is necessary in all cases, but 
this is not so. | | 

For the firing of steam boilers anthracite may be employed 
just as it comes from the mine, except that large lumps of 
8 or 10 in. diameter are broken into smaller lumps with a 
hammer, exactly as are lumps of bituminous coal. 


But beyond this reduction of the large pieces anthracite. 


may be, and is, fed directly upon an ordinary grate of long 
straight bars, and, so fed, can be burned with ordinary 
chimney draught at the rate of 7 or 8 lb. per hour per 
sq. ft. of grate surface. The bars are not destroyed at this 
rate of combustion, and the only precaution taken is to use 
a small spray of steam in the ashpit, which, as above des- 


cribed, helps to keep the bars cool by the heat absorption - 


that is brought about by the disassociation of the steam at 
the grate surface, where it makes contact with the hot fuel. 


Anthracite thus fired is a self-stoking fuel ; that is to say, ' 
it must not be touched with a rake or stirred in any way, ` 


or it is very liable to be extinguished. In throwing on 
fresh coal this must be spread over the coal surface, taking 
care to fill up the slack or hollow places. Thus treated, a 
fire will burn six hours before it requires to be cleaned. 
To clean a fire, the front part is pushed back, and the ashes 
raked out from the bared portion of the grate, and the bar 
space cleared with a double-toothed pricker bar. The fire 
is then brought forward, and the back part of the grate 
similarly cleaned, after which the fire is levelled and 
re-coaled. 

Boilers which were first set to work in 1850 at a well- 
known distillery—the distillery of Messrs. Watney & Co., 
Ltd., London—have been fired with run of mine anthracite 
for the past 50 years, using Thames water, the boilers being 
made throughout of Lowmoor iron. 

The rate of combustion is about 7 lb. per sq. ft. per 
hour, and though: this easy rate moderates the power output 
of the boilers, it certainly has conduced to an extremely 
long life of now nearly 70 years with good economy 
of fuel both in quantity and cost, for Ше efficiency of the 


Cornish-type boiler at moderate rates of coal consumption 
and gentle draught is proverbial. 


A kiln.fire close by 
these same boilers was dt work with the same coal with 
equally satisfactory results, and it is hardly necessary to 
say that the chimneys apparently are standing idle, for 
nothing visible comes from them. г 

This long experience ghould suffice to show everyone 
that anthracite can be used with ease and economy just as 
it 1s’ mined, and in ordinary furnaces with plain, simple 

* Memorandum specially prepared for Mr. T. T. Pascoe, of 


Swansea, to whose courtesy we are indebted айп! 
publish it,—Eps, ELEC, REY. i кш Е е5 


— 
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bars. The anthracite employed at the ‘above distillery is 
the ** Gwythien Goch," of which an analysis is given, below, 
the method of working is in all ways just that which 
is followed where bituminous coal is burned, and no greater 
difficulties are encountered.. 

So long as the form of furnace is correct, there is 


nothing to prevent the use of very much larger grate 


surfaces in modern boilers standing on a ground area no 
larger than that occupied by a Cornish boiler with its much 
smaller grate area. "Thus from an equal area of ground 
a very much larger output can be secured than is being 
seeured from these fine old boilers above described. 

This, however, is a mere question of design and propor- 
tion not difficult to deal with in new installations., But in 
ordinary manufacturing industries it is far better to avoid : 
the uncomfortable hustle of the electrical generating 


station, and to provide easily-worked boilers, both for 


reasons of fuel economy and longevity and freedom from . 
costly repairs. 

For the benefit of the critical, who may say that the 
Statements as to the effects of steam are too general, let 
definite figures be taken to prove them. | 

Take an ordinary case of a boiler evaporating 10 lb. of 
water per lb. of coal and turning 5 per cent. of the steam 
into the ashpit. | 

One pound of steam contains one-ninth of a pound of 
hydrogen, the calorifie value of which is 62,100 — 9, or 
This is the heat produced when 1 Ib. of 
water is produced by the combustion of one-ninth of a pound 


- of hydrogen, and conversely it is the heat absorbed or ren- 
. dered latent when 1 lb. of steam is reduced to its elements, 


hydrogen and oxygen, when passed through red-hot carbon. 

The calorific capacity of the carbon in 1 lb. of anthracite 
is just about double this figure, or 6,900 x 2 = 13,800 
B.TH.U. . | | | 

Now, if 1 lb. of anthracite evaporates 10 lb. of water in 
the boiler, and 5 per cent. of the steam is turned into the 
ashpit—that is to say, one-twentieth, or 4 lb.—the decom- 
position of this 4 lb. of steam will absorb 3,450 B.TH.U., ог 
6,900 + 2—that is to say, one-fourth of the heat produced 
at the grate by 1 lb. of coal. | ' 

This is practically equivalent to reducing the temperature 
of the grate by 25 per cent.; and further, this cooling 
effect is chiefly operative at the immediate surface of the 
grate, and is completed on the lowér layers of fuel, so that 
taking an area of fire equal to 1 1}. of coal, the upper part 
of the area will be hotter than the lower part which touches 
the grate bars. Obviously the temperature reduction at the 
grate bar surface will be more than 25 per cent., and the 
reduction of the upper part of the fire will be less than 
25 per cent., and it is just the amount of temperature 
reduction at the grate surface which is of value. The 
steam does not, of course, burn as some people imagine ; it 
merely splits up or nnburns, and then the two constituent 
elements re-unite a little later, and so give back the heat 
they absorbed when split up at the grate surface. In short, 
heat and temperature have been removed from the grate 
surface, where they are not wanted, and transferred to the 
boiler sutface.where they are wanted. Thus the action of 
steam resembles the action of the hydrocarbon gases, dis- 
tilled off bituminous coal. But it is constant with 
anthracite and intermittent with bituminous coal unless 
this is continuously fed to the fire, as by a mechanical 
stoker. ' 

It is not generally known to London steam users that 
Welsh anthracite can be burned simply as mined, without 
grading, and that it burns perfectly without special draught. 
Were it better known, it would undoubtedly be more used, 
for, as a rule, the steam boilers in the London district are 
not overworked, and would give all the steam required, at 


the easy rate of combustion suited to smokeless anthracite. 


The following figures of calorific capacity per lb. of fuels 
may be useful for those wishing to make a few calçulations 
for themselves. The figures given are those determined by | 
Berthelot :— 


] 1b. B.TH.U. Product. Weight. 

Hydrogen H vi ivi 62,100 Н.О 9 ]b. 
Carbon ese ese eee 14,647 CO, 3% n 
E EL. tie, оК 4415 CO ak , 
Carbonic oxide gas CO ... e. 4,415 CO, 1+ ,, 
Do. per 1b. of its content of C ... 10,232 CO - 3% , 
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The temperatures of combustion of carbon and hydrogen, 
when burned with air, are as follows :— 


Carbon to CO, eco о.е еее 4 988° Е 
е toCO  ... we e. 2,700? F. 

. Hydrogen to НО SE e. d54* F. 
Carbon monoxide CO to CO; .. — 3,494? Е. 


To burn 1 lb. of carbon to CO, demands 114 Ib. of air, or, 
say, 150 cb. ft. These are the minimum theoretical 
figures. In practice the amount is from 20 to 50 per cent. 
greater. If more than 50 per cent. excess is used, the practice 
begins to be rated as faulty. ! 

To light up an anthracite fire, the grate should be covered 
with paper, and the coal spsead over it to the desired 
thickness. A space about 18 in. diameter should be left 
near the dead plate, and on this should be started a fire 
with the usual greasy waste, wooden chips, &c., and coal 
well piled up in a heap. | e d ] і 
open, and the fire lighted. When 16 is well alight, it 
should be kept fed with coal, and will ignite the adjoining 
coal, and as the fire burns up, the paper will burn and 
admit air below the coal. But until the coal is alight 
there will be no loss of draught through the grate. | 

An ashpit damper may be fitted if desired, and will assist 
to get the fire well ignited before much air is admitted at 
the grate. It сап be opened as soon as the fire has spread 
over the whole of the grate surface. 


ANALYSES. 


No, 1.—Elsecar Hard Steam Coal, Barnsley.—A Bituminous Coal. 


Carbon ... У $us 79°40 per cent 
Hydrogen Vis sve Ses iss 158 ie 
Oxygen and hydrogen he eee 5820 às 


Ash б n A е e. 3'04 * 
Sulphur... E ixi e. 050 з 
Water - TT sen m .. 4°22 и 


No, 9. — Nixon's Navigation Welsh “ Smokeless."—Semi-Bituminous 


Carbon ... Xe кр 202 .. 86°48 per cent. 
Hydrogen ; ace is el 404 н 
Oxygen ... А РР ee ive 3°62 - 
Nitrogen А s "^ 0°88 т 
Sulphur "TP е oe ecc 0 10 p 


AH. шш die. ves сэй uis. OD ocu 
Moisture se dp. eee .. 121 я 


No. 3.—Analysis of : Gwythien Goch " Anthracite. ' р 
Carbon ... FS. de AUR 87772 per cent. 


Hydrogen s sus as 4°10 16 
Oxygen ... Тар РА Nn bis 315 T 
Nitrogen T сей Р .. 161 is 


Sulphur... so ats sis we 062. ,, 
Aah eee eee eee coe, е. 2 OU 33 


No. 4.—Hartley. Durham.—Bituminous Steam Coal. | 


Carbon ... ku. ыз > 82:47 per cent. 
Hydrogen 26s LT т" eM 495 " 
Oxygen ... T s ius "E 6:35 m 
Nitrogen n 25 dis e p S 
Sulphur... ihe "is i se 0 89 9 
Ash ei "M rx ‘ae — 176 e 
Water ... vus гг ET we 2706 5 


ELECTRIC STEEL. 


AT the Spring meeting of the AMERICAN ELECTROCHEMICAL 
SocrETY, at Detroit, the first six papers presented during the 
technical sessions related to electric steel. For abstracts of 
these we are indebted to Metallurgical and Chemical Engi- 
peering. : 

A pipet by Dr. Јонм A. MarHEWS, president of the Hal- 
comb Steel Co., of Syracuse, N.Y., entitled '' Comments on 
the Electric Steel Industry," stated that a duplex process 
was generally employed, using an open-hearth furnace for 
preliminary melting and refining, the liquid steel being trans- 
ferred to the electric furnace for deoxidation, desulphurising. 
and for making additions or adjustment of the desired 
analysis, but now the lower cost of wholesale power and 1n- 
creased electrical efficiency made cold melting feasible in 
many localities. А 

Most of the recent electric-furnace installations were 1n- 
tended for cold melting. The Halcomb Steel Co. had two 
such installations in operation, and two under erection, but 
this was not because of any difficulties with the duplex 
method, which would certainly be continued. If electric fur- 
naces of large size, say, from 10 tons and upward, were to be 
a success, it would only be upon the basis of using molten 
charges. They were not altogether successful as cold melters. 


The furnace door should be left : 


The electric furnace had not replaced the crucible furnace 
or crucible steel; its field had been the production of very 
high-class steel for special purposes. Simultaneously with the 
birth of the automobile and aeroplane industries, new require- 
ments for materials of construction came into being, and it 
was in meeting these requirements that the electric furnace 
found its best and greatest application. To these, of late, had 
been added the requirements for munitions of war. 

The reasons why the electric furnace with proper handling 
produced a superior product for the most severe requirements 
of automobile, aeroplane, and munition manufacture were as 
follows :— 

l. Experience shows that the chemical composition of con- 
secutive heats can be held more closely to & standard than 
with any other process. This is most noticeable when handling 
easily oxidisable metals like vanadium, chromiuw, silicon, and 
Inanganese. 

2. From the above 1t 1s apparent that less of these metals 
will have to be added to ensure a given final minimuia, hence 
there will be less of the oxides of these metals produced in 
the steel and to be removed from the steel... 

3. The more nearly composition can be controlled, the more 
certain are likely to be the results of subsequent heat treat- 
ments. 

4. Electric steel is usually chemically purer than any other 
steel. Sulphur, especially, is readily removed. ОП, 
segregation of sulphur and phosphorus are not to be feared, 
the percentage of cropping may be reduced and the yield of 
sound metal increased—a step in the direction юѓ economy and 
conservation. , 

9. Low sulphur in electric steel usually means a prior 
reducing condition favourable to complete deoxidation. This 
condition is favourable to sound ingots, freedom from blow- 
holes and seams produced from them. Quiet metal has less 
tendency to segregate in the mould, as to either metallic or 
non-metallic elements, and produces steel free from ‘‘ ghost ” 
lines or laminations. 

6. Alloy additions may be made in the furnace itself rather 
than in the ladle, which increases the chance of thorough 
assimilation, diffusion, and homogeneity. 

7. From а combination of the above reasons, it unquestion-. 
ably results that electric steel is less easily injured by over- 
heating than is the case with other steel. It will stand more ' 
heat in the forging or heat treatment without injury; that is, 
it has a wider safe heat range. This opinion has the weight 
of both experimental evidence and practical experience in the 
hands of competent observers among users. ` 

8. Electric steels are usually freer from slag and non-metallic 
inclusions than are Bessemer and open-hearth steels. 

9. All of the above characteristics make for quality, when 
quality is the first consideration. The electric furnace pos- 
sesses an economic value in its adaptability for handling and 
recovering alloy scrap values. Some alloy scraps do not make 
desirable additions to open-hearth furnaces or, if made, a large 
share of the alloy metal is lost in the slag. With the wide- 
spread and increasing use of alloy steels it is highly desirable 
that alloying elements be not lost when contained in the scrap. 

These advantages and others follow because, as Siemens 
observed, '' the fusion is effected in a perfectly neutral atmo- 
sphere," and because a number of distinguished engineers and 
inventors produced commercial, workable furnaces in which 
these results could be attained on a large scale. 

Electric furnaces, like automobiles and aeroplanes, are of 
little use without skilled operators. ‘They are not automatic 
devices which run themselves. Carelessness in their opera- 
tion will lead to disastrous results. 'They are not nearly as 
foolproof as crucible furnaces, which require considerable 
skill, but of a different order from that required for electric 
melting, assuming that steel of equal quality is to be produced 
by either process. . . . EE 

“The United States has taken the lead in electric-furnace 
development, after a very slow start in which we seemed 
to be lagging behind some of the European countries. In 
our own plant we have grown from 500 x.v.4A. to 5,500 K.v.A. 
of installed capacity for electric melting, while in the U.S.A. 
there is no less than 150,000 к.у.А. in operation or just being 
installed. The annual tonnage capacity of the furnaces using 
this current I estimate to be about 1,250.000 gross tons of 
ingots and castings. It is impossible to figure this exactly, 
because some furnaces may operate on either refining or cold 
melting charges. and. of course, the output is much greater 
when the former method is used. This infant industry already 
represents an output about eight times as great as the crucible- 
steel production, and one-cighth that of Bessemer production. . 
These two processes are rot declining, but are more or less 
stationary, with wide annual fluctuations." . 

In the discussion, Mr. TURNBULL said that in Canada the 
electric furnace could operate 15 or 18 dollars more cheaply 


' than the acid open-hearth under present conditions, and for 


some years to come. 

Dr. Тлхрѕлу referred to tbe largest cold-charge electric 
steel plant now in course of consfruction by the Canadian 
Government at Toronto, where 10 Heroult furnaces of six tona 
each will be employed for cold melting for the production *of 
shell steel. . zn 

Dr. RICHARDS referred to the still more ambitious project 
of the U.S. Steel Corporation for the South Chicago plant. 
This will not be, however, for cold melting. It will com- 
prise Bessemer converters, two 250-ton open-hearth furnaces, 


м 


é 
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and, 10 electric furnaces, of 30 tons' capacity each. Thé steel 
wil be transferred from the Bessemer converters to the open 
hearths (serving as reservoirs), and finally to the electric fur- 
naces. The total capacity of this triplex process will be 50,000 
tons of steel per month. . 

Mr. R. F. FLINTERMAN, president of the Michigan Steel Cast- 
ings Co., Detroit, Mich., presented a paper on " The Electric 
Furnace in the Steel Casting Plant.” 

Under the term “small steel castings ” are. included cast- 
Wm used for the most. part for automobile trucks, tractors, 
light machinery parts, and for other purposes, where the 
size and shape of the part, its lightness of section or diffi- 
culty of production preclude its being made practically in 
open-hearth foundries. In the.latter, the work is largely a 

, tonnage proposition. The work is much heavier, and on the 
whole simpler, and the methods used cannot be applied suc- 
cessfully to the manufacture of lighter and more intricate 
castings. 2n | A | 

The castings the author's plant has been manufacturing run 
froi 3 lb. up to 250 or 300 lb. They make some pieces run- 
ning up to 2,000 lb., but the average weight is about 20 Ib. 

Before installing the electric furnace they employed the 
crucible furnace. This was followed by the side-blown Tro- 
penas converter, but their third and ‘‘very likely final 
choice " was the electric furnace. The Heroult type was 
decided on, and the first furnace of six-ton capacity was in- 
stalled in November, 1915. The second furnace of three-ton 
capacity was ready to run February 12th, 1916. -Both furnaces 
have been running continuously since their installation, and 
the converters have been discarded. 

.It required several months to adapt the electric furnaces to 
shop conditions. This has, however, long since been accom- 
plished, and th^ furnaces have come up to expectations most 
completely.: As regards the quality, there is no question of 
the superiority of the electric steel over converter metals. This 
applies to both acid and basic electric steel. 

"It is only natural that this should be so if you compare 
the two methods. In the converter at the end of the blow 
there is a mass of metal at a high temperature, covered by 
a highly oxidised slag, and the metal itself undoubtedly con- 
tains oxides. The addition of ferro-silicon and ferro-manganese 
at this point deoxidises the metal more or less completely, but 
the metal is still in contact with a slag carrying a high per- 
centage of iron oxides, &c. i | 

‘‘In the electric furnace the covering slag is completely 


deoxidised before ferro-silicon and ferro-manganese final addi- ` 


tions are made. The metal is constantly giving up oxides to 
the slag during the deoxidising period, and is practically free 
from oxides before the final deoxidisers are added. 

'' In our opinion, it is the more complete absence of oxides 
in the electric steel which accounts for the superiority of this 
steel over converter steel. The results obtained on physical 
tests are universally better.” 

These results could be consistently obtained from every heat, 
which they were never able to do in converter practice. The 
superiority of the electric steel was also manifested in the 
case of long, thin-section castings, such as cross-members on 
engine supports. The loss due to shrink tears was much 
reduced with electric steel. On one particular pattern they 
made 100 castings from electric steel, and found no shrink 
tears whatever. With exactly the same practice and pattern 
they found that 90 out of 100 castings made from converter 
steel had slight tears or cracks, which had to be welded in 
order to save the castings. This particular casting was very diffi- 
cult to make, and was perhaps an extreme case, but the test 
made brought out this difference in behaviour most vividly. 

The reason for this behaviour is due. to two facts :— 

1. The lower sulphur content of electric steel. E 

2. The absence of inipuürities, particularly of oxides. This 
resulted in much greater strength at high temperature, and 
this greater strength was able to resist the pull exerted on 


the steel during that period, when the castings were shrinking. 


or shortening. 'This behaviour of electric steel was true with 
both acid and basic steel, particularly with the latter, when a 
lower sulphur could be maintained.  . 

The high quality of the electric steel was the one essential 
point which induced them to abandon the converter process 


in favour of the electric furnace. The hopes in this терага. 


had been most fully realised. The time seemed now at hand 
when this fact would be fully realised by the trade at large. 
as was evidenced by the increasing demand for electric steel. 
Since writing the paper he had received a contract specifying 
particularly that electric steel must be used. 

It was particularly pleasing to have the high quality steel 
without any increase in cost. Under nresent market. condi- 
tions, with low-phosphorus pig iron selling at an exorbitant 
price, the electric steel could be’ produced at much lower cost 
than converter steel.  ''As our practice improves we feel 
confident that we can compete with converter steel, even 
under normal market conditions.” 

At the present time they were using acid linings and 
bottoms entirely. The reason for abandoning the basic pro- 
cess was the prohibitive price of magnesite. They had not 
«been able to secure a large supply, since the dealers were 
loath to take on new customers, and they were finally obliged 
to resort to acid practice. 


One great difficulty with the basic process was the slag.. 


In spite of all. precautions, there was much more trouble 


e. 


are also overloaded 


from slag in the castings than they had ever had from con- 
verter steel. With exactly the same methods, this slag trouble 
disappeared with the change to acid steel. This was due to 
the greater refractoriness or higher melting point of the 
siliceous slag, which brought about a more complete separa- 
tion of the slag from the metal. 

An ideal arrangement for a steel foundry would be to use 
& " reversed duplexing process," ав it were. Part of the metal 
should be melted in a basic furnace, where the metal would 
be refined and sulphur and phosphorus eliminated in the 
usual way. Тһе stock used in this furnace should be of a 
much cheaper grade, and would more than. offset the in- 
creased cost of re-handling the refined metal through the acid 
furnace as the next step in the operation. | 

In the meantime, the acid furnace would be working оп & 
partial charge of steel, to which when molten would be added 
the refined metal from the basic furnace. The final deoxida- 
tion under an acid slag could then be completed and metal 
withdrawn. in the same manner as was done now. The ulti- 
mate output of the battery of furnaces would be the same 
in any given period as though the furnaces were all running 
either basic or acid independently, and .this method of '' re- 
versed duplexing” would have several distinct advantages 
for the producer of steel castings. | 

One other advantage of the electric furnace was its great 
usefulness in making any of the alloys. This had been demon- 
strated by the constantly increasing adoption of the electric 
furnace by tool steel producers and other makers of special 
steel. · Тһе author's experience in making alloys in the con- 
verter process was most unsatisfactory, since they were un- 
able-to obtain consistent results. With the electric steel the 
results had been very gratifying. They had been able to 
obtain any desired analvsis regularly, and, in consequence, 
the subsequent heat treatments had given them the high 
physical qualities which they were after. This opened up a 
large new field for the maker of small castings, since there 
was a large demand for alloy castings for certain purposes. 
where lightness and great strength and thoroughness were 
necessary. 

To make a superior casting, the electric furnace metal must 
have a perfect mould, prepared with every possible care and 
attention to detail, properly gated, properly fed, and properly 
vented. When such a happy combination had been properly 
brought about, the resultant casting would be superior, an 
in this manner only, and by no other methods, could they 
derive’ the full benefit of the wonderful quality possessed by 
electric steel. 

In the discussion, Dr. RIcHARDS said he had sent out an 
inquiry to 40 or 50 practical steel men as to how it was 
possible to get better and more reliable steel castings, and 
the recommendation made in 19 out of 20 answers had been 
to specify electric-furnace steel castings. This was significant. 

A paper, entitled ‘‘ Notes on Electric Steel Melting," by 
J. L. Dixon, of the John A. Crowley Co. (owners of the 
American patent rights of the Groenwall-Dixon furnace), first 
dt with mechanical and electrical considerations of furnace. 
design. dea od 

Mechanically, great strength is required. Especially the 
moving parts of the furnace mechanism, such as the tilting 
gear and the electrode-raising gears, should be of rugged 
design so as to withstand the rough usage they would receive 
in the average foundry. These gears must be fully protected 
from any accidental breakout or overflow of liquid metal. 
Any improvements in this direction. would immediately show 
almost unexpeded benefits, owing to the fact that the furnace 
operators were relieved of an unnecessary anxiety. 

Another essential, perhaps the most important, was to avoid 
too great intricacy. This remark applied especially to the 


4 


parts comprising the electrode contacts and supporting devices. | 


In designing a very large electric furnace requiring a large 
number of electrodes, the difficulties might be overcome by 
suspending the electrodes from an overhead device quite in- 
dependent of the shell of the furnace. This would certainly 
be the most convenient arrangement if the furnace was not 
tilting, but of the stationary type, as was'quite probable 
with the very large furnaces that would come in the future. 

In a well-designed furnace the power factor should be 90 
per cent. or more. ‘The power factor was improved by (1) 
an increased number of electrodes, more especially if they 
were all of different polarities; (2) a higher voltage on the 
electrodes. | | 

With respect to current fluctuations or overloads, again an 
increased number of electrodes was beneficial, owing to the 
spreading and averaging effect. This question of current 
fluctuations and ‘disturbances was often a very serious one, 
more especially with furnaces connected to small power sta- 
tions, and some radically new design in automatic controlling 
apparatus was necessary. 

“ Take, for example, the case of a three-phase furnace, witb 
three upper electrodes. When there is an overload on one of 
the electrodes, either one or both of the remaining electrodes 
even though at that moment they are 
correctly located relative to the bath of metal. But the fact 
that they are correctly located 1s not observed by the auto- 
matic controlling apparatus, which, acting under the impulse 
of the increased current, raises these electrodes, so that when 
the offending electrode is brought to its correct position the 
unoffending electrodes are carrying .currents that are too 
small. In this way, a more or less continuous hunting is-set 
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up, and partly on account of this the automatic controlling 
apparatus has to be ‘damped,’ which lessens its sensitiveness 
and ability to deal quickly with any real trouble that may 
occur.” | 6 

Furnaces with a bottom electrode were more easily com 
trolled than those without. ° : 

The author then took up thermal considerations, and advo- 
cated the highest possible voltage for melting down the 
charge. Obviously, the higher the voltage the smaller might 
be the electrodes, and the higher would be the power factor: 
With furnaces of 10 tons’ capacity and upward, a voltage 
higher than usual had been found to be absolutely essential, 
but even in smaller furnaces there were advantages in this 
respect not directly attributable to the smaller resistance or 
induction’ losses. 

. For the furnace bottom, the writer had always obtained 
good results from either magnesite or dolomite tamped in 
with tar. 

The walls and roof receive their greatest punishment at the 
end of a heat. This, no doubt, was largely due to the reflect- 
ing power of the white slag. In addition to this, however, 
the writer was inclined to believe that there was some chemi- 
cal influence very active at that time. 

Mr. TURNBULL said that contact devices had always been 
made of copper, but lately cast-steel holders had been intro- 
duced, and cast-iron roof cooling rings had been in use for 
over & year; he recommended their use, at least for 25 cycles. 

Mr. STONE said the central station's chief objection to elec- 
tric furnaces was that in view of their large size, compared 
with. motors, it was necessary to isolate an electric furnace 
installation completely from the rest of the system, beginning 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved 
devices and apparatus, which will be published if considered of 
sufficient interest, 


Truck-Type Switchboard. 


From a perusal of the annual reports of the Electrical Inspector 
of Factories, it is evident that a large proportion of the electrical 
accidents come under the heading, '" Cleaning, repairing, &c., at 
live switchboards or other live conductors.” 

The total number of accidents under this head reported during 
the four years 1911-14 inclusive was 157, whereas the total electrical 
accidents for the crresponding period was 341. It is therefore not 
surprising that the “Safety First" campaign should be extended 
to electrical switchgear, and numerous designs have recently been 
introduced to make switchgear dead for cleaning and repairs, one 
of the most important being the truck-type switchboard for high- 
pressure supplies. 


Messrs. FERGUSON, PAILIN & Co., LTD., of Higher Openshaw, | 


Manchester, have recently introduced a switchboard of this class 
which has several unique features. The main idea has been to 
make the switchboard absolutely fool proof, and to render it 
impossible for anyone to touch live gear. = 

The truck cannot be withdrawn until the oil switch is "off," 
neither can the truck be replaced with the oil switch “on”; when 
the truck is withdrawn, shutters automatically close over the holes 
through which the plugs have passed, so that the whole of the live 
metal work is protected, and as the carriage is wheeled in, the shutters 
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Ба. 1.—ТВОСК-ТҮРЕ SWITCHBOARD FiG. 2.-—CELL WITH TRUCK FIG. 3.—EXTERIOR OF COMPLETE 
WITH SIDE REMOVED. WITHDRAWN. CELL UNIT. 


at the power plant. 'This was necessary with motors only in 
exceptional cases for large capacities. Equalising the load as 
much as possible over 24 hours would be an advantage to the 
central station, and would reduce the cost of power. 

A paper by ©. A. Воск, of the Bethlehem Steel Oo., 
déscribed the 10-ton Girod furnace now in operation at the 
Bethlehem Steel Co.'s plant in South Bethlehem, Pa. This 
furnace made its first heat May 16th, 1916, and to February 
23rd, 247 heats had been made; the quality of steel produced 
had been gradually improved. ` 


(To be concluded.) 


Incandescent Lamp Sales in the United States.— 
According to the Electrical World, the sales of Mazda incandescent 
lamps in the United States in 1916 increased by 31 per cent. over 
the previous year, reaching a total of 145 millions. In addition, 
over nine millions were exported, making a total of 154 millions, 
compared with 116 millions in 1915. Of these, 129 millions were 
tungsten filament and 25 millions carbon and graphitised-filament 
lamps, the latter showing an increase of one million. The 40-watt 
tungsten lamp was in greatest demand, the 25-watt size coming 
second, and the 60-watt size third. The sales of 50-watt lamps are 
rapidly increasing. About nine million gas-filled lamps were sold 


in 1916, compared with three millions in 191 : 
100-watt lamps, шнен 5, nearly half being 


are automatically raised to allow the plug insulators to pass. This 
is a most important feature, as the switchboard can be left with 
any of the trucks withdrawn and no high-tension metal exposed. 

The plug contacts are self-aligning, the plugs being circular in 
section and having a free movement in both directions, so that 
they can adjust themselves to make perfect contact in the sockets, 

even though the carriage may be slightly out of alignment. 
Prretically no movement is required, as the runways for the 
carriage are. part of the side frames and are not dependent on the 
station floor, which may be uneven. 

The carriage wheels are fitted with roller bearings, so as to 
provide ease of movement. 

The oil switch has a heavy breaking capacity. and is provided 
with separate tanks for each phase. The switch used has been 
standardised by two large electric supply authorities, each of which 
has generating plant exoeeding 50,000 Kw. 

The structure may be erected against the wall, во as to economise 
in space, and the design allows of easy extension, and any number 
of panels may be added from time to time. Switchboards of this 
class are at present being built for two sepàrate Government 
Departments. 


High-Vacuum Mercury-Vapour Pump. 


"The diffusion pump of Gaede has stimulated a number of new 
designs of high-vacuum pumps. In the Physical Review, Mr. C. T. 
Knipp describes a design made wholly ‘of glass as an improved 
high-vacuum high-speed mercury-vapour pump (fig. 4). The bulb 
to be exhausted and trap are fused to B, while the tube Е is 
attached to the supporting or rough pump. The mercury vapour 
rising from the lower bulb, which ія heated in à sand or heavy oil 
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bath, streams up through the short tubes P and 0, and is deflected 
downward through an annular throat by an umbrella N. The 
issuing mércvry vapour at once condenses on the water-cooled sur- 
face of the enveloping tube, and the gas that comes from B is 
forced mechanically downward from the lower edge of N along the 
cooled surface of the condensing chamber. This accumulated gas 
is removed through the lateral tubes b b, which unite at the top 
and form the exhaust tube E, all being enveloped by the water 
jacket X Y, as shown in the figure. This constructign keeps the 
mercury, which collects at the ring-seal 3, cool, and thus removes 
the objection that mercury vapour having an upward velocity 
would enter the annular condensing chamber. A small opening 
shown at 3 serves as a valve, which allows the accumulated mer- 
cury to pass, yet, owing to the surface tension, maintains a perfect 
seal. The short tube P is inserted to shield the hot mercury vapour 
streaming up from the boiler from condensing on the surfaces at 3. 
The upper end of р telescopes loosely into the lower end of o, while 
the lower end is secured by the ring-seal 1, having also a small 
valve opening in it, through which the mercury passes back into 
the boiler.” By making the upper end of P conical, condénsed 
mercury vapour is caught in the annular space formed, and auto- 
matically seals the space PO from the cavity just outside of P. 
The cold mercury collected at the ring-seal 3, and the adjacent 
water jacket, thus have but little opportunity of cooling the hot 
` stream of mercury vapour passing up through РО, and, further- 
more, the temperature gradients between the ring seals 1 and 2, 
and 3,and ^» are not abrupt; hence there is no danger of the 
glass cracking. This construction very much simplifies the glass- 
blowing, since the tube throughout the process is kept perfectly 
symmetrical.— Electrical World. 


“ Selco” Electric Sirens. 

Those of our readers who live or work within the active radius 
of the “Taube” will fully appreciate the urgént necessity for 
adequate public warning of the coming of these aerial raiders, 
whose taylight visits depend so largely on the element of surprise. 

For such a warning we know of no more effective instrument 
than the electric siren, which can be installed on any high 
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building and controlled either by hand, on the spot, or electrically, 
from a distance, with equal facility. It would give an outside 
warning, which would be immensely more effective in saving life 
in the street than any private intimation. 

A typical siren of the type referred to is shown in fig. 5, which 
has a sound radius of two miles, is 52 in. long, 30 in. in depth, and 
weighs 350 lb. Switched on and off at five seconds’ interval, it 
gives a distinctive note. This type is, we understand, already in 
use in some Government industrial establishments at home, and 
as even larger sizes are made, there should be no difficulty in dealing 
with comparatively large areas. 

Smaller sirens of & similar type are supplied for both interior 
&nd exterior use, one of the latter type, which has been adopted 
for factory, mining, and similar purposes, is shown in fig. 6. 

These sirens are constructed: for standard pressures from 100 to 
250 volte, direct or alternating current, in the latter case of from 
50 to 60 cycles, but can be specially made to suit other conditions, 
and are supplied by Messrs. S. G. LEACH & Co., LTD., of 26-30, 
Artillery Lane, E.C. 


Saving Coal in France.— Тһе French Government has 
issued a decree prohibiting the use of gas from 8.30 am. to 12.30 p.m., 
from 2 to 5.30 in the afternoon, and from 9 at night until 4.30 in 
the morning. Electrical engineers are instructed, says Reutér, to 
endeavour to find means of substituting electrical energy for steam 
engines in factories—surely not a difficult problem nowadays ! 


The Magnetic Elements.—The report of the Astronomer 
Royal states that the mean values of the magnetic elementa for 
1916 were :—Declination, 14° 46'9' ҮҮ; horizontal force, 0°18494 
C.G.8. units; dip, 66° 52’ 45". The declination is decreasing at 
the rate of about 10 minutes a year, and the H.F. by 000014, while 
the dip із increasing, | | 
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WAR ITEMS. 


Exports to China.—The ‘‘ London Gazette " for June 
15th contains a further list of persons and bodies in China 
and Siam to whom exports may be consigned. 

Reconstruction in Invaded France.—The French Minister 
of the Interior has established a Committee—the ''Commis- 
sion Consultative des Marchés et des Stocks’’—to study the 
question of purchase of materials for reconstruction work in 
the invaded districts of France.—Board of Trade Journal. 

The Fruits of Barbarism.—The ‘‘ Sheffield Daily Tele- 
graph" is circulating ‘‘Scraps of Paper," setting forth a 
‘Solemn Oath,” the swearer of which declares beneath the 
grouped flags of all the Allies that he will not (1) knowingly 
purchase anything made in Germany, or (2) transact busi- 
ness with or through a German for ten years after Peace is 
declared. The oath is to be translated into the languages of 
Alhed nations for circulation among them, and the Chambers 
of Commerce are to be asked to distribute the forms. 

The I.E.E. and the U.S.A.—The Institution of Electrical 
Engineers has received the following cablegram -from the 
American Institute of Electrical Engineers in response to a 
message expressing the Institution’s appreciation of the Ameri- 
can nation's entry into the war :— 

'* To Institution of Electrical Engineers, І, Albemarle Street, 
London.—The American Institute of Electrical Engineers duly 
appreciates your message. We hope that the electrical engi- 
neers of Great Britain and of America working together in 
close co-operation can bring to a satisfactory conclusion the 
many electrical problems of the war.—American Institute of 
Electrical Engineers.” 

Banks and Industry in Germany.—The “ Berliner Tage- 
blatt," reviewing a recent financial publication, calls atten- 
tion to the constant development of the system by which 
German bank directors accumulate directorships of the con- 
cerns in which their banks are interested, and the large 
number of directorships held by prominent industrialists. The 


- 
і" 


,5 


. 


number of directorships held by Herr Louis Hagen, of 
Cologne, is 56; by Herr Karl Fürstenberg, of Berlin, 55; by 
Herr von Schwabach, of Bleichróders, the former British 


Consul-General in Berlin, 49; by Herr Robert von Mendels- : 


sohn, Herr Franz von Mendelssohn, and Baron Simon von 
Oppenheim, 40 apiece; and a large number of industrialists 
and bankers hold between 30 and 40 directorships apiece.— 
The Times. . | 

A Disabled Soldier's Pension.—The Mytholmroyd_(York- 
shire) Local Distress Committee have inquired of the Minister 
of Pensions as to the somewhat strange action of the National 
Pensions Authority in intimating that they contemplate re- 
ducing the pension of Private Smith, a local discharged sol- 
dier, by 2s. 9d. per week, as they have diseovered that Smith, 
who lost his right arm in the war, was 8 left-handed man. 
It is stated that Private Smith received a course of instruction 
in electrical work at Battersea Polytechnic after his dis- 
charge, and that, as a result, a post had been found for him 
at Rhondda. We are not familiar with the details of.the case. 
but we hope they will be fully investigated. The last thing 
in the world that the nation will approve is ungenerous treat- 
ment of those who have suffered serious disability through 
fighting at the Front. 

The Ministry of Munitions and the A.S.E.—The Minister 
of Munitions (Dr. Addison) addressed an important meeting 
of A.S.E. delegates from all parts of the country (250 in 
number) at Westminster, on June 13th, respecting the amend- 
ments which it was proposed to make in the Munitions of 


"War Bil. He dealt emphatically with the extreme urgency 


of the need for war munitions of all kinds with which the 
engineering workers are concerned, shipbuilding, &c., and 
explained the position of the dilution question. The right 
to strike was recognised, and the right to continue dilution, 
where i$ had occurred on commercia] work during the war, 
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would cease on the termination of the war. Wages awards 
which were binding upon a firm employing & majority of 
workers in any trade or branch of a trade, could by the pewer 
of the Ministry, be made binding not only on them, but on 
the other employés engaged on or in connection with muni- 
tions work. It was also proposed to abolish the leaving certi- 
ficate system altogether. We refer our readers to the Times 
for June 14th for a full report of these important proceed- 
ings; the exact details of the changes will no doubt come 
before the House of Commons shortly. , 

- Marylebone Electricity Staff.—Marylebone B.C. Elec- 
tricity Committee reports that as the new schedule of protec- 
tion to workmen issued by the Ministry of Munitions only 
referred to undertakings certified by the Ministry as engaged 
or war work, application was made for the undertaking to be 
certified under the Munitions of War (Amendment) Act, 1916, 
in order that the employés may receive exemption from being 
called for military service. 

To be Wound Up.—Among the companies appearing in 
this week's list of concerns to be wound up under the Trading 
with the Enemy Act, is the following :— 

Seitz Works, 39 and 40, Trinity Square, Londen, E.C., and 
their agents, Kahn & Rothbarth, of the same address, who 
are also agents of other German manufacturers (gymnastic 
and electrical apparatus). Controller: R. E. Smith, 53, New 
Broad Street, E.C. | d 

Westinghouse Wages.—About 500 members of the clerical 
staff, both male and female, of the British Westinghouse 
Manufacturing Co.. Ltd., Trafford Park, benefit by an award 
made by Mr. Vesey Knox, K.C., on behalf of the Chief 
Industrial Commissioner. The award gives males and females 
over 30 years of age a war bonus of not less than 8s. a weck, 
the minimum wage for women members over 9) vears of 
age to be not less than 21s. a week, and clerks under 30, both 
male and female, are to receive bonuses according to their 
length of service. No bonus will be paid to those engaged 
during the present year, and the award only applies to em- 
ployés receiving less than £3 a week. It takes effect from 
April 17th. | 

Men in Protected Trades and Tribunal Exemptions.— 
At Southwark Tribunal, the Town Clerk reported: that he had 
written to the Local Government Board with reference to 
the position of men granted certificates under the schedule 
of the protected trades who also held exemption certificates 
from the Tribunal. The point was whether in the event of 
the Tribunal withdrawing their certificates the men or their 
employers would have the right to a further appeal to the 
Tribunal should the trade protection certificate be withdrawn, 
as it might be at any moment by a recruiting officer. The 
Board had replied that a certificate granted a man under the 
schedule of the protected trades was not a certificate of ex- 
emption under the Military Service Act. A man holding such 
a certificate was entitled to hold any óther valid exemption 
certificate so long as it continued in force. The Military Repre- 


sentative said there was a possibility of the men lending one - 


of thejr certificates if they held two, one from the Tribunal 
ünd the other under the protected trades schedule. The Tri- 
bunal decided to adjourn all appeals from men and their 
employers who held certificates under the schedule of the 


protected tradea until the latter were withdrawn, thus reserv- ` 


n their rights to an appeal to the Tribunal at any future 
ate. 

At Bermondsey, Ald. Wills proposed that all the appeals 
for exemption on behalf of men holding the trade protection 
certificates should be adjourned, and that the Town, Clerk, 
write to the Local Government Board for their instructions. 
He pointed out that if the trade certificate was withdrawn, 
and the Tribunal now withdrew their certificates, ‘neither 
the men nor their employers had the right to any further 
appeal to the Tribunal, though they might be engaged on 
work of national importance which was not Government 
work. The Military Representative acknowledged that if the 
trade protection cards were withdrawn neither employer nor 
employé would have any further right to an appeal at the 
Tribunal on business grounds, and he doubted if the men 
would have the right to an appeal on domestic grounds. The 
"Tribunal agreed to adjourn these cases pending the reply 
from the Local Government Board. 


Credit After the War: The British Trade Corporation.— 
In: the House of-Commons, last week. the President of the 
Board of Trade, &ir Albert Stanley, referred to the criticisms 
that had been directed to the proposal to grant a charter to 
the above Corporation. He said he desired. to make it clear 
to those engaged in trade and industry exactly what they 
were entitled to expect from the Corporation. The outstand- 
ing objection raised was that the Board of Trade was setting 
up a great trading corporation which would operate in opposi- 
tion to existing businesses, whereas, as a -matter of fact, it 
was a corporation to give financial assistance to the trade and 
Industry of the country. In regard to the clause which pro- 
vided for payment of a certain proportion of the profits to 
the directors, a White Paper had been issued containing a 
declaration. putting the Corporation under an obligation to 
give financial assistance to British traders and manufacturers, 
and not to enter into competition with British traders, mer- 
chants, and manufacturers. The clause respecting directors’ 
share of profits would only operate when shareholders had 
approved of it in general meeting. If the Corporation failed 


- and render if liable to revocation. 


to observe the conditions imposed upon it by the White . 
Paper declaration, it would place the charter in jeopardy 
Sir Albert said he hoped 
that all were agreed as to the imperative necessity for some 
such institution in this country. The necessity for it had 
been constantly brought before the Board of Trade, not only 
since the war, but before it. Members of the House were 
probably well aware of what Germany and other countries 
were doing to meet trade conditions after the war. There - 
would be ùn entirely altered state of circumstances when the 
war came to an end, and we were bound to recognise the 
facts and take whatever steps we could to help those who 
were in British trade and industry in order that they might 
meet their foreign competitors on equal terms. Joint -stock 
banks here had not in the past done a great deal to ‘help 
British traders, because they were obliged to keep their 
capital liquid so as to be able at any time to redeem their 
note circulation. They were not setting up a British trade 
bank, but a British Trade Corporation. There was no subsidy 
attached to it, and no agreement of any kind whatever, but 
it had been put under au obligation to come to the assistance 
of those who were engaged in trade and industry in this 
country. He suggested a Corporation because he "did not 
want it to be imagined that they were setting up an ordinary 
bank, but an organisation which would do business on dif- | 
ferent lines from the ordinary joint-stock bank. The Charter 
did not confer a monopoly. The Corporation was not a privi- 
leged body sheltering under the Government's wing, but an 
institution devised to work in a fair field open to all for the 
benefit of the great trading and manufacturing interests of 
the country. He hoped after his explanations that all hos- 
tility would be removed, and that the Corporation would be 
able to start on its career with the goodwill and encourage- 
ment of the House. i б. nn 
There was some further discussion on the matter in the 
House, and, in reply thereto, Mr. Bonar Law (Chame£llor of 
the Exchequer) said, among other things, that when the war 
was over the one thing that would be needed most. would be 
credit, without which it was certain that trade and industry 
would become paralysed and there would be an enormous 
amount of unemployment and distress in this country. If 
this were a case of raising £10,000,000 even on the ordinary 
lines of a joint stock bank to give greater facilities he would 
have said 16 was a good thing for the country, and he would 
have been glad to see the charter given. If any group equally 
reputable came to him working on precisely the same lines, 
and for the same purpose, he would give it the facilities во 
far as he was concerned. If a charter was an advantage it 
was also a disadvantage, and if the body were formed under 
the Companies Acts it would be free from many of the 
obligations which were imposed upon it by its charter. He 
was certain they did not give any preference to this company 
over existing bodies which were prepared to do the same kind 
of work, but the charter was a mark of the goodwill of the 
Government. There could be no question that German banks 
gave greater facilities to traders than were granted by similar 
institutions in this country. It was no uncommon thing to 


. find German banks giving credit for six, nine, and ten years. 


Where could traders get anything like that credit in this 
country? The Corporation had been formed for the purpo&e 
of giving help of this kind. The Government was not giving 
any monopoly to the Corporation. They were quite ready to 
give the same privileges. to any similar body of men who 
would undertake to do the same kind of work. The problems 
which would face the Government when the war came to an 
end would be more difficult even than the carrying on of the 
war, and he thought the House of Commons would do wrong 
to reject the first serious effort made in the direction of 
reconstruction after the war. . mE 


Exemption Applications.—At Hebden Bridge, the Clerk 
to the Council applied for H. Poole (20), single, assistant at 
the electricity works, who had been granted exemption on 


. January 18th, 1916. The Advisory Committee had agreed to 


let the oldest assistant remain, but they wanted some contri- 
bution from the electricity department. If Poole were taken 
the department would be left with only one cable jointer, 
who was the station superintendent. The Military represen- 


" tative said if the Hebden Bridge electricity department was 


so dependent on a man of that age they must be in a bad 
way. Exemption to September lst was granted, but the de- 
тыш was strongly recommended {о arrange for Poole's 
release. 2 - | 

At the Lonsdale Appeals Tribunal, at Lancaster, the Mili- 
tary appealed against decisions of the Morecambe Tribunal. 
The Town Clerk asked for the retention of Mr. Annetts, chief 
electrical engineer to the Morecambe Corporation, who is 
aged 36 years, and his assistant, Mr, “A. шор aged 
32. Morecambe Tribunal had given them conditiona exemp- 
tion. The Military appeals were dismissed, the exemptions 
to continue. | ES c 

Oxford Tribunal heard a claim for extended exemption filed 
by H. G. Watson (29), electrical engineer and fitter. The 
case had been put back for. inquiries from the Dilution Officer, 
as stated here last week, and a certificate was produced from 
the recruiting office, murütions area, stating ‘that appellant 
was not eligible for military service until he was sent a 
calling-up notice bearing the stamp of. the Munitions Area 
Recruiting Office. The case was-diamissed. ` | 
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Before the Hants Tribunal, an appeal for further exemp- 
tion was made by Mr. J. J. Virtue, electrical engineer, of 
Aldershot. ` He claimed that he had to maintain a large num- 
- ber of engines used by various firms for industrial purposes, 
and that without his assistance they could not keep the 
machines running, there being no one else in the town to 
take his place. The Local Tribunal stated that he had a 
partner (Mr. Burch) who could carry on the business, but 
that partner had been enrolled on the electricity staff of the 
Aldershot Command, leaving him to entirely control the busi- 
ness, which was now a one-man concern. He explained that 
Mr. Burch had attended to all the work at the camp, and 
recently he and certain workmen were taken over by Captain 
Mayne. The Tribunal allowed two months, with leave to 
apply again. 

An appeal made fo: the retention of R. A. Pride (40), who 
is in charge of the electric light plant at Shiplake Court, 
Henley-on-Thames. has been dismissed, with a month's grace, 
by the County Tribunal. 

At Burnley Tribunal, Mr. Mozley, tramways manager, ap- 
pealed for a senior conductor and checker on the local tram- 
ways, aged 39, married, and C 2. He also applied for a cashier, 
20, single, and C1. He said they were in a helpless position 
in the general office. It was becoming serious in delaying the 
accounts. They could not get out the annual accounts; they 
were already a month late. The case of the conductor was 
adjourned for a fortnight in order that the man might be 
re-examined, and the cashier was given until the end of July. 

An appeal was made at Southend by the Corporation for 
the retention of a mechanic and linesman engaged at the 
electricity works. The man has a certificate granted by the 
Munition Area Dilution Officer. and Mr. O. N. Howard (Mili- 
tary Representative) said he should take further steps in the 
case. On his suggestion, the case was struck out. 

On the appeal of the Corporation, Gillingham (Kent) Tri- 
hunal has granted exemption, pending substitution, to G. 
Sullivan (39,.Class C2). stoker at the electricity works. Mr. 
A. D. Chalmers, borouch electrical engineer, said that, despite 
all his efforts, he had failed to get.a substitute. 

A Whitehaven electrical engineer appealed for an elec- 
trician. aged 35, the only qualified man left in the business, 
and whose departure, would mean the closing of the business. 
The Tribunal allowed a month with a view to the man taking 
up work of national importance. 


At Ryde (Isle of Wight), P. Churchill. of the electric light 


works staff, stated that he had been called up, although the 
Tribunal had given him provisional exemption. He was 1п- 
formed that all such exemptions had been withdrawn, and 
that he had the right to appeal to the Tribunal. 

A Military appeal was made at Colchester against condi- 
tional exemption held by F. E. Rodwell (32, Class A), a stoker 
at the Corporation electricity works. 
trical engineer, said that Rodwell was sent to the works by 
the Tribunal. The exemption was cancelled. 

At Aldershot, on June 12th, an appeal was made by A. F. 
Edwards (33, Class A), electrical wireman, employed since 
July, 1915, at the central power station. He complained that 
he had been discharged, having been released by a War Office 
order, whilst single young men had been taken on from a 
private firm. The Clerk said that applicant was actually in 
an exempted trade. This, and a similar appeal by another 
Wireman, were put back for a month for the Military Repre- 
sentative to bring the matter to the notice of the Aldershot 
Command. : 

At Eastbourne, a review was made of the certificates of 
12 men аё the Corporation electricity works, seven being in 
Class А 1, three in B 2, and two іп Cl. The Electricity Com- 
mittee asked to retain the men as being in reserved occupa- 
tions, and on the ground that the staff had been reduced to 
the lowest limit, and that the men, by their work, helped 
munition work, and provided light for military hospitals, 
&c. An application had been made to the Ministry of 
Munitions to have the works certified. The electrical engineer 
(Mr. J. K. Brydges) said that if the staff was further reduced 
it would involve risk. The cases were respited until the reply 
of the Ministry. of Munitions is received. 


BUSINESS NOTES. 


* 


Fire.— The recent fire at the MORGAN CRUCIBLE Co., 
LTD.8 works at Battersea, which caused slight damage to an 
isolated building of the Crucible Factory, will only affect the 
delivery of a few special sizes of crucibles for a few weeks; the 
production and delivery of Morganite and Battersea carbon brushes 
_ arein no way affected. | 


Plant for Disposal.— The Dartford U.D.C. invites offers 
for one Ledward's evaporative condenser (10,000 lb. of steam per 
hour), with air puntp. Particulars are given in our advertisement 
pages to-day. . 


e, 


Mr. W. Frisby, elec- 


` 
ГД 


Sale Prices in the German Electrical Industry.— Тһе 
following is the table referred to in our leader pages to-day, 
showing the percentage increases on the basis prices as compared 
with the pre-war period :— E 


PERCENTAGE INCREASE IN BASIS og PRE-WAR PRICES. 
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| Per cent. | Per cent. | Per cent. | Per cent. 
Small motors upto 5 KW. 


(1,000 revolutions), in- 
cluding crane and lift | 


1 

motorg, &c. ... ... | 125 140 | 200 -35 
Generators and motors | 

over b KW. and up to | 

100 kw. (100 revolu- | 

tions)... РРР SHE 150 165 210 ‘100 
Generators and motors | 

of over 100 Kw. 5% 160 175 | 230 110 
Electric locomotives ... 160 170 | 190 140 
Turbo-generator sets ... 140 145 | — — 
Steam turbines ... 4. 140 145 | — — 
Starting switches, regu- 

lating resistances, &c. 125: 140 180 125 
Transformers (not oil | 

insulated)... а 150 ^| 168. 225 150 
Switching apparatus ... 110 125 | 170 100 
Switchboard fuses and | | 

high-pressure fuses... 115 130 | 200 115 
Excess pressure protect- 

ing apparatus -— 120 135 190 120 


It is explained that the electrical firms receive supplies of copper 
and copper alloys from the controlling departmenta at fixed prices 
for classes Nos. 1 and 2, these being higher for No. 2. In the case 
of class 3, and in so far as orders for peace purposes can be carried 
out, it is mentioned that for these must be used exclusively any 
stocks released for this purpose, supplemented as far as possible by 
imports. The State War Department makes no range of priges for 
substitute metals, whilst materials for the manufacture of cables 
are allotted for each order, and the customer is charged on the basis 
of the prices paid for these materials. 


Denmark.—A company has been started in Copenhagen 
with the English title of the Industrial Trade4Co., with э capital of 
14 million kroner, to import raw materials and half manufactured 
products, and export the completed articles—viz., ventilators, 
certain machine tools, motor carburetters, metal-filament lampe, 
Ke. 


Trade Announcement.—MeEssrs. TAYLOR, TUNNICLIFF 
AND Co. LTD., have moved their London offices to 110, Cannon 
Street, E.C. 4.. For the present their telephone number is 
“ City 8693." i 


\ 
V 


Dissolutions and Liquidations.— VAUGHAN ENGINEER- 
ING Works. LTD.—A petition for winding up this company has 
been presented by Edgar Allen & Co., Ltd., and J. Bedford & Sons, 
Ltd., Sheffield, and it will be heard on June 26th. 

-J. YULE & Co., hardware and electrical stores, 613, Manchester 
Road, Poplar, E.—Messrs. J. Yule & T. E. Nankivell have dis- 
solved partnership. Mr. Yule will attend to debts and continue 
the business. 

CALMON ASBESTOS AND RUBBER WORKS, LTD.—The Controller, 
Mr. E. H. Fletcher, has applied for his release. 

J.L. & P. WEIDNER, London, E.C., selling branch of German 
manufacturers of leaf metal and aluminium, &c.— The Controller, 
Mr. G. Bostock, has applied for his release. 


The British Ignition Apparatus Association.— There 
are now 11 members of this Association, all engaged on the manu- 
facture of ignition magnetos :—The British Thomson-Houston Co., 
Ltd.; the British L.M. Ericsson Manufacturing Co., Ltd.; the 
British Westinghouse Electric and Manufacturing Co., Ltd.; the 
Electric Ignition Co. (1913), Ltd. ; the Fellowes Magneto Co., Ltd. ; 
Messrs. Hill Bros., Ltd.; the L.M. Magneto Syndicate, Ltd. ; 
Messrs. North & Sons, Ltd.; the Stentophoné Magneto Works, 
Ltd. ; Thomson-Bennett Magnetos, Ltd. ; and Messrs. C. A. Vander- 
vell & Co., Ltd. 


Book Notice.—A treatise on “ Gyrostatics and Rota- 
tional Motion," by Prof. A. Gray, F.R.S., is in the press, and will 
be published by Messrs. Macmillan & Co.. Ltd., as soon as may be 
possible under present circumstances. It aims at giving acomplete 
account of tops and gyrostats, gyrostatic action in machinery, and 
gyrostatio appliances. : 
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_ LIGHTING AND POWER NOTES. 


Australia.—The Sutherland Shire Council (N.S.W.) has 
entered into a contract with Mr. T. A. Robinson for the supply of 
electric lighting in Cronulla ; 72 street lights of from 50 to 100 С.Р. 
are to be installed, whilst electricity for private consumers will be 
available at 5d. per unit. 

In connection with the proposed electric lighting and pumping 
scheme for Mittagong, N.S.W., Mr. J. N. Franki has been 
instructed by the Municipal Council to prepare plans and specifi- 
cations. 

The Brisbane City Council has adopted a recommendation for 
the lighting by electricity of certain streets in the East Ward ; it 
is proposed to substitute 20 electric lights of 200 C.P. each for 31 
gas lamps. The cost of the installation is estimated at £370, and 
it is considered that there will be a saving in operation and 
improved lighting. 

The ratepayers of Murwillumbah Council, Queensland, have 
authorised the borrowing of £7,500 for an electric lighting 
вете. | 

The Sydney City Council has considered a report by the Lord 
Mayor, Alderman R. D. Meagher, in reference to the restriction of 
the electric lighting service owing to the shortage of plant at the 
Council's power house and the inability to obtain from Great 
Britain for some long period any considerable addition to the plant. 
The Lord Mayor reported that there was a possibility of making 
use of the surplus generating plant at the power houses of the 
Railway and Tramway Commissioners ; terms and conditions-had 
been submitted on which the Council might obtain a bulk supply 
of electricity for. à period of two years, with option of renewal : 
this would necessitate the purchasing of transforming machinery, at 
& cost of £20,000, for distribution purposes. The cost of the 
energy to the Council would be 0°3d. per unit. The Council would 
be required to take electricity to the value of not less than £6,000. 
The city electrical engineer states that it is impossible to obtain the 
transforming machinery and switchgear from British manu- 
facturers, and if ordered from the U.S., the only available source, 
it would. probably be réady for use by the winter of 1918. The 
Lord Mayor's report was referred back to the Electric Lighting 
Committee for further consideration.— Tenders. . 


Belfast. — YEAR's Workinc.— The working of the 
Corporation electricity undertaking for the year ended March last 
resulted in a gross profit of £36,541, as against £45,700 in the 
previous year; after deducting loan, sinking fund, and income- 
tax charges amounting td £30,830, as compared with £28,200 iu 
1015-16, there remained a net profit of £5.697, as compared with 
£17,400 in the previous year. The city electrical engineer, Mr. 
T. W. Bloxam, in his report states that the large increase in the 
working expenses, due to a record wages bill and the high cost of 
coal and other materials, was the cause of the reduction in the 
profits. 

The Tramways and Electricity Committee has decided to con- 
sider the report at a special meeting. 


Burton-on-Trent.— YEaR’s WorkING.—During the past 
year the Corporation electricity undertaking earned a total revenue 
of £23,956; working expenses smounted to £12,110. and after 
deducting loan charges, £7,183. contributions to capital expendi- 
ture £942, and special expenditure (including £210 bonus under 
the profit-sharing scheme), £710, there is a net surplus on the year’s 
working of £3,010, which it is proposed to allocate as follows :— 
£1,350 to expenditure incurred on mains extensions, services and 
transformers, and £1,660 to the renewals fund. The total number 
of units sold during the year amounted to 3,993,197, an increase of 
493,859, or 14'1l per cent. as compared with 1915-16; power 
supply showed an increase of 538,432 units, and heating and cooking 
an increase of 44,080 units. The total average works cost was 
728d., as against ‘658d. in 1916, and the total costs 1'259d., as 
against 1°265d. in the previous year. The total capital expenditure, 
including £2,458 during the year, was £129,938, the net outstand- 
ing debt at March 31st, 1917, being £59,383. The maximum load 
of 2,000 KW. was reached on December 12th, 1916, being an 
increase of 249 kw., due to the large increase in H.P. connected 
during the year, the total H.P. of motors connected now being 
4,051 H.P., an increase of 691 H.P. 


Cheam.—Street LicHTING.— The Electricity Co. has 


given a rebate of 66 per cent. on the contract price for street 
lighting. 


Dublin.—The Executive of the Dublin Citizens’ Associa- 
tion had under consideration the ruling out of order at a Corpora- 
tion meeting of a proposed addendim to a report on the new 
housing scheme in the Spitalfields area for the provision of electric 
lighting, and strong exception was taken to the procedure by 
which a report of a Committee cannot be amended in open Council 
until it has been gent back to the Committee. 

ELECTRICITY AccouNTS.—The method of collecting electricity 
accounts in Dublin, which has always been regarded as curiously 
anomalous, was referred to at & Corporation meeting recently, 
when Mr. P. T. Daly urged that the Electricity Committee ought 
to have the collection in its own hands, and that commission 
should not be paid to men for accounts which they did not collect. 
Mr. Sherlock, ex-Lord Mayor, explained that for 10 years the 
Corporation had been trying to get the oollection of its own 
accounts, but had been told. in the most positive manner, that it 
had no legal power to take over from the ratecollectorsthe collection 

of clectricity accounts, The percentage of bad debts was, howe 


ever, extraordinarily low. Alderman Farrell mentioned that when ` 
an officer of the Council died recently, it was found that he owed 
an account extending over several years for electric light. That, 
he said, was a monstrous state of affairs. Councillor O'Neill, 
chairman of the Electricity Committee, said the widow of the 
officer referred to was paying the amount by monthly instalments. 

A special meeting of the Corporation, after considering the 
report of the Special Committee which inquired into the 
administration of the electricity undertaking, and the recommend- 
ation that, failing Col. d'Alton, Mr. Mark Ruddle should take 
entire charge, as general manager, for two years, decided that the 
report should go back to the Electricity Committee, with the full 
powers of the Corporation to deal with the matter. 


Dundalk.—Tar-o1 FuEL.—It was reported at the 
Urban Council that all five engines at the power station are now 
running on tar-oil, the results, so far, being satisfactory. Paraffin 
is being used aa pilot ignition oil, the quantity being about 10 per 
cent. of the total quantity of tar-oil used. The expense in fitting 
new ignition gears on engines is expected to be recouped in less than 
six months’ working, by the saving from the use of tar-oil, which 
is a home product. 


Grimsby.—YEanR's WorkING.—The report of the year’s 
working of the Corporation electricity department to March 31st 
last shows a gross revenue Of £26,951, works costs amounting to 
£16,208, and interest, loan repayment, &c., to £7,955; the net profit 
was £2,787, an increase of £936. The output for the year was 
3,154,188 units, an increase of nearly 20 per cent. on the year 
1915-16. 


Hereford.—The T.C. has decided to dispose of two Belliss- 
Silvertown generating sets for £600, and a Worthington condenser 
for £200. 


Kettering. YrAR's Workine.—During the year ended 
March 31st last, the Council's electricity undertaking sold 2,435,776 
units; the revenue amounted to £19,052 (£7,000 being derived 
from sales at id. per unit); the generating, distribution, and 
management costs totalled £12,185, leaving a gross profit of 
£6,467. Interest and sinking fund charges totalled £6,317, leaving 
a surplus on the year of £550. А balance of £4,275 is carried 
forward, and the reserve stands at £5,492. 

It has been decided to lay an additional feeder at an estimated 
cost of £2,250; also to increase both lighting and power charges 
by a further 10 per cent. 


King's Lynn.— YEAR’s WORKING.—At a meeting of the 
T.C., the Electricity Committee presented a statement showing 
that the receipts for the year ended March 31st last were £7,933, as 
against £8,068 in the previous year, and expenditure, £7,643, against 
£7,049, leaving a profit of £290, as compared with 21.018 a year 
ago. The average works cost for the year was 1°609d. per unit, 
as compared with 1°257d. in the previous year, and the total cost 
of production. 3°614d. per unit, as against 3°194d. The Committee 
recommended that from the end of the present quarter the charges 
for current used for power be increased 10 per cent. After some 
criticism the report was adopted. 


Kirkcaldy.—At the last meeting of the T.C., a statement 
was submitted giving reasons for deciding not to adopt Sir John 
Snell’s recommendation to sell the Corporation electricity under- 
taking to the Fife Electric Power Co. The proposal that the 
Corporation should sell its works to a profit-earning concern and 
become bound to it for a period of years, possibly for perpetuity, 
was contrary to the tendency of all modern legislation, which had 
aimed for years at putting in the hands of the municipalities all 
the public utility services. The Corporation and the public of 
Kirkcaldy were determinedly opposed to any proposal to place 
themselves in the hands of a company. 


Leeds.— YEAR’S REPORT.—In further reference to our 
note on page 573 on the year's working of the Corporation elec- 
tricity undertaking, during the year under review 54,992,742 unita 
were sold, an increase of 10,203,520 units, or 22°78 per cent., 
40,143,880 units being for power purposes, as compared with 
27,385,097 in the previous year. The aggregate capacity of the 
motors connected has grown from 35,054 to 48,513 H.P. ; the report 
states that the rateable value system of charging for private resi- 
dences is being increasingly adopted, the sales to such consumers 
being 66 per cent. greater than in the previous year. The total 
cost of production per unit sold was '98d., as compared with ‘91d. 
in 1916. The total all-in costs were 1'04d., and the average price 
obtained per unit sold was l'06d. The maximum load was 22,255 
KW., the total capacity of the plant being 32,600 Kw. During the 
year a new 6,000-KW. alternator was brought into use. 


Leicester.—YEAR's WonkKING.—The accounts for the 
year ended December 31st last show that 7,030,940 units were 
generated at the Aylestone works, 5,252,121 units being sold. The 
total revenue amounted to £46,257, aslight reduction (£360) on‘the - 
previous year, while the total costs amounted to £31,917, some 
£5,000 increase on 1916. The gross profit of £14,701, with £763 
taken from the reserve, was absorbed in meeting interest, sinking 
fund, and other charges. The reserve funds in hand now amount 
to £11,290. The Aylestone station supplied 1,393,310 units to the 
Lero station. The Lero station had an output from steam-driven 
plant of 18,169,920 unite, of which 1,585,601 units were required 
for station use ; 9,412,336 unita were supplied to power consumers, 
and the balance to the tramway undertaking, The power con- 
eumers supplied from the Lero plant numbered 292, with 11,100 H.P. 
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of motors. The total costs of the Aylestone undertaking averaged 
1°45d. per unit, and the receipts were 2:12d. Тһе overall costs of 
the Lero station, including interest and sinking fund charges, 
'lld. per unit, and an average of ‘95d. was received for the 
power unite sold, the surplus (on power supply only), after allow- 
ing for distribution, interest, and sinking fund charges on cables, 
&o., being '135d. per unit, or, roughly, £5,300, which is incor- 
porated in the tramway accounts. ~ 


London.—SrokE  NrewriNGTON.—The Electric Light 
Committee recommends that the Council's minimum charge for 
electricity supply of 13s. 4d. per quarter be suspended during the 
June and September quarters of the year, when the Summer Time 
Act is in force, commencing with the current June quarter. 

POPLAR.—The Electricity Committee recommends the Council to 
support the Bradford resolution for increased municipal repre- 
sentation on the Board of Trade Committee on Electricity Supply. 

MARYLEBONE.—The B.C. is recommended to agree to a further 
increase of 1d. per hour in the wages of employés of the electricity 
department (dating from April Ist), except to the clerical staff, 
women, boys, and engineering assistants. _ 

L.C.C.—The Finance Committee recommends the Councils 
sanction to the borrowing of £9,185 by the Hackney.B.C., the 
balance of the costs of the buildings in connection with the large 
scheme of extensions of the B.C.'s electricity undertaking ; also to 
the borrowing by the Islington B.C. of £4,000 for an additional 
feeder in the Belle Isle district, and by the St. Pancras B.C. of 
£5,840 for the purchase of electrical plant. 


Newport (Mon.).—Pricrk IxcREASE.—The Council has 


decided to increase the charges for electricity by & further 10 pe 
cent., making 30 per cent. altogether. 


Numeaton,— PRICE INcREASE.— The Electricity -Com- 


mittee is recommending the Council, at its next meeting, to 
increase the charges on all accounts for the quarter ended 30th 
inst. by 20 per cent., except power accounts, where the increase will 
be 10 per cent. 


Ormskirk.— Price INcREASE.—The Electric Supply Co. 
has decided to increase the price of electricity, from July 1st, 1917, 
by 4d. per unit for lighting purposes, and by 10 per cent. for power, 
cooking and heating. 

Ossett.—The T.C., last week, decided to increase the war 
bonus to Corporation male employés to 7s. per week, and that of 
female employés tis. per week. | 

Southport.—The T.C. has referred back the minute 
giving the Electricity Committee's sanction tothe Birkdale Electric 


Supply Co.to raise the charges to private lighting consumers in 
the district, the suggestion put forward being that in certain par- 


ticulars the Birkdale Co. was charging more than the Corporation, 


in violation, it was alleged, of the understanding said to exist. 

The Electricity Committee had sanctioned an application by the 
Birkdale Electric Supply Co. to charge 5d. per unit plus 5 per cent. 
to private lighting consumers, "on condition that the increased 
profits of receipts so arising shall not be taken into account in the 
event of the future purchasing of the undertaking by the 
Corporation." n 


Swinden.—The T.C. has decided that the existing scale 
of charges for energy shall continue, it being considered, after 
.taking into account the prospective capital expenditure, that the 
charges are sufficient to meet the expenses of the undertaking 
during the next three years. 


Tasmania.—The Launceston Council has asked Mr. 
Butters, chief engineer to the State Hydro-electric Department, as 
to the prospects of the Government erecting a transmission line to 
the ‘city in readiness for the winter of 1918, and he.-has replied 
pointing out the necessarily high annual charge, £7,500, and that 
he cannot recommend such a line, but has referred the question to 
the Government.— Tenders, 


Torquay.—PRicE INcREASE.— The T.C. announces that 
from the Midsummer reading of the meters the charges for energy 
for all purposes other than lighting will be increased by id. per 
unit, or the percentage equivalent. 


Whitehaven.—The T.C. has decided to make no altera- 
tion at present in the charges for energy, owing to the issue some 
tinte ago of a leaflet pointing out that no advance in the charges 
for electricity was proposed. A war advance of 10 per cent. had 
been suggested by the electrical engineer. 


Worcestér Park.—SrTREET LiauTING.—The Lighting 
Committee has been instructed to consider the question of lighting 
the whole district with electricity ; it is stated that the Gas Co. 
refused to consider the application of the Council for a reduction 
‘In the charges on account of the reduced-lighting regulations. 


TRAMWAY and RAILWAY NOTES. 


Australia.—The question of the electrification of the 
Glenelg and other suburban railway lines in South Australia was 
referred to recently by Mr. 'А. В. Moncrieff, Commissioner of Rail- 
ways. He said that, ag far as the Glenelg line was concerned, it 


would undoubtedly bea peying proposition, It would be wise to 


Pd 


Рай 


t 


give the matter consideration, but to hold their hands while the 
present prices prevailed. 

The Prahran and Malvern Tramway Trust (Victoria) has 
Ed the construction of an electric line along Burke Road.— - 
Tenders, 

The returns of the revenue and expenditure of the New South 
Wales tramways for the nine months ended March 31st last show a 
gross revenue of £1,499,781, an increase of £13,917; working 
expenses amounted to £1,222,255, an increase of £65,967 ; and the 
net revenue was £277,526, a decrease of £52,050. The car-mileage 
was 19,098,588, a decrease of 741,808 miles, and the passengers 
carried numbered 221,220,660, an increase of 2,648,678.— Sydney 
Daily Telegraph. 


Bradford.—TRamways Í nupont.—The ‚сбу treasurer 


. presented the statement of accounts for the year ending March 31st 


to the Tramways Committee last week. He stated that the figures 
did not accurately represent the whole position, because expendi- 
ture on repairs and maintenance had neceasarily been deferred 
owing to the war, and would have to be met later. This unascer- 
tainable amount was outstanding as a debit to be ultimately pro- 
vided for. The year’s net profit was £30,802, as compared with 
£29,771 last year. Traffic income had increased by £11,920, the 
year's average income per car-mile being 18. 13d. Traffic expenses, 
including the wages of drivers and conductors, had increased by 
£11,700, and general expenses had increased by £1,200. In these 
expenses accident insurances and compensations had increased from 
£2,800 to £4,500, chiefly due to the Wyke accident. There was a 
decrease in costs of repairs and maintenance of £10,000 as com- 
pared with last year, and of £14,000 as against two years ago, 
£9,000 less having been spent on the maintenance of rolling stock. 
Power expenses had been decreased by £500. The payment to 
dependents of men on military service was £14,350, an increase of 
£6,013. Interest on loans was slightly increased, and the contribution 
to sinking fund was £800 less, some early loans having been paid 
off. The accounts in connection with the railless gystem were 
included in the figures already given, but the separate accounts of 
the department showed a deficit of £3,176, without allowing 
anything for the feeding value of the service to the general 
tramway undertaking. One-half of the original cost of the under- 
taking has been paid off, there being now outstanding loans of only 
£550,000, whereas the capital expenditure was £1,100,000. After 
carrying to reserve and renewals account the profit, and meeting 
renewal expenses incurred during the year, the balance of that 
account now stood at £91,000, from which £10,000 had been 
appropriated in relief of the rates for the current year. 


Continental.—FRaNcE.— The Chemins de fer du Midi 
have just commenced the electrification of their system by the in- 
stallation of electric traction on the Lourdes-Pierrefitte and Tarbes- 
Bagnéres-de-Bigorre sections. This first experiment has proved 
successful, having resulted in a saving of 500 fr. (£20) per day in 
working expenses. 

Two hydro-electric generating stations have been provided for— 
one being now completed and the other in course of construction. 
These stations, according to a recent issue of La-Nature, present 
special features, in that they have to supply a public service which 
has to work without interruption. The water supply is derived 
from certain mountain torrents a mile or two from the generating 
Btation. | i 

The Soulom station—i.e., that which is now completed — com- 
prises a machine room, transformer room, a switch room, and two 
high-tension network distributing towers. 

The generating plant comprises three turbines of 3,500 H.P. and 
two of 350 H.P. driven by one water supply, and the same number : 
of turbines, of the same power, driven by a second supply. Each 
turbine drives an alternator running at 500 B.P.M. in the case of one 
of the water supply lines, and at 330 R.P.M. in the case of the other. 
The alternator supplies single-phase current at 6,000 volts and 16°66 
cycles per second ; its effective electric capacity is 2,400 Kw. The 
small turbines, working at 600 R.P.M., drive D.C. generators supply- 
ing current at 125 volts for supplying the auxiliary services and 
exciting the alternators. 

The alternating current is conducted by aluminium bars to the 
transformer room, where the pressure is raised to 60.000 volts, 
and thence to six oil-break switches. Two main switches placed 
at each end distribute the supply to the two towers already men- 
tioned, whence aluminium cables conduct it to the transformer sub- 
stations. In the latter the energy is stepped down from 60,000 to 
12,000 volts, and distributed to the railway. Bow collectors are 
fitted on 56-ton motor coaches, the pressure being further reduced 
for use in four single-phase motors, each of 125 H.P. These coaches 
can attain a speed of 85 km. (53 miles) per hour. The goods loco- 
motives weigh 85 tons, and are also fitted with bow collectors, and 


_ have two 600-H.P. motors each. They can haul a load of 300 metric 


tons over a 1°6 per cent. gradient. 

Protection against lightning is provided for by electrolytic 
arresters fitted on the supply lines; slow discharges are guarded 
against by hydraulic dischargers. ' | 

This generating station of Soulom, with its two supplies of 
energy and two groups of machines, is capable of supplying 
12,000 KW. constantly, plus a reserve of 2,400 Kw. Опе of the 
groups, with its own water supply, is used as an emergency set. 


Glasgow.—LorTERY TICKETS.—At a special meeting 
last week, the T.C. decided to approach the B. of T. for the purpose 
of securing & licence to legalise a lottery scheme with the object 
of providing comforts for sailors, soldiers, and other sufferers 
through the war. It will be recalled that the Lord Advocate and 


Becretary for Scotland tabooed the scheme, and that tha latter 
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refused to receive and discuss the position with a delegation from 
the T.C. The sale of tickets on the tramway cars was suspended 
last week pending a definite finding, and three representatives 
visited the B. of T. to negotiate in the matter. The receipts for 
the past 11 weeks amounted to £16,881 12s. 9d., of which £15,778 
was distributed. 

. FINANCIAL STATEMENT, 1916-17.— The completed statement of 
accounts of the tramway department for the year ending 
May 315, f17, has now been issued, and shows that the 12 
months. under review have been the most notable in the history of 
the undertaking. As was published in the REVIEW recently, the 
total receipts amounted to £1,260,115, as against £1,157,336 for 
1915-16. The total expenditure was £838,065, compared with 
£773,442. The balance carried tq net revenue account amounted 
to £422,049; while the interest on investments brought in £78,637. 
The total free revenue amounted to £500,680. From this there 
fell to be deducted £339,707 ; the surplus which will go to the 
common good of the city is £160,984, against £13,548, and it is 
pointed out: that recently the Committee freed the undertaking 
from. debt, and thus enabled the T.C. to subscribe £2,000,000 to 
the 5 per cent. War Loan. i 


. Halifax.—Shortage of petrol has necessitated the with- 
drawal of the Tramway Committee's motor-‘bus service to Siddal, 
and threatens a similar fate for Wainstalls ; there is a great outcry 
in.these isolated places, which are dependent on the 'buses as the 
only means of conveyance. 


Lancashire.—TnAMWAY Wacrs.—The Committee on 
Production has decided, in connection with the application for a 
war bonus of 108, а week made by the Amalgamated Association: 
of Tramway Workers on behalf of employés in various towns in 
Lancashire and Cheshire, to grant an increase of 2s. 6d. a week on 
the war advance now being paid to workers (male and female) 
18 years of ave and over, and 1s. 3d. à week to those under 18. The 
amounts are to be regarded as war wages, dependent upon the 
abnormal conditions now prevailing. The tramway authorities 
affected by the award include the Corporations of Accrington, 
Ashton, Bolton, Bury, Birkenhead, Blackburn, Burnley, Man- 
chester, Colne, Darwen, Oldham, Preston, Rochdale, Salford, 
Stockport, Wigan, Wallasey, and Warrington. 


. Leicester.—YeaR’s WonKiNG.—The total revenue of 
the tramway department for the year to December 31st last was 
£716,270, as compared with £188,520 for the previous year. The 
working expenses, £152,953. compared with £122,142 for 1915, 
leaving & gross balance of £63,316, a reduction of £3,061 on the 
previous year. .^ : 

Tter meeting interest, sinking fund, and other charges, and war 
allowances amounting to £12,044, or, roughly, £5,000 in excess of 
the previous year, the net balance remaining was £2,157, as against 
£11,961 for 1915. The balance has been placed to reserve. During 
thé year 12,232,638 passengers were carried, an increase of 1,792.180, 
and the oar-mileage was 4,108,303, an increase of 203,364 miles on 
the previous year. 


-Mánchester. — YEAR’8 WonkfNa.— During the year 
ended March 31st last the Corporation tramway undertaking 
catried 219 million passengers, as against 209,900,000 in the 
previous year, the car-mileage, 18,388,302, however, showing a 
decrease of nearly 100,000. The total revenue was £975,678, and, 
after deducting working expenses, £598,741, and war allowances. 
£91,023, the gross profit remaining was £288,910. Adding bank 
interest, &c., and deducting interest, £61.091. sinking fund charges, 
£63,359, tramway rent, £27,426, and street improvement and lease- 
hold charges, there remained £159,007. From this £39,525 was 
placed to renewals, income-tax absorbs £5,407, and the balance of 
£100,000 is contributed in aid of the rates. It is pointed out that 
after paying £100,000 in rate aid, the renewals contribution was 
limited to £39,525, instead of £99,500. which would normally be 
provided. The revenue represented “675d. per car-mile increase ; 
working expenses increased by °525d. per car-mile, and the balance 
of 4°959d. per car-mile showed an increase of ‘051d. The tramway 
department purchased 28,684,389 units from the electricity depart- 
ment at 1'151d. per unit, and used 1°56 units per car-mile. During 
the. year 1,112,180 parcels were carried, an average of 21,338 per 
week, the total receipts from this service being £11,418. The ‘buses 
operated by the department ran 180,956 miles and carried 
1.416.760 passengers ; the cost per mile run, including depreciation, 
was 9hd., and the earnings nearly 91d. | 


‘New Zealand.—According to the Australian newspapers 
dated April 21st, just to hand, it appears that as a "result of the 
strike of coal miners against the Military Service Act the Auck- 
land tramways would have to cease running within ten days, 
“unless supplies of coal are forthcoming." : It was stated by a 
Member of Parliament at à Labour meeting at Grey mouth that, 
although the New Zealand miners numbered 17 per cent. less than 
before the war, the output was 25 per cent. more, and the output 
per miner was “a world's record." 


-' Sguthend-on-Sea.— YEAR’S WoRKING.—The expenditure 
on the tramway department during the year ending March 31st, 
1917, was estimated at £40,150, while the actual expenditure was 
£42,490. -The income was estimated at £10,300, whereas it was 
actually £45,452. | 

` Southport.—TRAxwaY PurcHase.—An expert has been 
appointed by the Corporation to survey and value the Southport 


and Birkdale Tramway Co.'s undertaking, in connection with the 
negotiations for purchase, 


А 


TELEGRAPH and TELEPHONE NOTES. 


Canada.— The earnings of the cable, telegraph, and 
wireless companies and the Government telegraph service of Canada 
reached $6,255,710 in 1916, as compared with $5,536,337 in 1915. 
The pole mileage of telegraph lines in Canada in 1916 was 10,251, 
and the wire mileage 206.551. In 1916, 10,835,936 land messa;ros 
and 1,134,905 cable messages were tranamitted.— T. and T. Age. 


Russia.— An All-Russian Congress of professional mili- 


tary radio-telegraphists will be held in Petrograd on June 30th.— 
Times. 


Spain.—Compania Iberica de Telecomunicacion is the 
style of a company newly formed to work in Spain and Portugal 
the De Forest wireless patents. The company is in negotiation 
with the provincial authorities of Vizcaya with a view to estab- 
lishing a wireless system in that province. 

All Spanish merchant vessels of 500 tons, or over, are to be 
provided with wireless telegraph apparatus with a minimum range 
of 100 miles.— T. and T. Age. . 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Sypnry.—August 22nd. N.S.W. Govern- 
ment Railways and Tramways. Thirty-six induction motors 
(Specification No. 488). " September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 459). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

MELBOURNE. — July 25th. Victorian Railways.  Step-down 
transformer and sub-station equipment for Sandringham-Black 
Rock electric tramway. Particulars from the Chief Storekeeper, 
Railway Offices, Spencer Street, Melbourne. 


Erith.—June 23rd. Electricity and Tramways Depart- 
ment. One water-tube boiler wit superheater, economiser, auto- 
matic stoker, kc. See " Official Notices " June 15th. 


Exminster.—June 28th. Electrical appliances for a 
year, for the Devon County Lunatic Asylum. Mr. C. Masters, Clerk. 


Glasgow.— Electricity Department. Boiler-house plant. 
E.H.T. switchgear (20,000 volts). See “ Official Notices" June 15th. 


Newport (Mon.).—June 30th. Electricity Department. 
Induced-draught plant. additions and extensions to fuel economisers 
and cooling towers. бее “ Official Notices ` June 15th. 


Salford.—Juue 25th. (1) Coal supplies for 12 months. 
(2) Motor wagon for coal transport. (3) Steam boiler housing. 
Borough Electrical Engineer, Electricity Works, Frederick Road, 
Salford. 


. Sleaford.— June 29th. 220 tons of best hard steam coal 
for the U.D.C. Electricity Works. 
Engineer. І 

Spaln.— Tenders ate being invited for the electrification 
of & portion of the railway system in the Asturias belonging to the 
Compania del Norte. The section in question is 62 km. in length, 
extending from Puerto de Pajaxes to Busdongo, and includes 
79 tunnels. The principal features are :—Train speed, 30 km. per 
hour, up and down: weight of trains, 330 tons gross, without 
hauling machinery : number of locomotives, 12 at first. nine in 
service; maximum weight per axle, 14,000 ky.; supply system, 
single or three-phase in feeders and working lines. or three- 
phase between centrai and sub-stations and continuous in working 


line: voltage, 15,000 in working line, single-phase current, .or | 
If three-phase current, at . 


2,000—3,000 volts continuous current. 
option of contractors. The installation comprises all buildings, 
such as central stations. sub-stations. &c., transformers, feeders, 
working cables. &c.— Industria e Invenciones, 


Warrington.— July 4th. Motor tower wagon for Tram- 
way Department. Borough Electrical and Tramway Engineer. 


Wolverhampton.— June 22nd. Reinforced concrete coal- 
bunkers and skeleton structure, for the Electricity Department. 
Mr. S. T. Allen, Engineer and Manager. 

June 30th. Electricity Department. Cooling towers, motor- 
driven pumps. See "Official Notices” June 15th. 


ad 


CLOSED. | 
Australia, —N.S.W. Public Works Department. Accepted 


tender for switchgear, cables, wiring, transformers, and lightning 
arresters, for the Government Power House, Port Kembla, at 
specified rates: Australian General Electric Co. 


Mr. G. Horry, Electrical 
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- Glasgew.—The T.C. has accepted the following tenders 
for the Tramways Department :— = —— С | 
. 7 Armature coils.—British Westinghouse Со. | 
|^ ' + ffrolley cord.—Cookson & Co. 


? t 


` Government Contracts.—List of new contracts, placed 
May, 1917:— |  . К "P" a 
Wak OFFICE. 


X-ray appliances (proteetive).—J. L, Hancock, Ltd. ; Sehall & Schall. 
Electric oables.—Ifidia-Rubber, Gutta-Percha, and Telegraph Works Co., 
Ltd.; Siemens Bros. & Co., Ltd. 
Ebonite.—India-Rubber, Gutta-Percha, and Te ph Works Co., Ltd. ; 
-. C. Mackintosh & Co., Ltd.; Peel-Conner Telephone Works, Ltd. 
" Electric light fittings and accessories.— Benjamin Electric, Ltd. ; Elec- 
trical Conduits, Ltd. ; Elm Works, Ltd. ; Eureka Conduits and Fittings 
Co., Ltd.; Forward Electric Co., Ltd.: Gabriel & Co.; 8. Heath and 
Sons, Ltd.; fingram & Kemp, Ltd.; Nettlefold & Sons, Ltd. ; Oriental 
Tube.Co., Ltd.; Perfecta Seamless Steel Tube and Conduit Co., Ltd. ; 
. Rainsford & L 
- : | Ca., Ltd.; Veritys, Ltd.; Ward & Goldstone. 
Generating sets and accessories. —Coventry Simplex Engines, Ltd.; W.H. 
Permin & Co., Ltd.; R. A. Lister & Co., Ltd. ; Record Engineering 
ES „ > | 
Terminals, electrical instruments. — Davis & Timmins; L. Herve; 
| Houghton-Butcher Manufacturing Co., Ltd.; C. J. Thursfield and 


Warks services electric lighting.—Ellis & Ward, Ltd. 
Iron wire.—R. Johnson & Nephew, Ltd. 


INDIA OrFieEe Stors DEPARTMENT, | 


Carbon cups.— Peel-Conner Telephone Works. 

Cells.—General Electric Co., Ltd. 

Copper bolts.— Williams, Foster & Со. Pascoe, Greenfield & Sons. 
Copper sulphate.—G. Boor & Co. 

Insulator cups.—Bullers Ltd. ` 

Switehboard.—-Autoroatic Telephone Manufacturing Co. . 
Telephone sets.— Peel-Conner Telephone Manufacturing Co. 
Voltoids.— Brunner, Mond & Co. . 


Post OFYiceE. 
. Telegraph iy usc hatomauo Telephone Manufacturing Co., Ltd. 
—.  :H. White & Co. б 
Telephone apparatus.--Automatic Telephone Manufacturing Co., Ltd. ; 
ent å Co., Ltd. ; Sterling Telephone and Electric Co., Ltd. ; Western 
: 2*7 Wlectric Co., Ltd. ` 
.; Airline arms.—T. Gabriel & Sons and Burton.- 
. Bolts for arm combiners. —Guest, Keen & Nettlefolds, Ltd. 
' A Cast-iron brackets.—Bullers, 144. ; A. Kendrick & Sons, Ltd.; Ley's 
'* : Malleable Castings Co., Ltd. 
-Submarine cable.—Telegraph Construction and Maintenance Co., Ltd. | 
. Telegraph Cables.— British Insulated & Helsby Cables, Ltd.; W. Geipel 
' and Co., Ltd.: Henley's Telegraph Works Co., Ltd. ; New Gutta-Percha 
- : Co:, Ltd.; Telegraph Construction and Maintenance Co., Ltd. : Union 
. .. Sable Co., Ltd.; Western Electric Co., Ltd. | : 
Cases for telephones. - Siemens Bros. & Co., Ltd. 
Dry cells.—British Ever-Ready Co.; J. C. Fuller & Sons, Ltd. ; General 
Electric Co., Ltd. 
Telephone cords.—London Electric Wire Co, & Smiths, Ltd. 
Earth plates.— Walls, Ltd. Е 
Stay rods.— Bullers, Ltd. | ; | 
Alr litte saddles for arms.—Bayliss, Jones & Bayliss, Ltd.; C. Richards and 


+ Sons, Lid. 
Insulator spindles.—Buvers, Ltd. 
Steel wire, — Dorman, Long & ĉo., Ltd. i = 


Galvanised iron wire.—Rylands Bros., Ltd. 
. ' fondon.—-Stepney. Electricity Committee. ' Accepted 
tenders: 7 | 
Cleve А Co.—80-90 tons D.S. nuts at 27s. 6d. aton; E. Foster & Co., 100 tons 
. West Cannock {-іп. slack, at 19s 4d.a ton. 

The Committee recommends the renewal of the contracts for a further 12 
months with the Reason Manufacturing Co., Ltd., for meters, at an increase of 
10 per cent., and for demand indicators, at an increase of 5 per cent. on the 
present contract prices, and with the Venner Time Switches, Ltd., for time 


switches, at an increased price of 10 per cent. | 
· The Committee has accepted the offer of the B,T.H. Co. for three earthing 


switches, at £55 10s. | PE 
Woorwi0H B.G.—Bruce Peebles & Co.—Motor oonverter, 113,825. 


"MARYLEBONE. — The Electricity Committee recommends the 
Council's acceptance of the offer of the British Westinghouse 
E. and М. Co., Ltd., for two air-pump motors, at £329, and the 
offer of Edisgn Accumulators, Ltd., of £216 for a special battery 
for the electric vehicle. 22А | 
. HAMMERSMITH.—The Electricity Committee recommends : 


` That nq tender be accepted for fitting mechanical stokers to three of the oldest 
boilers, but that the boilers in ев be disposed of as soon ав possible ; 

. That the tender of Messrs. J. P. Hall & Sons for a boiler feed pump (plunger 
type), at £959, be accepted, and also that of Mr. E. C. Berridge of £145 fora 
strainer for condensing water. | 

Я JS MERE M i 1 Pal TEN 
PoPLAR.—Electricity Committee: Accepted tender: 3,500-kw. 
turbo-generator, with G.E.C. machine, £20.389.— Messrs. Willans 
and Robinson, Ltd. gt use 
G.P.O.—' The General Electric Co., Ltd, have again secured the 
contract for Osrara lamps—until March, 1918. | 


Sunderland. —T.C. Electricity and Lighting Committee : 
кже ^; C: C. Wakefield & Go.—Transformer oil. ` . 


- Staveley Coal and Iron Co.—Cast-iron piping. 
George Angus & Co.—Pipe joints. T 


ips a 

Swwindoa.— T.C. 300 tons of East Cannoin screenings 
coal for.the Electricity Works.—Bowater, Ltd., of Birmingham ; 
228. 6d. рет ton net. ` *  - ERE 


LI 


Acmepted tenders forfuel:—. у, 
, Holly Bank Co.—W&shed fine, 80,000 tons ; 188. per ton delivered. 
-Holly Bank Co.—D.8. nuts, 15,000 tons ; 16s. per ton delivered. 
Mid-Cannock.—Fine slack, 8,000 tons ; 18s. 9d. per ton delivered. 
Coombes Wood.—1$-in. slack, 10,000 tons ; 12s. 9d. per ton delivered. 
nit LX pini гаро tons; т a ton delivered. · 
water.—East Cannock, ng per week; '15в. 6d. per ton delivered, 
Beeirtnall .& Clelínd.-«East Cannook, 50 tons per week; 15s, 6d. per ton 


Ug ered. : бао ы : р Я ` à 
- Brenfnalt &.Cleland.~Coke dust, 5,000 tons ; 5. 64, pér ton delivered. 


"Wolverhaiapton,— Corporation Electricity Committee. 


es, Ltd. ; Satchwell & Gittings; C, J. Thursfield and, 


«mo. mam 


FORTHCOMING EVENTS. .. .. 


0 


ER Р ‘ E Se a f DEC 
Physical Society of London.— Friday, June 22nd. At 6 p.m. At the Imperial 
College of Science, South Kensington, S.W. Ordinary meeting. 
Incorporated Municipal Electrical Association. — Friday, June 22nd. 
At the Institution of Civil Engineers, Great George Street, 8.W., at 
10 a.m., Council meeting; at 10.30, Annual general meeting. р 

Association of Su rvising Electricians, — Tuesday, June th. At 
1.45 р. . At St. Bride's Institute, Ludgate Circus. Annual general 
meeting. І 

Tramways and Light Railways Association.—Friday, June 29th. At 
8 p.m. At the Institution of Civil Engfneers, Great George Street, 
S.W. Annual congress. 


OUR HALF-YEARLY INDEX. 


r 


As it is necessary to effect every possible, economy in 
paper consumption, the Index to Vol. 80 of the Enxc- 
TRICAL REvrEw, which will be printed in the course of а few 
weeks, will be supplied only to those who, through the post, 
specially apply for it. To such it will be supplied, for 3d. 
post free. Any reader or advertiser at Home or Abroad 
who requires a copy for binding, or for other purposes, is 
asked to make application therefor promptly to: The 


. Publisher, ELECTRICAL Review, 4, Ludgate Hill, London, 


ое. : Я ; IN 


| |. NOTES. . 
Redistribution of Coal Available for Steam Boiler 


Purposes.—The Controller of Coal Mines recently circulated a 
large number of forms asking for information regarding coal used 
by steam boiler owners throughout the country. Many of these 
have not yet been returned, and firms who have received such 
forms are, therefore, requested to forward the particulars asked for 
to the Controller at once, otherwise it may not be possible for their 
requirements to receive consideration in connection with a scheme 
which is being prepared to enable a suitable supply to be main- 
tained for all concerned. Any firms or persons using coal for Jand 
boilers who have not received a copy of the form should apply to 
the Controller of Coal Mines, Вох D.8.R., 8, Richmond Terrace, 
Whitehall, S.W. t. Low А UE fs 


. Illuminated Signs in Scotland Prohibited.— The Times 
states that sky sign lights, illuminated advertisements, and other 
lights used outside, or at the entrance to, shops or places of amuse- 
ment are prohibited in Scotland, as from June 15th. 


Bosch Magneto Co.— We stated in our issue of April 13th 
that the British interests in the Bosch magneto had been purchased 
by Messrs. Vickers, Ltd. It is now announced that Messrs. Vickers © 
have formed & new company—the British Lighting and Ignition 
Co., Ltd.—which is makirig highest grade magnetos known as the 
" B.L.LC." The company has its offices at 204, Tottenham Court 
Road, London, W. 1, 


.Institution and Lecture Notes.— Institution of Elec- 
trical Engineers.At a special general meeting of corporate 
members on Thursday, last week, the resolution altering the articles 
of association to provide for voting by proxy, which was passed at 
the meeting on May 17th, was duly confirmed. 


_ Sterling Athletic and Social Club.—On Saturday last 
the sports ground of this club. which has been provided by the 
directors of the Sterling Telephone and Electric Co., Ltd., for the 
use of their employés, was formally declared open by Sir John H. 
Bethell, chairman of directors, and a very full and interesting pro- 
gramme was carried out under ideal weather conditions. The 
president. of the club, Mr. Guy Burney, briefly introduced Sir John 
Bethell, who, in performing the opening ceremony. expressed the 
regret of the directors that they were not permitted to erect a 
pavilion and carry out the improvements in canteen and cloakroom 
accommodation that they contemplated, until the close of the war. ` 
He emphasised the necessity for closer relations between ‘capital 
and labour, and the earnest desire of the directors to promote the 
welfare of their employés in every possible way. ` 

The ground, which covers about six acres, and adjoins the works 
at Dagenham, has been laid out for games of all sorts. There was 
a very.large attendance of employés and their friends, and the 
arrangements made by the Executive Committee were admirably 
complete and efficient. The principal event was the one-mile 
running championship, for which a handsome challenge cup was 
presented by Mr. Burney: it was won hy Mr. A. E. Elliott in 
5 min. 32 sec., Mr. R. Miles running second. The Iadies’ eventa 
were ao ei tans and well contested. The numeroüs 
prizes were han to the winners by Lady Bethell and Mrs. 
Burney, and during the evening a musical programme was per- 
formed by members of the club, the proceedings ending with ‘a 
dance. n жүгү a А . . red E А р 
` Electrical: Accessories Association, Ltd. — Тһе second 
annual ordinary general meeting of this association will be held at 
the registered offices of the association, 50, Cannon Street, Eo. on 


i. 3x ` 


Thursday, June 28th, at 6.30 рш. 
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Foreign Trade.— THE May Ficures.— The official 


returns of imports and exports during last month contain the 
following electrical and machinery figures :— 


May, Inc. or 5 months, 1917. 
Я IMPORTS. 1917. ‚ dec. Inc. or dec. 
Electrical goods eve 99,774 — 86,715 = 41,132 
Machinery... 788,379 — 98467 — 242,718 
ЕХРОВТВ. "I 
Electrical goods 4... 237,098 —114,053 — 157,571 
Machinery 1,695,284 — 225.566 + 1,008,295 


Volunteer Notes. — County or LONDON ENGINEER 


VOLUNTEERS (FIELD CoMPANIES).— Headquarters, Balderton Street, 
Oxford Street, W. 


Orders for the week, by Licut.-Colonel C. B. Clay, V.D., commanding [— 

Monday, June 25th.—Technical instruction for No. 8 Company, Right Half 
Company, at Regency Street. Drill, No. 8 Company, Left Half Company. 
Signalling Class. Recruits’ Drill, 6.30.. 


Tuesday, June 26th.—Lecture, 6.80. Company Commander Castell. Physical © 


drill and bayonet fighting, 7.30. 
Wednesday, June 27th.—Drill, No. 1 Company, Right Half Company. 


Thursday, June 28th.—Drill, No. 2 Company, Right Half Company. Ambu- 
lance Class, 6.80. Signalling Class. 


Friday, June 29th, —Technical instruction for No. 8 Company, Left Half 


Company, at Regency Street. Drill, No. 8 Company, Right Half Company. 
Recruits’ Drill, 6.30. 


Saturday, June 80th.— Commandant's Parade, 2.45; uniform, for drill in Hyde 
Park. Recruits’ drill, 2.30. 


Sunday, July 1«t.—Parade Clapham Common (Tube Railway), 9.45 a.m., 
for work at Bombing School. Uniform. Rations to be carried. 


MACLEOD YEARSLEY, Adjutant. 


Piece-Work Rates.— The adjustment of piece-work rates 
of wages and other systems of payment based on output, necessi- 
tated by alterations in manufacturing methods, has been a fruitful 
source of difficulty in the industrial world. But very satisfactory 
results are now expected to flow from the friendly discussions of 
the questions which have been included in the negotiations -on the 
Munitions of War Bill conducted by Dr. Addison and Mr. Kellaway, 
with the Engineering Employers’ Federation and with representa- 
tives of the A.S.E. and the Federation of Shipbuilding and Engi- 
neering Trades.. An agreement on this point would probably do 


more than any other single amendment of the Munitions of War | 


Acts to remove suspicion and prevent misunderstandings in future, 


and all friends of industrial peace will share in the hope that the ' 


important agreement which is being negotiated will be attended 
with complete success.— Dail y Telegraph. . \ 


Peat Utilisation in Ireland.—A Joint Committee has 
been appointed in Dublin of the Institution of Electrical Engineers, 
the Institution of Civil Engineers of Ireland. and the Engineering 
and Scientific Association of Ireland, with the object of investigat- 


ing and reporting upon the utilisation of the peat deposits of 
Ireland. | 


The Board of Trade Electricity Supply Committee.— 
We understand that 27 municipal authorities have supported the 
resolution passed by the West Ham T.C.,and 31 authorities that 
passed by the Bradford City Council, urging the necessity of 
increased municipal representation on the above Committee. Mr. 
Finney, the member for North-West Staffordshire, asked a question 
in Parliament, last week, which drew from the President of the 
Board of Trade, in reply, an assurance that the representation of 
local authorities on the Committee would be increased. 


Bradford Fuel and Food Control.—The Corporation has ` 


appointed a Committee to set up immediately machinery for the pro- 
bable control and distribution of coal and foodstuffs. It is proposed 
to use the city tramways for transport, particularly during the 
night. The idea is not immediate competition with traders, but 
preparation for emergency—compulsory rationing, grave shortage, 
or other eventuality. It is held that large supplies of coal. could 
be stored at the gasworks yards, for retailing when necessary at 
reasonable prices. The Committee is to exercise an influence to 
steady prices and prevent profiteering. There is yet some doubt as 
to the legality of the proceeding, and as to whether the Committee 
would have any power to enforce its decisions. 


Labour Unrest Commissioners.—According to the 
Times, several corrections need to be made in the list of Commissioners 
published on page 655 of our last issue. The third member for the 
West Midlands Division is Mr. J. W. Ogden, J.P.; the third mem- 
ber for the South-West Division, Mr. T. Chambers; and the third 
member for the Scottish ‘Division, Mr. A. G. Cameron.. Our con- 
temporary adds that Mr. G. M. Hodgson, of. the offices of the War 
Cabinet, has been appointed secretary to the Commission. 


Tasmanian Electrolytic Zinc.—It is officially reported 
that, provided no delays are experienced in regard to the delivery 
of the equipment, the first unit of the electrolytic zinc plant at 
Risdon, near Hobart, will be in commission in August. The 
estimated output of this section is 10 to 11 tons of high-grade zinc 
per day.— Sydney Daily Telegraph. 

Electricity in Agricultare.—Mr. W. T. Kerr, electrical 
engineer to the Hereford T.C., has been invited to give evidence 


before & Government Committee on the Use and Distribution of 
Electric Power for Agriculture. 


In a report to the Aylesbury T.C., Mr. W. A. Turnbull, the elec- - 


trical engineer, says an electro-culture experiment on a small scale 
is being carried out on an allotment at the electricity works, and 
he hopes to fix up a further installation in the near future. 


Russian Government Electrotechnical Section. — At 
the Ministry of Trade and Industry, a special electrotechnical 
section has been formed under the guidance of V. M. Speransky, 
the abject of which is to study the needa and interests of the 
Rusalia clectrotechnical industry and to work out the problems 


affecting its development. This Committee in ite turn has formed 
а special body, to deal with the most important questions, chiefly 
legal suggestions, made up of representatives of Government 
Departments, economic societies, &c. At а recent meeting of this 
Council, it was decided to approach the Provisional Government 
with a project for the temporary control of the use of the country's 
water power. ' ° 


L.C.C. Employes’ Wages.—The Court of Arbitration | 
has decided that shift workers and certain other persons employed 
at the Greenwich generating station, including senior, junior and 
sub-station switchboard attendants who work overtime only when 
additional assistance is required, are to be paid an extra overtime 
rate of time-and-a-quarter on the six week-days, and double time : 
on Sundays and Bank Holidays ; no extra overtime rate ів to be 
paid where overtime is worked owing to the absence of workmen. 


Appointments Vacant.—Assistant electrical engineer 
(£240), for the Eastern Command; chief clerk (50s.), for the 
Beckenham U.D.C. Electricity Department ; charge engineer (40s. 
to 45s.), for the Bedford Borough Electricity Works ; station 
engineer (£250), for the Didcot Ordnance Department ; fitter 


(50s.), for the Leek U.D.C. Electricity Department. See our adver- 
tisement pages to-day. 5 
OUR PERSONAL COLUMN. і 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electrie tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Marylebone Elec- 
tricity Cominittee has increased the salary of Mr. T. C. 
Bacon, chief mains assistant, from £5 7s. 6d. to £5 15s. per 
week; that of Mr. W. Harper, chief assistant to secretary 
and accountant, from £4 12s. 6d. to £4 17s. 6d. per week; 
and that of Mr. G. H. Evans, meter superintendent, from 
£4 12s. 6d. to £5 per week. The Committee recommends 
that Mr. F. B. Leonard, chief station superintendent, who 
has satisfactorily carried out the duties of station superinten- 


-dent during the sick leave of Mr. T. K. Richardson, be 


appointed from June 156 station superintendent at a salary 
of £400 per annum. The Committee has received a communi- 
cation from Sir Arthur Duckham, K.C.B., expressing his 
appreciation to the Council for lending Mr. Seabrook’s ser- 
vices in connection with the experiments on the economical 
use of coal. 

The L.C.C. Highways Committee recommends that Mr. T. 
E.' THOMAS, commercial superintendent of the Metropolitan 
District Rly. Co. and L.G.O. Co,, &c., be appointed develop- 
ment superintendent in the traffic branch of the Council's 
tramway department at a salary of £800 a year. 

Mr. R. N. Cors, formerly assistant to Mr. A. Blake, engi- 
neer at the Fareham U.D.C. electricity works, has been 
appointed to the charge of an electrical station under the 
Indian Government. He has been on military service in India 
since the outbreak of hostilities. 

Mr. F. Ноѕкем, tramways manager at Darwen, has been 
offered an Admiralty position as a technical officer in the 
Midlands. The appointment will not preclude him from super- 
vising the working of the local tramways by periodical visits. 

The salary of the electrical engineer and tramway manager 
at Kilmarnock has been advanced by £100 per annum. Those 
of Mr. Bexon’s assistant, Mr. W. Upton, and Mr. V. Allan, 
the station superintendent, have been raised „ю £200 per 
annum. | 

Mr. R. ALLAN Brown, chief electrical engineer to Falkirk 
Corporation, prior to leaving to take up a commission in the 
R. S., was presented by the employés of the department 
with a gold wristlet watch as a parting gift. Mr. Climie, 
station superintendent, made the presentation. 

Mr. Ernest G. SANFORD, resident engineer and secretary to 
the Burnham ‘& District Electric Supply Co., Ltd., has been 
appointed resident engineer and secretary to the Minehead 
Electric Supply Co., Ltd. 


General.—Mr. J. 5. HiGnriELD has removed his office to 36, 
Victoria Street, S.W. He continues his connection with the 
Metropolitan Electric Supply Co., Ltd., as consulting engi- 
пеет. | 

Messrs, Couzens & Brown, consulting engineers, are re- 
moving from 50, Queen Anne’s Gate, and their address will 
be 9, Old Queen Street, Queen Anne’s Gate, Westminster, 
S.W.1, dating from June 24th. Telegraphic address and tele- 
phone number unaltered. 


Roll of Honour.—Cleveland and Durham Electric Power, 
Ltd., of Middlesbrough, have released from time to time 79 
of their employés to join the Colours. The following have 
laid down their lives for their country :— 

Corpl. A. Barnes, Durham L.I., junior engineer, Grangetown power station. 

Pte. W. Bracegirdle, R.N.D., Weardale power station. 

Gar. W. Cadman, H.R. Heavy Batt., junior engineer, Ayresome power 
station. 

Sergt. T. Lewis, Northum. Fus., Clarence power station. 

Pte, J. Rowlands, Durham L.l., Bishop Auckland district. 

Pte. W. Tague, Durham L.I., Bishop Auckland district. 

Corpl. Woodward, Durham L.l., linesman, Bishop Auckland district. 

Acting P.O. T. Hodgins, R.N.D., fireman, Weardale power station. 

Sec.Lieut. E. J. Rapp, Bnd Yorks. Regt., junior engineer, Grangetown 
power station, 
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In addition, 10 employés have been more or less severely 
wounded. The following honours have been won :—Sec.- 
Lieut.. T. Walton, Albert Medal, Second Class; Sergt. C. 
Hindle, Military Medal. Several other employés have earned 
their commissions. 


Major A. W. ViaNOLES, the Grimsby borough electrical © 


engineer, has been decorated with the D.S.O. He is at pre- 
sent acting Lieutenant-Colonel,- and is in command of a 
battalion. 

Captain Н. Kemper, South Lancashire Regiment, who has 
been killed, aged 32, was with the Westinghouse Co., at 
Trafford Park. . 

Lance-Corporal С. W. ВАТСНЕГОВ, Bedfordshire Regiment 
(from the staff of Messrs. Rogers & Gowlett, electrical engi- 
neers, Watford), who has been gassed at the front, has gained 
the D.C.M. for bravery and good work on April 10th. 

The Military Cross has been awarded to Temporary-Captain 
E. A. Barker, R.E., borough electrical engineer at Barnsley. 

Sergeant B. Puant, Lancashire Fusiliers, reported missing, 
was an employé of Messrs. Taylor & Tunnicliffe. 

Second-Lieutenant Norman R. ре Pomeroy, R.F.C., re- 


ported killed, after being missing since October 20th, 1916, - 


was in the test department of the B.T.H. Co., at Rugby. 
Private G. W. HiPwEL, Oxford and Bucks L.I., formerly 
at Rugby, with the B.T.H. Co., and recently listed as miss- 
ing, was killed in action on May 3rd. 
Private C. S. Inwoop, Worcester Regiment, who has died 
in a French hospital for wounds, was an electrical apprentice 
with Mr. S. P. Marsh, electrical engineer, of Rugby. 
The Military Medal for gallantry in action has been awarded 
to Sapper J. WRATTEN, Signal Section, R.E., who was on 
the staff of Mr. A. J. Bessant, electrical engineer, of East- 
bourne. | | 
Private W. T. Rorre, Royal Fusiliers, who was with 
Messrs. Crompton & Co., Ltd., Chelmsford, has fallen in 
action. | 
The D.O.M. was presented last week to Private BERTRAM 
Watson, Royal Warwickshire Regiment, who was employed 
by the Manchester Corporation jn the electricity department. 
We regret to announce the death of Captain B. J. Moore, 
M.C., R.F.C., which took place on Sunday, June 10th, at 
Gosport. When flying at a great height his machine nose- 
dived to the earth through some unknown cause, and he was 
‘instantly killed. Captain Moore was an Associate Member 
of the Inst. of E.E. He was the grandson of the late Mr. 
John Fuller, and the nephew .of Mr. George Fuller, the 
ыд director of John C. Fuller & Son, Ltd., of Chadwell 
Heath. He was associated with that firm in business. Being 
engaged in the manufacture of mechanical and electrical mat- 
ters connected with the working of internal-combustion 
engines, his interest went in that direction, and at the out- 
break of the war he at once offered his services to the Royal 
Flying Corps. On account of his age, it was not easy to 

uickly get a commission, and rather than wait he took his 

ying certificate and enlisted as a private. After some ser- 
vice in England he went to the Front, and eventually re- 
ceived his commission as captain. He was awarded the Mili- 
tary Cross, which was presented to him by the King in Febru- 
ary last. Captain Moore was of а very winsome disposition, 
and had & very large circle of friends. i 

Second-Lieutenant J. M. CrLAnx, Royal Irish Rifles, wounded 
in action on 7th inst., is a son of the Rev. Canon Clarke, Kil- 
lead, Co. Antrim, and by profession an electrical engineer. 


Marylebone Electricity Committee' reports that one of the 
youngest employés in the department serving with the Army 
in France has been awarded the Military Medal for capturing 
an enemy machine gun and team :—Rifleman JoHN NonRis, 
who volunteered in May, 1915, when only 17 years of age, 
and has seen much service in France. 

Second-Lieutenant G. A. M. LraTHEM, Royal Irish Rifles, 
wounded in action on 7th inst., was on the staff of the Bel- 
fast Corporation electric station. 

Sergeant Н. Braman, Acting Company Sergeant-Major of 
the 1st Battalion Gordon Highlanders, has gained further dis- 
tinction on the battlefield. Two men of the R.A.M.C. were 
buried in a dug-out by a gas shell, and all the passages lead- 
Ing to and from the dug-out were blocked. In gallantly 
attempting to 1escue these men under shell fire, the R.A.M.C. 
doctor and Sergeant Bramah—the latter being at that time 
 Severely wounded by shell splinters— were themselves ren- 
dered unconscious. Sergeant Bramah has now been awarded 
a bar to the Military Medal which he gained in July last. He 
18 on the resident engineer and surveyor’s office staff at the 
County Asylum, Hellingly, and is at the Summerdown Camp, 
Eastbourne. 


Obituary.—Mr. М. О. TrAGUE.—À Times advertisement 
records the death on June 14th, after a long illness, of Mr. 
Morice Ord Teague, A.M.I.E.E. Another advertisement in 
the same paper states that Mr. BERTRAM Henry Hewetr, 
A.M.I.0.E., died in Bombay on June 11th. Mr. Hewett, we 
believe, was electrical and mechanical engineer to the Bom- 
Lay Municipality. 


Will.—The late Sir W. Macponatp left £200,000 to Mac- 
donald College, which is affiliated to McGill University. 


NEW COMPANIES REGISTERED. 
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Veritys Founders, Ltd. (147,638) .—Private company, 
Registered June 2nd by Slaughter & May, 18, Austin Friars, E.C. Capital, 
£100,000 in £1 shares. To acquire all or any part-of the deferred ord. 
shares of Veritys, Ltd. Agreement with G. Verity, J. F. Lister, B. C. Evans, 
and T. Гопѕ. The subscribers (cach with one;share) аге: G. Verity, Plume 
Works, Aston, Birmingham, engineer; B. C. Evans, Plume Works, Aston, 
Birmingham, company director. The first directors are: G. Verity, J. F. * 
и; po Evans, and T. I’ons. Solicitors: Slaughter & May, 18, Austin 

riars, E.C. 


C. E. Falconbridge, Ltd. (147,691).—Private company. 
Registered June 9th. Capital, £2,000 in £1 shares. To carry on the business 
of electrical engineers and contractors, suppliers of electricity, carriers of 
passengers and goods, &c. Agreement with C. E. Falconbridge. The sub- 
scribers (each with one share) are: C. E. Falconbridge, 114, Mansfield Road, 
Nottingham, electrical engineer; J. T. Kamp, 19, Highfield Road, West : 
Bridgford, Notts., electrical engineer; H. 'E. Crammard, 126, Radcliffe Road, 
West Bridgford, Notts., electrical engineer. The first directors are not named. 
Solicitor: A. Barlow, 1, High Pavement, Nottingham. ` 


Moul & Co., Ltd. (147,715).—Private company. Regis- 
tered June 12th. Capital, £2,000 in £1 shares. Manufacturers of, and 
importers of and dealers in, all kinds of speed-indicating apparatus and parts 
thereof and accessories thereto, metallurgists. mechanical and electrical engi- 
neers, &c. The subscribers (each with one share) are: J. C. Moul, 186, 
Tunney Road, S.E. 21, engineer; W. A. Landan, 115, Westbourne Terrace, 
W.9, merchant. Registered office: 1, St. Anne's Chambers, Orchard Street, 
Westminster. . 


British Barimar-Thermit Welding Co., Ltd. (147,739).— 
Private company. Registered June 15th. apital, £5,000 in £1 shares. 
Welders, annealers, metal founders, casters and workers, wire drawers, tube 
makers, japanners, enamellers, engincers, boiler makers, electrical engineers, 
motor vehicle, cycle, motor boat, and aeroplane manufacturers and repairers, 
&c. The subscribers (each with one share) are: C. W. Brett, The Bee Hive, 
Bridge Road, Maidenhead, engineer; H. E. Lamplough, Brampton, Rickmans- 
. W. Brett, H. 
Solicitors : Kenneth 


worth, engineer. The first directors are: H. A. Blackwell, 
E. Lamplough, and W. L. Turner. Qualification, £250. 
Brown & Co., Lennox House, Norfolk Street, W.C. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


San Luis (Mexico) Tramways, Ltd.—Particulars of 
£10,000 prior lien debentures created May l4th, and secured by trust deed 
dated 1917, filed pursuant to Section 93 (3) of the Companies (Consolidation) 
Act, 1908, amount of the present being £1,000. Property charged: 2,997 
shares of a Mexican company, referred to in a trust deed of July 15th, 1912, 
and the company's undertaking and property, present and future, including 
uncalled capital. Trustees: H C. Walters and A. Naylor. 


Keswick Electric Light Co., Ltd. (28,820).—Capital, 
£20,000 in 15,000 pref. and 5,000 ord. shares of £1 each. Return dated April 
14th, 1917. 3,420 ord. shares taken up; £3,420 paid. Mortgages and charges: 
£10,100 5 per cent. debentures. 5 | 


CITY NOTES. 


Mr. HERBERT ALLEN, presiding at the 


Anglo. annual meeting, said that in 1916 they 
Portuguese did a record business, with a record in- 
Telephone crease of subscribers, income, and profit. 
Co., Ltd. The current year promised to show equally 


' satisfactory results. The gross income in 
1916 was better by £11,655 than for 1915, but the net profit 


increase was only £2,493, owing to increased cost of materials 


and labour, and chiefly to loss on remittances. The loss on 
exchange for the current year might be anything from £20,000 
to £95,000, or possibly even more, and that was one reason 
why they had adopted on this occasion a rather more con- 
servative dividend policy, although they expected some set-off 
in the normal growth of thé business. They also had to take 
into account further capital requirements. The end of the 
war was not yet in sight, but even a victorious ending would 
not necessarily herald a sudden loosening of the purse strings 
of capital. They must, therefore, be preparéd to rely to a 
considerable extent, and fot some time to come, upon their 
surplus revenues for meeting capital requirements. It was 
well to be on the safe side and husband their cash resources. 
and so they were recommending a curtailment of the dividend 
until they could see their way ahead a little more clearly. A 
special resolution was passed at the meeting increasing the 
authorised capital from £150,000 to £200,000. 


Mr. C. S. B. Нптох presided at the 


Birmingham annual meeting on June llth. Не said 
District that the traffic receipts of the tramways 
Power and were nearly £7,000 better than in 1915, 
Traction and the total revenue was better by £7,900. 
Co., Ltd. The expenses showed a considerable in- 


crease. Only £515 was expended on re- 
newals, owing to the impossibility of obtaining materials and 
labour. The wear and tear of the track and rolling stock 
was becoming more and more accentuated day by day, and 


the ultimate cost of renovation would inevitably be increased, 


so that it was necessary to accumulate as large a fund as 
possible for this purpose. Briefly stated, they had, after pro- 
viding fully for reserves, held their own, and increased the 
carry-forward by £3,000. They were paying 44 per cent. on 
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the preferred ordinary shares, and carrying forward £5,569. 
The Shropshire Power Co., in which they were interested, 
had paid a dividend of.4 per.cent., compared with 34 per 
cent. for 1915. The output of that company was more than 
doubled (increase J15 per cent.) арӣ it was still growing. 
The Birmingham. & Midland Motor Omnibus Co. was ad- 
versely affected by the petrol restrictions and labour shortage. 
The tramway companies in which they were interested had in 
alinoet. every. case paid slightly larger dividends, and carried 
increased sums to reserve. ME 

E . був Тону Gavey presided at the annual 


United. · meeting on June 12th. Не said that the 

. River Plate ‘accounts were extreniely satisfactory, not- 
Telephone | withstanding the difficult times: The rate 
Co., Ltd. of progress :as measured. by- subscribers’ 


M *- stations showed а. distinct improvement, 
though thev had not, of course, reached the annual rate of 
increase which they had attained before the war. -The net 
profit was £281,855, as against £193,771 for 1915. Their 
capital.expenditure during 1916 was appreciably less than in 
1915: a large amount of work having to be held over owing to 
the non-arrival of material. and some even might not be im 
their hands this year. Their trunk line system giving con- 
nection to the cftv of Buenos Aires rematned as at the out- 
break of war.. Small exchanges had been opened at Bernal, 
Ituzaingo, Castelli, Fisherton, and Dionisia, and the common 
battery switchboard installation in the La Plata exchange 
referréd to last year had been’ brought into service with ‘good 
results. A ‘considerable amount of underground plant had 
been laid in Buenos Aires, as well as in Mar del Plata, the 
Argentine Brighton, and they had also completed an aerial 
cable scheme in Rio Cuarto, an important town in Ше pro- 
vince of Cordoba, which had greatly improved the service. 
In Buenos Aires only two exchanges remained to be con- 
verted to the common battery system. For one of these (Bel- 
grano) the new building was now practically completed, the 
switchboard was in course of manufacture, and they hoped 
early next vear, if all went well, to have the exchange work- 
ing. For the other, and last, exchange (Barracas), they had 
recently purchased a site for the new building at a favour- 
able price, but it would not be possible to proceed with the 
manufacture of the switchboard until after the war. When 
these ‘were completed .the city of Buenos Aires would Бе 
wholly provided with ‘telephone plant equal in efficiency to 
that’ of any other great citv in: the world; but, of course, the 
general: development to’ meet the anticipated growth of sub- 
scribers that would have taken place in normal conditions 
had been arrested. Careful surveys made in Buenos Aires in 
the years 1912-1913, and fully studied by the board in per- 
sonal \communication with the general manager, the engineer- 
in-chief, and the conaulting engineers, had shown the need 
for at least three large additional exchanges to meet the 
anticipated requirements between the vears 1918-1922, and 
the site for one had been actually purchased when the war 
broke out. Owing to the lack of materials the proposals 


thev used became Increasingly and, finally wholly, engaged on 
war work, so that great difficulty was experienced in obtain- 
ing stores, even for maintenance .and renewal purposes. 
Fortunatelv, the ample provision made for growth in the shape 
of spare ‘plant, which must always be provided in a progres- 
siya telephone service, had enabled the company. to meet the 
incrense of subscribers up to now, although should the war 
last for w considerable period much difficulty might Be experi- 
enced later. ‘The results for the current vear promised to 
be ns good as those that were before them that day.. 


* 77575 ! е Société d'Energie du Sud-Ouest. 
" *A French . 


‘which’ has an. ordinary. share capital of 
>- Supply | £960,000, and loan capital of £545,000, re. 
' ` Company. : ports that the production of the company's 


| "works in 1916 experienced a considerable 
increase, owing to the growing demand of the many industries 
engaged on work for the national defence in the district of 
Bordeaux. It was possible to cope with the emergency by 
the utilisation of the available hydraulic power to a greater 
extent, and by the more active working of the Tuiliére steam 
pewer station. The latter, which was established principally 
to work only during the rises from periods of low water, had 
to be kep*. in operation every day, and had yielded increasing 
quantities of energy as a result of the starting of a new 
unit of 10.000 xw: in March, 1915. The complete utilisation 
also of the Tuiliére hvdraulic power, together with the ad- 
vance in the prices of coal-and the growing increase in the 
demand.for energy produced at the steam power station, ren- 
dered it urgently necessary for the companv rapidly to con- 
struct one of the hydro-electric works which had heen investi- 
gated for the Dordogne above Tuiliére. "The Mauzac fall, 
where an existing dam is to be used, and. for the utilisation 
of which the necessary administrative nuthoritv had been 
obtained. was first to’ be taken in hand; and it could Бе 
eduinped with six ‘units. each of 2.000 H.P. The second. 
which would be situated between Mauzac and Tuiliére, could 
be established subseauently, and be provided: with six units, 
eacli of 3.900 m.r. -Tt is estimated that the expenditure on 
the first statioh, nnd on the feeders and distributing works, 
will amount to £840,000, and it is proposed to raise a loan 
o£. £640,000 for this purpose іп the. first. place, and to increase 


the share capital by £240,000 ‘at a later period. "The'com- 
pany's accounts for 1916 show net profits and balance for-. 
ward amounting to £07,000, and a dividend at the rate of 
6 per cent. has been declared. 208 | Pod = 
' Mr. W. G. Юлик presided at Cardiff 
South Wales | 


recently over the annual meeting of the 
Electric Power сошрапу. {A full report of the meeting 
appeared in the Cardiff and South Wales 


Distribution 
|. Go. Journal of Commerce.] He first referred 
| to the death of Mr. S. Boulter, who was 
appointed debenture agent uler the 1908 Act, and., who 
represented large interests and rendered valuable services dur- 
ing their very troublous times in 1908. Mr: G. Collis, had 
been appointed to fill the vacancy. Seventy-two of the com- 
pany's 200 employés (36 per cent.) had joined the Forces, and 
seven had laid down their lives. All the working expenses 
were borne by the Treforest Electrical Consumers’ Co., Ltd. 
The units sold: increased by 1,090,805 to 30,058,461. ^ Under 
the ciretunstances this was satisfactory. -Remote as the con- 
nection between the business of an electrical supply’ under- 
taking and shipping might appear to be, yet their ontput was 
affected to a considerable extent by the supply: of tonnage at 
the coal shipping ports in that district. During: the period 
under review, for reasons of which they wefe well aware, the 
shortage of tonnage, combined with the Government restric- 
tions on the export of coal, had naturally reacted on the work- 
ing of the colliery undertakings which took their power supply 
from then, With the result that they had experienced con- 
siderable fluctuations in their output from week to week and 
month to month. This condition of things was bound to 
affect their revenue, and particularly the costs, because, with 
the exception of the coal cost, practically the whole of the 
working expenses and standing charges remained the same 
whether the output was above or below the average. After 
payment of all working expenses. interest.on prior lien deben- 
ture stock, and making provision for depreciation of new 
plant, there was a surplus of £8,555, an increase. of £1;798. 
This surplus, together with the balance of £3:999 in hand at 
the end of 1915, enabled payment to be made of the full 
vear’s interest, £10,000, on the original debenture stock, leav- 
ing. £2,554 to Бе carried forward. Неге, again, the heavy 
increase Curing last year in the cost of stores and material of 
every description and the ever-increasing cost of labour had 
materially tended to reduce the profit they ‘should otherwise 
have.made. Nine years ago,. when the company was re- 
organised, the net revenue of the Treforest Co. was short of 
the amount necessary to meet prior lien debentures iitterest 
by £3,342. In the past year, the net revenue was sufficient 
to meet prior lien debenture ;nterest, and was within £1,506 
of meeting ordinary debenture interest. Тһе company's 
system :һаа grown steadily, its mains now extended to. over 
130 mules; the public utility of the supply had become estab- 
lished, and. it. was reasonable to believe that it. would in 
due time form the heart and arteries of the industries of 
South Wales. The supply was m demand for driving every 
description of machinery at collieries, steel works, chemical 
works, ropeworks,“and numerous other works, and for public 
and private lighting and domestic uses. The additional elec- 
trical plant connected to the eompany's mains during last 
year amounted to 7,422 H.P. The total H.P. now connected 
was nearly 40,000, and further additions were. coming on. 
The adoption of the report was seconded by Mr. T. O. 
Callender, who said that the whole position of the.company 
was steadily improving, and at a tune not far distant the 
company would be able to pay its way. -Those of them who 
had looked somewhat closely into the position of electrical 
supply now, and what might be expected in the future, when 
the war came to an end and peace d une: оге, were 
thoroughly impressed with the position . which. electrical 
energy would hold in the country, and they hàd every reason 


for believing that they were at the beginning of great develop- . 


ments in the use and extension of electricity throughout this 
country.. Knowing the forces which were at work in the 
development of the new England, he had great confidence in 
the future, and especially with regard to.their company. 

-In replving to complimentary remarks respecting his valu- 
able services, Mr. W. A. CHaMEN, the general manager, said 
that never in'our history had the prospects of the electrical 
industry їп this country shown so much promise as now. Не: 
indicdted в new departure which was likely, in his opinion, 
to come dbout within the next few years, and that was the 
application of electricity to agricultural purposes, not merely 
in ploughing and performing agricultural operations of that 


kind, but in: the actual stimulation of the growth’ of érops. 


Experiments were: being carried -on actively at Hereford, and 
he saw no reason why, as those experiments..promised so 
well, a great deal of the same kind of thing should not 
be developed in the rural districts of South Wales: for in- 
stance, in the Vale of Glamorgan and other рагёѕ of the Cow- 
bridge rural district. Of course, their largest output was given" 
to collieries and steel works, and what they might call beavy 
industries of that kind. It might be a little difficult to sav 
at the moment how at such prices as they received for those 
supplies, agricultural supplies could be made to pay, but 
that was a difficultv which could be got over Бу: charging for 
electricity in a different way. He mentioned, that matter 
because it was already engaging the. attention of a consider- 
able number. of people throughout the country. 


í 
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LORD STUART OF WORILEY presided ‘at 


London and the annual meeting, on June 13th. He 
Suburban said that the conditions due to the war had 
Traction seriously affected the prosperity of all the 
Co., Ltd: companies in which the London & Sub- 


urban Co. was interested, but it was doubt- 
ful whether, even if there had been no war, the expectations 
of the net revenue derivable from the London United Train- 
ways Co. which were formed at the time of the amalgamation 
effected by the London & -Suburban Co. could have been 
realised. The cost of maintenance and repair of the perma- 
nent way and rolling stock had been greater than expected, 
and the elimination of competition had not been carried out 
io the extent hoped for. Discussions between their company 
and ihe Underground Railway Co. had taken place with a 
view to the better co-ordination to the traffic facilities in 
Greater London, and it was hoped that these would lead to 
better understandings, and would result in improved profits 
to their company. The unfortunate results of the past year's 
working of the London United Tramways Co. were entirely 
` due to the increase in the cost of working, for which the 
abnormal conditions caused by tho continuance of the war 
must be held accountable. The present erisis in the fortunes 
of the London United Tramways need not cause anxiety as 
to the future of their own company, but the board would 
have to do all they could in the coming negotiations with the 
first mortgage debenture holders of the London United Co. 
to safeguard the £68,000 which they owed to the London and 
Suburban Traction. In view of the increase in the wages bill 
of certain of their subsidiary companies, and other difficulties 
which the continuance of the war must bring about, share- 
holder’ could hardly expect him to express optimistic opinions 
as to the prospects of the present year’s operations, but it was 
to be hoped that the genial weather which had been experi- 
enced since May Ist might continue for the rest of the sum- 
mer. In view of the abnormal increase in the costs of opera- 
tion of their various enterprises, the board had for some time 
past been devoting their efforts to increasing where possible 
the price of its commodities. They were considering pro- 
posals for a general increase of fares. 


Southern Brazil Electric Co., Ltd.—The year 1916 was 
one of eonsiderable trouble as regards the development and 
extension of the company's interests in Brazil, owing to the 
difficulty of obtaining the requisite materials from abroad, 
and the restrictions and delays attending their shipment. 
These difficulties are more likely to increase than diminish, 
and the progress of all new work must therefore necessarily 
be slow. General conditions in the State of Sao Paulo con- 
tinue prosperous, and the rate of Brazilian exchange, which 
at the end of December last stood at 12d., has lately risen to 
134d. The operations of the various undertakings in Brazil 
continue to show satisfactory progress, the gross revenue 
from all sources being 16 per cent. higher, and the net revenue 
14 per cent. higher, than in the previous year. The balance 
to the credit of profit and loss account, after deduction of all 
charges in London and Brazil, and of interest on debentures 
and loans, is £1,199, plus the amount remaining to the credit 
of this account, £3,073, making £4,271, which the directors 
propose to carry forward.—Financial Times. 


Altrincham Electric Supply, Ltd.—During 1916 the 
number of consumers increased by 36 to 1,699. After pro- 
viding for debenture interest and charges, &c., the profit is 
£4,903, plus £918 brought forward. The preference dividend 
is paid, and there is put to general reserve £500, to deprecia- 
tion reserve £1,500, and to excess profits duty £447, carrying 
forward £975. The reduction in profits is due to the Daylight 
Savings Bill, increased price of coal, and higher working costs 
generally. £10,357 was expended on additional plant, mains, 
&c., including a new turbo-generator. Under the circum- 
stances, this expenditure has had to be temporarily provided 
out of the company’s resources. It is not considered desirable 
to declare a dividend on the deferred shares. | 


Singapore Electric Tramways, Ltd.—For 1916, after 
charging debenture interest, depreciation, and royalty to the 
Municipality of Singapore on tramway profits for 1915, the 
accounts show a profit of £9,913, plus £6,033 brought for- 
ward. It is proposed to transfer £3,000 to depreciation re- 
serve account, and to carry forward £7,946. The power ex- 
penses amounted to £17,005, as against £12,319, the increase 
being principally due to the cost of coal. Sales of energy for 
lighting and power show a slight decrease, being £13,530, as 
against £18,789 for the previous year. 


James Keith & Blackman Co., Ltd.—The accounts show, 
after providing for debenture interest, excess profits duty, and 
allowing for depreciation and reserves against doubtful debts, 
a net profit of £33,699, against £32,520. Dividend 10 per cent., 
same as for 1915, free of tax, on the ordinary shares; £20,000 
placed to reserve account, against £10,000; carried forward 
£14,102, against £10,515. 


London United Tramways, Ltd.—According to the 
Times, the committee of debenture-holders appointed to in- 
vestigate the company’s affairs consists of Messrs. David A. 
Bevan, R. H. Benson, J. C. L. Coward, M. W. Mattinson, 
and Albert G. Scott, and this committee will report to the 
debenture-holders at & meeting to be held on July 95th. 


; M 


REVIEW. 


Russia.—The Telephone Construction Co.. has. been 
formed to take over and exploit the E. A. Englund concern 
in Moscow, capital 2,000,000 roubles. "ow 

The General Electrical Co., formed to continue the business 
of the Russian General Electrical Co., capital 94,000,000 
roubles, has begun operations. | РТО 

The United Electrical Engineering Works has been formed, 
with a capital of 750,000 roubles, to take over the Weinstein, 
Vishnyak & Co. electric concern in Petrograd. > > -. 


Richardsons, Westgarth & Co., Ltd.—The accounts for 
1916 show a profit of £119,377, against £76,941; depreciation 
written off £35,000, against £25,000. The question of recon- 
struction has engaged the attention of the directors. They 
are of opinion that the position can only be met by a reduc- 
tion of capital, and a resolution will be submitted to the 
shareholders *'that it is desirable that the capital should be 
reduced and re-arranged."—Times. _ | "A Ж 

Tata Hydro-Electric Power Supply Co., Ltd.— Interim 
dividend at the rate of 7 per cent. per annum on preference 
and ordinary. shares. | awe dee 

Calcutta Electric Supply Corporation, Ltd.—The number 
| d tr ene during the four weeks ended 

pri h, , ümounted to 9,174,948, com wl 
1,917,218 units in 1916. i PES 3 um 


Waygood-Otis, Ltd.—For the year ended March, 1916, 
the profit was £23,501. After providing for depreciation of 
plant and paying the preference dividend,. the balance is- te 
be carried forward. ! ; 


Heenan & Froude, Ltd.—^ tition for confirming ‘the 


reduction of capital from £900,000 1 to £100,500 1s to be heard 
on July 3rd. "E 


. 
urs T 


STOCKS AND SHARES. 


TUESDAY EvEkNiINOG.: 

For some occult reason, the! air raids are supposed Юю. һе 
exercising’ & check upon Stock Exchange business; but if 
we had to make a wager on the point, we would back tHe 
weather and the time of year as being the most potent influ- 
ence of the moment. People do not feel energetic, either 
physically, mentally, or financially, with the thermometer 
standing in the neighbourhood of 90; and although there is a 
fair amount of investment business going ón, this із not 
enough to stir prices to any particular extent. :` ^ | 

The industrial market continues to command what re- 
mains of interest in the Stock Exchange; but, even here, the 
volume of trade passing is small. Marconis havé held their 
rise well; not^quite at the best, they are still substantially 
above the price of a month ago; and a wide circle of interest 
їз agog as to the amount of bonus which the company is 
expected to receive from the Government so shortly. |. .., 

In the Home Railway market there is nothing stirring. 
Undergrounds keep their improvements, and the income bond: 
remain at 34. The 6 per cent. income debenture stock has 
risen to 100. From various sides the directors of the com- 
pany are being urged to put up the fares; and were. they 
to do so, it is probable that the travellers who use the system 
would only feel that they had been lucky to have travelled во 
cheaply throughout nearly three years of war. The storm of 
last Saturday in the Thames Valley and the West End of 
the town did a good deal of temporary damage; but what 
remains of the British workman buckled to with a will on 
Sunday, and in a surprisingly short space of time traffic was 
resumed—at any rate, in part—over the areas, both on the 
roads and railways, where the floods had been most pro- 
nounced. QN 

The electric lighting market shows no change as regards 
its list of prices. There is a growing scarcity of shares, how- 
ever; and the tendency is to quote prices against possible 
buyers. In other words, it is easier to sell at middle prices 
than it is to buy. Edison Swan £3 paid are another 6d, to 
the good at l6s. 3d., making a rise of 5/16 in a fortnight. 
But the fully-paid shares are still unchanged at 27s. 6d., and 
the 4 per cent. debenture stock continues at 713. У 

Eastern Extension shares at 133 show 4 rise, and. are 
amongst the few first-class issues in this market, where there 
is a moderate supply of stock still available for the buyers. 
Those who fancy Eastern Telegraph ordinary stock find 1t 18 
extremely difficult to get the offer of as much as £100 of 
it. Globe Telegraph preference at 10i are better.. United 
River Plate Telephones are ex dividend, and have recovered 
all the deduction. Callenders at 131 are ex their dividend and 
bonus. Henleys remain at 151. 

Marconis have given way a trifle to 64s. 6d., although tke 
official quotation is left unchanged at 34. There is some little 
activity in Canadians and Americans. the former being a good 
market at 11s. 3d., while the latter keep about 16s. The last 
report of the Canadian Marconi Co. was disappornting, but 
it is quite sufficient for the parent shares to go ahead for the 
subsidiaries to sympathise; and various favourable rumours 
are afloat to account for the buying of the Canadian shares. · 

Nothing official hae transpired in regard to Mexico; but 
rumour is busy. Stagnation once more rules in the marketa 


| THE ELECTRICAL REVIEW. 


[Vol. 80. No. 2,065, Јоха 22, 1914. 


for Mexican industrials, while the railway stocks of the coun- 
try are moving irregularly. Amsterdam is trying to buy 
Mexico Tramways bonds; maybe this has significance. Brazi- 
lian Tractions have risen à to 48, the exchange continuing to 
favour Brazilian issues. Rio de Janeiro Tramway first mort- 
gage 6 per cent. gold bonds have hardened to 884; and the 
5 per cent. 50-year mortgage bonds are a firm market at 753. 
San Paulo Tramway 6 per cent. debentures came in the other 
day at 88. Rangoon Electric preference have changed hands 
between 4 7/16 and 44, these carrying the dividend of 3s. 
per share due at the end of June. British. Columbia stocks 
are quiet, pending the arrival of the papers from the other 
side, to which reference was made here last week. 

Anglo-Argentine Tramways second preference fell to 2}, 
which is half their par value. No dividend has been paid on 
the shares since December, 1915; and as this is cumulative, 
there is 18 months' dividend included in the price, when it 
can be met. The distribution is 5s. 6d. per annum. Shares 
have changed hands during the past few days at 47s. 6d.; and 
the first preference are on offer below £3. The 6 per cent. 
debenture stock can be bought at 66. 

British Insulated have risen 5s. to 19$, and it is difficult to 
find shares at all. The iron, armament, and steel group shows 
a good deal of strength, but rubber shares have given way. 
The principal reaction has come in those shares which 
attracted most attention a month ago, the buyers of that 
time now being ready—not to say willing—to take profits 
where such are available. The price of the material is dull 
at 2s. 9d. per lb. Tin was rushed up because of the sub- 
marine figures, though without stimulating business in shares 
of tin-producing companies. Тр mining markets, as in other 
sections of the House, business at the moment in travelling 
on very quiet lines. | | 

SHARE LIST OF ELECTRICAL COMPANIES, 
Номи ELgocreicrry COMPANIES, 


Dividend Price | 
ort, June 19, Rise or fall Yield 
1916. 1916, 1917, this week, р.о, 


Brompton Ота ee ee 10 9 6a == 46 18 6 
Charing оа $$ 6 5 ` — 7 210 
do. do. do. 4$ Pref.. 4 44 — ~ 618 6 
Chelsea Ы ee ee 4 8 -— 6 4 4 
City of London 8 8 . 13 — 613 4 
o. do. 6 per cent, Pref, 6 6 10 — 6 00 
do. per cent. Pref. 6 8 10 — воо 
ө е 7 10 51 -— 6 ll 1 
London Electrio . 8 8 1 = Nil 
do. do. 6 per cent. Pret. 6 4 == 56 8 
M 8 8 = воо 
8t. Jamee' and Mall ae 8 8 = 6 8 1 
South Metropolitan Pref. v" 1 1 3t/- — 618 4 
Westminster Те. 1 5 = 619 
"TnLRGRAYHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, ee > oo 6 6 98 -— 6 2 0 
do. Def, ee ee 88/6 13 224 I 6 18 4 
Chile Telephone ee oe eo . 8 8 7 Е R 14 4 
Cuba Sub. Ord. ee ee ee 6 6 8 — 6 Б 0 
Lee mea T æ. 8 8 183 + 3 *6 16 6 
Baste о eo? 8 8 189 — $5 15 1 
do. "Pref. ' " 0 6 1 +3 617 1 
on Northern Tel. .. is T is ЕҢ — 0607 
O- орап ee ee ee = 6 q 6 
Marconi eo . 10 10 8i — 8 16: 
Oriental Telephone Ord. ee 10 10 9 — 4 4 1 
United R. Plate Tel... `` 8 8 6 * *5 18 6 
West India and Рап, .. ee 64. ва. 1 + 2 2 1 
Western Telegraph oe eo 8 8 1 — *5 14 4 
Номи Rats, 
Central Tondon; Ord. радан 4 4 60 ! ons 68 0 
Metropolitan 1 1 9 — 1 418 
do. District ee е Nil Nil 16 -— Nil 
Unde Electric Ordinary il Nil 1 — Nil 
[] do. M A " ee Nil Nil 6/ —: Nil 
do. do, Income 6 e = *% 19 1 
Fonziow Trams, & 
Dividend 
‚ A—— 
1916. 1916. 
rere et ‚ 6 per соп. Fret, 6 A 5 - 6 00 
. Trams, $ А — 911 4 
do. 2nd Pre 0 ое ef ра i = — 
do. 5 Deb... 6 6 664 + 710 6 
Brasil Tractions ae cs 4 4 48 + — 
Bombay Electric Pret. H 6 10 = e 0 0 
British Columbia Elec. Rly. Pice. b 51 — 8 13 10 
do. do. Preferred Nu Nil 87 a» Nil 
Mexico’ Trams 5 per cent. Bonds il Nil 87 — Nil 
6 per cent, Bonds Nil Nil 80 om Nil 
Mexican Light Common -- МІ Nil 1 — Nil 
do. Pref. .. as Nil NU 9 — Nil 
do. lst Bonds ss Nil Nil 87 om == 
MaANUFAOCTURIMGe COMPANIRS, 
|: Baboock & Wilcox ee ee 15 16 8 — 600 
British Aluminium Ord. we 7 10 97/3 — 7 610 
British Insulated Ord. 13 20 19 + 716 0 
British Westinghouse Pret, eo 7 7i 2 — i › 6 6 4 
enders .. ee ое ee 90 18i xd — 3 11 0 
do. b Pret; ee ee 6 4 = 6 5 0 
er Kellner е se 99 93 sA — 8 10 3 
Edison Swan, £3 paid .. "P oe 16/8 + [8 Nil 
do. do, fullypaid ., — = 1 — Nil 
do. do. 4 percent, Deb, 4 4 л +1 512 0 
Electric Oonstruction .. oe H 1i xd — 800 
Gen, Elec. Pref... ..  .. 6 10 +2 6 0 0 
о, * ое ee ee 10 10 15 = 6 18 4 
Henley es eo ce ee 25 95 153 — B 18 
do. Pref, ee ee ee 43 4$ 4 — b 13 6 
India-Rabber e оо о. 10 10 144 — *8 6 0 
Telegraph Ооп ee ee eo 90 90 874 = в 8 9 
* Dividends paid free of income-taz, 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other oircumstances. 


Wednesday, June 20th. 


|) 
CHEMICALS, &c. e e. 
a Acid, Oxalíic . ee ee ee per Ib. 1/6 ee 
a Ammoniac Sal : per ton £765 ө» 
a Ammonia, Muriate (large crystal) " £54 ee 
a Bisulphide of Carbon .. " £28 өө 
а Borax . oe еә ee І] £88 ee 
a Copper Sul bate oe ee ee 9 861 10 * 
а кошо оное oe eo ee per lb. 2/6 ee 
Perchlorate ee ee ?? 9/- ee 
@ Shellac a e .. per owt. 915/- ке 
а Sulphate of Magnesia Vs .. per юп 816 
a Sulphur, Sublimed Flowers .. ʻi £35 
а! Lump .. E is КА 425 р 
а Boda, Chlorate  .. 25 .. per lb. 103d. © 
а э stals ee ce ee per ton 120/- 5 ee 
a Sodium ichromate, casks ee per lb. ө е ө 
, l 
METALS, &c. 

c Brass (rolled metal 2" to 12° basis) рег 1, ee oe 
c [T] Tubes (solid drawn) ee »? ee eo 
є ” Wire, basis os eo ” ee ee 
c Copper Tubes (solid drawn) .. » 1/84 to 1/9 К 
ge » Bars (best чене) .. per ton £185 Я 
ГА ” Sheet ee ee 99 8165 . 
E Rod . oo rT) 4106 • 
а p (Electrolytic) Bars we "n 8142 > 
d n »" ects 99 £167 . 
d 3; » Wine Rods a £150 s 
d t 99 H.C. Wire per 1. 1/5% е 
f Ebonite Rod.. ee oe ve ?? 8/- . 
f 99 Shee . ee Н LT] 2/6 өө 
n German Silver Wire B 45 jit 2/8 T 
h Gutta-percha, fine i es it 6/10 awe 
h India-rubber, Para fine is 8/1 1d. dec. 
i Iron Pig (Cleveland warrants) . per ton Nom. m 
Ü О, Wire, d No. 8, P.O. qual, E £42 £2 inc 
E Lead, a Pig .. ee ° ГТ] ee ee 

g Mero r Nom. as 
5 Mica ‘Gn orginal cases) small . .. perlb 6d. to 8/- ae 
€ n » c » medium T to 6/- eo 
e КИ rge 9 7/6 to 14/- & ор. ев 
а Silicium Bronze Wire es per Ib. 1/93 Vs 
r Steel, Magnet in bars ee oe per ton ee ee 
" Tin, Block (English)  ..  .. 3 a 
а Wire, Nos. 1 to 16 ee ee per lb. 8/6 on 


Quotations pipe by— 
e G. Boor & Co. ames & Shake ө, 
c Thos. Bolton & Sons, Ltd. А Dinard Till = 
d Frederick Smith & Go. i Bolling & Low 
e F. Wiggins & Sons. і Richard J Бобон а Nephew, Ltd. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons. 
Telegraph Works Co., Ltd. т W. Е. Dennis & Co. 


Diesel Engine Users’ Association.—At the May meeting 
of this Association, a very instructive and interesting paper on 
the subject of “Tar Oil Fuel and Diesel Engines" was read 
by Mr. Geoffrey Porter, A.M.LC.E. (president), in which he 


. dealt at length with the question of tar òil specifications and 


the quality of the oils offered by distillers, and, further, with 
facts observed and inferences to be drawn from actual expe- 
rience. In view of the present high prices ruling for imported 
residual petroleum oils, which have until lately almost exclusively 
been used in this country as fuel for Diesel.engines, and of the 
increasing difficulty of obtaining sufficient supplies of this class of 
oils in present circumstances, the problem of the suocessful use of 
tar oils produced at home is not only of the greatest interest to 
users of Diesel engines, but is of national importance as well. Mr. 


Porter's statement of the experience gained up to the present in. 


connection with this class of fuel will be of great assistance to 
many users and prospective users, and the discussion on the subject 
which is to take place at a meeting this week should be of very con- 
siderable interest. We hope to deal with Mr. Porter's paper in a 
later issue. 

Assessment for Income- Tar — Allowance p Depreciation of 
Diesel Engines.—After protracted negotiations, an agreement has 
been concluded with the Inland Revenue Authorities to increase the 
rate of depreciation upon Diesel engines to 10 per cent. per annum, 


- with the proviso that this increase shall remain in force for three 


years after the cessation of the war, when either party shall be at 
liberty to claim a revision. The appeals have been in the hands of 
Mr. Arthur D. Bird (of Humphreys-Davies & Co., Ltd.) and Mr. 
Percy Still (hon. secretary of the Diesel Engine Users’ Asso- 
ciation). 

Having regard to the present high level of taxation, this in- 
creased allowance represents no inconsiderable saving to those 
companies and corporations entitled to the concession, and the 
Diesel Engine Users’ Association is to be congratulated upon its 
enterprise in the matter. 

About two years ago the Association took up the question of 
insurance of Diesel engines against breakdown, and was successful 
in bringing about a very substantial reduction in the premiums 
which had been previously eharged in connection with that class 
of risk. The result of ite activity in connection with income-tax 
assessment will now confer a further very important benefit on 
the firms and undertakings with which its members are connected 


m 
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AUXILIARY MOTORS AND CONTROL GEAR 
FOR STEEL WORKS. 


THE conditions under which the motors for driving the 
auxiliary machinery in rolling mills and steel works have 
to operate are extremely severe. "They have to be started, 
stopped and reversed with the greatest rapidity and 
frequency, and are subjected to heavy and rapidly fluctuating 
overloads. Moreover, motors for this class of service are 
often located in confined spaces where facilities for ventila- 


Fig. 1.—B.T.H. MILL TYPE MOTOR, 30 H.P, 


tion and the radiation of heat are extremely restricted, and 
on account of the large. amount of dust and fine particles of 
mill scale suspended in the air, it is necessary that their 
working parts should be totally enclosed. 

To meet these and other conditions, familiar to steel 
works' engineers, a complete line of new mill type (MD) 
motors has been specially designed by the British Thomson- 
Houston Co., of Rugby. 


Fria. 3.—AuTOMATIC CONTROL GEAR. 


The new milltype motors range in capacity from 3 to 
150 H.P., and are designed for use on both 230 and 550-volt 
~ontinuous-current circuits. They are rated for a tempera- 
ture rise of 75" C. after a continuous run of one hour at full 
E and will carry loads which vary instantaneousl 

tween light load running and 100 per cent. overload Wit 


black- commutation, and much greater overloads may be 
carried without injurious sparking or the development 
of unduly high mechanical stresses. Their design 
embodies a number of special features to facilitate rapid 
replacement of any part that may be damaged, and the 
nature of the insulating material used is such that they can 
be run safely at temperatures up to 150° C. for considerable . 
periods. | | 

The general appearance of these motors is indicated by 
fig. 1, which shows one of the smaller machines. It will 
be seen that they are totally enclosed in steel frames, which 
are split horizontally. The lower half of the frame is 
provided with four heavy feet, and stability and freedom 
from vibration are ensured by their wide spread. Wrought- 
iron bails cast into the upper half of the frame provide a 
convenient means of handling the motor. There is a large 
opening in the frame directly over the commutator and brush- 
gear, which are thus easily accessible. In the larger sizes 
other openings are providéd ; and the malleable 
iron covers are held in place by locking levers. 
The frames of the 40, 60, and 80-H.P. motors 
are hinged, so that the upper parts may be 
turned back ; this is a valuable feature where 
space is restricted, as it generally is about a 
mill. 
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Fic. 2.—B.T.H. MILL ТҮРЕ MOTOR, WITH COVER LIFTED, 
SHOWING METHOD OF HANDLING ARMATURE, 


The bearings are cast with the frame, and are therefore 
always in true alignment. The bearing liners are of cast- 
steel filled with best Babbit metal, and the two halves of 
each liner are bolted together. The upper half of each 
liner is cast with a lifting ring, as shown in fig. 2, and it 
is thus possible to remove the armature and shaft, and 
replace them immediately with a complete spare unit 
without delay or the provision of any special lifting tackle. 
Each bearing is provided with two oil rings to ensure 
continuous lubrication. 

The poles and frame are so arranged that it is not neces- 
sary to slacken or remove any of the bolts or disturb the 
poles in any way when lifting the upper half of the frame. 
This is clearly shown in fig. 2. Neither is it necessary to 
disconnect any leads inside the motor, for all connections 
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between the two halves are made by sleeve couplings out- 
side the frame. | 

In the smaller motors the field coils are made of asbestos- 
covered wire, while in the larger machines they are of copper 
strip wound on edge with sheet ‘asbestos between the turns, 
the entire coil being covered with sheet mica and a heavy 
wrapping of asbestos tape. All main and commutating 
coils are duplicates, and may be put on the pole pieces 
either side up without any chance of confusion or wrong 
connections ; it is only necessary to connect alternate coils 
oppositely in an entirely obvious manner. 

In view of the extremely heavy service for which these 


Ф 


Fig. 4.—MASTER CONTROLLER. 


motors are designed, the shafts and bearings are exceptionally 
large, and the mechanical construction of the armatures is 
of the most substantial description. The armatures are built 
up on heavy spiders ; the front flange is held in place by a 
shoulder on the spider, and the rear flange by four or more 
fitted bolts with nuts and special locking devices; the 


spacer blocks in the armature cores are of small channel 


steel, each welded to the adjacent punching. In order to 
secure an absolutely tight core the punchings are assembled 
so as to vary the lay of the iron in such a way that the last 
punching will be true, and the pressure on the core will, 
therefore, be uniform when the flanges are secured in posi- 
tion. The insulation on the punchings is а special varnish 
which will not powder or flake off. 

The armature coils of the smaller motors are formed of 


asbestos-covered wire wrapped with mica and a covering of : 


asbestos tape, after which the slot insulation is put on and 
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The commutator bars are of hard drawn copper, and are 
formed with ears which extend to the full diameter of the 
armature. The armature conductors extend straight into 
the ears, so that separate commutator leads are eliminated, 
and there is only one hard solder joint for each connection 
between armature winding and commutator. The commu- 
tator shell is mounted on an extension of the armature 
spider, so that the shaft may be removed when necessary 
without breaking the connections between the winding and. 
commutator. 

The armature coils are secured in the slots by metal. 
wedges, and the ends of the coils are secured by solid metal 
bands with cottered joints. 

The ends of^the armature windings are protected fronr 
injury by the commutator cars at one end, and at the other 
by an extension of the end flange. 

In view of the importance of extremely rapid acceleration 
the armatures-have been made small in diameter, and the 
peripheral speeds are low as compared with those of other 
continuous-current motors. As a result, the power required - 
to accelerate an MD motor to full speed in a given time is. 
only one-third to one-fourth of that required for a direct or 
alternating-current motor of ordinary design and the same 

wer. 

The brush holders are of the clock-spring type, with 
phosphor-brorize springs, and are quite accessible. 

The special features of these motors are :—(a) Heavy 
mechanical design throughout: (b) large foundation area 
covered by spread of feet ; (c) ease and rapidity of replace- 
ment of the various parts ; (d) small stored energy in 
rotating parts ; (e) non-combustible insulation ; (f) great, 
overload capacity. 

Although primarily intended for driving live roller gear, 
lifting tables, and similar exacting duties, these motors 
may be used with advantage for ingot-stripping and ladle 
cranes, charging machines, and in other cases where 
reliability and continuity of service are essential. 

The use of ordinary tramway-type or other hand-operated 


 non-automatic controllers for the motors which drive live 


roller gears and similar machinery, results in excessively 
severe current rushes which sooner or later cause injury 
to the armatures or breakage of shafts or pinions. . . 

The disadvantages attendant on the use of the hand- 
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Fig. 5.—THREE-HiGH PLATE ROLLING MILL WITH BUMILDARUM DRIVEN BY B.T.H. MILL TYPE Morons. 


the whole then compressed to size in steam-heated moulds. 
The result is a strong and solid coil free from air spaces 
and not easily injured. In the larger machines the coils 
are formed of copper bars, continuous at the rear end, and 
the soldered clips used on ordinary motors are thus 
eliminated. 

An important feature of these motors is the use of the 
two circuit series drum or wave winding, which makes pos- 
sible the use of two brush holders in every case where the 
current is such as to allow of this, and in the case of 
the larger 230-volt machines, where it is necessary to use 
more than two brush holders to collect the heavy currents, 
does not involve the use of any equaliser rings or cross 
connections between commutator segmenta. 


operated controller can be avoided entirely by the use of 
the automatic contactor control gear, with current-limiting 
attachments, which haa been specially designed and developed 
for this class of service. This gear relieves the operator of 
all responsibility for slow and careful handling of the con- 
troller, and limita the current at all times to the maximum 
value ‘the motor can safely carry. The acceleration or 
reversal of the motor is, therefore, effected with absolute 
safety at the maximum rate consistent with the mechanical 
and electrical capacity of the motor, and very much quicker 
than is possible with the most highly skilled manipulation 
of the ordinary type of controller. In short, the use of 
automatic contactor control gear enables the attendants to 
work the mill at the maximum rate of output possible. 


Vol. 80. No. 2,065, JUNE 22, 1917.] 


THE ELECTRICAL REVIEW. 687 


A set of control gear of this type includes a contactor 
panel, as shown in fig. 3, and a suitable set of resistances, 
together with the controller shown in fig. 4. 

The controller, although small and light, is of the same 
substantial construction as the larger tramway type con- 
trollers made by the same firm, and has three points for 
each direction of motion, viz. a checking point on which 
a comparatively large resistance is connected in circuit 
to limit the rush of current when the motor is checked or 
reversed, a slow running point used for manipulating the 
ingots or billets, and a full-speed point. 

The controller may be thrown instantaneously from the 
full forward to the full backward running position without 
fear of damaging either the motor or the gear to which it 
is connected. At the same time, the motor will be stopped 
and reversed in the shortest time possible. 

Only the small current required for the magnet coils of 
the contactor passes through the controller, and the wear 
and tear of the fingers is therefore very small. The current 
supplied to the motor 18 controlled entirely by the con- 
tactors, which are fitted with heavy renewable copper 
contacts, and provided with powerful blow-out coils. 

The design and construction of both motors and control 
gear i8 regarded by the makers as a triumph of the 
mechanical and electrical arts, and we understand that 
the combination is accepted by rolling-mill engineers 
as one that fills a long-felt want, and is, at the same 
time, an .effective insurance against those annoying 
failures and delays which have such a marked effect in 
cutting down the output of rolling mills and steel works. 

A three-high plate rolling mill with auxiliary plant 
driven by B.T.H. mill-type motors is shown in fig. 5. 


CLEANING DIRTY INSULATORS. 


[FRoM А TELEGRAPH ENGINEERING CORRESPONDENT. | 


IT does not appear to be generally known that there is in 
existence a splendid method of restoring serviceable insu- 
lators, brought into stock, to their former efficiency. 

No matter how blackened they may have become through 
long exposure in murky surroundings, the treatment here- 
after described will bring about a remarkable improvement, 
Without lowering the insulating value of the porcelain. 

A further recommendation lies in the fact that exeellent 
l'esults are obtainable at small cost, and with a minimum of 
labour. This statement is made after an experience of two 
years with hundreds of dirty insulators recovered from the 
most grimy parts of England. 

The usual method of restoring a semblance of cleanliness 
to blackened insulators is to rub the porcelain vigorously 
with a rag and moistened sand, or to soak them for several 


days in a barrel of dilute H,SO,. Either of these: 


methods gives disappointing results, as may readily be 
Judged if an inspection be carried out after a workman has 
done his best to make a good job. 

In connection with the approved system, it is necessary 


to provide an iron tank partly filled with watér, together - 


with an admixture of quebracho extract and caustic soda. 
Into this tank of liquid are placed the -dirty insulator cups, 
and a steam jet is applied until the liquid boils. The insu- 
lators are then taken out and rinsed in clear water. 

.. Perhaps it would be best in submitting further details, 
If particulars were furnished of the actual arrangement 
Which the writer has in mind. ` 

An iron tank } in. thick and 2 ft. x 2ft. x 18 in. deep, 
Capable of holding 120 insulators, is mounted on wooden 
Supports 2 ft. high, so that a workman can perform his duty 
comfortably. 

An ordinary steam pipe without a nozzle is made to enter 
the tank at a convenient corner, the lower end of which 
Pipe terminates 1 ft. from the top, thus allowing for a 
Space of 6 in. between the end of the steam pipe and the 
base of the tank. 

As soon as it ів. desired to’ commence operations this 
Space is filled with water. Quebracho and caustic soda are 
then added in the proportion of two to one. A tank of the 


? 
before-mentioned size will require 3 lb. of quebracho extract 
and 14 lb. of caustic soda. The insulators are then inserted 
and steam is turned on at the valve. 

The whole process does not occupy more than 45 minutes 
from start to finish. The liquid is brought to boiling 
point by the steam in about 15 minutes, and the insulators 
are withdrawn from the boiling solution after a period of 
10 minutes. 


An old pair of smithy tongs is used for recovering the : 


insulators one by one from the tank, and though this may 
be regarded as a somewhat crude procedure, mention is made 
of the fact only to show that no elaborate precautions need 
be taken. As each insulator is brought out it is thoroughly 
rinsed in clean water, after which it is placed on a drip 
board ; it is afterwards stacked in the stores depót, ready for 
further service as and when required. 

Experience has, shown that an ordinary coal fire under 
the tank does not give such satisfactory resulta as a steam 
jet applied as directed. It will be obvious, therefore, that 
wherever steam is available this process of cleansing telo- 
graph, telephone, or power insulators has much to recom- 
mend it. . l | 

The solution should not be allowed to stand in the tank 
after the work has been completed, but drained off and 
placed in a barrel for later use. When needed again the 
liquid would, of course, require strengthening in the tank 
with quebracho and caustic soda in the proportion already 
given. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


Electric Power In a Cotton Mill. 


Our attention has been drawn to a descriptive article published 
in your issue of the 25th ult., entitled “ Electric Power in a Cotton 
Mill," which includes the following sentence :— 

“The whole of the electric plant, lamps, cables, &c., was supplied 
by the General Electric Co., Ltd." 

As all the cables for this power installation were supplied by us. 
we can only conclude that the person responsible for the publica- 
tion of the above statement had incomplete knowledge of his 
subjeot and that he failed to take ordinary precautions to ensure 
its accuracy. 

We hope you will publish this letter in your next issue, and thus 
give equal publicity to our correction. ` 

. For М. T. Glover & Co., Ltd., 
G. E. PARTINGTON, 
Business Manager.. 


Trafford Park, June 16th, 1917. 


LEGAL. 


GENERAL ELECTRIC Co., LTD., т. O88AWA, LTD. 


IN one of the Australian Courts, on April 17th, Mr. F. Leverrier. 
K.C., and Mr. G. E. Flannery appeared for the plaintiffs ; Mr. F. R. 
Jordan appeared for the defendants, J. Ossawa & Co., Ltd. 

According to the following report in the Sydney Morning Herald, 
the plaintiffs, а few days earlier, on an ёт parte motion, obtained an 
interim injunction restraining the defendant company from in- 
fringing the plaintiff company's exclusive trade mark, a magnet. 
for certain switches and electric lighting apparatus. “ The plain- 
tiffs allege that the defendants, who were Japanese merchants, 
carrying on business in Sydney, had imported into Australia 
electrical apparatus bearing the plaintiffs’ said trade device. Counsel 
for the plaintiffs now asked for the continuance of the injunction 
till the hearing. 

“Мв. JORDAN, for the defendant company, asked that the interim 
injunction be dissolved on the ground that the ez parte application 
on which it was granted suppressed certain material facts that 
were known to the plaintiffs. His clients had written to the plain- 
tiffa stating they would discontinue selling the apparatus bearing 
the plaintiffs trade mark, and mentioning that they had only in- 
dented consignments from England of the said apparatus for their 
customers. The full facts of the case had not been placed before 
his Honour when the ex parte application was made, and therefore 
the order was improperly obtained, and there was no justification 
for it. JE 

“ Мв. LEVERBIEB, in reply, stated that the defendants had dis- 
tributed a: number of the plaintiffs’ electric switches bearing their 
trade device. He read an affidavit from the plaintiffs’ solicitors, 
which stated that the omission af the letters-which had passed 
i 
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between them and the defendants’ solicitors had occurred entirely 
through inadvertence as to their materiality in the application for 
the interim injunction. 

"His Honour, while unreservedly acquitting the plaintiffs’ 
solicitors of wilfully withholding the letters, said that he must, on 
the facts, dissolve the interim injunction, and he ordered the plain- 
tiffs to pay the cost of obtaining it. He also dismissed the motion 
for an injunction to the hearing, with costs. The defendants, by 
their counsel, were to undertake not to infringe the registered 
trade mark of the plaintiffs." 


COMPENSATION CASE. 


AT Preston County Court, last week, the National Electric 
Supply Co., Ltd., agreed to pay compensation to Nancy Norris, а 
switchboard attendant in the company's employ, in respect of an 
accident on February 9th of last year. Settlement was arrived at 


on the payment of 10s. 6d. per week from the date of the accident, 
with costs. 


БЕШ INSULATORS. 


AT Croston Police Court, three boys were each fined 10s., and 
ordered to pay the damages, for damaging telegraph insulators at 
Tarleton. Mr. Cornelius Coward, the district inspector of telegraphs, 
said the damage done last year over the whole of his lines, carrying 
main trunk wires and war traffic, was £400. Taking the same 
basis for the whole country, it would mean £100,000. This year, 
so far, 900 insulators had been broken in his area, and the men had 
sometimes to walk miles in order to detect the breakages. 


4 е 


TUNGSTEN FILAMENT PATENT LITIGATION. 


THE hearing of the appeal by the Osram-Robertson Lamp Works, 
Ltd., was continued on the Thursday and Friday of last week, and 
has again occupied the House of Lords during the present week. 

MR. WALTER, K.C., on June lith, at the request of the Lord 
Chancellor, rend the judgments before referring to the evidence. 
He was occupied with the evidence until the afternoon of the 19th, 
explaining how it bore on his proposition that the process invented 
by the appellants by which the finely divided tungsten was 
bound together by mixture with an organic binder, the carbon 
removed by wet hydrogen and heat, and the tungsten reduced to a 
pliable paste, capable of being made into fine filaments for lamps, 
was infringed by the respondents' process. 

Of their Lordships present, Lords Haldane and Parker evinced 
the greatest interest in the learned counsel's statements, which at 


times took more the form of an instructive lecture than a legal 


argument. 

Mr. Colefax, K.C.. was expected to follow on Thursday (yester- 
day), and as Mr. Terrell, K.C., and Mr. Kerly, K.C., both propose 
to address their Lordships on behalf of the respondents, the case is 
likely to continue during the whole of next week. 


NEW PATENTS APPLIED FOR, 1917. 


(NOT YET PUBLISHED), 
Compiled expressly for this journal by Messrs. W. P. TuowrsoN & Co., 


Electrical Patent . Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 
7,961. “ Preparation of sensitised paper, &c., for obtaining direct X-ray 


photographs or radiograms." G. W. К, Скоѕілмо & T. P. 
June 4th. à 


- 4,971. *''Shade-carrier and lamp lock for electric lampholders." J. Macey. 
June 4th. 


7,973. '' Magnetic separators.” Harpy Patenr Pick Co. & С. J. M. Ѕмітн. 
june áth. 


7,979. “ Treatment of hides and skins prior to and during tanning." 
ELECTRO CEATHER INDUSTRIES & L. A. GnRorH. June 4th. 

7,984. '' Production of solutions of nitric acid in sulphuric acid or in 
fuming Ulp acid by electrolysis, " T. S. Moore. June 4th. 

7,986. *' Electric dynamos." H. Lucas & W. C. Turner. June 4th. 

8,001. “Shade carriers." С. С. M. Bennett. June 4th. 


8,012. '' Collectors "T trolley wheels of electric tramways and railways.” 
W. C. Аѕнвоку & W. D. Kine. June 5th. 


8,058. *'' Electrical D transmission for motor vehicles." 
DaiwLzR Co. & F. W. LANCHESTER. June Sth. 


K. CROSLAND. 


E. Вооснтом, 


8,089. '' Motor to drive vehicle on its own inducted electric current." . 


С. E. Harriecp. June 6th. 


8,100. '' X-ray apparatus.” 


British Тномѕох-Носѕтох Co. & GENERAL 
Ecectric Co. June 6th. 


8,109. “ Electric switches." M. J. Quinn. June 6th. i 

8,147. от appliance for inspection of interior of casks, jars, &с.' 
W. Кы . Еттт. June 7th. 

8,150, “ e power-looms by electric motors.” E. Preece. June 7th. 

8,158. “Arc lamps, searchlights, &c." A. R. Cutmer. June 7th. 

8,176. ‘ Electric furnace regulators." Н. Etcnerts, Н. A. GREAVES, AND 
T. H. Watson & Co. June 8th. 

8,185. '' Manufacture of alkali products by clectrolvsis," Е. A. ASHCROFT. 
June dide 

8,228. *'' Electrodes for arc soldering, &c." А. B. Pescatore. June 8th. 

4,232. *'' Radiotelegraphy and radiotelephony." J. Вктиккор. June Bth. 


(France, May 26th, 1916.) 


8271. ‘ Alternating current machinery.” R. Pont. June 9th. 


PUBLISHED SPECIFICATIONS. 


1916. 
The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 
6,893. ExtrecrricaL Fuse Болкоѕ or Systems. А. Crawford & W. Preston. 
May 15th, 1916. (Cognate application, 12,043/16.) (106,305.) 


6,945. TELEGRAPH Systems. J. F. Parris & C. J. Baumgartner. May 15th, 
1916. (106,312.) | | 
6,983. MacNETIC СЪБ E. С. Weilbach. Мау 16th, 1916. (106,317.) 


7,003. FLASHLIGHT SIGNALLING APPARATUS. 
(106,319.) 


7,187. ELECTRIC Heatinc Devices. 
May 19th, 1918. (106,332.) 
7,380. Exectric Lamps. J. Mersing. May 24th, 1916. (106,339.) 


9,702. Execrric CONTROLLERS FOR VgHicLES. C. P. Elieson & E. G. Payne. 
July 10th, 1916.  (106,358.) 
9,797. Mine SIGNALLING APPARATUS. 
Holmes. July 12th, 1916.  (106,360.) 
11,956. Exvectrica. Stop Motions ғов KNrirriNG. МАСНІМЕБ. W. Н. C. 
Spencer & H. Collins, Ltd. August 23rd, 1916. (106,380.) 


13,221. METHOD or PRODUCING THE CONTACTS OF CONTACT-BREAKERS OP МАС- 
NETOS FOR FIRING INTERNAL-COMBUSTION ENGINES. G. А. Rignon. September 
18th, 1916. (106,397.) 


16.201. ARMATURES OF MAGNETO-ELECTRIC MACHINES. 
ember llth, 1916.  (106,421.) 


4,337. Automatic Воск SIGNAL SysrgzMS FOR КАЦ МАТУ. 
Appliance Co. June 30th, 1915. (109,779) ` 


6,772. Mariner’s Compass. J. L. H. Hand. May lith, 1916. 
8,516. Gyroscoric COMPASSES, J. Perry & S. G. Brown. 


E. Ceretti, May 16th, 1916. 


F. C. E. Burnett & E. J. Brunning. 


J. Davis & Son, G. Dearle and P. 


G. F. Cooke. Nov- 
National Safety 


(106,139.) 
June 16th, 1916. 


(106,170.) 
1917. 
1,437. ExectricaL Pusnes. E. A. Graham. January 29th, 1917. (106,446.) 
, 4,937. TELEPHONE APPLIANCE, F. Mayer. April 5th, 1917. (106,457.) 
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The National Physical Laboratory: Report for 1916-17. 
—The annual meeting of the General Board of the National Physical 
Laboratory was held at the laboratory, on the 19th inst. The 
president of the Royal Society, Sir J. J. Thomson, is chairman of 
the Board; Lord Rayleigh is chairman of the Executive Com- 
mittee. 

During the past year the laboratory ids been closely engaged, 
with & largely-augmented staff, of whom more than one hundred 
are women, with a variety of researches and investigations arising 
out of the war, and has dealt with a greatly-increased volume of 
test work for Government Departments. : 

The outstanding feature of the year has been the:growth of the 
gauge-testing work, the number examined averaging about 10,000 
weekly. A new building has recently been erected to acoommo- 
date the work, the space otherwise available having become quite 
insufficient for the purpose. There has been a great increase also 
in the number of optical and electrical instrumenta tested for the 
Government; & new branch of work is the testing of luminous 
dials for instruments of various kinda. 

The investigations carried out have been, in the main, of con- 
fidential character. and no details are given in the report. It has 
only been possible to make progress with & very few of the 
researches undertaken prior to the war, and these are almost 
entirely closely connected with war problems. Aeronautics research 
has continued to be of great importance. The William Froude 
National Tank has carried out much work for the Admiralty, and 
has been visited by members of the Board of Admiralty—including 
Mr. Balfour when First Lord —who have expressed much apprecia- 
tion of the results attained. In the Metallurgy Department 
researches on light alloys and on optical glass have been continued. 
while a number of special problems have been dealt with. Various 
investigations have been in progress in the Engineering Depart- 
ment; hardness tests, methods of impact-testing, the fatigue 
resistance of materials under combined bending and twisting 
stresses, the transmission of heat from surfaces to fluids flowing 
over them—as in the flow of air over an aeroplane engine— are 
among the questions examined. The observations on the rate of 
growth of cracks in the buildings of the Tower of London have 
been continued. No serious disturbances have been detected. 

The laboratory is at present under the control of & General 
Board and an Executive Committee appointed by the Royal Society 
and the great Technical Institutions, and the researches are assisted 
by a grant from the Treasury. The income during the past year 
was over £70,000, an increase of nearly £20,000 over that of the 
preceding year. The major part of this total is received in pay- 
ments for work done, and this involves a serious financial liability. 
Much attention has been given recently to the question of the 
future of the laboratory, and in particular to its relations with the 
Department of Scientific and Industrial Research, and a scheme 
will, no doubt, be arranged whereby close relations with the 
Department will be established. 


A Sensitive Selenium Celii—Having a sensitiveness a 


. thousand times greater than the ordinary types, the new selenium 


cell developed by Fay C. Brown, of Berkeley. Cal., is of more 
than passing interest. In his patent Mr. Brown states that the 
chief feature of his cell is in the production of the crystals by 
sublimation, and then allowing the crystals to absorb the gas argon, 
helium or neon at a temperature below that of the crystal forma- 
tion. Both large and small crystals produced by this method have 
been investigated, and the inventor states th&t the crystals, even 
those of microscopic size, have shown no eigns of deterioration, 
even after being exposed to most intense light 24 hours a day for 
35 days in succession. One of his selenium cells was subjected to 
ordinary conditions, and showed the same sensibility after & period 
of a year.— Scientific American, 
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WANTED: A POLICY. 


Durinc the 22 years. which have passed since ‘its 
formation, the Municipal Electrical Association has 
enjoyed the distinction of being the only organised 
body in the country which can boast of having as its 
single aim the bringing of electricity supply within 
Admittedly, 
municipal control has been found wanting in some 
respects—there are limitations in a system of gov- 
ernment '' by the people, for the people," and past 
legislation has by no means tended to give elec- 
tricity suppliers a broad view of their responsibilities 
—but this has not deterred the Association from 
steady purposeful effort with a view to furthering 
electricity supply under municipal auspices, and it is 
only fair to admit that the excellent work thus 
far accomplished under the guidance of the Associa- 
tion has to a large extent disarmed biased criticism 
of municipal control. Such being the case, the 
abrupt demand by Mr. Roles, at the annual general 
meeting of the Association on Friday last, that the 
Council should formulate a definite policy, and 
especially the darksome hints as to the future, 
which accompanied the demand, together. with other 
remarks let fall during the меер “ give one 
furiously to think." - 

The established methods of electricity supply in 
this country are admittedly inadequate to the future 
needs of its population; that this has been realised 
is shown by the formation of the Board of Trade 
Committee and the terms of reference to the latter. 
While no fault can be found with these terms, it is 
obvious that the constitution of the Committee 
which is ‘‘to consider and report, &c.," may be 
open to considerable’ criticism, which it has, in fact, 
received, the municipal authgrities claiming with 
considerable justice that they were not. adequately 
represented, and having now secured further repre- 
sentation. Whether this change will restore the 
confidence of all parties we do not know. It is pos- 
sible that the Committee has given the impression 
that it is a tribunal with a partiality for private enter- 
prise, and, therefore, a strong distaste for municipal 
trading in any shape or form; such am .assumption 
would be justified by the composition'of the Com- 
mittee, which includes too many governmental 
representatives and too few central-station men. 

It would be a matter for regret if the idea that 
electricity supply methods were on their. trial was 
interpreted to mean that municipal supply^ methods 
were the culprits! In any case, not the system, 
but its originators are deserving of blame, and 
they, in fact, belonged to the class which has sup- 
plied a considerable proportion of the present com- 
mittee. 
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The fundamental, though unwritten, policy of the 
municipal fraternity, as we have understood it, has 
always been the supply of electricity at the lowest 
possible price; such a policy necessarily involves a 
somewhat visionary profit margin, even in normal 
times, апа is thereby differentiated from private 
control in which the profit margin must naturally 
be the first consideration. 

Leaving aside the alternative evils of possible 
political jobbery in municipal control, and equally 
possible financial juggling in private enterprise, it 
should not be a matter of difficulty to determine 
which type óf control has most nearly ensured—in 
the terms of the Committee's reference—'' an ade- 
quate and economical supply of electric power for 
all classes of consumers.” : 

If it be acknowledged that a cheap supply of elec- 
tricity is a basic necessity of modern industry, that 
it is an indispensable factor in the prosperity of the 
country—and the formation of a Government com- 
mittee to consider the question leaves no doubt on 
this matter—then it is difficult to recognise any other 
conditions than those of public service as applying 
to it, and it remains to be seen whether private 
enterprise can entertain such conditions. Municipal 
control is “too public," and company control ‘‘ too 
. private ” to invite all-round confidence. It may be 
many years before the latter will find in cheap elec- 
tricity supply a source of dividends; nevertheless, 
cheap electricity 1s the need of the hour, and “ for 
all" should be the motto of the supply industry of 
this country. 


` AN interesting announcement 
A Government is made by the Board of Trade. 
Register In the first instance it relates 
of Export to boots, clothing, fancy goods, 


Manufacturers. and so  forth—in all seven 


classes of manufactures are men- 
tioned—but presumably it is not the intention to 
stop at these. The Board of Trade is compiling 
(in its Department of Commercial Intelligence), an 
Index or Directory of British and Irish manufac- 
turers which it is proposed to forward to Consu- 
lar Officers, Trade Commissioners, and other cor- 
respondents of the Board abroad for use in dealing 
with inquiries whieh they may receive for the supply 
of British and Irish goods both now and for delivery 
after the war. That there was room for something 
of this kind on a large scale has long been recog- 
nised by us, as reference to our pages several years 
before the war will testify. We endeavoured to 
meet the want so far as the electrical engineering 
and allied trades were concerned by communicating 
with all the principal consuls, commercial attachés, 
and trade commissioners on the matter, and, as one 
result of the very interesting correspondence which 
ensued, we placed the ErEcrRICAL REvIEw on file 
in the offices of these officials for their own use as 
inquiries arose concerning electrical manufactures 
for which a name of maker was required, and for 
the use of callers who wished to see what British 
manufacturers were making, and able to make, from 
their own announcements, and from editorial 
articles. The advantage of having access to such 
records is that they are, speaking generally, kept 
well up-to-date. The Board of Trade scheme is 
to publish a Directory which will presumably con- 
tain information which does not appear in the ordi- 


^ at very high pressures. 


nary trade directories, of which, of course, there is 
no dearth. But it will only be complete, apparently, 


t 


if every British manufacturer interested in the ех- . 


port trade sends in his particulars. The present 
invitation to him, in regard to the trades named, is 
to supply a detailed list of the articles which he 
manufactures; a list of the markets abroad in which 
he is more particularly interested; particulars of his 
agents abroad and of his terms of business; also any 
other information that would be of use in enabling 
inquiries from prospective purchasers to be ade- 
quately dealt with. We believe that while traders 
cenerally will agree that such a record should have 
been prepared vears ago, it will be very necessary 
for after-the-war operations if Government Depart- 
ments are going to adopt an active policy of assist- 
ance for our export industries. We believe that 
such is the national desire and the Departmental 


intention, but everything depends ‘upon the reli- 


ability of the list, and the enterprise and activitv 
displayed in using it. It will also require revision 
from time to time, both as to firms and as to the 
details of their manufactures. But however com- 
plete and reliable the list in these respects, it will 
not take the place of the direct intimacy that our 
national commercial representatives abroad should 
have with our actual industries at home. Nor will 
it in any way lessen the necessity for the adver- 
tiser giving all the information possible in his adver- 
tisements in such trade organs as find their way ta 
colonial. and foreign markets. As we have fre- 
quently said in these pages, the buyer—often right 
beyond the reach of Government offices, апа almost 
out of touch with ordinary civilisation—looks to 
advertisements for telegraphic addresses, codes en- 
ployed, and so forth, and for illustrations of types 
of manufactures or actual works carried out. Gov- 
ernment directories are an excellent idea, and, as 
a foretaste of good foreign trade policy to come, 
we welcome them, but, after all, they will be but 


.a small instalment of the organisation that is neces- 


sary to inform the purchasing world of the ability 
of British manufacturers to make practically any- 
thing that is required, to make it well, and to sell 
it without undesirable Hunnish methods. 


AMONGST the newer applications 
High-pressure of electricity to technology there is 


Rectified an interesting, but remarkably diver- 
Alternating sified, group connected together by 


Currents. опе dominant  characteristic—the 
use of rectified alternating current 
The three applications 
which comprise this group all happen to be referred 
to in this issue of the ErEcTRICAL Review; they 
are electroculture, the precipitation of fumes, and 
X-rays. The pressures required range from 50,000 
to 200,000 volts, the powers from 5 to 50 Kw., and 
in each case a transformer is employed, in conjunc- 
tion with either an А.С. supply or a D.c. interrupter 
in the primary circuit. Rectification may be effected 
either by a mechanical rectifier or ‘ап electrical 
“valve.” The commercial importance of the X-ray 
industry is already obvious; that of the precipitation 
process has been fully established by the admirable 
work done mainly in the United States; that of 
electroculture is continually gaining in apprecia- 
tion, and bids fair to leave its rivals far in the rear. 
Here, then, is a singularly promising field. for 
development, combining the certainty of immediate 
returns with the possibility, and probability, of enor- 
mous expansion in the early future, together with 
wide scope for the invention of improved apparatus 
and methods. Several British firms are admirably 
equipped with plant and organisation to handle this 
class of business successfully, and we trust that they 
are fully awake to the splendid prospect which it 
offers to energetic and enterprising exploitation. 
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THE MEETING OF THE INCORPORATED MUNICIPAL ELECTRICAL ASSOCIATION, 1917.— Il. , 


IN our last issue we referred to the meeting of the I.M.E.A., 
which took place at the Institution of Civil Engineers, on 
Thursday and Friday, last week. Although of such brief 
duration, and with many familiar faces absent, the gathering 
was а representative one, and served a useful. purpose. 

The Presipent, Mr. Е. M. Long, in opening the pro- 
ceedings, suggested that the meeting should send congratu- 
latory messages to Major W. A. Vignoles, of Grimsby, on 
being awarded the D.S.O., and to Captain Barker, of 
Barnsley, who has received the Military Cross; also that a 


message of remembrance be forwarded to Major Н. 
Richardson, of Dundee, and others on active service, and . 


this was agreed to. 

Then followed the reading of the presidential address, to 
which we referred at some length in our last issue; a vote 
of thanks to the President was proposed by ALD. LEESE, 
Stoke-on-Trent, and seconded by Mr. W. A. CHAMEN, who, 


touching on the address, said he thought the proposed  Elec-. 
tricity Bill should go forward in any сазе, as it might be a 


considerable time before a Government Electricity Board or 
Department came into being. 

MR. BowbEN then explained briefly the scope of his paper 
on “ Individual Interest in Municipal Enterprise,” and the 
discussion which followed occupied the remainder of the 
morning ; abstracts of both paper and discussion are 
appended. VE 

After an adjournment for lunch, the reading and 
discussion of Mr. RoBERTSON'S paper on '** Fuel 
Economy" occupied the afternoon; both papers were 
well received, the speakers being generally in agreement 
with the authors, though possibly some misgivings may 
be felt as to the attitude of labour in regard to bonus 
schemes, and some doubt as to the present and future values 
of by-products and the cost of obtaining them—and these 
are, after all, fundamental matters in profit sharing and 
coal economy. | | 

The general business meeting of the Association took 
place on Friday morning, and the question of coal economy 
was again brought forward, this time by Мв. Соу CALTHROP, 
Controller of Coal Supplies, who took the opportunity of 
briefly addressing the meeting on the subject. | 


MR. CALTHROP said no interference with industry was intended, 
unless it was essential in the national interests, but it was desired 
to co-ordinate the use of coal, and the two problems to be faced were 
the supply of London during the coming winter and the general 
transport of coal. He pointed out that the war was largely a 
transport problem. They had a scheme in hand with the object, as 
far as possible, of consuming coal near the place of origin, which 
affected some 40 million tons, and would save 700 million ton-milea 
in transport. He agreed that electricity producers were expert 
coal economists, but though the seven million tons annually used 
by electric lighting, tramway, and railway undertakings was a 
small proportion of the 240 million tons consumed, even in this 
. economies were advisable, and he urged them during the summer 
to economise for winter use. The transport difficulty would not 
end with the war, and difficulties were anticipated next winter. 
He realised the necessity of their work, but appealed to them to 
assist him if possible. As far as he was able, he intended to see 
that the Price of Coal Limitation Act was carried'out. 

The PRESIDENT assured Mr. Calthrop of their willingness to 
assist him, and a number of questions were asked. Мв, ELLIS 
(South Shields) pointed out the difficulty of getting the appliances 
which would enable them to economise in fuel, and suggested that 
some arrangement between the Coal Controller and Ministry of 
Munitions might be made to get over the difficulty, while Mr. 
YEAMAN (Stoke-on-Trent) touched on the question of reduced 
quantities of local coal under contracts, necessitating using dis- 
tant coal at increased cost. Mr. F. AYTON (Ipswich) pointed out 
the disadvantages in the way of cost, labour, haulage, and decreased 
plant efficiency, of the dirty coal now supplied, and asked whether 
this matter could be remedied ; and Мв. CLOTHIER (Bootle) said 
they could not agree that the Board of Trade decisions conformed 
with the Price Limitation Act, and asked whether the matter could 
be opened again. 

Mr. CALTHROP, in reply, briefly assured them that he would 
endeavour to obtain reasonable priority for new fuel plant, and 


would assist them іп the matter of dirty coal and reduced quan-. 


tities supplied under contract, if particulars were given. Mr. 
Calthrop then withdrew. 

The annual report, an abstract of which appears below, then 
came up for discussion. With reference to the Council's recommenda- 
tion that the resolution of 1913, in regard to the “Model general 
conditions of contract," should be rescinded, and the matter be 
left in the hands of the Council; MR. PURSE (Carlisle) moved an 


amendment, in the form of an addition, to ensure that no action 
should be taken in the matter until it had been brought before the 
Association again, and the amended recommendation was ayreed to. 
Considerable discussion took place on the question of municipal 
representation on the Board of Trade Committee on Electricity 
Supply. | 
Ма? FARADAY PROCTOR (hon. вес.) said he presumed that 
the Committee on Electrical Trade After the War was prohibited 
from dealing with municipal trading, and he believed that was . 
one reason why the later Committee on Electricity Supply was 
formed ; the Board had agreed to give them more representation, 
and he believed the names of three additional members were to 
be submitted by them. They had also heard that one of their 


‘members was to be invited to give evidence. 


ALD. PEARSON (hon. solicitor) stated that the Council had adopted 
a resolution that the President of the Board of Trade should accept 
the nomination by the I.M.E.A. and the Association of Municipal 
Corporations of the three new members. | e" 

Mr. CLOTHIER (St. Anne's) mentioned that the Urban District 
Councils’ Association had been asked to nominate somebody on the 
Committee. 23 

Mr. THos. RoLEs (Bradford) suggested that if the Board of 
Trade refused to accept their decision on representation, they should 
consider whether evidence should be given before the Committee. 

COUNCILLOR WALKER (Manchester) pointed out that originally 
it was desired to have witnesses, now a witness, and the Committee 
would decide the points on which evidence was wanted. Не 
thought this was suspicious. and was prepared to consider the 
previous speaker's suggestion. | 

ALD. PEARSON (hon. solicitor) suggested that the Council's resolu- 
tion be passed, and that a further resolution could be put to the 
meeting in regard to the representation of the U.D. Councils' 
Association, but after further remarks by ALD. SMITH (Barrow), 
who urged that two of the representatives should be engineers, and 
Mr. FARADAY PROCTOR, who pointed out that the Association of 
Municipal Corporations was putting forward evidence from three, 
localities of large, medium and small population, an amendment 
was agreed to that the Association of U.D. Canncils be included in 
the resolution. | ‚ 

Мв. Тноз. RoLEs (Bradford) urged that a definite policy should 
be subscribed to by the I.M.E.A., this being a matter of great 
importance at the present time, and, after a brief discussion, a 
resolution instructing the Council to formulate such a policy was 

assed. |. 
i MR. PURSE raised the question of plant extensions by munici- 
palities being refused by the authorities, while power companies 
appeared to be favoured in that matter, and suggested that the 
Council should obtain full particulars as to sanctions given and 
refused to municipal authorities. 

Mr. FARADAY PROCTOR agreed that rumours had reached them, | 
and that the Council would take action, if facts were submitted 
to it. oe 

The proposed revision of the Articles of Association, with a view 
to giving the smaller undertakings more representation, was agreed 
to after a short discussion with a view to obtaining a representative 
of an Urban District Council on the Council, an amendment to this 
effect being lost. | 

Тһе гасі of the ballot for officers and Council for 1917-1918 
was as follows :— 5 | 

President.—S. J. Watson (Bury). | 

Vice-Presidents.—F. Ayton (Ipswich) and Thomas Holes 
Bradford). Sa | 
j Past EREE 7 асов (Dundee), А. С. Cramb (Croy- 
don), and F. M. Long (Norwich). | 

ans docete member elected are Messrs. J. A. Robertson (Sal- 
ford), S. E. Fedden (Sheffield), W. T. Kerr (Hereford), and Aldermen 
Robinson and Jeffrey ; the members of Council remaining in office 
are Messrs. Britton (Chester) Lackie (Glasgow), Pearce (Man- 
chester), Councillor Barge (Poplar) Alderman West (Coventry), 
Messrs. Allen (Wolverhampton) Bowden (Poplar), Christie 
(Brighton), Councillor Sinclair (Swansea), and Alderman Walker 
(Manchester). | ‚ 
. Messrs. Edgcome (Kingston-on-Thames), Alderman Pearson 
(Bristol) and H. Faraday Proctor (Bristol) were respectively 
re-elected as hon. treasurer, sdlicitor, and secretary. 

The decision as to the locality of the next annual meeting was 


left in the hands of the new president. 


TWENTY-SECOND ANNUAL REPORT (abstract). 


After allowing for resignations, removals, and lapses due to 
members leaving municipal employment, there is a decrease of two 
in the total membership, now standing at 374, the decredse being 


in the Associates’ class. . 


Model General Conditions of Contract.—At the last annual 
general meeting of the Association, it was pointed out that for two 
years previously the Council of the Association had been in. 
negotiation with the Council of the Association of Municipal : 
Corporations on what were then known аз the “ Beama" Clauses of 
the Institution Model General Conditions. As no report waa 
received from the Association of Municipal Corporations on the 
subject, and as that Association did not respond to the repeated, 
applications of the I.M.E.A. Council to complete their considera- 
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tion of the matter, it was suggested by the Council of the I.M.E.A. 
at the annual general meeting held last June that the resolution 
of the annual general meeting of 1913 should be rescinded and the 
conditions provisionally adopted. 

Further recent inquiries by the I.M.E.A. have resulted in a reply 
from the Association of Municipal Corporations admitting that the 
subject is in a position that cannot be regarded as altogether 
satisfactory. К 

The present deadlock can опу be removed by the generel meeting 
rescinding the resolution of 1913, and so enabling the Council of 
the Association to move in the matter independently. 

The Council therefore recommend to the general meeting that 
the resolution referred to be réscinded, and the matter left in the 
hands of the Council. : 

Supply of Electricity Bill.—Ymmediately after the business 
meetings last June, a joint meeting of representatives of the 
Council of the Association and of the Association of Electric Power 


Companies was held, and it was decided to form a Joint Committee . 


to deal with the Supply of Electricity Bill now in draft, and to 
invite the I.M.E.A. to appoint three representatives in addition to 
Mr. H. Faraday Proctor, who had been appointed joint honorary 
secretary of the Committee with Mr. de Turckheim. Mr. F. M. 
Long. Alderman Walker. and Mr. J. W. Beauchamp were appointed 
to-represent the Association. . | 

Ав the outcome of the work of the Joint Committee, several new 
clauses have been embodied in the Bill. These new clauses deal 
with the granting of wayleaves over, under, or through private 
property, the construction of lines over ground, the re-drafting 
of the clause dealing with the. giving of partial supply in certain 
cases (stand-by), the supply to districts where there are no 
authorised undertakers, obligation of undertakers to furnish a 
supply, methods of charging, charging and maintenance of electric 
vehicles, &c., &c. | 

The various clauses in the Bill were gone through, and evidence 
in support of the same was given before the Board of Trade 
Committee on Electrical Trade after the war. 


Linking- Up.—On the same day at a similar meeting, the I.M.E.A. 
was invited to appoint five representatives on a Joint Committee 
in addition to Mr. H. Faraday Proctor, who was appointed joint 
honorary secretary with Mr. de Turckheim. The I. M.E.A. repre- 
sentatives are Messra. T. Roles, S. L. Pearce, R. A. CHattock, W. W. 
Lackie, and J. H. Bowden. 

Several meetiugs of the Joint Linking-up Committee have been 
held, and local Committees have been appointed in various districts 
throughout the country, all of whom have had meetings and are 
getting out statistics and other information, and in some few 
instances considerable progress in the matter of linking-up has 
actually been made. 

REastbourne and the Board of Trade.—In view of the fact 
that the recommendations of the Officer of the Board of Trade 
. were not adopted by the Board Trade, and bearing in mind that 
the Electrical Adviser to the Board of Trade is retiring from office 
in June, 1917, and that therefore it was difficult to take up the 
queation of detail with him, further consideration of this matter 
has been deferred. 


Summer Time Act, 1916.—At the request of the Home Office 
Committee appointed to inquire into the working of the Summer 
Time Act, 1916, and its renewal in 1917 and subsequent years, the 
I.M.E.À. circulated a 4»exionnaire on the subject, and the honorary 
aecretary, Mr. H. Faraday Proctor, and other members, gave evi- 
dence before the Committee. 

Tteserved. Occupations.—A considerable amount of correspondence 
has taken place with the Reserved Occupations Committee ; and 
representatives of your Council, acting in conjunction with the 
Institution of Electrical Engineers and the Incorporated Associa- 
tion of Electric Power Companies, waited as a deputation upon the 
Reserved Occupations Committee with a view to pointing out the 
necessity of reserving to electrical undertakers a sufficiency of 
ot qualified employés to. carry on the undertakings in a reliable 
manner for the maintenance of munition supplies, &c. 

Training of Disabled Sailors and Suldiers.— Аъ the invitation of 
the Institution of Electrical Engineers. the I.M.E.A. nominated Mr. 
J. W. Beauchamp to serve on the Committee formed by the 
Ministry of Labour to make inquiries into the question of the em- 
ployment of disabled sailors and soldiers in the electrical industry, 
and the training necessary for this purpose. Mr. Beauchamp also 
represents the Association on a similar but distinct Committee 
formed by the Ministry of Labour. | 

Engineering S'andards Committee. —The Association has received 
its contribution of £21 to the funds of this Committee, and con- 
tinues to be represented on many of its Sectional Committees, Sub- 
. Committees, and panels. 

Research on Buried Cables.—At the request of the Institution of 
Electrical Engineers, the Council of the I.M.E.A. issued an appeal 
to undertakings represented in the Association to support finan- 
cially the Institution in the work which it was carrying on in 
this matter. | 

British Trade after the War.—Following the resolution passed at 
the last annual general meeting which was communicated to the 
Prime Minister, the engineering members of the Association were 
circularised, and the honorary secretary, Mr. Faraday Proctor. 
attended on several occasions before the Board of Trade Com- 
mittee on electrical trade after the war. The president, Mr. 
F, M. Long and Mr. Thomas Roles, of Bradford, also gave 
evidence. The report of the Committee has not yet been 
published, à | 

As previously mentioned in this report, evidence was given at 
wreat length in support of the various clauses of the Supply of 
Electricity Bill, and also in connection with various recommend- 


ations put forward as to the constitution, duties, and limitations of 
Government departments, concerned in the regulation -of the 
actions of electrical undertakers, and the supply of electricity 
generally. . | 

Alleged Preferential Charging at Hackney.—The members will 
be aware that the Gas Light and Coke Co. are bringing an action 
against the Hackney Borough Council on a case of alleged pre- 
ferential charging. The Council considered that Hackney had a 
very good case, and strongly recommended the members of the 
I.M.E.A. to contribute towards their defence. 

Articles of Assóciation.—The Council have given very careful 
attention to the question of the revision of the Articles, providing 
for postal ballot, and also for an altered constitution of the Council. 
The effect of the alterations is that while the number of the 
Council, viz., 25 members, is not increased, there will be only one 
vice-president and only one past president, thus adding three to 
the number of ordinary engineer membets of the Council, without 
increasing the total number, or altering the present proportion 
between engineer and Committee members. As regards the 
question of the definite representation of all sizes of undertakings, 
the Council are of opinion that this will be better dealt with by a 
resolution of a general meeting. The resolution isin the following 
form :— 

" That whereas by Article 28 there shall be 18 ordinary members 

of Council, 12 being engineer members of the Association, and six 
representing municipalities, and, by Article 29a, four engineer 
members of the Council and two municipal representatives of the 
Council shall retire annually, it ig resolved that annual elections 
be so arranged that there shall. during each year, be nine engineer 
members on the Council from undertakings owned by local autkori- 
ties where the population of the area of supply exceeds 50,000 ; 
and three engineer members from undertakings owned by local 
authorities where such population does not exceed 50,000.” 
. The Electric Vehicle Committee.—During the past year the scope 
of the Electric Vehicle Committee has been widened, as is indicated 
by its new title, ‘‘ The Electric Vehicle Committee of Great Britain. 
Formed under the auspices of the I.M.E.A." | 

Honorary Treasurer's Report.—The total expenditure is £545, . 
or £50 more than last year. The income from subscriptions is 
normal, and the revenue from proceedings £154, an increase of 
£50. The receipts from members’ and delegates’ fees are normal, 
and the total income is £554, as against £506, leaving a balance of 
£10 as surplus for.the year. 

The total surplus of assets over liabilities is £936, so that the 
Association continues to be financially sound ; but there is no 
margin for expansion, and it is a question whether the subscrip- 
tions should not be raised so as to enable the Association to deal 
with more advantage with questions affecting the interests of that 
section of the industry represented by the Association. 

Agricultural Derelopment.—During the year a Committee on the 
Development of Electricity in Agriculture has been formed to 
deal with this subject, with power to add to their number, both 


. from the ranks of the Association and from other souroes, and to 


present a report in due course on the matter generally for future 
action. 

It is proposed to invite representatives of Government Depart- 
ments, Agricultural Societies, and Electrical Associations to serve 
on the Committee, so as to co-ordinate co-operative effort in 
carrying out the objects of the Committee. 


Individual Interest in Municipal Enterprise. 
Abstract of paper by J. Horace BOWDEN, Poplar. 


To successfully control a municipal undertaking, concentration of 
thought during an undisturbed period of a number of years is 
necessary on the part of those responsible for the management, 
and in order to secure this, not only should the municipality pay 
sufficient remuneration to prevent distraction from undivided 
attention by their official staff, which striving after increased 
remuneration engenders, but should also offer inducements to the 
staff whereby the desired results might be attained, to the material 
benefit of those responsible for their attainment. It is therefore . 
incumbent upon every municipality to give consideration to any 
scheme which would induce the members of each of its trading 
staffs to concentrate their whole energy on producing certain 
results, and, in giving consideration to any such scheme, the varied 
interests connected with the supply should essentially have equal 
prominence. . 

The primary interests of the consumer and the ratepayer are 
linked indissoluably together. Low charges for supply to the con- 
sumer produce the asset to the municipality, but the price paid 
for the supply should be such as to amply provide for the guarantee 
given by the municipality on the security of the rates. Cheap 
prices and participation in profits may appear to be diametrically 


= opposed, but it must always be borne in mind that the ultimate 


result of low charges means that all ratepayers would b»come con- 
sumers, and therefore any apparent injustice by contributing to 
rates out of profits would eventually disappear. 

Consumers’ and staff interests are linked, inasmuch aa satis- 
factory working conditions, adequate remuneration, and security 
of tenure tend to ensure continuity of supply and efficiency of 
service. Low prices to the consumer and participation in profits 
by the staff can be made of identical interest by the introduction 
of proper safeguards to the consumer into any profit-sharing 
scheme. 

The interests of the ratepayers and the staff have everything in 
common respecting security of guarantee; judicious capital 
“expenditure is the most effective medium of profit: production. 


| 
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The interests of the ratepayers and staff are also common in 


respect of profit sharing, and the author is of the opinion that the 


scheme submitted in this paper will ensure the best results to the 
ratepayer, and at the same time secure for an undertaking а sound 
financial footing. , 

It is of paramount importance that every municipal electricity 
undertaking should be placed upon a sound financial basis in 
priority to any other consideration. 

For a number of years prior to the introduction of a profit-sharing 
scheme at Poplar, and before any contribution whatever was made 
to the rates, a drastic policy of writing down and scrapping obsolete 
plant was adopted, together with a system of payment out ol 
revenue for all assets for which loans could not be raised for 
periods of 20 years or over. All existing loans were converted from 
*he annuity or annual instalment to the quarterly instalment 
system. 

To-day the statement of loans outstanding comprises only :— 
Lands, buildings, mains, and machinery. with £3,500 for services 
and £750 for accumulators. Both of the latter will be wiped out 
during the course of the next three years under the scheme 


adopted. No money for machinery has been borrowed since’ 


January, 1914, all new plant having been purchased out of 
amounts written down in respect of obsolete plant. 

All machinery of any description laid down prior to 1905, with 
the exception of two boilers and the orfyinal L.T. switchgear, has 
been entirely written out of the books of the undertaking. The war 
has temporarily suspended this financial policy, but the author is 
convinced in his own mind that it is absolutely correct, and, 
after the war, will advocate the scrapping of the major portion of 
the plant laid down between 1905 and 1913, in order to bring 
the machinery right up to date without increasing the present 
liability on that account. 

In furtherance of this policy, therefore, it was necessary, before 
considering the disposal of surplus profits, to lay down a schedule 
of firat charges upon surplus profits, as follows, viz. :-— 

Minor improvements to buildings and plant. 

New meters and services. 

Wiring, cooking, and heating installations. 

Showroom and test room fixtures. 

Instrumenta, office furniture and tools. 

Cost of reclaiming disused cable. 

Removal and re-erection of machinery. 

Sundry expenses connected with capital work and plant. 

Lay aside £1,000 per annum over and above requisite 
amount of redemption for reducing the debt on account 
of services, instrumenta, and accumulators. 

Working balance at end of each financial year to be made up to 
10 per cent. of the total income for that year. 

After payment of the foregoing charges on surplus profits, the 
available balance (if any) in any year is apportioned as follows, 
viz. :—40 per cent. is placed at the disposal of the Finance Com: 
mittee of the Council; 20 per cent. of а sum up to £6,000 avail- 
able for disposal, and 10 per cent. on available sum over and above 
£6,000, for division amongst the members of the permanent staff. 
Remaining balance is placed to the credit of capital machinery 
account for writing down obsolete plant. | 

The amount placed at the disposal of the Finance Committee 
may or may not be utilised for relief of rates, but preference is 
given to its utilisation for works which would have a beneficial 
effect upon the rates. 

The bonus to staff is apportioned as follows, viz. :—A moiety to 
the principal officers of the staff, and the other to the junior officers 
and workmen permanently employed pro rata to the normal 
salaries and wages paid in the year in which the bonus is 
earned. 

The proportion payable to the principal officers is divided as 
follows, viz. ;—One-half to the chief engineer and manager ; one- 
fourth to assistant manager ; one-fourth, in equal proportions, to 
the station and mains engineers and sales manager. 

The financial soundness of this scheme must commend itself to 
all concerned, as, no matter how rapidly an undertaking may 
develop, the cost of new connections, and all improvements to the 
existing system, must be taken from revenue before any:sum is 
available for bonus. ec 

On January 6th. 1915, the Poplar Electricity Committee finally 

, approved the scheme on the lines indicated.in this paper, subject 
to а general reduction of 25 per cent. in charges to private lighting 
consumers. The following results will indicate in some measure 


whether the scheme has been justified or not :— : 
Per cent. 
[Year ending Unite of bulk Average pic Net 
March 8184. sold. supply at price. coal per | profit. 
0°25d. ton. 
d. £ s. di £ 

1913  ... 12,014,794 13 11122 jO 14 41| 3,170 
1914 . 16,716,705 16:0 0971 [0 14 2 | 8,010 
1915 16,889,048 8'0 1'043 JO 12 53|14,719 
1916  ... ... | 21,505,614 11°9 0:988 jO 17 114 11,815 
1917 Estd.  ... 00 14°8 L06* | 1 6 {11,500 


a ee DRM. ONCE 


* Increase of 10 per cent. on power charges. 


The saving aimed at is not in labour, but on materials used— 
viz., coal, water, oil, &c. The most important point affecting bonus, 
however, is the proniulgation of business, each man being a poten- 
tial canvasser of the undertaking. 

Increase in business means the employment of a larger number 


Ф - 


of hands for various extensions, services, and wiring installations, 
а greater number of men being required for these purposes than 
merely for attention to generating plant. 

Allocation of Bonus to Staff.—The proportions payable, as set 
out in the Poplar scheme, may not appeal to every municipality, 
and, as' an alternative, the distribution may be made wholly as & 
percentage of annual salary or wages. То illustrate the difference 
between the two systems, the author submits the payments made 
by the Poplar Borough Council as a result of last year's trading— 
viz., 1915-16 :— К 

Amount available for distribution, £1,262 3s. 104. 


Principal officers .. £631 2 0 or 36'6 per cent. of 
salaries, 

Junior officers and 

workmen £631 1 10 or 6°09 per cent. of ` 


salaries or wages. 


Had the alternative proposition been in force, the whole of the 
staff would have received 10°43 per cent. of their annual salary or 
wage. | 

When the facts are taken into consideration that private lighting 
supply was reduced by 25 per cent., that coal cost 3s. 94d. per ton 
more than in the .year prior tó the introduction of the profit- 
sharing scheme, and that a full year of war conditions was expe- 
rienced, carrying with it war bonuses, payments to dependenta of 
those on Active Service, and a general all-round rise in price of 
materials, yet the net profit was increased by £3,800, it is fairly 
obvious that'remuneration under the alternative scheme to those 
officers primarily responsible for the results would have been 
inadequate. 

The logic underlying the Poplar system is that, by application, 
economies can be effected in both the generating and distributing 
departments, and an energetic &nd  properly-controlled sales 
department can influence the revenue of an undertaking to a 
considerable extent. ° 

Judicious management brought to bear on each of these depart- 
ments produces results nearest approaching the ideal, о it is 
reasonable to allow the assistant manager a share equal to each of 
the shares allotted to the heads of departments, whose efforts 
extend to their departments only. 

As the general manager is the responsible officer over all depart- 
ments, upon whose judgment the decision in all matters must 
finally rest, it appears an equitable arrangement to allot double 
the amount received by his chief assistant, which is usually the 
proportionate difference in salary. 

Investment of Profits on behalf of the Staff.—It ів a debatable 
point whether compulsory investment in an undertaking should 
be insisted upon, and much can be advocated foriand against 
compulsion. ' 

` In most well-ordered municipalities, supersmnuation and pension 
funds have been established, and sick benefits have been offered to 
the staff. which are supported by compulsory contributions by the 
staff and the municipality, therefore the necessity for compulsory : 
thrift does not appear to be nearly so great in municipal under- 
takings as in private enterprise. On the other hand, it may be 
anticipated that, by investing savings in the business in which he 
is employed, & greater interest in the working of the business 
would be engendered, and it would appear that every facility for 
investment should be given as a means to that end. Furthermore, 
pension schemes, as a rule, provide for the employé only in old age, 
but not for his family, and should he die immediately after his 
retirement, his family gain nothing therefrom. 

In the Poplar profit-sharing scheme, provision is made for a 
working balance of not less than 10 per cent. of the annual income 
of the undertaking, and as no provision has been made for working 
capital in any of the Electric Lighting Acts, it is reasonable to 
assume that no legal objection would be raised to the municipality 
accepting deposits from the staff up to the stated amount, and 
interest allowed thereon not exceeding the rate at which money 
could be obtained from the usual sources. It may also have been noted 
that the Puplar scheme allows for a 20 per cent. bonus on available 
balances up to £6,000 per annum, and 10 per cent. on any sum 
available over £6,000. 

A line of demarcation between voluntary and compulsory 
investment suggests itself, und the author submits that the benefits 
of any profit-sharing scheme would be enhanced if the amount 


- accruing at the rate of 20 per cent. were to be handed over to the 


staff to be invested in the undertaking or otherwise at the option 
of the employé, and. that accruing at the rate of 10 per cent. be 
compulsorily invested in the undertaking, all on terms suggested. 

There can be no doubt that current events indicate that in the 
near future labour will command a much greater share in the profits 
of all enterprises, whether national, municipal, co-operative, or 
private, and the greatest evil to be feared from this much-to-be- 
desired state of affairs is the misapplication of the prospective 
enhanced income of fhe worker. 

Assuming that the opinion of the author is correct, it would be 
necessary for the employé to enter into an agreement with the 
employer that the sum invested should not be withdrawn except 


. after a period of not more than 12 months, on retirement or at death, 


in order to guard against the impulse of the improvident to with- 
draw at any time merely for the purpose of squandering any 
accumulatioh of profit and interest. The Council would, of course, 
exercise its discretion in paying out immediately in cases of manifest 
necessity on the part of employés. | 

Sliding Scale to Adjust Bonus with Charges for Supply.—Seeing 
that the work of the undertaking was carried out under more 
arduous conditions than appertaining in previous years, the author 
has been forced to.the conclusion that no profit-sharing scheme 
would be complete without a sliding scale to adjust profit. : 


D 
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sharing applicable to increase as well as decrease in charges for 
Bupply. 

The " point-five " system of charging (which originated at Poplar) 
is admirably adapted for working in conjunction with a profit- 
sharing scheme. As most of the members are aware, this system 
comprises an annual charge based upon the probable demand of 
each consumer, plus 0°5d. for each unit used. The authqr proposes 
to recommend that this system shall become permanent, and when 
it becomes necessary*to increase charges, a pre-determined percent- 
age would be added to each account, but if it is found, after 
balancing the books for any year, that a rebate of 2} per cent., or 
multiples of 23 per cent. can be allowed to consumers, the deter- 
mined amount shall be allowed on the following year's accounts. 

The advertising effect ef the rebate system in connection 
with small consumerà must appeal to every electricity supply 
manager. 

The present bonus scheme would hold good under the normal 
point five system, and the following scale applied for advanced 
prices :— 


Y 


Per cent. of bonus 
over £6,000 available 


Per cent. of bonus up 


Increase in charges. to £6,000 avuilable 


Per cent, surplus. surplus, 
5 ls 9 
10 16 х 
. 15 14 ES 
20, 12 6 
25 10 D 
30 8 4 
30 b 3 
40 204 2 
15 | 2 1 
50 B Nil Nil 


A sliding scale applicable to decrease in charges appears to be a 
«much more diffioult problem, firstly, because the cost of production 
is likely to steadily decrease for many years to come, and finality 
in this respect is difficult to anticipate ; secondly, a financial policy 
carried out on similar lines to that in vorue at Poplar would 
eventually wipe out machinery entirely from the loans account, 
thus reducing capital charges to a large extent; and thirdly, 
because the interests of the consumer, the ratepayer, and staff 
should receive equal consideration. 

After mature deliberation, the author has arrived at the follow- 
ing conclusions, viz. :— | 

That a minimum available sum for profit-sharing, contribution 
to rates, and reserve for displaced machinery should be fixed, 
which in the case of Poplar the author has earmarked at £6,000. 
That is to say, if the amount for disposal reaches £6,000, the 
following division would be made, viz. : — : 


eee ava ecc £2,400 
esse. — 1,200 
eee TP eco 2,100 


Finance Committee, 40 per cent. 
Bonus, 20 per cent. ... fis 
Reserve for displaced plant |. 


£6,000 


In the event of a greater sum being available, which would allow 
of a rebate of 24 per cent. or multiples of 24 per cent., then the 
minimum amount for disposal should be increased by £1,000 for 
every 24 per cent. granted as rebate. Any balance after allowing 
for the minimum sum according to scale, to be carried forward for 
the purpose of allowing further rebates. Upon this system the 
following sliding scale would apply, viz..:— 


Minimum sum for Minimum sum for , 


If rebate disposal, plus If rebate disposal, plus 
granted at necessary umount granted at necessary amount 
of rebate. of rebate, 
Per cent, £ Per cent. £ 
24 7,000 274 17,000 
5 8,000 30 18,000 
74 9,000 324 19,000 
10 10,000 35 * 20,000 
123 · 11,000 37} 21.000 
15 12.000 . 10 22,000 
174 ; 13,000 42} 23.000 
4 20 14,000 45 24,000 
223 15,000 471 25,000 d 
25 16,000 50 26,000 
DISCUSSION. 


Mr. LiTTLER (West Ham), in opening the discussion, said he 
agreed to the general principle indicated by the author; a direct 
interest was a great incentive for extracting the best from & man. 
He rather doubted whether security of tenure was an altogether 
good thing ; it might be a handicap in both municipal and Govern- 
ment work. Labour was secure in its position and a bonus did not 
carry with it the same risk as in the case of the higher staff. He 
doubted whether, with the proposed allocation of surplus, the 
engineer might not find his remuneration seriously reduced, due to 
the effect of his own industry, in increasing assessments. He 
could not agree with the arbitrary handing over of 40 per cent. of 
the surplus to the Finance Committee ; the ratepayers had a right, 
to some return, but did they not get a sufficient return in the 
benefit conferred on the town by a sound undertaking? He was 
afraid that labour would be opposed to the idea ; the profit-sharing 
schemes in the London gasworks had not given the expected results. 
The suggested division of the bonus might also not be acceptable 
to labour, and any interference with ita disposal would be 
resented. The bonus must be over and above the fair remunera- 
tion of labour. 

Mr. Munxpy (Secretary, Co-partnership Association) disagreed 
with the suggestion that profit-sharing had been a failure in the 


gas industry ; despite the war and more attractive labour condi- 
tions, the profit-sharers had fallen off very little in number, and 
Dr. Carpenter, of the South Metropolitan Gas Co., had emphasised 
the great benefit obtained during the war from the co-partnership 
scheme, which had been in existence 25 years, and was a good 
example. He aprreed that the Trade Unions were antagonistic, 
but in works where it was in existence it was welcomed, 
The bonus was a dividend on labour—a share in the profit— 
and he contended that it should remain in the form of capital, and 
thus have a permanent influence, whereas a cash bonus was spent 
‘and forgotten. 

Mr. C. H. WoRDINGHAM (president Inst. E.E.) said, personally, 
he had always found municipal engineers keen on their work, but 
the bonus might make them more careful in the case of doubtfdl 
experiments with tariffs. He was afraid that if the State stepped 
in it would mean that the State would be paramount, and its influ- . 
ence was all in the direction of private enterprise. Profit sharing 
appealed strongly to him, but the workman did loak on it with 
suspicion, and would certainly resent the bonus being invested for 
him ; he doubted whether compulsion was advisable in any way. 

ALDERMAN BARGE (Poplar) said this was the third year of ope- 
ration of their bonus system; the bonus was not regarded as 
wajres—it was an addition, and was favoured by the men. The 
division of the bonus was a knotty problem, but he thought the 
management deserved special consideration in the matter. 

ALDERMAN WALKER (Manchester) said the proposal was a good 
one if it promoted efficiency, but he thought the author might be 
on doubtful ground in proposing a scheme which, by increasing 
prices, allowed of a bigger contribution to the rates. Personally, he 
believed in contributing to the rates a definite percentage on the 
outstanding debt. as at Manchester. The bonus would not remove 
а man's desire to get to the top of his profession, and, personally, 
he would not care to eliminate that desire. If the proposal were 
generally adopted the question would arise as to what extent 
labour would demand a hand in the management of the funds and 
eventually of the department. 

ALDERMAN THOMPSON (Wolverhampton) said the idea behind the 


scheme was to make the workmen into capitalists. He had had < 


some years’ experience of a profit-sharing scheme in his own works, 
and found it a success. They practically allotted а man capital 
equal to his year’s earnings, and guaranteed him certain interest on it ; 
last year the interest was 124 percent. If anything, the trouble 
was that the men wanted to increase their holdings. When the 
war came, & number of men agreed to 10 per cent. of their 
earnings being deducted and invested in a thrift fund, and it was 
intended eventually to invest this in the business and give the 
men а representative for their capital on the Board. | 

MR. L. L. RoBINSoN (Hackney) said there were other troubles 
in municipal work beside those hinted at by the author; he com- 
mented on the lack of cohesion of municipal authorities, and said 
he felt that the time would come when existing undertakings 
would have to be taken over by a number of large statutory 
companies under Government control. There was a good deal of 
justice in the higher proportion suggested for the staff bonus, but 
it was likely to result ‘in jealousy, also if those who helped most 
towards efficiency were to receive most bonus, then the boiler 
house would get a larger proportion. They had a bonus scheme in 
view for the Hackney undertaking, but it was not yet quite 
matured. | Е 

Mr. Т. HALL (Burton-on-Trent) explained the bonus system іп 
operation for three years in his town, which was based on the 
saving in works costs below Id. per unit. This scheme had worked 
well, but he felt that the bonus should only be applicable to. items 
which could be controlled by the worker, and not on rates and 
taxes. He confirmed the author's view that. the staff became 
direct canvassers, naively remarking that there was hardly a public 
house which had not electric light. There was no enthusiasm for 
the investment of the bonus amonyst the men, and he understood 
that a municipal authority had no power to invest money in 
this way. : | 

Mr. BowDEN, in replying, agreed that security of tenure had a 
two-sided effect, but he claimed that the bonus system would do 
away with the objectionable side. The effect of the assesament 


“was not quite such as might be thought, at least in the London 


area. The bonus scheme would not deter a man from moving, but 


he would give the matter more consideration if he had to relinquish * 


some other benefit. When thé Poplar scheme was started, they 
could find no other undertaking with a similar scheme, though 
partial schemes had been in existence for some years. He believed 


"that Parliamentary powers were under consideration to allow of 


investing employés money in municipal concerns, 


The 1886 Company :'More Resolutions.—A note from. 


Moscow says that a conference held there to consider the problem 


` of the 1886 Company declared decisively against the formation of 


a new share company with the participation of representatives of 
the town on the board of the company. The conference once more 
affirmed that the company should be liquidated in due course. The 
property should be valued on the basis of prices existing before the 
war; whilst the interests of the shareholders of Swiss nationality 
should be respected.. 

A note in the .Voroye Vremya says that at a meeting of town 
councillors on the liquidation of the 1836 Company and of the 
Peredatch (Electrical Transmission Co.) a mixed board, consisting 
of representatives of the town and of shareholders which would 
keep the German element concealed, was considered undesirable 
Both concerns should be liquidated, ` 
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ELECTRIC STEEL. 


(Concluded from puge 612.) 


A VERY elaborate paper on the “ Electric Characteristics of Electric 
Furnaces" was presented by Mk. A. A. MEYER, of the Detroit 
Edison Co., giving the results of an electrical investigation of a 
Heroult and of;/a Grönwall electric steel furnace, covering their 
construction, operation, load fluctuations, power factors, un- 
balancing effects on the three-phase system, and wave distortion 
-as determined by the oscillograph. The oscillograph data were 
studied closely, to draw from them deductions as to the self- 
induction of the furnace and connections. The effect of these con- 
siderations on the accuracy of the customer's watt-hour meters was 
also discussed. я 

Мв, С. Н. vox BAUR, with Messrs. Hamilton and Hansell, read 
a paper giving further information on the Rennerfelt electric 
furnace, supplementary to a former paper. The principal 
improvements, since made, were as follows :— 

. ]. The furnace hearth is now circular, with one set of electrodes, 
and oval shaped with two sets. 

` 2. Theside electrodes are adjustable in a vertical plane, allowing 
them to dip toward the bath. 

3. The available power, or instantaneous available heat, has been 
largely increased. | 

The operating results obtained by making these three changes 
had not only kept up the quality of the steel, but the cost had been 
reduced materially. : 
` With a circular hearth and the flame in the centre, the heat 

distribution was equal at the slag line ; there were, consequently, 

! no cold corners, obviating overheating when melting, which was 
so detrimental to both side-walls and roof. The side-walls, slag- 
line, and roof, especially the latter, now dome-shaped, were easier 
to repair. Often, only the centre portion of the roof bricks needed 
replacing, the other roof bricks lasting twice as long. | 

The second feature, viz., tipping the side electrodes down from а 
horizontal position, had several advantages. When smaller charges 
than normal were made, the most efficient height over the metal, 
when melted, could be had. During melting, the electrodes at the 
start, whether for partial or full heats, were usually only an inch 
or so (275 cm.) over the bath. As the charge melted, the electrodes 
were continually lowered, thus keeping the flame about 21 to 3 in. 
(6'2 to 775 cm.) over the bath. Bringing the flame closer to the 
bath accomplished two things: the melted steel more readily 
absorbed the heat, and the large flame being farther away from the 
roof, the life of the roof was lengthened. This was proved by the 

‘shorter time to make a heat from a cold charge, and by a longer 
life of the roof. | | 

The possibility of tilting the electrodes up arfd down helped when 
'slagying off, and lessened the breakage of electrodes. 

The flame being nearer the bath. and with the same potential, had a 
tendency to circulate the slag faster. his could easily be observed, 
and was of the greatest importance. A more shallow bath facili- 
tated the refining, as the metal came in contact with this slag on 
a larger surface. 

The flame itself, depending on the size and electric power of the 
furnace, Reemed to траке a circular patch on the thinned slag 
directly beneath the flame about 8 or 10 in. (20 to 25 cm.) in dia- 
meter, and then mushroomed out. The hotter the furnace, the 
better the conductivity of the gases and the greater the spreadiny 
of the flame. In а two-flamé furnace, this flame at times seemed 
to spread over the entire bath. ‘This appearance was, no doubt, 
due to incandescent gas. The hearth was made more shallow, and 
thus the rammed-in bottom, coming up at the sides, made the sides 
less steep. This shallow bath shortened the time of melting down, 
and the lining was less affected at the slag line. 

The regulation of the heat applied to the bath was made easier 

*by the variable position of the flame above it, and it also lessened 
the danger of overheating, which was apt to become so detrimental 
with an acid bottom. The almost invariably clean steel produced, 
with the absence of inclusions, was obtained by careful handling, 
yet the ease of avoiding overheating was of first importance. 
Metallurgists who had operated the Rennerfelt furnace had par- 

| ay noted this point, and the avoidance of worry which thus 
ensued. ` je ' К 

Having the electrode tips never more than 3 in. (7:8 cm.) above the 
bath, had materially reduced the time of melting (so far no Ren- 
nerfelt furnace in the United States. was using fluid charges). 
With basic bottom the dephosphorising time had remained un- 
changed, and the desulphurising period, with the aid of calcium 
carbide slags, had been reduced. When refining and reducing 
sulphur with a built-up slag from ferro-silicon and lime, as used 
in the induction furnace, this was aceomplished with good effect. 

With furnaces having 300 KW. power per ton of output, heats 
had been made on basic bottoms, taking off one slag iu 24 hours 

` with 670 KW.-hours per ton when operating continuously. With 
acid bottoms and 200 KW. power. per ton of output, taking off one 
slag, good steel and full heats had come off in 34 hours, “with 
635 KW.-hours per ton. | 

The electrode consumption was less than 6 lb. (3 kg.) per ton of 
steel made, operating continuously. Even with the present exces- 
sively high cost of refractories, their cost had been reduced in the 
‘smaller furnace of one ton from $2'91'per ton of steel made to less 
than $0'80 per ton. Roofs were lasting over 100 heats, and 
‘approximated the longer life made in. Europe with better refrac- 
‘tories. With a higher power input, the heats were shortened, due 
to the smaller melting period (the heat. being considerably reduced 
during the refining time), thus roofs were lasting more heats 
than formerly, though the actual time was not much changed. 


- 


‘materially. 


Side-walls of brick outlasted two ог more roofs, while the bottom 
lasted a year or two. еа 

The third ehange, to higher powered furnaces, besides. lowering 
the cost per ton in every way, steadied the consumption of elec- 
tricity, which had already been very constant. For instance, a 
3-ton furnace operating with 600 kw., with hand-regulated elec- 
trodes, would reduce in four or five minutes to about 550 KW. with- 
out any fluctuation (except during the first part of the melting 
period) and without touching the electrode regulating mechanism. 
With smaller furnaces the steadiness was not so marked, whereas 
with still larger ones, the effect was but little improved. The 
power factor was about 90 per cent., with 60 cycles. AIT sudden 
strains on the power supply were avoided, The arc voltage had 
been raised, and was now 110 to 120 volts. | m 

In general, too much stress could not be laid on the various 
smalldetails—such as tight doors and tight openings around the 
electrode cooling boxes. With the latter, besides a small clearance 
between the cooling box and the electrodes, asbestos washers helped 
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CORRESPONDENCE. 


Letters received by us after 6 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's пате and address in our possession. 


ivy 


“ Cross-talk '" and " Secrecy.” 


There has been a certain amount of confusion in the past with 
regard to the terms ‘‘Cross-talk,” ‘‘ Qverhearing," and “Secrecy " 
as applied to telephone systems. "With a view to establishing as 
far as possible a clear understanding as to what is implied by the 
respective terms, and to frame definitions in such a’ manner that, 
while technically correct, they will convey a clear distinction to 
non-technical purchasers and installers of telephone systems, this 
Association has adopted the following definitions, .which have also 
been submitted to, and approved by, the Council of the Institution 
of Electrical Engineers :— E ; . "Ue 

" Cross-talk" in telephone systems is the unintentional over- 
hearing between one circuit and another not due to any such 
‘metallic connection as arises from accident or is effected by a.user 
or third party. In practice, the “ cross-talk" may be due to dis- 
turbances arising from electromagnetic or electrostatic induction, 
to leakage, or to insufficient conductance in a common portion of 
circuits. | 

" Secrecy " in telephone systems is secured by an arrangement 
of circuits making it impossible for a third party by any normal 
use of the system to cut in and listen to the conversation taking 
place between two users—at any rate, without the knowledge of 
the parties conversing. | 

The term “secrecy” must not be confused with freedom from 
“ cross-talk.” ` 


For The Telephone. Manufacturers' Association, 
| | E. A. BROWNE, Secretary. 
London, June 25th, 1917. : 


m 


Industrial Fatigue and Maximum Output. 


With reference to the leading article on: the conditions of labour 
in your issue of June 15th, in which you refer to the various 
causes of labour unrest, apparently no mention is made of the 
fundamental cause of labour unrest. 

Even if all the causes mentioned in Prof. Henry J. Spooner’s 
pamphlet were removed, the workman would not be satisfied, and 
there is only one way in which he will ever be satisfied, and that is 
by receiving a share of the profits or wealth which he helps to 
create. Providing the workman has a share in the prosperity of 


-the firm, he will realise that any improvements in е оіепсу benefit 


him also. 
the time. | 

General profit sharing is, however, only possible if the whole 
productive industry is placed on a profit-making basis, and this can 
only be assured by protection, bonus, or the prevention of unfair 
competition. i | 

There will be no proper settlement of the labour question until 
those in power recognise that prosperity depends primarily on 
successful production, and that the producer should be the master, 
instead of the servant of the middleman, 


Deny him this; and he is up against his employer all 


Producer. 


[It is generally recognised by all students of industrial problems 
that contented labour cannot be secured without. reasonable wages, 
also that higher wages cannot be paid unless increased efficiency 
and productivity render such practicable. The leaderette dk is 
to dealt mainly with the causes of fatigue, and of course did not 
cover the whole of the authors comments. We: advised . those 
interested to read the pamphlet for themselves. In justice to Prof. 
Spooner it should be stated that in a brief section on * Psychology 
and Fatigue," he shows that fatigue may be due to anything that 
affects the nervous system, including worry, and of that inadequate 
wages may well be a cause. He shows too how reclassification of 
trades would. secure higher wages. and low production; costa. The 
author also refers to the effeet of interest.or incentiveion ontput in 
increasing а man's сарасіёу —` it: may be a bonus, or д share;in the 
profits as a co-partner, that quite ‘naturally spurs. the: worker to 
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almost unconsciously increase his output." There is no fear of 
this aspect of labour problems being overlooked ; we have dealt 
with it exhaustively in these pages. Indeed, in our leaderette we 
quoted Mr. Clynes’s foreword to the effect that in order to secure 
increased production, the worker or producer asked for a fair share 
of the increased reward.—Eps. ELEC. REV. | 


Salaries in the Electrical Industries. 


I should like to draw your attention to a fact not particularly 
noticed. The salaries of electrical men in this country do not share 
the increases allotted to other trades. An advertisement is now 
appearing in the Daily Telegraph for sewing M/C mechanic, £5 a 
week ; motor-car mechanic, £6 a week; driver, £5, whereas for 
a qualified shift engineer advertisers offer the miserable amount of 
50s.— week by week—telephone faultsman, fitter and repairer, £2 ; 
foreman wireman, with A.C. experience, £3; whilst a good elec- 
tfician, training as a kinematograph operator, can obtain easily 
£1. What are the Unions doing? Why are men here less skilful 
—has nob the miserable pay something to do with it? Swansea is 

paying £3, £4, £5 and £6 for good men, but I fail to see any in 
your columns, 

This does not apply to the writer, for I can get my price 
without being a shift engineer or foreman at 508. 


Bad Pay—Bad Results. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved. 
devices and apparatus, which will be published if considered of 
sufficient interest, 


Henley's Terminal Boxes. 


A handsome catalogue, recently issued by MEssRS.W. T. HENLEY'S 
TELEGRAPH Works Co., LTD., of Blomfield. Street, E.C. 2, gave 
full particulars regarding a very wide range of terminal boxes to 
suit all conditions. One of these, a small inverted box for outdoor 
use, is illustrated herewith (fig. 1); it is suitable for three or four- 
core cables up to 0°05 sq. in. (32 mm.?), and is fitted with Henley's 
patent lead cone gland, or a brass wiping gland, as desired. In 


Fra. 2.—RIGHT-ANGLE TERMINAL Box. 


addition to those included in the list, the makers have standardised 
some other patterns, one of which is shown in fig.2. This is a 
right-angle box for a three-core cable at 11,000 volts (tested to 
35,000 volts), each core being `3 sq. in. (194 mm.?) ; the length 
Overall] ia 521 in. (1,327 mm.), and the weight 168 lb. (76 kg.). 


Another box not included in the list has been specially designed 
for three-core split-conductor work (fig. 3), and withstood a test of 
100,000 volts between conductors and between conductors and - 
earth, for 15 minutes, and 15,000 volts between splits for 5 minutes ; 
the actual working pressure is 20,000 volts. Full particulars of 
these new boxes can be obtained from the makers. 


A Large Ignition Magneto. 


THE BRITISH LIGHTING AND IGNITION Co., LTD., which has 
lately been formed under the auspices of Messrs. Vickers, Ltd., to 
acquire and carry on the British business of the Bosch Co., has 
recently turned out what is claimed to be the largest ignition 
magneto so far manufactured. The apparatus was designed and 
constructed for use on a 1,500—2,000-H.P. stationary engine, having 
12 cylinders of approximately 21-in. bore by 24-in. stroke; the 
engine is of the tandem type, with trunk pistons, the speed 
ranging from 500 to 2,000 R.P.M., according to duty, although it is 
capable of being slowed down to 30 R.P.M. Altogether four of the 
new magnetos, which are throughout of British manufacture, are 
fitted to the engine, they being arranged in pairs, two to each 
group of six cylinders, and set shaft to shaft, one magneto thus 
rotating clockwise and the other anti-clockwise. Each cylinder is 
provided with two sparking plugs, which are about 14 in. in 
length overall, both the plugs being arranged to fire simultaneously. 
The weight of each magneto is 624 lb., the coil alone weighing 
11 lb. The latter measures 14} in. in length, and the secondary 
winding, which is built up in four sections, is stated to carry over 
44 miles of wire. A special feature of the magneto is the switch 
by means of which the coil can be used in conjunction with the 
magneto, of which it forms an integral part, or with an ordinary 
accumulator which may be introduced to facilitate the starting of 
the engine. We understand that the new magneto has been 
subjected to exhaustive tests, and that as a result of the satisfactory 
working, the B.L.I.C. undertaking has already received a number 
of orders for magnetos for ignition purposes on high-powered, 
heavy-duty, slow-running, internal-combustion engines. 


WAR ITEMS. 


‘Electrical Training of Disabled Soldiers,.—Rochdale Elec- 
tricity Committee has received a letter from a Trade Union 
objecting to the training of wounded soldiers for switchroom 
work, but the Committee has taken no action in the matter. 


Carels Fréres Bombed.—German munition works estab- 
lished in Carels Fréres factory at Ghent are said to have 
been totally destroyed after a very lively air attack.—Times. 


Fic. 3.—SPLIT-CONDUCTOR TERMINAL Вох, FOR 20,000 VOLTS. 


= aging with the Enemy.—The ‘‘ London Gazette ” for 
June 22nd contains amplified and revised lists of bodies and 
persons in the following countries with whom trading is 
prohibited :—Argentina, Bolivia, Brazil, Chile, Greece, Nether- 
lands, Norway, Spain, Sweden, &c 
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_ The Professors of Ghent.—'' Les Nouvelles," of Maast- 
richt, states that the German authorities recently deposited 
£120,000 in à Swiss bank in order to secure an annual income 
to the professors of Ghent University in the event of their 
being expelled from Belgium after the war. The sum was 
obtained from funds of the Belgian Ministry of Sciences and 
Arts.—Times. 

Profits on Government Contracts.—A new Defence of the 
Realm Regulation empowers the Admiralty, Army Council, 
and the Ministry of Munitions to vary the terms of any sub- 
contract for Government work where it appears to. them that 
the rate of profit is unreasonable or excessive by the substitu- 
tion of such terms as they may think fair and reasonable. 

Electricity Works and Air Raid Warnings.—In reply to 
a Parliamentary question, Sir G. Cave said it had been cus- 
tomary to give notice to the Metropolitan electricity works of 
dm Medie air ralds between an hour after sunset and an hour 
before sunrise. Conditions to-day, however, were different, 
but if power undertakings desired the official air raid warn- 
ings communicated to their works by day their applications 
would be considered. 

To be Wound Up.—The Board of Trade has ordered the 
winding up of the following: under the Trading with the 
Enemy Amendment Act, 1916 :— 

Fortuna Machine Co., Ltd., Deacon Street, Leicester, manu- 
facturers of machinery and machine tools. Controller: C. J. 
Pain, 18, Low Pavement, Nottingham. | 

W. P. Theerman & Co., Ltd., 283, Oxford Road, Chorlton- 
on-Medlock, Manchester, electrical engineers. Controller : W. 
Eaves, 15, Fountain Street, Manchester. 


Air Raids and Tramcar Lighting.— Writing to West Ham 
Corporation, the Commissioner of Police states that under 
present conditions it is considered possible to allow tram- 
cars to resume normal lighting inside, provided that the 
lighting circuits are so arranged that the whole, except the 
ordinary traffic lights, can be switched off when ''air raid 
action " is announced, and that if one or more interior lights 
are kept on to complete the circuit, they must be continually 
kept shrouded or screened so that no light is visible from out- 
side during the period of air raid warnings. 

Wages of Discharged Soldiers.—The Electrical Trades 
Union has opened & special branch for electric power station 
and supply men, who have hitherto belonged to & variety of 
Unions, or to none. Branches have been formed in Manches- 
ter and Liverpool, as well as in other leading centres, and a 
standard scale of wages and conditions has been drawn up. 
The Union is entering a strong protest against the action of. 
some Corporations in substituting discharged soldiers at lower 
rates than usual, the men's pensions being taken into ac- 
count, and, whilst there is no objection to discharged soldiers 
being employed if the full rates are paid, it is held to be un- 
fair to them, and to ordinary workers, that they should re- 
ceive wages from which their pension allowance has been 
deducted. =: | | : 
| Excess Profits and Alfter-the-War Trade.—In his speech 
at fhe annual meeting of Messrs. Richardsons, Westgarth and 
Co., Ltd., Mr. D. B. Morison stated (according to the Times 
report) that the nature of the profits tax was such that, by 
reason of special circumstances, it fell more heavily on some 
concerns than on others. In the case of their company the 
scheme of reorganisation and standardisation was very neces- 
sary for its future welfare, but it was costly, and so affected 
their results for the period in question, and therefore their 
standard under the Act, that they were now, in effect, being 
penalised for their efficiency. If the burden of taxation was 
made so great as to render adequate preparation to meet 
foreign competition impossible, many manufacturers would. 
assuredly be crushed out of existence. As to the profits tax, 
he urged that the contribution to the Government should be 
spread over such & period as would allow manufacturers to 
devote at once such a proportion of the profits they were now 
earning as might be necessary in order to bring their equip- 
ment right up-to-date as far as circumstances and conditions 
permitted. 

Trade Protection Cards not Exemption Certificates.—At 
Bermondsey, the Town Clerk reported that he had received 
a reply from the Local Government Board in answer to the 
question as to whether a man in possession of a certificate 


under the schedule of the protected trades, and whose Tribunal . 


exemption certificate was withdrawn, had the right to a further 


appeal to the Tribunal in case the former certificate was with- 


drawn. The reply, which does not cover the point raised, was 
that a protection certificate was not a certificate of exemption 


within the meaning of the Military Service Acts and the, 


Regulations issued thereunder, or the instructions as to volun- 
tarily attested men. Where a protection certificate was with- 
drawn, it was open to the man, if he was voluntarily attested 
and had previously held a certificate within the meaning of 
the instructions, to make an application for renewal not later 
' than seven days after individual notice had been sent to him 
calling him up for service with the Colours. In the case of 
an unattested man who had held a certificate of exemption, 
the time allowed for making an application for renewal was 
two weeks from the date when the certificate of exemption 
ceased to be in force. Where a man had not previously made 
an application to a tribunal, the Tribunal were, of course, 
empowered to entertain a late application made by him if 


- D е 


they were satisfied that there were reasonable grounds for 
allowing the application to be made. 


Engineering Wages and the Cost of Living.—The Com- 
mittee on Production is considering an application from the 
engineers for an intrease on pre-war wages of€100 per cent. 
The application is based entirely on the increased price of 
living and of commodities generally. The contention is that 
a wage of £2 per week received before the war is to-day 
worth little more than £1. Since the commencement of the 
war the engineers have received a bonus of 12s. per week, 
and this they are prepared to give up if their pre-war wages 
are doubled. Dt 

An application has also been heard from foundrymen and 
others for an increase of 10s. per week to all workmen above 


18 years of age (both for piecework and day rate), and 5s. 


per week for those under 18. This application is on present 
wages, which were recently increased by 12s. per week. 

Some thousands of Birmingham operatives are affected by 
these applications, and there were present at the sitting of 
the Committee on Production the following local representa- 
tives: Mr. W. J. Davis and Mr. Ramsden (Brassworkers), 
Mr. J. H. Simpson (Gas, Municipal, and General Workers), 
Mr. J. Beard (Workers’ Union), and Mr. Firth, National 
Union of General Workers). M А ‚ 

It was stated оп Monday that opposition to the engineers 
applitation for a 100 рег .cent. advance was forthcoming from 
representatives of lower-paid operators. Their contention was 
that the doubling of wages of the higher paid men would 
operate unfairly, and the operative who earned 30s. per week 
was more in need of £3 than the man whose wages were 50s. 
of £5 per week. A prominent representative of Labour stated 
that there would be no finality to these applications for in- 
creases of wages so long as the prices of food and of commodi- 
ties continued to increase. If the Government allowed these 
price advances, then logically they could not refuse wage in- 
creases in order to meet those higher charges.—Birmingham 
Daily Post. 


Exemption Applications.—Surrey Appeal Court has re- 
fused a ы apes against exemption gfanted to J. G. 
Toonjan (24), shift engineer at the Redhill Corporation elec- 
tricity works. | 2 | 

A firm of electrical engineers appealed at Brighton for an 
electrical engineer (35) and an electrician (39, Class B 2), and 
stated that they had no other men to assist in the business. 
Sir John Blaker stated that the men were engaged on work 
which was of the highest importance to the Army, and if 
they went they would be employed on similar work. The 
men, it was pointed out, were now engaged on essential work 
installing, apparatus on a farm in Kent. The electrical engi- 
neer was given a final two months, and the electrician three 
months. (open). | 

Exemption hal December 1st has been granted to J. W. 
Gibson (31, Class B1), manager for the Holsworthy Gas and 
Electric Supply Co. ‚ . 

At Brighton, an electrician, who is a lieutenant in the 
Royal Engineers, appealed for an electrician (29, sedentary 
work at home), who is carrying on the business with the 
assistance of the appellant’s father. Three months were 
allowed. : 

At Slough, Messrs. Horlick appealed for J. S. Mepstead (38, 
Class C 2), electrical engineer, and he was given three months 
temporary exemption. Г 

Before the Buy Appeal Court, Mr. T. H. Hellyer (32, 
Class A), of Barnes, manager of a limited company of elec- 
trical enginéers, who is engaged on important experimental 
work for the Admiralty, appealed. The appeal was respited 
with a view to appellant securing а protection certificate from 
the Admiralty. 

At Chatham, Mr. W. Jensen, of the Tramway Co., appealed 
for four motormen, all in Class B2. He stated that the tram- 
cars running had been reduced from 44 to `25, and if the 
number of motormen was reduced it would be impossible to 
run all the workmen's cars. It was added that wounded 
soldiers had been tried, but they lacked nerve, and would not 
stay. All were given conditional exemption. 

At Worcester, the Electric Traction Co. appealed for seven 
tram drivers, threc in Class A, one in B1, one in C1, and 
two in C2. One of the A men and the one in C1 were 
directed to report for service in 14 days. One A man and the 
one in B1 were exempted until substituted; and the others 
were given conditional exemption. FUA 

Before the East Kent Appeal Court, the Military Represen- 
tative appealed against exemption granted to J. G. Clabburn 
(29), of Sturry, electrical engineer to the East Kent Road 
Car Co., L&d., the only qualified enginecr on the staff. The 
appeal was dismissed, and the exemption confirmed. > , 

At Bromley (Kent), G. Matthews (19), electrical fitter with 


. the Beckenham U.D.C., appealed on the ground that he was 


in a certified occupation, and desired to pass the examination 
necessary for an electrical engineer. The appeal failed. 

At Aldershot. the Aldershot Traction Co. appealed for P. L. 
Rivett (Class B2), works foreman, and he was given three 
months, with leave to appeal agam. ——. 

Chelmsford Rural Tribunal has conditionally exempted A. 
Sayer (35, Class O2). who runs the electric light plant at 
Danbury Park, and who has served in the Navy, and had had 
both ankles broken. He is to give two days per week on a 
farm. 
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BUSINESS NOTES. 


“Book ` ' Notices.— — Examples in Battery Engineering.’ 
By: Prof. F. M Austen. London: Е. & F. N. Spon, Ltd. Price 
58, 3d. net.. 

" Mechanical Handling of. Material, and its National Importance 
During and After the War." By G. F. Zimmer. Lond6n : Crosby 
Lockwood & Son. Price 10s. 6d. net. 

The Temple Press, Ltd., have issued the “ Cycling Manual" (id. 
net), in which & great deal of useful information, fully illustrated, 
is given respecting the choice. care, and repair of the bicycle. 


Glover's Almanac.— The whirligig of time has brought 
to us once. more Messrs. W. T. GLOVER & Co.'s almanac, which. 
like their cables, enjoys the privilege of perennial youth. · The 
almanao is unique, in that it provides an unfailing stream of 


‚ * techhical information, derived from a wide range of publications, 


and served up in tabloid form, so that the busy engineer can 
refresh his memory and absorb mental nourishment in &mall doses 
with the minimum expenditure of time and éffort —incidentally 
renewing his acquaintance with the sterling merits of the firm's 
well-known .productions. The sheet for July Ist shows Glover's 
winged cable drums flying from Lancashire to all parts of the 
world, thus suggesting the future possibilities of aviation in com- 
merce. Мау peace soon return and enable this vision to be literally 
realised. Erecting overhead cables with the aid of an aeroplane i is 
the subjeet of another illustration, which does credit to the ima- 


ginative powers of the arts whatever may be thought of its 
feasibility. | 


Dissolutions and Liquidatiens.—C. J. Horns & Co., 
86, Fratton Road, Portsmouth, electricians and contractors. 
Mesars. C. J. Hobbs and F. Murgatroyd have dissolved partnership. 
. STEEL'S ELECTRIC: AND ENGINEERING Co., LTD., 206, East 
India Dock Road, Poplar, London.—Winding-up ‘order ‘made i in the 
High Court, June 19th. 

COLSTON ELECTRICAL’ WORKS, LTD., Bristol.—First and final 
dividen poe 63d., payable at Official Receiver's Office, 26, Baldwin 
Street, Bristol. 

LARGE Вкоз., 


electrical and ‘sanitary engineers, &c., Colwyn 


Bay. __Messra. C. N. Large and W. W, Large, have dissolved part- - 


nership. Both partners will attend to debts, &c. 

BIRMINGHAM. ELECTRICAL ACCESSORIES MANUFACTURING Co., 
LTD. —Mr, E. Fisher, of 12, Cherry Street. Birmingham, who was 
appointed Receiver for the debenture-holder, has sold the assets. 
The amount realised is insufficient to discharge the debentures. but 
the debenture-holder has agreed to share the proceeds with the 
other creditors. 


Catalogues. — Меда ALFRED HERBERT, 1лтр., 
Coventry.—Coat-pocket edition of their small tool catalogue. 
It is a finely produced volume of over 600 ges, profusely illus- 
trated with small views of a host of bool of all kinds. The 
catalogue is really a photographic reduction of the firm's standard 
catalogue, and the type . i8, therefore, кш small, but it is 
clear for all that. 


Australian Factory Schemes.—The Australian Federal 
Ministry are considering, according to the Melbourne Age, a scheme 
providing for an expenditure over a term of years of at least 
£ 10,000,000 for the establishment of factories under joint private 
and Government supervision. The scheme includes the creation of 
a national industrial department. — Times, 


~ Registration of Business "Names. “йөне. filed 


under the Business Names Act will be available for: inspection by 
the public on and after September lst. The Act provides that 
_they should become available not before June 22nd and not later 
than September 22nd. The fee payable for each inspection will be 
64. To the present time the registrations number about 100,000 ; 
‘but it is believed that several thousands more ought to have 
registered. .. Prosecutions for default are not likely to commence 
until the work of indexing is complete, but the Act provides for 
»véry heavy penalties, and defaulters who wish to escape these 
should comply with the law without further delay. Forms can he 
"obtained from any post office. Each form should have a 5s. adhe- 
sive.stamp attached, and should be posted to or left at the Business 
чш Registry, 39, Russell Square, London, W.C. 


: Correction,—In our notice respecting the British Ignition 
Apparatus Association on page 675 last week, for “ L. M. Magneto 
Paice d read “M-L Magneto Syndicate, Ltd." o 


— 
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LIGHTING AND РО POWER NOTES. 


тейеш Unie s WonkING onKiNG.— There has been a loss 
' on tlie Corporation electricity undertaking of £10,155 during the 
past 12 months: there was a great increase in the expenditure for 
the generation of electricity, which cost £8,690 more than in the 
‚ preyious year, the increase, being due to the higher price of coal 
‘and advances in wager. In. addition to this losa, there is a deficit 


of 744.368 to bo brought forward, making a total deficiency of 
£14,521, 


Baildon (Yorkshire). E.L. PRoPosars.—At last week's 
meeting of the Council, the chairman said suggestions had recently 
been made that Bradford, Shipley, and the Yorkshire Electric 
Power Co. had approached the Baildon Council with proposals to 
supply electricity, but this was pot true. Baildon had first 
approached the parties named. The business was not concluded, 
and disclosure would not be fair to any of the parties ; the Council 
had powers to introduce electric power, but could not produce it as 
economically as it might buy it. 


Birmingham.— Breakpowns.—according to the Bir- 
mingham Daily Post, about a fortnight ago a large turbine set 
installed at Summer Lane about four years ago, broke down ; the 
Electricity Committee endeavoured to have repairs effected with- 
out а general stoppage, but, owing to the heavy demands, a further . 
breakdown occurred last Monday week. A turbine at the Nechells 
station, which has only been in service a few months, probably 
through overloading, also broke down ; i$ is hoped to effect repairs 
at Summer Lane and commence running within a fortnight, but at 
least a month will elapse before the Nechells turbine is in working 
order. Should any further accident occur, the electricity depart- , 
ment will have to reduce the supply of electricity to either factories 
or the tramways. . 


Brighton.— YEaR’s WonkrNG.— The report of the Cor- 
poration electricity department to March 31st last shows a total 
income of £109,059, expenditure amounting to £61,991, and a 
gross profit, of £47,063, which, with £135 for dividends received 
during the year, totalled £47 200. After payment of £17,662 for 
interest, £22,592 on loans, and income-tax amounting to £1,804, 
a total of £42,059, there remains a surplus of £5,140, in comparison 
with a deficit of £3,989 in the previous year. The capital expendi- 
ture to March 31st was £844,490. During the year 9,771,615 units 
were sold; 16.773 tons of coal were consumed, at a cost of 40s. 94d. 
per ton. the coal consumption per unit generated being 3°85 lb.— 
Sussex Daily News, 


Continental.—SPaArv.—The Sociedad Hidraulica Santil- 
lana has lately secured a concession (ёо. establish a plant to utilise 
the water power of the river Manzanares, near the town of Man- 
zanares el Real, in the generation of electrical energy for lighting 
and power purposes. 

SwITZERLAND.—Owing to difficulty in procuring other supplies, 
the Commune of Lutz, on the shores of Lake Geneva, has set up an 
aluminium network of overhead mains, which serves & number of 
country houses spread over an area of 13 km.* (5 sq. miles), the 


line itself being about 51 km. (32 miles) in length, and the 


diameters of the wire used being from 5 to 7 mm. (2 to ‘276 in.). 
The system has passed successfully through the ordeals of the 
winter of 1916 and the snowstorms of J anuary this year, and a 
hurricane of wind of 90 km. (56 miles) per hour in March last. The 
engineer in charge attributes his success to the careful elimination 
of defective wire, and to his method of forming joints, which con- 
sists in welding the ends together by pressure in a tool of novel 
design. 


. Dumdee.— PRicx INcREASE.— The Corporation s found 
it necessary to increase the price of electricity. The department's 
year closed with a deficit of £2,646, which, with the credit on 
hand at the beginning of the year of £3, 241, made the loss for the 
period £5,891. The revenue was £1,940 leas than last year, while 
the expenditure showed an increase of £4,360. It has been decided 
to raise the whole of the priees for current, instead of adding a 
percentage increase to the consumers’ bills, and the increase will 
amount to #4. per unit on lighting and to gd. on power. At the 
T.C. meeting the convener of the Electricity Committee pointed 
out that the increase imposed only amounted to 10 per cent., as 
conpared with 27 per cent. in the gas department since the 


` beginning of the war. 


Halifax.—In regard to the Electricity Committee's 
proposal to take advantage now of ап option to purchase land for 
the site of future electricity works at Copley, it was stated that 
the option had been extended from July 15th to August 4th; 
there is no disagreement as to whether the suggested site is the 
most suitable for the purpose. | 


Hull.—YEÉan's WonkriNG.—The report of Mr. J. F. 
Magoris, acting city electrical engineer, on the working of the 
Corporation electricity undertaking for the year ended March 31st 
last, shows that the tota] revenue amounted to £99,991, working 
expenses to £60,095, and the gross profit was £39,896. After 
meeting interest, sinking fund, special and income-tax charges, the 
net balance placed to reserve was £1,209. The cost of fuel 
delivered фо the works increased by about 35 percent. During 
the year four important bulk supply contracts have been entered 
into, and the engineer reports that energy has been supplied for 
steel rolling. "The total connections to the mains equal 31,960 KW., 


| . including 23,581 Kw. of power and 8,396 Kw. of lighting load. 


Terms are being discussed for a supply of energy to the tramways 
department, which will involve laying new mains and installing 
certain switchgear, at a cost.of £4,800, 


London. — LAMBETH. - А communication has been ` 
received from the B. of T. stating that it has approved of the 
County of London Electric Supply Co., Ltd., and the South London 


- Electric Supply Corporation, Ltd., entering into an agreement for 


the supply of electricity in bulk by the first-mentioned company to 
the second-mentioned company, 


- 
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Luton. — YEAR’s WonkING.— The accounts of the 
Corporation electricity undertaking for the year ended March 31st 
last show a total income of £52,119; working expenses amounting 
to £35,034; and a gross profit of £17,115, as compared with 
£10,727 in the previous year. With other amounts brought in, 
the total available was £17,909, and after deducting financial 
charges, the surplus for the year amounted to £5,025, as against 
£6,228 in the previous year. This sum was carried to the appro- 
priation .account, which, after allowing for deductions during the 
year, has a balance in hand of £12,748. The balance of the 
reserve account stands at £6,489. During the year, 14,227,136 
units were sold, as compared with 12,254,529 in the previous year, 
the maximum load amounting to 4,937 KW. ; 7,156 H.P. of motors 
and 1,929 Kw. of heating and cooking were connected. 


Morecambe.—At the monthly meeting of the T.C., last 
week, the chairman of the Electric Light Committee moved that 
the resolution previously passed by the Council to increase the 
price of electricity for power to td. per unit be rescinded, and that 
the. price be 3d. He urged the importance of the electricity works 
having а day load. After a long discussion, the lower figure was 
agreed on.— Lancashire Daily Post. 


Perth.—The railway corhpanies аге to be approached by 
the T.C. with a view to fixing a new contract for the supply of 
electricity. The railways are the Corporation's largest consumers. 


Shrewsbury.—YEAR's WonkING.—After paying interest 
on loans and sinking fund charges, the electricity undertaking 
shows a deficit for the year of £921. 

The C. has, from the June quarter meter readings, increased 
the price of current by 334 per cent., instead of by 20 per cent., 
owing to the great increase in the cost of coal and other material. 


Southend-on-Sea.—PRrcE* IxcREAsE.— The Т.С. has 


decided on an all-round increase in the price of electricity, lighting 
being approximately jd. per unit and power 4d. per unit more. 
South Wales.—The B. of T. has extended for a усаг 
from July, 1917, the period mentioned in the Cowbridge and 
Penybont and Abercarn Provisional Orders of the South Wales 
Electrical Power Distribution Co. : 


- Stewmarket,—PRicE INcREASE.—In reply to a petition, 
the Suffolk Electricity Supply Co. has informed the consumers 
that it cannot reconsider the decision to increase the price of 
electrical energy from 8d. to 10d. per unit, as the advance is war- 
ranted, and should have been made long ago. 


Warrington.—Price INconEASE.— The, Corporation has 
given. notice that the price of electrical energy will be increased by 
10 per cent. above the existing scale. 


Р; 


TRAMWAY and RAILWAY NOTES. 


Blackpool.—Etectric VEHICLE.— The* Corporation has 
purchased an electric refuse collecting van. "The chassis has been 
supplied by the General Vehicle Co., and the body built at the 
Corporations own works. During the past winter one of the 
electric stree& watering vans was altered temporarily, во as to serve 
for refuse collection, and the experiment was so successful that the 
Cleansing Committee decided to install a special vehicle for the 
purpose. The new van will do the eame amount of work as would 
be performed by four horse-drawn vans. 


Croydom.—Bowvs.—The В.О. has decided to increase 
the weekly war bonus to the tramway workers to a total of—for 
drivers and male conductors, 5s.; female conductors, 2s. 6d.; 
otherigrades, 7s. 

Huddersfield.—The Tramways Committee has informed 
the local Volunteer authorities that it is unable to grant free tram- 
way. facilities to Volunteers travelling to and from drill. 


Londøn.— ELECTRIC VEHICLES.—It is announced that 
Messrs. J. Lyoná & Co., Ltd., the well-known caterers, have decided 
to expend £80,000 on.electric vehicles of the commercial type. 


Maachestet.—The Corporation Tramway employés of 
Salford and Manchester, being dissatisfied with the grant of 2s. 6d. 
per week, instead -of their demand for 10s. per week, have decided 
to refuse to work more than the necessary number of hours, thus 
. Stopping. all overtime, and also not to allow more passengers on the 
cars than the legal load. The cutting down of the services owing 
to war conditions has made overloading frequent. The employés 
аге seeking to reopen negotiations with the Committee on Pro- 
duction, with a view to obtaining the full amount asked for. 

The refusal to work overtime or to overload cars is putting the 
public to an enormous amount of inconvenience during the week. 
The attitude of the men is described by Alderman Bowes, the 
chairman of the Manchester Corporation Tramways Committee, as 
not playing the game, and it {s pointed out that the war bonus to 

inchester drivers and male guards now amounts to 108. a week, 


and women guards 75. a weék. The Manchester employés, how- 


ever, ignoring their own officials, decided to continue their 
Obstructive tactics, and there is reason to fear that the unrest wil 
Spread to other towns, The attitude of the workers is arousing 


` 


at indignation amongst the public, 


-Nelson.—The T.C. has decided to grant double pay to 
tramway employés who work during holidays, 


Stoke-on-Trent.—TRaxwav LEASE.—There is strong 
local opposition to the proposal of the Council to renew the lease 
of the Potteries Electric Tramways until 1932. After a long dis- 
cussion at the. last meeting of the Council, the matter was 
adjourned until June 28th. The new agreement proposes that the 
company should carry out certain improvements in the permanent 
way and rolling stock, not increase fares, and pay to the Corpora- 
tion £1.000 per annum during the term of the lease.—Birmingham 
Daily Post, 


* West Ham.—The tramway manager reports that it is 
inadvisable at present to proceed with the authorised work of 
doubling the tramway track in Connaught Road ; however, the 
span-wire system is to be substituted for the present bracket arms. 
Cars are to be allowed to resume normal lighting inside. pro- 
vided that the lighting circuits are so arranged that the whole, ex- 
cept the ordinary traffic lights, can be switched off in an emergency. 


TELEGRAPH and TELEPHONE NOTES. 


Birmingham.— Additional accommodation is to be pro- 
vided by the Corporation for wireless telegraph students. The 
P.M.G. states that there is a shortage of wireless operators in the 
merchant service, and arrangements have been made with the 
War Office to issue certificates of protection to students training 
for the P.M.G.'s certificate. 


Hull,—After meeting all expenses, there is a surplus of 
£5,355 on the years working of the Corporation's telephone 
undertaking, as compared with £3,615 for the previous year. 


India.—The selector telephone system of the Western 
Electric Co. has been adopted by the G. I. P. Railway, and is already 
in use on the section between Bhusawal and Nandgaon, a distance 
of 98 miles, on which there are 31 connections and 58 trains a day. 
In this system a 200-10. return copper wire is used, and any station 
can be called up independently of the other stations.— Zadian 
Textile Journal. 


Morse Code on Ocean ,Cables.—Mr. William M. Bruce, 
president of the United Telegraph and Cable Co., of Springfield, 
Ohio, announces that he has practically perfected an appliance by 
which the Morse code can be used on trans-oceanic cables. The 
company has closed & contract with the Commercial Pacific Cable 
Co. for equipment for the cable from San Francisco, Cal., to 
Shanghai, China. Mr. Bruce's work consists of a method for the 
employment of Morse equipment (key and sounder) on submarine 
cables. His patents also cover an improved relay for cable work, 
wfhich can be used not only for the Morse, but for the regular 
recorder type of signals as well. Actual tests have proved this 
instrument to be very efficient. Mr. Bruce has operated direct 
from London to New York by his system, and direct communica- 
tion between Canso, N.S., and New York is now in regular service, 
the operator at New York receiving the signals direct from the 
sounder. This line inoludes & stretch of cable between Canso, 
N.S., and Rockport, Mass., on which the siphon recorder system 
has bees employed hitherto. Mr. Bruce is a telephone. engineer, 
and was recently chief engineer and general superintendent of the 
American Automatic Telephone Co.— 7. and T. Age. 


Spain.— Ihe recently-formed Compania Iberica Tele- 
comunicacion has applied to the Diputacion of the Province of 
Viscaya for leave to "establish the first installation in all Europe 
of its system of communication." It proposes to set up a first trial 
station to transmit weather forecasts from the Observatories to 
the fishing fleet, on the results of which the Diputacion will base 
ita further course of action. 


Telegram Rates.—Telegrams may now be sent to 
Bagdad at the rate of 2s. 3d. per word, and to Sarawak at 3s. 8d.— 
4s. per word. 2 


Telephone Traffic.—From time to time the Post Office 
issues for the use of its staff instructions dealing with telephone 
traffic subjects, such as :—Standards of operating loads ‚апі 
service (local and trunk working); operating procedure and 
switchroom rules ; service code markings; switchboard markings 
and colour schemes, &c. Ав these indicate current practice and 
procedure, they should be of interest to British contractors and 
consulting engineers who specialise in telephone exchange con- 
struction, and copies may be had on application to the Secretary, 
General Post Office, London. 


United States.—The Western Union Telegraph Co. has 
placed its facilities at the disposal of the Government to teach 
2.500 operators. All cable telegrams to and from the United States 
must now conform to the censorship regulations, which are prac- 
tically the same as tho British and French regulations. 

The American Marconi Co. is erecting & large addition .to ita 
works, to cope with the rush of orders, which will employ 1,000 
workmen.—T, and T, Age, | | 


Ф 
НИНА P — P —— ——— ————(—ÁÓ—nÀ ÁÀ — SD 


100 


THE ELECTRICAL REVIEW. 


. [Vol. 80. No. 2,066, JUNE 29, 1917. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,—SypNxvy.—August 22nd. N.S.W. Govern- 
ment Railways and Tramways. Thirty-six induction niotors 
(Specification No. 488). September 19th.—One 225-H.P. synchro- 
nous motor (Specification No. 489). Particulars from Electrical 
Engineer's Office, 61, Hunter Street, Sydney. 

Glasgow.— Electricity Department. Boiler-house plant. 
E.H.T. switchgear (20,000 volts). See "Official Notices” June 15th. 


Newport (Mon.).—June 30th. Electricity Department. 
Induced-draught plant, additions and extensions to fuel economisers 
and cooling towers. See "Official Notices " June 15th. 


Spain.—Municipal Authorities of Berlanga (Province of 
Badajoz): Concession for the electric lighting of the town during 
a period of six years. Town of Villademat (Province of Gerona): 
Electric lighting concession for 10 years. 


Wolverhampton.—June 30th. Electricity Department. 
Cooling towers, motor-driven pumps. See “Official Notices” 
June 15th. | К. 


CLOSED. 


Brighton, — B. of G. Electrical fittings : 
Bros., £43. 


Fleetwood.—Council. Wentworth Silkstone Collieries, 
Ltd., 2,000 tons of slack for electricity works. 


Grays. — U.D.C. Coal for the electricity works: 
Dinham, Fawcus & Co., Griff steam, 23s. 2d. per ton; deep Griff, 
20s. 2d. 


Rochdale. — The Council has accepted a tender for a 
new boiler for the electricity works. 


Venezuela,—The Venezuelan ** Ministerio de Fomento " 
has placed contracts for the construction and working of telephone 
lines as follows :— 

Sr. A. J. C. Herrera, of El Callao, Roscio District, Bolivar.—94-mile line. 

Sr. С. R. Paredes, of Nirgua, State of Yaracuv.—123-mile line. 

The full text of the contracts in Spanish can be consulted at the 
Board of Trade Department of Commercial Intelligence.— Board 
of Trade Journal. | . 


Adams 


FORTHCOMING EVENTS.  , 


Tramways and Light Railways Association.—Friday, June 29th. At 
8 p.m. At the Institution of Civil Engfneers, Great George Street, 8.W. 
Annual congress. 


Royal Institution of Great Britain.—Monday, July 2nd. At 5 p.m. 


At 
Albemarle Street, Piccadilly, W. 1. General monthly meeting. 


OUR HALF-YEARLY INDEX. 


As it is necessary to effect every possible economy in 
paper consumption, the Index to Vol. 80 of the ELEC- 
TRICAL REVIEW, which will be printed in the course of a few 
weeks, will be supplied only to those who, through the post, 
specially apply for it. To such it will be supplied for 3d. 
post free. Any reader or advertiser at Home or Abroad 
who requires a copy for binding, or for other purposes, is 
asked to make application therefor promptly to: The 
Publisher, ELECTRICAL REVIEW, 4, Гада Hill, London, 
E.C. 4. 


' NOTES. 


The British Trade Corporation Prospectus.—The 


prospectus of this much-discussed corporation was issued on Wed- 
nesday last. The issue is of 150,000 shares of £10 each at par. 
The total capital is to be £10,000,000 in £10 shares, of which 100,000 
shares have already been subscribed and allotted at par. Thus the 
issued capital will be £2,500,000. Applications for shares have to 
be accompanied by a declaration of the applicant's British nation- 
ality. Lord Faringdon is Governor, and the directors include Mr. 
F. Dudley Docker, C.B., Sir Vincent Caillard (Vickers, Ltd.), Sir 
Algernon Firth, Mr. J. H. B. Noble (Sir W. G. Armstrong, 
Whitworth & Co., Ltd.), Sir W. B. Peat, &c. 


Patents and Alien Enemies.—Under the heading of 
" Applications vested in the custodian and licences granted,” the 
Patent Office gives the name of the Paterson Engineering Co., Ltd., 
as applicants for licences in respect of applications Nos. 3,666/14 
and 10,374/14, for which applications were made by Ornstein. 


э 


Tyneside Electrical. Men and Industry.—A meeting 
called by the Electrical Section of Newcastle Chamber of Com- 
merce was held in the Guildhall, Newcastle-on-Tyne, on June 19th, 
Mr. H. W. Clothier in the chair. ИХ 

The chairman presented the following report, indicating the 
scope of the Section :— 

The need for national organisation is now well recognised. In pre-war days 
certain trade organisations existed for the protection of sections of the com- 
munity. The tendency now is to strengthen the existing organisations, and to 
promos new ones having a collective interest in the national prosperity. 

hilst the war engages our first and urgent attention, the time which oan be 
devoted to prospects of trade after the war munt necessarily be limited, but the 
best opportunity must be taken to secure whatever time is available to help in 
making the moulds which will give shape to the industry of the future. In 
view of the prominent place Newcastle has taken in engineering from time to 
time, it is fitting that in electrical progress it should be an example to the rest 
of the country, Even though this may not be always accepted outside, the 
experiences achieved in this district are certainly of great national value, and 
the variety of these experiences gives a weight to any collective expression of 
views emanating from the North-East Coast. To put the experiences into 
concrete and more useful form, it is proposed to consolidate the Electrical 
Section of the Chamber of Commerce. \ 

The chairman also gave the following as an outline of the work 
of the Section :— 


1. To represent the local electrical industry. 
2. To give collective attention to matters of commerce affecting the progress 
of the electrical industry in this district. 


3. To discuss subjects which apply to the national prosperity, and to com- 
municate, where necessary, considered local opinions to Government depart- 
ments &nd national industrial associations. . 

4. To be the channel for communication with Consular officers abroad, and 
the dissemination of commercial information to firms immediately interested. 

6. Thequestion of cheap and unlimited power supply for manufacturers after 
the war. 

On the motion of the chairman, seconded by Mr. C. Vernier, it 
was agreed to endeavour to strengthen the Section by means of an 
increased membership. 


The Conjoint Board of Scientific Societies.—The 
fourth meeting of the Conjoint Board was held at the Royal 
Society, on June 13th, to receive the report of the Executive 
Committee on the work of the previous six months. 

Amongst a number of questions of scientific and industrial 
importance which have occupied the attention of the Board was 
an inquiry into the desirability or otherwise of the adoption of the 
metric system throughout the British Isles. The Sub-Committee 
on National Instruction in Technical Optics reported that a scheme 
appraved by the Board of Education had now come into operation. 
A Sub-Committee, having considered special cases of magnetic 
disturbances revealed by a magnetic survey of the British Isles and 
their possible connection with the occurrence of iron ores, recom- 
mended a detailed investigation of two test areas, in order to 
ascertain how far, under the conditions of the British iron ores, 
the magnetic survey was likely to prove of economic’ value. 
Arrangements for carrying out the investigation are in progress. 

An Agricultural Sub-Committee, with the Earl of Portsmouth as 
chairman, reported that it was at present devoting itself mainly to 
engineering questions. It is engaged in collecting information 
with regard to the transport of raw materials to farms and agri- 
cultural products from them, and to the power required for this 
purpose and for seasonal operations on the land, with a view to 
comparing the relative advantages and costs of steam or internal- 
combustion engines and electrically-operated machines. It is 
dealing also with the possibility of co-operation in repairs and 
skilled labour, and is considering the various types of tractor most ` 
Buitable to large and chiefly arable farms and to moderate-sized 
mixed farms, having regard to the different local circumstances 
and requirements. A Sub-Committee was nominated to report on 
what is at present being done to ascertain the amount and distri- 
bution of water power in the British Empire. A complete report 
of the first year's work of the Board will be published in due 
course. 


Legal.—ÀiR& RAID: WARNING: Power Со. FINED.— 
At the Hertford Borough Sessions the North Metropolitan, Electric 
Power Distribution Co. was fined £5, and £1 5s. costs, for a breach 
of its conditional exemption as to the obscuring of lights on May 
24th, by failing within 15 minutes to answer an official telephone 
call communicating warning of an air raid. 

Mr. E. ZOLLER, manager of the company, pleaded not guilty. 
He said that no call was received. In his opinion the cause of the 
call not being received was the sagging of the overhead wires from 
the office to the power station, causing them to touch. They had 
since been strained and overhauled. 

Mr. H. W. Swann, the company’s engineer at Barnet, gave 
similar evidence, and the engineer who was on duty at the time 
said that no call was received. 

ELECTRICAL INSTALLATION AT A PICTURE PALACE.—Mr, 
Muir Mackenzie, High Court Official Referee, on June 16th, de- 
livered judgment in the action of Mears v. Weston & Sons, in which 
damages were claimed for breach of contract in regard to the 
lighting of a cinematograph theatre at Richmond. The hearing 
was reported in our issue of June 15th. The Referee gave judgment 
for the defendant. 


The Board of Trade Electric Power Supply Committee. 
—In reply to a question in the House of Commons, Mr. G. H. 
Roberts, speaking on behalf of the Board of Trade, gave the names 
of the members of this Departmental Committee. He said that 
the chairman (the Right Hon. F. Huth Jackson) had recently 
resigned on the advice of his doctor. The President was taking 
steps to appoint a new chairman and to increase the representation 
of local authorities owning electricity supply undertakings. He 
hoped to announce the names in the course of a few days. He 
could zu say when the Committee would he in a position to make 
& report, : ' 
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. Profit-Sharing.— The Archbishop of York, in addressing 
the Leeds Chamber of Commerce, last week, on “The Industrial 
Outlook," said that while he believed in co-partnership and profit- 
sharing, they could only be realised as results, and should not be 
made the cause of better relations between employer and employed. 
Of course, we must have prosperous industry before there would be 
profits to share, and prosperous industry would result from better 
relations being encouraged by just and humane treatment, and by 
the wise application of “‘ Welfare " effort. 


Luncheon.—At the tuncheon meeting of the British 
Empire Producers' Organisation yesterday, at the Savoy Hotel, the 
Hon. W. A. Holman, Premier of New South Wales, was the guest, 
and Lord Sydenham of Combe was in the chair. 


Hardening Gauges.—The Hardness Tests Research Com- 
mittee of the Institution of Mechanical Engineers has had some 
tests carried out at the National Physical Laboratory on samples of 
stedl supplied by the Westminster Electrical Testing Laboratory ; 
two test pieces were hardened “glass hard” in the ordinary 
manner, while two others of the same steel were hardened by the 
Wild-Barfield process. The tests showed that while the former 
gave the higher results under Brinell and scleroscope tests, the 
latter were markedly superior in resistance to sliding abrasion ; as 
the process is being used for hardening screw gauges in large 
quantities, resistance to wear is of the first importance. Another 
valuable feature of the Wild-Barfield process is the fact that the 
dimensions of thé gauges are so slightly changed that they rarely 
require lapping, so that it is particularly suitable for hardening 
screw gauges. 


Wages of Women in Electricity Works.—The Ministry 
of Munitiong has sent electricity undertakings statutory rules and 
orders which apply to controlled establishments, and which lay 
down the following schedule rates of pay for women :— 


Workers under 15 years of age s Ed! hie . 234. per hour. 
T 15 years of age and under 16 V ee as А ü 
LE 9 99 ee oe ee d. ” 
3 17 „э „э 18 ee oe .. 44d. ээ 
б 18 РИ and over .. E" m d d. s 


National Insurance (Unemployment) Acts, 1911 to 
1916.—Contributions are payable in respect of :— 

2,318 X. Workmen engaged in the manufacture and assembling 
of metal parts of electrical water heaters. 

2,320 X. Workmen who are employed in establishments which 
are mainly carrying on any insured trade or munitions work, and 
who are engaged in the maintenance and repair of railway lines. 
(Application 495.) 

This decision reverses decision B. 1,419 (Board of Trade Journal 
of February 5th, 1914). In accordance with Sec. 3 (2) of the 
National Insurance (Part II Amendment) Act, 1914, contributions 
in respect of workmen covered by this decision but previously ex- 
cluded in virtue of decision B. 1,419, are payable as from June 21st, 
1917. 

Contributions are not payable in respect of :— 

2,319. Workmen employed by railway companies. 

In connection with the mechanical engineering establish- 
ments :— í 

1. Employed in works or in yards or stores immediately con- 
nected therewith :— i 

(a) Persons not employed wholly or mainly by way of manual 

. labour, such as chain examiners and testers, chemists, boiler 
and engine inspectors, material checkers, storesmen,, watch- 
men, fire station attendants. 

(5) Telephone attendants, gas makers and stokers (for general 
illumination of works, houses, carriages, stations, &o.), 
pumpers filling locomotives, saddlers repairing harness, 
locomotive engine drivers, shunters, platelayers, messroom 
attendants. . : 

2. Other employés :— 

Electric linemen and wiremen (maintenance of telephone lines 
and apparatus at railway stations, &c.), locomotive engine 
drivers, enginemen, crane drivers, excavators, paviors, 
labourers, and others employed in connection with unin- 
sured trades, water fitters keeping in order pumps about the 
railway system. 

In connection with carriage and wagon works :— 1 
. l. Employed in works or in yards or stores immediately con- 
nected therewith :— 

(a) Persons not employed wholly or mainly by way of manual 
labour, spring testers, storekeepers, timber selectors and 
markers, weighmen. | 

(b) Caners making portable chairs, hair carders, horse drivers 
shunting carriages and wagons in use, carriage washers, 
laundresses, sheet makers. 

2.- Other employés :—- 

Enginemen, labourers, and water fitters employed in connection 
with uninsured trades. 

In connection with workshops at which steam and other vessels 
&re repaired : | 

Labourers connected with loading апа unloading, or other 
uninsured trades, ferrymen, sailmakers, and storesmen and 
watchmen not engaged wholly or mainly in manual labour. 

Employés engaged in dredging harbours or entrances to 
harbours in connection with docks, or in the engineering 
department of canals; all men engaged in maintenance and 
repairs of works (excluding repairs of buildings, machinery, 

e vehicles, or ships, and the manufacture of metal goods for 
the purpose of repair of works or sawmilling and machine 
woodwork). 


1 


Volunteer Notes. — County or LONDON ENGINEER 
VOLUNTEERS (FIELD COMPANIES).— Headquarters, Balderton Street, 
Oxford Street, W. 

Orders for the week; by Lieut.-Colonel C. B. Clay, V.D., co nding :— 

Monday, July 2nd.—Technical instruction for No. 3 Company, Right Half 
Company, at Regency Street. Drill, No. 3 Company, Left Half Company. 
Signalling Class. Recruits’ Drill, 6.30. : 

Tuesday, July 8rd.— Lecture, 6.80. Physical dril) and bayonet fighting, 7.90. 

Wednesday, July 4th.—Drill, No. 1 Company, Left Half Company. 

Thursday, July 5th.—Drill, No. 2 Company, Left Half Company. Ambu- 
lance Class, 6.80. Signalling Class. 

Friday, July 6th.—Technical instruction for No. 8 Company, Left Half 
Company, at Regency Street. Drill, No. 8 Company, Right Half Company. 
Recruits’ Drill, 6.30. 

Saturday, July "th.—N.C.O.'s Parade, 2.80; under Platoon Commander 


Watkins. Map reading. MACLEOD YzEABSLEY, Adjutant 


The First County of London Engineer Volunteers is the only 
engineer volunteer corps open to all engineers; it has already 
furnished to the fighting Forces about 1,200 men, many of whom 
have obtained commissions. All companies are instructed in 
infantry drill, and in knotting, lashing, temporary bridge building, 
raft and other expedients for crossing water ; technical instruction 
is given at the headquarters of the London Electrical Engineers in 
the working and management of searchlights and internal com- 
bustion engines, and all companies are available for the important 
workof trenching in connection with the London Defenoes. Musketry 
and signalling instruction is also provided, and field work is carried on 
under the supervision of officers of the Royal Engineers. All men 
who have been granted exemption, or are badged, should train 
as Volunteers, so that in the event of invasion they could take their 
share in the defence of the country as soldiers ; those who are 
unable to take an active part in the work of the corps can assist it 
by becoming honorary members, whose subscriptions are devoted to 
defraying the general expenses incurred by the corps in carrying out 
its training. Those of our readers who are willing to further this 
patriotic movement, which is worthy of their hearty support, may 
obtain full information from the Adjutant, Balderton Street, 
London, W. 1. 


The A.E.G. and the B.E.W.—A fresh increase of share 
capital is proposed by the A.E.G. in order to render assistance to 
one of the company’s earliest promotions—the Berlin Electricity 
Works:Co. After the transfer of the latter's supply works to the 
Berlin Municipal Council, about two years ago, the company 
became solely an investment company, which, it was hoped, would 
still be able to yield satisfactory dividends to the shareholders, of 
whom the A.E.G. is one with an interest of 80 per cent. of the total 
share capital. One of the investments, which was initiated before 
the transfer, related to the great power station which was then 
projected at the lignite mining fields of Golpa-Jessenitz. which 
belongs to the Electro Works Co., and which, on the outbreak of 
the war, was requisitioned for the supply of electrical energy to 
Imperial works for the production of cyanamide. The plant and 
installations at this lignite station are stated to be technically 
faultless, but the production of lignite has been beset. with 
difficulties owing to unfavourable earth conditions and the scarcity 
of labour, whilst the considerable requirements of the boiler 
furnaces have rendered it necessary for a large quantity of pit coal 
to be purchased to assist in meeting the needs of the station. Under 
the circumstances, the cost of production largely exceeds the 
estimates made in the pre-war period, and as the sale price of 
energy is fixed by contract, the prospects of the Electro Works Co. 
proving commercially successful are remote. A total of £2,250,000 
has been invested in this company in the form of share capital and 
loans, one-half having been furnished by the A.E.G., and the other 
by the Berlin Electricity Works Co. Now the former proposes to 
take over the latter's interests in thelignite power station, and offers 
new A.E.G. shares of £800,000 in exchange for the £1,125,000 of 
shares and loans held by the Electricity Works Co. in the Electro 
Works. As the new A.E.G. shares are entitled to participate in 
the dividend for 1917-18, it will be obvious that this company is 
rendering assistance, which is greatly needed, if the Electricity 
Works Co. is to continue as prosperous as formerly. At the same 
time, the latter has the right of re-purchasing the shares within a 
period of five years. ' 


A Rival to X-rays.— Тһе Patents Court has recently dis- 
closed that the Róntgen rays are no longer the only agency which 
will enable organic bodies to be examined internally. A remark- 
&ble process was discussed when the Trustees of the South Ken- 
sington Museum (Natural History Section), applied for licence to 
use а German patent which imparts to animals a transparency во 
thorough that every bone, muscle, and artery can be seen distinctly 
through the skin. 

Dr. S. F. Harmer, F.R.S., who made the application, said the 
transparency was not something vague, like a radiograph, with 
blurred outlines; it was a transparency vivid and direct as 
that of glass itself. The supreme advantage of the method was 
that every specimen treated became a permanent object lesson for 
study purposes or museum exhibition. He had a rat whose every 
organ could be seen. The process employed the principle of the 
refraction of light, and it relied upon chemical solutions, made 
according to formule, to have each a required index of refraction. 

The Controller of Patents (Mr. Temple Franks) said he thought 
nothing should be allowed to stand in the way of the authorities 
at the British Museum making full use of this process, though he 
did not see how anyone could very well claim a patent right in the 
principle of the refraction of light. 


A.S.E. Funds.—The annual financial statement of the 
Amalgamated Society of Engineers shows oapital funds worth 
£1,713,554.— Times, 


~ 
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New. Patents.—In his report for the year ended 1916 the 


Comptroller-General of Patents, &c., states that applications for 


new patents numbered 18,602 ; 13,641 provisional and 10,700 com- 
plete specifications were submitted, and 8,124 patents sealed. 
applications in 1915 having been 18,191, of which 11,457 were 


sealed. There was an inerease of £11,417 in the receipts from 


patent feos. On the other hand, there was a further decrease in 
the receipts from design fees and sale of publications. The total 
receipts amounted to £292,731, being £10,260 more than in 1915. 
The surplus of total receipts over expenditure was £107,192, as 


compared with £94,298 in the previous year.— Financial Times. 


Australian Electricians with the Forces.— The secre- 
tary of the Electricians Union stated that a great many members 
of the Union had gone to the Front, and tradesmen were rather 
scaroe. Although a decided slump had oecurred in the earlier 
part of the year, and & number of men were still liable to be 
discharged from State Government Departments, this had been 
counteracted by a demand in other directions. Large business 
concerns that depended almost entirely upon electric “drive” had 
lately applied for men. The labour required was that of electric 
fitters, armature winders, and for general installation work.— 
Sydney Daily Telegraph, May 21st. | 


Bonuses for Station Staff.—Owing to the extra work 
during the past few months in consequence of breakdowns, the 
West Ham Electricity Committee suggests special bonuses as 
follows :—Four Senior shift engineers, £20 each ; three assistant 
shift engineers, £4 each ; three junior shift engineers, £3 each. 


Coal Concreted from. Ashes or Dusts.—In a paper read 
before the Society of Architects, on June 7th, Mr. R. Goulburn 
Lovell, A.R.LB.A., stated that in co-operation with Mr. C. М. 
Hughes he had evolved a process which would enable a fuel to be 
made without pressure at any industrial locality from the waste 
products to be found in that locality which might possess any 
calorific value. This process was part of a great scheme for the 
proper utilisation of fuel: it provided for immediate necessities 
and utilised a residual product now of comparatively small value. 


** Coals “ were shown which had been concreted from coal dust, 


coke dust, destructor ash, destructor ash and coal dust, and from 
clinker, bar ash, and sawdust. The better grades burnt like 
Nature's coal, the lower grades like coke: they all flared, coked, 
and incandesced. 'The machinery and plant required practically 
existed in all industrial centres. The essentials were crushers or 
breakers, screens, drying tables, mixers, and moulds such as cast-away 
pails, baths, &c. For the cooking process either ovens or boilers 
could be used, the main object at the present time being to utilise 
any oxisting plant with unskilled labour. г 

: The cost depends mainly upon the value put upon the bases, the 


"eost of the matrices, such as glucose. pitch, and other bitumens, 


and the cost of the chalk or other calcium carbonates. 


'' "The following examples were given for the cost of materials in 


“shillings :— ` 
Caloriflo values. | 

 B.TH.U, Samples. Per ton, 

7.500 No. 1, Eastbourne destructor ash , 11°0 

^ '8,040 No. 2, Maples destructor and coal dust 4°6 
10,320 No. 3. Maples destructor and sawdust - 9o 

10,540 ‚Мо. 4, Birmingham destructor and coal dust 80 

. 11.80 Хо. 5, Birmingham coke dust TO 

12,600 ‘No. 6, London coke dust : 10°0 

12,820 No. 7, Staffordshire coal dust 10°0 


The cost of the labour and establishment eharjres in the British 
Isles would not be more than 5s. per ton. | 


Mr."H. W. Bowden, chief electrical engineer to the Poplar. 


Borough Council. said that from the central station point of view, 
the removal of ashes and clinkers was a very serious item. He 
had 150 tons to dispose of per week. and had to pay 3s. 6d. to 4s. 
рег ton to have it removed. In his case, in the riddlings that went 
through the chain grates there was a considerable umount of useful 
coal, which went away in the ashes. He had tested this, and found 


3 contained about 4,000 B.TH.U. Не had also a destructor which 


ave about 20 to 30 tons of clinker per day, in which he thought 
He was quite sure his Borough Council 
would be prepared to consider the thing very seriously. . 

Mr. Lovell said the ash from the dust destructors was the thing 


, that could not be got rid of, whereas: the clinker was found useful 


for road-making purposes: It was the ash that he was anxious to 
handle in his process, and he would be willing to carry out a test 
on the ash from Poplar, which he thought would probably pro- 
duce 4,000 to 5,000 B.TH.U., and could be increased by the process 
to 10,000 or 15,000 B.TH.U. He proposed te use existing plant, 


guch as concrete mixers, which was lying idle all over the country. 


for determining the right formula for the mixture. 


The residue from burning this artificial coal could be used up again 


.in thesame way.. With regard to the licence to manufacture, in addi- 


tion. £o the condition that the coal must not be sold at more than 25 


_per-cent. profit, the conditions were that the ash or refuse which was 


to be used in any particular case should be sent to him for test and 
| For this test 
40 or 60 guineas would be charged; and further, he asked 7d. per 
ton as.& royalty on the whole of the material produced by the 
licensee. He had received an estimate from responsible people to 
make the coal at 6s. per ton for the actual making. 
Mr. W, R. Cooper said he was not quite sure whether the author 
realised’ what was being done already in the way of briquetting, 


The assumption was sometimes made that slack and coke breeze 


could not he used for steam raising that was а mistake, so, that 


з 


all that was left was the fine dust, and ће was not sure that there 
was 80 much in that as the author seemed to imply. There was & 
popular idea that there was a great deal of waste coal of a valuable 
character to be found at the pits, but that was not the case. The 
author added incombustible matter to the fuel, and he would like 
to know the percentage of ash in the fuel to start with, and the 
percentage of ash in the final product. Obviously the higher the 
ash the less the value of the fuel. ^ 


Electricity v. Gas.—At the annual general meeting of 
the Waverley Association of Gas Managers, held in Edinburgh, on 
Friday last, Mr. J. D. Keillor (Hawick), the president, in the course 
of his address, said the opposition of electricity was so formidable 
that if gas was to maintain an honourable position in the realm of 
light and power they would have to apply a driving force so great 
and of such endurance that their place would be for ever assured, 
and that gas would be a force to be reckoned with. They should 
remember that they were not monopolists in the supply of light 
and power. Their rival had received all the care and" support that 
scientific thought and influence could bestow upon it, and speaking 
generally, had enjoyed an amount of patronage and encouragement 
never bestowed upon gas. To what extent it might in future be 
developed was a matter of speculation, but he felt sure.that soon 
its opposition would be more formidable than ever. Their atten- | 
tion had been directed to a movement in which the Board of Trade 
was taking an active part—the proposal to link-up electric supply 
undertakings in certain industrial .centres. This was & very 
serious attempt to regulate and foster the resources of an industry 
in the national interest, and for the gas industry it was a matter 
of the greatest moment, possibly having & disastrous effect unless 
they couid combat jt. If such & scheme was possible with elec- 
tricity, it should not be impossible to attain similar results 
with gas. os 

German Scarcity of Copper.—The following appeared in 
the“ Through German Eyes” column of the Zimeson Wednesday :— 

" COPPER FOR THE SUBMARINES.—The Frankfurter Zeitung 
announces that the Government has now requisitioned all electrical 
machinery and apparatus, and it is no longer possible to buy or 
sell electric motors without special permission. | | 

“An article in the Colagne Gazette, describing a visit to the 
Imperial yards at Kiel, which are said, like the Imperial yards at 
Dantzig and Wilhelmshaven, to be mainly, but not entirely, engaged 
with repairing work, contains the following passage on copper and 
electricity :— 

‚ “Copper is now used in large quantities in all ships, although, 
of conrse, consumption is restricted as much as possible. Especially 
for steam piping there is no substitute for copper, and it is also 
needed for all purposes where high resistance to sea-water and salt 
air is necessary. Nothing seems yet to be known at Kiel about & 
scarcity of copper, and if our enemies think that they can starve 
us out by cutting off the red metal, they will be just as much 
deceived in this as in the rest of their starvation scheme. It is 
pleasant to see how the long, thin copper tubes are formed, snake- 
like, by skilful hands. . . . 

“Over against the boiler shop is the electrical shop, which 
becomes every day more important with the increased use of elec- 
tricity: We have already gone a long way in this, although we 
have not yet gone quite so far as the Americans, who even drive 
the screw-shafts of large ships by electric motors. As regards our 
submarines, it is, indeed, much the same with us, for our sub- 
marines already consist half of electricity. The submarines are 
also concerned with the accumulator shop, where accumulators are 
repaired. Repair is not always possible, for the demands made on 


the accumulators in war are sometimes too great.” 


Electric Coal-cutters: Australian Judge’s Decision.— 
An Australian newspaper just to hand (dated May 16th) quotes a 
Sydney dispatch to the effect that Judge ге who was 
umpire in the recent Bulli Colliery coal-cutting case, decided that 
the vractice of using electrical coal-cutters in the Bulli seam of 
the Bulli Colliery was dangerous, and, in the interests of the 


‘miners and of the mine, should be at once discontinued. His 


Honour directed that the cost of the umpire and arbitrators, and 
of the Arbitration Court, shall be paid by the owners of the Bulli 


. Colliery. 


Fatality.—Au inquest was held at Murton (County . 
Durham), last week, upon the body of a 13-year old boy named 
Joseph Wilson, who died as the result of an electric shock. The 
child's father found him lying unconscious about 3 or 1 yards away 
from an electric pole. He was dressed in knickerbockers, but had 
neither shoes nor stockings on. THe knickerbockers were burnt 
down to the kneeof the right leg. He died two days later. А play- 
mate said the deceased climbed the wire support of the electric 

le. He was walking on his bare feet along the lower stax wire, ^ 
and was holding on to the upper wire. She heard a noise, saw à 
flash. and then deceased fell to the ground. A boy witness said he 
saw the flash. which extended from one pole to another. — The 
doctor, in giving evidence, said he thought the deceased could not 
have been holding on to the live wire with his hands, but must 
have just touched it with his right.thigh. On the night following 
the mishap deceased collapsed and died of paralysis of the heart 
muscle, due to the electric shock. The fall had nothing to do with 
the cause of death. A verdict in accordance with the medical evi- 
dence was returned, the jury adding that no blame attached to the 
Newcastle Electrig Supply Co4 Ltd, ownerg of the equipment 
concerned, N 
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| Appointments -Vacant.—Lecturer in electrical engineer- 
R ; for the University College, Nottingham. See our advertisement 
pages to-day. 


Decimal Coinage and the Metric System.—A Com- 
mittee of the Institute of Bankers, appointed to consider the 
adoption of a decimal coinage and the metric system of weights 
and measures, has issued a report recommending the change, pro- 
vided that the coinage be based upon the retention of the present 
gold sovereign as the unit of value, divided into 1 000 mils. The 
Committee holds that the existing system of weights and measures 
is an obstacle to the extension of our export trade, and advocates 
the adoption of decimal coinage, in the hope that it will be the 
first step towards the introduction of the metric system. The uni- 
versal standing of the pound sterling precludes its abandonment 
as our standard unit, even in name only. The use of the term 
. cent " is considered undesirable, and the objection that the sub- 
division into mils involves the use of three places of decimals is 
met with the reply that, as compared with the system in which the 
florin is the unit of account, there would be one digit less to the 
left of the point. The Committee is confident that as regards the 
gold and silver coinage the transition would present no serious 
diffieulties : the change of 4 per cent. from the value of the penny 
to that of the four-mil piece would be quickly adjusted, especially 
as the decrease in the purchasing power of the penny during the 
war has accustomed the public to such adjustments. The Com- 
mittee considers that the change cannot be made before peace 
returns, as it will necessitate alterations in adding and calculating 
machines which cannot be effected under present conditions, but 
urges that the necessary legislative steps should be taken, without 
delay, and that an educational campaign shonld be organised to 
habituate the public and the staffs of the banks to the new 
system. | 

The British Chamber of Commerce for Italy has passed a resolu- 
tion emphatically urging the adoption (by the United Kingdom) of 
the metric system. - 


Engineering Students.—Under this title the Junior 
Institution of Engineers has issued a pamphlet embodying a scheme 
drafted by a Committee, to formulate the conditions under which 
youths intending to enter the engineering profeseion, or train for 
staff appointments, may be admitted to the Institution. Such 
students will be styled “Cadet” Associate Members, and in the 
pamphlet full particulars are given ag to their préposed qualifica- 
tions and privileges. The scheme is intended to fill a gap which 
now exists at the outset of a youth's career. Details may be 
obtained from the secretary, Mr. W. A. Tookey, 39, Victoria 
"Street, S.W. 1. 


The Control of Coal.—At the London meeting of the 
Institution of Gas Engineers, recently, Mr. Guy Calthrop, the Coal 
Controller, gave some account of the operations and plans of the 
Coal Mines Department. | 

The object of instituting à control of coal mines, he said, was 
not to interfere with industry, but, as far as possible, to get all to 
work together in the interest of the nation in the present crisis. 
Two of the greatest problems he had to deal with were these :— 

l. To secure a reasonable supply of coal for London and the 
counties of Great Britain which were most remote from the coal 
fields during the next winter. | 

2. To help, во far as he could, the railway companies in their 
present difficulties with regard to transport. 

Out of the 600,000 men who were in the railway industry in 
times of peace 160,000 had joined the Forces, and a very great 
number of engines and a larger number of wagons had had to be 
t to the various Fronts in order to deal with the situation 

ere. 

А seheme had now been drawn up to secure that coal should be 
consumed as near as possible to the point of its output. The 
scheme as far as they had gone dealt with upwards of 40,000,000 
tons of coal per annum, and if they could carry it through they 
would materially assist the railway companies in the coming 
winter. Supposing the war were over to-morrow, the transport 
difficulties of England would hot be over at the same time. They 
would continue through. the winter. Our losses in ships were 
common knowledge, and the transport of coal by ship from 
Northümberland or Durham to the South of England could not be 
anything like what it was before the war.— 77e Times. 


Suppression -of Sparking.—At a recent meeting of the 
Physical Society of London, a demonstration of a method of pre- 
venting sparking at a rapid make and break, which incidentally 
produces colloidal platinum, was given by Dr.. A. Griffiths. The 
device consists of a series of electrolytic cells placed as a shunt 
“across the spark-gap. The electrodes consist of platinum and the 
electrolyte of strong sulphuric agid. The cells polerise, and on 
making the gap an E.M.F. is introduced opposed to the E. M.F. of the 
battery, 80 that the current rapidly diminishes, decomposing the 
liquid and doing chemical work. | 

` Mr. A. Campbell communicated the following remarks :—“ Many 
years ago Helmholtz introduced the use of & condenser, shunted by 
а suitable resistance, acroka the spark gap for the purpose of 
suppressing the spark. Маге recently a better system was 
employed by the engineers of the G.P.O., who kindly communi- 
cated it to the National Physical Laboratory, where it has been 
used with tbe greatest success on all kinds of spark-gaps (from 
1 break per second up to. 1.000 per second). This consisted in 
. putting the resistance in series with the condenser. By adjusting 
| iud hn of Mp) Apis сү E еца circuit it is nearly 

rays possible to suppress the s Ж re is no le 
break, ав in the shunt system," par ere is no leak across the 


А 


gallantry in the North Sea. 


- Captain R. P. JoussoN, R.F.A., 


OUR PERSONAL COLUMN, - 

The Editors invite electrical engineers, whether connected with the 
technical or the commervial side of the profession and industry, 
also-electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movement», 


Central Station Officials.—Stafford T.C. has increased tho 
salary of the manager and engineer of the electricity depart- 
ment, Mr. RontNs, from £200 to £250 a year, rising to a 
maximum of £300. | | i М. 

The Rochdale Electricity Committee recominends that the 
appointments of Mr. Woop, of Bolton, as consulting engi- 
neer, and of Мг. F. Н. RUDD, as acting-enginecr,; be con- 
tinned for a further three months. 

Coventry Electricity Committee has recommended that the 
salary of Mr. Gro. TouGH, engineer and manager, be in- 
creased from £750 to £900 per annum. · DA 

The Cheltenham Council has decided to advance the salary 
of Mr. Власне, the borough electrica] engineer, from £450 
to £550, with a further advance of £50 two years’ hence. 

The Grimsby Public Lighting Committee recommends that 
an additional war bonus at the rate of £50, per annum be 
granted to the deputy electrical engineer (Mr. A. S. CHANNON) 
during the time he is in charge of the electricity undertaking. 


General.—Mr. Сохклр Соокк underwent an operation 
upon his left eye at a nursing home in London last week. 
We are pleased to learn that it was quite successful. We hope 
that the operation that is being performed on the right eye 
will be equally so. | ‚ 

In the name of the directors of the Musselburgh Electric 
Tramway Co., wristlet watches were presented to Miss BELL 


and Miss Hanutpay for displaying presence of mind in emer- 


gency when on duty as drivers of electric cars of the com- 
pany. ^ . D CRAT | 

At the annual meeting of Waygood-Otis, Ltd., Mr. H. C. 
WALKER announced that during the year he had, after 50 
vears' service, resigned the office of managing director. ` Mr. 
D. W. R. Green, at the time of the amalgamation with the 


Otis Co., was appointed to scrve with him as joint managing 


director. Mr. C. Clarke, for many years the general manager 
and director of the Otis Co., would in future act with Mr. 
Green as joint managing digector. He (Mr. Walker) would 
continue to serve, as chairman of directors. 


Roll of Honour.—LkrstiE WiLLIAM CASTON, a first-class air 
mechanic in the R.N.A.S., has been awarded a. D.S.M. for 
He was a student at the Wands- 
worth Technical Institute, and, after being im the service — 
of the General Electric Co., Ltd., he joined the L.G.O. Co., 
at their Streatham garage. j | | i { 

Lance-Corporal W. Н. TowNLEY, North Staffs. Regiment, 
who was with Mr. Leonard Vaughan, electrician, of Hanley, 


has died at the Front from injuries received in an accident. 


The Military Medal has been awarded to Corporal G. T. 
BnapnLEY, who was'an electrician at Markham Colliery, 


‘Staveley. 


Temporary Second-Lieutenant. FreD. Prouproot, an elec- 
trical engineer, son of Mr. Proudfoot, formerly telegraph 
superintendent аё the Carlisle Post Office, has been awarded 
the Military Cross. BEP 

Corporal F. T. MrssacE; who is in hospital, was employed 


as an electrician with Mr. Teeton, Hanley. 


Corporal W. Scott, R.E., who has been awarded the Mili- 


tary Medal, was employed as a foreman in an electrical engi- 


neering works in Paisley. PE [ers 
‘The Times states that Sir Henry Norman. who acted as 
liasion. officer between the British and French Governments 
in the matter of war inventions, has been made an Officer of 


: the Legion of Honour. 


Private J. M'KixxowN, who has died from wounds, was with 
Messrs. Fraser & Borthwick. electrical engineers, Glasgow. 

Second-Licutenant N. S. Sim, Cameron Highlanders, an 
electrical engineer, and a B.Sc. in Engineering (Glasgow Uni- 
versity), has been awarded the Military Cross. | 

Private Н. S. Lant, North Staffs. Regiment, now presumed 
to be dead, after being missing.for nine months, was on the 
staff of Messrs. Siemens Bros., Ltd., Stafford. 

Private J. W. Waker, Northumberland Fusiliers, who is 


reported to have died on April 13th, whilst a prisoner in Ger- 


many, had been in the enemy's hands since August Brd, 
1914. He was on the clerical staff of the Phenix Dynamo 
Co., Bradford. ` A "n M» 
who was. killed on May 
96th, was in Australia when war- broke out, with the Sydney 
branch of Messrs. R. Johnson, Clapham & Morris. . He was 
appointed chairman of the company in 1916, on the death 


. of his eldest. brother, also in the war. 


According to the National. News, Мг. HERBERT I... Costa, 
manager of the building and electrical departments of Har- 


. rod's, has been personally. decorated with the Cross of 


Chevalier of the Order of Leopold II by the. King of the Bel- 


'gians, near the firing line; for services rendered in connec- 


tion with building and engineering operations carried out 


_ for the Belgians Бу -his firm. 


Sergeant J. -H., SivERS, Royal Fusiliers, who has died of 
wounds, was an L,C.C. tramway inspector, = 
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Sergeant-Major A. MiTcnBgLL, Rifle Brigade, formerly in the 
rubber department of the India-Rubber Co., Silvertown, has 
been awarded the Military. Medal. Private L. Norta, Royal 
Fusiliers, formerly in the general office of the company, and 
Gunner Т. W. B. Рокснаѕе, R.F.A., formerly in the cashier 


and buyer's department of the same company, have both 
been wounded in France. 


.  Obituary.—Mn. G. D. SEATON.—We regret to record the 
death, which occurred on June 21st, at Fallowfield, of Mr. 
Gervase D. Seaton, son of Prebendary Seaton, Vicar of Good- 
rich. Mr. Seaton, who was 49 years of age, was & familiar 
figure at conventions of the I.M.E.A. and other meetings, 
where he was always most excellent company, and а speaker 
who had the gift of contributing both profitably and humor- 
ously to a discussion. He was an expert in the turbine 
world, and at different periods he had represented in Man- 
chester Messrs. Willans & Robinson, Ltd., the British West- 
inghouse Co., and latterly Messrs. Richardsons, Westgarth 
and Co., Ltd. He had been prominently identified with the 
Manchester Engineers’ Club from the beginning. 

Mns. ToucH.—We regret'to state that Mrs. Tough, wife 
of Mr. G. Tough, manager of the Corporation electricity 


works at Coventry, passed away suddenly last Sunday week 
while at church. 


Will.—The late Sir BENJAMIN C. Brown, of Newcastle-on- 
Tyne, left £77,415. 


NEW COMPANIES REGISTERED. 


British Chamber of Commerce in Brazil (147,749).— 
(The word '' Limited " is omitted from the title by licence of the Board of 
Trade.) Registered June 16th, by Corbould, Rigby & Co., 1, Henrietta Street, 
Cavendish Square, W., as an association limited by guarantee, not formed 
for purpose of profit. For the purpose of registration the number of members 
is declared not to exceed 1,000, with power to register an increase at any 
time. In the event of winding up every member is liable for not móre than 
£5 towards the satisfaction of the liabilities of the Chamber, the costs of the 
winding up, and the adjustment of the rights of contributories among them- 
selves. The Chamber is to consist of British incorporated companies, British 
merchants, traders, representatives, agents, and professional 'and business 
men working or trading in or with Brazil. ('' British," as regard individuals, 
means that such individuals are British subjects, British companies may only 
be represented at mectings of the Chamber or in correspondence therewith by 
British subjects.) The objects are to promote and protect British interests in 
Brazil, to collect and disseminate informatiqn, &c. The first directors are: 


F. W. Perkins (Lamport & Holt), F. Dodd, E. P. Matheson, C. D. Simmons, ` 


A. J. Cruickshank, H. L. Wheatley, J. M. Glen, J. F. Shalders, F. H. 
Walter, J. H. Moorby, H. O Robinson, L. E. Sancean, C. F. Cruickshank 
(Norton, Ме & Co., Ltd.), S. L. F. McLaughlan, H. W. Sloper, W. J. 
Robson, A. H. Roberts, Н. C. G. Pullen (Davidson, Pullen & Co.), J. P. 
Wileman, E. L. Harrison, and R. Whichello, all of Rio de Janeiro. There 
is to be a “ Foundation Fund," the contributors to which" are to be called 
* Founders," but the title of ** Founder" carries no privileges. The first 
trustces of such fund are F. S. Pryor (manager of London & Brazilian Bank, 
Ltd., Rio de Janeiro), A. Weigall (manager, Rio de Janeiro Flour Mills and 
* Granaries, Ltd., Rio de Janeiro), and A. Mackenzie (president, Brazilian 
Traction, Light & Power Co., Rio de Janeiro). Each of the following trades 
is to be represented by at least one member on the Council, viz.: Coffee, 
shipping, banking, importing, exporting, textiles, coal and oil fuel, machinery, 
mining, insurance, engineering and railways. The Council may appoint sub- 
committees to represent the following sections, viz. : (1) Machinery, (2) banks 
and financial houses, (8) coal and oil fucl, (4) general exporters, (5) textiles, 
(6) enginecring and contracting, (7) railways and tramways, (8) hardware 
and lumber, (9) insurance, (10) coffee exporters, (11) general importers, (12) 
refrigerating companies, (13) shipping, (14) mining. These may be added to. 
Registered office: 1, Henrictta Strect, Cavendish Square, W. 


James & Shakspeare, Ltd. (147,797).—Private company. 
Registered June 22nd. Capital, 217.000 in £1 shares. То take over the busi- 
ness of metal brokers and merchants formerly carried on at 1, Metal Exchange 
Buildings, E.C., and clsewhrre, as James & Shakspeare. Agreement with 
H. H. James and A. F. B. James. The subscribers (each with one share) 
are: R. H. H. James, 42, Pembroke Square, Kensington, W., gentleman; 
Mrs. E. H. Christian, 91, Barkston Gardens, Kensington. The first directors 
are: A. F. B. James, H. H. James, and R. H. H. James. The two first- 
named may retain office while holding 500 shares. Until otherwise resolved 
by the company, no person may be a director who is not a lineal descendant 
of the late K. H. James. Registered office: 1, Metal Exchange Buildings, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


James Clay (Wellington), Ltd.—Equitable mortgage to 
secure all sums due or to become due to bankers charged on frechold heredita- 
ments and premises in Foundry Lane, Wellington, Salop. Holders: Barclay's 
Bank, Ltd., Wellington. 


Phonopore Construction Co., Ltd.—Particulars of 22,000 
debentures created May 15th, 1917, filed pursuant to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company’s undertaking and property, present and 
future, including uncalled capital. No trustecs. 


Hexham & District Electric Supply Co., Ltd.—Particulars 
of £5,000 debentures created November 6th, 1913, filed pursuant to Section 
93 (3) of the Companies (Consolidation) Act, 1908, the amount of the present 
issue being £4,300. Property charged: The company’s undertaking and pro- 
perty, present and future, including uncalled capital. No trustees, 


Brilliant Arc Lamp & Engineering Co., Ltd.—Memoran- 
dum of satisfaction in full on May 12th, 1917, of charge dated December 7th, 
1916, securing all moncys due or to become due thereunder. 


Thermo Electric Ore Reduction Corporation, Ltd.—Parti- 
culars of £100,000 debentures created June 14th, 1917, filed pursuant to Sec- 
tion 93 (3) of the Companies (Consolidation) Act, 1908, the whole amount 
being now issued. Property charged: The company's undertaking and .pro- 
реу, present and future, including uncalled capital. No trustecs. 


Enfield Electric Cable Manufacturing Co., Ltd.—Deben- 


ture dated June 8th, 1917, to secure £35,000 charged on the company's under- 
taking and property, present and future, including uncalled capital, with a 
specific charge on land at Brimsdown, Enfield, and the factory and other 
buildings thereon, &c. Holders: London County & Westminster Bank. 

A memorandum of satisfaction in full on June 8th, 1917, of mortgage 
dated December 3lst, 1915, securing £10,000, to London County & Westminster 
Bank. | 


Faraday & Son, Ltd.—Particulars of £5,000 debentures 
created January 6th, 1917, filed pursuant to Section 93 (3) of the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. Property 
charged: The company's undertaking: and property, present and future, 
including uncalled capital. No trustees. 


James Keith & Blackman Co., Ltd.—A memorandum of 
satisfaction in full on May 15th, 1917, of second debentures dated January 6th, 
1913, securing £550, has been filed. i 


U.S. Light & Heat Corporation (1,583F).—Particulars 
filed June 20th, 1917. Registered in U.S.A. June 30th, 1915. Capital stock, 
7,000,000 dols. (3,000,000 dols. preferred and 4,000,000 dols. common stock). 
Principal office: City of Niagara Falls, U.S.A. British address: 17, Conduit 
Street, W. 1, where H. H. Powell is authorised to accept service: Directors: 
J. A. Smith, A. H. Ackermann, R. C. Caples, H. W. Farnum, E. H. Gold, 
E. K. Gordon, C. L. Lane, J. A. Roberts, B. J. O'Reilly, and G. C. Shephard, 
all of U.S.A. 


Bude Electric Supply Co., Ltd. (95,137) .— Capital, 
£15,000 in £l shares. Return dated April 98th, 1917. 10,000 shares taken 
up; £10,000 paid. Mortgages and charges: £2,500 mortgage debentures. 


Cable Accessories Co., Ltd. (93,345).—Capital, £50,000 
in 40,000 ord. and 10,000 pref. shares of £1 each. Return dated May 21%, 
1917. 31,999 ord. and 5,640 pref. shares taken up; #1 per share called up 
on 21,678 ord. and 5,640 pref., and 153. per share on 10,321 pref.; £32,008 15s. 
paid; £3,050 considered as paid. Mortgages and charges: Nil. A further 
3,177 ord. and 400 pref. were allotted, payable in cash on May Slst. 


CITY NOTES. 


The annual meeting was held on Friday 
Jast at the Holborn Restaurant. Mr. EMILE 
GARCEE, who presided, said that the stupen- 
dous expenditure by the nation and the 
employment of so many hands, both male 
and female, in the production of munitions of war, combined 
with restricted railway facilities, had had the effect upon 
their receipts akin to that which would be produced by great 
trade prosperity. The value of the increased receipts must, 
however, be weighed against the increased expenses, and then 
it was seen that the balance of profits was not proportionate 
to the increased work done. The prosperity was abnormal in 
character, and was accompanied by neutralising conditions 
likewise abnormal. ‘These adverse conditions were both 
numerous and multiform. Prices generally, with the remark- 
able exception of tramway fares, had more than doubled since 
the beginning of the war, and were still rising. Wages had 
gone up considerably. Taxation had increased; restrictions 
on all forms of enterprise other than war work were enforced 
by all sorts of regulations, by dearth of labour and executive 
staffs, by prohibition against investment of capital other than 
for national purposes, and by feeling of uncertainty in regard 
to the future. The conditions applied generally to the indus- 
tries in which they were engaged, viz., tramways, light rail- 
ways, omnibus services, electric light and power supply, manu- 
facture, and, he must not omit to say, finance, for they had 
in their group an investment ‘company with investments of 
over £500,000. The figures he would give would not include 
the London group of companies, which stood in a class by 
themselves. In the tramway and light railway department 
receipts had increased by £90,000 and expenses by about 
£52,000. The higher expenses were. mainly represented by 
increased wages paid. In the omnibus department the re- 
ceipts showed an increase of £97,000, and the expenses an 
increase of about £91,000. This department was suffering 
very severely under war conditions. Their automobile depart- 
ment, from which they expected gratifying auxiliary profits, 
was for the present to a large extent in a very disturbed state. 
and they feared that the profits for the current year would 
not come up to last year's figures. In the electricity supply 
department the receipts had increaséd by £88,000, and the 
costs of generation by about £77,000. They had nearly 
doubled the output of electricity for power purposes, chiefly 
supplying munition factories and other works engaged on 
Government orders. On the other hand, the sale of electricity 


British Electric 
Traction 
Co., Ltd. 


for private lighting had fallen off. The cost of fuel had in- | 


creased enormously, though differently according to the loca- 
tion of the power houses, and they had not been able, for 
various reasons, to obtain corresponding increases of price. 
In the manufactunng department, the Brush Co. had been 
fully occupied in making aeroplanes, seaplanes, and other 
machines. The company had also established the superiority 
of the Ljungstróm turbine, and valuable orders were being 
received for this machine, which, however, could not be 
executed because of the necessary Government restrictions 
on the use of materials for other than war purposes. The 
Brush Co. was now making moderate profits; but it had not 
resumed the payment of dividends, because under present 
conditions it was deemed better to strengthen the finances. 
Lastly. with regard to their investment company; that com- 
pany had not, of course, increased its distribution of divi- 
dend, but it was satisfactorily holding its own in viow of the 


Vol. 80. No. 2,066, JUNE 29, 1917.] 


THE ELECTRICAL REVIEW. 


705 


heavy market depreciation of all securities. The aggregate 
increase of revenue in all departments of their public service 
undertakings had, therefore, been about £275,000, while the 
aggregate increase of the expenses was about £223,000. The 
aggregate receipts of their tramway, omnibus, and electricity 
supply undertakings for the past year had been £1,768,000, and 
the aggregate expenses had been £1,150,000. The aggregate 
surplus had been £618,000, compared with £566,000 in 115, 
or about £52,000 more than in 1915. On the whole, therefore, 
the associated companies had done better during the past 
year. They showed larger profits, though the increase was 
not commensurate with the larger volume of work they had 
done. Those larger profits had in most cases been added to 
reserves, partly because renewals and replacementg had been 
postponed, and partly because of the uncertain outlook, and 
only in a few cases had the dividends been slightly increased. 
Putting it shortly, the majority of companies had strengthened 
their finances by not increasing their dividends. Those figures 
did not include the results of the London companies. Those 
were summarised in the dividend they received on their shares 
in the London and Suburban Co., and that dividend had re- 
mained at the same rate in 1916 as in 1915. The conditions 
due to the war had adversely and seriously aífected the pros- 
perity of all the companies in which the London and Sub- 
urban Traction Co. was interested. Марев had increased 
considerably, and the higher expenses generally had more 
than swallowed up the increased receipts. The London 
United Tramways Co., which was included in the group, had 
suffered most. The B.E.T. Co. had nothing to do with -the 
promotion and management of the London United Tramways. 
The majority of the ordinary shares were held by the Under- 
ground Electric Railways Co. of London, and the Tramway 
Co. was brought into the combination formed by the London 
and Suburban Co. in 1913 with a view to putting an end to the 
/€ompetition between the Metropolitan Tramways and the 
L.G.O. Co. The elimination of competition had not been 
carried out to the extent anticipated, but the chairman 
of the London and Suburban Co., at the general meeting last 
week, stated that discussions between that company and the 
Underground Co. were taking place with a view to the better 
co-ordination of traffic facilities in Greater London and in 
regard to other questions, and that there was hope that those 
negotiations would lead to better understandings and result 
in improved profits to the London and Suburban Co. The 
accounts of the B.E.T. Co. showed a net profit of £200,000, 
against £209,000 for the preceding year. In 1916 they added 
£20,000 to reserve. He explained last year that that repre- 
sented two years' contributions; that they would not advise 
making any annual contribution fixed and unalterable for all 
tune, but that the circumstances of each year should be con- 
sidered. The contribution of £15,000 this year must not, 
therefore, be regarded as a descent to a lower level of 
расе Ав & matter of fact, the reserves were quite ample, 


aving regard to the writing off that had taken place and to . 


the substantial reserves made by the underlying companies. 
At the end of 1915 those companies, again excluding the Lon- 
don companies, had total reserves of £1,300,000, and during 
the past year they added £243,000, making a total reserve 
of over 14 million, to which must be added the reserve and 
the carry-forward of that company—a further half million. 
The maximum fares which could be demanded on tramways 
‘or light railways were limited by the Acts and Orders, and 
could not be increased without Parliamentary sanction. 'Those 
restrictions might have been reasonable in the latter part of 
the last century, when the powers were obtained; but in 
view of the changed conditions which now obtained, and 
must be looked for in the future, it was only equitable that 
the statutory restrictions should be reviewed by the Board of 
Trade or other Government Department, and steps had been 
taken by the Tramways and Light Railways Association to 
have this question considered by the authorities. The elec- 
trical industry was hoping that the Gdternment would do 
something to remove some of the disabilities which restricted 
the best development of the industry. If the matter was 
looked at from scientific and economic points of view, and 
not merely politically, the importance to the nation of allow- 


ing the free development of the electrical industry must be | 


recognised. For 34 years he had made fruitless exertions to 
obtain elementary justice and a modicum of encouragement 
for an industry which was hourly proving its great value to 
the community. He had never abandoned hope of ultimate 
success—a hope which recent events had further stimulated. 
The shaking up produced by three years of war had done 
more than 30 years of peaceful agitation to secure recognition 
of the view that the electrical industry deserved to be freed 
from the shackles which impeded its progress. In regard to 
the Labour situation, a reversion to the pre-war methods of 
restrictive output was incompatible with the industrial condi- 
tions and needs of the community, which required that every 
member of the community should work harder, consume less, 
and save more. But the employers and the whole nation were 
pledged to restore the Trade Union regulations after the war. 
The representatives of Labour, however, recognised—as they 
all did—that this was impossible. There was, therefore, a 
common basis for the establishment of a new order of rela- 
tions between Capital and Labour, and it would tax to the 
utmost the highest statesmanship to find an equitable solution 
of the difficulty. They could all assist in this effort by un- 


biassed discussion of the problems in a spirit of fairness which 
recognised on the one hand the just claims of labour for a 
better standard of living, and, on the other hand, the economic 
necessity of adequately rewarding those who saved & part of 
their income and did not spend all they received. There could 
be no doubt that if everyone did his best to increase the 
output and improve the quality of work, the result would be 
that all reasonable demands of labour could be satisfied with- 
out causing any diminution in the availability of capital. In 
regard to the metric system, in his view the inconvenience 
of making the change would be greatly outweighed by the 
advantages that would follow the adoption of the decimal 
system. Among those advantages, not the least would be th 
unmprovement it would effect in our commercial relations with . 
other nations. In this connection it was gratifying to learn 
that steps were being taken to increase the efficiency of the 
British Consular services abroad with a view to the represen- 
tatives of the Empire acting as antenne to the nerve centres 
of the trade and commerce of the Empire. But probably the 
most far-reaching reforms they would see carried in the near 
future were due to the recognition of the fact, even by con- 
firmed Free Traders, that after the war this country would 
not be able to rely mainly upon its financial strength and ita 
shipping supremacy in the trade and commerce of the world, 
but that it must have a protected home market for its manu- 
factures as a base from which, in conjunction with its 
Colonies, it could keep & hold on international markets and, 
incidentally, help to raise & part of the huge revenue which 
would be required for interest and redemption of war in- 
debtedness. A continued policy of direct taxation to provide 
the major part of this revenue, as at present, would defeat its 
own object, for it would discourage the accumulation of 
capital, which was indispensable for new enterprise. From 
this point of view it was to be hoped that the Excess Profits 
Tax would be withdrawn at the earliest possible date, for the 
excessiveness applied now to the tax rather than to the profits, 
and would deter enterprise and, therefore, check capital crea- 
tion. The excessive taxation of profits would after the war, 
he feared, find expression in unemployment. That brought 
him to the last point he wished to mention, and that was the 
importance of organising their industrial system so that manu- 
facturers and others could obtain for the initiation of enter- 
prises the use of capital not only by means of temporary 
banking facilities or public issues, but by concentrated and 
reasoned capitalistic support. The wonderful cheque system 
which had been developed by our big banking institutions 
had created a credit structure which had met with admira- 
tion throughout the world. But the manufacturer, contractor, 
and, still more, the inventor, needed more than a few months’ 
credit on immediately realisable security, for it was not 
always practicable or desirable to make permanent increases 
of capital in the form of debentures or shares. Public issues 
of industrial capital were periodic, and even epidemic, in 
occurrence, and capricious in reception. "They depended very 
often"upon public fancy, and not on intrinsic merits, condi- 
tions which were largely responsible for over-capitalisation 
and for the promotion of undesirable companies. The forma- 
tion of the British Trade Corporation, the suggested co-opera- 
tion between the large trust companies, the activities of the 
recently-formed Federation of British Industries, were indica- 
tions that wider views and better methods would assert them- 
selves for the solution of these industrial problems. As re- 
garded the prospects of their companies in the immediate 
future, all he could say was that anyone in the midst of pre- 
sent complex situations, and impressed with the uncertainty 
ot events, would be unwise to indulge in prophecy of a definite 

ind. 

Mr. C. G. TEGETMEIER seconded the motion, which, after 
& short discussion, was unanimously adopted. 


, The report for 1916 states that the busi- 
Marconi 


ness continues to show substantial expan- 
International sion. Gross revenue, £270,181—an in- 
Marine crease of £61,282, derived almost entirely 


Communication from the subsidies from additional con- 
Co., Ltd. tracts. Restrictions in respect of private 
messages have continued. Net profit 

£96,748, after deducting £31,790 for depreciation and deben- 
ture interest; this compares with £63,630 for 1915. Amount 
standing at profit and loss account £123,744, including £26,996 
brought forward. Losses sustained through attacks upon 
mercantile fleet have been debited to profit and loss. Total 
number of public telegraph stations owned and worked by the 
company on the high seas increased from 1,008 to 1,472. The 
organisation ef the company and its associations, with a total 
of 3,000 mercantile vessels fitted with Marconi telegraph sta- 
tion3, has continued to render inestimable service. А final 
dividend of 10 per cent. is recommended, making 15 per 
cent. for the year. There is appended to the report a list 
of the company’s sea-going telegraph staff who have given 
their lives in the national cause. The Amalgamated Wireless 
(Australasia), Ltd., has patd 5 per cent. The offer to share- 
holders last November of the remainder of the authorised 
capital at a premium of 15s. per share was largely over- 
subscribed. The capital was required in consequence of capital 
expenditure upon providing installations for the increased 
number of ship stations. Since the end of the financial year 
the business has increased even more rapidly. Orders in hand 
are so large that additional capital is essential. An extra- 
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ordinary general meeting is therefore convened for increasing 
the capital to £000,000, part of which increase will be issued 
‘as soon as possible. 
IM | Stk F. A. SWETTENHAM presided at the 
annual meeting on June 19th. He said 
that the tratie receipts were better. by 
£7,592. The sales of energy were £15,530, 
' oa decrease. of £259, due not to decreased 
demand, but to the automatic reduction of prices, аз the 
supply increased, under the renewed contract with the muni- 
cipality. The demand was still increasing, but they did not 
think that in the next accounts they would show a smaller 
amount for a larger supply, but the Municipality was treating 
them with less than justice in holding them to a scale of 
rates fixed without regard to war prices. The cost of power 
had. advanced from £12,300 to £17,000; of the difference, 
£4,700, fuel represented £3,400. For the period 1912-1915 
the average cost of coal in Singapore wab $9.93; in February 
this.year it was $22.70, and they were not sure that top prices 
had been reached. Having regard to these figures, the action 
of the Municipality was the more incomprehensible, especially 
as the Municipality had advanced the rates for gas, of which 
jt was the supplier. In many cases supplies of materials were 
costing twice pre-war figures. They had a very large deferred 
commitment in the track renewal which had to be faced. 
hey desired to distribute profits when available, and intended 
Shortly to declare an interim dividend of 5 per cent., which 
would reduce the carry-forward to £2,046. Mr. J. H. Garrett 
had resigned his position as general manager after 1l years. 
His chief assistant, Mr. H. G. Wightwick, would succeed 
bin... 5 


| Singapore 
Electric Tram: 
ways, Ltd. 


\ з 

! For 1916 the net profit, after providing 
: Aluminium for debenture interest, &c., was £46,597, 
.. :Corpa., Ltd. plus £4,560 brought forward. After pay- 
ЕЕ ТЕ Ing the 7 per cent. preference dividend, 
£15,078, in December last, the balance is £35,779, the appro- 
priation of which will be subject to the lability for war taxa- 
tion under the Finance and Munitions Acts. The distribution 
on.the preference shares last Christinas was made in view 
of the trading results then ascertained, but as it has been 
impossible to ascertain, in time for the annual meeting, the 
amount payable as war taxation, a further dividend cannot 
be recommended, and the. above balance is to be carried for- 
ward. ‘Depreciation upon buildings, plant and machinery will 
be considered when the waf taxation question is settled. Fur- 
ther important necessary constructive works, including а 
bridge over the Conway River, have been proceeded with, and 
the main line of the L. & N.-W. Rly. has been connected to 
the works by a siding. The Cowlyd Water Board's Bill has 
been. passed through Parliament, and the necessary. prelimi- 
nary work for the erection of the dam across the Cowlyd 
Valley is well in hand. Annual meeting: June 27th. . 
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Тһе Société Electra-Metallurgique Fran- 


; о, çaise reports net profits amounting to 
T. ec T £203,000 for 1916, as compared with 
Ompanies. — 252090 in the previous year. A dividend 


at the rate of £1 16s. per share has been declared, this com- 
paring with £3 in 1015. | 
Те Société des Cables Electriques (systéme Berthoud, Borel 
et Cie.) reports net profits amounting to £18.200 in 1916, ав 
compared with £7,800 in the previous 12 months. The direc- 
tors recommend a dividend of £1 12s. per share. E 
The Société d'Ilecctro-Chimie de Bozel, after apportioning 
£37,000 to extraordinary depreciation in 1916, reports net 
profits of £43,000, as against £33,000 in the preceding year. 
It is intended to pay a dividend of 16s. per share, as com- 
pared with 14s. 5d. in 1915. | | | | 
"^ The Société Electro-Metallurgique (Procédé Paul Girod) 
announces that the net profits earned in 1916 will allow of 
the distribution of £2 per share. A proposal for the amalga- 
mation of the two Girod companies will be submitted at a 
forthcoming meeting. | 
* The Société: Electro-Chimique du Giffre reports that the 
manufactures at’ the works at Giffre, particularly the iron 
alloys, were in active demand in 1916. The net profits 
realised amounted to £97.000, as compared with £23,000 in 
1915, and a: dividend of £9 8s. per share has been declared. 
The report. of the Chemin de Fer Flecirique Souterrain 


Nord-Sud de Paris states that 1916 was characterised by the. 


opening to traffic of the extension of the principal line be- 
tween the Place Jules-Joffrin and the Porte de la Chapelle, 
so that the length of line worked increased from 8.76 miles 
to 9.99 miles. Including various receipts, the total income 
nmounted to £494,000, as compared with £383,000 in the pre- 
vious year. Such. an augmentation in normal times would 
have been an indication. of great prosperity, but owing to 
the coal crisis and the dearness of other raw materials, the 
working expenses advanced to such & large extent as to 
alinost entirely absorb the growth in the receipts, and the 
ratio of expenses to receipts rose from 48.98 per cent. in 1915 
to 56.79 per cent. last year. Notwithstanding this, the pay- 
ments made to the City of Paris under the contract increased 
by £4,700 to £34,600. The directors had applied for a revi- 
sion of the terms of the concession, but no definite decision 
had yet been reached. The accounts closed with а credit 
balance of £28,000, as against £15.000 In 1915, and the former 
has been transferred to the provisional account, which now 
amounts to £97,000. 


. materials in the United States. 


The Compagnie Francaise pour UExploitation des Procédés 
‘Thomson-Houston reports gross profits of £422,000: for 1916, 
or £121,000 in excess of the preceding year, and net profits 
of £272,000, or £30,000 more than in 1915. A dividend at the 
rate of 7 per cent. has been declared, being equal to the rates 
paid in the years immediately previous to the war, on the 
ordinary share capital of £2,400,000. The directors report 
that amce 1909 the sum of £360,000 has been expended on 
extensions of the old, and the erection of new, works. Dur- 
Ing 1916 the company participated in certain. financial opera- 
tions under the auspices of the Government for the purpose 
of opening large long-term credits in the United States and 
Switzerland. а addition, the company concluded on its 
own individual account a similar arrangement with the 
parent company in the United States—the General Electric 
Co. It was thus possible to avoid in part the financial burden 


© which would have arisen for the company and the, money 


market in the settlement of purchases of raw and other 
This was an unportant ser- 
vice for which the company was indebted to 115 American 
friends—a fresh reason for the gratitude which the directors 
expressed a year ago. The terms of the agreement concluded 
with them 25 years ago had been applied not only with 
strict loyalty, but also with the most perfect spirit of liberal- 
itv, co-operation? and friendship. After dealing in detail in 
the customary manner with the course followed by each of 
the company's departments in the past year, the report men- 
tions that the company has given its adhesion to the interest- 
1пф organisation established by the Union Nationale Inter- 
syndicate des Marques Collectives, and has adopted for all the 
company’s manufactures the general mark of U.N.I.S., which 
the publie must learn to know and ask for on all the pro- 
ducts purchased, because it is a guarantee of the exclu- 
sively French origin of the manufactures. The report pro- 
ceeds to refer to the undertakings and installations entrusted 
to the works, and states that among the principal orders 
received were those for an alternator of 8,000 Kw. for the 
Ventavon Works, a turbo-alternator of 10.009) xw. for Baku, 
and four transformers of 3,200 KW. each, whilst the order for 
the Southern Railway Co. has been re-arranged, and now 
comprises the supply of seven alternators of 4,375 Kw. each. 
and transformers for 120,000 volts, together with two sets of 
generators and exciters and switchboards. Particulars are 
also given of the many undertakings in which the company 
holds a financial interest, and the report concludes by stating 
that the company is making preparations for the future 
commercial struggle, which will be longer than the present 
war, and not less implacable. | 


The Land und Seckabel Werke A.G., of 


| осад, Cologné, records net profits of £37,000 for 
1916, as compared with £38,000 in the 
Companies. , P , 


previous year. А dividend of 12 per cent. 
is recommended, as against 11 per cent. in the preceding 
year. 

The Welter Elektrizitats und Hebezeug Werke A.G., of 
Cologne-Zollstock, reports a considerably greater turnover in 
1916, and net profits of £3,360, as compared with £3,330 in 
1915. It is intended to pay 6 per cent., as against 5 per cent. 
in 1915. | EL: | 
—. The net profits of the Elektrizitats Gesellschaft-vorm. W. 
Lahmeyer & Co., of Frankfort-on-Main, are reported to 
amount to £130,000, as contrasted with £103,000 in 1915. It 
is proposed to pay a dividend of 8 per cent., as against 7 per 
cent. in the preceding year. | 

The Treuhand Bank fur die Elcktrische Industrie A.G., of 
Berlin, records receipts of 245 (00) from investments in 1916, 
as compared with £4,300 in the previous 12 months. Includ- 
ing the balance forward, the net profits are £40,000, as 
against £1,900 in 1915. It is intended to pay 4 рар cent. on 
the paid-up, capital of £500,000, this contrasting with no dis- 
tribution, in the preceding year. 

The Electro Treuhand A.G., of Hamburg, which is one of 

the electrical banks. received £41,950 as dividend on the 
Hamburg Elevated Railway shares in 1916, and £17,500 from 
interest, being approximately the same as in the previous 
year. . After meeting interest on loans, the accounts indicate 
net profits.of £31,900, as against £29,000 in 1915, and the 
dividend із at the rate of 5} per cent., as ір ће preceding 
year. - 
The directors of the Julius Pintsch A.G., of Berlin, report 
a decrease in the manufacturing profits from £550,000 in 1915 
to £494,000 last year, the diminution being attributed to the 
growth in working expenses. As the Russian subsidiary had 
been compulsorily liquidated, the company’s foreign interests 
had been fully written off, the sym of £152,000 having 
been devoted to this purpose in 1915. Аз no similar depre- 
ciation had to be made in 1916, the net profits were £98,000, 
as against £73,000 in 1915, and the dividend also rises from 
8 in 1915 to 10 per cent. last year. m 

The report of Gebruder Korting A.G., of Linden, which 
company is associated with the A.E.G., states that war re- 
quirements were considerable, and the turnover both in Ger- 
many and Austria-Hungary: largely increased. A8 any in- 
information concerning the company's subsidiaries in enemy 
countries is still lacking,’ these have been left out of con- 
sideration in the preparation of the balance sheet. The 
amount set aside for depreciation is £75,000, as against 
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£64,000 in 1915, leaving net profits of £113,000 and £112,000 
In the two years respectively. The dividend is 10 per cent., 
as in 1915, on share capital of £950,000, whereas no distribu- 
tion was made in 1914. . 

The accounts of the Fellen “їй Guilleaume Carlswerk A.G., 
of Frankfort-on-Main, after allocating £156,000 to daprecia- 
tion 1n:1916, as compared with £149,000 in the preceding year, 


show net profits of £415,000, as against £353,000. "The diree- | 


tors recommend a dividend of 12 per cent., as contrasted with 
11 per cent. in 1915. The annual report merely states that 1t 
was possible for the company to increase the capacity of the 
works and obtain favourable results, and that the augnienta- 
tion in the ordinary share capital from £2,750,000 to £3 000,000, 
which was decided upon in 1915, had been carried out in the 
meantime. 

The Accumulatoren Fabrik A.G., of Berlin and Hagen, re- 
ports a not inconsiderable increase in the turnover in 1916, 
and states that the company’s interests in the Societa Italiana 
Accumulatori Elettri¢i, of Milan, were disposed of shortly 
before Italy entered the war. No reliable information was 
avallable concerning the other undertakings in enemy coun- 
tries, but the cautious valuation of these concerns excluded 
any risk of loss. The accounts exhibit gross profits of 
£293.000, as against £176,000 in 1915, and net profits of 
£193,000 and £138,000 in the two years respectively. It is 
proposed to pay a dividend of 25 per cent. on the ordinary 
share capital of £600,000, this comparing with 20 per cent. 
in 1915, 18 per cent. in 1914, and 90 per cent. in 1913. 

The directors of Hartmann & Braun A.G., of Frankfort-on- 
Main, report better results for 1910, notwithstan g the ditti- 
culties in obtaining raw materials and the increase in wages. 
As gross profits, the accounts show the sum of £142,000, as 
compared with £127,000 in 1915, and net profits of £49,000, 
as against £38,000 on ordinary share capital of £55,000. The 
dividend is at the rate of 14 per cent., and compares with 12 
per cent. in 1915, 8 per cent. in 1914, and 10 per cent. in 
1913. It has been decided to increase the capital by £20,000 
by the issue of 400 new shares, most of which are offered to 
present proprietors, with a bonus from the net profits, which 
raises the dividend for 1916 to 34 per cent. 

The Deutsch-Ueberseeische | Elektrizitats Gesellschaft, of 
Berlin; whose business i8 located principally at Buenos Aires 
and other cities in South America, states that a moderate in- 
crease in the receipts of all the undertakings took place in 
1916, as compared, with the preceding year. On the other 
hand, the effects of the war on the working expenses were 


felt to a substantially greater extent, particularly in regard: 


to the constantly rising prices for fuel and other materials, 
and in Buenos Aires alone it was estimated that the extra 
expenditure for fuel arnounted to £50,000 last year, of which 
only a portion could be recovered through higher prices for 
energy. The gross profits amount to £1,173,000, as against 


£1,520,000 in 1915, and £206,000 has been placed to deprecia- 


tion account, as contrasted with £371 ,000 in the previous year. 
Out of the net profits. of £539,000, as compared with £734,000 
in 1915, the directors propose a dividend of 7 per cent. on the 
ordinary share capital of £6,000,000, this contrasting with 10 
per cent. in the preceding year. 

The Gesellschaft fur Elektrische Unternehmungen, of Ber- 
lin, states that the continuation of the war again reacted un- 
favourably upon the undertaking. On the one hand, the 
inland tramways to some extent yielded better results owing 
to the lgck of other means of transport and the reduced mile- 
age run, while, on the other, the electricity works and over- 
land stations greatly suffered from the introduction of summer 
time, the earlier- closing of shops, and the decrease in the 
consumption for tramway purposes and the restrictions in 
public lighting, together with the considerable advance in 
working expenses. An increase in the charges for energy was 
not made in general. The receipts from dividends and inter- 
est, which declined by £90,000 in 1915, increased by £11,000 
in. 1916, but the profits realised on the sale of investments 
receded by £10,000. The net profits are returned at £185,000, 
as compared: with £216,000 in 1915, and the dividend on the 
ordinary share capital of £3.000,000 is 5 per cent., as con- 
ае with 6 рег cent. in 1915 and 1914, and 10 per cent. in 
1913. 

German-Netherlands Telegraph Co.—The directors of the 
Deutsch-Niederlandische Telegraphen Gesellschaft A.G., of 
Cologne, state that, in so far as they are informed, no change 
took place in the conditions of the company’s stations in the 
Far East in 1916, and nothing was known as to the condition 
of the station at Yap. It was also impossible to form an 
opinion as to how far the station at Shanghai had been 
affected through the rupture of China’s diplomatic relations 
with Germany. The cable from Yap to Shanghai had been 
interrupted since July, 1916. The other cables were in good 
condition, according to the results of tests made to January, 
1916. Concerning the German South Sea Wireless Telegraph 
'Co., the report states that the latter had not published 
accounts for 1915-16, so that the former received no dividend 
on its investment of £32,100. The total receipts of the Ger- 
man Netherlands Co. are reported to have amounted to 
£96.000, as compared with £100,000 in 1915, and the net 
profits are £25,000, as against £41,000 in the two years res- 
pectively. Tt is proposed to pay a dividend of 6 per cent. on 
„the ordinary share capital of £350,000, Бен {һе same rate 
as in the previous year. 


N 


‘The report of the directors of the Deutsch-Atlantipche: Tele- 
graphen Gesellschaft, of Cologne, states that i& cannot yet 
be seen when the company will be able to repair the sevexed 
cables. and resume working. After the entrance of Portugal 
into the war, the Portuguese Government placed under super- 
vision the property of the company at Horta, including the 
station equipment, the land cables, and the ollicials’ houses. 
On the other hand, no change had taken place at the Vigo 
(Spain) station. The North German Sea Cable Works, in 
which the company is interested, paid a dividend of 4 per 
cent. for 1916, but the proceeds would only be brought ‘into 
the latter's accounts for 1917. The accounts show в loss of 
£24,000 for 1916, as compared with a loss of £26,000 in the 
previous year; but by drawing £75,000 from the - special 
reserve fund, as against £100,000 in 1915, there remains avail- 
able a balance of £50,000, as contrasted. with £72,000 in the 
preceding year. This, "will permit of the distribution of .4 per 
cent. on the ordinary share capital of 61,200,000, and л 
pares with 6 per cent. in 1915, 64 per cent. in 1914, and 74 
per cent. in 1913. | 


- Ly 


Southern Brazil Electric Co., Ltd.—Mr. H. E. TOOTAL, 
presiding at the annual meeting on June 2156, expressed: ad- 
miration at the action of Brazil in breaking off relations with 
Germany. German interests in the Republic: were active and 
powerful, and before the war the Germans were fast acquir- 
ing in some parts of the country a preponderating share of 
various branches of foreign trade. After referring to the fair 
increases which had taken place in the various branches of 
the company's services, and to the prosperity of the State 
of Sao Paulo, the speaker ‘mentioned the marked rise in the 
value of the milreis (133d: now), an. appreciation of 14 per 
cent. since the accounts were closed fast December.’ He besi- 
tated to express any opinion as to the course it was likety to 
follow in the: near future, but should the improvement’ be 
maintained, jt would, of course, favourably affect the- returns 
for the current year. 


Imperial! Tramways Co., Ltd.—T he available ‘balance T 
1916 is £23,040. After paying the” debenture interest. and 
preference divided, 2 per cent., less tax, is payable .on the 
ordinary shares, leaving £124 to carry forward. The Middles- 
brough, Stockton and Thornby electric tram ways showed 
£70,223 gross receipts, an increase of £83,694. The passengers, 
carried increased ру £51,275. Net profit £14,229, аз against 
£15,432 for 1915. Both the tramway and motor-'bus services 
had to be further curtailed, owing to the. demands on ‘the 
staff for military service and to the restriction of petrol sup- 
plies, but the facilities for munition workers had been fully 
maintained. The Imperial Co. holds 125,000 preference and 
£118,382 ordinary shares in the London & Suburban Traction 
Co.,- Ltd., which has paid the full dividend on the’ ти 
епсе, but none on the ordinary for the year... .. · 


Victoria Falls & Transvaat Power Co., Ltd.—The direc- 
tors have declared the following dividends :—Preference 
shares, final dividend of 4 per cent., less income-tax, making 
10 per cent. for the year 1916. Preference shares, a dividend 
at the rate of 6 per cent. per annum, less income-tax, in 
respect of the six months to June 30th. Ordinary shares, a 
dividend of 5 per cent., less income-tax, for the year 1916. 


Globe Telegraph & Trust Co., Ltd. Final dividends of 
3s. per share, less income-tax, on the preference shares, 8s. 
per share, free of income- -tax, on the ordinary shares, making, 
with previous distributions, 6 per cent. for thé year, less tax, 
on the preference shares and 7 per cent., free of tax, on the 
ordinary shares. Net revenue after: deducting: ерек, 
£226,623, plus £36,849 brought forward.. 


Cape Asbestos Co., Ltd.—During 1916' the turnover 
showed expansion, but the costs of labour, materials, and 
freight increased. seriously. After putting’ £5,000 to reserve 
and providing for excess profits, 24 per cent. is to be paid on 
the ordinary, free of income-tax, and an equivalent amount 


on the preference shares, and £5, 748 is to be carried forward. 


United Electric Tramways of Monte Video,.. Ltd.—After 
paying the preference dividend, £15,000 is put tà renewals 
and contingencies, £3,921 to debenture stock redemption, 


‘£2,500 to share capital redemption, and £12, dn 18 to be car- 
ried forward. | 


National Electric Supply Co. P Ltd. ane dividend, 5 
per cent. per annum, less tax, on the оша. shares fey the 
past half-year. | 


О. C. Hawkes, Ltd. sed dividend, Б percent. per 
annüm, less tax, for the balf- year, on the. ordinary shares. 


Eastern Extension, .&c., Telegraph Co., Ltd, — laterim 
V for the quarter to March 31st of Әз. per share, free 
of tax Д E 


Eastern - ‘Telegraph: Co., Ltd. First ee: interim 


dividend of 14 per cent. on the ordinary sce free of Income-. 


к: 1 = bos 


Edgar Allen & Co., Ltd.—Dividend, 10 per cent. teas the 


year and a bonus of 1s. 6d. per share, making ч per: cent. 
£25,000 has been placed to reserva. — , — ГИ СЫ 
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Arbroath Electric Light & Power Co., Ltd.—Mr. S. 
Renny, presiding at the annual meeting, said that they were 
putting to reserve and renewals £1,000, and paying & dividend 
of 4 per cent., less income-tax, on the ordinary shares. Steady 
and satisfactory progress was being made. But for the war 
they might have paid a record dividend. The entire with- 
drawal of street lighting meant a considerable loss. 


Ruston Proctor & Co., Ltd.—Dividend on ‘the ordinary 
shares, 8 per cent. for the year, and a bonus of 2 per cent., 
both subject to income-tax. To reserve, £45,000; forward, 


э 


. J. G. White & Со., Ltd.—Net profit, £18,739—a slight 


improvement. £34,940 brought forward. Dividend, 6 per 
cent. per annum on ordinary shares, less income-tax. 


ward, £41,679. 


J. Stone & Co., Ltd.—Dividend, 10 per cent. per annum, 
and a bonus of 6 per cent. £100,000 to reserve, and £142,968 
forward. The large allocation to reserve is in view of further 
riverside extensions. 


Montreal Light, Heat & Power Co.—Dividend, 2 per 
cent. for the quarter to July 31st. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


THE partial lull which has taken place on the Western front 
finds full reflection in Stock Exchange markets in this coun- 
try. Some of the provincial centres are busy; but so far as 
London is concerned, investment orders once more show % 
dwindling tendency. Prices, nevertheless, are well main- 
tained; and some of the recent reports in the industrial mar- 
ket are sufficiently good to have caused big rises in the prices 
of the shares affected. 

Railway stocks are better, too, more particularly those of 
the companies going North. The reasons for the better tone 
are the advent of the half-yearly dividends and the official 
statement that there is no foundation for the rumour that 
railway fares are to be increased. The report as to restrict- 
ing the mileage of each traveller has been traversed; but if 
it should turn out ultimately to be true, the benefit will 
surely be felt by tube railways and those working within a 
narrow radius from the Metropolis and: other cities. 
moment, steam stocks are good at the expense of the Under- 
grounds: Incomes fell a point to 83, and Metropolitans are 
3 lower. 

Electric lighting shares are practically unchanged, making 
the second week in succession when there have been no 
alterations to record in quotations. The market is watching 
with keen interest the scheme for the division of the whole 
country into definite areas for the production of electricity. 
The Secretary to the Board of Trade has announced that no 
report has yet been prepared by the Departmental Committee 
on Electricity; and he pointed out that the Hon. Member 
for Forfarshire is serving on the Committee. County of Lon- 
don preference were last marked at 95, and City ordinary at 
19. Westminsters changed hands at the end of last week at 
5 13/16, and business was done the other day in Newcastle- 
on-Tyne ordinary shares up to £1. 

Victoria Falls and Power shares of both classes enjoyed 
another spurt upon the declaration of a dividend of 5 per 
cent. upon the ordinary shares. This is the maximum divi- 
dend which the optimists had expected some months ago, 
but just lately their hopefulness had been tempered by the 
fear lest the excess profits duty might be found to render the 
payment of the dividend impracticable at the present time, 
so that the directors’ announcement came by way of a plea- 
sant fulfilment of the previous hopes. 

The price of the ordinary shares has risen to 16s. 3d., and 
the preference took a jump of 1s. 6d. to 24s., while the 53 per 
cent. second debentures strengthened to 106. The result is 
certainly goad, but it must be remembered that this is the 
first dividend which the company has ever paid on its ordi- 


nary shares, and that some years ago the preference dividend 


fell into default, all arrears, of course, having been cleared off 
by now. The preference were quoted at 13s. 9d. on the out- 
break of war, and the second debentures were then 83—some 
23 points lower than they stand at to-day. : 

Mexican Light & Power first bonds are 2 better at 39}: but 
rumour has flown for higher game this week than Mexico, 
and not much has been heard of the supposed happenings in 
the latter country. Mexico Tramway bonds are steady, but 
British Columbia Railways have given way again, falls of 5 
points apiece taking place in the preferred and in the de- 
ferred stocks. The Argentine group is a little better, the 
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change more marked in sentiment than in business; and 
Brazilian Tractions, at 48, have so far failed to participate in 
the mildly buoyant tone which characterises other securities 
connected with the Republic, this improvement being based 
on the rise in the Rio exchange. | 

General Electric ordinary shares at 15} are 10s. up. British 
Aluminium rose to 27s. 9d., Callenders preference to 44. Other 
manufacturing shares are very firin. 

In addition to the strength of the manufacturing shares; 
the cable market is also good, the outstanding feature being 
the improvement in West India and Panama shares, these 
having risen 5s. to 28s. 9d. upon very persistent buying. The 
Eastern companies are declaring their usual quarterly divi- 
dends, and the Globe Telegraph & Trust Co. has issued an 
excellent annual report. Anglo-American Telegraph deferred 
is 3 higher at 322. Oriental Telephones rose 3/16 to 9 9/16, 
and Cuba Submarines at 8} are a fraction better. Marconis 
have rather eased off, though attention is being directed to 
the shares of the Marconi Marine undertaking, the price of 
which has risen to 2 5/16 upon the annual statement just 
issued by the company. 

The rubber market is weak and flabby, prices in all depart- 
ments having given way on a drop in the quotation of the 
raw material to 2s. 44d. per lb., with the possibility that it 
may have to go lower still. Various theories are advanced to 
account for the fall, but the root reason resides in the posi- 
tion created by the entry of America into the war on the 
side of the Allies. This has enabled the removal of restric- 
tions upon the United States importing rubber direct from 
the Mjddle East, and the consequence is that there are large 
stocks of the product left in London, while the chief buyer 
is finding her market on the spot. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Номи EnmorRICITY ООоМРАИТЕВ, 

Dividend Price 

a June 26, Rise or fall Yield 
1916. 1016, 1917, this week. p.0. 


Brompton Ordinary ве oe 10 9 64 mE 89 18 6 
Charing Cross sa 6 b === 7 310 
do. do. do. & Ре. 4 4 — 618 6 
Chelsea oe ee ee ee 4 8 =. 6 4 4 
City of London ee ee ee 8 8 19 — 6 18 4 
do. do. 6percent. Pref. 6б 6 10 == 6 0 0 
do. 6 per cent. Pref. 6 6 10 — 6 00 
Kensington Ordinary .. „ 7 10 bi — 611 7 
London Electric .. = 2 8 8 1 - Nil 
do. do. 6 per cent. Pref. 6 4 — 6 6 8 
Metropolitan se Pix T 8 8 = 600 
8%. James’ and Pall Mall 8 8 = 6 81 
South London .. sé А b 5 2 — 9 6 6 
Westminster Ordinary... .. 7 7 6 — 6 19 
TELEGRAPHS ARD TELEPHONES. 
Anglo-Am. Tel. Pref. ee ee 6 6 98 — 6 2 0 
do. Def. . ee 8886 14 323 +} 616 '4 
Chile Telephone .. va) ates 8 8 1 — 614 4 
Cuba Sub. Ord. ee ee ee 6 5 +10/ B 17 8 
Eastern Tel. Ord. z^ cw. 8 8 1 * à * 14 9 
Globe Tel. and T. Ord. .. РЕ 1 7 1 —, * 9 10 
do. Pref. s 6 6 1 — 617 1 
Great Northern Tel. .. e N 2 — $ вво 
Indo-European .. ee си 18 18 51 — 675 
Marconi es ee ee 10 10 81 TET B 1 6 
New York Tel. 4} eO 7» 4 4 99 — 411 0 
Oriental Telephone Ord. .. 10 10 25 + й 818 0 
United R. Plate Tel. .. `> 8 8 бү is *6 18 6 
West India and Pan. .. ,.. 64, 6d. 1 +} 1 149 
Western Telegraph e. +8 8 14 — *j 14 6 
Homs RAILS, 
Central London, Ord. Assented 4 4 t ome 68 0 
Metropolitan os a. A. 1 93 — $ 480 
do. DAI ee oe d ab. Р —_ pis 
Unde d Electric Ordinary — 
do. о, “A” Nil Nil 6/9 — Nil 
do. do. Income 6 88 —1 @6 0 6 
FonzIGW Trams, &0, 
ividend 
_“_N 
i] 1915. 1916. 
‘Adelaide Sup. 6 per cent. Prof. 6 6 б - 6 К 0 
Anglo- . Trams, First Pref. -— 
a Р 9n Pref, ee — A -Á — 
do. 5 Deb. ee b 6 664 — / 3 10 5 
Brasil Tractions ees ee ee 4 4 48 am —_ 
Bombay Electric Pref. .. Q0 0 10 =» 600 
British Columbia Elec, Rly. Pfce. б 6 51 == 8 18 10 
do. do, Preferred Nil Nil —5 Nil 
do, do. Deferred Nil Nil 87 —b Ni 
do. do. Deb. i. 718 
Mexico Trams 6 per cent. Bonds il Nil 87 — Nil 
о. 6 per cent. Bonds Nil Nil 00 . =. C Nil 
Mexican Light Common » Ni Ni 1 = Nil 
do, Pref. ee ee Nil Nil 2 Я aA Ni 
MANUFACTURING COMPANIES, 
Babcock & Wilcox ee se 15 15 8 =, Б 0 0 
British Aluminium Ord. 96 7 10 27 +64. 7 210 
British Insulated Ord. .. 1 20 1 === 715 0 
British Westinghouse Pref, .. 1 ү] —, 664 
Callenders.. ee ee 30 20 A — 9 11 0 
do, 6 Pref. ee 6 5 4 +2 517 8 
Cestner-Kellner ee e 29 99 8a == к 6 10 9 
Edison Swan, £8 paid .. á — == 16/8 == Nil 
о, до. fully paid е» — =r 1 -— Nil 
do. do. 4 percent. Deb, 4 4 91 — 512 Q 
Electric Constrtotion ..  .. n 1% § — 800 
Gen. Elec. Pref. ee ee eo 6 10 -— 6 0 0 
о. Ord. .. T . 210 10 15 +3 6 9 0 
y oe ee ee ee 26 26 — 8 1 8 
do. 4% Pref... °з ee 4 43 - 512 6 
India-Rubber  .. ee ee 10 10 an == *8 6 ^ 
Telegraph Oon .. өө ee 20 90 B7 I -- *0 8 3 
* Dividends paid free 
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THE CONTROL OF ALTERNATING-CURRENT 
LOCOMOTIVES. 


THOUGH single-phase locomotives are not at present running 
in this country, a good many are at work elsewhere, 
especially on the Continent of Europe, where, prior to the 
war, the alternating-current system was making rapid 
headway. One advantage of this system, as all electrical 
engineers know, is that the pressure at the terminals of the 
motors can be regulated without resistances, for any voltage 
within the range of that across the secondary windings of 
the transformers can be obtained by providing the trans- 
formers with tappings. In many instances these tappings 
are brought into use by means of contactors similar to those 
which govern the voltage across the motors on continuous- 
current locomotives and motor coaches, but on some alter- 
nating-current engines this plan has been abandoned. The 
latest locomotives that have been set to work on the 
Lótschberg Railway, for instance, are not controlled in this 
way. On these engines, as readers of the ELECTRICAL 
(REVIEW may remember, there are two transformers, and on 
the top of each is fitted a controller of the drum type, which 
brings different tappings into service, and the drums are 
actuated by electric motors in such a way that they can turn 
in either direction. Each motor imparts a rocking motion 
to a member carrying two pawls just above a notched wheel 
mounted on the drum shaft, and either of these pawls 
can be made to engage with the wheel by energising electro- 


magnets which actuate them. When one pawl is allowed 


to drop into the notched wheel, the drum is turned in, say, 
a clockwise direction, whilst when the other pawl is made 
to engage with the wheel, the drum turns in the opposite 
direction. All the driver does in order to raise or lower 
the motor pressure is to energise, by means of the controller 
in the cab, one or the other of the electromagnets 
actuating these rocking pawls, when the controller drum is 
moved round in the desired direction. 

It remains to be seen whether this system of control will 
be adopted on other railways working on the single-phase 
system. In any case, the builders of the Lótschberg 
engines have satisfied themselves that large drum controllers 
operated in this way are preferable to contactors when 
heavy currents have to be dealt with. The first locomotives 
set to work on this railway had contactors mounted on the 
tops of the transformers in the same way as the drum con- 
trollers, but these engines were not so powerful as those 
that have been put into service more ‘recently. The 
contactors for the original engines were worked with 
continuous current obtained from a small storage battery 
charged from a motor generator. The new control system 
does not eliminate the battery, because continuous current 
is employed for :energising the electromagnets that control 
the rocking pawls as well as for lighting, but the introduc- 
tion of the large drum controllers has eliminated many 
small wires associated with the original control system. 

On some of the Continental single-phase locomotives 
the voltage applied to the motors is controlled by 
induction regulators. It was proposed, in fact, in the first 
instance, to fit these regulators to the Lótschberg engines, 
but the idea was abandoned on the grounds of cost and 
weight, and because they tend to lower the power factor. 
To other locomotives, however, these regulators have been 
fitted, although it cannot be said that this method of regu- 
lating the voltage ів’ a very common one. Опе advantage 
of the induction regulator is that it provides a means of 
changing the voltage gradually and evenly, whereas con- 
tactors, unless sufficiently numerous, are apt to vary it in 
jumps. The induction regulator aets as a booster to the trans- 
former in exactly the same way as when it is connected in 
series with a feeder. The amount of voltage which the 
induction regulator provides depends upon the position of 
its movable member with respect to the stationary member 
Which provides the alternating magnetic flux. There is 
one position for the movable member that gives no boost at 
all; but by turning this element through a certain angle 
the voltage across the regulator comes into play, and ulti- 
mately a maximum boosting pressure is obtained. Further 
movement causes this pressure to diminish, and finally 
brings it to zero, after which it builds up again, but in the 


- built upon orthodox lines. 


opposite direction. An ordinary induction regulator capable 
of giving all the desired regulation for the motors of a 
locomotive is, as a rule, unduly large and heavy, and a plan 
that has been adopted by several manufacturers is to use 
these regulators in conjunction with a few transformer 
tappings connected in turn to the regulator by means of 
contactors. | 

Let it be assumed that one end of the secondary of a 
transformer is connected to one terminal of a locomotive 
motor, and that an induction regulator with ite movable 
element in the position that gives the maximum negative 
boost is connected in series with the first tapping on the 
transformer that gives the lowest pressure; then, if the 
other terminal of the regulator be connected to the other 
terminal of the motor, the pressure across the motor will 
obviously be that across the first two tappings of the trans- 
former, minus the opposing pressure of the induction 
regulator. But on adjusting. the regulator во as to make it 
develop no pressure, the difference of potential across the 
motor will rise to that between the first two transformer 


tappings, whilst when the movable part of the induction 


regulator is made to take up the position that gives the 
maximum positive boost, the pressure across the motor will 
be that due to the first two transformer tappings plus that 
across the induction regulator. When this pressure has 
been reached, the tapping to which the induction regulator 
is joined is disconnected by means of a contactor, whilst at 
the same instant another contactor puts the induction 
regulator in series with the next transformer tapping, giving 
the next higher voltage. — 

This latter contactor, however, joins up the regulator so 
that its voltage opposes the transformer voltage, just as it 
did when in series with the first transformer tapping. This 
process is repeated until the last transformer tapping is 
reached, when the full transformer pressure is applied to the 
motor, and the induction regulator i& cut out of circuit. 
The maximum voltage which the induction regulator 
develops is usually half that across any two transformer 
tappings, and the regulator is generally operated by a small 
electric motor, which also actuates а revolving switch, 
geared so that the contactors are opened and closed at the 
proper instants. All the driver has to do when he desires 
to start the locomotive is to close. the controlling motor 
switch, when the contactors close in their proper order, and 
the induction regulator acts in unison. 

Perhaps the most interesting example of the use of induc- 
tien regulators on single-phase locomotives is to be found 
on the Midi Railway in France. 

On a 1,500-H.P. locomotive all the pressure regulation is 
obtained with these regulators, and there are no secondary 
tappings on the transformers. But the regulators are not 
The locomotive has two trans- 
formers, the cores of each resembling in shape the field 
system of a bipolar overtype dynamo. The cores not only 
provide the flux of the transformers, but also act as the 
stationary part of the induction regulator. The moving 
element of each regulator is placed between the upper poles 
or limbs of the transformer, just like an armature that 
revolves between the poles of a bipolar generator or motor, 
and the secondary winding of each transformer is connected 
in series with this part of the regulator, in which the 
boosting pressure is induced. Geared to this moving 
element is a small motor which actuates the regulator, and 
the voltage the latter produces is added to, or subtracted 
from, the transformer voltage, according to the position in 
which the moving element stands. In this way a pressure 
ranging between 200 and 760 volts can be obtained, 
the change taking place in a perfectly steady manner. 


It ів said that with induction regulators combined with 


the transformers in this way, the weight of the transformers 
is only slightly increased, the losses are small, and, all 
things considered, the system is far preferable to the con- 
tactor system. 

When locomotives and motor coaches are fitted with 
repulsion motors, such as Déri motors, the regulation 
is generally obtained by shifting the brushes. On the 
Martigny Orsi¢res Railway, in Switzerland, for instance, 
the motor coaches are controlled in this way. As is 
well known, the stator winding of the Déri motor: is 
entirely independent of the armature, which has two sets 
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of brushes, one of which is fixed and the other movable, 
and the two sets of brushes are connected together by 
flexible cables. "То bring the armature to rest, the 
movable brushes are shifted into line with the axis 
of the stator, but on moving these brushes out of this 
position the armature is made to revolve. The normal 
working range for the motor lies between four-sixths and 
five-sixths of the pole pitch, or between 120° and 150°. When 
the movable bruslies are shifted away from the fixed bruslies 
electrical connection is preserved between them by means of 
the flexible cables, and when the brushes are brought 
together there is no potential difference between them. 
Thus the only current supplied to the stator is the magne- 
tising current, and the conditions correspond to those of a 
transformer energised on the primary side but working 
without load. But as soon as the movable brushes are 
shifted away from the fixed brushes a difference of potential 
between the two sets of brushes is established ; and since 
the brushes are connected together, currents flow; in the 
armature conductors which the fixed and movable brushes 
embrace. With different brush positions different charac- 
teristics are obtained exactly analogous to those of a series- 
wound motor working at different voltages, and the speed 
rises as the distance between the brushes is increased. The 
torque also varies with the brush position, and is greatest 
at the lowest speeds. Generally speaking, the startin: 
torque is 24 times greater than the normal running torque. 
Although this system of control has been confined mainly 
to motor coaches, a locomotive with Déri motors, and. con- 
trolled entirely by shifting the brushes, has been built and 
tested on the Midi Railway; but it remains to be seen 
whether the system will make any appreciable headway. 

On some locomotives the brush-shifting and variable- 
pressure regulating systems are combined. 16 has been 
found possible with the use of special compensating wind- 
ings on the poles of series alternating-current motors to 
shift the brushes with a view to regulation without causing 
the motors to spark. At the moment of starting the motor 
is switched on to the lowest voltage transformer tapping, 
and the brushes are then gradually rocked forward, They 
are afterwards brought back to their original position, and 
the next voltage step is brought into use, when the brushes 
are again rocked forward, and so on, until the maximum 
pressure is reached. Apart from the fact that this system 
reduces the number of contactors, it gives uniform accelera- 
tion, and the originators of the idea claim that the system 
is in every way highly satisfactory. 

The foregoing are the principal control systems that have 
been applied to single-phd&e locomotives. All these systems 
have been tested on engines that have been built on the 
Continent, but in America the use of contactors has been 
rigidly adhered to. "The ideas of Continental designers are 
not at all in conformity, and in time to come it will be 
. interesting to see how many of these new control systems 
establish themselves. 


PRECIPITATION OF SMOKE AND FUMES. 
THE COTTRELL PROCESS IN PRACTICE." 
By LINN BRADLEY. 


In general the problems of fume prevention or elimination 
may be considered from two standpoints: First, that of the 
nuisance to the neighbourhood; second, that of the values 
which are recoverable. This latter aspect involves also other 
economies in plant operation. 

Sulphur-dioxide and sulphur-trioxide are of prime import- 
ance in any discussion of this subject. The large quantity of 
sulphur-dioxide to be cared for presents one of the most 
difficult problems. The white fume which is referred to as 
sulphur trioxide really consists of very small particles of 
sulphuric acid, and is readily collected by the electrical pre- 


* Abstract of paper presented at a joint meeting of the 
New York Sections of the American Institute of Mining Engi- 
neers and the American Electrochemical Society on January 
26th, 1917. From Metallurgical and Chemical Engineering. 

The Cottrell process was described in the ELECTRICAL 
Review of May 14th, 1915. ; 


cipitation process. On the other hand, sulphur dioxide, being 
in the gaseous condition, is not collected, unless provision 
is made for its absorption by some reagent previous to treat- 
ment in the precipitator, and then precipitating the resulting 
compound. . 

The application of the electrical precipitation processes to 
the recovery of dust and fume in smelters and refineries has 
already shown that the large losses of the past can now be 
prevented. The tendency at present is to avoid the construc- 
tion m new plants, or the' use in old plants, of large and 
expensive dust chambers, as these are now unnecessary. By 
concentrating all of the fume-collecting facilities at one point, 
enough money has been saved in some cases entirely to pay 
for the expense of the new and more efficient installation. 

In the western part of the United States are located most 
of the large smelters, the principal ones being devoted to the 
treatment of copper, lead, silver, and zinc ores. At these 
smelters much attention Has been given to flotation for some 
time past. The roasting of flotation concentrates may give 
high dust and fume losses, but the collection of this material 
is а comparatively simple matter, as far as the technique 
of the electrical precipitation processes 18 concerned. ‘The 
gases submit readily to treatment, and the values in the col- 
lected material are sufhciently high to warrant the expense 
of a Cottrell precipitator installation and operation. 

There are many chemical plants, foundries, and factories in 
the eastern section of the country at which the nuisance 
problem, as well as the problems of recovering values and : 
Improving sanitarv conditions, is of great importance. The 
elimination. of acid fumes, such as sulphuric, nitric, hydro- 
chloric, and even phosphoric, presents a great variety of 
interesting. problems. ; 

In factories it is often desirable to remove practically all 
the suspended dust particles from the air admitted to the 
rooms. In the operation of a sand-blast equipment а large 
amount of fine dust is produced, and this 1s best collected 
at a point near its source. In these foundry and factory 
problems, where the air 1s re-utilised after treatment for the 
removal of suspended dust, the possible saving, due to the 
conservation of heat in the winter time, is of considerable 
importance. 

The Cottrell process can be operated throughout a wide 
range of temperature up to that at which insulating mate- 
rials and metals lose their essential qualities, the one as to 
electrical features, and the other as to mechanical strength. 
Corrosive substances can be readily handled, since it is pos- 
sible to construct the precipitator of material which will with- 
stand corrosion. An investigation at the plant is often neces- 
sary before the precipitation installation can be designed and 
constructed, as the precipitators generally are designed to fit 
special conditions in most of the important problems. 

The alternating current may be obtained either from a 
motor-generator set, or from the plant circuit if the latter 
has suitable characteristics. In either case the alternatin 
current is fed to a step-up transformer, and the voltage raised 
generally to a point between 50,000 and 100,000 volts, depending 
upon the local conditions. The high-voltage alternating cur- 
rent is rectified to an intermittent high-voltage direct current 
by means of a suitable rectifer. When alternating current 
possessing suitable characteristics is available at the plant, 
the rectifier is driven by & small synchronous motor directly 
from the plant power circuit, but 1f & motor-generator set is 
required the rectifier is connected directly to the shaft of the 
motor-generator set and driven by it. The rectifier thus 
operates in synchronism with the current supplied to the 
transformer. A simple switchboard is provided for controlling 
the electric circuit. Р 

The transformers are often rated at 10 x.v.a., 50,000 to 
100,000 volts, with the low-tension veltage at 200 or 400 volts. 
Usually à number of taps are brought out on the low-tension 
side so that the high voltage may be varied between 50, 
and 100,000 in steps of about 5,000 to 10,000 volts each. ' Some 


resistance is placed in the low-tension circuit to the trans- 


former, to obtain a closer regulation of the voltage than is 
possible with the taps alone, and to limit the amount of cur- 
rent which can flow when a spark-over occurs in the precipi- 
tator. The electrical equipment, including the transformer, 


motor-generator set, or synchronous motor, and the rectifier, 


should :be protected against electrical surges. Inductances 
placed in the lines at proper points, when used in conjunc- 
tion with suitable resistances and ground connections, have 
very beneficial effects; the resistance in the high-tension cir- 
cuit, used in conjunction with choke oils, is installed for the 
purpose of dissipating the energy due to surges, thus pro- 
moting steadiness and reliability of operation, and permitting 
higher voltages to be maintained. | 
10-K.v.4., 100,000-volt equipment, consisting of trans- 
former, synchronous motor, rectifier. and switchboard, may 
be obtained from about $1,900 to $1,500. If a motor-generator 
set is required, the cost will be considerably higher. The 
difficulty of continuously rectifying excessive currents makes 
it advisable to keep the power capacity of the electrical sets 
down to a reasonable value, say between 5 and 50 KW., 
although it must .not be inferred that 50 Kw. ів the safe upper 


‘limit. 


Serious and baffling technical difficulties have been en- 
countered in the operation of targe-scale precipitation installa- 
tions, even when successful small-scale tests with the 
processes had been made before building the precipitator; 


/ 
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even after it has been found possible to operate the Cottrell 
process satisfactorily on a given gas and fume with a single- 
pipe test precipitator, we'should proceed to make tests under 
the entire range of operating conditions then existipg, or to 
exist, in the plant. After concluding such tests the large 
precipitator for commercial operation in the plant should be 
80 designed, constrücted, and operated that no extraneous 
factors are introduced. | 


Some of the factors which affect precipitator operation are 


as follows: Character of the dust and fume content of the 
gases; gas composition and temperature; gas speed and den- 
sity; number and size of fume particles per cubic foot of 
gas and per unit of time per unit of electrode surface; the 
shape, size, length, and composition of the electrodes; and 
the amount and character of deposit on the electrodes. Since 
all of these thirtgs have an effect on operation, if single-pipe 
tests have proved that satisfactory results may be obtained 
. throughout the range of working conditions, the plant opera- 
tor would do well to confine his efforts to ensuring that all 
the gas and electrical conditions in each pipe correspond to 
those which were existent in the single-pipe tests. Unless 
these conditions are actually duplicated, and not merely 
assumed to be so, one can well go astray and be a long time 
in obtaining the results which he seeks. 

Unless the gases in all the pipes have the same characteris- 
tics in all respects it will be necessary to keep the voltage low 
enough to-prevent spark-over in the gas which is, electrically 
speaking, the weakest. 

Suppose that there is an excessive temperature in even 
one or a few pipes of the precipitator, and that this condition 
continues for only a fraction of a minute at a time, but is 
occasionally repeated, it will be seen that the voltage which 
can be maintained in the precipitator as a whole will be 
limited to that which the weakest gas will permit, and this, 
in turn, affects the entire operation of the precipitator. In 
order to obtain the maximum results from any precipitator, 
the gases must be uniformly mixed and uniformly distributed 
through the various pipes, and the'precipitator built and 
operated in such manner that each pipe has exactly the same 
duties to perform, under identical conditions. 

It having been considered necessary to look for reasons for 


the difficulty encountered in treating certain non-conductive . 


gases, a survey was made of all the problems with which we 
have had any experience. One of our first clues came from 
some work we had conducted in connection with the precipi- 
tation of anhydrous tin chloride. We found that if we intro- 
duced the proper amount of steam and thoroughly mixed it 
with the. gases prior to treatment electrically, precipitation 
was made very easy, while without the addition of this mois- 
ture good precipitation was impossible. The phenomenon was 
very striking. By a very slight turn of the steam valve, so 
as to introduce just sufficient moisture, the operation of the 
precipitator was immediately changed, and instead of & condi- 
tion of violent sparking steady operation with a'good flow of 
current, such as is always desirable, was obtained. It 
occurred to us that the dehydrating action of the tin chloride 
un a very important effect upon the operation of the precipi- 
r. | 

The same phenomena appeared, when we started work on 
the precipitation of zinc oxide fames, and after considerable 
investigation it was found that with the introduction of a 
proper amount of moisture in the proper manner, these fumes 
could be handled very successfully at temperatures even as 
high as 600 deg. to 700 deg. F. 

The mere introduction of moisture into the gases, however, 
does not suffice; it is necessary, according to our experience, 
if best results are to be obtained, to introduce the moisture 
in such manner that it becomes thoroughly mixed with the 
entire body of gases prior to subjection to treatment, and the 
installation should be so arranged that this uniformity of gas 
composition, fume burden, and temperature is maintained 
for reasonable periods. 

Cold and dry air, such as exists in the winter time, should 
not be allowed to enter any pat of the precipitator, if the 
evidence from tests indicates that the resulting gas condition 
will necessitate а lowering of the voltage on the precipitator. 
This shows that the geographical location of the precipitation 
installation, and the altitude, are important factors, as some 
have warm and moist atmosphere, while others have the 
opposite. In some cases the precipitator 
closed to protect them from winds. If the precipitator has 
not an upper header, provision should be made to prevent 
wind sweeping down upon the open-ended pipes and creating 
uneven pressure zones above them, as this affects gas distri- 
bution, &c. 

One of the most suitable methods for ensuring uniformity 
of distribution in vertically positioned precipitator pipes is to 
place a specially designed orifice at the top of each pipe, thus 


.creating a slight pressure difference, amounting to perhaps - 


0.05 to 0.10 in. of water, across these orifi 
Е orifices when gases flow 


The acid and moisture generally contained in the gases from 


smelters make their problems relatively easy from the stand- · 


point of electrical precipitation, but it does not follow that 
a well-designed and well-constructed precipitator which proves 
highly successful in connection with one problem, can be 
installed at another place in connection with another prob- 
lem, and be equally successful. 
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In installing а precipitation installation it would be disas- 
trous to overlook the fact that the furnaces or other sources 
of the fume are of primary importance, and nothing should 
be done which will interfere with their operation. Similarly, 
the draught requirements as to intensity and regulation should 
always be kept in mind. The flues should be во constructed 
that the draught drop through them is made very small, and 
if any draught drop is to be tolerated it should be concen- 
trated at a point in the precipitators wheré it can do the 
most good, namely, across the orifices, if this method of 
obtaining uniform distribution is used. 

In conclusion, it might be mentioned that there are many 
plants in commercial operation on the continent of North 
America, several on the continent of Europe, in England, 
some in Japan, Africa, and South America, and the work is 
growing very rapidly. Standardisation of the methods of 
handling problems, and the design of standard apparatus, are 
progressing, and the work is being more effectively organised. 


^ 


THE FUTURE OF THE BRITISH 
X-RAY INDUSTRY. 


THE discussion on the future of the British X-ray industry, 
which had already occupied the Röntgen Society for two 
evenings, was brought to a conclusion at the meeting on 
June th. Captain RosERT Knox, in re-opening, said that 
there were three principal reasons for the failure of the X-ray 
industry to hofd its own in the past.. There were: (1) Lack of 
capital, (2) want of co-operation between manufacturers, and 
(3) failure to employ highly technical men to carry out con- 
tracts. Among the first steps which should be taken in the 
future to secure the rehabilitatioh of the industry were (1) © 
closer co-operation between the physicist, the technical expert, 
and the practising radiologist, and (2) the amalgamation of 
existing businesses into one large corporation. A school of 
British radiology, he added, had always existed, and only 
needed stimulating. 

Lieut.-Col. RoBERT WiLsoN, of the Canadian Army Medical 
Corps, said that his 30 years in the Colonies might perhaps 
entitle him to a voice in ‘‘ diagnosis " and ‘‘ treatment." The 
trouble was that we in this country had been content to 
make discoveries and to allow other countries to exploit them. 
We had satisfied our intellectual aptitude for science, but we 
had left the practical application to somebody else. Не 
doubted whether it would be possible to form the X-ray 
industry in this country into one large company, but he sug- 


gested that firms might have a mutual understanding by 


which each manufacturer could concentrate upon some defi- 
nite and standardised part of the apparatus required, so that 
there heed not be so much wasteful overlapping. r. J. H. 
Wess was also unfavourable to the idea of a combination of 
manufacturers, believing that it would kill individualism. 
Мг. Howarp C. Heap, of Messrs. Siemens, said that in the 
course of the discussion the асосе. the physicist, and 
the manufacturer had been repeatedly mentioned, but the 
electrical engineer had been entirely omitted, and this seemed 
the more strange when it was remembered that the first 
president of the Society was the late Prof. Silvanus Thomp- 
son, and that among the ex-presidenta were such illustrious 
electrical engineers as Mr. Duddell and Mr. Campbell Swin- 
ton. The subject from its very inception was an electrical 
proposition, and until the brains of the best electrical engi- 
neers were brought to bear upon it, they could not hope for 
much progress. X-ray apparatus presented problems which 
required the skill of the expert electrical engine as well as 
the mechanical engineer. His knowledge of machines must 
be so broad as to make him familiar with the characteristics 
of motors from 1/90 Н.Р. upwards. The high-tension trans- 
former up to 200,000 volts, and 25 to 30 K.v.a. required special 
design. The ordinary principles had to be modified; the tests 


required were ae y involved. Precautions against high- 


frequency surges had to be taken, abnormal loadings and 
phase displacement considered. Or, if they considered the 
diathermy apparatus, which although not an X-ray аррагаше 
was closely allied, they found it full of problems for the 
electrical engineer. The instrument was practically a minia- 
ture wireless outfit, but, as the engineer well knew, it waa 
utilised in medicine under far different conditions. In the 
one case there was a free radiating surface; in the other this 
was replaced by the human body. "What the difference was 
precisely they could not say, but when the doctor stated, for 
example, that he required more current, that is, more 
amperes, the question for the engineer was as to what he 
really meant, and whether it was not rather a matter of 
intensity than of amount, and of area and distribution rather 
than quantity. These random examples, he thought, would 
suffice ‘to prove his contention that rather than omit the elec- 
trical engineer, as had been done, they must look to him for 
first principles, and all along the line as well. The manu- 
facture of X-ray apparatus hardly fell into its correct class 


in the early days; it was work for the expert electrical engi- 


neering firms, and not for the scientific instrument makers, 
but this fault was being remedied. He suggested that a 
committee be formed consisting of radiographers, physicista, 
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electrical engineers, and manufacturing engineers, two of 
each class, to meet periodically for the consideration of the 
probleme which arose in the every-day work of the radiologist, 
to assist one branch of science by another, to encourage in- 
ventors and investigate their inventions, to tabulate the 
efficiency of apparatus, and to advise manufacturers on the 
development of apparatus abroad. 
Replying upon the whole discussion, Mr. GEOFFREY PEARCE, 
the original opener, said that he could not see eve to eye with 
one or two of the manufacturers who had spoken. He hardly 
thought it could be seriously suggested, as had been done by 
one speaker, that the medical profession should pay 10 or 15 
per cent. more in order to help the British manufacturer, 
unless—and this was the important point—superior appli- 
ances could be obtained in this country, and then they had 
certainly every right to expect the medical profession to do so. 
Unless manufacturers produced here apparatus which was 
equal, if not superior, to that made abroad, they could not 
possibly hope for the support of the medical profession. . 
On the motion of Mr. PEARCE, an advisory committee was 
appointed to consider in what particular direction the Róntgen 
Society could further the interests of the industry. ~ 


FOREIGN AND COLONIAL TARIFFS ON 
- ELECTRICAL GOODS. 


SWITZERLAND.—A revised list of articles in respect of 
which licences for export to Switzerland are only granted if 
the goods are consigned to the Société Suisse de Surveillance 
Economique has been issued by the Foreign Office. Among 
ihe goods of interest to the electrical industry are the follow- 
ing :— 

Accumulators, electric, and accumulator plates; aluminium 
in all forms and aluminium bronze; anti-friction metal; anti- 
mony in all forms; batteries, electric, and parts; bauxite; 


cable, insulated; cadmium; carbons (electric)—carbons for . 


electricity (except electrodes) and carbon brushes for dynamos, 
can be sent under the small-parcel system (see below); cellu- 
loid, raw, in bulk, sheets, rods, tubes, clippings, and waste 
(but not wares); copper ore, pure metal, and alloys of, in 
all forms, and waste; copper wares, including carbons for 
electricity containing copper, and including all metal articles 
containing 10 per cent. or more of copper and its alloys; 
perforated copper plates; copper leaf; copper cables, insulated 
and non-insulated; insulated electrical copper wires; copper 
cables with lead sheath, or iron fittings; electrical cables of 
all kinds containing copper; dynamos; electrical appliances 
adapted for use in war, and their parts; electrical fire-lighters; 
electrical insulated wire and cables; electrodes, piles, and 
component parts; felspar; ferro-chrome and ferro-nicke], and 
all other ferro-alloys; filings and scrap, of old copper, tin, 
zinc, and their alloys; fulminate of mercury; fuses (miners); 
(gloves, rubber; graphite, all forms; insulating materials; 
iridium; lead in all forms; machinery and parts thereof in 
special steel, /.c., high-speed steel, nickel steel, &c.; electrical 
machinery, electric dynamos, and motors; magnetos and their 
parts; manganese, ore and metal in all forms; molybdenum, 
ore and alloys; nickel, ore and metal, pure and alloyed, in 
all forms; plumbago; rubber, viz., balata, gutta-percha, raw or 
re-melted, including waste and ebonite, rubber wares, rubber- 
proofed and rubber-mixed goods, and rubber preservatives; 
scheelite ; searchlights; steel; special, containing 0.5 per cent. of 
nickel-chrome or tungsten, 0.9 per cent. of molybdenum, 0.1 
per cent. of vanadium or titanium, 9 per cent. of manganese, 
0.5 per cent. of cobalt (stellite), including tools, machine parts 
and all articles in special steel; talc; telegraph and telephone 
apparatus, parts of; telegraph and telephone materials; tin, 
ore and metal, pure and alloyed, in all forms (sheets of pure 
tin can be sent under the small-parcel system); titanium, 
ore and metal; tungsten in all forms; vulcanised fibre, all 
forms; vulcanised rubber in sheets; wire, insulated; wol- 
fram, ore and metal, all forma. 

The articles printed in italics are allowed to benefit under 
the special system for small parcels, i.e., they may be ex- 
ported to Switzerland without an acceptance certificate being 
previously obtained from the S.S.S. It is to be understood, 
however, that this does not affect the necessity of applying 
for a licence to the War Trade Department, who reserve their 
is to insist on the produgtion of a certificate from the 8.8.5. 
where this is considered desirable. Parcels thus exported, 
whether by post or otherwise, must nevertheless be consigned 
to the S.S.S. for the account of the ultimate consignee viá the 
.International Postal Parcels Bureau at Pontarlier. [It should 
be noted that articles or substances composed wholly or 
partially of products named in the list must themselves be 
consigned to the S.8.8.] 


ITALY.—In spite of the recent Decree (see the Review 
of May 18th) prohibiting the importation of all foreign goods 
with the exception of certain foodstuffs and raw materials, 
the prohibition is not being applied for the present to goods 
imported into Italy from the United Kingdom. Among the 
raw materials excepted from the provisions of the Decree are 
metallic ores, metals, raw and semi-worked, mica, graphite, 
and crude rubber and gutta-percha. 


UNITED STATES OF AMERICA.—According to a recent 


decision of the United States Treasury Department, samples . 


of small size can no longer be admitted free of duty as 
merchandise of no commercial value. Such samples must 
in all cases pay duty except when a bond 1s given for their 
re-exportation within six months. 


з чүлүк UN DAMEN CIUS OLG CNOUNCEUL ME SCIL 


NEW PATENTS APPLIED FOR, .1917. 
: (ЧОТ YET PUBLISHED) 


Compiled expressly for this journal by Messrs. W. P. Тномрѕом & Co., 
Slectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


8,300. ''Switch-controlling means for electric lampholders, &c." С. St. J. 
Day. June 11th. : 

8,318. '' Electrical switch apparatus," Е. Gobpston & E. W. Woop. 
June ІЦЬ. 

8,343. '' Electric insulating materials," A. R. MuLLER. June ith. 

8,385. '' Device for use with telephone, &c., receivers and transmitters." 
J. Lavine. June 12th. 

8,415. “ Timing arrangements for magneto-electric, &c., machines," С. 
Green & F. May. June 12th. 

8,416. '' Electric signalling systems." F. G. BELL, W. C. Davey, AND 
STERLING TELEPHONE & ELECTRIC Co. June 12th. 

3,446. ‘ Electric sparking plugs." А. A. ScoTt. June 13th. 

8,448. '' Electrical cables." W. Brown. June 13th. 

8,403. ‘* Secondary, generators," W. S. DENNETT. June 13th. 

8,459. '' Magneto motor," D. SucuosTAwkR. June 13th. 

8,460. '' Apparatus for measurement of strength of magnetism of perma- 


б 


nent magnets." A. BURSILL. June 13th. 
8.463. '' Electrical safety alarm for water gauges of boilers." H. J. 
Hirst. June 13th. 1 
8.467. ''Contact-making! meters." British THoMSoN-HovsToN Со. (General 


Electric Co.. U.S.A.). June 13th. 
8,468, *'' Dynamo-electric machines," С. L. BREEDEN,. Н. Lucas & W. С. 
TURSER, June 13th. 


8,470. ''Switchboards." | FERGUSON, Pailin & Co., AND G. Pais. June 
13th. 

8,478. '' Electric furnaces.” О. SAHLIN. June 13th. 

8,482. '' Telephone system for aeroplanes," MATERIEL TELEPHONIQUK SOC. 


ANON, AND WESTERN ELECTRIC Co. June 13th. 
8,491. ** Apparatus for electric welding." T. Mercer & Н. L. Porutr. 
June 14th. 


8,507. “Ignition system for internal-combustion engines." W. MILLS AND 
W. Morcax. June 14th. | 

8,532. “ Electric ignition and lighting systems," F. H. Farrer, G. FUNCK, 
AND VILLIERS ENGINEERING Co. June 14th. 

8,55]. '' Dynamo-electric generators." С. A. ATHERTON. June 14th. 

8,553. '' Electric oscillating or wireless systems and apparatus."  INDo- 


ЕскоркАЧ TELEGRAPII Co., Н. R. Rivers-Moore & A. H. Morse. June 14th. 

8,579. '* Watertight fitting for electric lamps, &c." К, E. Н. W. EYRE AND 
W. HARRISON. June 15th, 

8,585. “ Electric switches." G. O. Donovan & W. Donovan, June 15th. 

8.586. "Zinc cups of electric batteries and manufacture of same," Н. V. 
BaiLey. June 15th 

8,589. “ Electric storage batteries or cells," 1. Cassan. June 15th. 

8,998. “ X-ray tubes." W. J. RoBissoN. June lóth. 

8,606. ''Coin-in-slot machines for telephones." G. C. Apams. June 15th. 

8.621. *'* Electrica] switches," W. ELLERD-STYLES. June 15th. 

8,622. '' Dynamo-clectric machines." C. L. BaxEbEN, Н. Lucas & Н. E. 
Moore. . June lth. t 

8.027. © Protective apparatus for dynamo-clectric | generators." W. Т. 
TALLENT-BATEMAN, June 1^th. - ` 

8,698. “ Variable electric resistances." A. W. IsENTHAL. June 15th. 


8.631. '' Magnetic belting. P. L. WESTON. June 15th. (Australia, Janu- | 


ary Bth.) 

8,634. “ Phase transformers or convertera ae aE June t5th. . 

8.638. *'' Electric controllers." EDISON ACCUMU s, Ltp., E. W. Lewis 
AND J. F. Monnot. June 15th. : 

8,659. “ Controlling and regulating devices for electric motors," ELECTRIC 
AND ORDNANCE ACCESSORIES Co. & N. С, LAncrI8H. June 16th. 

8.682. “ Holders or fittings for electrodes of electric furnaces.” P. Faw- 
СЕТТ & J. К. Ноут. june 16th. 

8,690. ‘Reflectors for electric bulb lamps." Н. А. Taytor & Н. S. 
Winns. June 16th. (Australia, August llth, 1916.) 


16th. 


PUBLISHED SPECIFICATIONS. 


1915. 


18,213. Train BRAKE SvSTEMS. Sprague Safety Control & Signal Согрога- 
tion. (December 31st, 1914.) 


ч 


1916. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


13,523. PROCESS FOR OBTAINING By A CoLD Process A GaLvawic Derosit of 


. ALUMINIUM. E. L. La'bin. September 23rd, 1916. (106,400.) 


15,001. DEVICES FOR SUBMARINE WARFARE. J. A. Steinmetz. October ĉ2lst, 
1916. (106,418.) | | 

16,750. APPARATUS FOR DETECTING THE PRESENCE OF COMBUSTIBLE GASES. 
A. Philip & L. J. Steele. November 22nd, 1916. (106,427.) 

7,914. ELECTRIC Motors witu REDUCTION Grarinc. С. A. Atherton. Мау 
20th, 1916. (106,518.) 

9,866. ELECTRICAL OPERATING OR CONTROLLING APPARATUS. Т. McJ-e0d. 
July 13th, 1916. (106,556.) 

11.961. Москтімсѕ For ELECTRIC AND OTHER LAMPS AND THR FITTINGS 
THEREOF. W. G. Armstrong, Whitworth & Co. and А. S. Cheetham. August 
23rd, 1916. (106,569.) 

13,150. ELECTRIC CABLE TERMINALS. W. T. Henley's Telegraph Works Со. 
and W. H. Nichols. September 15th, 1918. (106,573.) i 

17,212. SYSTEM ror CONTROLLING ELectrio APPARATUS By WinrLEss TRANS- 
MISSION, E. H. Widegren & K. A. Widegren. December 20th, 1915. (102,942.) 


1917. 

1,346. Smart ErecTRiC Motors. E. Volkers. February 17th, 1916. (104.170.) 

1,581. VAPour ELECTRIC CONVERTORS. British Westinghouse Electric and 
Manufacturing Co. (Westinghouse Electric & Manufacturing Co., U.S.A.) 
January 8151, 1917. (106,591.) : 

2,487. EL£ECTROMACNETICALLY-OPERATED CONTACT MAKERS OR Switcurs. G. D. 
Peters & Co., F. C. Hibberd and W. King. June 27th, 1916. (Divided 
application on 16,765/15.) (106,597.) 


8.692. “Electric heating systems." H. Н. Berry & Ј.- В. Quam. June | 
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"BLACKLEY TAPE” must he hest! 


TRADE MARK. 


Because more of it is sold than of 
any other Insulating Tape іп che World 
—there is a big demand for it from those . 
who want the best possible fape—they tried the 
/ rest—but “BLACKLEY tape” was the only one that 
7/ gave ABSOLUTE SATISFACTION—/La/s why it is 
used by most of the GOVERNMENT DEPARTMENTS— W 
MUNICIPALITIES — RAILWAY COMPANIES at HOME and 
// ABROAD—2besides CONTRACTING FIRMS—and it ів now sold N 
under the above YRADE MARK recently granted by SPECIAL 
ORDER of the BOARD OF TRADE. Have you our LIST for reference ? 


PATENT - | PATENT 

ENAMEL ENAMELLED 

INSULATED BELL | 
WIRE. WIRE. . EN 


Sonar BI с 


INSULATED WIRE AND CABLE MANUFACTURERS 


BLACKLEY, MANCHESTER 


THOMAS rsm INSULATORS 


As used on the 
66,000-wolt 
Transmission Line of 
the Lake Coleridge 
(New Zealand) Power 
Installation. 


ve Tees ТКС. 0.7 
FANS & MOTORS 


ARE 


PRE- EMI nent. 


А.С. & D.C. 


CLEATS, REELS, KNOBS, all classes 
of ELECTRICAL PORCELAIN, either 
Stock Patterns or to Special Designs. 


No. 4000. 


SOLE EUROPEAN AGENT :— 


JAMES W. GLADSTONE, 


74, Honor Oak Road, LONDON, S.E. 


Telegrams and Telephone: “ No. 1077 Sydenham,” London. 


— GENUINE — 


AN IMPORTANT FEATURE OF THIS OSCILLATING FAN 
IS “8 READY. ALTERATION TO THE RIGID TYPE. 


WRITE FOR NEW CATALOGUE TO-DAY :— 


HOGAN г WARDROP, 


2, Gresham Buildings, 
Basinghall Street, 
LONDON, E.C. 


TELEPHONE: 723 LONDON WALL. 
GRAMS: “TRIBORD, LONDON.” 


INSULATORS 

WASHERS 
GEARS 

BU SHES 


MOSSES А MITCHELL " 


COLDEN LANE- LONDON EC 
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THE PARAGON 
METHOD KEEPS 
THE EARTH MOIST. 


This ensures a certain 


22, 


and permanent contact. 


2:5 HAUSIT E tests have 
~ been carried out and 
proved that the Paragon 
Earth Cone keeps the earth 
around the Cone moist for 
an indefinite period, thus 
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SCHOLEY & Co.,Ltd. | Immediate Delivery TRADE MARK 


2 7 56, Victoria Street, | 
yy: LONDON, S.W. 1. Ask for Catalogue Ү7ОЯ 
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HIGH-SPEED 
FORCED LUBRICATION ` 
GAS ENGINES 


IN SIZES FROM 


30 to 1000 ВН. 


‘Manufactured with the same 
care and by the same 
SKILLED ARTISANS as the 


WORLD RENOWNED 
BROWETT-LINDLEY 


400 B.H.P. GAS ENGINE. As supplied to the 


STEAM ENGINES | WANGANUIBOROUGH COUNCIL | 


_ | BROWETT, LINDLEY & CO., Ltd., „скот малолат, 
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THE г = Reliable. 


FEED 
PUMP 


Embodies the results of over 25 years’ 
specialised experience in pump making. 


\ 


Over 55,000 


at work. 
pr 


Described & Illustrated in Catalogue 4. 


G. & J. WEIR, L^ Сайса, Glasgow. 


ARMATURE REPAIRS. 
REWINDING. 


FIELD COILS, / H, DUNN & SON, 
COMMUTATORS, ELECTRICAL ENGINEERS, | 


ON Noag BEARINGS. NEWINGTON CAUSEWAY, 
aE Si LONDON, S.E. 
ONG, & CO., Prompt 


TIMBER MERCHANTS and liveri 
TIMBER PRESERVERS Deliveries. 


SUNDERLAND. 


Tel.: HOP 1167. 


Telephone: 
1984 & 5360 Hampstead. 


Telegrams: 


THE WIRE WORKS, | { » 


. CROWN PARADE, CRICKLEWOOD LANE, О 


LONDON, N.W. 


, 


WIRES FOR COOKING AND HEATING APPARATUS. 


CONCORDIN (Nickel Chrome) ASBESTIN INSULATED WIRE, 
Round and Flat, for Units. | Heat Resisting, for Internal Connections. 
SPECIAL HEAVY FLEXIBLES, PURE NICKEL WIRE OR RIBBON, 


Multiway, for Leads, with or without Earth Wires. Bare or Asbestos Covered. | 


Catalodues and Samples on application. 
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| 125-KW. SINGLE-PHASE to DIRECT-CURRENT INDUCT ION 
MOTOR-GENERATOR, 575 R.P.M. 


k 


ELECTRIC CONSTRUCTION Co., 


ПРИЕ, or ALL CLASSES or 
ELECTRICAL PLANT. 


LONDON and WOLVERHAMPTON. 


FOREIGN AGENCIES :- 


Representative in Australia.—Mr. LASCELLES PARRINGTON, A.M.I.E.E., Agents in Japan.—Mesers. E. H. HUNTER & CO. 
see seen Collin: Street, Melbourne. Addresses: KOBE.—No. 29. Kobe. Japan (Head Office). 
ollin- p h 
Agents in Egypt and the Sudan.—Mesárs. SAYER & COLLEY.. OSAKA.—No. 1. Bangai Honden, Nibancho Nishika, 


edivia! Buildinga, 


ў Sharia Emad E! Dine. Cairo. 2 TOK YO.—Kobiki-cho-6 Chome, 
Agent Н = No. 8, Kyobashi-Ku, Tokyo. 
ents in Hong Kong.—Messrs. WILLIAM Y Moe Teo гй, iai KOREA —30, Naudaimondori, 4 Chome, Seoul, Korea. 
Agents in India.—CALCUT TA.—Mesers. PALMER, LAWRIE à 20.. Agents i in New Zealand.—Messrs. Р. $. GREEIIIELDS & CO.. 
3. Clive St-eet. Calcutta. 326, Lambton Quay, Wellington. 


BOMBAY.—Messrs. йй. LAWRIE « CO.. 
Bell Lane, Fort, ‘Bombay. 


! 
| 
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Telegrams : “ELECTRIC, LONDON.” THE Telephone No. 3105 London Wall. 


LONDON ELECTRIC 
WIRE COMPANY 
& SMITHS L? 


CABLES, WIRES AND FLEXIBLES. 


HIGH RESISTANCE ALLOYS. 


PLAYHOUSE YARD,GOLDEN LANE, 
 LoNDON EC.1 | 


EME 
THE IDEAL RESISTANCE SPECIFICATION. 


1. The Resistances shall be of the grid type and absolutely unbreakable and rustless. 
2. No joints will be permitted except where a change of section occurs. 


3. Terminals are to be of G.M., secured to the grids by G.M. bolts, with slotted cottered 
nuts and spring washers. 


4. The maintenance of: the contact between the terminal and the grid shall be 
. independent of the tension of the bolts on which the grids are mounted. 


5. The cross section of each length of grid material shall be absolutely uniform 
| throughout its whole length. 


6. Preference will be given to a resistance alloy which is not liable to " perish," even 
in a chemically-laden atmosphere. 


7. The insuJation shall be of mica throughout and every resistance shall be tested ‘to 
3,000 volts, A.C., before being despatched. ‹ 


8. The frames shall be of pressed steel, and covers of small mesh expanded metal, 
reinforced round edge with a strong M.S. beading. 


The E.M.B. is the only resistance which complies with : 
Clauses Nos. I, 2, 3, 4 & 5 of above Specification, there- 
fore SPECIFY E.M.B., and eliminate Teslstance trouble. 


Sole Makers :— 


The Electro - Mechanical Brake Co., Ltd., 


West Bromwich, England. | Established 1908. 


Australia : J. G. Gilbert Lodge, 109, Pitt Street, Sydney. , 
Е MB Scotland: A. F, Stevenson, 50, Wellington Street, Glasgow. Telegrams: “ Brakes, West Bromwich.” MB | 
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| | ARE | 
EFFICIENT, ECONOMICAL AND ENDURING : S 
i and 


LAST—BUT NOT LEAST 


' They have behind them the whole 
| weight of the well-known Westi use 
| reputation—a weighty "selling" 
advantage. 
SEE LIST 102/7. 


Branch Stores Addresses ° Branch Stores Addresses 


MANCHESTER - - - 14 Long Millgate LONDON - - - - 179 Wardour St., W. 
BIRMINGHAM - - - 55 Newhall Street NEWCASTLE-ON-TYNE - Ward's Bigs., 
CARDIFF - - - - - 9 Milliceat Street High Bridge 
GLASGOW. - - - 17St Vincent Place SHEFFIELD - - Howard Gallery, Chapel \ 
LEEDS - - - - 20 Russell St. Park Row Ww 


SRR The British Westinghouse Electric and Mig. Co. Lid. (QR 
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THE CO. THERMOSCOPE 
(First application of a well-known Scientific Principle). 


REPLACES THE ORSAT APPARATUS. 


A Pocket Instrument for anaiysing boiier and furnace gases, and proving 
whether combustion is good or bad. 


+ 


Press the Handle and read the CO, on the scale. Always ready for use. 
Accurate results in unskilled hands. | Infallible in operation. 
No accessory apparatus required.' No liquids employed—uses cartridges. 


Full Particuiars from —— 


UNDERFEED STOKER GO., LTD., coventry House, south Place, LONDON БЫ, 


' 196, Deansgate, MANCHESTER, and 50, Wellington Street, GLASIÓOW. 
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Power ипи Econom. | INSULATING MATERIAL. 


MIRRLEES-DIESEL 
OIL ENGINES. 


British Made. 


Best and most reliable for Electricity 
Works and Private Power Stations. 


QUALITY HIGH. 
CARSON-EVANS 
FENCHURCH BUILDINGS 


wells’ WASTE OIL 


FILTERS 
With Patent ''Sight-feed ” Syphons. 


OVER 22,000 soLp. 


MONEY SAVERS to any Users of 
Machinery. 
Pay first cost in a short time. 
Distled Oil. which has hitherto been 
thrown away. can be filtered and 
used again and again. 
No. 1.—For users having only 
а small quantity of oil to treat 35 
. ls 


. no syphon) 17-in. by 9-in. 
No. 2.— Two top chambers hold 


500 B.H.P Mirrlees-Diesel Engine. 


su from the Makers with the Longest Experience. 
e! about 8 gallons of oil, 
22-in. by 10-in. А Ole 
» No. 3.— Two top chambers hold 
FI uhout 6 gallons of oil, 
= g-in. by 12-in. .. P 


| i = ad No. 4.— Two top chambers hold 
z about 12 gallons of oil, 


| MIRRLEES, BICKERTON & DAY, 
LIMITED, 
HAZEL GROVE, STOCKPORT. 


London Office: 422, Cannon Street, Е.С. 


MET-A-LAC 


43-іп. by 23-in. 789/!- 
Write er І. ш nf Testimonials and Samples 
Work done by the Fi.ter. i 


WELLS’ ^" LIGHTNING" LIME AND COLOUR WASHER. 


A Great SAVING of TIME, ARDUR and MONEY. 


NO OUTSIDE POWER REQUIRED. 
OVER 6,O OO SOLD. 


Saves its Cost in a few days. 


| 


LIME, WHITING or COLD 
WATER PAINTS 
applied at a speed of from 10 to 20 
square yards per minute, in a manner 
superior to brushwork. One coat 
with the machine on rough surfaces 
is equal to two applied with brushes. 


No. 63.— Small size, 
fed from n Z5 5 2 


| THE 
| : HS wheels.. £9 00 
| New Transparent Protector Le mre. ae 
| | FOR ALL A. б. WELLS & C0., 
105b, Midiand Rd., St. Pancras, 
. LONDON, N.W. 1. 


Works- Carnarvon Street, | 
MANCHESTER. Nos. 4a and 5a Patterns. 


TE | | 
^ . Manufactured Metal Goods. 
PRESERVES THE POLISH. | 
mE DEARBORN TREATMENT 
momo m Effects a Large Reductien in Fuel Expense 


M 


Www 
М ААА RM RWV Rh ! 
minm unma 
"t 


d 
g P rice ф Samp! es on Á рр! j call on. |. by keeping the boiler tubes and sheets free from Scale. 
E | l Corrosion Pitting, Foaming and other injurious action 
H of the boiler water also prevented. 
2 —— A a a 
А | [M | Treatment is made to suit conditions at each plant, as 
Z shown by analysis of the water. 


B | Е 
HARRISON BROTHERS пралі) і DEARBORN CHEMICAL СО. 


NEW YORK. TORONTO. 


British Agent: - DONALD WALKER, 
2, Newcastle House, Northumberland St., London, W. 


OMA, 


Commercial Street, 


Felephone: No. 391, MIDDLESBROUGH 
e 


Telegrams : "Diamond! 
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D. & S. FACTORY PATTERN 


PATENT DAMPER FUSE DIS-BOARDS. | 


ASSEMBLING THE UNITS. 


Absolutely shock-proof. 


The bus-bar, as well as the other metal work, is entirely buried in the base-plates. 


The spring contacts are attached to the bridges, where they can be easily renewed if 
desired, and not to the fixed base-plates. 


The contact faces at opposite ends of the bridge being at right angles to one another, 
the bridges are self-adjusting and interchangeable. Contact is made by the bridges 
direct on to the bus-bar without any intermediate connections. 


The bridges are of our well-known and highly successful Damper type with easily 
renewable fuse wires. 


Any number of ways can be built up from stock units. 


{ Hi y г һ " y 
> Е P. Iw i н фев Ira 
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IDE". "X Жыз 2 ; ` Y 
te E Р, 4 
. ° Р i "wj 
> =. Ae 
А А < - У 
" TA 7 
# y? ч E Р I 
1 y 
i - "A ` J 


ORDSAL ELECTRICAL WORKS, SALFORD, MANCHESTER. 


LONDON : 17, Victoria Street, Westminster, S.W. ROTTERDAM: Zalmbhaven, 25 B; 
X | NEWCASTLE-ON-TYNE : 1, Higham Place | SYDNEY, [М;:5:М6 2 3683, Clarence’ Street. 
^ 
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SIEMENS BROTHERS & Co., L^ 


ESTABLISHED 1858. 


CABLEs . - AERIAL, UNDERGROUND & SUBMARINE. 
TELEGRAPHS 
& - MANUAL & AUTOMATIC. 
TELEPHONES 
SIGNALLING  ' 
- FOR RAILWAYS, SHIPS, MINES, FACTORIES, &c. 
APPARATUS 
PRIMARY | 
- FLUID & DRY. 
CELLS 
\ 
\ 
OVERHEAD | 
- FOR TELEGRAPHY, TELEPHONY & TRANSMISSION OF POWER. 
EQUIPMENT | i 


'WooLwicH, LONDON, S.E. 18. 


Telegrams : '' Siemens, Woolwich.’' Telephone: City,6400 (7 lines). 
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WHITES PATENT controuer rens. “Eicon 


WITH REVERSIBLE AND RENEWABLE ! Illustration is 
TIPS FOR ALL MAKES OF | E: | about half 


CONTROLLERS. ^. —— = чу size апа гер; 
5 z resents Fin- 


ger suitable. 
" for B.T.H. B18 
| | Controllers. 


SOLE MANUFACTURERS 1 


CLEVELAND METAL G0., L- „сх, STOCKTON-ON-TEES. 


Г THE PROOF. 


АЕ » Я ү . . 
HE PRoor. I oprove,to your own satisfaction, 
the real value of a dynamo or 


motor before you instal it, would 


necessitate subjecting every part to an 


exhaustive test, a long and not infallible 


process, 


E E Ed 


It is much easier to look for the **Mather 
& Platt” monogram, the real 


proof of all-round excellence, 


A 9 


The Mather & Platt monogramtells you just this: 


That the Motor is as good as design, material 
and workmanship can make it. 


That it has passed. more stringent tests than 
it will ever meet in actual practice. 

That a leading firm of Electrical machinery 
manufacturers depend upon it to uphold their 
world-wide reputation for machinery of all- 
round excellence. 


Mathers Пай г 


Electrical and Hydraulic Engineers, 
MANCHESTER and LONDON. 


A Sound ELECTRICAL TERMINAL 


SMALL, SUITABLE FOR 
WHEHOPE TELEPHONE 


SOLDER = «mes 
USED FOR 


‘USE WIRES, 
LORD KELVIN’S CABLES 


PARALLELING VOLTMETER. 
Portable for D.C. INVALUABLE FOR ALL POWER STATIONS. 


Extremely sensitive so that paralleling can be effected with great 


accuracy. Indicates the difference between the bus-bar volts and in- Descriptions ` 
coming dynamo volts. m j OTHER SIZES FROM 3” TO #". 


ONE INSTRUMENT IS SUFFICIENT FOR ANY NUMBER OF DYNAMOS—IT 18 
ONLY NECESSARY TO PROVIDE SUITABLE SOCKETS NEAR THE SWITCHES FOR Send for List and Full Particulars, 


THE R*APECTIVE MACHINES 


oc ARENEDA ROSS COURTNE! in. 


KELVIN, BOTTOMLEY & BAIRD, Ltd., 


16—20, CAMBRIDGE STREET, GLASGOW. ASHBROOK, WORKS, LONDON, 


———H One 
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Poor Light. | Good Light. 
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This Factory is not working to | This Factory is producing to 
capacity. The quality and the last ‘ounce’ of its resources. 
quantity of its output is not The output was never greater 
whatit should be. There have and in quality never better. 


| | | | The workers are cheerful, no 


been numerous accidents accidents have been reported 
amongst the workers and much and the ercentage of * rejec- 
of their work has been rejected. tions" was never so low. 


9255 it is the same factory—the difference 15 in the 

light.— Where the light is poor the working efficiency of- 

, every department must be affected. Good light not only makes 

work easier and more accurate, but it minimises the risk of 

accidents. Efficiency is impossible without it. Make sure of 

Good light for your clients by installing Mazda Lamps in every 

department and enjoy the credit of the good service Магда 

Lamps give. 


ELECTRIC LAMPS 
BRITISH MADE IN RUGBY, ENGLAND. 


Mazda Half-Watt Type I. amps ensure e the maximum 
Lighting results. 


{ The British Thomson-Houston Co., Ltd., 
Ml Mazda House, 77, Upper Thames St., London, E.C. 
Branches : — Manchester, Bir- 
mingham, Leeds, Sheffield, New- 
tastle, Middlesbrough., Glasgow, 
. E Swansea, Cardiff & Dublin. 


We no! only mate the lambs, but the 
best fittings, for use with them 


s electric 
pi 
22 


ba » 
Mazda House isthe home of - 


reliable wiring accessories. 
{Address as above.) 
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HEAVY | AE E LIMITED, 


265, DEANSGATE, 


ELECTRICAL| ND “== 
MACHINERY 


P nmm 
June 2), 


Cables and Flexible Cords. Exhaust 
Fans. Ironclad Switchgear. Joint and 
Service Boxes. Conduit Tubing and 
Fittings. Accumulators. 
ENQUIRIES SOLIOITED. 


INSTRUMENTS. 


Moving Coil or Moving Iron 
manufactured under the most 
modern conditions for obtain- 
Ing the highest degree of 
accuracy combined with the 
best possible quality of 
material and workmanship. 


ONE OF SIX 7,775 K.V.A., 375 R.P.M., 
Water-Driven Alternators, on Test Bed, at Preston Works. 


Complete Electric Power 


and Sub-station Plants, CIRCUIT - BREAKERS. BREAKERS. 
i. a Я Open Type for Switchboard use ; 
Mining Installations, Large | also in totally-enclosed Ironclad 


Cases for factory use. Thelr 


ч | ° ) simplicity, reliability апа effi- 

P umping P lants, Electric ciency is proved by the number- 

: of repeat orders and the ever- 
Railway and Tramway increasing demand. 


Equipments, Manufactured - 


` Send vour enquiries to— 


and Supplied by— THE. RECORD ELECTRICAL C0., LTD., 


DICK, KERR 


Tele. ALTRINCHAM 164, 'Grams: INFUSION, ALTRINONAM, 
& CO., LIMITED. 


Head Office : | я 
` ог 
ABCHURCH YARD, CANNON ST. ARC CARBONS AND GLOBES. 
CABLES AND FLEXIBLES. ACCESSORIES. 
LONDON, E.C. 4. METAL LAMPS, &c., ёс. 


Large Stocks kept. Send us your Enquiries. 


Branch Offices : Manchester, Newcastle, Tokio, 


Sydney, Johannesburg, Buenos Aires, Rio de UNDERWOOD (M/CR), LTD., 
' Janeiro, and Milan. 53, Brown Street Manchester, 


and 199, Bath Street, Glasgow. 
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— EILIOTT 


for 
CENTURY TESTING SETS. 


POWER CIRC UITS, 


A.C. or D.C. 3 


The illustration represents the very latest design of this 
well-known Testing Set for Continuous Current. Note 
the very convenient method of carrying the larger 
capacity Shunts which can be attached or detached from 
the Instrumd@nt Case at will, thus forming one package, 


Other Specialities :— 


SECRET INTERPHONES. 
ELECTRIC CLOCKS. | 
WATER-LEVEL RECORDERS. 


GENT & Co., Ltd., 
25, Victoria st, FARADAY WORKS, бә Blackett St, 
LONDON. | LEICESTER. NEWCASTLE. 


FULL PARTICULARS FROM 


ELLIOTT BROTHERS CENTRAL BLOGS., WESTMINSTER, $.W.1 


(LONDON), LTD. CENTURY WORKS, LEWISHAM, 8.1.13 
ESTABLISHED 1800. | 


ELLIOTT QUALITY, WORKMANSHIP AND FINISH. 


The Electric & General Works, Ltd, 


€ 128, Stamford Street, London, SE. escran. — 


GABIONAGE-FRIARS. 


Propnetors of 


THE ROBURINE COMPANY, | : 


Manufacturers of the Best Insulating Materials for all kinds of Moulded Pieces, with or without Metal Parts. 


^ HANDLES, LAMPHOLDERS, COMMUTATORS, BUSHES, PLUGS, &c., &c. 
SPECIALISTS IN— 


MOULDED ACCUMULATOR BOXES & LIDS 


For STORAGE BATTERIES, | 
TRAIN LIGHTING, i 
MOTOR CARS and PORTABLE LAMPS. 


. HIGH-TENSION MOULDED INSULATORS ror POWER & LIGHTING LINES. 


ROBURINE, RIVORINE, EBONINE, MINERALITE, 


In Black or Colours. 


ГЕСЕ: ОПОТ у ON RECEIPT OF DRAWING OR SAMPLE. 


VOLTS UP TO 750—AMPERES UP TO 600. |: 


i 
! 
| 


as i 
i! 
| 


+ 
я 
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Agent for Seotiand: A. GRAY, 141, Bath Street, GLASGOW. Telephone: $153 East. 


| EBONITE.. EBONITE 


SHEET, | MANUFACTURERS ROD, TUBING, 


ACCUMULATOR. FORK SEPARAT ORS, 
WASHERS, BUSHES, VALVES, RINGS, ACCUMULATOR BOXES. ELECTRICAL APPLIANCES, &. 


BRITISH CAPITAL. MECHANICAL . SOFT RUBBER GOODS. BRITISH = 


== CLIMAX STOPPER & EBONITE CO. 


Sonu aN) M. STREET, CUSTOM HOUSE, LONDON, E. 


— — -= 


| 


йс {> SWITCHGEAR] 


FOR ALL INDUSTRIAL PURPOSES 


== 


=== ul 


RELIABILITY, 
SAFETY and 
ROBUST CON- 
STRUCTION. 


; ^ t A 2 x uS exu ` q by е; 77 MN 
ve SERE CLAN < Б - hc vy, x i ^ n d к M v. 
ot 275 Фу. A " AE | et ^ PL M A \ 
"t. - et - ; - LN д Ber "m ' 
SAFETY “UNIT” SYSTEM SWITCHBOARD FOR UNDERGROUND USE. a FAES 


NEW SWITCHGEAR CONSTRUCTION CO. [7^ 
a a SUTTON, SURREY, EN GLAND. Sco 


TELEPHONE: SUTTON 773. CODE: AB.C., 5th EDITION. 


| BAILEYS 3: BALL-BEARING 
- GYROMETER 


(Speed Indicator). 


Designed to give the highest possible efficiency, and embodies all the desirable 
features which we have found to be necessary in our long experience as manufacturers 
of this class of instrument for the admiralty and all the leading engine makers, &c. 
Beautifully finished in Hard Black Stove Enamel, with Nickel-plated Mountings, and 
every part manufactured at the Albion Works, Salford. . 


We make Horizontal and Vertical Patterns in 4, 6 and 8 in. Dials. 


Prices and Full Particulars on application. 


HE. 5149. We are Manufacturers of all kinds of Recording Instruments, Pressure Gauges, 
"B.B." Type Gyrometer. . Steam Pumps, Air Compressors, Valves, &c. 


Sir W. H. BAILEY & Co., Ltd., Albion Works, Salford, Manchester. 
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Why not 
in your 
| works? 


PIPE VENTILATED TYPE 


DESIGNED primarily to meet Admiralty require- 
ments; they combine minimum weight and size 
with maximum of strength. 


СЕКОМ a practical. pomt of view they leave 
nothing to be desired, either mechanically or electri- 
cally, and accessibility has not been sacrificed. 


EVERY machine is thoroughly tested before 


despatch, and they are free from commutation 
troubles. — | | 


AS to performance and life, will you permit our 
clients to satisfy you ? 


THE NAME:— 


"Magnet; Manchester. 7094 Central 
"Orders. Cannon. London. 5370 City, 


4 , 
Myf" 
OPENSHAW : 


Manchester, England. 
London. 49 Queen Victoria Street, EC 


ade ^^ 


224) 


A 


| on the terminal 
box lid is а guarantee. 


MAY WE SEND YOU OUR CATALOGUE OF | 
DIRECT CURRENT MOTORS——TO 100-B.HP.? - 


d 


‚ & T. AVERY, Ltd. 
CN жете ror AUTOMATIC ТЕРТ, (D. 
\ \ \ \ | RITE [2] ) | 
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PARTICULARS. BIRMING H A M= 


EVERETT EDGCUMBE 


FOR INSULATION TESTING SETS. 


You cannot do without 


» METROHM 


\ 


The Metrohm is a true ohmmeter of the moving-coil 
type—not a voltmeter scaled in ohms—fitted in the 
same case with a magneto generator. It is direct 
reading, has a long open scale and is extremely 
dead-beat in action. The quality of the workmanship 
and the large working forces obtained render it the 
most reliable and hard-wearing Instrument of its kind 
on the market. 


` 


117, Victoria Street, i Collindale Works, 
WESTMINSTER. | МЕНЕТТ DGCUMBE HENDON. í 


Telegrams:"Darothea,Chiswick, Lond 
Jelephone ‘Chiswick, 1370 (220005). ~IA 


VEN © 
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HENLEY'S 
CABLES 


The name of Henley has 
been associated with the 
Electrical Industry since 


1837. 


N 


The experience gained, and the 
careful investigation and research 
carried out by us over so many · 
years, enables us to offer you just 
that type of cable most suited 
to your particular requirements. 


| [f you use Henley's Cables: you 
| | are certain of the best results. 


: | [п case of any Cable diff- 
| = culty the benefit of our vast 
experience is at your . disposal. 


iy 


W. T. HENLEY'S TELEGRAPH WORKS Co., Ltd., 
/ Blomfield Street, 


/ 


Works: LON DON, E.C. 2 e Telephones : 
NORTH WOOLWICH and 4560 LONDON WALL. 
.GRAVESEND (7 Lines). 
Telepass " HENLETEL AVE, LONDON,' ' and ' 'HENLETEL,' all Home Branches. 
Suipacha, 602. Tucuman, Buenos Ayres. 
PRINCIPAL COLONIAL AND FOREIGN BRANCHES, Khedivial Bldgs. haria Emad R! Dine, Cairo 
216-530. Collins Street, Melbourne. 13/1, Clive Row. Calcutta. Klara Norra Kyrkogata 22, Stockholm. 
25] York Street ушеу 10. Forbes Street. Bombay. Adolph Seghers, Rue en 7. п ris. 
s 21, Standard Bank mbers, JORABRSSDUES. Coristine Buildings, Monu ear Adolph Seghers, Calle de Ayala 23 Madrid. 
9/23, Blair Street, Well ington, у Heerengracht 209, Amsterdam Adolph зи ~ rs, Rua do Alecrim 79, Lisbon. 


Central Engine Works, Ltd., Laidlaw Buildi ines Batter ry Road, Singa 
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Nat. Tel. No. 160 Worcester. Telegrame : | 66 QU ALITY 33 nad to H.M. Government, 


Established 1814. 


FEEDER PILLARS. | | | 


Please ^ with ' 
give t divided 
us ` b up 
«. your interiors, 
Enquiries &C., &C., 
for also. 
odd for 
sizes doors 
whether and 
taller | frames 
or | for 
shorter brick 
or chambers. 
No. 1326 (Registered Design). 
MADE IN SEVENTEEN STANDARD SIZES, _ 
BUT QUOTATIONS ALSO : Makers of 
GIVEN FOR OTHER SIZES. ыша 
Makers of А 
These Pillars are of very nice appearance, are thoroughly 
all kinds of good castings, and are very efficiently ventilated. Each Pillar is 
TRANSFORMER provided with two doors, hung on massive ornate malleable iron FEEDER 
RO hinges pivotted on 8 in dia. Brass Pins, and each door is fitted 
PILLARS. with a good Brass Lock. The first: six sizes measure 4 ft. high PILLARS. 


overall above ground, the next 5 sizes, 4 ft. 3 ins. high, and 
віле 5, + ft. 9 ius. high above ground. The underground part of 
all sizes is 1 ft. 3 ins, long. 


: | 1 
ARC STANDARD SIZES: INCANDESCEN 
L AM P Inside Dimensions. Clear Openings of Doors. L AM Р 
Size 1 "m 19 x ]2 ins. a 33 x 15 ins. 
PILLARS. » fa... 19 х 14 ins. 33 x 15 ins. PH.LARS. 

» (D ә... 21 х 12 ins. 33 X 17 ins. 
TOM 21 х 14. ins. 33 X 17 ins. 

4, 2a .. 21 x 16 ins. 33 x 17 ins | 
ey ФС. uu 2] x 18 ins. 33 x 17 ins. 

BRACKETS. » 2b .. 25 X 14 ins. 36 x 21 ins. CORONAS- 
se 3 e 25 x 16 ins. 36 X 21 ins 
„ oa 25 x 20 ins. 36 X 21 ins 
» 3b 31 x 16 ins. j 36 x 27 ins 
| „ 4 31 x 20 ins. . 86 x 27 ins | 
CARRIERS. „ 5 36 x 21 ins. - 42 x 33 ins, MANHOLES- 

'» 6 42 x'24 ins. 61 x 38 ins 
„ г 36 x 30 ins. 46 x 30 ins. 
~» 8 42 x 30 ins. 46 x 36 ins. 
» 9 36 x 36 ins. 42 x 33 ins. 
» 10 36 x 30 ins. 42 x 33 ins 


ENQUIRIES SOLICITED. 


HARDY & PADMORE, LIMITED. 


ONLY ADDRESS : WORCEETEN. ENGLAND 
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NOTE THE FOLLOWING——— — — 


RELIABILITY RECORD. 


80 OF OUR 15-H.P. 3-PHASE MOTORS —— 
INSTALLED IN A COTTON MILL. · 


AFTER 8 YEARS? SERVICE 


(HALF THE MOTORS RUNNING NIGHT AND DAY) :— 
ELECTRICAL BREAKDOWNS - NONE 
| 


2 
NONE | 


BEARINGS SEIZED (525,70) 
OTHER TROUBLES . 


\ 


WRIGHT & WOOD, L- HALIFAX. 
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CONTRACTORS’ COLUMN. 


(The following information is. 


Considerable expense з incurred in the production of this 


published in the interests of electrical contractors and others who are seeking for openings for new business. 
column, and every care is taken to ensure, that the information is new and accurate, 


but it will be understood that in a matter where so many correspondents are-engaged, and where the amount of information to be handled is very 


large. this cannot always be guaranteed. 


ADWICK-LE-STREET.— Housing scheme; Surveyor to U.D.C. 
BATLEY.—Shcd: at Clerk Green Mills, for J. Atty & Co. 
BEDFORD.—Additions, 92, Midland Road, for H. Young. 
BIRKENHEAD.—Extensions; Cammell, Laird & Co. 

BIRSTALL.—Shed, for W. Holton & Sons. 

BRAINTREE.—Power house, for Crittall Manufacturing Co., Ltd. 
CHESHUNT.—Smallpox hospital; J. E. Sharpe, Surveyor to U.D.C. 
DROYLSDEN.—Warehouse in Hampson Street, for Marchington & Co. 


DUNDEE.—Premises, for George Will, Ltd., in Strathmarine 
И Coldside Road. 
croft and Dens Street; The Manager. 


ENFIELD.—Baptist Church; Rev. C. Stanford Rudge, Pastor. 
FARNWORTH (near BoLrowN).—Extensions; J. 
Street Mills. 


FOLESHILL.—Villas in Brindle Avenuc, Stoke, for Copsewood Cottages, Ltd. 


House at Little Heath, for Miss A. Shakespeare. : 
GLASGOW.—Extension, offices and engine room, Scotstoun 
' Mechans, Ltd. 
GODLEY (Cnuresuigg).—Extensions; Maypole Margarine Co. 
GUIDE BRIDGE (near MancuHestTER).— Extensions; Great Central Rly. Co. 
HALIFAX.—P.M. Church, for Ebenezer Church. 


HUDDERSFIELD.—22 houses at Bradley; K. F. Campbell, Borough Engi- 


neer, 


HUTHWAITE (Norrs.).—Conversion of working mfn's club into houses; J. 


Bailey, Stanton Hill. 


KEARSLEY (Near BoLroN).—Additions at chemical works; Harrison, 
Co 


and à 
LEIGH.—Additions; Harrison, McGregor & Co. 


LINCOLN.—Re-erection of premises, 45, Silver Street (£2,000), for J. Gurnell. 


LUDLOW.—Addition at Bromfield School, for Earl of Plymouth. 


L.P.S. INSULATING SLEEVING. 


BRITISH 
MADE 


AND ALWAYS 


\ 

A most efficlent insulation for all internal connectlons in elec- 
trical apparatus. 

An excellónt substitute for perishable rubber tubing. 

Very flexible, water and oil proof, and of high dielectric strength. 


The IL5.*9.8. ELECTRICAL CO., 
14, HOWICK PLACE, WESTMINSTER, LONDON, 8.W. 1. 


BON-ACCORD 


CENTRIFUGAL PUMPS 


< For Coal Washing, Circulating, &o, 


Try “Bon-Accord” PACKING 
For the Stufüng Boxes of your Pumps and Engines. 


TURBINE PUMPS For Mine Pumping and Sinking, 
HIGH-SPEED ENGINES 


For Dynamos, Fans, Pumps, &o. 
DRYSDALE & CO., LTD., YOKER, GLASGOW, W. 


= Gd «6 ote & 


Armature, Lhyramc and 1 ғапзѓогт.. ғ 
Stampings, Plain and Slotted to cus- 
tomer’s drawings ov prints. Dynamo 
and Transformer Sheets, Swed sh frei | 
Rods arid Bars, black and bright drawn. 
TURNER BROS., 134, Upper Thames St, E.C 


Telegrams: " Sheeturon, London.” Telephone. 484 Central 


No. 110. 
"Z" Type 
for smal] 
motors. 


- NORWICH.—Reinstatement of 


Road and 
Additions to works, for D. J. Macdonald, Blacks. 


Phethean & Co., Cawdor 


Ironworks; 


Blair 


IGRANIC AUTOMATIC 


MOTOR STARTERS 


do a man’s work, at less cost, without mistakes, 


[GRANIC ELECTRIC C? 70 


ed inaccuracies are reported to the Editors. they will be fully investigated.) 
MANCHESTER.—Extensions; J. Rylands, Ltd. 


MIDDLESBROUGH .—Pattern shop 
Long & Co., Ltd. 


MOSSLEY.—Destructor; Borough Surveyor. 


for Dorman, 


(electrically equipped), 


premises, St. Giles’s Street, for F. W. 
Stevens & Son and Miss Batterbee. 

OSWALDTWISTLE.—Rebuilding Three Brooks Mill; Kastner & Turnbull. 

ROCHDALE.--Extensions at works; J. Ormerod & Sons, Castleton. Exten- 
sions; Messrs. Bright Bros. 

ST. HELENS.—<Additions, Providence Hospital; Secretary. 

SALFORD.—Extensions; Messrs. Jackson. 

SHEFFIEI.D.—Fettling shop extension, Vulcan Road, for E. Allen & Co., 
Ltd. Filling shop additions, Savile Street East, for the British 
Oxygen Co., Ltd. * Steel warchouse, Neepsend Lane, for Sheffield 
Steel Rolling & Manufacturing Co., ord. Addirions, Rutland 
Road, for S. Osborn & Co., Ltd. Additions, Forncett Street and 
Atlas Street, for Moorwoods, Ltd. Extensions, Cavrwooa nuuc, 
for T. Firth & Sons, Ltd. Additions, Garter Street, for J. Brown 


and Co., Ltd. Additions, Newhall Road; for Sanderson Bros. ; 
and Newbould, Ltd. | 


SWANSEA.—Oil works, for Anglo-Persian Oil Co. 


SWINDON.—Additions, for Southern Laundry Co.; Bishop & Fisher, archi- : 
tects. М 


UPMINSTER.—New Congregational Sunday Schools; Rev. S. J. Blomfield. \ 
WILLESDEN GREEN.—Premises, High Road, for the Hawthorn Timber Co. 


WILLENHALL.—Renovation scheme (including installation of electric light), 
at Little London Baptist Church; Rev. A. F. Scudamore, Pastor. ; 
WOMBWELL.—Refuse destructor; Surveyor to U.D.C. 


YEOVIL.—Houses, Addlewell Lane, for J. G. Allen. 


| HEATHMAN & C0., 


MAKERS 

| Parson's Green, 

= Fulham, 
;, LONDON, 


HEATHMAN'S 
е PATENT x 
WESTMINSTER 

PATTERN 
TELESCOPIC 
LADDER 


€ 


Win 


T 


= 


— 


i 


TT 
Ш 


| 


ay, 
x val 


| 


Teleklyt Black Adhesive Tapes. 
V.LR. Cables — Flexibles. 


. DELIVERY FROM STOCK. 


Paterson and Service, 
Wholesale Electrical. Suppliers, 
38, Bath Street, Glasgow. 


No. 115. 
With laterlocked 
Circuit Breaker 
[ог heavier 
loads. 


147, Queen Victoria 
Street, . . London. 


с. 
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Our Manufactures ifclude: 


Cables for Lighting, Power, 
Telegraphy and Telephony. 
H.C. Copper Wires and Strands. 
Aluminium Wires and Sheets. 
Phosphor Bronze Wires. 
/ Brass Rod. 

Brass Forgings. l 
Enamelled Wires. 
Cotton Covered Wires. 
Aerial Cables. 

Joint Boxes and Pillars. 


“IT IS BETTER TO BE GOOD 
THAN BEAUTIFUL.” | 


It is best to be both. 


Like our Loop Tyre Insulators, 
which, while handsome in appear- 
ance, are insulators through and 
through, and are designed to 
maintain their alignment in use. 


Jointing Compounds. 
Primary Batteries. 
Exploders. 
Shot Firing Cables. 
TOM Window Lead. 
Cable Racks. 
Static Condensers. 
Pole Line Steelwork. 


— Paper Pinions. 


D.4411 for Frog-Pulls and Light 
Pull-Offs. 


. D.4412 for Heavier Wires. 


Fuses and Fuse Wire. 
Electric Welders. 
Telephone Cords. | 

Annealing Furnaces. 
Tramway Insulation. 

Overhead Equipment. 

Electricity Meters. 
Knife Switches. 
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BRITISH INSULATED & HELSBY GABLES, 


LTD., 


DELIVERY FROM STOCK. 
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Cablemakers and Electrical Engineers, 


Works: PRESCOT, LANCASHIRE, & ты пг. ENTM 


Branch Offices in :—London, Manchester, Glasgow, Birmingham, 
Newcastle, Cardiff, Dublin, Leeds and Belfast. © 
OVERSEAS BRANCHES: 
AUSTRALASIA: The Wool Exchange, King Street, Melbourne. 
EASTERN INDIA: 11, Clive Street, Calcutta. 
SOUTH AFRICA: Telegraph Manufacturing Co. (Colonial), Ltd., 


P.O. Box 2827, Johannesburg. . | 
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PORCELAINS 


— PLUGS ; 
Electric Heating and Cookings ; 


Lighting, Power Transmission, Telegraph, 
· Telephone and Wireless Installations. 
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l 


James — & Co. Ltd. · 
_BURSLEM. | 


JAMES HOWDEN & C°- L- 


GLASGOW. 


Patontoos and Manufaeturers of 


HOWDEN'S Ferced “Draught. 


WALLSEND-HOWDEN | 
Oil Burning Sysiom. 


Fans for Suction Draught, 
| Ventilating, ete. 


Patent Combination Water 
Tube Ballers, 


Steam Turbines of tho 


| “IMPULSE” Type & 
760 KWT. “ HOWDEN * MIXED PRESSURE TURBO-GENERATOR. 


| HIGH-SPEED STEAM ENGINES. 
Installed at NOBEL'S EXPLOSIVES, Ltd, STEVENSTON, М.В. 


FORMITE 


INSULATING VARNISH раа au 


xot í SHEETS, RODS, TUBES, BUSHES, DISCS, WASHERS. 


BEND YOUR ENQUIRIES FOR ABOVE TO 


‘COIL INSULATION. AUSTIN & HAYES, #025» жокк, 


э HIGHGATE, LONDON, М, 
Telephone: 1476 Hornsey. 


BASTIAN METERS 


FOR DIRECT CURRENT ONLY. - 


Made In ENGLAND with BRITISH CAPITAL & BRITISH LABOUR. 
The DAMARD LACQUER Co., Ltd.,J | 


Duy the cheapest and most efficient meter on the market from ‹ 
98, BRADFORD ST, BIRMINGHAM. THE BASTIAN METER CO, Ltd., 


Bartholomew Works, Kentish Town, N.W. 


“ Austaves, Higate, London.” 


Unaffected by Heat, Oil, Solvents, all Chemical 
Fumes and Water after Baking. 


Fall Particulars from 
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STRIKING COLOURED SHOWCARD 
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The above is а г 


sent Post Free on application 


to 


ingham, 


irming 


NDUITS CO., Ltd., Aston, B 


The CREDENDA CO 


BAXTER & CAUNTER, Ltd., 219, Tottenham Court Rd., LONDON, 


LJ 


; GLASGOW. 


Bath Street 


, 


38 


PATERSON & SERVICE 


Scottish Agents 
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“ANTARCTIC” FANS. 


Large ion Types: : 

Stocks Desk, 
Porthole, ` 

Kept, Exhaust, 


D.C. and AC. 


Ceiling. 
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PROMPT DELIVERY ENS, 


Write for Price List. 


FALK, STADELMANN & Co., Ltd., | 


EPESCA ELECTRICAL WORKS, 


83-7, Farringdon Road, 74-6, Gt. Clyde Street, Rochdale Road, 
LONDON. D GLASGOW. MANCHESTER. 


The National Gas Engin e Co., Ld. 


Grand Prix, Turin dr m 191 Hi . 


" NATIONAL" TANDEM VERTICAL TYPE 450 B.H.P. GAS ENGINE AND SUCTION | GAS PLANI. 
These Engines are also built in sizes ranging from 300 H.P. to 1500 H.P. 


Suitable for working with: 
TOWN GAS, PRODUOER GAS, BLAST FURNAOE GAS and OOKE OVEN GAS. 


WRITE FOR CATALOGUE. | 


Works & Оййїсе:' Ashton-under-Lyne, MANCHESTER. 
London Showroom: 75a, QUEEN VICTORIA STREET, LONDON, ‘E.C. : 
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Over 300 Electric Light Station Furnaces 
stoked by “PROCTOR” GHOVEL STOKER. 


Darlington, Southport, Tynemouth, Wigan, Harrogate, Bournemouth, 
Huddersfield, Batley (to mention a few), selected the * PROCTOR” STOKER 
and MOVING FIRE BARS to take the place of the expensive hand-firing 
method—they did so because money could be saved on the wages bill and cheaper 
coal could be used also—another saving—so the money expended on the 
* PROCTOR" STOKER installation is all coming back, back again in the 
annual saving—but the ‘‘PROCTOR” STOKER haseuch a long working life 
that after handing back its own cost—it makes a handsome PROFIT for the user! 
—while the cost of upkeep is not worth mentioning. ; 


"PROCTOR'S" COAL ELEVATOR fitted with the PATENT RAM FEED 
BOOT —and used in conjunction with the STOKE R—makes the Boiler House run 
Itself. The RAM FEED BOOT makes every bucket carry a FULL LOAD 
every journey—NO JAMMING can occur—and the WEAR and TEAR is 
75 PER CENT. LESS then in the ordinary elevator. | 


JAS. PROCTOR, LTD. 
HAMMERTON STREET, 


IRONWORKS, 
BURNLEY. 


SWIVEL and TRUNNION, 
DESK and BRACKET 


p А.С. 


OSCILLATING & 
FANS. 


WE MAKE ALL KINDS of ELECTRIC FANS for any TENSION or PERIODICITY. 


ERCOLE MARELLI & 10 m 


Works: : Sesto S. Giovanni. 


LONDON, Е.С. : FAN HOUSE, 19-20, Garlick Hill, Queen Victoria St., EC 


Telephone: CENTRAL 784. тен шына: AURETTA, CANNON, LONDON, Cables: AURETTA, LONDON, 


EN sal 
ii A Hl х 
Z в.е. ТҮРЕ AS BRACKET FAN. 


кашынны i aa S 


Manufacturers of 
MICANITE. 


HARD BROWN MOULDING SHEETS; FLEXIBLE MICANITE, 

. IMPROVED QUALITY for COMMUTATOR SEGMENTS (milled 

dead to gauge); MICAFOLIUM (sheets and rolls), MICA 

CLOTH and PAPER, MOULDED RINGS, TUBES, TROUGHS, 

BUSHES, WASHERS, &c., &c. INSULATING PAPER BOARD 
‚ (ordinary and high grade Admiralty quality). 


MICA. 


CUT and GAUGED (or roughly trimmed pleces). MICA 
SPLITTINGS, &c., &c. 


"VOLTA WORKS, CAZENOVE ROAD, LONDON, N. =. (CMCAMANU: LONDON" 
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Dick, W. B., & Co., Ltd. 
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guaranteed for 
12 months. 
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Experience behind it. 
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Portable Electric 


Grinding Machines. 
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М. ТҮРЕ. Capacities, % in., $ in. and 1} in. 


S. WOLF & CO., LTD. (12 Pioneers otte ) 145, Southwark Street, LONDON, S.E. 
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PORTABLE METERS. 


, We are ACTUAL MAKERS of 


WATCH TYPE. POCKET WOOD CASE TYPE. 
=Š A"-DIAL WOOD CASE METERS. 
TEN, T7'DIAL WOOD CASE METERS. 

МЛ _T"-DIAL IRON CASE METERS. 

TWIN WOOD CASE METERS. 

= COMBINED WOOD CASE METERS. 


Resistance Measurers, Lamp Testers, Cell Testers, 


Milliampmeters, Millivolt Meters. 


IN FACT YOU CANNOT FIND A BETTER RANGE. 


THE WALSALL ELECTRICAL co., LTD., 
91, Bridge Street, WALSALL. 


TELEPHONE : No. 45 WALSALL. 


TELEGRAMS: "ELECTRICAL, WALSALL.” 
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THE HOUSE FOR 
ELECTRIC HEATING 


THE 

* HUSBAND 
VALVELESS " 
PETROL 
PARAFFIN 
GENERATING 
SETS 


E Husband Ltd 


. ELECTRICAL ENGINEERS & MANUFACTURERS 
= 23 CRAVEN HOUSE, KINGSWAY 
LONDON, W.C 2 
Telephone: Gerrard 7601 (2 lines) 
КААНА КИНАНА 


ШЕ 


CL EMM MMMM 


GEAR DRIVEN 


AIR COMPRESSORS 
| VACUUM PUMPS, 


DIRECT-COUPLED, OR BELT-DRIVEN 
PORTABLE OR FIXED TYPE. 


REAVELL & 60., Lr». 


Te legrams: 'REAVELL." 


Telephone Nos. BM а ms “Ipswich. 


Dept. D 
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Chloride Electrical Storage Co., Ltd. 


Brake and Clutch Linings, 
Herbert Frood Co., Ltd. 


Cabinet Work, &c. 
rown & Co. 
Dodimead, J., & Son. 


Cable Connectors. 
Haslam & Stretton, Ltd. 


Cables, 
Вее Wire (Covered). · 


Carbon Brush Holders. V 
Westminster Engineering Co., Ltd, 


Carbon Brushes. 
Le Carbone. 


Carbons. 
British Thomson-Houston Co., Ltd. 
Electrical Supplies Co. 
General Electric Co., Ltd. 
McGeoch, W., & Co., Ltd. 
Wells Electrical Co. 


Casing and Capping. 
Haslam & Stretton, Ltd 
Harris, J. F. & G. 
Chain Drives. 
Westinghouse Brake Co., Ltd. 
Chatterton Compound. 


Pomona Rubber Co. 
Circuit Breakers Automatic). 
Bertram mas. ( ) 


Tho 
British Thomson-Houston Со. Ltd. 
Edison Swan Electrio Co., Ltd 
Ellison, George, 
Yeritys Ltd. 
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Commutating Grinders. 
ишн Commutator Grinder Co., 


Commutator Compound. 
Martyn, 8. W., & Co., Ltd. 


Condensing Apparatus. 
Mirrlees Watson Co., Ltd. 


Conduits. 
General Electric Oo., Ltd 


Howard Asphalt Troughing, Ltd. 
Linolite Co., The 
Oriental Tube Co., Ltd. 

Simplex Conduits, Ltd. 

Bteel Tubes & Conduits Co, 


Controller Fingers. 
Cleveland Metal Co. 


Controllers. 
Bertram Thomas. 
моно & Ordnance Accessories Co., 


Electro-Mechanioal Brake Co., Ltd. 
Veritys Ltd, 


Converters (Motor). 
Peebles (Bruce) & Co., Ltd. 


Cooling Towers. 
Worthington Pump Co., Ltd. 


Copper. 
Bolton, T., & Sons, Ltd. 


Coppersmiths. 
Dore & Co. 

Cranes. 
Herbert Morris, Ltd. 


Dynamos, 
British Thomson-Houston Oo., Ltd. 
Canning & Co, 
Crompton & Co., Ltd. 
Electric Construction Co., Ltd. 
Electromotors, Ltd. 
General Electric Co., Ltd 
Hall, J. P., & Co., Ltd. . 
Hartnell, Wilson & Co., Ltd. 
Holmes, J. H., & Co. 
McClure & Whitfield. 
Peebles (Bruce) & Co., Ltd. 
Phoenix Dynamo & Motor Co., Ltd. 
Rees Roturbo Mfg. Co., Ltd. 


Siemens Bros. Dynamo Works, Ltd. 
Veritys Ltd. 

Vickers, Ltd. 

Victoria Dynamo & Motor Co. 


Dynamo Brnshes. 


British Thomson-Houston Co., Ltd. 
Veritys, Ltd. 


Dynamo Repairs. 
Bertram Thomas 
Walters, Austin & Son. 


Earthing Clips. 
Hann & Ingle. 


Ebonite. 
American Hard Rubber Co, 
British Ebonite Co., Ltd. 
Carson, Evans & Co, 
Climax Stopper & Ebonite Co. 
New Eocles Rubber Works, Ltd. 
Electric Heating. 


Credenda Conduits, Ltd. 
Husband, F., Ltd. ‘ 
Premier Electric Heaters, Ltd. 


Electric Lifting Magnets, 
Marryat & P ace. 


Electric Portable Tools. 
Consolidaved Pneumatic Tool Co., 


Westminster Tool & Electric Co. 
Wolf, S., & Co., Ltd. 


Electrical Accessories. 
MoGeoch W., & Co., Ltd. 


Electricity Meters. 
Bastian Meter Co., Ltd. 
m Thomas. 
British Thomson-Houston Co., Ltà. 
Electrical Apparatus Co., Ltd. 
General Electric Co., Ltd. 


Enamel Shades. 
Kleiner, J. & Co. 


Englneers and Contractors 
(Electrical). 


. British Thomson-Houston Co., Ltd. 


Clarke, Chapman & Co., Ltd, 

Dick, Kerr & Co., Ltd. 

Electromotors, Ltd. 

India-Rubber, G.-P, & Telegraph 
Works, Ltd. 

Johnson & Phillips, Ltd. 

Moy, E. F., Ltd. 

Peebles (Bruce) ё Ov., Ltd, 

Veritys Ltd. 

Western Electric Co, 


Engines (Gas), 


Gardner, DL., & Bone, Ltd. 
Hindley, E. 8., & Sons. 


National Gas Engine Co., Ltd. 


ordered for a series are entered under an 
Headings 6d. 


Engines (ОП). 


Mirriees, Bickerton & Day. 
Westinghouse Brake Oo., Ltd. 


Engines (Oil and Gas). 
Husband, F., Ltd. 


Engines (Pumping.) 
Drysdale & Co. 


Engines (Steam). 
Allen, W. H., Son & Co., Ltd, 
Browett, Lindley & Co., Ltd. 
Howden, J., & Co. 
Reavell & Co., Ltd. 
Bisson, W., & Co., Ltd. 
Sulzer Bros. 


Factory Sites. 

Wolverhampton Industrial Develop- 

ment Committee. 

° Fans. . 
Davidson & Co., Ltd. 
General Electric Co., Ltd. 
James Keith & Blackman Co., Lta, 
Leach, 8. G., & Co., Ltd. 


Sturtevant Engineering Co., Ltd. . 
Veritys Ltd. 

Feed Pumps. 
Hall. J. P.. & Bons, Ltd. 


Feedwater Treatment. 
Dearborn Chemical Co. 


Fibre. 
Austin & Hayes. 
Diamond State Fibre Co, 
Mosses & Mitchell, 


Fittings (Electric Light). 
British Thomson-Houston Co., Ltd. 


Dugdell’s TM 
i ing & Arc Lamps, Ltd. 

General Electric Co., Lita. | 

Linolite Co., The. 

Simplex Conduits, Ltd. 


:Btone, J. & Co., Ltd. 


Tucker, J. H., & Co., Ім. 


Fittings (Fancy). 
Edison Swan Electric Co., Ltà. 


Forgings. 
Electro-Mechanical Brake Co., Ltd. 
Jenkins, R. 


? 


Furniture (Steel). 
Crittall Steel Furniture Co., Ltd. 


Fuse Boards. 
Veritys Ltd. 


* Fuse Boxes. 
armiter en. 
Banders, W..& Co. = 
Turners & Manville, Ltd. 


Fuses. 


Donovan & Co, | 
MoGeoch, W., & Co., Ltd. 
Moy, E. F., Ltd. | 


Galvanisers. 
Cowper-Coles Galvanising Co, 


Generators. 
British Thomson-Houston Co., Ltd. 


Glass. 
General Electrio Co., Ltd. 


Heating & Cooking Apparatus, 


Arora Co., The 

Bastian Electrio Co., Ltd. 

Belling & Co. 

Bertram Thomas, 

British Electric Transformer Co., Ltd. 
British Thomson-Houston Co., Ltd. 
Carron Co. 

Cressall Mfg. Co. 

Elec. & Ordnance Accessories Co., Ltd. 
Ferranti, Ltd. 

General Electric Co., Ltd. 

Jackson’s Electric Stove Co., Ltd. 
Townshend's Art Metal Co., Ltd. 


India-Rubber. 


India-Rubber, G.-P., and Telegraph 
Works Co., Ltd. 


Instruments (Measuring). 


British Thomson-Houston Co., Ltd. 

Cambridge Scientific Instrument 
Co., Ltd. 

Edison Swan Eleotric Ce., Ltd. 

Elliott Bros. - 

Everett, Edgcumbe & Co., Ltd. 

Evershed & Vignoles, Ltd. 

General Electric Co., Ltd. 

Kelvin, Bottomley & Baird, Ltd. 

Moy, E. F., Ltd. 

Nalder Bros. & Tee eee Ltd. 

Record Electrical Co., " 

Walsall Electrical Co., Ltd. 

Weston Electrical Instrument Ce. 

White Eleetrioa] Inswument Oo. 


(Continued on page xxxii.) 
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ISEMENTS. 


y one Heading in this Index Free of 
per Week is charged for each additional entry. 


Insulating Material, 


British Thomson-Houston Co., Ltd, 
Holder-Harriden, Ltd. 

Litholite, Ltd. 

L.P.8. Electrical Co. 
MacLennan, John, & Co. 
Micanite and Insulators Co., Ltd. 
Roburine Co. 

Siemens Bros. & Co., Ltd. 

Spicer Bros., Ltd. 

Siluminite Insulator Co., Ltd. 
Swiss Insulating Works, Ltd. 


Insulators, 
Turners & Manville, Ltd. 


| Insurance. 
National Boiler & General Insurance 


Co., е 
Phoenix Fire Office. 


ilron amd Steel. 
Simplex Conduite, Ltd. 


Ladders, 
Heathman, J. H., & Co, 


Lamp Holders. ’ 


Edison Swan Electric Co., 148, 
Western Electric Co., Ltd. 


Lamps (Arc). 
Dawson, E., & Co. 
General Electric Co., Ltd. 
Engineering & Aro Lamps, Léd. 


Lamps (Carbon and M.F.) 


British Thomson-Houston Co., Ltd. 
эш Westinghouse E. and М. Co., 
Cryseloo, Ltd. 
Drake & Gorham, 144. 
Landon sna EM dua 

ndon an ng. Co. $ 
Роре'в Electrio Lamp Co., Ltd. 

о Works, Ltd. 


Siemens Bros. 
Bione, J., $ os Veit NS 
ungsten mp Association. 
2" Electric Lamp Mfg. Co., Ltd. 
Lead Pencils. 
Venus Pencils. 


Lead Smelters. 
Pass & Son, Ltd. 


Lifts, Controllers and 
Accessories. 


Wadsworth, Wm., & Sons, Ltd. 


Lubricants. 


Pomona Rubber Co., Ltd. 
Willcox, W. H., & Co., Ltd. 


Mica. 


Mica Manufacturing Co. 
Micanite and Insulators Co., Ltd. 
Taylor & Co, : 
Vandervelde, L. 

Wiggins, F., & Sons. 


Motors. 


Brook, E., Ltd. 

Brown, Boveri & Co., Ltd. 

Century Electric Co. 

Churton, T. Hard. 9 & Co., Ltd. 

Crompton & Co., Ltd. 
онов Се 

Cutting Bres., ! 

Elec. & Ordnance Aocessories Co., Lid. 

Electromotors, Ltd. 

General Electric Co., 144. 

Hall, J. P., & Co., Ltd. 

Higgs Bros. 

Hogan & Wardrop. 


Langdon-Davies Motor Co. 
Mackie, W. 

McClure & Whitfield. 
Mather & Platt, Ltd. 
Mavor & Coulson, Ltd. 
Peebles (Bruce) & Co., Ltd. 
Rhodes Motors, Ltd. 
Sandycroft, Ltd. 

Simplex Conduits, Ltd. 
Sun Electrical Co., Ltd. 
Veritys Ltd. 

Vickers, Ltd. 

Victoria amo & Motor Co. 
Wright & Wood, Ltd. 


Motor Repairs. 


Brown, A. 
Howells & Co. 
Magic Appliances, Ltd. 


Motor Starters and Controllers. 


Bertram Thomas. : 
British ао Houston (095 Ltd. 
Eleotrical Apparatus Co., . 
Electro-Mechaníical Brake Co. Ltd. 
Ellison, George. 
Geipel, Wm., & Co. 
Igranio Electric Co., Ltd. 

oy, E. F., Ltd. 
Solenoid Regulator Oð, 
Veritys, Ltd., 
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" дуое Ga Gateshead. 


CLARKE, CHAPMAN & Co, LTD. 522 


General and Electrical Engineers Victoria Works, GATESH EAD. 
and Boiler Makers. — PATENT “CRACKER” TYPE. —— 


RESISTANCE . UNITS 


SPECIAL ADVANTAGES : 


1.—Very large radiating surface for F uli 
a given capacity. 
2.—Small weight for a given capacity. Particulars 
3.—Absolute freedom for expansion. and 
4.—Owing to the large surface and 
small bulk of metal they cool Pricos on 
nr Application. 


5.—They are absolutely unaffected 

; by vibration or jolts. 

6.— Units can be run red hot without 
danger of sagging. 

7.—Repairs can be effected on 


separate units. LONDON OFFICE : 


8.—Tappings can be taken off any- 50, Fenchurch St., 


where along the centre clamp. E.C. 
9.— The number of units being small 
compared with a grid resistance Timi > 


" CYCLOPS,” FEN, LONDON. 


of equal capacity, there are not 
many joints to cause trouble. 


“SISTOFLEX” =. 
VARNISHED CLOTH, SILK, PAPER & CLOTH TAPES. 


The “ALPHA” 


| ‚ INSULATORS of the highest CABLE CONNECTOR. 
_ quality, and ме reliable. ——— oe NO SWEATING. ^m 
LARGE STOCKS. PROMPT DELIVERY. MADE IN ALL TYPES & SIZES. 


SOLE SELLING AGENTS: 


HASLAM, STRETTON LY 
TELEGRANS NOSOR PLACE ‘THOR CARDIFF 


SPICER BROTHERS, LT. ^ 5:5 
PUE C a ар aa eels we ЕЕ E 


ба (ein ge 


Prices and Samples on application. 


PATENT SERIES FLOW 
“UNIT” 


SUPERHEATERS 


For all Typos of Boilers. 


—— а. со алаа 


Every Tube Detachable and 
Interchangeable. 


SUPERIEATER- UNITS ` LTD, 4, Castle Square, SWANSEA. 
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Name Plates. 
London Label Co. 
Neal, R. j 
Reliance Engraving Co., Lid. 
Oil. / 
Dick, W. B., & Co., Ltd. E 


Stainsby & Lyon, Ltd. 


011 Cans anb Filters. 
Wells, A. C., & Co. 


i Patent Agents. 
Raworth, J. E. 


Soldering Material. 
Auto-Controller Co. 


Plilars. 
Hardy & Padmore, Ltd. 


Porcelain, China, &c. 
China Furniture Elec. Fittings Mfrs.’ 
Association. 
Macintyre, J., & Co., Ltd. 


Pulleys. 
Unorea katie Pulley & Mill Gearing 


Pumps. 
dale & Co. 
: Pulsometer Engineering Co., Ltd. 
Weir, G. & J., Ltd. 


Rheostats. 
Bertram Thomas. Se 
British Thomson-Houston Co., Ltd. / 
Electro-Mechanical Brake Co., Ltd. 
Igranic Electric Co., Ltd. 
Isenthal & Co. 
Moy, E. F., Ltd. 
Walters, Austin & Son. 


. Scrap Metal Buyers. 
Webster, A. 


Screws and Terminals. 
Davis & Timmins, Ltd. 
Moy, E. F., Ltd | 
Ormond Engineering Co. 
Rose Courtney & Co., Ltd. 
Showell, E., & Sons, Ltd. 


Slate. 


Jones, Inigo. 


Smokeless Coal. | 
Pascoe, T. T. 
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Stampings. 
Harris, A. E., & Co. 
Jenkins, R. 
Sankey, J., & Sons, Ltd. 
Turner, Bros. 


Steam Pipes. 
Dore & Co 


Stokers. 


Bennis, E , & Co., Ltd. 
Proctor, J., Ltd. я 


Superheaters. 


Superheater Units, Ltd. 
Gordon, James, & Co. 


Switeh Cells. 
Croft Granite, Brick & Concrete Co. 


Switchboards. 


Bertram Themas. 

British Thomson-Houston Co., Ltd. 
Ferguson. Palin & Co. 

General Electric Co., Ltd. 

Holmes, J. H., & Co. 

Igranic Electric Co., Ltd. 

Moy, E. F., Ltd. 

Veritys Ltd. 

Walsall Electrical Co., Ltd. 


Switches. 


Berry, Skinner & Co. Í 

Bertram Thomas. . 

Bill, S., & Co., Ltd. 
British Thomson-Houston Co., Ltd. 
Cantie Switch Co., Ltd. 

Dorman & Smith, Ltd. 

Edison 8wan Electric Co., Ltd. 
Electric & General Works, Ltd. 
General Electric Co., Ltd. 
Lundberg, A. P., & Sons. 

McGeoch, W., & Co., Ltd. 

Moy, E. F., Ltd. 


New Switchgear Construction Co., Ld. 


Veritys Ltd. 


Wandsworth Electrical Mfg.Co., Ltd. 


Tank and Girder Work. 
Braby, Fred., & Co. 


Tapes. 


MacLennan, John, & Co. 
Paterson & Service. 


Telegraph Condensers. 
The Telegraph Condenser Co., Ltd. 


Telegraph Peles. 
Armstrong, Addison & Co, 


Telephones. 


British L. M. Ericsson Mfg, Co., Ltd. 
Genera! Electric Co., №4. 

Gent & Co., Ltd. 

Graham, Alfred, & Co. 

Western Electric Co., 244. 


Testing Laboratories. 


Electrical Standardising, Testing 
and Training Institution, Ltd. 


Time Switdhes. 
Geipel, Wm., & Co. 


Tools, &. 
Selson E eering Cos, Ltd. 
Taylor & hallen, Ltd. 


Tramway Supplies. 


British Thomson-Houston Co., Ltd. 
General Electric Co., Ltd. 
McGeoch, W., & Co., 144. 


Transformers. 


British Electric Transformer Co., Ld. 
British Thomson-Honston Co., Ltd. 
Crypto Electrica] Co. 

Foster Engineering Co. Ltd. 


Tubular Sleeving. 
MacLennan, John, & Co. 


Turbines. 


British Thomson-Houston Co., Ltd. 
(Steam). ! 

Escher Wyss & Co. 

Fraser & Chalmers, Ltd. (Steam). 

Gilkes, Gilbert, & Co. (Water). 

Gordon, James, & Co. 


Vacuum Cleaners. 
Electric Suction Cleaner Co. 


Simplex Cenduits, Ltd. 


[June 22, 1917. 


CLASSIFIED INDEX OF ADVERTISEMENTS .—(Continud from page xxx.) 


Varnishes, &c. 


Damard Lacquer Co., L&d. 
Harrison Bros. ' 


Ventilation. 


General Electric Co., Ltd. 
Veritys Ltd. 


Vulcanite. 
Carson, Evans & Co. 


Water Recorders. 
“ Lea” Recorder Co., Ltd. 


Welding. 
Thermit, Ltd. 


Wire (Covéred). 
British Insulated and Helsby Cables, 


British Thomson-Houston Co., Ltd. 


. Concordia Elleo Wire Co., Ltd. 


Connolly Bros., Ltd. 
бее Cable Manufacturing Co., 


General Electric Co., Ltd. 
Glover, W. T., & Co., Ltd. 
Bene W. T., Telegraph Works 


*$ Ltd. 

Herm oh ph ё Indis-Rubbe 
ooper's egra r 
Works, Ltd. 

Johnson & Phillips, Ltd. 

Liverpool Electric Cable Co., Ltd. 

London Electric Wire Co., Ltd. 

Marshall € Plumtree, Ltd. 

McGeoch, W., & Co., Ltd. 

Saxonia Electrical Wire Co., Ltd. 

St. Helens Cable & Rubber Co., Ltd. 

Ward & Goldstone. 

Western Electric Co., Ltd. 

Wholesale Electrical Co., Ltd. 


Wire (Uncovered). 
Clifford, Charles, & Son, Ltd. 


Davis & Timmins, Ltd. 
Smith, F., & Oo., Ltd. 


MISCELLANEOUS ANNOUNCEMENTS, 


Relating to Situations, Articles for Sale and Wanted, Gc., appear on Sup. 11, бс. 


MILITARY TELEPHONES. 
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BRITISH L. M. ERICSSON Mfg. Co., Ltd., — 


5. CHANCERY LANE, W.C. 
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BALSALL HEATH, BIRMINGHAM. 


HIGBRO', B'ham. MIDLAND 2148. 


The Croft Granite, Brick & Concrete Co., Ltd., 


CROFT, near LEICESTER, 
for CONCRETE ADAMANT SWITCH CELLS. 


| 
DRY BATTERY ЈАТТЕВҮ TRADE 


RIGHT AT THE FRONT. 


Absolutely the onlv Olip on the market that 

will fit any size Conduit. Cable, or Pipe. 
HANN & INGLE, 13, Albort Place, 
Bridge Street, Manchester. (Or vonr Supplier.) 


Ae HILLBAR PRES PRESS, | 
244 FINSBURY PAVEMENT. E.C. 


TÈL > LONDON Wart, 6794” Works- EASTHAM. 


Tel. Address : “ Clifford, Birmingham," Established 1776. 


a CHARLES CLIFFORD & SON, 172: 


BIRMINGHAM. 


Contractors to the Principal Railway Companies. 


PHOSPHOR BRONZE and GUN METAL 


| in Castings, Sheets, Tubes, Rods, Wire. 
PHOSPHOR TIN and PHOSPHOR COPPER, MANGANESE BRONZE. 


BRASS CONDENSER TUBES 
for Standard Ships, etc. 
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DAVIS « TIMMIN 


7 Screw Manufacturers and Metal Merchants, 


$59 YORK ROAD, KING'S CROSS, 
and WOOD GREEN, LONDON, N. **. 
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 VERITYS "Y 


‘WORKS : ASTON, BIRMINGHAM. 


GAS TIGHT COLLIERY SWITCH D.P. 


C hief € haracterislics эа s 


Complies with BOARD OF TRADE 
MINING REGULATIONS. The facings 
of box and lid are machined, ensur- 
ing a perfect joint. ‘The cover is 
interlocked with switch shaft. Seal- 
Ing Chamber provided for  iead- 
covered or wire-armoured cable. 
Earthing terminal fitted. 


| 
| 
LONDON : BIRMINGHAM : BRISTOL : MANCHESTER: NEWCASTLE-ON-TYNE : 


31, King Street, -  Cariton House, 59, Hardman Street, Edinburgh Life Assurance Buildings, 
Covent Garden. High Street. Victoria Street. Deansgate. 21, Mosley Street. 
| f П 
GLASGOW : LIVERPOOL : 
4 51, . à | 818, 
\ Waterloo Street. Royal Liver Buildings. : A 108, 


Tucker “Н.О” Pattern 
Fuse Boards . . . . . 


Single- Double- or Triple- 
Fole 3 s 4 & aruwi 


In Teak or Iron Cases . 


| | All Standard Capacities. 
S-way Double-Pole | Voltages up to 500 Volts - 


with " Swing-Back." Е 


-— 


argiena агы J. H. TUCKER & CO, 


regulations of 'the Home Office. Accidental con- KING'S RO AD, ,,. HAY MILLS, 


tact with live metal is impossible, The Board 
pone vasa a BIRMINGHAM. 


tion of the Boards and allows of easy and imme- LONDON. 21 r? Shaftesbury Avenue, W.C. 


diate access to the connections at any future time. 


GLASGOW . . . 221, St. Vincent Street. 


Cae тра cp 
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THE *HOFFMANN" 


BALL & ROLLER 
BEARINGS 


NOT BEING SUBJECT TO WEAR, 
ALLOW A 


- SMALL ano UNVARYING 
AR GAP, 


WORTHINGTON 


COOLING TOWERS 


. Natural or Forced Draught. 


COMPLETE INDEPENDENT CONDENSING 
PLANTS OF ALL TYPES 
WITH 
ROTARY OR RECIPROCATING AUXILIARIES 
| TO MEET ALL 
REQUIREMENTS WITH MAXIMUM 
EFFICIENCY. 


Writo for Spocial Litoraturo. 


WORTHINGTON PUMP CO.,LD., 


With which is incorporated the European business of the BLAKE AND KNOWLES STEAM PUMP WORKS, 
QUEEN'S HOUSE, KINGSWAY, W.C. 2 


Brenchos in the Principal Towns ond Citios throughout the World. 
Telephone Қоз. : HOLBORN 3048, 3049 and 3050. Telegrams and Cables: “PUMPING LONDON:" "PUMPINQ; WESTCENT. LONDON." — 


-—— . US m 


ў АП Contacts are Clamped Direct to the Bus Bars. 
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E . МОЗІАТОВ = 


ВАСК INSULATORS. 


LARGE STOCKS. 


ELECTRICAL 
ACCESSORIES 
LIST No. 105, 
WILL BE SENT 
ON REQUEST. 


“ INDISPENSO'" CHINA CONNECTORS. 


We have designed the *INDISPENSO" CHINA CONNECTOR for 
positions where very small space is at disposal. "Takes up to 7/20 cable, 


PROMPT 
DELIVERY. 


For supporting heavy cables in 
subways, =e rooms, &c., the 

Р chinas аге во 
arranged that 


SHACKLE 
INSULATOR, 
with Galvanized 
Ironwork. 


E cine ar by at fuc No METAL PROJECTING PARTS., ENSURES GOOD JOINTS. 
by side and 12/8 Doz. 
bolted on to 
8 by 34 in. 
frame work 16/8 Doz. 


Subject to Trade 
Discount. 


~ Prices and particulars on application. 


а, CLEATS. 


ONE WAY, 2/4 Doz. two ways, 3/4 Doz. THREE ways, 5/4 Doz. 
PRICES FOR LARGER QUANTITIES ON APPLICATION. 
АП prices subject to trade disc. unt. Made in eight different sizes, 


Prices are 


subject to GRIP | INSULATORS. 
A useful Insulator, largel 
M aset waite for carrying Bare od CHINA 
scount. nsulated Cabies, Simpl 
to fix. = GRIP 
Maximum 
ag ИНИ List Diam. of Cable Per INSULATORS, 
о. the Insulator doz. 
No. Length ‘Width Height Orooves| rer will grip, 
65/680 | lüin, | jin. D im. | Qin. 6/8 | 44- P 61/1 fh in, 2/9 — 
65/681 | 24 ,, Poja "a 112/8 | 80/- eene in. 2/6 
65/882 | 4 „ 1, ҤЕ н » 32/- | 200/- Sin 5 іп 3/4 boi 
65/686 54 , |12 , | 18 ,, » 40/- | 280/- 1/4 іп. 8/- a ae 
| . Taara GROOVES, Special а bog large subject to 
65/688 | ing) Bim fim. дш. | 7/- 44- = Trade 
[684 Цин |1 „ |£ n» (12/8 | 88/- Prices are nts : 
65/685 | 4 , Bul... MORE | $907 Trade Discount. Discount 
B а е Po 
| © [+ Y D 
PORCELAIN M White Porcelain. List EEIFE Pog Per 
i List No. 64/74 64/41 64/49 No. 9180 LE dozen 
INSULATORS. SEO uos 
Nos. 64A to 64F. Pesea | ae |2| 


Prices are subject to 
Trade Discount. 


ERIT 
aul | | INSULATING HOOKS. 


MM 


List No.| Length Pees 
List No. .. 64/A 64/B 64/F 64/D ив m Daumen laua 
Overall size 2x2 là x là 1x1 x% ix р 420980 VU EUN aia 
Groove, in, i ў ł S P48/6992 | " » [4 
Hole, in. .. 1 | кы 
Per doz. .. 3/- 1/- 1/6 6d. 8d. 
Рег 144 .. 25/- 8/- 10/- 4/- 5/- 


A “STRAIGHT ISSUE. | 
THAT SANDERS' PATENT FUSE SYSTEM 


Is the Finest Fuse System Ever Produced, of which 
We are the Sole Patentees and Manufacturers. 


WE CAN DEMONSTRATE THAT TO YOUR ENTIRE SATISFACTION. 


SOME SPECIAL FEATURES. | 
MADE IN THREE SIZES. 


Will protect any Power or Lighting Circuit under the most 
50 AMPS. — 60 AMPS. 120 AMPS. 


exceptional Short Circuit conditions. 
Larger Sizes in course of construction. 


Impossible to Over Arc from Contact to Contact. 


Each Fuse is itself a powerful Magnetic Blow Out. 


OUR DESCRIPTIVE 
CATALOGUE IS YOURS 


FOR ASKING. WRITE 


NOW. 
Bus Bar and Insulated Bar. No Screws whatever are required. 
Its ORIGINALITY and SIMPLICITY are PROTECTED by SEVERAL PATENTS that are BEYOND REPUDIATION. 


WM. SANDERS & CO, 


FALCON ne hana WORKS, WEDNESBURY. 


‘Phone : 65 Wednesbury. Wire  Sanders)) Wednesbury. 


Chambers, into which all liquid metal and metallic vapours 
are blown and condensed. 


Impossible for the Arc to Burn the Contacts or Terminals. 


Impossible to Touch any Live Metal whether the fuses are 
in or out. 


All. the Terminal Contacts are Clamped. on a Steel Bar 
insulated "n moulded Mica. 


| 
Each Fuse Element is provided with Two Explosion 
| 
| 
| 
| 
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ELLA dL В 
: VICKERS mme. 
= Turbo-Alternators. Rotary Converters. - Е 
E | 
= = 
= Complete Motors = 
=| : and = 
== equipment == 
=! for the Generators = 
=| electrical of all = 
Е Тра B 
= - 2 Patent = 
= ving o Automatic = 
= D" Reversing = 
= z v Drive for |= 
= acteries, Machine. = 
= Mills, &с. Tools. = 
= Viokers йан быш: 5,000 K.W. 1,500 r.p.m., 6,600 volte." со = 
= А River Don Works. = 
= Sheffield. . B 
sil Т = 


AUTO-TRANSFORMER STARTERS 
FOR INDUSTRIAL PURPOSES 


DISTINCTIVE FEATURES. 


Both transformer and switch oil 
immersed. 


Contacts clamped on mica insulated 
steel bars. 


Contact fingers easily renewable 


Transformer  tappings accessible 
when cover removed. 


No-volt release fitted as required. 


J. H. Нн & б, eN'ewcastle-on-^C yne. 


NEM CAS TLEN TYNE бу orks) Portland Rd. 
- 7, Soho Square, W. 
e o Examiner Buildings. 

GLASGOW = e e 19, Waterloo Street. 
e e 63, Albion Street. 


* Holmes, Newcastle-on- Tyne" ” . 809 Central. 
* Vermilionette, London ' e 1228 Getrard. 
‘Compound, Manchester " e e 25 City. ' 
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CURRENT TRANSFORMERS. 


THE ELECTRICAL REVIEW SUPPLEMENT, ^ 


POTENTIAL TRANSFORMERS. 


| FERRANTI 


STN 


FERRANTI LIMITED, 
| A HOLLINWOOD, LANCASHIRE. __ 


Telegrams: “Ferranti, Hollinwood." 


~ 


Telephone: Failsworth 31, 48, 112 © 120. 


ee. _ ЖЫМ Se С л. _ Ша: Oe "h^ 
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The War 


“Le Carbone” 
Brushes.. 


“ Are you able to continue to supply 
us with Le Carbone Brushes.” 


“ Yes.” 


DT 1+ 
т 


CRYSELCO a 
Ep E 


This affirmative answer has greatly eased 
the minds of all. our customers." 


| Manufactured only. by the — _ 
All-British Lamp Company, 


CRYSELCO, LIMITED, 


.J Kempston Works, 


You can appreciate the full meaning of 
this statement only by the use of Le 
Carbone brushes on your machines—the 
use of a brush of absolute uniformity which 
will give you long and efficient service. 


BEDFORD. 
Le Carbone, e 
a Telegrams :_“ Cryselco, Kempston.” Telephone ; 177 Bedford. 


Coventry House, South Place, E.C.2 


е 
рад дь фа x а а. ль лї... аль. ла. ӘР. NU Лэ? 
. 


For | 
Efficiency, Economy, Endurance. 


= SUN FANS 


are manufactured in all standard types from small desk fans to exhaust 


RING TYPE. 


fans capable of moving up to 20,000 : Чао а а and 1 6 in 
=o ЖУРОК КЕТО ГҮ ТГ tiie [веб ЭЁ сай pol move: The : s zes for both A.C. an 
types illustrated are built in sizes ; voltages. 


adaptable to rooms and buildings of 
any size. They run absolutely silently 
and ensure a constant supply of pure ai. =н 


- 


Р 


List No. 276 shows a representative selection 
; ofthese excellent fans and will be sent post 
: free on request, 


118-120, CHARING CROSS RD., LONDON, W.C. 2 


BOX BLADE TYPE. 


: ^ Made in 10 sizes for D.C., 12 in. to 
: 60 in. diam., and in 8 sizes for A.C., : Й 
12 in. to 48 in. diam. : : 


" 
7**9»99*090»9000000€02040000909090999950029900€0€09509099904909090058090000009099099 
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Controller Resistance Nets. 
(BRITISH MADE) 


її! i {| Ё 
„ШШШ? e T TI HA 
© HUNT ТШШ 


H [ШШШ i.n пя PE e LS 
Bl. | | 
| | МРТ | TUBOLITE does not project = 
уйа 64 x 8 Inches. into the space required for ! 
ы goods, nor does it throw а | 


Can be SUPPLIED WITH or WITHOUT FIXING LUGS. 


Standard Sizes with 80 to 5 ohms, each capable б | 


carrying from 2} to 8 amperes (3-minute rating), 
. to 6'3 amperes (continuous rating). 


a. 29, a 


ELECTRIG 


ARTISTIC 


WINDOW LIGHTING 


glaring light in the direction of 
the street. The window dis- 
play is shown to the best 
advantage in a clear well. 


. diffused and attractive light. 


The specially-designed reflec- 


г" “at 
SCIENTIFIC 


SYSTEM en Ge 
„тант іч“ 


(| 
as | 


.&- Bi 


/ 


NE. 


tor increases the useful light 


| | | by 50 to 100 per cent. 
EVERY KIND OF RESISTANCE |. и" 
MATERIAL SUPPLIED, | | 
ALSO | | ics 
Resistance Wires, insulating Beads, Asbestos Yarns. 


ene 


We are now supplying 10-INCH LAMPS 
as well as our standard lamp 81 ins. long. 


| 


| 
| 
| 
- 


| 
V 


С, Send for Particulars and Price Lists te— 


Please write for Samples and Lists— $ | Th LINOLITE COMPA 
THE CRESSALL MANUF ACTURING CO., 0 oe Victoria Street, Westminster, ANY, 


40 & 41; STANIFORTH ST., TUM: 244 Victoria. Tel. Add.: " Windolite, Vie. London” 


i 
M À Code: A B.C., 5th Edition. Ф 
BIRMINGHAM. | 


MOTOR 
‘STARTERS, 
REGULATORS, 


| PANELS. 


Strong, 
Reliable, 
Efficient, 
Cheap. 


DONOVAN’S SYSTEM 
of P 


PATENT SAFUSES. 


Complies with all the latest 
Home Office Regulations. 


Made to comply 
with Home Office 
Requirements. 


Writo for List. 


DONOVAN & C0 Electrical Manifaoturors, 


xay 97, Cornwall Street, BIRMINGHAM. 
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“ELLISON” 


IMPROVED “VERTICAL” AND “TRACTION” TYPE 


CIRCUIT BREAKERS 


FOR ALTERNATING AND CONTINUOUS CURRENT UP TO 700 VOLTS, 


The Special! Features of these Breakers are:— 


1.—All parts are регїесиу 
standardised and 
completely Inter- 
changeable. 


2.—The breaks are ex- 
ceptionally long and 
quick. 


3.—All contact parts are 
readily renewable. 


4.—The carbon arcing 
contacts are the 
self-cleaning  silding 
contact type, and 
rapid closing cannot 
damage. 


5.—Only one snape and 
size of carbon is used 
throughout, and the 
number employed Is 
proportional to the 
current. 


Breaker. 


LONDON : 
25, VICTORIA STREET, 


MANCHESTER : 
4, CANNON STREET. 


LEEDS : 


The MOLLER Patent Dust-Proof 


See Advertisement June 22nd. AIR FILTERS. 


FILM COOLING TOWERS, LTD., 125, Hign Holborn, London, W.C. 


CAPPER PASS & SON, Ltd., 


BEDMINSTER SMELTING WORKS, BRISTOL. 
Sellers of. ANTIM ear EPAR of all Grades. 


LEAD ASHES & LEAD RESIDUES from ACCUMULATORS. 


Telegrams: “ Pass, Briewot.”’ Telephone 8475. 


SRe 


D as 
ESTI NGHOUSE | 


MORSE 


GEORGE ELLISON, 


WELLHEAD LANE WORKS, 
S.W. PERRY BARR, 


BIRMINGHAM. =: 
— 90, PILGRIM STREET. 


STANDARD BUILDINGS, CITY SQUARE. 


6.—Good copper to 
copper contact is 
maintained at ade- 
quate sparking tips 
while the brush Is 
leaving the contact 
block, and pitting 
cannot occur. - 


7.—The contact surfaces 
and cross-sections 
are ample. 


8.—All live parts of the 
Breakers аге insu- 
lated from the 
frames, levers and 
adjustment tubes. 


Ne. 1 SIZE. 
Single-pole Open Type Breaker, with Standard 
Bell Contactor, to close simultaneously with 
Straight Type Handle and Overload 
Release. 


9.—Adjustable Time Lags 
are fitted when re- 
quired. 


GLASGOW : 
221, 8T. VINCENT STREET. 


/ 


& CASINGS. 
BLOCKS, CLEATS, 

BOARDS FOR SWITCHES 
in Stock and made to any Design 
| ACCUMULATOR CASES and 
NM BATTERY BOXES Made to Order. 


песасини 
Please write for Latest Illustrated Price List. 


J. F. & G. HARRIS. Lv. 


TIMER MERCHANTS "AND MOULDING MANUFACTURERS. 
SAWING, PLANING, MOULDING & GENERAL WOODWORKING MILLS— 
58a, WILSON STREET, FINSBURY, LONDON, Е.С. 2. 

Telephone: No. 1168 London Wall. Telegrams: '" Fandecors, Finsquare, London." 


COVERS 


For а! types of High-speed Power Transmission, 


rom 1*h.p. to 5,000-h.p. 
ECONOMICAL. 
NDON 


MAN E 
THE WESTINGHOUSE BRAKE CO., LTD.. 
82, York Road, King's Cross, London, N. 
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CIRCUIT BREAKERS WITH 
. THERMAL OVERLOAD RELEASE. 


MORRIS & LISTER'S 
PATENTS Nos.: 
| _ 8205/1911. 
5221/1910. 
21938/1907. 


OVERLOAD AND NO-VOLTAGE TYPE. OVERLOAD TYPE. 


THE GENERAL ELECTRIC COMPANY, Ltd., 
beg to announce that they have purchased the patent 
and manufacturing rights for Circuit Breakers of 

° Messrs. Morris & Lister, Ltd., of Coventry. 


Enquiries and orders for the MORRIS & LISTER 
PATENT CIRCUIT BREAKER, which will now 
be known as the "WITTON" M.L. TYPE, will 
receive their best attention if sent to any of the 


Company's branch offices, as follows :— 


The General Electric Company, Ltd., 


Head Office: Queen Victoria Street, London, Е.С. 4. 


Telephones: London Wall No. 3600 (30 lines). Telegrams: `' Electricity. Cent. Lopdon."' 
Home Branches: Glasgow—71, Waterloo Street. | Southampte:.—24, High St. 
Manchester— Victoria Bridge. Сакон Womanby Street Bia уе 
Liverpool — Electricity Baild: Bristol—81, Victoria Street. Birminghare—42. High St. 
iint Church Alley. Swansea—44. Wind Street. Nottingham—4, Chapel Bar. 
ша) Welli | Newcastle- ов - Tyne —30. Belfast—13, Queen Street. 
ed ^, Wellington Street. Gallowgate. Dublin—13, Trinity Street. 
eld—Angel Street. Hull—64 & 66. Charlotte Street. Cork — 76, Grand Parade. 


Branches and Agencies in all Principal Cities of the World. ; 
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VALUERS. 


and AUCTIONEERS ef 


Electrical Works, Plant and Stock. 


WHEATLEY KIRK, PRICE & 00. 


(Established 1850). 
46, Watling Street, - 16, Albert Square, 
London, E.C. Manchester. 


26, Collingwood Street, Newcastle-on-Tyne. 


EDUCATIONAL NOTICES. 
Latest time for receiving 9.30 am. Thursday. 


THE MANCHESTER MUNICIPAL 


SCHOOL OF TECHNOLOGY 
Рвхи<іРАІ,: J. ED R ae Ad е s Cambridge). 


The Session 1917-18 will open on 5th October. Matriculation 
and Entrance Examinations will be held in July and September. 

The Prospectus, forwarded free on application, gives particulars 
of the courses leading to the Manchester University degrees in the 
Faculty'of Technology, and of the provision for Advanced Study 
and Reseach in the following departments :— 


MECHANICAL ENGINEERING, 

ELECTRICAL ENGINEERING, 

SANITARY ENGINEERING (including Municipal Engi- 
: | X | 


neering), 

THE CHEMICAL INDUSTRIES (including General Chemical 
Technology, Bleaching, Dyeing and Dyestuff Manufacture, 
Printing. Papermaking, Brewing, and Metallurgy), 

THE TEXTILE INDUSTRIES, 

PRINTING AND PHOTOGRAPHIC TECHNOLOGY, 

MINING, . 

ARCHITECTURE. 


intending students may enrol for the Session 1917-18 from 18% 
August, 1917. Members of the University under 18 years of age 
are eligible for membership of the Officers' Training Corps. 7933 


WIRELESS AND CABLE TELEGRAPHY. 
THE LONDON TELEGRAPH TRAINING COLLEGE, LTD. 


(EST. 24 YEARS.) 


HERE is at the present time.a large demand for well-trained 
youths in the ARMY, NAVY, and private CABLE and 
WIRELESS TELEGRAPH COMPANIES. Wireless Telegraph 
Operators are in a certified occupation.—Apply for Prospectus to 
DEPART. R, 262, Earl's Court Road, S.W. 5. pn 1602 


©һоар prepaid Advertisements are iríserted under this heading at the rate 
ef One PennysPer Word (minimum 1a.). Three Consecutive Insertions foe 
the price of two, if ordered and prepaid with first Insertion. 

Box Number and EnEornicAL Revizw afidress count as seven wovda. — 


A M.LEE, АМІСЕ, A.M.I.M.E., Matriculation, 
LX. (Engineering), Assoc. Mining Elect. Engrs., secured with 
minimum expense and energy by “ U.E.C.” Indiwidualised Cor- 
respondence Courses. Advice and guidance free.—Apply Advisory 
Secretary, UNIVERSITY ENGINEERING COLLEGE, 3, St. Mark's 
Orescent, Regent’s Park, London, N.W.1. (Six advertisements 
below.) 2444 


ORRESPONDENCE Courses in Civil, Electrical, and Mechanical 
Engineering. Specially Reduced Fees during the War. 
Success guaranteed !— UNIVERSITY ENGINEERING COLLEGE. 
(Advertisements above and below.) 9445 


LECTRICAL Engineers desiring early advancement will be 
well advised to send at once for the " U.E.C." Prospectus, 

see UNIVERSITY ENGINEERING COLLEGE advertisements, above and 
below. Special Courses for Assistant Engineership—QG.P.O. 2446 


REE!! Send immediately for ''U.E.C." Prospectus of 
Specialised Engineering, Mathematical e and Examination 
Training. Unique System ! Record series of successes.— UNIVERSITY 
ENGINEERING COLLEGE. (See advertisements numbered 2444, 
2445, 2446, 2448, 2449, 2450.) . 2447 


F you intend sitting City and Guilds or other Exams., write 
for Prospectus to “U.E.C.” — UNIVERSITY ENGINEERING 
COLLEGE, 3, Bt. Mark's Crescent, Regent's Park, London, N.W. 1. 
(See advertisements numbered 2444, 2445, 2446, 2447, 2449, 2450.) 
| 2448 


M e effectively mastered by the '' U.E.C." practical 

Correspondence System. The most profitable investment on 
market. Commercial Engineering, Works Management, Installa- 
tions, Electrical Design, Draughtamanship, &c.; UNIVERSITY 
ENGINEERING COLLEGE. (Advertisements above and below.) 2449 


Weare Engineers—to fill responsible positions in the Trade 
Boom ahead! Think?! Are you qualified ?—Let “U.E.C.” 
particularly advise and quote you /ree concerning Course of Spare- 
Time Training to most profitably develop your abilities.— Write 
now to UNIVERSITY ENGINEERING COLLEGE. (Six advertisements 
above.) ` 2450 
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SITUATIONS VACANT. 
Latest time for receiving 9.30 a.m. Thursday. 


И letters are not to ba delivered te certain firms er individuale df | 
kne",n), instructions to that effect should be sent to tho Manager ef the 
ELECTRICAL REVIEW, who will do his best to carry out such instructions. 
Letters of applicants cannot in such cases be returned to them, ner can 
the names of Advertisers using a number іп any way be disolosed. 


-aa 


Original Testimonials should never be sent. 


TELEPHONE FAULTSMEN WANTED. 


1 TELEPHONE FAULTSMEN required at once to inspect, 
repair and maintain several thousand private telephones 
in London area. f 

None but men experienced in the maintenance and repair of 
Intercommunicating Telephones need apply. 

Applications may be made personally or by letter with references 
and full particulars. No applications will be eonsidered from men 
at present engaged on Government work or resident more than 
10 miles from London. Good terms for suitable men. 


THE NEW SYSTEM PRIVATE TELEPHONE CO., LTD., 
143/145, Great Portland Street, W. 1. 7607 


REDDITCH U.D.C. ELECTRICITY WORKS. 


JJ ANTED immediately, Two Stokers for Babcock Boilers fitted 
with Chain-Grate Stokers. Wages 103d. per hour, includ- 
ing War Bonus. Applicants must be ineligible for Military Service 
and must be able to obtain & Leaving Certificate. 
Apply, stating age, experience, &c., to the undersigned, 


" R. N. MAYNE, 
E Engineer and Manager. 
* Electricity Works, 
Redditch, Worcester. 


= Juma 13th, 1917. » 7868 


ГА 


UNIVERSITY COLLEGE, NOTTINGHAM. 
| Department of Байон 


А LECTURER in Electrical Engineering ів required to com- 
mence work in September. The appointment will be for the 
duration of the war, and will be reviewed on its termination. 
Full particulars concerning salary, &c., and forms of application 
may be obtained from 
J. Е. SHIMELD, 


Acting Registrar. 7959 


[^ 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s. Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ЕгкствісА, REVIRW address count as seven words, 


/ 


FIRM of electric dynamo and motor manufacturers, doing 
war work, have room for ап appicatina — Apply WOOLNOUGH, 
Гана, Lep., Wales Farm Road, Acton. | co. 7867 


SSISTANT Engineer required for Central Station, West 
London, experienced in H.T. and D.C. maintenance. Duration 

of war or longer. Commencing salary, including war bonus, £176 
and residence.—7964, ELEOTRICAL REVIEW, 4, Ludgate Hill, London. 


SSISTANT required, used to mains testing, fault finding, &c. ; 
experience with distribution and meter work preferred. 
Also Electrician-in-Charge, or man with switchboard experience. 
Applicants must be over miltary age or of low medical category. 
—Apply by letter to NoRMAN STANILAND, Electricity Works, 
Hornsey, N. 8. 2531 


SSISTANT Works Manager required to take charge of 
electrical switchgear section of large manufacturing firm 
in Midlands. Good opening for progressive and energetic man. 


` No person already on Government work will be engaged—Apply | 


to your nearest EMPLOYMENT EXCHANGE, Box No. 3356, 2523 


е 


LERK required for Electric Cable Estimating. _ Previous expe- 
C rience not absolutely essential. Must be ineligible for mili- 
tary service. No person resident more than 10 miles away, or 


 alréady engaged on Government work, will be engaged.—Write 


stating age, salary required and qualifications, 7947, ELEOTBICAL 
REVIEW, 4, Ludgate Hill, London. 


RAUGHTSMAN, for small electrical work, required imme- 
D diately by a large firm of electrical engineers in West London, 
under Government control. Write stating experience, age, and 
salary required. No person resident more than 10 milee away, or 
already engaged on Government work, will be engaged.—7935, 
ELEOTBICAL REVIEW, 4, Ludgate Hill, London. : 


(Continued on next page.) 


SITUATIONS VACANT.—Conünued. 


LECTRICIAN-Wireman, good all-round, lighting, motors and 
tramcar wiring. No person on Government work, or 
eligible for Army will be considered.—2510, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


NGINEER (inelieible) wanted for post of Manager and 
Secretary of supply eompany (temporary) Salary £181 
per annum.—2458, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


XPERIENCED Man,for maintenance of electric motors. No 
person resident more than 10 miles away, or already engaged 

on Government work, will be engaged.—MARRYAT, 28, Hatton 
Garden, E.C. 1. 7944 


——— 


XPERIENCED Tester required by large firm of Electrical 
Contractors, ineligible for Military Service. No person 
resident more than 10 miles away, or already engaged on Govern- 
ment work, will be engaged. — 7949, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


ITTER and Turner, used to Tramway machine shop work. 
No person on Government work or eligible for Army will be 
considered.—- 2512, ELECTRICAL REVIEW, €, Ludgate Hill, London. 


ee =. ——MÀ eee —À — 


N 


NSTRUMENT Maker, used to turning and fitting brass and 
ebonite parts to extreme accuracy, for responsible position on 
work of national importance; must be able to read drawing and 
use micrometer. Character must bear strictest investigation. In- 
teresting work with good prospects for first-class mechanic ; 
location, London, W. Anyone over ten miles away, or on Govern- 
ment work, need not reply.—Address M. M., c/o Dixons, 195, Oxford 
Street, W. 7902 


UNIOR Shift Engineer. Applications are invited for position 
as Junior Shift Engineer; workshop training essential ; 

' wages £2, plus 4s. bonus. Applications, giving particulars of 
training and reason for exemption, to be forwarded to the CHIEF 
ENGINEER, Electricity Works, 50, Eden Grove, Holloway, N. 7. 
7848 


AGNETO Mechanic or Electrical Instrument Maker for 
responsible position in magneto factory under Government 
control ; must be highly skilled and used to light repetition work 
of great accuracy; preference given to one who has been in 
business for himself. Anyone over 10 miles away, or on Govern- 
ment work, need not reply.—Address i" M. M.," cjo Dixon's, 195, 
Oxford Street, W. 1. |— $860 


BCHANICAL Draughtsman required for Works Engineering 
Department of a large factory near London ; some know- 

ledge of building construction essential; permanent position for 
suitable man. No person already engaged on Government work, 
or residing more than 10 miles away, need apply, stating age, 
salary, and full details of experience, to Box 105, clo Mitchell's 


Advertising Agency, 1, Snow Hill, E.C..1. 7941 
EQUIRED immediately for Ce«erorrAT Engineering Works, 
S.E. Londan-Dewagritsman (Mechanical or Marine); Ditto 


«c-Knowledge of estimating weights of castings); Drawing 
Office Clerks (one male, one female). Junior applicants must have 
had several years’ experience. No applicants residing outside 
radius of 10 miles, or already employed on Government work, can 
be engaged.— Write stating age, experience and salary required, to 
7927, ELECTRICAL REVIEW, 4, Ludgate Hill, London. | 


ESIDENT Engineer and Secretary required at once, for small 
direct-current central station, situated in a seaside town, 

West of England. Applicants must have had good electrical and 
commercial etperience, and be conversant with suction gas planta, 
and general wiring business.—Full particulars of past experience 


and present position, with salary required, to 7883, ELECTRICAL 


RaEviEkW, 4, Ludgate Hill, London. 


б-н used to Tramway work. No person on Government 
work or eligible for Army will be considered.— 2611, 
BLEOTRICAL REVIEW, 4, Ludgate Hill, London. 


HIFT Engineer wanted, must be ineligible, small station D.C. 

8-wire, able to do running repairs.—Apply stating experience, 

wage required, and when able to commence, to 2526, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. | | 


HIFT Engineers wanted in certified undertaking ; H.T. А.С. 
turbine experience and good mechanical training essential.— 
Apply stating age, full qualifications, wage required, &c., and when 
able to commence, to THE SCOTTISH CENTRAL ELECTRIC POWER 
Co., 1, Kirk Wynd, Falkirk. 7912 


—————————Ó——— 


Soo (See advertisement May 25th, 1917). Selling 
Agents wanted in chief towns except Birmingham and 
Manchester. Applicants please send full particulars and qual fi- 
cations.—SILUMINITE INSULATOR Co., LTD., The Green, Southall. 

7846 
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SITUATIONS VACANT.—Continusd. 


WITCHBOARD Attendant wanted (ineligible) to take 8-hour 
shifts. System, 3-wire D.c. with battery. — Applications 
stating experience and salary required to the ENGINEER, Electricity 
Supply Corporation, 93, High Road, Chiswick, W. 4 7950 


* CYWITCHBOARD Attendants, ineligible, with experience in A.C., 

E.H.T. and D.C. stations.—Apply with full particulars of 
experience, enclosing ‘copies of testimonials, NORTHAMPTON ELEC- 
TRIC LIGHT AND POWER Co. LTD., 25, Bridge Street, North- 
ampton. | 7962 


ELEPHONE Mechanics, bench hands, assemblers ; also Elec- 
trical Testers, war work. Released men given the preference. 


Permanent. Good wages; London Works.—7958, ELECTRICAL : 


REVIEW, 4, Ludgate Hill, London. 


ANTED, a Man capable of carrying out repairs to railless 

cars; electrical knowledge of secondary consideratien 
compared to mechanical experience. One accustomed to petrol 
vehicles would be trained in the electrical portion of the work.— 
7952, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, by a firm in the S.E. district engaged on munition 
work, first-class Telegraph Mechanics. -No person resident 
more than 10 miles away, or already engaged on Government 
work, will be engaged.— State age and experience to 6125, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London 


ANTED, competent working Colliery Electrician, thoroughly 
experienced in three-phase high-tension Plant. — 7926, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, Draughtsman for the mechanical design of large 
electrical direct current machines. Nobody engaged on 
Government work will be accepted.—Write or apply to the nearest 
BoARD OF TRADE EMPLOYMENT EXCHANGE, mentioning this paper 
and No. A2631. 7346 


ANTED, Electric Cable Jointers Mate, for work in the 


Barnet district.— Apply, ELECTRIC LiGHT Co., 41, High 
Street, High Barnet. ` 2527 


ANTED, for generating station in Manchester district, 

Switchboard Attendants (ineligible for Army), or men 

with electrical experience willing to be trained as such. Good 

wages.—Apply stating age, experience, and when at liberty, 7841, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED in London, the assistance of Superintendent or 
Workman in spare time, in carrying out experiments in 
manufacture of pressed and moulded electrical insulations 
material ; must have good knowledge of such work. No person 
resident more than 10 milos away, or already engaged on Govern- 
ment work, will be engaged.— Write G. C. R., clo Dawson's, 121. 


Cannon Street, E.C. 4... . _____ 2532 
ID : - s —-+——. 


үү 750, invalided young officers with electrical experience 

willing to act as Switchboard Attendants in a generating 

enim Good salary.—7661, ELECTRICAL REVIEW, 4, Ludgate Hill, 
naon. 


Y \ J ANTED, опе or two Draughtsmen with experience im civil 

and mechanical engineering work, in connection with 
layouts for electric power stations ; also Assistant to act as clerk 
of works.—Particulars of experience, age, salary required, to THE 
YORKSHIRE ELECTRIC POWER СОМРАНҮ, Wellington Road, Dews- 
bury. — 1942 


АД КОЧ electric motor firm require Representative with 
first-class connections. — Apply, in confidence to 17929. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


EMAN, good all-round man, ineligible, used to lighting 

- motors, telephones and bells &o. No person on Govern- 
ment work will be engaged.— Apply giving full particulars, to your 
nearest EMPLOYMENT EXCHANGE, mentioning No. A2988. 7189 


ORKING Manager to carry on old Electrical Contractor's 

Business while owner on Service. Applicants must be 

over military age, and have thorough practical experience of 

installation. and maintenance work, and capable of interviewing 

and estimating ; or would entertain offers to purchase business.— 
2440, ELEOTRIOAL REVIEW, 4, Ludgate Hill, London. 


APPOINTMENT FILLED. 


"7 8 9 June 8th.—Shift Engineer.—The advertisers beg 
e tothank' applicants for their communications, and 
to announce that the vacancy is now filled. 7943 


(Continued on nt pags.) 
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'RICAL REVIEW SUPPLEMENT. 18 


SITUATIONS WANTED. 


prepaid Advertisements are inserted under this heading at the rate 
of C One nny Per Word (minimum le.) Three Consecutive Insertions for 
she price of two, if ordered and prepaid with first insertion. 
Box Number and ELzcrRICAL Rxvigw address count as seven words. 


PPLICANT requires position as Works Manager or Superin- 

dent in electric cable works. Own cheap rubber, bitumen, 

and gutta-percha mixings. Can manufacture and estimate for 

everything inthe above business. Military apnd —2549, ELEC- 
TEICAL REVIEW, 4, Ludgate Hill, London. 


OLONIAL.—Salesman (51), energetic, with engineering, cable 


and accessories knowledge and past colonial experience, is - 


desirous of representing British manufacturer in Africa or 


Australia; highest references. — 2505, ELECTRICAL REVIEW, 4, 
Ludgate Hill, London. 


LECTRICAL Engineer desires position as substitute, London. 
Good commercial, drawing, estimating. Experience power- 


lighting installations.—2553, ELECTRICAL REVIEW,4, Ludgate Hill, 
London. 


LECTRICAL Engineer, ineligible, experienced central station 
» management, mains and installation, desires responsible 


permanent position.—2481, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


LECTRICAL Engineer seeks position. Until recently on 
electrical instruments of шет importance for Govern- 
ment.—2538, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Engineer (44). 11' years’ experience of installation 
and maintenance work, and ten years as Electrical Surveyor 
with leading insurance companies; wide knowledge of special 


service work; salary required £250 per annum.—2529, ELEOTRIOAL 
REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Engineer (47), nine years high explosives and 

chemical factories, home and abroad, capable in erection 

and maintenance, 30 years’ general ‘electrical experience.—-2486, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Engineer (47) wants charge small central atation 
or large estate. — 2509, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 
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LECTRICAL Foreman Engineer, thoroughly experienced ; 
plant, power, erection, lighting, &c.; installations, esti- 


mating ; over 20 years' practical experience.— 2459, ELEOTRICAL 
REVIEW, 4, Ludgate Hill, London. 


LECTRICIAN and Mate wants piece work or contract, light, 
bells, ‘phones, motors. —COWLING, 95, Chatsworth Road, 
Clapton. | 2540 


ee —————— 
LECTRICIAN, light, bells, рое. jobbing ornew. Ineligible. 
4 —E., 109, Cornwall Road, W 2552 


LECTRICIAN, working foreman; estimating, uporvining, 
every branch. Plant, power, distribution, mains ; highest 
references.—6, Bickerton Road, Highgate, N. 19. 2556 


LECTRICIAN - Wireman (young), rejected. Lifts, lights, 
Motors. Some mechanical experience.—40, Rowfant Road, 
S.W. 17 2551 


| piena (ineligible) mechanical, electrical, seeks responsible 
post, clerk of works or charge, wide experienoe, erection, 
maintenance and central station, control of men.—References, 
A. G., 94, Shrewsbury Road, Forest Gate, E. 7 2468 


NGINEER, life experience steam, gas or oil, requires charge of 
country house installation ; 20 years' testimonials from one 
estate, two years’ war service.—N ICHOLLS, Power House, R.N.D. 
Camp, Blandford. | 2497 


RADUATE, with extensive experience design, manufacture 
and installation of electrical apparatus for collieries, factories 
and warships, desires engagement on National work. Age 35, 


ineligible. Salary, £500.—2483, Bierce REVIEW, 4, Ludgate 
Hill, London. ' = 


WO Electrician-Wiremen disengaged ; all-round experience ; 


Government work only ; anywhere : London rates.—TURNER, 
11, Park Road, Hounslow. 2555 


PARTNERSHIP. 


Cheap prepaid Advertisements are inserted under this heading at tne rate 
of One Pean Per Word (minimum 1s.)  t'hree Consecutive Insertions for 
the price of two, if ordered and prepaid with flrst insertion. 

Box Number and ELmorRiIcAL Review address count as seven words. 


OCKET Lamp Batteries. Advertiser, expert in the manufacture 

of al) kinds of Dry Batteries, wants reliable firm or person 

to form company to make batteries for pocket lamps, torches, bells, 
telephones, &c. ; enormous sales, large profits ; or otherwise would 


` wel formulas. — 2489, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


AGENCIES. 


prepaid Advertisements are 1nserted under this h at the rate 
of Or One Penny Per Word (minimum 18.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 
Box Number and ELECTRICAL Review address count as seven words. 


LONDON Firm of Wholesale Suppliers requires the services 

of live Representatives in various parts of the country to 

take up the sale of some special lines in Lighting Accessorieg and 

Electrical Novelties. Applicants must have first-class connection 

in the trade, and be able to influence business amongst large 

contractors and retailers of electrical goods.—2467, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


———— 


NGINEER, about to open establishment specialising in repairs 

to all kinds of electrical machinery and appliances, desires 

to communicate with agents who can introduce suitable business.— 
2542, ELECTRICAL REVIEW, 4, Ludgate Hill, London. ‘ 


FOR SALE. 


+ 


Messrs. THE BRITISH ELECTRICAL SUPPLY STORES 
Transfer Works, 


WHITLEY BAY, Northumberland. 
Telegrams : ‘ Transfer,” Whitley Bay. 


ELECTRICAL PLANT FOR SALE. 


OUR 375-Kw. Williams-Siemens Sets. Engines, three-crank, 
triple expansion, built for 180 Ibs. “ш pressure, installed 

between 1897 and 1899. 

Two similar but with E.C.C. Dynamos, ' installed in 1901. All 
generators can be run either as shunt (460/500-volt) or com- 
pound (500/550-volt) wound generators, and are complete 
with field rheostats, &c. 

Two Surface Condensers by Cole, Marchent & Morley, each con- 
taining 2,500 square fept cooling surface. 

Two Compound steam-driven Air Pumpe, capacity suitable for 
working with one of above condensers. 

Pwo, exactly alike, 100-Kw. Steam Generating Sets, 460 volts, D.C. 
Generators (Mawdsley), complete with switchboard, cable, 
and boilers. 

Three 140-H.P. Scott & Mountain 8-pole D.C. Motors, 500 volts 
starter, pulleys and rails. Speed 555 R.P.M. 

Oae 80-H.P. Саз Engine, magneto ignition ; make, Netional. 

One 25-H.P. D.C. Siemens protected type Motor, shunt wound ; 
speed, 900 R.P.M. approximately, 400 volts. 

Two. exactly alike, 100-H.P. Crossley Suction Gas Engines, direct 

А coupled to two Lancashire Dynamos, 550 volts, 120 amps., 
200 R.P.M., 2 complete seta Gas Generators for 100 H.P. com- 
plete with switchboard. Immediate removal. 

One Tram Type 20-H.P. Controller, crane rated. 

One Dynamo, 120 volts, 25 amps., complete with switchboard. 

One MEE (Flathers), 900- volt, 2-phase, 1440 R.P.M., 28 amps., 

50. periods, slide saila, pulley and atarter. 

Three 80-H.P. Siemens A.C. Motors 

One Allans Steam Generating Engine, extended box Déà + eme- 

rator compound, 70 1.H.P., perfect condition, cheap quick sale 

Two 3-H.P., D.C., 240-volt, 4-pole, shunt-wound Motors, switoh- 
boards and pulleys. 

One 35-н.р., D.C., 4-pole, enclosed, 500-volt Motors, 500 mRJP.M., 
spare armature, complete. 

One 28-H.P., D.c. Motor, 460 volta, make Brush Electrical Co. 

One 40-H.P. "Motor, 3-phase, 440 volta, 40 cycles, slip ring, complete — 
regulator, make Mather & Platt, no starter. 

Ono 2000-Kw., Willans-Bruce Peebles, 6000-volt, 3-phase, 40-period 
- Turbo-Generator, fitted with surface condenser. : 

One Westinghouse 40-H. P. Motor, 200 volts, 50 cycles, 710 R.P.M. 


All Electrical Plant is tested by a well-known Insurance Co. 1120 


GENERATING SET FOR SALE. 


ux Generating Set, comprising : — 


Browett & Lindley compound engine for 120/160 lbe. 
steam pressure non-condensing direct coupled to G.E.O. 
3-phase alternator, having an output of 220 KW., at 
500 volts, 50 cycles, complete with dlrect coupled 
exciter, glso g¢witch board. 


Above represents opportunity of securing od moderm 
plant at a reasonable figure. 


Full specification and price on application to 
THE PH(ENIX ELECTRICAL CO., 
32—36, Broomielaw, 


Glasgow. 1940 
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FOR SALE.— Continued. 


* 


FOR SALE. 


50 5 Generating S et, engine by Davey Paxman & Co., 
direct-coupled to E.C.C. Dynamo, 220 volts, 
230 amps., 560 revs. ` 
50-Kw. Steam Generating Set, direct- -coupled to Dyiiamo, 
` 500 volts, 100 amps., 500 revs. 
Two Electric Locos., 2 ft. 6 in. gauge : capacity 30/35 tons 
on the level at a speed of 5/6 miles per hour, 500/600 
volts. 
Self-contained Sandycroft Hoisting Engine, 7-in. cyls., 
12-in. gtroke. 
Hori. Cond. Engine, by Marshalls, with cyl. 16-in. dia. 
by 33-in. stroke. 
Vert. Comp. Corliss Cond. Engine, by Goodfellow, 13-in. 
and 24-in. cyls., 24-in. stroke. 
Two Vert. Comp. Engines, by The Brush Co., ‘with cyls. 
8-in. and 15-іп. dia. by 10-in. stroke. 
Three Cross Comp. Hori. Engines, by Robey & Co., with 
8J-in. and 141-in. cyls., by 16-in. stroke. 


ATALOGUE of Stock MACHINERY. 2-3000 LOTS, 


Free on Application. Inspection invited. 
THOS. W. WARD, LTD., ALBION WORKS, 
Tel. : “ ForwaN, Sheffield.” SHEFFIELD. 


R. H. LONGBOTHAM & CO., LTD., WAKEFIELD, 
and at Milburn House, Newcastle-on-Tyne. 


Tel : { 44 Wakefield. · Telegrams : 
* 1867 Newcastle, “ Engineer, Wakefield.” 
FOR SALE. 


NE Generating Set. 600-kw. Generator by Parkers, 

500 volts, D.C., ; Engines b y Belliss & Moroom, Ltd. ; 
Cylinders 16)" x 23" x 42" stroke. Complete with 
surface pile a motor-driven air and circulating 


pumps. 

350-Kw. Alternator, by the B.T.H. Co., 550 volts, 3-phase, 
50 cycles, with Barclay's cross compound horizontal 
Engines, 26° and 40" oyls. x 4-ft. stroke. 

Generating Set, 145 Kw., with 250-H.P. vertical Cross 
Compound Condensing Engine by J. & H. McLaren ; 
Alternator by Ferranti, 2,000 volts, 50 periods. 

Two.motor-driven Air Compressors, by Reavell, capacity 
320 cub. ft., with 65-H.P. Westinghouse Motors, 440 
volts, 3-phase, А.О, 

Waddle Patent Fan, capacity 20,000 cb. ft., with Motor, 
550 volts A.C., 25 H.P. 

Mirrlees-Watson Condenser ; ; 30,000 lbs. steam per hr. ; 
3,000 aq. ft. cooling surface. With separator. 5277 


FOR SALE. 


— 


Urbaa District Council of Dartford. 


опо Tee 
> p 


FFERS are invited for one Ledwards Evaporati 
(10,000 Ibs. of steam per ho ath air pump. 
The рав can ЮФ = ес ру appointment on application to 
ER, Engineer and Manager, Electricity Works, 
riory Road, Dartford, from whom a short specification and form 
of tender can be obtained. 

Sealed offers, in envelopes endorsed “Tender for Plant," must be 
delivered at the Council Offices, Dartford, not later than noon on 
Four 12th. 

W. KAY, 


Clerk to the Council. 
Council Offices, Dartford. 
16th June, 1917. 


FOR SALE. · 


NB Crossley " Z.A.E.” Type Gas Engine, 140 B.H.P. on town's 
gas, 119 B.H.P. on producer gas, 200 R.P.M., complete with 
small engine and air-compressor for starting. Engine No. 54666. 
One 200/220-volt, 400-ampere, 650-R.P.M., 6-pole Generator, by 
Mawdsleys, Ltd. 
dt whole forming a very fine up-to-date plant in first-class 
о 
Price £750 nett, f.o.r. тёшек 


THE PH(ENIX ELECTRICAL CO., 
32—36, Broomielaw, 


Glasgow. 7806 


WO Dynamos, 900 amps., 110 volts, 450 R.P.M. 
One Battery, 37 cells, 7-plate Chloride. . 
One Dynamo for charging above. 
One Switchboard for above. 
One 5/6-н.р. Motor, 460 volts, B.T.H. 
One 6-Kw. Dynamo, 110 volts, Barton. 
One 6-Kw. Dynamo, 110 volts, Holmes. 
One 9-Kw. Dynamo, 110 volta, Crompton. 
One 24-Kw. Dynamo, 220 volts, Royce. 
Three 3-H.P. Motors, 220 volts, ‘Siemens. 
` One 200-KW. Steam Turbine at 500 volta. 
1'27-н.р. P.T. Motor, 440-volts, Barton. 


1662, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 
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FOR SALE.—Continued. 


GENERATING SETS FOR SALE. 


NE Generating Set, comprising Belliss compound 
Engine, direct coupled to a 6-pole shunt-wound 
Generator, by Mavor & Coulson, Ltd., having 
an output of 150 KW, at 110 volts, 435 R.P.M. 


Gne Generating Set as above, but 70 KW., 110 volts, 


450 R.P.M. 
Both Sets are modern, and in first-class order. 


THE PH(ENIX ELECTBICAL CO., 
32—36, Broomielaw, “= 


Glasgow. 7805 


DYNAMO FOR SALE. 


OR SALE, owing to modification of power supply, one new 

500-kw. Compound - wound 500- volt, 200 - R.P.M. Dynamo. 

complete with outer journal bearing, half ooupling, U base-plate 
and foundation bolts. 


Delivery from stock at once. 
Full Specification of construction and price on application to— 


PHŒNIX DYNAMO МЕС. CO, 
~ Thornbury Works, 
Bradford. 
7960 


FOR SALE. 


On Sulser 3-stage Mining Pump, horizontal, 11” suction, 

11" discharge, 1,500 gallons per minute, 650 ft. vertical lift ; 
phosphor bronze impellers, coupled to 500-H.P. motor, 3-phase, 
500 volts, 50 periods ; cable, panel, liquid starters. Equal to new. 
- Two horizontal 3-throw Mining Pumps, Frazer & Chalmers. 
Gun metal rams, 62" diameter, 1,000 gallons per minute, 650 ft. 
vertical lift 9 coupled to 175-H.P. motors, 3-phase, 50 volts, 
50 periods ; panels, liquid starters, cable. Equal to new. 

Motor Generator, 4-pole, shunt wound, 400 volts, 850 revs., 
ср to generator, 4-pole; shunt wound, 230 volta, 100 ampse., 

reys.. stafting switch and rheostat ; Lancashire’ ‘Dynamo Co. 

A vig to new. Seen Manchester. | 

One Switchboard ; four polished slate panels, 8 ft. long by 5 ft. ; 
27 power and lighting switches, 2 ammetera, 150 amps., 1-300 
amps., and fuses. Seen Manchester. 


THOS. OXLEY, LTD., 


Shiloh Works, 
Sheffield. 


"Phone : 4630 (6 lines). 


Telegrams : “ Ironical, 


Sheffield.” 7951 


A.C. MOTORS. 


550-Н.Р., 400 volts, 365 revs., 3-phase, 50 су. 
350-H.P., 500 volta, 480 revs., 3-phase, 50 cy.- 
300-H.P., 420 volte, 480 revs., 3-phase, 50.су, 
275-Н.Р., 400 volts, 385 revs., 3-phase, 40 cy. 
.50-H.P., 400 volts, 720 revs., 3-phase, 50 cy. 


D.C. Motors. 


40-H.P., 230 volts, 650 revs., shunt-wound. | 
20-H.P., 220 volts, 1190 revs., shunt-wound. 
19-H.P., 230 volts, 700 revs., shunt-wound. 
17-Ħ.P., 220 volts, 550 revs., compound-wound. 
164-H.P., 230 volts, 600 revs., shunt-wound. 
44-H.P., 220 volts, 850 revs., shunt-wound. 
3-H.P., 210 volta, 1250 rev8., Shunt-wound. 


C. L. TURNER, 49, Deansgate, Manchester. Tel. 1603 City. 2543 


ERITH U.D.C. 


"RS ERITH URBAN DISTRICT COUNCIL are prepared to 
consider offers for the purchase of :— 

One “ Bettington" type Water-Tube Boiler, evaporative 
capacity 10,000 lbs., at 160 lbs. working pressure, with all 
accessories, in excellent working condition. 

" Purchaser to bear cost of dismantling and removal. 
Offers to reach the undersigned, from whom all particulars may 


- be obtained, not later than JULY 28th. 


JOHN CHARLES WILLIAMS, A.M.LE.E., 
Engineer and Manager, 


Walnut Tree Road, Erith. 7956 


(Continued. on neat page.) 
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FOR SALE.—Continued. 


ELECTRIC MOTORS. 


Сул or hire. Second-hand Machines in stock. ARMATURES 
and Coils repaired at shortest, notice. N: 
. ^. THE TITAN ELECTRICAL 00., 


, 9/11, Eagle Street, W.C. 
"Phone: Central, 13,191. ` 6493 


Cheap prepaid Advertisements relating to second-hand goods and specified 
Articles are inserted under this heading at the rate of One Penny Per Word 
(minimum 1s.. Three Consecutive Insertions for the price of two, if ordered 
and prepaid with first insertion. + 


TRADE RATES ON APPLICATION. 
Box Number and ELEzCTBIJAL Review address count as seven words. 


NUMBER of Moving'Coil Voltmeters and Ammeters, 6" and 

8" dials, in good order ; quantity of Simplex fittings, elbows, 

tees, &c.; also a quantity of Empire tape.—39, Walsden Street, 
Olayton, Manchester. 7939 


.C. Motors, Sale or Hire.—10 H.P., 3-phase, 200 volta, 50 cycles ; 

6 H.P. ditto ; 6 H.P., 400 volts. Single-phase Motors, 3 H.P., 

200 volts, 90 cycles; 5 H.P., 110 volts, 50 cycles ; 1‘H.P., 14 H.P., 
2 H.P., 9 H.P., all 200 volts, 50 cycles; 4 H.P., three-phase, 420 
volts, 50 cycles.—E. P. ALLAM & Co., 107, Gray’s Inn Road, W.C. 1. 
i 7936 


ABLE, 110 yds., 7/208 twin paper-insulated, lead - covered, 
armoured, two layers steel tape, juted overall, new, £14.— 
CRAVEN ELECTRIC Co., Skipton. 2442 


ASING and Capping (American Whitewood) for Sale; also 
Clearing Lines. — THE WEST OF ENGLAND JOINERY Co., 
LTD., Plymouth. - 2460 


ONDUIT Fittings, screwed and slip, 50% off list.— TURNER, 
25, Station Road, Willesden Junction. 2521 


ROSSLEY Gas Engine, 8/10 H.P., electric light type, two fly- 
wheels, tube ignition, works No. 29056; and Crompton 


Dynamo, 110 volts, 45 amps., works No. 3700. Been used as ‘ 


stand-by set in flour mill when main engine stopped. Only run 
intermittently and in good: order. Would sell engine separately. 
Cheap.—Apply, SHAW, 66/68, Brook Street, Hull. 


.C. Motors, Sale or Hire.—530 volts, 13 H.P., 2} H.P. ; 480 volts 

li H.P., 2. H.P., 3 H.P., 5 H.P., 6 H.P., 10 H.P., 20 H.P.; 400 

volts, 2 H.P., 8 H.P.; 200 volts, 1 H.P., 14 H.P., 2 H.P., 3 H.P., 5 H.P., 
10 H.P., 20 H.P.—E. P. ALLAM & Co., 107, Gray’s Inn Road, W.C. 1. 
‚ 7937 


,YNAMO, four-pole, compound-wound, I100-volt, 250 amperes; 
new, as delivered, £105, Motor, 20-B.H.P., 460-volt D.c. 
Interpole, with Igranio starter complete as mew, £70. amo, 
Crompton bi-polar 100-volt, 200 amperes with slide rails, and pulley 


and regulator compound wound, £35.—Apply ALLAss, Rridgewater . 


Street, Wapping, Liverpool. 2418 
YNAMOS, 3000, 1500, 1000 and 750 amperes at 6 volts; also 
smaller sizes. Machines let out on hire.—CANNING. & Co., 
Electro-Platers Engineers, Birmingham. 7769 


IGHT, 12, 17 and 27-H.P., 110-volt, shunt-protected Motors. 
All in sound running order.—DRUMMOND & Co., Commercial 
Street, Middlesbrough. 7873 


LECTRIO Motors and Dynamos, Sale or Hire. Always a large 
stock of nearly new guaranteed machines. Immediate 
delivery —ELECTRO-GENERATOR CO., 14, Shepherd's Bush Road, 
W. ‘Phone: 488 Hammersmith. 2530 


LECTRIC Motors.—Large selection, new and second-hand, in 
stock for immediate delivery.—MALCOLM & ALLAN, LTD., 
499, Eglinton Street, Glasgow. 2522 


NGINE and machinery-cleaning Waste, good quality, excellent 
value. Price 34s. 9d. per cwt., carriage paid, cwt. bales.— 
DuxsuRY, Rag Waste Merchant, Nottingham Street, Bolton. 2461 


OR Sale, Blectrically-Driven Three-Throw Pumpe, 7 in. by 8 in 
stroke, direct-coupled to 500-volt c.c. Motor.— WILLIAMS 
AND Sons. 37, Queen Victoria Street, London, E.C. | 7882 


OR Sale or Hire, high class Dynamos, Motors, Alternators, Cable 
and Arc Lampe.—PERCY HUDDLESTON & Co., 72, Finsbury” 
Pavement, E.C. 2455 


OR Sale or Hire, 1-H.P. to 30-H.P. Guaranteed Machines.— 
MACDONALD, SYER & Co., LTD., 295, Gray’s Inn Road, W.C. 
: 1883 


OR Sale (second-hand), immediate delivery, one marine type, 
slow-speed, Corliss valve Engine, coupled direct to 800 Kw., 

D.C, electric generator, 1,250 volts.—May be seen working any 
day on application to C. NEWTON RUSSELL, Chief Electrical 
Engineer, Shoreditch Borough Council, Electricity Department, 
Coronet Street, Shoreditch, N. 1906 


2488, - 
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FOR SALE.— Continued. 


| OR Sale, Stock of Working Electrician: Electric Light Fittings 

and Accessories, Bell, Accessories, &c. One Lot or separate. 
—GRIFFITHS, ‘‘ Oakdene,” Woodgrange Avenue, North Finchley. 

2513 

Ke Sale, Surface Condensing Plant, by Wheeler, with vacuum 

gauge and two-throw steam driven Air Pumps, by Allen 

and Sons.—MADEN & MCKEE, LTD.. 317, Prescot Road, Liverpool. ` 

7870 


OR Sale, two 500-Kw. Parsons Steam Generators, 500 volts, 
180 steam pressure.— WILLIAMS & Sons, 37, Queen Victoria, 
Street, London, E.C. - * 1880 


OR Sale, 5, 10, 20. 30, and 50-H.P., 2-phase А.С. Motors, com- 
plete with starter, slide rails and pulleys. ; 1, 2, 3, 5, 15 and 
25-H.P. D.C. Motors, 230—440-volt, complete with starter, slide rails ` 
and pulleys; D.P. and triple-pole switch and fuses, interlocking 
cases, H. O. pattern, 20 to 200 amperes capacity ; several Generators, 
100 volts —230 volts, all robust and first-class material, guaranteed 
for a period of 12 months exclusive fair wear and tear. -Apply 
" MACHINERY," 62, Bradford Street, Walsall. 7934 | 


OR Sale, 100-amp., 110-volt, three-bearing Generator ; maker, 
Thomas Parker. — Apply B. FRENCH, Electrical Engineer, 
Kidderminster. | 2435 


OR Sale, 120-kw. Steam Generating Set, 230 volts, 500 amps., 
350 R.P.M.; immediate delivery.—--WILLIAMS & Sons, 37, 
Queen Victoria Street, London, E.C. 7881 
AS-Oil Engines, 1 B.H.P, £7; 2 B.H.P., £8; 3 B.N.P., £10 
108. ; 5 B.H.P., £12 10s. New, guaranteed. Also secondhand. 
—BiNNS, 49, Ripon Street, Gateshead-on-Tyne.  » 2606 


——— eee 


ENERATING Sets, two 375-Kw., triple-expansion enclosed 
engine, 440/550 volts D.C. ; one 275-kw. Willans-Westinghouse, 
A.C., three-phase, 50 periods, 2200 volts; Generator, 200-KW., 
compound, 500 volta; А.С. Motor, 40 periods, three-phase, 275-H.P. 
All immediate delivery.—JENNINGS, West Walls, Newcastle-on- 
Tyne. 7125 
—————— а а агаа 
ENERATORS, 120, 250, 500, 1000 watts ; ball bearings. New, 
guaranteed.— Binns, 49, Ripon Street, Gateshead-on-Tyne. 


2507 

FN ENERATORS, 220-volt, 32, 40 and 50-Kw,/ 10,8 and б-н. 
Motors, with Starters. — MARTINS, 320, Witton Road, 
Birmingham. NC 2546 


AMPS, Metal Filament, British made ; 4800 250-volt, 32 С.Р. ; 
1000 20/25 C.P.; at 18. 4d. each to clear.— PATERSON AND 
SERVICE, 38, Bath Street, Glasgow. 1908 


ARBLE Generator Panel with Wattmeter, highest class, 
2000 amperes, 200/250 volts, all instruments and connecting 
cable; about 10,000 Carbons, mostly 13 m/m cored; quantity 


EERTE: 


Walls, Newcastie-on-Ty uo. 1196 
OTORS, D.C., new. Ball bearings, {-Н.Р., £o 100.: $-н,рР„, £8; 
1-Н.Р., £10.10s. ; 14-Н.Р., £13 10s.; Starters, 1 to bv-x р. 
cheap.— BINNS, 49, Ripon Street, Gateshead-on-Tyne. 2608 


IL Engine, 16-H.P., Hornsby ; Dynamo, 40 amperes, 220 to 
280 volts ; battery charging Switchboard ; Oil Storage Tank, 

800 galls. ; or the whole complete plant.—JOHN RICHARDS & Co., 
9, High Street, Burton-on-Trent. | , 2647 


VENS, Electric, Credenda and Dowsing, new.—Apply, JOHN 
RICHARDS & Co., 9, High Street, Burton-on-Trent. 2548 


UANTITY of Langdon-Davies, single-phase, 50-cycle Motors, 
210 volts, 12 to 30 H.P., with starters.— MARTINS, 320, 
Witton Road, Birmingham. 2407 


HUNT-WOUND. 105/140-volt 110-amp. Dynamo, by Electrio 
Construction Co., No. 6313, year 1901, carbon brushes, 570 
R.P.M., weight about 35 cwt., price £55.—WILTs Toy Co., Radnor 
Street, Swindon, Wilts. 2554 


HREE Steel Poles 25 ft. long by ł in. thick, £3 each.—THE 
LONDON ELECTRIC FIRM, Croydon. 7925 


HREE 300-amp., 110-volt Dynamos, 700 R.P.M., compound 
wound.—MaRTINS, 320, Witton Road, Birmingham. 2409 


RANSFORMER, Brush, 3-phase, 130 K.v.A., oil cooled, 6,600 

volta to 400 volts, with neutral'tapping, been used five years’; 

offers invited without oil, f.o.r. near Bradford.-— 2475, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


WO new Plating Dynamos, 1,000 amperes, 10 volts, 750 revs. 
per min. ; one ditto, 1,250 amperes, 15/25 volta, 500 revs. per 
min. ; from stock.—CuTTING Bros., LTD., Stamford. . 1954 


" (Continued on neat page.) 
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FOR SALE.—Contmue. 


TWO T-H.P., 440-volt, compound, protected Motors by Klectro- 
motors, -450 revs. Perfect order. Ready for work.— 
DRUMMOND & Co., Commercial Street, Middlesbrough. 7876 


| WO 50-H.P.,.220-volt, series-wound Crane Motors, totally 
enclosed, by Westinghouse.—DRUMMOND & Co., Middles- 


brough. 2535 


i M 114-KW., 210-volt multipolar shunt-wound Generators, 

three-bearing belt-driven type; also one 44-Kw. ditto, com- 
pound wound. All ready for immediate use. —DRUMMOND & CoO., 
Commercial Street, Middlesbrough. 7872 


WO 130-H.P. 210-v. Motors, 300 revs. (by Bruce Peebles) in 
| new condition. Seen running.—A. UNDERWOOD, 3, Queen 
Street, E.C. ; 7963 
NIVERSAL Testing Set. Insulation and Voltage tests, Magneto 


or supply voltage, cheap. new.—W.S., 26, Haydon Park Road, 
Wimbledon. ; | 2525 


1-H.P., 220-volt, totally-enclosed V enty Motor, quite new. 
2 Also 12-H.P. protected Motor, compound wound.— DRUMMOND 
AND Co‘, Contmercial Street, Middlesbrough. i 7815 


————áÀ 
— ——— M MM cat 


S" AY Distribution Board and water-proof с.т. Case, 34" x 31”, 
with safety fuses for 8 motors, 20-100 amps, ns good as new, 
£8.—R. BECKER & Co., Lirp., 53, City Road, Е.С. 7896 


] 0 [1 1 -B.H.P. horizontal Gas Engine by Westinghouse, 

type B.E. 4, with magneto, electric lighting type. 
complete with tank and all fittings ; only run intermittently 
over four years.—DRUMMOND & Co., Commercial Street, Middles- 
brough. 7871 


] э 100-volt, 150-amp., compound-wound, 6-pole Dynamo. 
three-bearing type with pulley. Little used.—DRUMMOND 
AND Co., Commercial Street, Middlesbrough. 1874 


p, -H.P. Motor, 100 volts, as new; £70.—2177, ELECTRICAL 
& REVIEW, 4, Ludgate Hill, London. 


9 Die Siemens Motor, perfectly new, 400 volts D.C. shunt 
wound, 955 B.P.M., type 180 F.C., No. 55337. —BAUGHAN, 
LTD., Reading. 7961 


Tome = o ——— а: 


9 Fs, -Н.Р., 3-phase, 25-period, 440-volt Motor, 450 n.P.M., totally 
е) enclosed," with .starter.—MARTINS, 320, Witton Road. 
. Birmingham. | 2546 


my ee аа... 


9 AND 34-H.P., 500-volt, direct-current Motors (by Dick, Kerr 


and Co.) complete with Starters, cheap.—PH«NIX Co., 
32—36, Broomielaw, Glasgow. 7948 


-- e ——— 


A40 55 and 50-H.P. Alternating Motors, 2-phase, 50 periods, 

400 or 200 volts, 3-wire or 4-wire system, about 480 revo- 
lutions per min., with startera, slide rails and pulleys in excellent 
condition, guaranteed.—Further particulars and price from 2485, 
ELEOTRICAL REVIEW, 4, Ludgate Hill, London. 


AD HP. 220-volt, series-wewmd Or: ех у 1180 2b-H.P., 
Tramway Suspension- о. Both Westinghouse and 
ND & Co., Middlesbrough. 2536 


totally enclos 


05 Steam (Generating Set, enclosed compound engine by 
Ernest Scott & Mountain, coupled to modern interpole 
D.C. generator, 500 volts. Immediate delivery.— Harry H. 
GARDAM & Oo., LTD., Staines. 7863 


a Sd 
1 ОП) three-phase, 40-period Motor for sale, 440 volts, 

slip-ring wound rotor, all accessories, immediate delivery. 
— JENNINGS, West Walls, Newcastle-on-Tyne. 7905 


eee 

3 0 Ti . Generator, by Westinghouse, 500 volts D.C., 320 R.P.M., 
three-bearing machine, with rope pulley.—HaARRy Н. 

GARDAM & Co., LTD., Staines. 6642 

A A0 "221 Motors, 2, 2}, 73, 10, 22, 28, 150-в.н.р. ; cheap.— 
7946, ELECTRICAL REVIEW, 4, Ludgate London. 


5 OO: Willans & Siemens Turbo-generating Bet, 500 volts, 
3-phase, 50~, 3,000 RE.P.M.—R. WALKER, 2, Oswald 
Street, Glasgow. | 7106 


BUSINESSES FOR SALE AND WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s.. Three Consecutive Insertions for 
the price of two, if ordered and prevaid with first insertion: б 

Box Number and ELECTRICAL Review вдге з count as seven worde, 


Hee Sale. — Electrical Contractors’ Business and Sale Shop 
| (High-Class), established nine years. Plenty of work, both 
installation for power, lighting, bells and telephones. Turnover 
for last two years about £1,700 per year. Suit practical man. 
Low expenses. Owner retiring owing to eyesight troubles. 
Principals only. Price about #500, including stock and plant. 
Freehold of shop and dwelling-house can be purchased if desired. 


— Reply in first instance to 7911 ELECTRICAL REVIEW, 4 
Hill, London, | mmc 


. ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


(June 29, 1917. 


ARTICLES WANTED. 


Ghoos paid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 18.). Three Consecutive Insertions for 
the price of two, 1f ordered and prepaid with first insertion. 

Box Number and ELECTRICAL REYIEW address count as seven words. 


. A CCUMULATORS wanted for refining purposes. Obsolete 

Generating Sets, Dynamos, Motors, and all kinds of 
Machinery. Scrap Cable, Arc Lampe, Meters, Metal Residues, and 
Scrap Metals of every description purchased for prompt cash, town 
or country.—Apply A. Brown & Sons, 142, Lower Clapton Road, 
London, N.E. Telephone, Dalston, 555. Telegrams, Secondhand, 


Lowclap, Londop. Established 1860. ` ` 2092 
QUANTITY of old Hellesen Cells. type 6, wanted.—120, Lord- 
ship Lane, Wood Green, London. 2482 


C. and D.c. Motors (second-hand), any type, any condition, 
. wanted for prompt cash.—4A. LEAROYD & 80м, Bridge Works, 
Heatherley Street, Clapton, N.E. | 2060 


LEAROYD & Son, Bridge Works, Clapton, N.E.—Telephone 
Dalston, 2278 ; Telegrams: Frangible, Lowolap, London— 

buys for prompt cash every description of second-hand Generating 
Sets, Accumulators, Motors, Transformers, old Arc Lamps, Meters, 
Cable, Scrap Metals, Metallic Drosses, &c., &c. Enquiries solicited. 
Established over 50 years. 2061 


LL kinds of disused Plant, Machinery, Scrap Metals, &c., pur- 
chased fer cash. If you have any Generating Sete, Motor 
Dynamos, Steam Engines, Boilers, &c., you wish to dispose of; kindly 
offer same to us. Complete works purchased for dismantling.— 
HARRY H. GARDAM & Co., LTD., Staines. Telephone, Staines POR 


YNAMOS, Motors, Arc Lampe, Meters, Scrap Cable, Iron 
Metals or machinery, purchased for cash in any quantities.—, 

J. Hyams, 11, Glengall Terrace, Old Kent Road, S:E. Telephone : 
3339 Hop. | . 2336 


| ) NGINE and Generator wanted. direct coupled, high speed, 
300/350 H.P.. 220 volts. 150 lbs. pressure. non-condensing.— 
7955, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ENERATOR wanted, modern type multipolar, 30-Kw.. com- 
pound wound. 200 volts; speed 600 or under.—7932. 


- A —Á M ———— 


. H. CHAPPELL, Sons & Co., Midland Wharves Lea Bridge 
. "Road, Leyton, N.E. Telephone: Walthamstow 500.—Cash 
buyers of every description of obsolete Dynamos, Motors, Generating 
Seta, Cable, &c. ; Steam, Hydraulic and Electrical Machinery, Scrap 
Metals, &c.—'Phone or write us. Established 40 years. 2491 


== ~- ч — -— — 


AMPS, 230, 250 volts, drawn wire metal filament. several 

_4 thousand wanted, 30 and 60 watts. Must be cheap. State 

make and quantity offered.- 2539, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. | 


OTORS wanted immediately,460 volts, three-phase_50-periods, 
1!  ejther-eMp-riüg or squirrel cage, with Auto-Transformer 
Séertefs, b, б, 8, 10, 20, 25, 30-H.P., or nearest. Good second-hand- 
preferred.—7866, ELECTRICAL REVIEW, 4, Ludgate Hill, London. . 


OTORS Wanted, 420-volt, 85 cycles, single-phase: two 50-H.P.. 
two 30-H.P., two 20-H.P.—7953, ELECTRICAL REVIEW, 4, 
Ludgate Hill, London. 


IL Engine wanted, about 9-B.H.P., good maker, first-class con- 


dition essential. — Ripour & RATCLIFF, LTD., Electrical 
Engineers, 42, Upper Baker Street, London, N.W. 2474 


LD Electric Lamp Caps Wanted.—Metal Filaments, 35s. 1000. 

. Carbons, 15s.1000. Best prices given for Platinum, or Scrap 
Materials oontaining Platinum. Also Brass, Copper, Zinc and other 
Metale wanted. Spot cash.—H. SCHNEIDER, 12, St. George Street, 
London, В. 1. Telephone: 3605 Ave. 2412 


————— ы ы a CER NO Н 
OQ Electric Lamp Tops wanted in any quantities; metal 

filaments 35s. per 1,000, Carbon 15s. 1,000 or 70s. per cwt. for 
mixed tops. Scrap Platinum £12 per oz., Mercury 3s. 6d. per 1b., 
old Cable,40s. cwt., scrap Copper 90s. cwt., Brass 70s. cwt. Best 
price given for old gold, jewellery and falseteeth. Cash by return 
for goods received.— LEE, 66, Green Street, Bethnal Green, London. 


"nO 2528 
[ESL in any form and quantity, purchased at highest 
prices by DERBY & Co., LTD., 44, Clerkenwell Road, London. 


ne re re re 


pei UM Scrap purchased in large or small quantities: 
- highest value paid. Before selling elsewhere, call or post to 
THE Depot, 156, Charing Cross Road, London, the old and reliable 
advertisers. Established 1850. 2533 


LEEREN ED s 
ECONDHAND, cotton-covered, silk-covered, or enamelled 
Copper Wire, from 26 to 34 S.W.G. ; perfect covering not 
essential. Send sample, price and quantity available.—2454, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


NA Electric Plant wanted for lighting private house. 
—1945, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


(Continued on neat page.) 
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ARTICLES WANTED.—Coninued. MISCELLANEOUS. 
АКТЕР, a Millivolt Meter.—" A. J.," 13, Sunninghill Terrace, WOODWORK. . 
Llanelly. NEN MM |, 2550 RES 
ANTED, a set of second-hand Accumulators, in good con- ARGE Firm in London area, with big quantities of mahogany 


dition, for 50 v., about 30 amps., for 9 hrs. ; also 20 yds. and walnut off-cuts, want contracts for small ү ше 
4 7/148 Twin or Concentric Cable, suitable for laying direct in the motor-car tool boxes, battery or similar cases; small hardw 
ground for 200 volts. —7957, ELECTRICAL REVIEW, 4, Ludgate Hill, work of any character. 


London. Send your enquiries to 7810, ELECTRICAL REVIEW, 4, Ludgate 
Баи RE NAME VE pepe ee Pe ee ен Hill, London, Е.С. 4. ` | 
ANTED, Generating Sets, all ‘sizes, Boilers, Accumulators, 
Dynamos, &c., for export ; also Scrap Cable and Metals. 
| Complete plants purchased.— WILLIAMS & Sons, 37, Queen Victoria OVERHEAD TRANSMISSION LINES. . 
Street, London. "Telephone. 3938 City. T000 


[Ww High, or Extra High Tension, ` 


ANTED, Motor, 20 H.P., semi-enclosed, 440 volts D.c., about consult 


800 revs. with pulley: — 9524, ELECTRICAL REVIEW, 4, Ludgate 


Hill, London. | ` © THE CRAVEN AND DISTRICT TELEPHONE 
Se CM CAMCN IPFI MM C M AND ELECTRIO Co., : 
ANTED, Motors and Dynamos, Motor-Generators, Boosters Skipton. 2443 
and Accumulators.—MaARTINS, 320, Witton Road, Bir- 
mingham. 2541 
о жы, = —Ó ые г. m ee Cheap prepaid Advertisements are inserted under. this peeing at the ше 
х 2 of One Penny Per Word (minimum 18.) ree Consecutive Insertions for 
geet Soveral. AO; › Motor Auto Starters, 10/50 50 H.P., 200/ 220 the price of two, if ordered and prepaid with first insertion, 
volts, 3-phase, 50-cycle circuits.—Full particulars to THE Box Number and ExvectricaL Review address count as seven words. 
|, BRADFORD DYERS’ MESOCTATION, LTD., 39, Well Street, Bradford. 
Е 1928 


DVERTISERS, with workshop in Central London, are open to 


ANTED, Small Plant. Oil engine, dynamo. switchboard additional contracts for small polished condenser boxes. 


and 54 cells, about 150 amp.-hours.—State full particulars | MC 
] to 2541, ELECTRICAL REVIEW, 4, Ludgate Hill, London. FL o BEC. рівно 2007) M UEOTRIGAL BENIEN 4, Ludgate 
ANTED, three 1}-in. to 4-in. Spark Coils to work off 4 volts. : 
Good make essential.—SimMs Motor Units, LTD., Percy MALL electrical constructional work wanted for machine shop 
Buildings, Gresse Street. Rathbone Place, W. 1. 7930 - and mechanical department.—7890, ELECTRICAL REVIEW, 4, 


ANTED, 1 or 1 horse-power Motor, Electric, 230 volts direct Ludgate Hill, London. 


with starter: must be in working condition. — 2434 


ELECTRICAL AL REVIEW, 4, , Ludgate Hill, London. - ANTED, firms, preferably in the London district, who can 
M uU CM A Pee take up the machining of vulcanite mouldings to limit 
ANTED, 2-н.р 2-Н.Р., 230- volt Shunt Motor.—NORTHERN ELEC- gauge and micrometer for electrical instrument work. A con- 
.  TRICAL, Grimsby. 2534 tinuous business is offered.—Simms Motor Units, LTD., Gresse 
p, (y single-phase, @50-period, 200-volt Motor. — Quote, тре | Pathbone рсе, | ids 
giving full particulars, to 2139, ELECTRICAL REVIEW, 
4. Ludgate Hill, London. NEUE NES RUP el I Pt | Where Advertisements are to be answered to a given number 
-V& 50-eycle Motor-Generator to 100-v. D.C., about 14 or I REVIEW е Appl 
© , Office, Applications for names 
200 2 H.P. 230-v. D.C. Generator, shunt-wound, with regu- St the ELECTRICAL = 
lator, 12 to 15 amps. ; also Meters and change-over Switch.—Apply and addresses of the Advertisers will be entirel arded, 
stating make, d diti T 
Tode E ee ae пин om QEON, Tong Mer, ern and Letters giving incorrect Box Nambers will be destroyed. 
Telephone: Museum 333. М 
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| Wholesale, Export & Electrical Supplies, | 


9 DIANA PLACE, EUSTON ROAD, N.W. 1. 
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We hold everything electrical. Please send 
us your enquiries. | 


Li 


Big stocks of Flex and Cable, 5 and 10-amp. 
Plugs and Sockets. Holders of every 
description. ME ! 
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Please write or ‘phone— 


THE EDISON SWAN ELECTRIC | Bi 
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MEGGER 


( a No. 137 gives a full ассои 15 of the construction 


and methods of use of the 
Potential 


Ohmmeter 


and it will pay you to send for a copy. 
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The measurement of low resistances 
is Just as important as that of insulation, 
and leads to as great improvements in 
technical practice. | 
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DISPLAYED ADVE 


RTISENENTS, 


ADVERTISERS will please note that 


NEW COPY and ALTERATIONS to existing Advertisements 


(with blocks) should 
reach here not later than 


MONDAY MORNING. 


Ў The ErzcrRICAL REVIEW is the recognised Medinm of the Electrical 
es, and has BY FAR THE LARGEST CIRCULATION of any 
Electrical Industrial Paper in Great Britain. 


NOTICES RELATING ТО PATENTS. 
Latest time for receiving 9.30 a.m. Thursday. 
John E. Raworth. 


Queen Anne’s Chambers 


28, The Broad 
2 


way, Westminster, 8.W. 


OFFICIAL NOTICES. 
Latest time for receiving 9.30 a.m. Thursday. 


IN THE MATTER OF THE TRADING WITH THE ENEMY 
AMENDMENT АСТ, 1916. 


lps PUBLIO TRUSTEE invites Tenders for the purchase 
of the whole or any part of 119,660 Shares of £5 each, 
fully paid, in Siemens Brothers & Company, Limited, vested 
in him as Custodian by an Order made by the Board of Trade 
in pursuance of Section 4 of the Trading with the Enemy 
Amendment Act, 1916, and dated August 9th, 1916. 

The issued capital'of the Company consists of 120,000 shares 
of £5 each, fully paid. 

The purchasers, who must be British-born subjects, will be 
required to make a sworn declaration as to nationality and 
freedom from foreign control on & form to be obtained from 
the Offices of the Public Trustee. | 

The purchasers wil also be required to satisfy the Public 
Trustee as to their financial and technical ability to carry on 
the business of the Company as efficiently as heretofore, or 
otherwise to the satisfaction of the Government. 

A report upon the Oompany's operations and affairs has 
been prepared by the Company, in conjunction with the Com- 


Messrs. Turquand Youngs & Oo. Copies of this report can 
be obtained, subject as hereinafter mentioned, together with 
copies of the Company's accounts up to Ње 31 December, 
Sd on written application to the Public Trustee, Kingsway, 


All applicants will be required to satisfy the Public Trustee 
as to any matter which he may think fit to investigate before 
copies of such report or accounts will be supplied. 

Intending tenderers who desire to inspect the property of 
the Company should apply to the Public Trustee for an 
authority to do so. 

Tenders must be delivered, sealed, to the Public Trustee, 
Kingsway, W.O., on or before THURSDAY, the 12th Јо, 
1917 (not 14th June, as previously advertised), at 12 o’clock 
noon, and marked on the, envelope, ‘Tender, Siemens 

ares.” i 

The Public Trustee does not bind himself to accept any 
Tender, and reserves to himself all rights in connection there- 
with. Forms of Tender can be obtained from the Public 
Trustee. | 

Dated this 8th day of February, 1917. 

O. J. STEWART, 
Public Trustee. i 
Custodian for England and Wales. 


I NOTE THE CONTACTS 


‘PURE TAPE 


Chartered Patent Agent. 


pany's auditors (Messrs. Price, Waterhouse & Co.) and with. 
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F. WIGGINS & SONS. 


M | C A Telephone. Avenue 2248 


FOR INSULATION. 
102, 103 & 104, Minorles, LONDON. 


HOOPER'S 


Telegraph & Indla-Rubber Works, Ld. 


31, LOMBARD ST., E.C.| MILLWALL DOCKS 
(Established 1860.) LONDON, E. 
HOOPER'S Vulcavised India-Rubber 

Cables for Electrical Work main- 


tain the highest quality, and their 
durability has been proved. 


Te‘anhana ? 1169 Avenue А Na Faet 


AND STRIP, 
&C., &c., 


Telegrams ^ LINEAR London 


ELECTRICAL EEWVIEWV. 


— + 


Bees AND CASES,— Subscribers and bthers can have their half-yearly 
numbers bound handsomely in Black Cloth At the rate of 4s. per annum. 
6d. each.—4, Ludgate Hill, E.C. 4- 


Cases for binding are also supplied at 2s. 


(r" ese ceci] 
e The | 


‘Electrical Review's"' Suggestions 


for dealing with 


Apparent Death from Electric Shock 


should be in every Generating. 
Transforming and Motor House. 


Mounted on Cardboard, 116 each; postage 4d. extra. 


H. ALABASTBR, GATEHOUSE & KEMPE, 


— 


(he 0 
(Cc cc— 


4, Ludgate Hill, London, E.C. 4 
St eee!) 


SLIDING RESISTANCES 


| FOR ne 
LAMP TESTING, METER TESTING, 
ACCUMULATOR CHARGING, 
FURNACE WORK, LOADING, 
LABORATORY . WORK 


ETC. 


BRITISH-MADE THROUGHOUT. 
List Post Free. 


ls: ISENTHAL & CO, Ltd., 


(DEPARTMENT. 8) 
DENZIL WORKS, WILLESDEN, LONDON, К.М. 10. 


{ 
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me FLUVENT Fuse System | 


‘Reg. Trade Mark. (Hope’s Patents) 
For Power and Lighting Circuits. 
E " | SPECIAL POINTS: 


No heating troubles. j 
| | Will stand up to the worst conditions. 
\ ' Every live part shielded. 


Built up of Standard _Units—ail parts 
easily renewable. 


Will clear circuit under the most severe 
short circuit conditions. 


Write for i A~ 
NEW: «uu 


NOW REAOY. 


з ———————— щш 


Deliveries 7—10 days under Class A. 
SOLE MAKERS: 


PARMITER, HOPE & SUGDEN, L7». 


28, мошта Street, S.W. 1 Hulme Electrical Works, | 
Bavid Alexander, Mains 8 St, Waterloo St, Glasgow. MANCH ESTER, Е ug a 


Birmingham & Midlands: $. Thos. Pemberton & Co., 7, Church St, Colmore Row, Birmingham. 
SAMPLE BOARDS CAN BE SEEN EITHER IN LONDON, MANCHESTER OR GLASGOW. 


The Red Book) 


The “Electrical Review's” 
ELECTRICAL AND ALLIED TRADES DIRECTORY 
holds a unique position in the Electrical Industry. It is 
' the best, largest and oldest Electrical Directory in the world. 


] 
| 
| 1917 Edition. Now Ready. 
р 
: 


STATISTICS 


can be made to prove almost anything, that black is white, for example, but 
there is no gainsaying the following statement regarding a recent Edition of 
the “Universal Electrical Directory” :— 


“Though we are constantly using it, we have never yet found a mistake 
tn it.”—TGhe Engineer. 


~ 


i E 
Й 
r 
> 
> LI ý 
4 t, 
a 


Price = = - One Guinea. Pai Free. 


Full particulars Беш 
Н. ALABASTER, GATEHOUSE & KEMPE, 


4, LUDGATE HILL, LONDON, H.C. 4 


К: 
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MICANITE & INSULATORS co: 


WALTHAMSTOW. LONDON, E. 
INSULATING MATERIALS., 


MICA = All grades and qualities in EMPIRE Insulating Cloth, Paper, Linen, 
=; original cases, аэ Imported, аге s Silik and Tape (straight and 
stocked, also Mica cut to size bias cut). 


and gauged to any thickness. 

Mica Washers, Mica Powder and i : 

Mica Splittings. | | PAXOLIN Tre Tubes, Cylinders, 
СЕЕ . &c. (standard апа Admiraity 


MICAMITE, Moulding, commutator ana Fiex- | | qualities). 
ible (standard and heat-resisting 


. grades), Mica Follum, Micanite VARNISHES Yellow and Black Empire In- 


Tubes and Washers, Mleanite ” sulating Varnishes for alr drying 
Cloth and Paper, Commutator or stove drying, also Shellac, 
Pi t a Moulded | Linolac and M.I.C. Compound. 
FIBRE, PRESSPAHN, HORN FIBRE LEATHEROID AND RED ROPE PAPER. 
Tetegrams: “MYTILITE PHONE LONDON.’ Telephone Nos.: 738, 7850 WALTHAMOTOW. 


ijv THE ELECTRIC TRAMCAR HAND-BOOK, šum, 1 
n 
By W. A. AGNEW. ew Workers. 
> Н. ALABASTER, GATEHOUSE & KEMPE, 4, LUDGATE HILL, LONDON. EC.4 | = 
SS 


Telephone :—Central 4703. | Telegrams : “ Seejasir,” Fleet, London. 


CONTRACT JOURNAL 


ESTABLISHED AT 


s THE PAPER ^» 


CONTRACTS OPEN, | 
RESULT OF TENDERS, 
BUSINESS NOTES, &o. 


| Өресипеп Сору ód. Annual Subscription 46e. 
ADVERT ISEMENT RATES ON APPLICATION 
TO 
Mr. PITMAN, 


127/130, ‘TEMPLE CHAMBERS, TEMPLE AVENUE, LONDON, ES. 4 


No Po ent no slate, no harsh spots are found in ее сесте E encils, Strong leads that do not break ; NA | т АА NE LS S There is just. that 


wood wood. гк меме = cedar which makes sharpening very bit of the pencil does useful work А ux Ў: : = ya тете 
E po you can qe- |g 

Made in grades 6B, 5B, 4B, 3B, 2B, B, HB, Е. H.2H. 3H, 4H. 5H, 6H, 7H. 8H, 9H. MEET E EE ~~ “A pend upon getting 

E a " n again because 


| | Of all Stationers, Artists’ Material Dealers, Stores, &c., throughout the world. 


To the technical man, writing on his letter head, free samples will be sent. Enclose Id. stamp for postage, aa earl | VENUSGRADING 
“VENUS,” (Depertment No. 369), 173—5, Lower Clapton Road, Loaden, E. 5 NEVER VARIES 
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Some of the Jackson 
specialities are: — 
Btoves, Cookers, Water 
Heaters, Fish Fryers, 


The Jackson  Trade- 
mark ensures the high- 
est standard pf merit in 
Electrical Cooking and 


ELECTRIC HEATING 
ELECTRIC COOKING 

JACKSON ELECTRIC STOVE CO., LTD., 
\ 38, Blandford Street, London, №. 1 


REWINDING 


DYNAMOS & MOTORS. А.С. & D.C. Quick Deliveries. 
NEW AND SECOND.HAND MOTORS IN STOCK. 


HOWELLS & CO., Lichfield St., Hanley, Stoke-on-Tren?. 


Electrical Heating Hot Plates, and numer- 


ous unique designs in 


Apparatus, 
| — Electrical Fires, 


*"NAME-PLATES+ 


E ENCRAVED CAST PRESSED: PRINTED 
BRA 3 


55 COPPER ALUMINIUM /VORINE CELUULU 


LONDON LABEL С° ізо 


HIARLEY WORKS, BECKTON RPE. 


REWINDIN Ө кл 


of ARMATURES, MOTORS & DYNAMOS. 


PROMPT EXECUTION and MODERATE CHARGES. 


A. BROWN, 1, Norgrove St., BALHAM, S.W. 1? 


ELECTRIC HEATING 


FOR . 


INDUSTRIAL- PURPOSES 


CONSULT THE SPECIALISTS 
TOWNSHEND'S Lre — ` ERNEST ST. BIRMINGHAM. 


GOVERNORS 


are a Speciality of ours. 


WILSON HARTNELE & CO., Ltd. 


YOLT WORKS, LEEDS. 


RALPH NEAL, 


Maker of Presses, Press Tools & Punches 
Of Every Description’ for Electrical and Mechanical Engineers. 
BLANKS, WASHERS, PRESS PIERCINGS, DIE STAMPINGS IN 
STEEL, BRASS OR ANY MATERIAL FOR THE TRADE. 


LABELS and NAME PLATES A SPECIALITY. 


Фэ & 50, PERCIWVAL ухе LONDON, E.C, 
Telephone: 4948 Centr 


SCREWS .. 


THE ORMOND ENGINEERING се 
(PROPRIETOR, Е. J. DELFOSSE). 


6—8, ALLsoP STREET, Upper Baker St., London, N.W. 


Fig. 225. 


HUNDREDS OF PATTERNS. 


Thousands ef 
Repeat Orders. 


See Full Page Second Issue of 


* Electrical Review" each month. 


CATALOGUE ON APPLICATION 


FAILSWORTH, MANCHESTER. 


HEATHMAN'S 
" SHORROLDS" PATTERN 


TELESCOPIC 
FOLDING 


SCAFFOLD 
TRESTLE 


ER 


| 
A 
& 
4 
a 
| 
| 

l 
4 
b 
У 


"Рһопе: Рада. 4743. 


Parson's Green, London, S.W. 


—— ARA Lo 
j UI I LE 


HEATHMAN & CO., Makers, 


ELECTRICAL EEWVIEWVWV. 


INDINGS AND CASES.—Subscríbers and others can have their half-yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per annum. 
Cases for binding are also supplied at 2s. 6d. e&ch.—4, Ladgate Hill, B.O. 4 


BROWN e CO. 


WATERLOO SAW MILLS, 
73 to 85, McAlpine Street, GLASGOW. 


Telegrams: * Boxes, Glasgow." 
Telephone: 6566 Central (3 lines). 


CABINET AND WOODWORK FOR ELECTRICIANS 


IN PLAIN AND FANCY WOODS. 


- uL. 


| FP 


0 SS ne D 


Electric Tramcar Hand-Book 


For Motormen, Inspectors and Depot Workers. 
By W. A. AGNEW. 
1s. 6d., Post Free 1s. Sd. 


eere 


H. ALABASTER, GATEHOUSE & KEMPE, 


4, Ludgate Hill, London, E.C. 4 
po C0 a eo 


W. MACKIE & GO., 


ELECTRICAL AND MECHANICAL ENGINEERS, 
PALACE ENGINEERING WORKS, 


129, 131, 133, LAMBETH ROAD, S.E. 1 
Telephone: Hop 182. 


DYNAMOS AND MOTORS. ' 
REPAIRS OF EVERY DESCRIPTION. 
MANUFACTURERS OF WIRELESS COMPONENTS, 


(0 am 001Cc—0 ata | 


L. 


ONLY VERY BEST«QUALITY. 


BEST MATERIAL and FINEST FINISH. 


SPECIAL QUOTATIONS FOR CUSTOMERS' OWN PATTERNS 
* ON RECEIPT OF DRAWINGS OR SAMPLES. 


DUGDELLS PATENT MOVABLE; 
FITTINGS. | 


ale conical Lines 


from Mazda House 


The quickest way to New 
Business is to stock B.T.H. 


Wiring Accessories — the “ lines.” 


that cover the whole ground 
Electrical Requirements. 


Wires, Cables, Flexible Cords, Ceiling 

Roses, Switches, Fittings, Casing, 
Conduits, Batteries — all of the high 
D IH. quality standard. 


Remember, therefore : 


grits elec 
yn it Є 


= 


» Р SFO т. xf ` 
E tex ve 
v4 у » 
` А т um 
ss А Ф. я 
- 


- A DX 


Send your enquiries to 
The ;: British Thomson-Houston 
Co.,i Ltd., 


Y 
Mazda House, 77, Upper Thames 
——É Street, London, E.C. 4. 


а W 1 
Mazda -House is very easy SX. кызг * A p 
to reach — it is only 2 E x С? 
minutes walk from Man- ч | 
sion House Station, and 


3 minutes from the Bank. 


: | Jf its electrica], 


| 
Mazda House isthe home of $e it from 
reliahJe wiring accessories. B 


for everything electrical | 
(Address es above.) . | 
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CROMPTON & CO., LTD. | 


-= CHELMSFORD, ENGLAND. 


Telegrams: “CROMPTON, CHELMSFORD.” Telephone: No. 161 CHELMSFORD (3 lines). 


/ 


Alternating and Continuous Current 


GENERATORS 


SUITABLE FOR EVERY CONDITION OF POWER AND 
LIGHTING SUPPLY DEMANDED BY MODERN REQUIREMENTS. 


owe ri) 
мы 4 


Y 


ж 


~~ E 


PER. -t Pis CSV. 
а at Mae oe. Q!AD i 
К. АГ 
E аф’ T: i Ў {ўч 
! 


CONTINUOUS CURRENT GENERATORS WITH ROLLER BEARINGS ON TEST. 


Liberal High Sparkless - | Large 
- Design. Efficlency. ~ Commutation. Overload Capacity. 
PROMPT DELIVERY. WRITE FOR LISTS. 


CALCUTTA: _ 


Ф, Registered Office and S, | 6 and 7, Clive Street. 

ww Export Dept. : 74 167; МАРКАЗ: ad- 

459 SALISBURY HOUSE, " “Lap BOMBAY: 

> ye LONDON WALL, LONDON, Ec. 0 SYDNEY. 

x Sp Lay 56, Margaret Street 

wr — 4b, 78 үм 
ge “CROMPTON, PHONE, LONDON.” Lip TO ANS RES 4 

e o Telephones : Эз, ry MELBOURNE, 


MADRID: 
6. 


Faencersel, 
joe mer 


S^ 188 CENTRAL. “ing 
C Trunk Service : 86 LONDON. 


- a o — —À | 
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GOOD FROM THE NATIONAL ECONOMY POINT OF VIEW 


Because the increased use of Electricity means the decreased use of the Rallways, Coal Wagons, 
and Cartage of Coal to the House. saving a huge amount of labour. 


GOOD FROM THE FOOD CONTROLLER'S POINT OF VIEW 


Because there is less lost weight in cooked meat. 


GOOD From THE ELECTRICITY SUPPLY CO.S’ POINT OF VIEW 


Due to the fact that these Boilers and Grillers create an early morning load, and so help to sell 
Electricity when you have it best to spare and at a time when such additional supply can be 
produced practically without any extra expense. 


GOOD FROM THE ELECTRICAL CONTRACTORS’ POINT- OF VIEW 


Due to the fact that they are easy to sell, that they show a good profit when sold, and they 
give your customer satisfaction. 


GOOD FROM THE SHAREHOLDERS’ POINT OF VIEW! 


Because increased sale of electricity means increased dividends. 


GOOD FROM THE USERS' POINT OF VIEW. 


Due to the fact that they undoubtedly save work, save dirt, save coal, and effect economies in 
every direction. r 


In many cases they enable one's home to be run without a servant. 
They form the modern and hygienic method of preparing food. 


Seeing that each of the above statements is indisputable, it seems to us that the matter is one which should have РИТТЯ 
attention. 


The Electrical Industry do not seem to appreciate that gas cooking and heating appliances are being installed right and left. 
and in every other direction just now. 


Unless Electric Supply Companies grip this fact and take some active steps to bring forward the economy of using Electricity 
at the present moment, a great opportunity will be lost and the gas industry will again have the advantage. 


YOU HAVE SPARE ELECTRICITY TO SELL! 


We can Suppiy You with the Articles | 
to enable your Consumers to use it. 


(These are made by girls, so not interrupting our war service work, and from materials of which there is an abundant supply, 
after all war service demanda have been met.) 

н is wanted first of all i is Conviction on the part of the Chief Engineer, that the statements at the top of this advertisement 
are soun 

It is difficult to know what to say to help in this direction, but even the Daily Papers and many public. speakers are now 
rémarking the advantages of Electricity for cooking purposes and for reducing the work in the home. 

Secondly, definite steps have to be taken to see what, under present circumstances, can be done in the way of bringing Belling 
Boilers, Grillers and Ovens before your Consumers. 


No. 7 BOILER. 
1 £€5/- (plus 20% advance). 


COMBINED GRILLER-BOILER. 
§ B/S (plus 20% advance). 


COOKING OVEN. 
ÆG (plus 20% advance). 


The obvious ways are to print notices on the back of Accounts. | То advertise the Exhibition in the local papers. 


To have booklets nicely displayed where the Consumers come in To get a smart lady demonstrator calling. on Consuincis with a 
to pay their Accounts, sample Boiler which can be left for & week'a trial, etc., etc. 

To have the articles on view in the same place. Many towns are making rapid strides. 

To see that each member of the Company has, as far as possible, One town first ordered = 4 24 No. 7 Boilers. 
Electric Cooking and Heating installed in his home. Then ordered - " 2 à 50 more. 

To have a War Economy Exhibition. And just lately - - - - ` 50 more still. 


WHAT ARE YOU DOING ? 


Опе word about our No.7 Boilers. The outstanding feature of them is that they аге a strong practical article. When a 
spiral burns out (and the fact that they do wear away and burn out in use has to be faced) a new one can be fitted by any useful boy or 
girl. New spirals are cheap, being only 2s. 6d. each, subject. 

Gur new abridged: Gatalogue gives further detaiis. 
MAY WE SEND YOU COPY AND A SAMPLE BOILER? 


| Electric Heating & Cooking Specialists, 
BELLING & 00,, и. мон, woe п, EDMONTON, LONDON, W. 13, ENGLAND. 
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THE HOUSE FOR 


The P ower of 3 = | ELECTRIC HEATING 


ШИШИ 


А torque at start equivalent to more 
than the full load torque of three | 
motors together, is developed by a 


лє 


Single- 
Phase 
Motor. 


For the successful operation of Pumps, 
Air Compressors, Carbonators, &c., it is 
| very essential. 
s to 30 Н.Р. 25 to 140 Cycles. 


REPULSION—INDUCTION. 


CENTURY ELECTRIC COMPANY, 
19th Pine to Olive Streets, St. Louis, Mo., U.S.A. 


i 
4 
| 


Immediate 
Delivery 


Ash for Leaflet and Prices. 


F Husband Ltd 


i ELECT RICAL ENGINEERS & MANUFACTURERS, 
23 CRAVEN HOUSE, KINGSWAY 
LONDON W.C. 2 
Telepbone: Gerrard 7601 (2 lines.) 
ОТОТ ОО 


A STOCK OF “CENTURY” MOTORS IS CARRIED IN LONDON BY— 
The Sole British Agents— 


SWEDISH GENERAL ELECTRIC, LTD., 


5, CHANCERY LANE, W.C. 
Sales Manager: R. A. MARPLES. 
Telegrams: ' Autosynoro, Westcent, London." Telephone : Holborn 1708. 
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\ 


WE - REPAIR AND REWIND 


GENERATORS & MOTORS 


Fans. | | 
Heating and Cooking Apparatus. . 
Car Lighting and Starting Sets. 


VACUUM CLEANERS 


Any Size. E Any Make. 


MAGIC APPLIANCES, LTD., 
(Rewinding Dept.) 


159, Westminster Bridge Road, LONDON, S.E. 
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BRADFORD 


TURBO ALTERNATORS. 


Special Reliability Features. — . No. 3.—Stator Windings. 


In the Phoenix” design the stator coils are uniform and former 
wound, giving a simple and accessible winding. The slot insulation 
consists entirely of moulded mica and all points on the end windings 
have mica protection. Note the extra insulation between phases. 


Other features have been dealt with in recent advertisements and 
we shall be glad to supply full information on request. Please write for 
full specification of Phoenix Turbo Alternators for large or medium 
outputs. 


PHOENIX DYNAMO Mfg. Co., Ltd.,, BRADFORD. 


PV Ed ay REA а. Branches іп 

re a Уу 7709 alt 5 = - T 

Exchange) ru iE LL e nn LONDON. GLASGOW. 

3700 (8 lines). y Su See ТАЛОО READER СУН ee BIRMINGHAM, : 

| Bau REM МЕРИНИ SWANSEA, 
Cables and EG х des QN S WAT. os SN х5 REOR... D as NEWCASTLE-ON-TYNE 
e | М m c. aera = —Há— AN IN. and ABROAD. 
Bradford. NE UU Cup eg SRS or “аы ЧЫЛ 


OR э S о. en 
SAARI SS Cs M 


TO QUOTE 


СТРИНИН 
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ELECTRIC WELDING. 


MANUFACTURERS interested in the great 

economy effected by our Welding Machines, 

may see the process in operation at our Hatton 
Garden premises. Write for Booklet. 


MARRYAT & PLACE, 


28, Hatton Garden, London, E.C. 1 


Telegraphic Address: 


T 
IRON 
CASTINGS 


SEND YOUR INQUIRIES. 


STEEL TUBES & CONDUITS C0., 
KEIGHLEY. 


: Telephone: 
260 KEIGHLEY. 


e 


(June 29, 1917. - © 


ЫШ 


A Quick - 


Delivery Service 


Not only at Southfields, but 
at each of our depots we 
have good stocks of “ Z " 
Drawn Wire Lamps ; so 
if you are in urgent need of 
any lamps of standard vol- 
tage and candle power for 
National Service work, 
these can be dispatched 
straight away. mE 


THE “ Z” ELECTRIC LAMP MFG. CO., LTD. 


Office and Works: Southfields, LONDON, S.W.18. 
DEPOTS: 
LONDON—26-30, ARTILLERY LANE, E. 1 
BIRMINGHAM—8, CHURCH STREET, 
COLMORE ROW. 
DUBLIN—5, SOUTH ANNE STREET. 


NEWCASTLE—MILBURN HOUSE. 
МАМСНЕЅТЕК—60. LONG MILLGATE. 
GLASGOW—199, BATH STREET. 
BRISTOL—59, VICTORIA STREET. 


Telegrams: ** Zedellam, ‘Phone, London." 
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in paper consumption, the 


weeks, will be supplied only to 


through the post, specially apply for it. To 
such it will be supplied for 34. post free. 
Any reader or advertiser at Home or Abroad 
who requires a copy for binding, or for other 
purposes, is asked to make application therefor 


promptly to :— 


THE PUBLISHER, 
ELECTRICAL REVIEW, 4, Ludgate Hill, LONDON, E.C. 4. 


OUR HALF-YEARLY INDEX. 


As it is necessary to effect every possible economy 


ner to Vol. 80 or ње ELECTRICAL REVIEW 


which will be printed in the course of a few 


those who, 


d 


COOPER 
HEWITT 
LIGHT 


"THE CHEAPEST TO OPERATE 
AND MAINTAIN. 


LIST OF 


PROFESSIONAL PAPERS 


PUBLISHED BY 


THE COUNCIL OF THE INSTITUTION OF 
POST OFFICE ELECTRICAL ENGINEERS. 


Price. Post free. 
** Underground Jelerepher oo. H. Com- 

PORT ... Qs e. 60. ... 4d. 
“ The Education of the Post Office Elec- 

trical paglingon А. M HEAVISIDE, 

I. S. О, eee ee 6d. eee 7d. 
“ The Theory iid Dévelópmént ot Central 

Battery Тејветара spud — » 

FRASER ... 9d. "TT" 10d. 


* Aerial Wire Cesisirucilon:- with Special 


[| is a well-established fact that correct ’ 


lighting has an intimate connection with 
works efficiency and economy. 
This booklet ‘‘ Illumination as a Factor in 
Manufacturing Costs," by A. S. Hubbard, 
shows how, by improved methods of lighting. 
periods of work where artificial light is used, 
can be made fully efficient, how costs can 


| 
| “ Depreciation.”—Major W. A.J. M nos 
o 
| 


Reference to the Elastic Properties 
of Copper Wire."—G. M. CARR nn 


C.M.G,R.E. .. T - 


“ Alternating Current Moasureménis = 
A. G. LEE, BSc, MILE.E. ... te 


* The Erection and Maintenance of Post 
Office Secondary, — — W. 25 
MEDLYN ... UM aus 


“The Loading of Telephone Cable 
Circuits.” -А. W. MARTIN eee eee 


“The Law of Contracts.” — D. AIKEN- 
HEAD STROUD, LL.B. ves 


" Pneumatic Despatch.” —H. R. KEMPE, 
M.Inst.C.E., M.Inst.E.E., M.R.I. "M 


“ Fundamental Principles of Modern In- 
ternal Combustion ГЕШ — P. 
DUNSHEATH 


“The Life and Behaviour of ‘Primary 
Batteries used for Telephone Pur- 
poses in the British Post re 
J,G. Lucas  ... ecc s 


4, Ludgate Hill, London, E.C. 4 


| 
| | H. ALABASTER, GATEHOUSE 
ее, 


6d. зоо 7d. 
Is. eee Is. Id. 
9d. ... 10d. 
6d. eee 7d. 


18. eee 1s. 2d. 


9d. ... 1. 


Is. eee Is, 2d. 


& KEMPE, 


Тї 


Бе reduced, and output increased. 

In some cases 

efficiency has been from 8 96 to 20 %. 

Whether you are at present contemplating 

a new lighting installation or not, this book- 
. let cannot fail to interest you. 


Write to-day for Booklet No. 
112, free on request. 


R — 
М Ky 


Westinghouse Cooper Hewitt Co., Ltd,, 
Specialists tm Factory Lighting, 
j 80, York Road, London, N.1 


. Жу 
Seventh Edition. 


Н. ALABASTER, GATEHOUSE & KEMPE, 4, Ludgate HIN, London , E.C.4 


the proved increase in 


ELECTRIC TRAMCAR HAND-BOOK, 


for Motormen, inspectors and Derot Workers. 
Ww. A. AGNEW. 


7e. Gd. Post Free 78. 8d. 


и | 


| 
IB 
L 


The “ELECTRICAL REVIEW'S ” 
SUGGESTIONS 


for dealing with 


APPARENT DEATH 


from Electric Shock should be in every Generating, Trans- 
ormińg and Motor House. 
Mounted on Cardboard, 1s. 6d. each, A aps fret 1s. 104. 


Mounted on Linen, and Rollers, 1s. each, post free 1s. 3d. 
4, LUDGATE HILL, LONDON, E.C. 


e 
n GERE o NEED 00 $0 


——————— C — M — 


E 
D Ad damanti. блм Au o a ND. a T 


THE ELECTRICAL REVIEW SUPPLEMENT. 


LIBERTY AND FREEDOM. 


It has been well said that the price 
of Liberty is eternal vigilance. 


The price of Freedom from troubles 
in the erection and use of Electrical 
Conductors is the current price 
of Simplex Conduits Fi ittings and 
Accessories. 


That Freedom also is purchased by 
the same eternal vigilance in all the 
processes of manufacture. | 


The price includes not only value 
in material things, but the added 
value that is contained in ‘20 years 
of experience in the selection of 
the fittest, and the elimination of 
the * good enough." 


Simplex Conduits, Ltd., 


Garrison Lane, Birmingham. 


LONDON— LEEDS— 
113-117, Charing Cross 6, White Horse Street. 
Road, W.C. LIVERPOOL— 
MANCHESTER— 96, Whitechapel. 
16, Corporation Street. SWANSEA— Р 
Fae, ater Street. CARDIFF. un 
Vibia did 4, Westgate Street. 
NEWCASTLE— ABERDEEN— 
61—65, High Bridge. 1, Crimson Place. 
BRISTOL— | SHEFFIELD— 
10 & 11, Denmark St. 281-3, Attercliffe Common 


a ES 
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DECORATIVE — 
ELECTRIC LIGHT 
FITTINGS 


in all Metals and Finishes. 


HALL LAMPS, PENDANTS, 
ELECTROLIERS, BRACKETS, TABLE STANDARDS. 


Cory or 
OUR CATALOGUE 
SENT ON RECEIPT 
or 
. TRADE Carp, 


CEILING FITTINGS, 


NEWTON. Мо. А 205. 


ин. MOGEDCH & 00., LT., 


Electrical Engineers and Brassfounders. 


| Head Offices and Showrooms : 
28, West Campbell St., 


GLASGOW. 


Branche: : 
90, Charing Cross Rd., 


LONDON. 


Works : 
46; Coventry Rd., 
BIRMINGHAM. 


30, Cloth Market, 
NEWCASTLE. 


june 29, 1917. ] — THE ELECTRICAL REVIEW SUPPLEMENT. | 33 


Alternating to Continuons Current Motor 
Generators. | 


Catalogne on —— " 


Acton Zane, Willesden, London, W.W. J0, 


Telephone: Willesden 2240 (3 lines)” Telegrams: '" Commutator, London." 


Bristol: SY, Victoria Street. — €nsgofo : 44, Robertson Street. 


ADAMANRN T CELLWORKE ror 


High Pressure Oil: Switches 


FIRE- MECHANICAL 
PROOF. STRENGTH 
| HIGH. 
WILL ACCURATE 
NOT FINISH ` 
ABSORB AND 
MOISTURE. DIMENSIONS. 


The CROFT GRANITE, | BRICK & CONCRETE CO., LTD. 
net, Tel.: 48, Namponouces. GROFT, near LEICESTER. т: MON SBOE" we werds) 
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EMPRESS WORKS 


Е NO TE NE W ADDRESS ). 


LONDON: - 


11, Queen Victoria Street. 
| Tel. No. : 4468 City. 


LEEDS: 


70, North Street. 
Tel. No.: 3022. 


` E. BROOK, Ld, HUDDERSFIELD 


Wires: “ PHASE.” Telephone: 1629 (2 wires). 


WANDSWORTH 


London Offices and Stores : | ; 
165, WARDOUR STREET, W. LUDGATE HILL, BIRMINGHAM. 
| " Current, Birmingham." 


THE WANDSWORTH SWITCHPLUG IS FOOLPROOF 


IT IS SELF CONTAINED. NO SEPARATE SWITCH IS REQUIRED. IT IS AUTO- 
MATIC IN ACTION, THE RAPID MAKE AND BREAK SWITCH MECHANISM 
BEING OPERATED BY THE INSERTION OR WITHDRAWAL OF THE PLUG. 


MADE IN 5 & 15 AMP. SIZES. 


GAS TIGHT. 


WATER . TIGHT. | 


IRON CLAD 
OR 


HARD WOOD COVERS. 


RON CLAD FOR USE IN WORKSHOPS. 


— 
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OUR MARK. 


.ONE, TWO AND THREE-PHASE. 


The need of the hour is Efficiency. 
For Efficiency and Economy use Langdon- Davies Motors. 


Head Office: 
110, CANNON STREET, LONDON, Е.С. 4. 
Telephone: CITY 2744 (2. lines). | Telegrams: “DAMOPHON, CANNON, LONDON.” 
Works: Eastdown Works, Dermody Road, Lewisham, London, S.E. | E 


Telephone : LEE GREEN 1473. 


AND AT 
LEEDS. NOTTINGHAM. . m NEWCASTLE-ON-TYN 
SHEFFIELD. GLASGOW. CARDIFF. 
DUBLIN. | | INDIA. PARIS. 


PETROGRAD. MOSCOW, GREECE. 


P 
E 
eo 


мы. ad 


p 
CONTRACTORS TO 


ADMIRALTY, WAR OFFICE, CROWN AGENTS FOR COLONIES, IN 
LONDON COUNTY COUNCI 
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IGRANIC @ 
E | РАТЕМТ 
Compensated - Solenoid 
Speed Controller 
is operated entirely by mie, 
Push-Buttons from the Solenoid Бау acting 
| machine. 


PROVED EMINENTLY SATISFACTORY .FOR YEARS 
ON PRINTING PRESSES AND MACHINE TOOLS. 


A MOST FLEXIBLE CONTROL FOR "VARIABLE 
SPEED MACHINES WITH INDIVIDUAL DRIVE. 


INCREASES THE OUTPUT. 


No, 450-55. — Ironclad Push- Simple in design, with robust moving parts. 
е . More reliable and less costly to instal than 
panels with motor-and-gear speed control. 


The resulting freedom from breakdown and 
; the reduced maintenance charges have been 
. proved in many installations. 


IGRANIC ELECTRIC CD? — 
147, Queen Victoria Street, London. 


30, Cross Street, Works: 50, Wellington Street, 
MANCHESTER. BEDFORD. GLASGOW. 


jg by the Proprietom, Н. Alspasren, Gavmuovas & Kawra, 4, Ladgase Bin, Londen, RÓ, 


аге 77707 


— 5 ee — ——— — — o — —3 - - - -— - — LZ + - € ‘ 
- == — — - ————— — we -— ———— - - H * 
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VERITYS L2 


ENGINEERS, 


| Works: ASTON, BIRMINGHAM. 


EACH UNIT CONSISTS OF: 
Ammeter fitted to hinged box to allow panel to be fixed against a wall. 
Quick-break switch, either double- or triple-pole, externally operated. 
Fuses, either double- or triple-pole, of Home Office pattern. 
Bus-bar Chamber to which extensions can be easily attached. 


^onm- 


LONDON : BIRMINGHAM : BRISTOL : J MANCHESTER: NEWCASTLE-ON-TYNE : 


31, King Street, Cariton House, 59. Hardman Street, Edinburgh Life Assurance Buildings, 
Covent Garden.” High Street. Victoria Street. Deansgate. 21, Mosley Street. 
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| | GLASGOW : ` LIVERPOOL: 
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| A 11, Waterloo Street. Royal Liver Buildings. 
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LAURENGE, SCOTT & GO., L> 


Telegrams: ''Gothic, Norwich." 


Р A-B.C. Code, 4th & &th Editions. 
"E NORWICH. zzz 
Telephone No. 246. О 


SIX-POLE PIPE-VENTILATED MOTOR. 
(Commutator Bracket removed, showing Brushgear.) 


` 
( 


SPECIAL MOTORS | 


FOR 


SHIPS, SHIPYARDS, MACHINE TOOLS, г... 
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ШИШЕ “INDISPENSO” CHINA CONNECTORS. 


We have designed the * INDISPENSO" CHINA CONNECTOR for 
positions where very small space is at disposal. Takes up to 7/20 cable. 
No METAL PROJECTING PARTS. ENSURES боор JOINTS. 


J << €, MANCHESTER. 


66 BAN UO 33 SYSTEM 

THE (Registered). 
SUPPLIED IN LARGE NUMBERS TO ARSENALS, DOCKYARDS, 
MUNITION FACTORIES, CHEMICAL WORKS, RAILWAYS, &c. 


ONE WAY, 2/4 Doz. two ways, 3/4 Doz. THREE wars, 5/4 Doz. 
PRICES FOR LARGER QUANTITIES ON APPLICATION. 


All prices subject to trade discount. ^ Made in eight different sizes. у. ERE аала dde 


for immediate delivery 


DOCK AND FACTORY HEAVY CURRENT| ^— <= >= 
~ WATERTIGHT PLUGS. - E eje 


As supplied to the War Office, ———— 
and Important Government, 
Railway and Dock Contracts. 
Made in 2 or 3-pin plug type from 
'" BANQUO" 10 to 500 amps. capacity. 


These plugs are substantiall 
Combined Watertight | well-made. They are fitted with 


Switch and 3-pin pi earthing Е орана тзн 
; make connection first and brea 

plug. Carrying capa- | connection last. А protecting 

city 5 amps. Fitted | cap is fitted with a chain which 


with safety inter- | prevents the current-carrying 
locking device. parts from exposure when plug 18 
No. 104/10, without Pl 


. out. 
ug р x .. 12/- each 
No. 104/11, extra for 3-pin Plug in Gun Metal Prices & Catalogue 103 
Cover .. s . 6/- each. 


г з e & Ё on application. 
" SUBJECT TO TRADE DISCOUNT. 


D n 


(Shows Plug removed.) 


We manufacture a special Tough Rubber- 


Jacketted Flexible Cord for use with this Plug 


"GUARDIAN" PATENT HAND LAMPS. 
To comply with B.O.T. Regulations. 


Challenge H t.— Light Pattern Hand Lamp for shop or house use. 
Complete with Guard and Lamp Holder .. “> T 5% 
Guardian G1.— Hand Lamp, complete with Heavy Guard and 


f У M / Lamp Holder > i yr $5 T аа f. es 
е T i " Guardian G 2.— Hand Lamp, complete with Heavy Guard and 
2-PIN AND EARTH WATERTIGHT PLUG WITH Switch Lamp Holder .,. ssn a- ea 03e 09. с, 
GUN-METAL PLUG TOP. Dreadnought P 46/10.—The bottom of Guard is hinged, anda 
Б amps. Plug Base only .. A e o o lead seal can easily be attached when desired. An efficient 
5 amps., Plug Top Piece 6}- akoh cord grip attachment is provided .. T - T ж 
'. BUBJECT TO TRADE DISCOUNT. ) SUBJECT TO TRADE Discount. 
Supplied in various current capacities up to 500 amperes. Illustration shown is Guardian С 1. 
The Plug Base is usually screwed to take $ electrical conduit. Our new Accessory List No. 103 sent post free on request. , 
j QV MAP I" . ` 7 
ery, «ei | Phe 7, 
р i S R І В UTI 0 N B OA H D Ys ———— yu, 7 ETE `2: 
Le f j -{------—-1эл®1ШИ; Ру / Z vae U^ EE 17 rine s BATA 
е? / 7. pest ^ PY y. Ф hon ide d MAI peoneraros, ^ 


R, К „ЫА. LEAN 
" Р? 


(Designed to meet the requirements of the Factory Act Regulations) 
with S.P. Externally Operated | 


TWIN BREAK SWITCHES. 
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The “PRENTICE” 
NEW FUSEBOARD. 


5 to 10 amps. per way. 
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WE ARE THE SOLE AGENTS FOR LONDON 
А ААА ———————«———- —— 
and the South. 


===- 


.| MANCHESTER DEPOT : 40. VICTORIA BUILDINGS. PHONE: CITY 57%. 


LARGE STOCKS. А 
г ЖУ РЕР iganigaimigerazrmeuatenkdun EE me" fel +. 
h! р ка, c Mme J THE "LIGHT HOUSE,” ¢ TUS =, А20 | 
ALL LIVE METAL SUNK INTO BEST QUALITY Ai! WM. 233, TOTTENHAM COURT RD., LONDON, W. 114 
ENGLISH CHINA BASES. Vy J | TELEPHONE: MUSEUM 2516-7, TELEGRAMS. L ELECSPLICO OX. LONDON- |’ A ү/ 
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This Anthracite сап be burned оп 
FREE 


any ordinary grate and will not 
destroy the bars. 

The addition of an ordinary 
STEAM JET is all that is required, 


DEMONSTRATION and this is cheaply and quickly 
WITH COAL AND arranged. 
|. . STOKER OFFERED. 
| Apply | Sole Agent : 
| жии | 
York Chambers, - - SWANSEA. 


AM M A NFORD — 


ANTHRACITE 


Simple Steam Jet costing about £5 to £4 
per Boiler. can be made by any Ordinary Mechanic. 


— ARRANGEMENT OF STEAM JETS 
——— гол BURNING ANTHRACITE COAL 
—— Scare Эе 2779 ——- 


THE STEAM JET. 


A steam jet blower can be made by 
closing up the fronts of the boiler flue 
with 4” thick sheet iron below the dead 
plate, a space being cut in this plate 
about 25" below the dead plate 18'long 
by 4' wide, the space being carried a 
corners distance of 12" into the flue by a sleeve 
= of sheet iron rivetted to the front plate 
and carried the same,depth of 4", but 


| | З и 
A Je Steam Р юк PERFORATED narrowing at the back to 15. A small 
тутт PS TOM, Hous the CENTRES 
Р E A door hung at the bottom of the front 


CCLAIR DUCTS MAOL OF fe STEEL SHEETS " и : 
0. TAY RODS FOR FRONT PLATES plate, Say, about 9 by 4 Я for cleaning 


£ DUST DOORS. out any ashes which have fallen through 


the bars. In front and in the centre of 
the 18' by 4 space is fixed a 1' steam 
pipe (connected to the boiler) perforated 
with holes тв to 35 diameter, about 11" 


centres, and the whole width of the 18°. 
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| | 

g — — — — |, 

{ K-B BLOWE RS and | 

: | f 

| SMITHS HEARTHS. | 

| | The work of a man for ' 

: | a few pence per week. . | 

| SIMPLE AND INEXPENSIVE TO INSTAL. | 

AMES KEITH & BLACKMAN CO., LTD., | 

‚ 27, Farringdon Ave.,- - LONDON, E.C. 4. | 

e—a) 

| 

| 
| 


CUTTING 


Electric Generators & Motors. 
From i to 100 H.P. 


Electro Depositing 
Dynamos. 
Shiplighters. 


Quotations on Application. 


p 
CUTTING 


BROTHERS, LIMITED, 


П 
r 
ГЛ 
Park Works, | Stamford. | 
4 


Established 1898. е 
Telegrams: * CUTTING, STAMFORD.” 
Telephone : No. 12. 
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Industrial Lighting 
at no Cost 


7 
is a proposition that should appeal to all engaged 
in manufacturing. It is not an extravagant 


TUNI NUTS LS чим Uto Rc e 


claim that the new 


- SUN - 
DIFFUSA 
FITTING 


by giving a beautifully soft diftused, and at the same time adequate light, lessens 
eve fatigue and increases the output of the workers to an extent that quickly pays 
for the first cost and maintenance of the lighting. The fitting consists of a highly- 
polished vitreous-enamelled top reflector with an opalescent bowl. 'The bowl being 
suspended at three points and not by a ring there are no 
! disagreeable shadows cast. Manufactured in 16 and 18- 
af SS Mugen! ^ inch sizes it is suitable for all half-watt lamps from 
Че | '" 100—1,000 watts. 
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. 118-120, CHARING CROSS RD., LONDON, W.C. 2 
Telephone .. .. Gerrard 2291 (3 lines). 


Telegrams. e. " Secablis Ox. London." WRITE TO-DA Y FOR PARTICULARS. | 
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CRYSELCO 


Manufactured only by the 
All-Bntish Lamp Company, 


_ CRYSELCO, LIMITED, | 


: Kempston Works, 
à BEDFORD. 


Telegrams : “ Cryselco, Kempston.” Telephone : 177 Bedford. 
© 
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Send for 


CO m Ra er 


Complete List. 
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UNIVERSAL CONDUIT BOXES 


are in use in the various factories, etc., of 
the British Isles, and they are still easily first 
favourite with those who have used them. 


202400 | PEU | «Ре 


We have 


IMMENSE STOCKS 


ready for you to draw from. 


SHALL WE SEND YOU A SAMPLE aa Oe 
ae, 


THE PRICES ARE LOW 7 


The Quality up to our usual standard. 


ай 


С. 


REVO | «его» 


` ZHE CA BLEAC CCESSORIES С??? ZIeyON. c 


THE ELECTRICAL REYIEW SUPPLEMENT. [June 22, 1917. 


ШИ 070 


4 
` 


бед 
— 
=, 
т 
— 
wage, 
Cu 
— 
— 


' 


SONY 


, 
Е 


B 
o ed eee perio „ы, 


; | JU ` 
June 22, 1917.] THE ELECTRICAL REVIEW SUPPLEMENT. 


VICKERS 
OIL-IMMERSED CONTROLLERS 


"For Colliery Installations. 


Designed "p Built for Main Haulage Gear service, 
low or high tension, up to 250 H.P., 3,500 volts. 


- ` ie ee in s баамы йд. 
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"n unm 


VICKERS OIL-IMMERSED CONTROLLER. OIL.TANK LOWERED. 


All sparking takes place under oil, and. all wearing parts | 
are easily accessible. Interlock device prevents lowering of 
oil tank unless controller is in “off ” position. 


The Electric & Ordnance Accessories Co., Ltd., 
| Ward End Works, Birmingham. 


< 


Agenti : 
| { Agents : 
: 1 rimeni, Vickers Howse, 
LONDON “Een we eu үе NOTTINGHAM: F. Mansfeld. 197, Station Read. 
Beeston, 
MANCHESTER: R. Foster, 196, Deansgate. 
‚ Bat & Berry, 39, Great Charles Street. SWANSEA: W. Ogden Dayson, 1. Mount Street. 
Birmingham YORKSHIRE and THE TEES: F. MacCallem. 
Austhorpe Read, Croesgates, Leeds. 


SHEFFIELD: H. E. Ridley, 19, Vainor Road. 


GLASGOW: J. & A. Anderson, 231, St. Vincent Street. 
NEWCASTLE-ON-TYNE: T. J. Grainger & Co. 
71, Mosley Street. | 
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WE ASK YOUR ATTENTION 


HERE IS A SCALE OF A. 
MOVING IRON INSTRUMENT 


Almost équal to that of the 
more expensive MOVING 
. COIL INSTRUMENT. 
Suitable for CONTINUOUS 
or ALTERNATING 
CURRENT (of ordinary - 
periodicities) without special 
calibration. 
With 6 in. or 8 in. dial, 
in stove enamelled cast-iron 
case. ИЕ? 
LN BACK or FRONT |. 
> . | CONNECTION. 


SEND US YOUR ENQUIRIES. 


> 


Numerous ranges are available for immediate delivery. 


The General Electric Company, Ltd., 


Head Office: Queen Victoria Street, London, E.C. 4. 


Telephones: London Wall No. 3600 (30 lines). . Telegrams: " Electricity, Cent. London." 


Home Branches: Glasgow—71. Waterloo Street. arenes ct. Nigh = 
Manchester— Vi i y Street, berdeen—26, Bridge St. 
Li 1 — Sorter d d Bristol—81. Victoria Street. Birmingham—42, High St 
йезе РАУ uild- Swansea—44, Wind Street. Nottingbam—¢, Chapel Bar. 
ings. Church Абеу. Newcastle - on- Tyne —30, Belfast- 13. Queen Street. 

s— lla, Wellington Street. Gallowgate. Dublin—13, Trinity Street. 
heffield— Angel Street. Hull—64 & 66, Charlotte Street. Cork —76. Grand Parade! 


Branches and Agencies in all Principal Cities of the World. 


/ 
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WALUATIONS, 
AUCTIONS and 
ARBITRATIONS ot 


Electrical Works, Plant and Stock. 


WHEATLEY KIRK, PRICE & CO. 


| (Established 1850). 
46, Watling Street, 16, Albert Square, 
London, Е.С. ` ' Manchester. 


aon 


^, Wn^waod Street, Neweasflo-on-Tvno 


FARADAY HOUSE. 


ESTABLISHED 1889. 


THE ELECTRICAL STANDARDIZING, 
TESTING AND TRAINING 141NSTITUTION, LTD. 


RUBBER ANALYSES. 


Faraday House tests every kind of Electrical Machinery © 
and Instrument, and all Apparatus and Materials used by 


the Electrical and Allied Industries. 
Scale of fees will be sent on application to the Secretary, 


\ 62-70, Southampton Row, London, W.C.1 
Telephone: No. 9999 Central. Teleg. Add. : ‘ Standardizing, London.” 


FARADAY HOUSE. 


EDUCATIONAL NOTICES. 
Latest time for receiving 9.30 a.m. Thursday. 


. WIRELESS AND CABLE TELEGRAPHY. - 
THE LONDON TELEGRAPH TRAINING COLLEGE, LTD. 


(EST. 24 YEARS.) 


HERE ia at the present time a large demand for well-trained 
youths in the ARMY, NAVY, and private CABLE and 
WIRELESS TELEGRAPH COMPANIES. Wireless Telegraph 
Operators are in a certified occupation.—Apply for Prospectus to 
DEPART. R, 262, Earl’s Court Road, S.W. 5. 7602 


Съвар DFepaio Advertisements are inserted under this heading at the rate . 
e 


of One Penny Per Word (minimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 
Box Number and ErnEgorRicAL Review address count as seven words. 


M.I.E.E, АМІСЕ, АМІМЕ, Matriculation, B.Sc. 

A. (Engineering), Assoc. Mining Elect. Engrs., secured with 
minimum expense and energy by "U.E.C.". Individualised Cor- 
respondence Courses. Advice and guidance free.—Apply Advisory 


Secretary, UNIVERSITY ENGINEERING COLLEGE, 3, St. Mark's 


Crescent, Regent’s Park, London, N.W.1. (Six advertisements 
below.) 2444 


ORRESPONDENCE Courses in Civil, Electrical, and Mechanical 
Engineering. Specially Reduced Fees during. the War. 
Success guaranteed ! — UNIVERSITY ENGINEERING COLLEGE. 
(Advertisements above and below.) 2445 


LECTRICAL Engineers desiring early advancement will be 
well advised to send a£ once for the "U.E.C." Prospectus, 

see UNIVERSITY ENGINEERING COLLEGE advertisementa, above and 
below. Special Courses for Assistant Engineership—G.P.O. 2446 


REE!! Send immediately for “U.E.C.” Prospectus of 
Specialised Engineering, Mathematical and Examination 
Training. Unique System ! Record series of successes.— UNIVERSITY 
ENGINEERING COLLEGE. (See advertisements ‘numbered 2444, 
2445, 2446, 2448, 2449, 2450.) \ 2441 


F you intend sitting City and Guilds or other Exams., write 
for Prospectus to “ U.E.C." — UNIVERSITY ENGINEERING 
COLLEGE, 3, St. Mark's Crescent, Regent's Park, London, N.W. 1. 
(See advertisements numbered 2444, 2445, 2446, 2447, 2449, 2450.) 
2448 


ATHEMATICS effectively mastered by the “ U.E.C." practical 
Correspondence System. The most profitable investment on 
market. Commercial Engineering, Works Management, Installa- 
tions, Electrical Design, Draughtsmanship, &с.; UNIVERSITY 
JNGINEERING COLLEGE. (Advertisements above and below.) 2449 


ANTED Engineers—to fill responsible positions in the Trade 
Boom ahead! Think!! Are you qualified ?—Let " U.E.C." 
particularly advise and quote you free concerning Course of Spare- 
Time Training to most profitably develop your abilities.—Write 
now to UNIVERSITY ENGINEERING COLLEGE. (Six advertisements 
above.) 2450 
yo. Chance to become Efficient.—Special Individual Courses 
L in Electrical Engineering, Engineering Mathematics and 
Wireman’s Work, to cover City and Guilds Syllabus, Prospectus 
post free.—MODERN ENGINEERING CORRESPONDENCE COLLEGE, 
Dial Square, Grimsby. | | ` 2400 
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.SITUATIONS VACANT. 
Latest time for receiving 9.30 a.m. Thursday. 


WAR DEPARTMENT. 
Didcot Ordnaace Depot. 
STATION ENGINEER. 


\ \ 7 ANTED immediately an Electrical and Mechanical Engineer 
to take entire charge of the Electric Power and Pumping 
Installations. | 

Mechanical and electrical training and practical experience with 
steam plant, three-wire systems and batteries essential; internal 
combustion engine experience advantageous. : 

Remuneration contemplated £250 per annum. 

Applications, enclosing copies only of Testimonials, and stating 
briefly training, experience, age and salary required, should be sent 
to the undersigned at once. 

Envelopes to be endorsed '' Stat@n Engineer, Didcot.” 

Any applicants of military age must state their classification. 


CHIEF ENGINEER, 
Southern Command, 
12, Wilton Road, Salisbury. 7917 


WAR DEPARTMENT. 
Ordnance Depots, Aerodromes and Military Camps. 


OSITIGNS now vacant :—Station Engineérs, Mains Engineers, 
Shift Engineers, Engine Drivers, Fitters, Fitter Drivers, con- 
versant with three-phase, steam, or D.C. internal combustion engine 
systems. Also Linesman-Jointere, Wiremen, Wiremen’s Mates and 


Stokers. 


Applications, enclosing copies only of testimonials, and stating 
briefly, training, experience, age and wages required, should be sent 
to the undersigned at once. 

Envelopes to be endorsed ‘‘ Electrical Staff." 

Any applicants of military age must state their clasaification. 

CHIEF ENGINEER, 
| Southern Command, 


12. Wilton Road. Salisbury. 7918 
LEEK URBAN DISTRICT COUNCIL. 


Electricity Department. 


p d 


\ \ J ANTED immediately, Fitter to take charge of repairs and 
maintenance of gas and Diesel engines and other plant at 
the above works. | de 
Applicants preferred with sound mechanical training, central 
station experience and technical knowledge. 
The person appointed will rank as station superintendent, and 
the wages will be £2 10s. per week. 
Apply, stating qualifications and experience, to 
| F. SWARBRICK, A.M.LE.E., 
Chief Electrical Engineer. 1916 


TELEPHONE FAULTSMEN WANTED. 


1 TELEPHONE FAULTSMEN required at onoe to inspect, 
repair: and maintain several thousand private telephones 
in London area. 
None but men experienced in the maintenance and repair of 
Intercommunicating Telephones need apply. AP 
Applications may be made personally or by letter with references 
and full particulars. No applications will be considered from men 
at present engaged on Government work or resident more than 
10 miles from London. Good terms for suitable men. | 


THE NEW SYSTEM PRIVATE TELEPHONE CO., LTR, 
143/145, Great Portland Street, W. 1. "7607 


BOROUGH OF BEDFORD. 


ANTED immediately, for generation station (certified under- 
taking), Charge Engineer with experience of turbines and 
water-tube boilers; 8-hour shifts; £2 to £2 бв. per week, war 
bonus 78., Sundays at overtime rate. 
Apply stating age, experience, particulars of exemption, &c., and 
with copies of testimonials, to the undersigned. 
В. W. L. PHILLIPS, A.M.I.E.E., 
Borough Electrical Engineer. 
Electricity Works, . 
Cauldwell Road, 
Bedford. 1920 


BECKENHAM URBAN DISTRICT COUNCIL. 
Electricity Department. 


HIEF Clerk required for the period of the war to release 
present chief clerk for military service. Applicants must be 
capable of dealing with general book-keeping and statistical work, 
and must be ineligible for military service. One with electrical 
experience preferred. Salary from £2 10s. t» £3 per week, 
according to experienoe.—Reply in writing, giving reference and 
particulars of experience, to J. E. TAPPER, Engineer and Manager, 


.45, High Street, Beckenham, Kent. 1922 
—————  ———— el 


( Continued on next page. ) 


SITUATIONS VACANT.—Continued. 


CIVILIAN ASSISTANT ELECTRIGAL ENGINEER. 


Rese for the Eastern Command, a Civilian Assistant 
Electrical Engineer ; must be over military age or finally 
ineligible for military service. pe 
The duties of the post will consist of the inspection of electrical 
installations in the Eastern Command and general assistance to the 
Command Electrical Engineer. 
In addition to general electrical experience. a good knowledge of 
the running and maintenance of high-speed oil engines is desirable. 
Applications should be made in writing to the undermentioned, 
and should enclose in duplicate a detailed summary of experience 
and qualifications, copies of three recent testimonials, and precise 
particulars as to applicant’s position in regard to military service. 
The salary of the post will be £240 per annum. 
| CHIEF ENGINEER, EASTERN COMMAND. 
50. Pall Mall, S.W. 1. e | 
June, 1917. 7904 


REDDITCH U.D.C. ELECTRICITY WORKS. 


ANTED immediately. Two Stokers for Babcock Boilers fitted 
with Chain-Grate Stokers. Wages 10§d. per hour, includ- 
ing War Bonus. Applicants must be ineligible for Military Service 
and must be able to obtain a Leaving Certificate. 
Apply, stating age, experience. &c., to the undersigned, 


R. N. MAYNE, 
Engineer and Manager. 
Electricity Works, 
Redditch, Worcester. 
June 13th, 1917. 7868 


Cheap prepaid Advertisements are inserted under this heading at the rate 
o! One Penny Per Word Qninimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL Review address count as seven words. 


FIRM of electric dynamo and motor manufactusers, doing 
war work, have room for an apprentice.— Apply WOOLNOUGH, 
LANG, LTD., Wales Farm Road, Acton. 4 7867 


SSISTANT Electrical Engineer required for Colonial Tramway. 
' Must have had general experience in operating electric 
tramways, including knowledge of laying and maintaining tram- 
way tracks, maintaining underground feeders, and some car shed 
experience.—Write to “ M.," Box 523, clo Judd’s, 97, Gresham 
Street, E.C. 2 р 7907 


SSISTANT: Engineer required for Central Station, West 
London, experienced in H.T. and D.C. maintenance. Duration 

of war or longer. Commencing salary, including war bonus, £176 
and residence.—2501, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


SSISTANT Engineer wanted for an Electricity Supply Co. in 

London ; D.C. plant ; ineligible for military service ; starting 
salary £3 58. per week. — 7885, ELEOTRICAL REVIEW, 4, Ludga 
Hill, London. 


SSISTANT to Export Manager wanted with knowledge of 
motor-car equipment and electrical machinery.  Rapidly 
expanding business ; good opportunity for capable man ; knowledge 
of Spanish useful ; ineligible.—Reply stating age, experience, and 
salary required, MoRRIs, RUSSELL & Co., LTD., 75, Curtain Road, 
E.C. 2. ` 7834 


(Ou Hand wanted for mounting room in electric lamp 

factory in London. No person resident more than 10 miles 
away, or already engaged on Government work, will be engaged.— 
Write, stating qualifications, &c., 7895, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


Ci Hand wanted for pump room in electric lamp factory ' 


in London. No, person resident more than 10 miles away, or 
already engaged on Government work, will be engaged.—Write, 
stating qualificatioos, &c., 7894, ELEOTRIOAL REVIEW, 4, Ludgate 
Hill, London. 


— —————— 


E ECTRICAL Engineer, with test bed or central station experi- 

ence, required for supervising the power house and mainten- 
ance of electrical equipment of large controlled establishment in 
S.W. London. No applications will be considered from persons 
already engaged on Government work, or who live more than 
10 miles away.- Apply stating age, experience and salary required, 
to 7923, ELECTRICAL REVIEW, 4, Ludvate Hill, London. 


LECTRICIAN-Wireman, good all-round, lighting. motors and 

tramcar wiring. No person on Government work, or 

eligible for Army will be considered.—2510. ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


po n (inelizible) wanted for post of Manager and 
Secretary of supply company (temporary) Salary £181 
per annuin.—2458, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


XPERIENCED Tester required by large firm of Electrical 
Contractors, ineligible for Military Service. No person 
resident more than 10 miles away, or already engaged on Govern- 


ment work. will be engaged. - 7900, ELECTRICAL REVIEW, 
4. Ludgate Hill, London. 


IRST-Class Mechanic for Instrument. Work and Small Steel 
,. Parts: Government work. London factory. No person 
resident more than 10 miles away, or already enzaged on Govern- 


ment work, will be engaged. — 7910, ELECTRICAL REVIEW, 4 
Ludgate Hill, London. i 
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SITUATIONS VACANT.— Continued, 


ITTER and Turner, used to Tramway machine shop work. 
No person on Government work or eligible for Army will be 
considered.—2512, ELECTRICAL REVIEW, 4. Ludgate Hill, London. 


LUMINATING Engineering.—Thoroughly competent man 

required for planning lighting specifieations and advisory 
work. Good opening for one qualified. Knowledge of optical 
science and electrical engineering essential. No person resident 
more than 10 miles away, or already engaged on Government 
work, wil be engaged.—Full particulars as to experience, salary. 
age, &c., 7903, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 
еы Maker, used to turning and fitting brass and 

ebonite parts to extreme accuracy, for responsible position on 
work of national importance ; must be able to read drawing and 
use micrometer. Character must bear strictest investigation. In- 
teresting work with good prospects for first-class mechanic: 
location, London, W. Anyone over ten miles away, or on Govern- 
ment work, need not reply.- - Address М. M., c/o Dixons, 195, Oxford 
Street, W. 7902 


UNIOR Charge Engineer, qualified by experience for switch- 

board duties on A.C. system, required at once London district. 

Minimum salary £2 5s. per week. Permanency likely.—2487. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


UNIOR Shift Engineer. Applications are invited for poaition 

as Junior Shift Engineer; workshop training essential: 
wages £2, plus 4s. bonus. Applications, giving particulars of 
training and reason for exemption, to be forwarded to the CHIEF 
ENGINEER, Electricity Works, 50, Eden Grove, Holloway, N. 7. 
1848 


AGNETO Mechanic or Electrical Instrument Maker for 
responsible position in magneto factory under Government 
control; must be highly skilled and used to light repetition work 
of great accuracy; preference given to one who has been in 
business for himself. Anyone over 10 miles away, or on Govern- 
ment work, need not reply.—Address “М. M.," с/о Dixon's, 195, 
Oxford Street, W. 1. 7860 


ESIDENT Engineer and Secretary required at once, for small 

direct-current central station, situated in a seaside town. 

West of England. Applicants must have had good electrical and 

commercial experience, and be conversant with suction gas plante, 

and general wiring business.—Full particulars of past experience 

and present position, with salary required, to 7883, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


HED-Hand used to Tramway work. No person on Government 
work or eligible for Army will be considered. 2511, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. | 


HIFT Engineer required immediately for 20,000-Kw. London 
power station. Thorough mechanical training and previous 
experience in E.H.T. 3-phase supply essential. Permanent situation 
for suitable applicant; must be ineligible for military service. 
Salary to commence, £150 to £175, according to experience, and 
war bonus.—7919, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


HIFT Engineer wanted, must have thorough mechanical and 
KO electrical training, and experience with turbines and Babcock 
boilers, and must be ineligible for military service ; wages 57s. 6d. 


рег week, including war bonus.— Apply, with full particulars, 7818, 


ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ae Engineers wanted in certified undertaking ; H.T. A.C. 

turbine experience and good mechanical training essential.— 
Apply stating age, full qualífications, wage required, &c., and when 
able to commence, to THE SCOTTISH CENTRAL ELECTRIC POWER 
Co., 1, Kirk Wynd, Falkirk. "E 7912 


ILUMINITE (See advertisement May 25th, 1917). Selling 
Agents wanted in chief towns except Birmingham and 
Manchester. Applicants please send full particulars and qual fi- 
cations.—SILUMINITE INSULATOR Co., LTD., The Green, Southall. 
| | | 7846 


UB-Station Attendants required by a cértified Electric Supply 


Co. in London. Wages 8d. per hour and War Bonus. Must 
be ineligible.— Write, stating age and experience, P. M., clo J. W. 
Vickers & Co., Ltd., 5, Nicholas Lane, E.C. 7801 


WITCHBOARD Attendant wanted (ineligible) to take 8-hour 
shifts. System, 3-wire D.C. with battery. - Applications 
stating experience and salary required to the ENGINEER, Electricity 
Supply Corporation, 93, High Road, Chiswick, W. 4 7914 


ELEPHONE Instrument Fitters and Fayltsmen. Knowledge 
` of intercom. work. Permanent and good wages to experienced 
men. Preference given to returned тер. War work. All distriets. 


. —Apply THE BIRMINGHAM PRIVATE TELEPHONE (NEW SYSTEM) 
Co., LTD., 174, Corporation Street, Birmingham. 18]? 


ELEPHONE Mechanics, Bench hands, Assemblers, also Elec- 

trical Testers; war work; released men given preference ; 

permanent ; good wages. London works.— 7719, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


EST-Room Assistant (London) for small А.С. and D.c. apparatus, 
with some workshop experience preferred. State fully ex- 
perience and particulars, aleo salary required. No person resident 
more t 10 miles away, or already engaged on Government work. 
will be engaged. — 7832, ELECTRICAL BEVIEW, 4, Ludgate Hill, 
London. 


С Continued on newt page.) 
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SITUATIONS VACANT .—Conhnud. 


ANTED, by'a firm іп the S.E. district engaged on munition 
work, ‘firat-claas Telegraph Mechanics.' No person resident 
more than 10 miles away, or already engaged on Government 


"work, will be engaged.— State age and experience to 6125, 


ELECTRICAL REVIEW, 4, Ludgate Hill, London 


ANTED by wholesale City firm, Stock- keeper with practical 
knowledge of electric light, "bells and telephone wiring ; 

must be able to keep in repair апа working order 100-line internal 
telephone exchange. Applicants must be free of military service. 
State full qualifications, age, wages required. No person resident 
more than 10 miles away, or already engaged on Government work, 
will be engaged.—7878, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


ANTED, Draughtsman for the mechanical design of large 

electrical ‘direct current machines. Nobody engaged on 
Government work will be accepted.— Write or apply to the nearest 
BOARD OF TRADE EMPLOYMENT EXCHANGE, mentioning this paper 
and No. А2631. 7346 


ANTED, Draughtsman used to working i in Eelecbricnl acces- 

sories department. State age, experience and salary re- 
quired. No person resident more than 10 miles away, or already 
engaged on Government work, will be enyayed.—7&84, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


ANTED, for generating station in Manchester district, 

Switchboard Attendants (ineligible for Army), or men 

with electrical experience willing to be trained as such. ^Good 

wages.—Apply stating age, experience, and when at liberty. 7811, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, invalided young officers with clactrioal experience 
willing to act as Switchboard Attendants in a generating 
station. Good salary.—7661, ELECTRICAL REVIEW, 4, Ludgate Hill, 


ANTED, six expert Fitters for the erection of cable machinery 

plant. Government work. 8.Е. district. No person resident 

more than 10 miles away, or already engaged on Government work, 

wil be engaged. — 7889, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


ANTED, Swager, experienced, for THEE ; state qualifi- 

cations, where last employed, also salary required. No 

person resident more than 10 miles away, or already engaged on 

Government work, will be engaged.—7901, ELEOTRICAL REVIEW, 
4, Ludgate Hill, London. 


ANTED, Switchboard Attendant, ineligible for Army, for 
Generating Station near Manchester. Experience with 
three-phase А.С. and D.C. switchgear essential. Масев 61d. per 
hour. Time and half Sundays, plus war bonus. Seven eight- 
hour shifts. с DP enone stating age and qualifications, to 7899, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, two good Mechanical Drauyhtsmen ; must be over 
military age or otherwise ineligible for service. No person 
resident more than 10 miles away, or already engaged on Govern- 
ment work, will be engaged. — JOHNSON & PHILLIPS, LTD. 
Charlton, S. E. 7. 7913 


INDER3’ forewoman or charge-hand wanted, used to А.С. and 


D.C. winding and control of female winders.---7924, 


ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


IREMAN, good all-round man, ineligible, used to lighting 
motors, telephones and bells, &c. No person on Govern- 

ment work will be engaged.—Apply giving full particulars, to your 
nearest EMPLOYMENT EXCHANGE, mentioning No. А2983. 7189 


ORKING Manager to carry on old Electrical Contractor's. 

Business while owner on Service. Applicants must be 

over military age, and have thorough practical experience of 

installation and maintenance work, and capable of interviewing 

and estimating ; or would entertain offers to purchase business.— 
2140, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


— — 


SITUATIONS WANTED. 


Oheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimun. 15... Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL Review address count as seven worda, 


OLONIAL.—Salesman (51), energetic, with engineering. cable 
and accessories knowledge and past colonial experience, is 
desirous of representing British manufacturer in Africa or 
Australia ; highest references. — 2505, ELECTRICAL REVIEW, 4, 
Ludgate Hill, London. 


LECTRICAL Engineer-Drauglitsman, offers services as sub- 

stitute, power and lighting installations ; good technical, 

practical, commercial experience ; part or whole time ; London.-- 
2014, ELECTRICAL REVIEW, 4, Ludgate Hi]l, London 


LECTRICAL Engineer, ineligible, experienced central station 

management, mains and installation, responsible 

permanent position.—2481, ELEOTRICAL REVIEW, 4, Ludgate Hill, 
London. 
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SITUATIONS WANTED.—Continued. 


qo Engineer (ineligible) seeks responsible position ; 

would manage business or department of electrical con- 
tractors ; ood buyer, organiser. estimator, and can influence profit- 
able business. References of highest standing. First-class firms in 
London only entertained.—2502, ELECTRICAL REVIEW. 4, Ladgate 
Hill, London. 


LECTRICAL Engineer (47), nine years high explosives and 

chemical factories, home and abroad, capable in erection 

and maintenance, 30 years’ general electrical experienes.—- 2486. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Engineer (47) wants charge small central station 
or large estate. — 2509, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 


LECTRICAL Foreman "Eugineer, thoroughly experienced : 

plant, power, erection, lighting, &c.; installations, esti- 
mating; over 20 years' practical experience.—2459, ELEOTRIOAL 
REvIEW, 4, Ludgate Hill, London. 


LECTRICIAN and Mate; lighting, power, ‘phones.-—T., 25. 
Doddington Grove. Kennington, S.E. | 2500 


TOP and Mate wants piece work or contract, light, 
4 bells, ‘phones, motors.— COWLING, 95, Chatsworth Road. 
Clapton. + 2411 


LECTRICIAN, first-class experienced man, all branches ; take 
charge, sub-contract, or piecework and jobbing. — 2499, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICIAN, over military age, wants job in country ; 
accustomed to interviewing and estimating.—J. B.. 49, Ryot 
Gardens, Stamford Brook, London. 2498 


— ————MÀ—MM ÁÁ— Á—— ——— M - — 


NGINEER (ineligible) mechanical, electrical, seeks responsible 
post. clerk of works or charge, wide experience, erection, 
maintenance and central station, control of men.— References, 
A. G., 94, Shrewsbury Road, Forest Gate, E.7 | 2468 


NGINEER, life experience steam, gas or oil, requires charge of 
country house installation ; 20 years' testimonials from one 
estate, two years’ war service.—NICHOLLS, Power House, R.N.D. 
Camp, Blandford. ' | 2497 


RADUATE, with extensive experience design, manufacture 
| and installation of electrical apparatus for collieries, factories 
and warships, desires engagement on National work. Age 35, 
ineligible. Salary, £500.—2483, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 


UALIFIED young Electrical Engineer open for engagement 
with controlled firm, preferably on management.— 2515, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ALES Manager or Traveller (ineligible), with undoubted con- 

nection throughout Great Britain amongst municipalities, 

and trade, requires engagement. — 2430, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


IREMAN (ineligible), lighting and motors. — К. ©., 35, 
Valentines Road, Ilford, Essex. ` 2410 


IREMAN. Lighting, bells, &c., good all round. — 2504; 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


PARTNERSHIP. 


Cheap prepaid Advertisements are inserted under this heading at tme race 
of One Penny Per Word (minimum 18.). Three Cousecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and Exvectrricat REviEW address count as seven words. 


OCKET Lamp Batteries. Advertiser, expert in the manufacture 

of al) kinds of Dry Batteries, wants reliable firm or person 

to form company to make batteries for pocket lamps, torches, bella, 

telephones, &c.: enormous sales, large profits ; or otherwise would 

sell formulas. — 2489, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


AGENCIES. 


Cheap prepaid Advertisements are deret: under thís heading at the rate 
of One Penny Per Word (minimum 1s.). Three Consegutive Insertions for 
the price of two, if ordered апо p-epuid with first insertion. 

Box Number and ELkcTRICAL REVIEW сотен count as seven words. 


LONDON Firm of Wholesale Suppliers requires the services 

of live Representatives in various parts of the country to 

take up the sale of some special lines in Lighting Accessories and 
Electrical Novelties. Applicants must have first-class connection 
in the trade, and be able to influence business amongst large 
contractors and retailers of electrical goods.—2467, ELECTRICAL 


. REVIEW, 4, Ludgate Hill, London. | 
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FOR SALE. 


Meesrs. THE BRITISH ELECTRICAL SUPPLY STORES 
Transfer Works, | , 
WHITLEY BAY, Northumberland. 
Telegrams : “ Transfer," Whitley Bay. 


ELECTRICAL PLANT FOR SALE. 


OUR 375-kw. Williams-Siemens Sets., Engines, three-crank, 
triple expansion, built for 180 lbs. steam pressure, installed 

between 1897 and 1899. 

Two similar but with E.C.C. Dynamos, installed in 1901. All 
generators can be run either as shunt (460/500-volt) or com- 
pound.(500/550-volt) wound generators, and are complete 
with field rheostats, &c. 

Two Surface Condensers by Cole, Marchent & Morley, each con- 
talning 2,500 square feet cooling surface. 

Two Compound steam-driven Air Pumps, capacity suitable for 
working with one of above condensers. 

Two, exactly alike, 100-Kw. Steam Generating Sets, 460 volts, D.C. 
Generators (Mawdsley), complete with switchboard, cable, 
and boilers. 

Three 140-H.P. Scott & Mountain 8-pole D.c. Motors, 500 volts 
starter, pulleys and rails. Speed 555 R.P.M. 

One 80-H.P. Gas Engine, magneto ignition ; make, National. 

One 25-H.P. D.C. Siemens protected type Motor, shunt wound; 
speed, 900 R.P.M. approximately. 400 volts. 

Two, exactly alike, 100-H.P. Crossley Suction Gas Engines, direct 
coupled to two Lancashire Dynamos, 550 volts, 120 ampa., 
200 R.P.M., 2 complete sets Gas Generators for 100 H.P. com- 
plete with switchboard. Immediate removal. 

One Tram Type 20-н.р. Controller, crane rated. 

One Dynamo, 120 volts, 25 amps., complete with switchboard. 

One 10-H.P. (Flathers), 200-volt, 2-phase, 1440 в. Р. M., 28 amps., 

. 60 periods, slide rails, pulley and starter. | 

Three 80-Н.Р. Siemens А.С. Motors. 

One Allans Steam Generating Engine, extended box bed | for gene- 
rator compound, 70 1. H.P., perfect condition, cheap quick sale. 

Two 3-H.P., D.C., 240-volt, 4-pole, shunt-wound Motors, switch- 
boards and pulleys. 

One 35-H.P., D.C., 4-pole, enclosed, 500-volt Motors, 500 В.Р.М., 
враге armature, complete. 

One 28-H.P.,.D.c. Motor, 460 volts, make Brush Electrical Co. 

One 40-H.P. Motor, 3-phase, 440 volts, 40 cycles, slip ring, complete 
regulator, make Mather & Platt, no starter. 

One 2000-&w., Willans-Bruce Peebles, 6000-volt, 3-phase, 40-period 
Turbo-Generator, fitted with surface condenser. 

One Westinghouse 40-H.P. Motor, 200 volts, 50 cycles, 710 R.P.M. 


All Electrical Plant is tested by a well-known Insurance Co. 7120 | 


GENERATING SETS. 


WO Belliss-Westinghouse, 400-KWw., 500/550-volt, D.C, with | 
new spare armature, and independent electric-driven surface 


condenser. 

Two 225-Kw., comprising Belliss compound engines and Crompton 
compound-wound generators, 440/500 volts, with switch panels 
complete. 

One 400-&w., 400-volt, A.C., 50-period, 3-phaze. 

One 400-Kw., 220-volt, A.C., 50-period, 3-phase. 

One 350-Kw., Brush-Parsons Turbo, 460 volts, D.c. 

One 250-kw., De Laval Turbo, 400 volts, 50-period, 3-phase. 

One 500-Kw., E.C.C., 500 volts, single-bearing Generator or Motor : 
speed, 300 R.P.M. 

One 400-&w., 500-volt, 6-pole, shunt-wound Generator, with single 

bearing and coupling ; speed. 375 R.P.M. 

One 40-H.P., slip-ring, 400-volt, 3-phase motor ; speed, 580 R.P.M. 

One 60-H.P., 500-volt, D.C. Motor ; 8 . 1,000 В.Р.М. 

Eoonomic-type Boiler, 13’ 6" x 9! 6", with superheater and Bennis 
stoker ; insured 180 Ibs. 


All the above are open to any inspection and ready for immediate 
despatch. 


Apply, FRANK GILMAN. Lightwoods, Birmingham. 7921 


FOR SALE. 


Urbaa District Council of Dartford. 


FFERS are invited for one Ledwards Evaporative Condenser 
(10.000 lbs. of steam per hour) with air pump. 

The plant can be inspected by appointment on application to 
Mr. J. D. PEMBEB, Engineer and Manager, Electricity Works, 
Priory Road, Dartford, from whom a short specification and form 
of tender can be obtained. 

Sealed offers, in envelopes endorsed ' Tender for Plant," must be 
delivered at the Council Offices, Dartford, not later than noon on 
јог 12th. 

W. KAY, 


Clerk to the Council. 
Council Offices, Dartford. 


16th June, 1917. 7898 


ELECTRIC MOTORS. 


ALE or hire. Second-hand Machines in stock. ARMATURES 
and Coils repaired at shortest notice. 


THE TITAN ELECTRICAL OO., 


9/11, le Street, W.C. 
"Phone : Oentral, 18,191. Б: 6493 


[June 22, 1917. 


FOR SALE.—Continued.. 


FOR SALE. 


5 0 Generating S et, engine by Davey Paxman & Co., 
direct-coupled to E.C.C. Dynamo, 220 volte, 
230 amps., 560 reva. 

50-kw. Steam Generating Set, direct-coupled to Dynamo, 
500 volts, 100 amps., 500 revs. 

Two Electric Locos., 2 ft. 6 in. gauge ; capacity 30/35 tons 
on the level at a speed of 5/6 miles per hour, 500/600 
volts. 

Self-contained Sandycroft Hoisting Engine, 7-in. cyls., 
12-in. stroke. І 

Ногі. Cond. Engine, by Marshalls, with cyl. 16-in. dia. 
by 33-in. stroke. 

Vert. Comp. Corliss Cond. Engine, by Goodfellow, 13-in. 
and 24-in. су1в., 24-in. stroke. 

Two Vert. Comp. Engines, by The Brush Co., with cyls. 
8-in. and 15-in. dia by 10-in. stroke. 

Three Cross Comp. Hori. Engines, by Robey & Co., with 
81-in. and 141-in. cyls., by 16-in. stroke. 

ATALOGUE of Stock MACHINERY. 2-8000 LOTS. 
Free on Application. Inspectidn invited. 


THOS. W. WARD, LTD., ALBION WORKS, 
Tel. : “ Forward, Sheffield.” SHEFFIELD. 


R. Н. LONGBOTHAM а CO., LTD., WAKEFIELD, 


4 and at Milburn House, Newoaatle-on-Tyne, 


Tel : { 44 Wakefield. Telegrams : 
* 1867 Newcastle, “ Engineer, Wakefield.” 


FOR SALE. 


ADDLE Patent Fan, capacity 20,000 cb. ft., with 
Motor, 550 volts A.C., 25 H.P. 

Two Babcock & Wilcox Boilers ; heating ere 1,827 

eq. ft. each boiler ; with Patent Steam Superheaters. 
. Insured for 200 be. pressure. 

Mirrlees-Wateon Condenser; 30,000 lbs. steam per hr.; 
3,000 aq. ft. cooling surface. With separator. 

350-kw. Alternator, by the B.T.H. Co., 550 volts, 8-phase, 
50 cycles, with Barolay's cross compound horizontal 
Engines, 26° and 40” cyls. x 4-ft. stroke. 

Generating Set, 125 Kw., with 250-H.P. vertical Cross 
Compound Condensing Engine by J. & H. McLaren ; 
Alternator by Ferranti, 2,000 volte, 50 periods. / 

Two motor-driven Air Compressors, by Reavell, capacity 
320 cub. ft., with 65-н.р. Westinghouse Motors, 440 
volts, 3-phase, А.О. 5277 


FOR SALE. 
HE Ministry of Munitions 
has for disposal  : 
TWO WILLANS-SIEMENS GENERATING SETS, 
360 H.P., 360 R.P.M., 410 volts, 550 amps., and 
ONE HIGHFIELD REVERSIBLE BOOSTER BY EC.C. 


Motor 410 volts, 1,000 revs. 

Booster 60 volts, 125 amps. normal, 250 amps, peak load. 
Exciter 370/430. volte. 

Complete with Starter, Controllers, Diverter, &c. 


For further particulars apply :— 


MINISTRY OF MUNITIONS, 
74 | Sales | 25, 
Storey's Gate, 


Е Westminster, S.W. 1 7914 


FOR SALE. 


WO 20-К.У.А. single-phase 2,000/200-volt, 50-period air-cooled 
Transformers in steel cases. 
Six 50-К.У.А. single-phase 2,000/200-volt, 50-period air-cooled Trans- 
formers in cast-iron cases. 
One 6-H.P. single-phase Motor, 200 volts, 50 periods, 970 R.P.M.; 
with starting switch and bedplate. · 
E plant has been taken out owing to changing the system of 
supply. 


R. N. MAYNE, 
Electricity Works, Engineer and Manager. 
Redditch. 7819 
DRY CELLS. 


RY Cells: Columbia No. 6, Ignitor, Globe open circuit. 
Carbons: Open arc, 22 mm., 18 mm., 16 mm. cored, 12 mm. 
solid ; enclosed arc, 13 mm. solid. Files, Hacksaw Blades. 
Send your enquiries to 
ROWSE & CO., 
1, Dawson Streot, Whiteohapel, 


Liverpool. 2476 


( Continued on neat page.) 
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FOR SALE.—Continued. 


FOR SALE. 
GENERATING SETS. 


NE Generating Set comprising : : 

Belliss compound engine for 160 lbs. steam pressure, 
direct coupled to G.E.C. 3-phase alternator, having an 
output of 230 xw. at 500 volts, 50 cycles, complete 
with direct coupled exciter, switchboard, &c. 


One Generating Set comprising :— | 
Browett & Lindley compound engine for 160 lbs. steam 
preasure, direct coupled to G.E.C. 3-phase alternator, 
having an output of 220 Kw., at 500 volts, 50 cycles, 
complete with direct coupled exciter, switchboard, &c. 


The above sets are of recent construction, and in condition 
equal to new. 


Price and full specification on application to 


THE PHCENIX ELECTRICAL CO., 
32—36, Broomielaw, 
Glasgow. 7804 


GENERATING SETS FOR SALE. 


NE Generating Set, comprising Belliss compound 
Engine, direct coupled to a 6-pole shunt-wound 
Generator, by Mavor & Coulson, Ltd., having 
an output of 150 Kw. at 110 volts, 435 R.P.M. 


One Generating Set as above, but 70 KW., 110 volte, 
450 B.P.M. | mE 


Both Seta are modern, and in first-class erder. 


THE PHONNIX ELECTRICAL CO., 
i .. 32—86, Broomielaw, 
Glasgow. 7805 


FOR SALE. 


NE Crossley “Z.A.E.” Type Gas Engine, 140 B.H.P. on town's 
gas, 119 B.H.P. on producer gas, 200 R.P.M., complete with 
smali engine and air-compreesor for starting. Engine No. 54666. 
One 200/220-volt, 400-ampere, 550-R.P.M., 6-pole Generator, by 
Mawdsleys, Ltd 
Ei whole forming a very fine up-to-date plant in first-class 
order. 
Price £750 nett, f.o.r. Leicester. 


THE PHOENIX ELECTRICAL CO., 
ы 32—36, Broomielaw, 
Glasgow. 7806 


Cheap prepaid Advertisements reist.ig to second-hand goods and specified 
Articles are inserted under this heading at the rate of One Penny Per Word 
(minimum 1s.) Three Consecutive Insertions for the price of two, if ordered 
and prepaid with first insertion. 


TRADE RATES ON APPLICATION. 


Box Number and ELEcTRIOAL Review address count as seven words. 


( 110 yds., 7/208 twin paper-insulated, lead -covered, 
armoured, two layers steel tape, juted overall, new, £14.— 
CRAYEN ELECTRIC Co., Skipton. | 2449 


ASING and Capping (American Whitewood) for Sale; also 
Clearing Lines.— THE WEST OF ENGLAND JOINERY Co., 
LTD., Plymouth. | 2460 


ONDUIT Fittings, screwed and slip, 50% off list. —TURNRRB, 
25, Station Road, Willesden Junction. 2521 


8 ——————————-—6 
ROSSLEY Саз Engine, 8/10 H.P., electric light type, two fly- 
wheels, tube ignition, works No. 29056; and Crompton 
Dynamo, 110 volte, 45 amps. works No. 3700. Been used as 
stand-by set in flour mill when main engine stopped. Only run 
intermittently and in good order. Would sell engine separately. 
Cheap.—A pply, SHAW, 66/68, Brook Street, Hull. 2488 


YNAMO, four-pole, compound-wound, 100-volt, 250 amperes, 
new, as delivered, £105. Motor, 20-B.H.P., 460-volt D.C. 
Interpole, with Igranic starter complete as new, £70. Dynamo, 
Crompton bi-polar 100-volt, 200 amperes with slide rails, and pulley 
and regulator compound wound, £35.—Apply ALLANS, Bridgewater 
Street, Wapping, Liverpool. 2478 
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FOR SALE.—Continued. - 


YNAMOS, 3000, 1500, 1000 and 750 amperes at 6 volts; alse 
smaller sizes. Machines let out on hire.—CANNING & Co., 
Electro-Platers Engineers, Birmingham. ' 7769 


IGHT, 12, 17 and 27-H.P., 110-volt, shunt-protected Motors. 
All in sound running order.—DRUMMOND & Co., Commercial 
Street, Middlesbrough. 7813 


TUBE Lift by Otis Co., with 3j-H.P. Motor 230 volta, 
- complete with all gear, mounted on bedplate; can be seen 
running in perfect working condition.—2516, ELECTRICAL REYIEW, 
4, Ludgate Hill, London. А 


*, HUARALO Hl,LO0DOOD. — — Más 
ni. Motors and Dynamos, Sale or Hire. Always a large 

stock of nearly new guaranteed machines. Immediate 
delivery.—ELECTRO-GENERATOR Co., 14, Shepherd’s Bush Road, 
W. "Phone: 488 Hammersmith. ; 2049 


Be Motors.—Large selection, new &nd second-hand, im 
stock for immediate delivery.—MALCOLM & ALLAN, LTD., 
499, Eglinton Street, Glasgow. 2045 


ciel sas s se tia aga Ан i Ne O e RN RR aL 
| У and machinery-cleaning Waste, good quality, excellent 
value. Price 34s. 9d. per cwt., carriage paid, cwt. bales.— 
DuxBURY, Rag Waste Merchant, Nottingham Street, Bolton. 2461 


XHAUST Fan for Sale.— One Electric Ventilating Exhaust 
Fan, box blade type, 42 in. diameter blades, complete with 
motor, wound for 70 volts direct current. Price, complete with 
starter, £25.—7886, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


OR Sale, all new.—One А.С. Motor, 4 H.P., 420 volts, 50 cycles, . 
3-phase, 1345 revs., pulley 3" x41"; £5. Опе А.С. Motor, 

à H.P., 420 volts, 50 cycles, 3-phase, 1345 revs., pulley 21" х 44"; 
£5. Опе А.С. Motor, 1+ H.P., 100 volts, 100 cycles, single - phase, 
2800 revs., pulley 3” x 54”; £8. One А.С. Motor, 2 H.P., 100 volts, 
100 cycles, single- phase, . 2800 revs., pulley 2" x 44"; £10.— 
GEORGE E. MATHIASEN, LTD., 4, Hylton Avenue, Liscard, npe 


Fe Sale, Electrically-Driven Three-Throw Pumpe, 7 in. by 8 ia 
stroke, direct-coupled to 500-volt c.c, Motor.— WILLIAMS 
AND Sons, 37, Queen Victoria Street, London, E.C. 7883 


OR Sale, Generating Set, 300-Kw., 460/500 volta, 150 lbs. steam 
pressure ; modern plant. Cheap.—PH(NIX ELECTRICAL Co., 
32—36, Broomielaw, Glasgow. 7803 


OR Sale, one Rees-Roturbo Self-regulating Pressure Chamber 
Circulating’ Pump, capable of dealing with 37,000 to 60,000 

galls. per hour against a varying head from 20 to 25 feet direct 
coupled with Parker D.c. 500-volt, 720 to 840 R.P.M. Motor on 
combined bedplate.—BALFOUR, BEATTY & Oo., LIMITED, 66, Queen 
Street, E.C. 4. 1887 


OR Sale, one set of Triple-expansion Engines, inverted type, 
three cylinders, 80 &.P.M., designed for 600 H.P., economical 

load at 160 lbs. boiler pressure’; complete with jet-type condenser, 
vertical air pump, worked from the crosshead of the engine. The 
engine is provided with platforms and hand rails.—For further 
particulars apply to W. MARSHALL & Co., Ellesmere Works, Hulme, 
Manchester. 2493 


po Sale, one 60-way Telephone Exchange Board, 10-cord 
' circuit, in first-class condition. May be inspected at these 
works .any time by appointment. — KvNOCH, LTb., Witton, 
Birmingham. 1888 


OR Salaor Hire, high class Dynamos, Motors, Alternators, Cable 
. and ‘Arc Lamps.—PERCY HUDDLESTON & Co., 72, PT 
Pavement, E.C. 56 


асенні ee ERR RIEN REPRE 
OR Sale or Hire, two 115-H.P. Motors or Generators, 500 volts, 
D.C., 420 revs. compound wound, 3 bearings.—MARTIN8, 

320, Witton Road, Birmingham. 2408 
утте» е т M A LLL LLLA 


OR Sale or Hire, 1-н.Р. to 30-H.P. Guaranteed Machines.— 
MACDONALD, SYER & Co., LTD., 295, Gray's Inn Roed, n 


OR Sale, Picture House Motor-Generator by B.T.H. Co., com- 
prising : 8-H.P., 400/440-volt D.C. Motor coupled to 65-volt, 
60-ampere, generator complete with starter, regulator, switchboard, 
&c. Price £70.—PH@NIX ELECTRICAL Co., 32—36, Broomielaw, 
Glasgow. 7797 


эв" MÀ ———— 
JOR Sale (second-hand), immediate delivery, one marine type, 
slow-speed, Corliss valve Engine, coupled direct to 800 KW. 

D.c. electric generator, 1,280 volts.—May be seen working any 
day on application to C. NEWTON RUSSELL, Chief Electrical 
Engineer, Shoreditch Borough Council, Electricity Department, 
Coronet Street, Shoreditch, N. 7906 
peat M 


OR Sale, Stock of Working Electrician: Electric Light Fittings 
and Accessories, Bell Accessories, &c. One Lot or separate. 
—GRIFFITHS, “ Oakdene," Woodgrange Avenue, North ads 


Ko Sale, Surface Condensing Plant, by Wheeler, with vacuum 
gauge and two-throw steam driven Air Pumps, by Allen 
andiSons.—MADEN х MCKEE, LTD., 317, Prescot Road, Гроса 


Ke Sale, two Ferranti Meters, 200 volts, readings 1 to 10,000 
units, one quite new, the other slightly used. £2 each.— 
Cook, 5, Elton Road, Bishopston, Bristol. 1892 
—— ———————'À— — —H——a 
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FOR SALE.—Coninued. 


К°® Sale, two No. 3 Ordnance Fans, 14" wheel, direct sied to 

totally-enclosed motors, 450/600 volts, 2) B.H.P., 1,050 R.P.M. ; 
complete with starters.— For further particulars 'apply to W. 
MARSHALL & Co., Ellesmere Works, Hulme, Manchester. 2494 


OR Sale, two 500-Kw. Parsons Steam Generators, 500 volts, 
180 steam pressure.—WILLIAMS & Sons, 37, Queen Victoria, 
Street, London, E.C. 7880 


OR Sale, 8-H.P., 200-volt, 50-period, 2-phase, slip-ring Motor 
nearly new. £28. — PHOENIX ELECTRICAL Co., 32—36 
Broomielaw, Glasgow. 1198 


OR Sale, 22-Kw., 110-volt, 350-rev., steam-driven, direct- 
coupled Generator ; open, vertical, 2-cylinder Engine, 120 168. 
steam pressure, with steam separator, all accessories; 4-pole 
compound-wound Dynamo, in good working order.—CAMPBELL 
AND IsHERWOOD, LTD., Raleigh Street, Bootle, Liverpool. 7842 


OR Sale, 45-H.P. (brand new) and 50-H.P. Motors, complete 
with rails, starters, &0.. 220 volts, single-phase, 50-period, by 
Crypto Co.—J. M. Works, Bloemfontein Road, Shepherd's Bush, 
W. 12. | 1518 


OR Sale, 100-amp., 110-volt, three-bearing Generator; maker, 
Thomas Parker. — Apply B. FRENCH, Electrical Engineer, 
Kidderminster. | 2435 


OR Sale, 110-volt, 80-ampere, compound-wound Dynamo by 
Holmes, complete with pulley, rails and switchboard. £40. 
--PHGNIX ELECTRICAL Co., 32—36, Breomielaw, Glasgow. 7800 


OR Sale, 112-Kw., 230-volt, Generating Set, with Belliss engine. 
Modern plant. Cheap. —PHENIX ELECTRICAL Co., 32—36, 
Broomielaw, Glasgow. 7801 


OR Sale, 120-KW. Steam Generating Set, 230 volts, 500 amps.. 
350 R.P.M.; immediate delivery.—-WILLIAMS & SONS, 37, 
Queen Victoria Street, London, E.C. Тї 88l 


OR Sale, 200/220- volt. 400-ampere, 550- R.P.M. alpo com- 
pound wound Generator ; modern machine in first-class order. 

£225.—PHÆŒÆNIX ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 
7802 


\ОҢ Sale, 290-H.P. 440-volt, 50-period, 3-phase, slip-ring Motor, 
complete with starter. Cheap.—PH«&NIx ELECTRICAL CO., 
32— 36, Broomielaw, Glasgow. 1199 


AS-Oil Engines, 1 B.H.P., £7; 2 B.H.P, £8; 3 B.H.P., £10 
108.; 5 B.H.P., £12 10s. New, guaranteed. Also secondhand. 
—BINNS8, 49, Ripon Street, Gateshead-on-Tyne. 2506 


ENERATING Sets, two 375-KW., triple-expansion enclosed 
engine, 440/550 volts D.C. ; one 275-KW. Willans-Westinghouse, 
A.C., three-phase, 50 periods, 2200 volts; Generator, 200-Kw., 
compound, 500 volts; А.С. Motor, 40 periods, three-phase, 275-H.P. 
All immediate delivery. — JENNINGS, West Walls, Newcastle-on- 
Tyne. e 7725 


ENERATORS, 120, 250, 500, 1000 watts ; ball bearings. New, 
guaraņteed.—BINNS, 49, ‚ Ripon Street, 'Gateshead-on-Tyne. 
2507 


AMPS, Metal Filament, British made: 4800 250-volt, 32 C.P. ; 
1000 260/25 C.P.; at 18. 4d. each to clear. —PATERSON AND 
SERVICE, 38. Bath Street. Glasgow. 7908 


IFT, Electric, with -12-H.P. motor, 460 volts, by Otis Co. ; all 
complete, in perfect Working order ; can be seen running.— 
2520, ELECTRICAL REVIEW. 4, Ludgate Hill, London. 


ARBLE Generator Panel with Wattmeter, highest class, 
2000 amperes, 200/250 volts, all instrumenta and connecting 

cable; about 10,000 Carbons, mostly 13 m/m cored; quantity 
Heavy Dynamo Flexible, carrying 50/1000 amperes ; Recording 
Voltmeters and Ammeters by Richard, Paris.—JENNINGS, West 
Walls, Newcastle-on-Tyne. 7726 


OTORS, D.C., new. Ball bearings, }-Н.Р., £5 10s. ; }-Н.Р., £8; 
]-H.P., £10 108. ; 14-H.P., £13 10s. ; ‘Starters, '3 to 50-Н.Р., 
cheap.—BINNS, 49, Ripon Street, Gateshead-on- Tyne. . 2508 


OTORS, 3, 4, 5 and 74 H.P., 106/200 and 440 volts, A.c.— 
THE VICTORIA ELECTRIC. PLANT .Co., Spenser "Street, 
Westminster, S.W. 77 95 


OTORS, 4, 5, 7, 10 and 15 H.P., 400/480 volte, D.c.—THE 
VICTORIA ELECTRIC PLANT Co., Spenser Street, West- 
minster, 8.W. 7794 


OTORS, 230 volts, 6 and 10 H.P.; 460 volts, 12 and 15 н.р.: 
by Brace Peebles. Can be seen in running order.—2518: 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


NE 25-amp., 100-v. Chamberlain-Hookham unit Meter; one’ 


16-атр. ditto, 100 v. Good order; cheap. — MANAGER, 
Electricity Works, Buckfastleigh, Devon. 2396 


| Beatie Simmance-Abady Flicker, Pentane standard ; 
one candle. All complete, quite new. Offers wanted ; 


carriage paid. — 7811, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


LATING Dynamo, 6 volts. 500 amps., in good working order.— 
2517, ELECTRICAL REVIRW, 4, Ludgate Hill, London. 
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FOR SALE.—Contnued. 


210 volts, 12 to 30 H.P., with starters.— MARTINS, 320, 
Witton Road, Birmingham. 2407 


ILENT Chains and Wheels, two 17-teeth, two 96-teeth, 26-ft. 


C) aio von of Langdon-Davies, single-phase, 50-oycle Motors, - 


chain; never been used; suit 10 to 16 H.P.—STANLEY - 


Jo OHNSTON, Belfast. 2419 


E R ME ie ciui 

ILICA Wool (Two Tons) for Sale, about 116 bags. Offers 

wanted. Carriage paid ; bags free. — 7810, ELEOTRIOAL 
REVIEW, 4, Ludgate Hill, London. 


HREE Steel Poles 25 ft. long by ł in. thick, £3 each.—THE 
LONDON ELECTRIC FIRM, Croydon. 192b 


HREE 300-amp., 110-volt Dynamos, 700 R.P.M., compound 
wound.—MARTINS, 320, Witton Road, Birmingham. 2409 


RANSFORMER, Brush, 3-phase, 130 K.v.A., oil cooled, 6,600 

volts to 400 volts, with neutral tapping, been used five years ; 

offers invited without oil, f.o.r. near Bradford.— 2475, ELEOTRIOAL 
REVIEW, 4, Ludgate Hill, London. 


WO 7-H.P., 440-volt, compound, protected Motors by Flectro- 
motors, 450 revs. Perfect order. Ready for work.— 
DRUMMOND & Co., Commercial Street, Middlesbrough. 7876 


WO 114-kKw., 240-volt multipolar shunt-wound Generators, 
three-bearing belt-driven type ; also one 44-Kw. ditto, com- 
pound wound. All ready for immediate use.—DRUMMOND & Co., 
Commercial Street, Middlesbrough. | 7872 


ACUUM Cleaner. cabinet pattern in oak case, with 1/5-H.P., 230- 
volt motor; by Hydro Vacuum Co.; in new condition.— 
MILLAR & STEWART, 42, George Street, Edinburgh. 2519 


7 1 -Н.Р., 220-volt, totally-enclosed Verity Motor, quite new. 
€  Alsol2-H.P. protected Motor, compound wound.—DRUMMOND 
AND Co., Commercial Street, Middlesbrough. 7875 
ore Distribution Board and water-proof C.I. Case, 34" x 31”, 

with safety fuses for 8 motors, 20-100 amps, as good as new, 
£8.—R. BECKER & Co., LTD., 53, City Road, E.C. 7896 


1 О HS horizontal Gas Engine by Westinghouse, 

type B.E. 4, with magneto, electric lighting type, 
complete with tank and all fittings ; only run intermittently 
over four years.—DRUMMOND & Co, Commercial Street, Middles- 
brough. 7871 


1 -KW., 100-volt, 150-amp., compound-wound, 6-pole Dynamo 


three-bearing type with pulley. Little used.—DRUMMOND 
AND Co., Commercial Street, Middlesbrough. 7874 


a mn a — À—————— 


ОГУ Motor, 100 volts, as new ; £70.—2477, ELEOTRIOAL ` 


REVIEW, 4, Ludgate Hill, London. 


3 ous Motor, 500 volta, D.C., 500 revs., totally enclosed, with 
new spare armature, with starter by Veritys. Immediate 
delivery.—SUGDEN, Wakering Road, Barking. 2404 


| A0 E; and 50-H.P. Alternating Motors, 2-phase, 50 periods, 

400 or 200 volts, 3-wire or 4-wire system, about 480 revo- 
lutions per min., with starters, slide rails and pulleys in excellent 
condition, guaranteed.—Further particulars and price from 2485, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


О OR, Steam Generating Set, enclosed compound engine by 

Ernest Scott & Mountain, coupled to modern interpole 
D.C. generator, 500 volts. Immediate delivery.— HARRY Н. 
GARDAM & Oo,, LTD., Staines. 7863 


1 ОП) three-phase, 40-period Motor for sale, 440 volts, 
slip-ring wound rotor, all accessories, immediate delivery. 
—JENNINGS8, West Walls, Newcastle-on-Tyne. 7905 


3 0 05 Generator, by Westinghouse, 500 volta D.C., 320 R.P.M., 
three-bearing machine, with rope pulley. —HARRY H. 
GARDAM & Co., LTD., Staines. 6642 


5 О -KW. Willans & Siemens Turbo-generating Set, 500 volta, 
3-phase, 50~, 3,000 R.P.M.—R. WALKER, 2, Oswald 
Street, Glasgow. 7106 


BUSINESSES FOR SALE AND WANTED. 


Cheap prepaid Advertisements are ir ,ertec under this heading at the d 
of One Penny Рег Word (minimum is.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ExiecrricaL Revixw &ddre.3 count as seven words, 


OR Sale. — Electrical Contractors’ Business and Sale Sho 
(High-Class), established nine years. Plenty of work, bot 
installation for power, lighting, bells and telephones. Turnover 
for last two years about £1,700 per year. Suit practical man. 
Low expenses. Owner retiring owing to eyesight troubles. 
Principals only. Price about £500, including stock and plant. 
Freehold of shop and dwelling-house can be purchased if desired. 
—Reply in first instance to 7911, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 


( Contintied on next, page.) 
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ARTICLES WANTED. 


A CCUMULATORS wanted for refining purposes. Obsolete 

Generating Sets, Dynamos, Motors, and all kinds of 
Machinery. Scrap Cable, Aro Lampe, Meters, Metal Residues, and 
Scrap Metals of every description purchased for prompt cash, town 
Or country.—Apply A. BRowN & Sons, 142, Lower Clapton Road, 
London, N.E. Telephone, Dalston, 555. Telegrams, Secondhand. 


Lovwclap, London. Established 1860. 2092 
A QUANTITY of old Hellesen Cells, type 6, wanted.—120, Lord- 
_ ship Lane, Wood Green, London. 2482 


C. and D.C. Motors (second-hand), any type, any condition, 
. wanted for prompt cash.—A. LEAROYD & Sox, Bridge Works, 
Heatherley Street, Clapton, N.E. 2060 


LEAROYD & Son, Bridge Works, Clapton, N.E.—Telephone 
Dalston, 2278 ; Telegrams: Frangible, Lowclap, London— 

buys for prompt cash every description of second-hand Generating 
Sets, Accumulators, Motors, Transformers, old Arc Lampe, Meters, 
Cable, Scrap Metals, Metallic Drosses, &c., &o. Enquiries solicited. 
Established over 50 years. 2061 


AE kinds of disused Plant, Machinery, Scrap Metals, &c., pur- 
chased for cash. If you have any Generating Seta, Motor 
Dynamos, Steam Engines, Boilers, &c., you wish to dispose of, kindly 
offer same to us. Complete works "purchased for dismantling. 
Harry H. GARDAM & Co., LTD., Staines. Telephone, Staines 98. 
. 8579 


YNAMOS, Motors, Arc Lampe, Meters, Scrap Cable, Iron 
Metals or. machinery, purchased for cash in any quantities.— 

J. Hyams, 11, Glengall Terrace, Old Kent Road, S.E. Telephone : 
3389 Hop. 2336 


H. CHAPPELL, Sons & Co., Midland Wharves, Lea Bridge 

. Road, Leyton, N.E. Telephone: Walthamstow 500.—Cash 
buyers of every description of obsolete Dynamos, Motors, Generating 
Sets, Cable, &c. ; Steam, Hydraulic and Electrical Machinery, Scrap 
Metals, &c. — Phone or write us. Established 40 years. 2491 


OTORS wanted immediately, 400 volts, three-phase, 50-periods, 
} either slip-ring or squirrel cage, with Auto-Transformer 
Starters, 5, 6, 8, 10, 20, 25, 30-H.P., or nearest. Good second-hand 
preferred.— 7865, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


IL Engine wanted, about 9-B.H.P., good maker, first-class con- 
dition essential. — Ripovt & RATCLIFF, LTD., Electrical 
Engineers, 42, Upper Baker Street, London, N.W. ` 2474 


LD Electric Lamp Caps Wanted.—Metal Filaments, 35s. 1000. 
Carbons, 15s. 1000. Best prices given for Platinum, or Scrap 
Materials containing Platinum. Also Brass, Copper, Zinc and other 
Metals wanted. Spot cash.—H. SCHNEIDER, 12, St. George Street, 
London, E.1. Telephone: 3605 Ave. 2412 


LD Electric Lamp Tope wanted, in large or small quantities. 
. Metal-filament tope, 35s. per 1,000; carbon tope, 15s. per 
1,000, or 70s. per ewt. for mixed tops; scrap platinum, 2408. per 
oz. ; mercury, 38. 6d. per lb. ; old cable, 408. per cwt. ; scrap copper, 
908. per cwt.; and brass, 658. per cwt. Carriage paid ; cash by 


return for goods received. —LEE, 56, Green Street, Bethnal Green, 
London. 2399 


Ee RS aai 
| PLATINUM, in any form and quantity, purchased at highest 
prices by DERBY & Co., LTD., 44, Clerkenwell Road, London. 


ECONDHAND, cotton-covered, silk-covered, or enamelled 

Copper Wire, from 26 to 34 S.W.G. ; perfect covering not 

essential. Send кире price and quantity available.—2454, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, a Megger.—A. J., 13, Sunninghill Terrace, Llanelly 
В. Wales. 2424 


ANTED. Motor, {-1 H.P., 205 volts A.C., 50-cycle, 3-phase ; 

also Dynamo to give 5-10 amps., 100-volt D.C., or Motor 
Generator for similar result. — HOLMFIRTH, LIMITED, Cranmer 
Court, High Street, Clapham. 2503 
i RA AMD A Pte Re ee ere 


ANTED, one 220-volt, single-phase, 50-cycle Motor, 6 or 
7 H.P. ; new or second-hand, suitable for coupling direct to 
a С.С. generator for cinema work ; including (starting gear, A.E.G., 


{ Langdon-Davies, or Phoenix make preferred, but not essential. All 


offers of motors and starters, with price, age of machine, makers, 
and type of rotor winding, round or squirrel cage, to GEO. J. 
SHARP & Co., Manufacturing Electrical Engineers and Contractors, 
China Walk, Lambeth, London, S.E. 11. 7891 


ANTED, Second-hand 40-Kw. Dynamo, belt driven, either 

shunt or compound wound. Any voltage between 200 and 

400 volts.—Full particulars, 2422, ELEOTRIOAL REVIEW, 4, Ludgate 
Hill, London. 


CASH ENQUIRIES 


BUYERS 


SCRAP 
IRON, STEEL, 


sulk | PARK ROYAL, 


TURNINGS, 
BORINGS, 
&c. 


LONDON. 
тч. 


TELEPHONE: 


А. WEBSTER, 


Great Western Railway Depot, 
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ARTICLES WANTED.—Continued. 
Бә 
V ANTED. several 50-H.P. Motors, 480 volts D.C.— SUGDEN, 

| Wakering Road, Barking. 2405 


M J ANTED, Storage Battery. 54 cells, about 100—150 amps. 
hour capacity. - J. H. CHESSHIRE, " Oakwood,” Hagley, 


Worcestershire. 7909 
M ANTED, Transformer, 100—100 volts, 50 periods, 21—5 Kw. 
— J. W. RUSSRLL, Loates Lane, Watford. 2479 


T ANTED. $ or 1 horse-power Motor, Electric, 230 volts direct 
with starter: must be in working condition. — 2434 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


АКТЕР, 10-kw. steam Generating Set, comprising compound 
engine and direct coupled dynamo ; also switch panel.— Full 
particulars, TAYLOR. Macaulay Street, Huddersfield. 2490 


ANTED, 166/200 Kw. compound, non-condensing. steam 

. Generating Set, 220 volts. State price, age and condition, 

also makers name of engine and generation.—7893, ELECTRICAL 
REVIEW, 4. Ludgate Hill, London. 


9 -B.H.P., single-phase, 50-period, 200-volt Motor. — Quote, 
giving full particulars, to 2439, ELEOTRICAL REVIEW, 
4, Ludgate Hill, London. 


90 0; 50-cycle Motor-Generator to 100-v. D.C., about 14 or 

2 H.P. 230-v. D.C. Generator, shunt-wound, with regu- 
lator, 12 to 15 amps. : also Meters and change-over Switch. —Apply 
stating make, age and condition, ToLson, Engineer, Holmfirth, 
Yorks. — 2480 


MISCELLANEOUS. 


WOODWORK. 


T2 Firm in London area, with big quantities of mahogany 
and wainut off-cuts, want contracts for small case work, 
motor-car tool boxes, battery or similar cases; small hardwood 
work of any character. 

Send your enquiries to 7840, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London, E.C. 4. 


QVERHEAD TRANSMISSION LINES. 


OW, High, or Extra High Tension, 
consult / 


THE CRAVEN AND DisTRICT TELEPHONE 
AND ELECTRIC Co., ? 
Skipton. 2443 


Cheap prepaid Advertisements are inserted under this heading at tbe rate 
of One Penny Per Word (minimum 18.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ExectaricaL Revisw address count as seven werde. 


NQUIRIES invited for machine work and of any other descrip 
tion. Prompt deliveries if Class A.—Full particulars, in first 
instance, to 2492, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


EPETITION Work.—Enquiries invited for brass castings 
Class A work. Only large quantities entertained. Deliveries 
guaranteed.—2495, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


EPETITION Work.—Wanted engineering firms to undertake 

machinery of small steel parts. Class A work. Large 

quantities to be placed and material supplied.—2496, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


MALL electrical constructional work wanted for machine shop | 
and mechanical department.— 7890, oe REVIEW, 4, 
Ludgate Hill, London. 


T ANTED, firms, preferably in the London district, who can 
take up the machining of vulcanite mouldings to limit 

gauge and micrometer for electrical instrument work. А con- 
tinuous business is offered.—S1MM8 Motor Units, LTD., Gresse 
Street, Rathbone Place, W. 7861 


Where Advertisements are to be answered to a given number 
at the ELECTRICAL REYIEW Office, Applications for names 


and addresses of the Advertisers will be entirely disregarded, 
and Letters giving incorrect Box Numbers will be destroyed. 


SOLICITED. cmm 


BUYERS 


| SCRAP 
COPPER, BRASS, 
GUN-METAL, 


Also Borings, 
RESIDUES, 


WILLESDEN) 2378. M 
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PAPER LEAD COVERED & ARMOURED CABLE 


/ 


TEST PRESSURE 
75,000 VOLTS FOR :-HOUR 


MECHANICAL TEST 
BENT 6 TIMES TO A 19° RADIUS E 


DESTRUCTION TEST 
100,000 VOLTS WITHOUT BREAKDOWN 


W.T.GLOVER & СО LTD 


TRAFFORD PARK, 


MANCHESTER. 
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Oe: 32 years’ EXPERIENCE—Scientific Research— 
and first hand study of actual requirements has enabled 

us to produce a wide range, of instruments, embodying 

sound scientific design with the best workmanship. | 


This is the secret of the success and world-wide popularity 
of N.C.S. Instruments. 


Look for the mark N.C.S.—the Sign of Quality and 
Reliability. 

Applications for our large Illustrated Catalogue should be | 
made on Business Note Heading. , 


NALDER BROS. & THOMPSON, LTD., 
97a, Dalston Lane, Dalston, LONDON, E.8 


Telegrams: ''Occlude, Kinland, London." Telephone: Dalston 2365 oe lines). 
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^ÍIÍAmicrrv COOKERS 
The British Electric Transformer C? 1, Hayes, Middlesex 


june 22, 1917.] 


NOTICES RELATING TO PATENTS. 
Latest time for receiving 9.30 a.m. Thursday. 


John E. Raworth. 


qum БУ ся piis Westminster, 8.W. Chartered Patent Agent. 


OFFICIAL . NOTICES. 
Latest timo for receiving 9.30 a.m. Thursday. 


IN THE MATTER OF THE TRADING WITH THE ENEMY 
AMENOMENT AOT, 1916. 


A report upon the Company's operations and affairs has 
been prepared by the Company, in conjunction with the Com- 
pany's auditors (Messrs. Price, Waterhouse & Co.) and with 
Messrs. Turquand Youngs & Oo. Copies of this report can 
be obtained, subject as hereinafter mentioned, together with 
copies of the Company’s accounts up to the 3lst December, 
5 on written application to the Public Trustee, Kingsway, 


All applicants will be required to satisfy the Public Trustee 
as to any matter which he may think fit to investigate before 
copies of such report or accounts will be supplied. 

Intending tenderers who desire to inspect the property of 
the Company should apply to the Public Trustee for an 
authority to do so. 

Tenders must be delivered, sealed, to the Public Trustee, 
Kingsway, W.C., on or before THuRsDaY, the 12th JULY, 
1917 (not 14th June, as previously advertised), at 12 o'clock 
noon, and marked on the envelope, ‘‘ Tender, Siemens 


The Public Trustee does not bind himself to accept any 
Tender, and reserves to himself all rights in connection there- 
with. Forms of Tender can be obtained from the Public 


Trustee. 
Dated this 8th day of February, 1917. 


О. J. STEWART, 
Public Trustee. 
Custodian for England and Wales. 


F. WIGGINS & SONS. 


M | C Telephene, Avenue 2248 


FOR INSULATION. 
102. 103 & 104, Minories, LONDON. 


Largest Stook in the Werid. 


WOLVERHAMPTON 


FOR NEW WORKS SITES. 


Exceptienal Transport Advantages by Rail and Water. 


CHEAP ELECTRICITY, GAS, MOND GAS AND WATER. / 
Low ASSESSMENTS. 
RXOBLLENT EDUCATIONAL FACILITIES. 
ELECTRIC TRAMWAYS. 
MALE AND FEMALE LABOUR PLENTIFUL. 
——— CJ  —"nm— 


For Particalers apply te GEORGE GREEN, Borough Engineer, 
| Secretary Developraent Committee, 
Town Hall, Welverhampton. 


THB : 


"ELECTRICAL REVIEW’S” SUGGESTIONS 
j or dealing with 


tropa Electric Shock should be in every Generating, Transforming 
and Motor House. 


Mounted on Cardboard, 1/6 each, Postage 4d. extra. 


2 Н, ALABASTER: GATEHOUSE & KEMPE, 4, Ludgate Hill, London, E.C. 4 
SSS) (00000 
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over beac eH eto lip: 


JUST ISSUED 


An Up-to-date and Comprehensive 


CATALOGUE 
| of 
EXHAUST FANS. 


Write To-day. Ask for List No. LF 71. 


S. G. LEACH & CO., LTD. 


Electrical Engineers and Manufacturers, 


26 —30, Artillery Lane, LONDON,,. Е.С. 2 


eee 
rr MUNITIONS WORKS. 


Electric Glue Pots in the Pattern Shop eliminate 
Danger of Fire. 


e 


pmo 


Electric Instrument Sterilisers In the Ambulance Room 
protect against Infection. 


Manufactured by— 


PREMIER ELECTRIC HEATERS, Ltd., 


268, 259 & 260, BRADFORD STREET. BIRMINGHAM, 


Catalogues on request. Enquiries invited. 
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ACCUMULATORS 
ОЕ ANY SIZE, 
FOR EVERY PURPOSE. 


М. а ELECTRICAL CLIFTON JUNCTION, 
STORAGE СО "^ | 
LIMITED ё а ЕРУ | 
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THIS IS THE BOILER. 


Diameter 7", 

Single Heat. 

Loading 1000 watts. 

Complete with 4 ft. 
Flexible Cord. 


DOE 


BOILS THE KETTLE А WORKS THE STEAMER 7 MAKES THE Corre 


2 | \ 
LJ 


SUTI Your Сам BE USEO WITH OVENS CAST IRON SAUCEPANS 
EXISTING OOUBLE SAUCEPAN S WHICH YOUR IRONMIONGER MAKE WO DIKFEAEENCE 
| ev. SUPPLIES FOR Ort STOVES ETE T 


GETS THE EARLY ^70 WING 
Сир OF TEA QUICKLY 


HEATS YOUR OLO FASHIONAO - `- MAKES SPLENDID TOAST 
[RON à 


They economise Coal, and are just the thing for "Servantless'" Houses, 


They form an excellent Early-Morning Load, and Increase your Income for Electricity Sold, 
practically without any Increased Expense. 


They can be used on existing Heating Circuits, so no installation work 1s necessary. 


We can give Prompt Delivery, although, owing to their popularity, the demand is ever 
increasing. E | 


A very large proportion of ouriOrders are REPEAT ORDERS!!! This speaks for itself. 


BELLING & CO, esr kening s Coking Societate EDMONTON, LONDON, N. 18 


2 оэ ма „шш з= маань. „__ н. ааыр нанынан Ана Нан D 


NAME -PLATES- 


ENCRAVED CAST £.0£55£ D PRINTED 
BRASS COPPER ALUMINIU IVORINE CELULO! e 


LONDON LABEL С° ш 


FYIARLEY WORKS, BECKTON RPE. 


COMPLETELY 


ELECTRIC CARS стых. 
Motors & Dynamos 257 онла. 


MODE RATE CHARGES. 


A. BROWN, шее Streat, BALHAM, S.W. 
ELECTRIC HEATING 


FOR . 


INDUSTRIAL PURPOSES 


CONSULT THE SPECIALISTS oy 
TOWNSHEND'S LrP—— - ` ERNEST ST. BIRMINCHAN. 


(oper Hewitt 
BLUE: PRINTING 


MACHINES MAKE PERFECT PRINTS 
LIST NO. 549C. 


Westinghouse Cooper Hewitt Co., Ltd., 80, York Read, King's Cross, London, К. 


BLOCKS, CLEATS, 

BOARDS FOR SWITCHES 
in Stock and made to any Design 
` "XS ACCUMULATOR CASES япа 

X N BATTERY BOXES Made to Order. 


isl a 55 & CASINGS. 


= Please write for I atest Illustrated Price List. 


J. F. & G. HARRIS, Lro. 


t TIMBER MERCHANTS AND MOULDING MANUFACTURERS, 
SAWING, PLANING, MOULDING & GENERAL WOODWORKING MILLS— 


| 58a, WILSON STREET, FINSBURY, LONDON, E.C. 2 
/ 


Telephone: No. 1168 London Wall. Telegrams: ' Fandecors, Finsquare, London." 
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‘Tine #2, RT. 


REWINDING 


DYNAMOS & MOTORS. AC. & DC. Quick Deliveries. 
NEW AND SECOND-HAND MOTORS IN STOCK. 


HOWELLS & CO., Lichfield SL, Hanley, Stoke-on-Tre at, 


RALPH NEAL. 


Maker of Presses, Press Tools & arch 

| Of Every Description for Electrica] and Mechanical Engineers. 

BLANKS, ASHE PRESS PIERCINGS, DIE E CITTA IN 
STEEL, BRASS OR ANY MATERIAL FOR THB TRADE. 


LABELS and NAME PLATES A SPEOIALITY. 
ао ‘& 50. PERCIVAL EN Eie: LONDON, ED.C, 


elephone : 


DUGDELL'S PATENT MOVABLE 
FITTINGS. 


Fig. 228. 


HUNDREDS OF PATTERNS. 


Thousands ө? 
Repeat Orders. 


See Full Page Second Issue of 
* Electrical Review” each month. 


CATALOGUE ON APPLICATION 
I 


FAILSWORTH, MANCHESTER. 


ELECTRIC TRAMCAR HAND-BOOK, 


for Motormen, Inspectors and Derot Workers. 


H. ALABASTER, GATEHOUSE & KEMPE, 4, Ludgate Hill, London , E.C.4 


ELECTRICAL REVIEWwv. 


INDINGS AND CASES .—Subscribers and others can have their halt- yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per а: a 
Oases for binding are also supplied at 2s. ба. each.—4, Ludgate Hill, E 


BOILER FEED PUMPS. ~ 


SINGLE AND COMPOUND. 


The GREAT SUCCESS of the Hall Pump 
is due to its 


RELIABILITY ! 


SIMPLICITY ! 


ECONOMY ! 


E P. HALL & SONS, Ltd., 


PETERBOROUGH. 


ee 


ACCESSORIES 


NEW 


Write for our 
SET OF 


PRELIMINARY PROBLEMS 
IN 
SWITCHING. rrer. 
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ARMSTRONG, STEVENS & ҮТИ 


WHITTALL t Medus "Pur 
BIRMINGHAM. 


ON 
€ APPLIOATION. 


Olde New Styiel 4 
HENDRY BELTING| f 


— 


ACCESSORIES 


GIVE GREATER INTEREST 
THAN SO MUCH PER CENT. 


ОСЫ 


E 


3 | 


lis 
1" 
ШИТ i 


ALL TYPES 


LAMPHOLDERS 


including 


H EN D RY 


d FROM A S/NCLE = STRAND 


“BE LETING 


THESE ILLUSTRATIONS are drawn to scale. They show 
KEYSWITCH the striking advance made by api new сри Flexible 
construction over the old style. - RYS’ Laminated 
l Leather BELTING is now а to give efficient апд 


satisfaetory driving over Pulleys ONE-HALF and even Two- 

IN ST Q C K. | THIRDS smaller than is practicable with any other flat belting 
Illustrated booklet, samples and prices on request. 

JAMES HENDRY ^i»: GLASGOW 


—————— 
————— 9 


ELEPHONES 


ALF°GRAHAM<-C°, EZ 


АРУ СИП REGISTERET 


The British h Electrical & Mig. Co. 


2. St. Nicholas Buildings, 


PATENT, 
1000 


Established NEWCASTLE-ON-TYNE. SPEAKING: CROFTON PARK,S.E. 2 722 

| Dos ADOPTED BY POWER 
Telegrams : ee /; MANY FOREIGN GOVERNMENTS #6505 

АТОМЕ СЕИ: IINE: i | | Att THE LEADING STEAMSHIP LINES. {7с: 


Te P Telegraphic Address :—" THEOREM, PATRICROFT," 


Producer Gas Engine, - VT 


ee е4 
e ui 
65 B.H.P. at 500 Revs * Af: radiis e Jie GARDNER 
^ V Hm. Tiranen ' ^ 


ОНР Gas and Oii Engi 
AMNES". Gas and Oii Engines 
КАЧ, s. wm е de A "a Vertical High-Speed Type for 

CENE coupling direct to Dynamos. 
From 5 B.H.P. to 120 B.H.P. 
5 = 96 ~~ —— 

L. GARDNER б SONS, Ltd. 
Barton Hill Engine Works, 
PATRICROFT, MANCHESTER. 


NORRIS, HENTY & GARDNER'S, Ltd., 


87, Queen Victoria Street, London, E.C. 
Telephone No. 9702 City. 
Telegraphic | NORNODESTE, CANNON, Lonpon (сраг ва 
Address: | ag two words oniy, 


Glasgow Showroom: 45, BOTHWELL ST. 
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WITH SINGLE POCKETS. Patent No. 9345/11. | 15 
j| ror vinum for GERMS, & for TURBO- GENERATORS, @0. | ill ||| 


ШЕ Ay FILM COOLING TOWERS, Ltd., & 


125, Hiyh Holborn, London. W.C. 
“Ato e; T esen NU Works: MIDDLESBROUGH. G kon расте: 


Over 60 Plants installed for 2.9 hs: 1,500,000 cubic feet of air per minute. 


Each pocket easily 
and separately 
removable. 


Working at a very 
low resistance. 


te pyese g у ы» 0 


//////////7 


OUR HALF-YEARLY INDEX. 


AS it is necessary to effect every possible economy 


in paper consumption, the 


5O.NEWGATE ST, $ 166,INGRAM ST. 
A An TONDO ECL СС ААМ | | Index to Vol, 80 or me ELECTRICAL REVIEW, 


/// 
HHI 


77 а 


which will be printed in the course of а few 


weeks, wil be supplied only to those who, 
through the post, specially apply for it. To 
such it will be supplied for 3d. post free. 
Any reader or advertiser at Home or Abroad 
who requires à copy for binding, or for other 
purposes, is asked to make application therefor 
promptly to:— 


THE PUBLISHER, 
ELECTRICAL REVIEW, 4, Ludgate Hill, LONDON, E.C. 4. 


XFLECTRICAL WORK 


CONTRACTORS TO Н.М GOVERNMENT. ^ 


— —m——"—Mt— ]—Á P —ráÓ' 


| = эл ma THE ELECTRIC TRAMCAR HAND-BOOK, ғ хо. 
Inspectors and 
By W. A. AGNEW. Depot Workers. | 
> Н. ALABASTER, GATEHOUSE & KEMPE, 4, LUDGATE HiLL, LONDON, EC. 4 Ф 
Ln —4 


WIRE LANI PS 


BRITISH MADE. 


" ErescA”.. WiRE Lamps have established a reputation for 
consistently high quality. No pains are spared in manufacture to 
maintain this, and contractors may instal “ EFESCA ” Lamps with the 
utmost confidence that they will give satisfaction under all conditions- 


Higher trade discounts are allowed than are usual for similar lamps, 
which means larger profits—a point of special importance at the present 
time. 


Write for catalogue and trade terms. 


FALK, STADELMANN & CO., Ltd., 


Efesca Electrical Works, 
MANCHESTER, and GLASGOW: 


LONDON, 


- 
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в 
Head Office : 110, CANNON STREET, LONDON, E.C. 
Telephone: CITY 2744 (2 lines). Telegrams : "DAMOPHON, LONDON." 
Works : Eastdown Works, Dermody Road, Lewisham, London, S.E. 
К Telephone: LEE GREEN 1473. 
ыш, [ AND АТ 
LEEDS. - NOTTINGHAM. | NEWCASTLE-ON.TYNE. 
SHEFFIELD. GLASGOW. CARDIFF. 
DUBLIN. | INDIA. PARIS. 
PETROGRAD. MOSCOW. GREECE. 
трату LEAD 


| DEPOSITING 
| X SOLUTION. 


"E IA ТЕЕ) 


мей, Җ 


5 
"3217 ў? 
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heavy coat of Lead 
on lron, Brass and 
other metals. 


RN ў e 8^3 Я M 

NN uo or NN i ^. 

ee gi light 
Tto y ves a lig or 


BDE Е - MAINS.SAME CAPACITY AS DYNAMO. 


CONNECTIONS 


. | THE BEST ON 
. | THE MARKET 


DYNAMO. ^ 


M € 
Е * 
DUE 
"M a 


THOUSANDS OF 
HEAT: GALLONS IN USE 


W. CANNING & C? sinmincnam ш, 


DIAGRAM. OF “CONNECTIONS 
— FOR, PLATING VAT —. 


a: 
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bracket throws the oscillating mechanism on a 
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Alternating Current 
E Fan 
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NU 


Callender’s Cab Tvre 
Sheathee Cables are 
Insulated with pure 
and vuleanised india- 
rubber of the highest 
suitable quality pro- 
eurable, and finally 
sheathed overall with 
patent Cab Tyre 
Rubber, thus en- 
suring the maximun 
of efficiency. 

This Cab Tyre 
Sheathing is not 
affected һу сого Ve 
molstures, and will 
stand very hard wear. 

Our descriptive 
booklet gives full 


in and out of gear. 


Theoscillating mechanism 
consists of steel worm 
with bronze pinions of 
exceptionallv liberal 
dimensions located 4n a 
grease-filled gear case. 


Literature and Prices 
on request. 


CENTURY ELECTRIC COMPANY; 


19th Pine to Olive Streets, St. Louis, Mo. U.S.A. . 


A STOCK OF "CENTURY" FANS IS CARRIED IN LONGON BY— 
The Sole British Agents— 


partic AA ! 
SWEDISH GENERAL ELECTRIC, LTD., > d en d A 
_ 5, CHANCERY LANE, W.C. e t» 79; ‘lth 


Sales Manager: В. A. MARPLES, sea Victoria Embankment, London.E. d 
Telegrams: ''Autosyncro, Westcent, London." Telephone: Holborn 1703. 


ШЙ | WAN 


^ 


WE REPAIR AND REWIND 


GENERATORS & MO ‘ORS 


———— X — ——— M —À— M a À—— —À -e — — 


Fans. 
Heating and Cooking Apparatus. 
Car Lighting and Starting Sets. 


VACUUM CLEANERS | 


MAGIC APPLIANCES, LTD. 
( Rewinding Dept.) 


159, Westminster Bridge Road, LONDON, S.E. 


En ee — — — ——U o o — — Áo ———- 
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W. H. ALLEN, SON & CO., LTD. 


BEDFORD, | CONDENSING PLANTS. | ENGLAND. 
| SURFACE, BAROMETRIC AND LOW.LEVEL JET TYPES | 


"ALLEN-EDWARDS" RECIPROCATING OR "KINETIC" ROTARY AIR PUMPS, 


HIGH VACUUM. HIGH EFFICIENCY. 


Surface Condensing Plant with Motor-Driven Circulating Pump 
and Air Pumps driven by inverted Engine. 


—— ———————: OTHER “ALLEN” SPECIALITIES : 
OPEN AND ENCLOSED VERTICAL STEAM ENGINES, “CONQUEROR” 
TURBINE AND CENTRIFUGAL PUMPS, VERTICAL OIL AND GAS 
ENGINES, STEAM TURBINES, FANS, DYNAMOS, MOTORS, ас, &c. 


FRASER & CHALMERS 006808, 


HIGH PRESSURE, 
LOW PRESSURE, 
MIXED PRESSURE, 
BACK PRESSURE, 
PASS - OUT 

= - TURBINES. 
TURBO-BLOWERS 

for Blast Furnaces, 


Bessemer Converters, 
etc., etc. 


2,000-KW., 3,000 R.P.M. H.P. Turbine supplied to a Corporation Works. d 


TURBO-COMPRESSORS 


for. High Pressures. 


FRASER & CHALMERS, Ltd., — 


MOORGATE HALL, FINSBURY 


ERITH, KENT. PAVER AG 
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COMPLETE OVERHEAD TRANSMISSION LINES 


HIGH and LOW TENSION. 


20,000-VOLT TRANSMISSION LINE.. 


BRANCH OFFICES, SHOWROOMS AND STORES: 


| | Telephones : Telegrams : 
BIRMINGHAM- . . 206, Corporation Street- - - - Central 7321 - - “Selbac.” 
CARDIFF. . . . 9,Park Place .- - >- - - Cardiff 1937 - -  "Selbac." 
GLASGOW - . .  159,West George Street -  - Central 2391 - -  "Megohm." 
LONDON - - - .  12,Unmion Court, Old Broad Street, EC. Central 2207 - - “Juno.” 
MANCHESTER. . 251, Deansgate - - - .  - ` Central 4174 - - “Selbac.” 
NEWCASTLE- ON- TYNE 44b, Blackett Street - - - - Central 1691 - - — "Selbac." 
PORTSMOUTH- . . Cleveland Road, Gosport - - ронро in gga | ]'Selbec" 


JOHNSON ^» PHILLIPS [^ 
" CHARITON, LONDON.S.E.7 


ESTABLISHED 1875. 
Telegrams : “ Juno, Charlton— Kent." Telephone : Greenwich 400 (6 lines). 
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Weatherproof 
 Lanterns for 


Our Price List, No. 10480, shows a large 
variety of Weatherproof Lanterns for use 
with Mazda Half-Watt Type Lamps. The 
fullest information is given, together with 
curves showing light distributions. 
The Lantern illustrated hereon is the “Globa.” 
It is of good quality and. appearance, and is 
made in sizes to accommodate half-watt type 
lamps from 100 to 1000 watts. It is one 
of the most inexpensive lanterns made and 
is suitable for both interior and exterior 
use. The “ Globa” is made of vitreous en- 
amelled mild steel spinnings of simple form 
but pleasing appearance, and is furnished 
with an all- porcelain lamp-holder. The 
mouth of the spinning is reinforced with a 
| | Ad wrought-iron ring and the lantern is very 
| | | easily wired. The Alabas glass globe sup- 
A plied possesses good diffusing properties. 


Fa WE HOLD STOCKS. 


You should send for a copy of our Price List, No. 10480, 


and learn more of this lantern and of the many other 
patterns shown therein. Copy Free on request. 


1 > 135° 150' 165180 165 150° 135° 120 
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| 
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get it from, 
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Characteristic Light Distribution of “ Globa” Lantern 


BRITISH 


MADE. The British Thomson-Houston: Co., Lti., 


Mazda House, 77, Upper Thames St., London, E.C. 4. 


Mazda House isthe home of 
reliable wiring accessories. 
| (Address as above.) 


Send us your enquiries 
for everything electrical 
you require. 
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LIBERTY AND FREEDOM. | 


It has been well “ба that the price 
of Liberty is eternal vigilance. 


The price of Freedom from troubles 
in the erection and use of Electrical 
Conductors is the current price. 
of Simplex Conduits Fittings and 
Accessories. | 


That Freedom also is purchased by 
the:same eternal vigilance in all the 
processes of manufacture. 


The price includes not only value 
in material things, but the added: 
value that is contained in 20 years 
of experience in the selection of 
the fittest, and the elimination of 


the “good enough." 


4 


дыс Сайды. Lid. 


Garrison Lane, Birmingham. 


LONDON— | LEEDS— 
113-117, Charing Cross: - 6, White Horse Street. 
Road, W.C. LIVERPOOL— 
MANCHESTER— 96, Whitechapel. 
16, Corporation Street. ар РР 
, e eet. 
WE Street. CARDIFF — 
» Waterloo 4, Westgate Street. 
NEWCASTLE — ABERDEEN— 
61—65, High Bridge. 1, Crimson Place. 
BRISTOL— SHEFFIELD— 


10 & 11, Denmark St. 281-3, Attercliffe Common. 
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SPECIAL RANGE | 


SINGLE & POLYPHASE MOTORS 


Very good delivery. 


| Pressures 100-550 volts; Periodicities 25-100 Cycles. 


1, 2 and 3-Phase Circuits. | 
Latest Modern Practice embodied in Manufacture. 


DURABILITY, EFFICIENCY. 


Keynote : 
| 12 months’ Guarantee. 


Enquiries and quotations will receive prompt attention. 


MARSHALL & PLUMTREE, Ltd. 
. 20, High Holborn, W.C. 1. 


Tel : “OMMARTREE 
HOLB. LONDON." í 


'Phone: 
CENTRAL 12141. 


TONS 


of SHEET, ROD & TUBING in London Stock 
in various Qualities and numerous Sizes. 


EBONITE-VULCANITE, owing to its 
special nature, can only be made successfully 
after many years of experience. . 


We have been manufacturing this Material fer 
OVER GO YEARS! 


Send us your Enquiries for :— 


SHEET, ROD and TUBING. 


War Office and Admiralty 
(qualities stocked.) 


ALL descriptions of MOULDINGS. | 
ACCUMULATOR BOXES (Flexible & Hard). 
SEPARATORS (Corrugated and Ribbed). 


AMERICAN HARD RUBBER C0., 


“Eboniseth, London.” 13a, Fore Street, 


Central 12754. LON DON, E.C. 
Head Office: Akron, Ohle. 

9—13, Mercer St., Pacteries : faur New Jersey. 

NEW YORK, U.S.A. College Point, New York. 


[VU LC ANI ТЕ 


|! 
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CRYPTO 


Continuous Current Motors $ Dun anas, 


Ge — Glectrical ie 
Acton Zane, Willesden, Zonbon, 31.333. J0. 


Telephone: Willesden 2240 (3 lines). - Telegrams: " Commutator, London,” 


Bristol: $7, Victoria Street. Glasgow: ДД, Robertson Street, | 
e€.99999999999929^9 99999999299 


Borers sees т КУ eee. 
-— Án" 0444S FS 


ROD - SHEET - TUBE. = 
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EMPRESS WORKS 


(NOTE NEW ADDRESS). 


LONDON : 


11, Queen Victoria Street. 
Tel. No. : 4468 City. 


LEEDS: 


. 76, North Street. 
Tel. No.: 3022. 


E. BROOK, Ld., HUDDERSFIELD 


Wires: ©© PHASE.” Telephone: 1629 (2 wrires). 


[WANDSWORTH 


London Offices and Stores : Head Office and Works: 


| 165, WARDOUR STREET, W. LUDGATE HILL, BIRMINGHAM. 


Telegrams : " Wemcolim, London," " Current, Birmingham." 


THE WANDSWORTH SWITCHPLUG IS FOOLPROOF 


IT IS SELF CONTAINED. NO SEPARATE SWITCH IS REQUIRED. IT IS AUTO- 
MATIC IN ACTION, THE RAPID MAKE AND BREAK: SWITCH MECHANISM 
BEING OPERATED BY THE INSERTION OR WITHDRAWAL OF THE PLUG. 


MADE IN 5 & 15 AMP. SIZES. 


GAS TIGHT. 


WATER TIGHT. 


IRON CLAD 


OR 


` IRON CLAD FOR USE IN WORKSHOPS. HARD WOOD COVERS. 
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Ј.Р.НАЦ 2 69-0. = 
OLDHAM. 
MOTORS | 


AND 


_ DYNAMOS | 


Direct or 
Alternating 
to T O Current. 

uL Te PAT cui c, сол м. на 00 фое 


ЧУ) 50-H.P. D.C. MOTOR WITH BEDPLATE AND OUTER BEARING. 


The NEW Union Electric Co., Ltd., 


57, PARK STREET, 


SOUTHWARK, S.E. / / Mae уз НЕС: MOTORS, 
| IL STOCKPORT 4 


————=-*. 
Ф 


ARC LAMP  |[ Ҹу 
REPAIRS | [9 _ [ze 
PARTS. MT 


STOCK MOTORS 


For 220. 460, & БОО Vo Ts. 
D.C. up vo 5 H.P A.C. ор то 20 HP. 


BROWN, BOVERI. & CO., LIMITED, 


_ CAXTON HOUSE, WESTMINSTER, LONDON. S.W. 
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, OR the Munition Factory there 
are OSRAM G.E.C. Drawn 


Wire Lamps and OSRAM Atmos 
Half-watt Type Lamps. 


See that every lamp -— buy bears 
the words "OSRAM G.E.C., made 
in England." | 


Osram 


DRAWN WIRE | 


amps 
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meter and  non-inductive stan- 
dards of low resistance, 637 

Otley, T. G., and V. Pickles, on 
Boiler house za and main- 
tenance, 147, 192, 206 

" on Making do, 537 

Parnell, T., on Ап Ac. bridge 
meshed of comparing inductances, 


Peck, J. S., on The parallel opera- 

Ti of electrical power stations, 
4 

Pickles, T.. and T. С. Otley, оп 
Boiler-house operation and main- 
tenance, 147, 192, 206 

Rawlings, W. R., on The wiring 
rules of the Institution of 
Electrical Engineers, 475 

" S. б.” on Cable junction boxes, 
31. 60; on High pressure cable 
joints, 255 

Scott, C. P., on Electrical 
and cooking, 598 

Scott, Prof. W. R., on Economie 
recuperation after war, 329, 977 

Seligman, R.. on Aluminium produc- 
tion by electrolysis, 446 

Shepherd, J.. on Some points іп 
connection with engineering 
specifications, 248, 276, 373, 503 

Shield, R. K.. on The manufacture 
of controller drums, 591 

Smith, Prof. C. A. Middleton, on 
After four vcars—Reflections on 
Chinese. engineers, 145 

Stubbings, G. W., on Some notes 
on electric fires, 564; on Some 
notes on the measurement of the 


hcating 


insulation resistance of a live 
three-wire network, 
Tanner, G. F., on The simplifica- 


tion of line testing, 539 
Thornton, Dr. W. M., on Bare wire 
signalling in mines, 289 
Townend, R., on Frequency changers, 
219, 361 
“ Tramp Royal’? оп Hustling and 
team work. 563. Team work in 
line construction, 592 
Twiss, G. V., on High-tension over- 


head transmission lines, 508, 996, 


585 
Vernier, .C., on Wayleaves, 
Wardale, W. T., 

on the capital 


443. 454, 
on Some thoughts 
and labour prob- 


lem. 331; on The importance of 
canal development to the elec- 
trical man, 471 

Webber, H. W., on Recent develop- 
ments in electricity supply at 
Keighley, 643 

Weightman, R. W., on Colonial 


eres and telephones, 25, 51, 


Auto-transformers, Improper use of, 7 


„Б REESE patents fur sale, 74 


Watford exten- 


G. Basit 


Bakerloo: L. & N. W. 
sion, The, 423, 
Baking by elwtricity, by 

Barham, 3 
Bank Charter, industrial, 577 


Basxkrertcy PROCEEDINGS— 
Alison, H. P., and J. G. S. Cun- 
nington, 265, 515, 572 
Birkett, W. D., 322 
Bonner, G. E., 126 
Brockie, J., 515 
Brown, F., 208, 488, 626 
Cawood, W., 130 
Chamier, F. n 349 
Coster, S. S., & Co., 
Craig, A. B., 270, 488 
Cunnington, J. G. У. 
H. P., 265, 515, 572 
Evans, C. E., 98 
Hawdon, A. F., 572 
Ogilvie, C. B., 11, 71, 126, 180, 270 
Oxley, H. H., 126, 265 
Peddie, J. T., 180 


349, 404 


and Allison, 


smith, G. A., and G. A. Smith & 
Co., 652 
Ww hitehouse, J. R., 98, 237 
Wright, E. W. Barton, 349, 488 
Bare ai signalling in mires, by Dr. 
Ww Thornton, 
Шайга, йе for use in building 
dry, 
Batteries, Flash lamps without, 15 


Battery combine, British, 657 

Battery jars for electrical vehicles, 
Standard, 159 

Battery tent for sale, 15 

Bauxite in Hungary, 396 

Belfast electricians’ wages, 342 

Benevolent Institution, The Electrical 
Trades, 422, 


Benzol and electricity, 134 

Board of Scientific Societies, The Con- 
joint, 700 

Board of Trade Committee on Electri- 
city Supply and the I.M.E.A., 549 

Board of Trade, Departmental Com- 
‘mittee on Electric Supply, $25, 353, 
680, 700 

Boiler house operation and maintenance, 
by T. G. Otley and V. Pickles, 147, 
192, 206 

Roiler purposes, Redistribution of coal 
‘available for steam, 679 

Bonding and earthing the lead sheath. 
ing of underground cables, with 
special reference to solid systems, 
Some notes on by '* G. W. S.," ЗӘР 

Bone's electricitv works, 539 

Bonus system at work, A, 439 

Bonuses for station staff, 702 

Books for British prisoners of war, 518 

a power and the output of, 
1 

Rosch magneto interests, 404, 679 

Boy in industry, The, 

Bradford fuel and food control, 680 

Bread and butter machine, 75 

Breakdowns in German plant, by A. F. 
Val. Davies, 124 

Breakdowns in networks, Surge, 583 

Bridge method of comparing in- 
ductances, An a.c., by T. Parnell, 


British Association meeting, $53, 630 
British capital and foreign trade, by 
E. Crammond, 9 


British Electrical and Allied. Manu- 
facturers' Association, The work 
‘of the—The Annual Report, 139, 
142, 166 

British electrical industry, The need 


fer home support, 239 

British Empire Producers’ organisation, 
302 

British Engineers! Association, 629 
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Briiish Ignition Apparatus Association, 
The, 673 

British. Industries Fair, 98, 236 

British Industries Fair, The electrical 
installation. at the, 227 

nun manufactures, ГгеЇсгепсе for, 
dt 

British Science Guild, 408, 492 

British Trade Corporation, 376, 457, 520 

British Trade Corporation prospectus, 
The, 700 


British Westinghouse Co.'s Works, 
Visit of Colonial representatives, 
The 479 


Brittleness produced in steel springs by 
electro-plating, The, 185 ` 

"Bus-Charging " at York, 
598 

Business must go on, 590 

Business names, Registration of, 


336, 416, 698 


Elcctric, 


126, 


(op joints, Hish pressure, by 
URS Ga 255 


Cable junction-boxes, by "S. С.” 31, 
60 

Cable-Makers? Association, 38, 102 

Cable, Use solid wire in place of small 
stranded, 241, 296 


Cable works, The Pirelli-Goneral, 115 

Cables : Excess Profits duty, Electrical, 
520 

Cables, with special reference to solid 
systems, Some notes on bonding 
and earthing the lead sheathing 


of underground, by * G. W. 
587 

Callenders’ hospital fund, 134 

Canada, Notes from, 347 ; 

Canada, Trade statistics of, 348 

Canada, Trade with, 99, 130 ? 

Canadian Exhibition, 652 

Canadian water-powers, 199 

Canadian Water-powers report, 550 

Canal development to the electrical 
man, The importance of, by W. T. 
Wardale, 471 

Canal system, Bavarian, 325 

Canals, Electrical power on, 450 

Canals, Our, 198, 995 

Candle-power, Lumen versus, 394 

rod and Labour. by Sir W. Lever, 

Capital and Labour problem, Some 
thoughts on the, by W. T. 
Wardale, 331 

Car lighting and engine starting for 
motor cars, 56 

Car lighting Association, U.S., 439 

Carbon rlectrodes for arc furnaces, 134 

Carron electrical cooking installation, A 
large, 370 

Catalogues: Notice 


Sa” 


te manufacturers, 


Cell, А sensitive selenium, 688 

Census of production, The, 255 

Centnal station employees, 520, 550, 582 

Cevlon, Import trade of, 112 

Charging at York, ‘Bus, 598 

Charging stations in Gt. Britain, 
Public electric, 269, 296. 368 

Cheaper electricity suoplv, 281 

Chemical enginecring. Gencral 
sion on, 360 


discus- 


chemical industries, Mobilisation ‘of, 
01% 
Chemical Manufacturers’ Association, 


Chicken hrooding, Electric, 541 
China, Electrical industries in, 529 
China, Import trade of, 24 

China, Trade with, 71 


City Notrs— | 
Adelaide Electric Supply Co., 188 


Alby United & Nitrogen Products 
Companies, The, 327 

Alderley & Wilmslow Electric 
Supniv, 441 


Allen. Edgar & Co.. 707 

Alldsys & Onions Pneumatic Engineer- 
ing Co.. 273 

Altrincham Electric Supplv. 683 


Aluminium Corporation, 105, 706 
Алы e mated Wireless (Australasia), 


American Telephone 
Co., 357 

Anderston Foundry Co.. 635 

Anglo-American Telegraph Co.. 49, 
386, 553 В 

Antio-Argentine Tramways Co., 608 

Anclo-Porturuese Telephone Ca. 681 

Arbroath Electric Light & Power 
Co., 708 

ee Tramways & Power Co., 

Arizona Copper Co.. 944 

^rmorduct Manufacturing Ca.. 658 


& Telegraph 


Auckland  Fiectric Tramways Co. 
(19041 469 ` 

Austrian companies, 105 Л94 

Automatic  Teleehone Manufacturing 


Co.. 973. 399. 355. 658 
Rabcock & Wilcox. 534 
Bar^slev and District 

Traction. Ca., 658 
Rath Flectric Tramwavs, 595 
Birminrh»sm District Pawee 9 

tion Co.. 274, 469. 659, F91 
Rlackpoot &  Fle^t*wood  Tramroad 

Ca., 189, O17, 945 . 
Romhave Fleetrie Suonlv and Tram- 

wave Co, 413 ` 
Reouraseranth S Docta 


Sup- ty Co.. 217. 301 


Electric 


Trac- 


Electricity 


City Notes—continued 


Brazilian Traction, Light, & Power 
Co., 196, 245, 635 

Brisbane City Electric Light Co., 525 

Brisbane Electric Tramways Invest- 
ment Co., 381 


Bristol Tramways & Carriage Co., 77, 


301 

British Aluminium Co., 329, 411 

British Columbia Electric Railway 
Co., 20 

British Electric Traction Co., 610, 
658, 704 


British Electric Transformer Co., 330, 
357, 411 

British Engine Boiler 
Insurance Co., 301 


& Electrical 


British. Ever-Ready Co., 525 

British Insulated & Helsby Cables, 
274. 329, 356 

British L. М. Friesson. Manufactur- 


ing Co., 2345. 357 

Rritish Westinghouse Electric & 

e Manufacturing Co., 301, 441, 495, 

532, 578 

Bromley (Kent) Electric Light & 
Power Co.. 357 

Brompton & Kensington Electricity 
Supply Co., 301. 355. 384 

Browett, Lindley & Co., 329. 357 

Bruce Peebles & Co., 274, 328 


Brush Electrical Engineering Co,. 
495, 523 
Buenos Aires Lacroze, Tramways Co., 


5: 

Calcutta Electric Supply Corporation, 
49, 161, 274, 498, 553, 609. 635, 
683 

Calcutta Tramways Co., 525, 610, 659 

Callender's Cable & Construction Co., 
580, 634 

Cambridge Electric Supply Co.. 161, 
97: 

Canadian General Electric Co., 329, 
441, 635 

Cape Ashestos Co.. 707 

Castner-Keliner Alkali Co., 944. 581 

Central Electric Supply Co., 189, 217 


Central London Railway Co., 189, 
9 


Charing Cross, West End. & City 
Electricity Supnly Co., 273. 384 
Chatham & District Light Railway 
Co., 133 | 
Chelsea Electricity Sunniy, 356, 4123 
China & Jaran Telephone & Electric 

Co., 658 


~ Chiswick Electric Supply Corporation, 


497 

Chloride Electrical Storage Co., 273, 
581 

City & South London Railway Co., 
189, 216, 244 

City of Buenos Aires Tramways Co. 
(1904). 161, 469 

City of Carlisle Electric Tramways 
Co., 945 

Citv of London Electric Lighting Co., 
244. 300. 384 

Clevedon, Portishead, & 
Electric Supply Co., 525 

Cleveland & Durham County Electric 

Power Co., 301, 355, 658 

Clyde Valley Electrical Power Co., 

441 


Coalite, 357. 384 

Colombo Electric Tramways & Light- 
ing Co.. 581 . 

Commonwealth Edison Co.. 386 

Compagnie  Madrilenc  d'Electricité, 
188 

Compania de Electricidad de 1л Pro- 
vincia dg Buenos Aires, 245 

Companies struck off the register, 301 


Cordoba Light, Power, & Traction 


District 


Co., 20 

Cork Electric Tramways & Lighting 
Co., 523 

Cornwall Electric Power Co., 357 

County of London Electric Supply 
Co., 245, 272, 300 

Craigpark Electric Cable Co., 525 

Crossley Bros., 188 

Cuba Submarine fern Co.. 469 

Davis & Timmins, 1 

Delhi Electric Tramways & Lighting 
Co., 634 

Direct Spanish Telegraph Co., 301, 
356 ] 

Direct United States Cable Co., 49, 
442, 469 

Direct West India Cable Co., 245 

Doulton & Co., 330, 610 


Dublin & Lucan Electric Railway 
Co., 385 

Dublin United (Electric) Tramways, 
48, 161 я 

East London Railway Co., 133 ` 

Eastern Extension, — &c., Telegraph 


Co., 497, 707 
Eastern. Telegraph Co., 498, 707 
Edison accumulators, Ltd., 659 
Fdison-Swan Electric Co., 161, 188, 

329, 413 
Edmundson's Electricity Corporation, 


Electric Construction Co.. 580, 633 
Electric Light & Power Supply 
Corporation of Australia, 385 
Electrical & Industrial Investment Co., 


Distribution of Yorkshire, 


245. 


Electrical 
17 


Fie-teo-Bi ach & By-Products, 
610 
Evered & Co., 469 
Fairbairn, Lawson, Coombe, Barbour, 
442 
Fellows Magneto Co., 49 
| 


City NoiEs—continued 


2 


LI 


Fife Tramway, Light, & Power Co., 
217, 245 | 
Folkestone Electricity Supply Co., 356 


French Electrical Companies, 105, 
292, 682, 706 

Gateshead & District Tramways Co., 
329 

General Electric Co. ULSA.) 524 


German Electrical Companies, 20, 49, 
385, 441, 550, 706 

Globe Telegraph & Trust Co.. 274, 
707 

Glover & Со. (W. T.), 441, 469 

Great Northern 
Denmark, 469, 659 

Greenock & Port Glasgow Tramways 
Co., 442 

Hadficld’s, 301, 329 

Halifax & Bermudas Cable Co., 245 

Hart Accumulator Coa., 413 

Hawkes, O. C.. 357. 707 

Heenan & Froude, 683 

Henlev's, W. T., ‘Telegraph Works 
Co, 245, 301. 356, 411 

Holme (Huddersfield) Electricity Co., 
21 

Huelva Gas & Electricity Co., 357 

Humphrey Pump Co.. 21 

Imperial Tramways Co.. 77, 70 

India, 49 


- 
4 


Indian Electric Supply & Traction 
Co.. 497. 322 

Indo-European Telegraph Co., 413, 
497 


Isle of Thanet Electric Tramways & 
Lighting Co., 48 

Isle of Wight Electric Light & Power 
Co., 330 

Italv, 404. 553 

Jackson, P. R.. & Co.. 357 

Jarrow & District Electric Traction 
Co., 273 

Johnson & Phillins, 468, 497 

Kalgoorlie Electric Power and Light- 
ing Corporation, 413, 442, 553, 609 

атанан Power Co. 49, 217, 
497 


Keith. Jas, & Blackman Co.. 683 Ы 


Kensington & Knichtsbridge Electric 
Lighting Co., 245. 272 

Kidderminster & District Electric 
Lighting & Traction Co., 553 


Kidderminster & Stourport Electric 
Tramway Co., 553 

La Plata Electric Tramways Co., 
442 


Lanarkshire Tramways Co., 161 

Lancashire United Tramways, 217 

Launceston & District Electric Supply 
Co., 357 

Lewes & District Electric Supply Co., 

. 553 : 

Lima Light, Power, & Tramways Co., 


91, 469, 659 
Lisbon Electric Tramways. 608, 658 
Liverpool Overhead Railway Co., 
189, 244, 272 


Llandudno & Colwyn Вау Electric 
Railway, 161 

Lianelly & District Electric Lighting 
& Traction Co., 385 

London & Suburban Traction Co., 
634, 6&3 

London Electric Railway Co., 189, 
216, 244 

London Electric Supply Corporation, 
217, 328 : 

London United Tramways, 634, 683 


Longford Wire Co., 658 


Madras Electric Supply Corporation, 
658 j 
Madras Electric Tramways (1904), 


Manila Electric Railroad & Lighting 
Corporation, 329, 658 

Marconi International Marine Com- 
munications Co.. 21, 705 

Marconi Wireless Telegraph Co., of 
America, 441 

Marconi's Wireless Telegraph Co., 21 

Mather & Platt, 217 

Melbourne Electric Supply Co., 442, 
525 

Menon Mowbray Electric Light Co., 


Mersey Railway Co., 217 


Merthyr Electric Traction & Lighting 


Co., 553, 581 


Metropolitan Carriage, Wagon, & 
Finance Co., 581 
Metropolitan District Railway Co., 


188, 216. 944 
шр Electric Supply Со., 272, 


Metropolitan Electric Tramways, 633 
Metropolitan Railway Co., 133, 161, 


í 
Midland Electric Corporation for 
Power Distribution. 441. 595 
Minehead Flectric Supply Co.. 355 
Mirrlees, Bickerton, & Day. 581 
Mirrlees-Watson Co., 245, 330 
Montana Power Co., 469 
Monte Video Telephone Co., 442 
Montreal Light, Heat, & Power Co., 
469, 708 
Манон Electric Power & Lighting 
o., 
National Electric Supply Co.. 707 
National Electric Supply Co., 189, 


National Gas Engine Co., 161. 188 

New General Traction Co., 659 

New York Telephone Co., 274 

Newcastle & District Electric Light- 
ing Co.. 217. 272 

Newreastle-unon-Tvne Electric Sunoly 
Co.. 945 309. 355 

Newmarket Electric Light Co., 413 


Telegraph Co., of . 


City Nelis—contiuued. 
North‘ Mciropolitan 
Supply Lvu., 658 
North of Scouand Electric Light. « 
Power Co., 497 s 
Northallerton Electric 
Power Co., 273 
Northampton Electric Light & Power 
Co., 44, 105, 273, ЗО 
Northern Counues Electricity Supply 
Co., 659 
Northern General Transport Co., 441 
Norway, 469 
Notting Hill 
243, 300 
Oldham, Ashton, 
Tramways, 441 
Oriental Telephone 
498, 523, 2325 
Oxford Electric Co., 217, 245, 329 
Para Electric Railway & Lighting 
Co., 217, 244 | 
Parsons’ Marine Steam Turbine Co., 
161 
Peel-Conner Telephone Works, 553 
Penarth Electric Lighting Co., 581 
Pennsylvania Water & Power Co., 244 
Peterborough Electric ‘Traction Co., 
658 


Electric rower 


Light and 


Eicctric Lighting Co., 
& Hyde 
& Electric Co. 

j 


Electric 


Potteries Electric Traction Co., 580 
Pritchett & Gold & Electrical Power 
Storage Co., 413 
Ramsgate & District. Electric Supply 
Co., 498 
` Rangoon Electric Tramways & Light- 
ing Co., 659 
Reduction of Capital, 610 
Reyrolle & Co., 581 
Richardsons, Westgarth & Co., 683 
Rio de Janeiro Tramway, Light, & 
Power Co., 77, 413 
River Plate Electricity Co., 469, 523 
Robey & Co., 357 
Rushden & District 
Co., 274, 301 
Russia, 133. 386, 683 
Ruston, Proctor & Co., 708 


Electric Supply 


St. James’ & Pall Mall Electric 
Light Co., 161, 217, 273 

Salisbury Electric Light & Supply 
Co., 357, 385 

Sao Paulo Tramway, Light, & Power 
Co., 77, 413 

Scarborough Electric Supply Co., 301, 
357 

Shanghai F'ectric Construction Co., 


535, 543, 581 
Shawinigan Water & Power Co., 357 
Shropshire, Worcestershire & Stafford- 
shire Electric Power Co., 273 
Siemens-Schuckert. Group, 20 
Simplex Conduits, 330 
Singapore Electric Tramways, 683, 
í 


06 
Slough & Datchet Electric Supply Co., 

385 
Smith, S., & Sons (Motor Accessories), 

386 


South London Electric Supply Corpo- 
ration, 217, 273, 301, 356 

South Metropolitan Electric Light & 
Power Co., 216, 273 

South Metropolitan Electric 
ways & Lighting Co., 659 

"euh, айога ине Tramways Со., 


Tram- 


21 
South Wales Electrical Power Distri- 
bution .Co.. 412, 553, 682 
Southern Brazil Electric Co., 689, 
707 
Stewart & Lloyds, 301 
Stock Exchange Notices, 21, 49, 245, 
A 273, 413 | 
Stone, ].. & Co., 708 
. Stratford-on-Avon Electricity Co., 609 
Sunderland District Railways, 161 
Swansea Improvements & Tramways 
Co., 610 
Swiss Electrical Companies, 188, 440 
Tata Hydro Flectric Power Supply 
Co., 19. 77, 683 
Taunton Electric Traction Co., 553 
Telegraph Construction & Maintenance 
Co., 188, 245 
Telephone Company of Egypt, 469 
Tottenham District Light, Heat, & 
Power Co., 188 
Traction & Power Securities Co., 245 
Tramway & Lisht Railways Estates 
Co., 386. 658 
Tramways. Light. & Power Co., 279 
Tyneside Electrical Development Co., 


Tyneside Tramways & Tramroads Co., 
217, 278 

Underfeed Stoker Co.. 189 

Underground Electric Railways Com- 
panies of London, 189, 244, 999 

United Electric Tramwavs of Monte 
Video. 707 

United River Plate Telephone Co., 
610. 635. 689 

vun Electric Supply Co., 385, 410, 


Veritys, 330 

Vickers, 357. 386 

Victoria Fal!s & Transvaal Power Co., 
413, 707 

Vulcan Boiler 
Co., 917 

Wavgood-Oti«, 683 

War Loan. 106, 188. 017 

Waste Heat & Gas Flectrical 
rating Stations, 273, 330 

West India & Panama Telegraph 
Co., 498. 525 

West India Electric Co., 412 

West Lander & Provincial 
Sunn’ Co.. ARN 

Western Electric Co. (U.S.A.), 467 


& General Insurance 


Gene- 


Electric 
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Western Telegtaph Co., 301, 58I 
Westminster Electric Supply Corpora- 
tion, 133, 217, 272 
White, J. G., & Co., 708 
Willans & Robinson, 440, 496 
Windermere & District Electricity 
Supply Co., 329 
Windsor Electrical Installation Co., 
385 
Winnipeg Electric Railway Co., 659 
кош Electric Supply, Co., 441, 
49 


Wycombe (Borough) Electric Light & 
Power Co., 413 
Yorkshire Electric Power Co., 161, 
188, 243 
Yorkshire (West Riding) Electric 
Tramways Co., 77, 161, 245 
Yorkshire (Woollen . District) Electric 
Tramways, 441 ` 
Coal Advisory Board, 260 | 
Coal, Anthracite, Ьу W. Н. Booth, 646, 
669 


Coal available for steam boiler pur- 
poses, Redistribution of, 679 

Coal boiler furnace, Powdered, 242 

Coal concreted’ from ashes or dusts, 
7 


Coal cutters, Australian judge’s deci- 
sion, Electric, 703 

Coal deposits in Australia, Brown, 130, 
409 


Coal economy, 588 

Coal in France, Saving, 673 

Coa! in U.S.A., The cost of, 269 

Coal storage, Underwater, 269 

Coal, The control of, 703 

Coa! trouble and its 
Australian, 65 . 

Coal winding problems, 338 

Cockerill's, The Huns and, 575 

Coke as fuel, Economy of gas, 599 

Colonial Premiers, The, 3 

Colonial telegraphs and telephones, by 
R. W. Weightman, 25, 51, 79 

Committee of provincial electric supply 
companies, A, 140 

Committee on production, 492 

Commutator motors, New polyphase, 83 

Commu nirutions in the ‘field, Electrical, 


effects, The 


standard dynamometer 
and non-inductive stan- 


Concentric 
wattmeter, 


dards of low resistance, A, by A. E.- 


Moore, 637 
Concrete transmission, poles, Reinforced, 
639 


Condensation pump, The, 41 
Conductivity of air and of mica, 275 
Consular reform, 104 : 


Contracts CLossp— 
Aberdeen, 14 
Aldershot, 14 
Australia, 129, 158, 268, 324, 381, 574, 
67 


8 

Aylesbury, 575 

Barnsley, 324 

Barrow, 407 ` 

Basingstoke, 183 

Bedford, 211, 437 

Bexley, 295 

Birmingham, 628 

Blackpool, 407, 491 

Bolton, 158, 518 

Bradford, 295, 407, 518 

Bridlington, 183 

Brighton, 700 

Cape Town, 74 

Chester, 437 ^ 

Colchester, 44 

Derby, 268, 407, 491 

Dewsbüry, 518 

Dover, 465 ‚ 

Farnborough, 548 t 

Fleetwood, 700 

Gillingham, 548 

Glasgow, 15, 44, 183, 352, 491, 518, 
605, 628, 679 

Government contracts, 101, 211, 394, 
465, 574, 67 

Grays, 700 

Halifax, 491 

Hammersmith, 199, 575, 679 

Heckmondwike, 437 

High Wycombe, 605 

Horsham, 44 

Hull, 465 

Ilford, 129, 381 

Ireland, 101 

Johannesburg, 605 

Leeds, 158 

Leigh, 44 

Leyton, 352, 575 

London, 44, 101, 129, 158, 268, 324, 
381, 437, 465, 548, 575, 605. 679 

London County Council, 101, 158, 381, 
491, 548 


Malvern, 548 
Mani rsin 44, 158, 268, 407, 491, 


Marylebone, 44, 268. 465. 679 
Metropolitan Water Board, 605 
Newcastle West (Ireland), 101 
Nuneaton, 268 

Poplar, 324, 437, 679 
Rawtenstall, 101 

Rochdale, 700 

St. Helens, 295 

St. Pancras, 575 

Salford, 15. 158, 968, 491, 628 
Sheffield, 44, 183, 518, 655 
Sleaford, 74 

Southend-on-Sea, 74, 548 
Spain, 548 

Stepnev, 575, 679 


Contracts CLosep—continued 
Stoke Newington, 
Stretford, 655 
Sunderland, 44, 183, 548 
Surbiton, 15 
Swansea, 239, 324, 518 
Todmorden, 628 
Twickenham, 44 
Venezuela, 700 
Waithamstow, 381, 492 ° 
War Pensions Board, 548 
West Ham, 492 
Weymouth, 211 
Wolverhampton, 183, 437, 548, 655 
Woolwich, 671 


Contracts Orrs— 
Aberdare, 183, 211, 239, 295, 323, 351, 


381, 437 | ; 
Adelaide, 101, 129, 157, 183, 211, 239, 
268, 295 
Argentina, 183, 211 


Australia, 
183, 211, 239, 268, 295, 381, 407, 
464, 548, 574, 605, 628, 655, 678, 
700 

Aylesbury, 351, 381, 407 

Bambridge, 44, 74, 101, 129 

Barrow, 188, 211, 239 

Battersea, 74, 101, 129 

Bedford, 74, 101, 129 

Bedwas, 211, 239 

Belfast, 211, 239, 268 

Bermondsey, 101, 129, 158, 183 

Birkenhead, 323 

Bolton, 183, 211, 239, 295 

Dootle, 14 

Bray, 323, 352 

Brighton, 211, 23? 

Brisbane, 157, 183, 211 

Bristol, 293 | 

Burnley, 239, 268, 295 

Bury, 352 

Canada, 158, 183, 211, 239, 268, 295 

Cheltenham, 101, 129, 158 

- Dublin. 574, 605 

Duudee, 295, 324, 407, 437 
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Gruban v. Booth, 542 

Heating device, Electric, 153 

Helical Rollers v. Lockwood, 154 

Hes ion v. Newcastle Corporation, 

High-tension electrometers for X-ray 
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Schoen Bros., 71 
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Metric system, decimal coinage and the, 
75, 130, 159, 295, 318, 325, 353, 365, 

2. 382, 406 408, 439. 494, 521, 

582, 655, 708 

Metric system in the U.S.A., The, 296 
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of, 42 

Motor truck« on roads and pavements, 
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Munitions, The inspection of—Some 
new methods and some old ones, by 
“ Commercial," 171 ў 


Mysore, Registering , electrical con- 
tractors in, 269 
ATIONAL Alliance of Employers 


and Employed, The, 57 

National ^ Insurance (Unemployment) 
Acts, 1911 to 1916—Decisions by 
the Umpire, 24, 130, 476, 511, 551, 
633, 701 

National Physical Laboratory : 
for 1916-17, The, 688 

National Service, Employers and, 296 

National service of the Press, 431 

National Service — The important 
trades, 213 

National Service and War Loan, 170 

New Buffalo Power Station, The, 317 

Newcastle-on-Tyne Chamber of Com- 
merce: Electrical section, 408 


Report 
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Apex Electric Accumulator Syndicate, 
608 


Armstrong, R., & Co., 495 


Association оѓ British Chemical 
Manufacturers, 19 
Associated British Machine Tool- 


makers, 216 
Baker, G. W., 633 
Borra Magneto Repairing Co., 216 
British & Allied Electrical Agency, 
he . 


5 
British  Barimar-Thermit Welding 
Co., 681 

British Chamber of Commerce in 


Brazil, 704 

British Electron Co., 243 

British Lighting and Ignition Co., 
608 


British Magnetos, 578 

British Switchgear, 132 
Burdette & Co., 353 

Bury Electrical Plant Co., 48 


Cathodes, 633 
C. S. B. Electric Bleaching Co., 578 
Cook, C. W., 216 


Corona Lampworks (Northern), Ltd., 
19 


Depford Steel and Iron Works, 215 
Double Arc Electric Welders, 353 
Driver, Drennan, & Cooper, 216 

E. B. Magnetos, 608 

ui Carborundum & Electric Co., 


Electric Holdings, 608 © 
Elect ical Stores (Nottingham), Ltd., 


Ercole, Marelli, & Co., 48 

Express Lift Co., 522 

Falconbridge, C. E., 681 

Hackbridge Cable Co., 353 

Holland, Griffiths & Co., 410 
Hadors Electrical Enginecring Co., 


India Rubber 
ciation, ; 

Isenthal & Co., 353 

James & Shakspeare. 704 

Krupka & Jacoby, 126 

Leon Cornelis, 522 

Little Wonder Battery Co., 299 

Lodge Fittings Co., 410 

Mayall & Co.. 353 

Modern Electric Welding Co., 495 

Moul & Co., 681 

National Time Recorder Co., 397 

New Shipston Lighting Co., 19 

New Бете Construction Co., 


Nicholson & Crockett, 354 

Nottingham Electro-Plating Co., 353 

Pollett & Co., T. P.. 19 | 

Power Engineering Co., 354 

Pressparts, 

Radium, 126 

Railway Phonopores, 495 

Reader, E., & Sons, 397 

Renew Electric Lamp Co., 633 

R.E.T. Construction Co., 

Ridout & Ratcliff, 76 

Rotax Motor Accessories Co., 915 

Russian industries, 495 

Sentinel & Co.. 397 

Shell Bands, 19 

Sheppey Motor Transport Co.. 608 

Societe Anonyme des Ateliers de 
Construction Mecaviques Escher, 

yss, & Cie. 579 

Smith, J. & W. R. 34 

Southport Electric Sunnly Co., 608 

Surrey Engincerine Co.. 410 

T o William (Electric Lamp) Co., 
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bined, 
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Bell, New mining electric, 431 
B.T.H. crane motors, 167 
R. T.H. motor control panel« 433 
RTH. pressure Governors, 167 
mon) power and lighting set, 


NEW ELECTRICAL. Devices, FITTINGS. AND 
l'LANT—continued. 
Burletyh dynamos and motors, 94 


Cable glands for watertight bulk- 
heads, Multiple, 202 

“ Calorite | electric heating ap- 
paratus, 375 

Cambridge thermo-couple — potentio- 
meter, 530 

Cantie patent fusegear, 174 

Compound thermo clement, 259 

Condensers, Precision, 121 

Condensite-cellulac, 54 

Contacts for  electgical apparatus, 
Finger, 530 | 

Copper-plating propeller blades, 530 

Crane motors, DB.T.H.. 167 

Crit-point detector, The, 168 

Davies-Railing relay for mining 


signalling, 55 
Demagnetiser, ‘Humphreys, 233 
** Depthometer," The, 647 
капас for transmission lines, 
6; 


Electrolysers, New, 316 

Fans, Electrical exhaust, 622 

Fittings, White’s pateat corrosion- 
proof U-seal, 120 

* Garrett "" safety control gear, 432 


“ Girder " machine lighting, 485 

Greaves-Etchells furnace, 174 

Heater for motor cars, 55 

Heaters used in engraving, Electric, 
459 


Henley's terminal boxes, 696 

“ Hightensite ” insulating material, 
6з 

Ignition for petrol motor vehicles, 
Battery, 121 

Ironclad switch, 541 

“ Kingsway " mine signalling system, 
55 

“ Kingsway " miners’ 
lamp, 529 

Lamp, B.T.H. hand, 233 

Lamp extension, Pocket, 95 

Lamp, Motor vehicle inspection, 203 

Magnetic chuck switch, 541 

“ Magneto " remagnetiser, 648 

Marconi vacuum ampere gauge, 259 

Mercury vapour lamp, High vacuum: 

72 

Mining electric bell, New, 431 

Plastic solder, 259 

Plug and adapter, Simolex combina 
tion pin, 374 

Potentiometer, Cambridge 
couple, 530 

Primary cell, А novel, 567 

. Pressure governors, B.T.H.. 167 

Кес! for use, in pulling wires into 
conduit, 459 

Remy thermostatic control, 54 

Searchlight arc, Device for obtaining 
image of, 54 

Selco electric sirens, 673 

Signalling in collieries, 484 

Siluminite : A new insulator, 483 

Simplex combination pin plug 
lampholder adapter, 374 

Simplex heating apparatus, 167 

Simplex weatherproof fitting, 647 

Bu exchange, Ап improvised, 


electric hand 


Thermo- 


and 


Testing the acid resistance of enamels, 
paints, and varnishes. New 
method of, 459 

“ Thab" patent lamp lock, The, 94 

Truck-type switchboard, 672 

Vent tube for pouring acid from car- 
boys, 259 

ас тон lifts and transporters, 

Wattmeter cotrecting for transforma- 

tion losses, 168 | 

Welding plant arc, 431 

“ Youngblood " electrically operated 
valve gear, 59 


New Zealand trade—Mr. R. W. 
Dalton's report, 80 

New Zealand, Our trade with, 10, 59 

" Niagaras," Fighting hail and storm, 
by “ Electric," 275. 303 

Nickel in Ontario, 629 

Nitric àcid in Sweden, 297 

Nitrogen from the air, 630 


North-Western Railway — extension— 
Bakerloo—Watford, 
Norwegian water power, 130 


Nottingham's electricity policy, 30 
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